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Users’ Guide 


ABBREVIATIONS 


addition, addendum, addenda. 

amendment, amendments. 

appendix. appendixes. 

book. books. 

chapter. chapters. 

Congress. 

Department. 

document. 

facsimile, facsimiles. 

fiscal year. 

Greenwich hour angle. 

House. 

House concurrent resolution. 

House document 

House executive document. 

House joint resolution. 

House of Representatives, 
House bill. 


_ House resolution. 


House report. 


_ illustration, illustrations. 
_ inch, inches. 





Pp 

pl 
ports 
pt. pts 
rp 

S 


S.Con. Res _. 


S. doc 


S.ex.doc _. 


S. ex. rp 
S.J. Res 
S. Res 
S. rp 
sec _. 
sess 
supp 
ks 
vS..V 


number, numbers. 
Paxe. pages. 


. plate, plates. 


Portrait. portraits. 


_ Part, parts. 


report. 


. Senate. Senate bill. 

. Senate concurrent resolution. 
. Senate document. 

. Senate executive document. 

. Senate executive report. 


Senate joint resolution. 


. Senate resolution. 
. Senate report. 


section, sections. 


. Session, sessions. 
. supplement. 


volume, volumes. 


. versus. 


Common abbreviations for the names of States. months. etc., are also used. 


CUMULATIVE INDEX 


Author index: An alphabetical list of personal authors, editors, co-authors, corporate authors, and 
conferences. 

Title index: An alphabetical list of titles, series titles, and sub- or alternate titles. 

Subject index: An alphabetical list of subjects derived from Library of Congress Subject Headings. 

Series/report index: An alphabetical list of report numbers and series statements. 


A margin index on the back cover locates the four listings. Cumulative indexes are published semi- 


annually and annually. Titles in all indexes are followed by the text entry number where more detailed 
information is available. 





General Information 


The Superintendent of Documents, U.S. Government Printing Office. Washington, D.C., 20402, is 
authorized by law to sell copies of Government publications. A 25 percent discount is allowed to purcha- 
sers of 100 or more copies of a single publication mailed to one address. Bookdealers, buying for the purpose 
of resale. may receive the same discount regardless of quantity if the publications are mailed to their place 
of business. No discount is allowed when the publications are mailed to a third party unless in quantities 
of 100 or more, or on several periodicals or groups of publications which fall into a special pricing category. 


PRICES 


The prices of all U.S. Government publications sold by the Superintendent of Documents are estab- 
lished by the Public Printer in accordance with Title 44 of the United States Code. 

Prices are subject to change and the prices charged on your order will be those in effect at the time 
your order is processed. As it is not feasible to manually correct the prices in the publications affected by 
price changes, the prices charged on your order may differ from those printed in the publications. 

Although the issuing agencies generally know about price changes, some agencies inadvertently con- 
tinue to publish announcements, order forms, and catalogs which contain erroneous prices. Frequently, the 
news media publish articles with erroneous or outdated prices. 


PRICE LIST 


There is no general price list of public documents. but numerous bibliographies have been prepared on 
special subjects and these will be furnished. on application. by subject or subjects concerning which infor- 
mation is desired. It will also be noted that current publications which are for sale are listed in this catalog. 


LIST OF SELECTED PUBLICATIONS 


In addition to the subject bibliographies. the Office of the Superintendent of Documents issues a 
monthly list of Selected United States Government Publications for sale by the Superintendent of Docu- 
ments. Each list contains annotations and prices, and may be obtained free upon application to the Super- 
intendent of Documents. 


CONGRESSIONAL PUBLICATIONS 


Subscription service has been implemented for the following groups of Congressional publications: 
House and Senate Documents; House and Senate Hearings; House and Senate Reports on Public Bills; 
House and Senate Reports on Private Bills; Public Bills; Private Bills; Public Laws; and Private Laws. 
In most cases, single copies of publications in these groups of Congressional publications are not sold. 
Sales copies of a few of the more important ones are printed, and you will find the sales prices listed in the 
individual entries. The current subscription prices may be obtained from the Superintendent of Documents. 





New Classification Numbers 


Assigned January-December 1978 


Agriculture Department. 
A 1.11/4:nos Audit guides (numbered). @Item 11-C 
A 1.118:CT Quik-quiz (series). 
A 1.119:date Food for peace, annual report on Public Law 480. 
Forest Service. 

Report of the Forest Service, fiscal year. @Item 80 
A 13.52/11:date Forest insect and disease conditions in the Southwest (annual). 
A 13.96:nos Forest products utilization, technical reports. 

A 13.97:nos Biological evaluations. 

A 13.98:nos Friday newsletter (weekly). 
Extension Service. 

I ING isa nscecacosencossasesesesesnenspeseniasiostos CRD newsletter. 
Soil Conservation Service. 

A 57.67:nos Agronomy technical notes. 


A 13.1/3:date 


NoTe.—Designated as Nebraska technical notes. 
Foreign Agricultural Service. 
A 67.40/2:date Export briefs (weekly). 
A 67.40/3:date Contacts for U.S. food products (monthly). 
Agriculture Research Service. 
A 77.28:nos ARS National research program, NRP-(series). 
A 77.29:nos NE regional staff letter. 
Agricultural Stabilization and Conservation Service. 
A 82.85:nos Environmental statements. 
A 82.86:date Port allocations of [various commodities]. 
A 82.87:date Commodity purchases for domestic distribution. 
A 82.87/2:date Commodity purchases for export distribution. 
Farmers Home Administration. 
A 84.10:nos Environmental statements. 
Agricultural Marketing Service. 
Be Ee SOE seven ctnavesnnaestienctdacsencocestanteoster Food maketing alert (monthly). 
Note.—See, for earlier similar publication, Plentiful food, A 88.37/2:(nos.) 
Statistical Reporting Service. 
A 92.11/10-5:date Mushrooms (annual). 
NoTe.—Designated Vg2-1-2 
Cooperative State Research Service. 
CSRS research information letter (monthly). 
Animal and Plant Health Inspection Service. 
Cooperative State-Federal Brucellosis eradication program, statistical tables. 
Note.—See, for earlier class, A 77.212/4:(date). 
National status on control of garbage-feeding (monthly). 
Note.—See, for earlier class, A 77.227:(date) 
Food Safety and Quality Service. 
Accepted meat and poultry equipment, MPI-2 (series). @ltem 32-A-2 
NoTe.—See, for earlier class, A 101.6/4:(date) 
103.6/4:nos Meat and poultry inspection regulations. 
Note.—See, for earlier class, A 101.6/2:(nos.) 
103.8:CT Handbooks, manuals, and guides. @Item 32-H-3 
103.9/2:date Issuances of the meat and poultry inspection program. 
Norte.—See, for earlier class, A 101.6/2-2 


List of plants operating USDA poultry and egg grading and egg products inspection 
programs. 


A 94.13:nos 
A 101.18/2:date 


A 101.20:date 


103.6/3:date 


103.10:date 


Note.—See, for earlier class, A 88.15/23:(date). 
103.11:v.nos.&nos FSQS Food purchases, weekly report. 
103.11/2:date FSQS Food purchases, annual summary. 





USDA’s Food Safety and Quality Service. 
A 103.11/3:nos FSQS facts (irregular). 
A 103.12:date Dairy plants surveyed and approved for USDA grading service (quarterly). @Item 21-Q 
Note.—See, for earlier class, A 88.14/12:(date). 
List of chemical compounds authorized for use under USDA meat, poultry, rabbit, and 
egg products inspection programs. 
NoTe.—Designated MPI-8. See, for earlier class, A 101.6:C 42/date. 
Federal Grain Inspection Service. 
A 104.8:CT Handbooks, manuals, guides. @Item 31-B-2 
Economics, Statistics, and Cooperatives Service. 
A 105.1:date Annual report. 
A 105.2:CT General publications. 
A 105.3-8: Reserved 
A 105.9:date Crop production (monthly). @Item 20-B 
NoTe.—Designated CrPr2-2. See, for earlier class, A 92.24: 
A 105.9/2:date Crop production, annual summary. 
NoTe.—Designated CrPr2-1. See, for earlier class, A 92 24: 
A 105.9/3:date Prospective plantings. @Item 20-B 
Note.—Designated CrPr2-4. See, for earlier class, A 92.24/2: 
A 105.10:v.nos.&nos Agricultural situation. @Item 19 
Note.—See, for earlier class, A 92.23: Issued 11 times a year. 
A 105.12/2: letters&nos Commodity outlook for farmers. 
A 105.11:date Noncitrus fruits and nuts, annual summary, production use value. 
NoTe.—Designated FrNt1-3. See, for earlier class, A 92.11/2-2:(date). 
Field crops, production, disposition, value @Item 24-I 
NoTe.—Designated CrPri. See, for earlier class, A 92.19: 
A 105.11/2:nos Fruit situation. @Item 21-K 


Note.—See, for earlier class, A 93.12/3: Published four times a year. 
A 105.12:date Turkeys (annual). 
NoTe.—Designated Pou 3. See, for earlier class, A 92.9/17: 
A 105.12/2:date Egg products (monthly). 
NoteE.—Designated Pou 2-5. See, for earlier class, A 92.9/4:(date). 
A 105.12/3:date Eggs, chickens, and turkeys (monthly). 
Note.Designated Pou 1-1. See, for earlier class, A 92.9/16: 
Poultry and egg situation (irregular). @Item 21-F 
NoTeE.—See, for earlier class, A 93.20: 
A 105.12/5:date Poultry slaughter (monthly). 
Note.—Designated Pou 2-1. See, for earlier class, A 92.9/5:(date). 
A 105.13:nos ERS-(series). 
NotTe.—See, for earlier class, A 93.21:(nos.). 
Foreign agricultural trade of the United States (monthly). @Item 42-E 
Note.—See, for earlier class, A 93.17/7:(date). 
U.S. foreign agricultural trade statistical report, fiscal and calendar year. @Item 42-E 
NoTE.—See, for earlier class, A 93.17/3:(date). 
National food review (quarterly). @Item 21-H 
NoTeE.—See, for earlier similar publications, A 93.16:(nos.). 
Cotton and wool situation. @Item 21-M 
Note.—Published four times a year. See, for earlier class, A 93.24/2: 
Milk production (monthly). 
NoTe.—Designated Da 1-1. See, for earlier class, A 92.10: 
A 105.17/2:nos Dairy situation. @Item 21-B 
NoTe.—Published 5 times a year. See, for earlier class A 93.13: 
A 105.17/3:date Dairy products (monthly). 
NoTE.—See, for earlier class, A 92.10/7: 
Dairy products, annual summary. @Item 24-F 
Note.—Designated Da 2-1. See, for earlier class, A 92.10/5:(date). 
Seed crops, annual summary. 
NoTeE.—Designated SeHy 1.3. See, for earlier class, A 92.19/4:(date). 
Farmer cooperatives (monthly). 
Note.—See, for earlier class, A 89.8: 
Farm real estate market developments CD-(series). @Item 42-A 
NoTeE.—See, for earlier class, A 93.9/4:(nos.). 
Grain stocks. 





A 103.13:date 








A 105.9/4:date 


A 105.12/4:nos 


A 105.14:date 
A 105.14/2:date 
A 105.15:nos 
A 105.16:nos 


A 105.17:date 


A 105.17/4:date 

A 105.18:date 

A 105.19:v.nos.&nos 
A 105.19/2:nos 


A 105.20:date 


NoTe.—Designated Gr 11-1. See, for earlier class, A 92.15: 
VIilt 





A 105.20/2:nos Feed situation. @Item 21-E 


Note.—Published 4 times a year. See, for earlier class, A 93.11/2: 
A 105.20/3:nos Wheat situation. @Item 21-I 


Norte.—Published 4 times a year. See, for earlier class, A 93.11: 
A 105.20/4:nos Rice situation. @Item 21-P 


NoTe.—Issued 2 times a year. See, for earlier class, A 93.11/3: 
A 105.20/5:date Soybean stocks (annual). 
NorTE.—Designated Grlg 11-1. See, for earlier class, A 92.15/5:(date). 
Agricultural economics research. @Item 18 
Note.—See, for earlier class, A 93.26: 
Foreign agricultural economic reports. @Item 42-B 
Note.—See, for earlier class, A 93.27:(nos.). 
A 105.23:date Cattle (annual). @Item 21-N 
NoTE.—Designated LvGn 1. See, for earlier class, A 92.18/6-2: 
Livestock and meat situation (bi-monthly). @Item 24-C 
Note.—See. for earlier class, A 93.15: 
A 105.23/3:date Cattle on feed. @Item 21-N-1 
NoTE.—Designated MtAn 2-1. See, for earlier ciass, A92.18/6: Replaces A 105.16: which previously was 
assigned to this title. 
A 105.23/4:date Livestock slaughter (monthly). 
NoTE.—Designated MtAn 1-2. See, for earlier class, A 92.18/3 
Livestock slaughter, annual summary. @Item 24-J 
NoTE.—Designated MtAn 1-2-1. See, for earlier class, A 92.18: 
Hogs and pigs (quarterly). @Item 24-H 
NoTe.—Designated MtAn 4. See, for earlier class, A 92.18/7: 
Meat animals, production, disposition, income (annual). @Item 24-H 
Note.—Designated MrAn 1-1. See, for earlier class, A 92.17: 
Vegetable situation (quarterly). @Item 21-L 
Note.—See, for earlier class, A 93.12/2 
Vegetables, acreage, yield, production and value, annual summary. @Item 24-E 
NoTE.—Designated Vg 2-2. See, for earlier class, A 92.11/10-2 
A 105.25:nos ESCS (series). 
Note.—Replaces ERS(series), A 93.21:(nos.) and SRS(series) A 92.34:(nos.) 
Agricultural prices (monthly). @Item 18-C 
Note.—Designated Pr 1. See, for earlier class, A 92.16: 
Seed crops, reprint from Agricultural prices. 
Note.—See, for earlier class, A 92.16/a:(date) 
Agricultural prices, annual summary. @Item 18-C 
NoTE.—Designated as Pr 1-3. See, for earlier class, A 92.16/2:(date) 
A 105.27/:nos Agricultural outlook. @Item 42-M 
Norte.—See, for earlier class, A 93.10/2: Issued 11 times annually, Jan.-Feb. issue combined 
A 105.27/2:v.nos.&nos Farm index (monthly). @Item 42-F 
Note.—See, for earlier class, A 93.33 
A 105.28/:nos Fats and oils situation. @Item 21-D 
Note.—See, for earlier class, A 93.23: Issued 4 times a year 
Peanut stocks and processing (monthly). 
Notz.—Designated Grlg 11-2. See, for earlier class, A 92.14: 
Floriculture crops, production area and sales (annual). @Item 24-L 
Note.—Designated SpCr 6-1. Earlier publications entitled Flowers and foliage plants, production and sales, and 
classified A 92.32:(date). 
A 105.31:nos FCS research reports. @Item 64-A 


A 105.21:v.nos&nos 


A 105.22:nos 


A 105.23/2:nos 


A 105.23/4-2:date 
A 105.23/5:date 
A 105.23/6:date 
A 105.24:nos 


A 105.24/2:date 


A 105.26/:date 
A 105.26/a:date 


A 105.26/2:date 


A 105.29/:date 


A 105.30:date 


Note.—See, for earlier class, A 89.19: 
A 105.32:nos Tobacco situation (quarterly). @Item 24-D 
NoTe.—See, for earlier class, A 93.25: 
A 105.33:date Cold storage (monthly). 
NoTE.—Designated CoSt 1. See, for earlier class, A 92.21: 
A 105.33/2:date Regional cold storage holdings. @Item 24-G 
Note.—Designated CoSt 3. See, for earlier class, A 92.21/2: 
A 105.33/3:date Capacity of refrigerated warehouses (annual). 
NoTe.—Designated CoSt 2. See, for earlier class, A 92.21/3: 
Agricultural finance review (annual). @ltem 18-A 
NoTe.—See, for earlier class, A 93.9/10: 


A 105.35:nos 





A 105.37:date Poultry slaughter (monthly). 
Note.—Designated Pou 2-1. See, for earlier class, A 92.9/5:(date) 
105.38:nos Cooperative research reports. @Item 64-A 
Note.—Replaces FCS Research reports, A 89.19:(nos.). 
105.38/2:nos Cooperative information reports. @Item 65-B 
Note.—See, for earlier class, A 89.15:(nos.). 
105.39:date Acreage (annual). @Item 20-B 
Note.—See, for earlier class, A 92.39:(date). 
Rural development research reports. 
Commercial fertilizers. 
Note.—See, for earlier class, A 92.37/2:(date). 
105.41/2:date Commercial fertilizers, consumption for year ended. @Item 122-A-2 
Note.—See, for earlier class, A 92.37:(date). 
105.42:date Rice stocks. 
Note.—See, for earlier class, A 92.15/2:(date). 
105.43:date Potato stocks. 
Note.—See, for earlier class, A 92.15:(date) 
105.44:date Farm labor. 
Note.—See, for earlier class, A 92.12:(date). 
105.45:date Celerey. 
NoTe.—See, for earlier class, A 92.11/10-4:(date). 
World agricultural situaion (irregular). @Item 78-A(rev.) 
Norte.—See, for earlier class, A 93.29/2:(nos.) 
Sheep and lambs on feed (irregular). 
Nore.See, for earlier class, A 92.18/9:(date). 


105.48:date Mink. 


105.46:nos 


105.47:date 


NoTE.—Designated MtAn 6. See, for earlier class, A 92.18/11:(date). 
105.49:date Naval stores (monthly). 
Note.—Designated SpCr 3. See, for earlier class, A 92.25:(date). 
Agricultural-food policy review (irregular). @Item 42-P 
Note.—Designated ESCS-AFPR-2. See, for earlier class, A 93.16/2:(nos.). 
Science and Education Administration. 


105.50:nos 


106. 1:date Annual report. 


106.2:CT 

106.3:-8: Reserved 
106.8:CT 
106.9:v.nos.&nos 


General publications. 


Handbooks, manuals and guides. 

Agricultural research (monthly). @Item 25-A 
Note.—See, for earlier class, A 77.12: 

Extension review (bimonthly). @Item 60 
Note.—See, for earlier class, A 43.7: 

Plant inventory (series). @Item 101 
Note.—See, for earlier class, A 77.515:(nos.). 

Soil, water, air sciences research (annual). 

Index-catalogue of medical veterinary zoology, special publications. @Item 31 
NoTE.—See, for earlier class, A 77 219/4:(nos.). 

Index-catalogue of medical veterinary zoology, supplements. @Item 31 
Note.—See, for earlier class, A 77.219/2:(supp.nos.). 

Bibliographies and lists of publications. 

Family economics review (quarterly). 
Note.—See, for earlier class, A 77.708:(date). 

Technical Information Systems. 

Annual report. @Item 95-E 
NoTE.—See, for earlier publications A 17.1: 

General publciations. @Item 95 
NoTE.—See, for earlier publications A 17.2: 


106.10:v.nos.&nos 
106.1 1:nos 


106.14:date 
106.15:nos 


106.15/2:supp.nos 


106.16:CT 
106.17:date 


106.101:date 
106.102:CT 


106.103:-108: Reserved 


106.109:v.nos.&nos Agricultural libraries information notes (monthly). @Item 95-F 


NoTE.—See, for earlier class, A 17.23: 

Bibliographies and lists of publications. @Item 95-D 
NoTe.—See, for earlier class, A 17.18/2:(CT). 

Library lists (numbered). @Item 95-A 
NoTeE.—See, for earlier class, A 17.17: 

Bibliographies and literature of agriculture BLA (series). 


106.110:CT 


A 106.110/2:nos 


A 106.110/3:nos 


xX 





A 106.11 1:date Nutrition program news (bimonthly). @Item 88-C 


Note.—See, for earlier class, A 77.710:(date). 
Plant disease reporter (monthly). @Item 100-B 
Note.—See, for earlier class, A 77.511:(v.nos. & nos.). 
Governmental and Public Affairs Office. 
Annual report. 
General publications. @Item 90 
Nore.—See, for earlier similar publications, A 1.2: and A 21.2 


A 106.112:v.nos.&nos 


A 107.1:date 
A 107.2:CT 


A 107.3:-8: Reserved 


A 107.13:nos Farm paper letter. 


NoTe.—See, for earlier class, A 21.32:(nos.). 
Food and home notes (weekly). 
NoTe.—See, for earlier class, A 21.33: 
Bimonthly list of publications and visuals. @Item 92 
NoTe.—See, for earlier class, A 21.6/5: 
Service, USDA’s report to consumers (monthly). 
Note.—See, for earlier class, A 21.29 
Farm broadcasters letters (weekly). 
NoTE.—See, for earlier class, A 21.34:(nos.) 
ACTION. 
AA 1.15:date Action update. 
Older Americans Volunteer Programs. 
Prime times (bi-monthly). 
Peace Corps. 
Program and training journal reprint series. 
Program & training journal. 
Peace Corps times (monthly). 
Commerce Department. 
Business America (biweekly). @Item 127-A 
NoTe.—Replaces Commerce America, C 1.58/2:(v.nos.& nos.) 
Commercial resource allocation guides (for various countries). 


Interagency Task Force on Product Liability: Publications (unnumbered). 
Statistical Reporter. 


A 107.9:date 
A 107.10:date 
A 107.11:nos 


A 107.13/2:nos 


AA 2.10:date 


AA 4.10:nos 
AA 4.10/2:v.nos.&nos 
AA 4.11:v.nos.&nos 


C 1.58/4:v.nos.&nos 


C 1.64/2:CT 
C 1.66/2:CT 


Note.—See, for earlier class, PrEx 2.11:(nos.) 
Statistical policy working papers. 
Annual report, National Voluntary Laboratory Accreditation Program. 
Footwear industry revitalization program, annual progress report. 


Census Bureau. 
C 3.133/2:date 


Monthly wholesale trade, sales and inventories, revised [compilation]. 
C 3.138/3-3:date 


Monthly retail sales. 


Note.—Replaces Monthly retail trade, sales and accounts receivable, C 3.138/3 


C 3.163/6:CT Data finders. 
eT INO ons ccccccscssacscisronntsnscenickiscesdions 


Monthly selected services receipts, revised [compilation]. 
C 3.253:letters-nos 


Economic censuses: Reference series. 
National Bureau of Standards. 
Conference briefs (quarterly). 
Patent and Trademark Office. 


C 13.62:date 


C 21.17/2:nos 


List of recent accessions and foreign patent translations of the scientific library (monthly) 
Civil Aeronautics Board. 


C 31.259/2:date 
C 31.264/2:date 
C 31.265/2:nos 


Aircraft operating cost and performance report, fiscal year. 
Trends in scheduled all-cargo service (biennial). @Item 177-A-19 
Air freight loss and damage claims for the six months ended, (date). 
Note.—Continues quarterly report, C 31.265: 
Air freight loss and damage claims, annual summaries. @Item 177-A-11 
U.S. International air freight traffic (annual). 
Fuel cost and consumption, certified route and supplemental air carriers, domestic and 
international operations, twelve months ended . . . @Item 177-A-13 
Domestic jet trends (biannual). 
Summary of prescribed unit costs and hourly rate for return on investment ard tax 
allowance (annual). 
Maritime Administration. 
United States oceanborne foreign trade routes (annual). 
Nore.—Replaces C 39.202:F 76/(date) Essential United States foreign trade routes. 


C 31.265/3:nos 
C 31.265/4:date 
C 31.267/2:date 


C 31.271:date 
C 31.272:date 


C 39.240:date 





C 46.25/3:CT 


C 47.19:CT 


C 51.11/4:nos 


C 51.11/5:CT 
C 51.11/6:date 


C 55.32/5:date 


C 55.232:CT 


C 55.286:CT/date 


C 55.286/2:CT/date 


C 55.288:CT/date 


C 55.303/2-2:date 


C 55.329:date 


C 55.330:date 
C 55.331:nos 


C 55.429:nos 


C 55.622/2:date 


C 57.26:CT 


C 57.27:date 


C 57.28:date 


C 57.119/a:CT 


C 57.413:date 


C 58.8/a:CT 


C 59.9/3:CT 
C 59.14:nos 


C 59.15:CT 


Economic Development Administration. 

Designated redevelopment areas under the public works and economic development act of 

1965, as amended. @Item 130-J 

United States Travel Service. 

Study of the international travel market [for various localities]. @Item 271-B-7 
National Technical Information Service. 

NTIS information services, general catalogs. 

Norte.—See, for earlier publications, C 51.2:N 21 t/date. 

Directory of computer software applications: [various subjects]. @Item 188-A-5 

JACS directory, NTIS Journal Article Copy Service (quarterly). @Item 188-A-6 
National Oceanic and Atmospheric Administration. 

Public support for coastal zone management programs: implementation of the Coastal 


Zone Management Act of 1972, a report by the Coastal Zone Management Advisory 
Committee. 


Environmental Data and Information Service. 
Environmental inventories. 
National Climatic Center. 
Climatography of the United States, no. 81, (by State). 
Nore.—See, for earlier class, C 30.71/4: 
Climatography of the United States, no. 85 (by State). 
Note.—See, for earlier class, C 30.71/7: 
Index of original surface weather records (hourly, synoptic and autographic) for stations in 
[various States]. 
National Marine Fisheries Service. 
Fishing information, supplements (semi-monthly). 
NoTe.—Issued separately October through May only. During rest of year, issued as part of Southwest Fisheries 
Center Bulletins, C 55.309/2:(nos.). 
Central, Western, and South Pacific fisheries development program report for calendar 
year. 
Fishery conservation and management act of 1976, annual report. 
Southwest Fisheries Center: research highlights, monthly report. 
Nationai Ocean Survey. 
NOS oceanographic circulatory survey reports. @Item 191-C 
Environmental Research Laboratory. 
Environmental assessment of the Alaskan continental shelf, annual reports of principal 
investigators for the year ending. 
Domestic and International Business Administration. 
Bureau of International Economic Policy and Research: Reports, studies, data. 
Industry and Trade Administration. 
Trade Opportunities Program, TOP bulletin (weekly). 
U.S. trade status with Communist countries (monthly). 
Note.—See, for earlier class, C 57.413:(date). 
International Commerce Bureau. 
Country market sectoral surveys (separates). 
East-West Trade Bureau. 
U.S. trade status with Communist countries (monthly). 
Note.—Earlier publications entitled U.S. trade with Socialist countries, classified C 57.402:So !. See, for later 
class, C 57.28:(date) 
National Fire Prevention and Control Administration. 
Handbooks, manuals, guides [separaes]. 
Economic Analysis Bureau. 
Business conditions digest, supplements. @Item 13!1-A 
Papers. Bureau of Economic Analysis Staff. 
Note.—See, for earlier class, C 56.113:(nos.). 
Maps. 
National Telecommunications and Information Administration. 
Annual report. 
General publications. 


Handbooks, manuals, guides. 
NoTe.—Created by EO 12046 dated 3/27/78. 

NTIA special publications, NTIA-SP (series). @Item 126-D-3 
NoTE.—Supersedes OT Special publications, OT SP (series), C 1.60/2:(nos.). 





NTIA report series. @Item 126-D-3 
Note.—Supersedes OT reports, C 1.60/3:(nos.) 

NTIA technical memorandum series NTIA-TM(nos.). 
Note.—Supersedes C 1.60/8:(nos.), OT technical memorandums 

NTIA contractor reports, NTIA-CR-(nos.). @Item 126-D-5 
NoTe.—Supersedes OT contractor reports, C 1.60/7:(nos.) 

C 60.13:CT Bibliographies and lists of publications. 

Civil Aeronautics Board. 


C 60.12:nos 


CAB 1.11:date Commuter air carrier traffic statistics (semiannual). 


Nore.—See, for earlier class, C 31.241/3:(date) 

Local service air carriers’ unit costs. @Item 177-A-4 
NoTe.—See, for earlier class, C 31.253:(date) 

CAB 1.13:v.nos.&nos Air carrier traffic statistics (monthly). @Item 177-A-2 


Norte.—See, for earlier class, C 31.241 


CAB 1.12:date 


CAB 1.14:date Quarterly interim financial report, certificated route air carriers and supplemental air 


carriers. @Item 177-A-3 
Nore.—See, for earlier class, C 31.240/3:(date) 
CAB 1.15:date Fuel cost and consumption, certificated route and supplemental air carriers, domestic and 
international operations (monthly). @Item 177-A-13 
NoTeE.—See, for earlier class, C 31.267:(date) 
CAB 1.15/2:date Fuel cost and consumption, certificated route and suplemental air carriers, domestic and 
international operations (annual). @Item 177-A-13 
CAB 1.16:date Regulations of the Civil Aeronautics Board (irregular). @Item 186 
Note.—See, for earlier class, C 31.206/7:(date) 
CAB 1.17:v.nos.&nos Air carrier financial statistics (quarterly). @Item 177-A-3 
Nore.—See, for earlier class, C 31.240:(v.nos.&nos.) 
CAB 1.18:v.nos.&nos Airline industry economic report (quarterly). 
NoTE.—See, for earlier class, C 31.260:(v.nos.&nos.) 
Schedule arrival performance in the top 200 markets by carrier (monthly) 
NoTe.—See, for earlier class, C 31.261:(v.nos.&nos.) 
Seasonally adjusted capacity and traffic, Scheduled operations: system, domestic, 
international trunks plus local service carrier (monthly). 


CAB 1.19:v.nos.&nos 


CAB 1.20:date 


Note.—See, for earlier class, C 31.262,//5:(nos.) 
Civil Aeronautics Board reports. 
Norte.—See, for earlier class, C 31.211:(nos.) 
Aircraft operating cost and performance report (annual). @Item 177-A-1 
Note.—See, for earlier class, C 31.259:(v.nos.) 
Applications and/or amendments thereto filed with the Civil Aeronautics Board (weekly). 


NoTte.—See, for earlier class, C 31.221:(nos.) 


CAB 1.21:nos 
CAB 1.22:v.nos 
CAB 1.23:nos 


CAB 1.24:date Trunk carriers—coach class, traffic, revenue, yield, enplanements and average on-flight 


trip length by fare category (monthly). 
NoTE.—Formerly issued quarterly under the title, “Coach traffic, revenue, yield and average on-flight trip length 
by fare category for the 48-state operations of the domestic trunk”, C 31.269 
Federal Communications Commission. 
Domestic public land mobile radio service [actions], public notices. 
Office of the Secretary petitions for reconsideration of actions in rule making proceedings 
filed, public notices. 
Applications accepted for filing by safety and Special Radio Services Bureau, with notices 
Cable television authorization actions, public notices 
Civil Rights Commission. 
CR 1.6/3:CT Working with your schools, [handbooks of State Advisory Committees] 
CR 1.13:CT Maps and charts. 
Civil Service Commission. 


OS WEI BRIG ois. ccccccscssinssscocsocccsceeccssen 
CC 1.38/2:nos 


CC 1.39/4:nos 
Re RAIMI ciinccorcosscrenrcaccosstonssssheccsepsootens 


CS 1.29/4:date 
CS 1.95:date 
CS 1.96:v.nos.&nos 


Digest of selected federal retirement systems (annual). 

State and local personnel systems annual statistical report 

Digest of significant decisions (bimonthly) @Item 290-H-3 
Defense Department. 

Friday review of defense literature (biweekly) 

Soldier, sailor, airman, marine (SAM) (monthly). 
American Forces Press Service. 

Command. @Item 312-B 


Note.—Formerly Commanders Digest, D 2.15/2 


MI oc. ncssconscinstnacvagnesosiosecoceles 
D 1.55:v.nos.&nos 





D 5.209:nos 


D 5.318:v.nos./date 


D 5.318/2:CT/date 


D 5.318/3:date 


D 5.318/6:date 
D 5.318/7:date 
D 5.318/8:date 
D 5.411:CT 
D 5.412:date 


D 7.6/13:nos 
D 7.6/14:nos 
D 7.6/15:date 
D 7.28:date 
D 7.29:date 
D 7.29/2:date 


BD T.S0ARGBUE TOE.) ..0..c0sscrrersnssssendocssconessores 
D 7.31:date 


D 12.1/2:date 
D 12.10/2:nos 


D 14.17:nos 


D 101.1/2:date 
D 101.52/5-4:date 


D 101.52/5-5:date 


D 101.60/3:nos 
D 101.60/4:nos 


D 101.66/3:v.nos.&nos 
D 101.78/2:v.nos.&nos 
D 101.84:v.nos.&nos 
D 101.85:v.nos.&nos 
D 101.86:v.nos.&nos 
D 101.87:nos 


D 103.42/11:v.nos.&nos 
D 103.42/12:nos 
D 103.63/2:nos 


D 103.68:date 


D 104.11/2:CT 
XIV 


Defense Intelligence Agency. 
Review of the Soviet ground forces (monthly). @Item 315-F-2 
Defense Mapping Agency. 
DOD flight information publications (terminal), low altitude instrument approach 
procedures. 
NoTE.—See, for earlier similar publications, D 301.13: classes. 
DOD flight information publication (terminal), high altitude instrument approach 
procedures. 
NorTe.—See, for earlier similar publications, D 301.43/nos. 
DOD flight information publication (terminal), low altitude approach procedures United 
States military aviation notice. 
NoTE.—See, for similar publications, D 301.13 classes. 
Flight information publication: Area charts, U.S. 
DOD flight information publication, (enroute), IFR-supplement, United States. 
DOD flight information publication, VFR-supplement, United States. 
National Defense University. 
Bibliographies and lists of publications. 
Proceedings of the National Security Affairs Conference (annual). 
Note.—Earlier publication classified D 5.402:Se 2/977. 
Defense Logistics Agency. 
Defense Property Disposal Service: DPDS (series). @Item 314-A-4 
Defense Administrative Support Center handbooks, DASCH (series). @Item 314-A-5 
MILSTRIP: Foreign military sales (FMS) customer procedures. @Item 314-A 
NoTE.—Designated DoD 4140.17-M, Supplement 2. 
Freight classification data file. 
NoTE.—Issued in microfiche. 
Catalog management data. 
NoTE.—Issued in microfiche. 
Management data list (ML) basic, Air Force. 
NorTeE.—Issued in microfiche. 
Not for women only. @Item 314-R 
DFSC chronicle (monthly). 
National Guard Bureau. 
District of Columbia, National Guard, Annual Report. 
NGB manuals (numbered). @Item 358 
Defense Civil Preparedness Agency. 
Research study, RS (series). 
NoTE.—See, for earlier similar publications, D 14.8/6: 
Army Department. 
Report of the Chief of Staff of the United States Army. 
Research in progress, U.S. Army Research Office: Physics, electronics, mathematics, 
geosciences. 
Note.—Formerly included in Research in progress, D 101.52/5. 
Research in progress, U.S. Army Research Office: Metallurgy and materials sciences, 
mechanics and aeronautics, chemistry ad biological sciences. 
NoTe.—Formerly included in Research in progress, D 101.52/5. 
Army Research Institute for the Behavioral and Social Sciences: R&D utilization reports. 
Army Research Institute for the Behavioral and Social Sciences: Technical report. 
NoTe.—Designated TR. 
MTMC expediter (monthly). @Item 330-F 
Armor. 
MI magazine (quarterly). 
Journal of the U.S. Army Intelligence and Security Command (monthly). @Item 325-F 
Army administrator (bi-monthly). 
PS, the preventive maintenance monthly. 
Engineers Corps. (Army). 
Quarterly CERCular information bulletin. 
Coastal engineering technical aids (numbered). 
Lake Erie wastewater management study public information fact sheet. 
Note.—Replaces Lake Erie water quality newsletter, D 103.63: 
Report to Congress on administration of ocean dumping activities (annual). @Item 
334-A-14 
Army Medical Department. 
Medical Department, United States Army in Vietnam. @Item 352-A-1 





D 104.30:date U.S. Army Medical Bioengineering Research and Development Laboratory: Annual 


historical report, AMEDD activities for calendar year. 
NoTEe.—Designated RCS MED-41 (R4). 
Publications Relating to Ordnance. 
U.S. Army Ordnance and Chemical Center and School: Job aids (numbered). 
Legal Services Agency (Army). 
D 108.101:date Annual report. 
D 108.102:CT General publications. 
D 108.103:-108: Reserved 
D 108.109:v.nos.&nos The Advocate (bimonthly). 
Signal Corps. 
D 111.14:v.nos.&nos The Army communicator. 
Navy Department. 
SI NID ic cescrcenehonnohinanienitontpnossenppobicy EIB, Electronics information bulletin. 
D 201.27:v.nos.&nos Items of interest. 


D 105.6/4:nos 


NoTe.—Issued by Office of the Chief of Chaplains 
Chief of Naval Reserve. 
D 207.301:date Annual report. 
D 207.302:CT General publications. 
D 207.303:-308: Reserved 
D 207.309:v.nos.&nos Naval reservist news (monthly). 
Note.—Replaces Naval reservist, D 208.10:(date) 
Naval Personnel Bureau. 
D 208.6/5:CT Foreign language phrase cards. 
D 208.21:v.m0S.810S .........sccssesseeesesseeseeneees Officer personnel newsletter. 
United States Naval Academy. 
D 208.112:v.nos.&nos Arnoldian. 
Note.—lIssued 3 times a year. Formerly entitled Arnold newsletter 
Naval Research Office. 
D 210.3/3:V.mOS.82M0S ..........scecceeeseeeeeesceees Scientific bulletin. 


Marine Corps. 


ED BUA Z3V MOR TMOB 4. ...ccvcrscecceseccesoscenscccors Continental marine and digest (monthly). 
Air Force Department. 
BP BNIN, PP UII acicsvnseosasnssscsetcecnsettistosionstion U.S. Air Force fine arts series. 


NoTe.—At this time the Air Force expects this to be the only one in this series 
BP eRe RIOD, sits snspsiyecevnstinigortinsinapeesene U.S. Air Service in World War I. 
BP SOUND as sccnncsccciacnsacoascessenccesaccenantioees Air Force Office of Special Investigations, AFOSIP (series). 
RW MNOD venta sascssssnsscoadesssecsbnophessseteasios Encyclopedia of U.S. Air Force aircraft and missile systems. @Item 422-L 
Judge Advocate General (Air Force). 
D 302.11:v.nos Reporter (bimonthly). 
Energy Department. 
Bh Go FMD nse nacans cigensapensnbensscihpansnceenspoctecdeccanss Press releases. 
NoTeE.—Includes title “Department of Energy Information” 
Handbooks, manuals, guides. @Item 429-B 
Federal energy guidelines (weekly). 
NoTE.—-See, for earlier class, FE 1.8/5:(nos.) 
1.8/3:CT Study guides. @Item 429-D 
= 1.8/4:date Guide of the U.S. Department of Energy, Board of Contract Appeals and Contract 
Adjustment Board (annual). 
Interdisciplinary student teacher materials in energy, the environment, and the economy. 
@ltem 429-C 
I icc esicsh fick iecncssicececusetdesbaascassoives CONF-(series). @Item 429-E 
Norte.—Earlier publications were classified in Research and developmemt reports class, ER 1.11 
DB EPV ADI 55 icsensscejjenoesigthesbtenintinte Energy abstracts for policy analysis. 
NorTe.—See, for earlier class, ER 1.9: 
E Telephone directory. @Item 429-F 
E 1.13: Bibliographies and lists of publications. @Item 429-G 
E Energy Library, journals available (DOE/OAS-0008). @Item 429-M 
NoTE.—See, for earlier similar publication, ER 1.19:(date) 
Energy reporter. 
NoTeE.—See, for earlier class, FE 1.19:(date) 
E 1.15:nos Defense programs DOE/DP (series) 
E 1.16:nos Environment, DOE/EV (series). @Item 429-H 


PINE 5 nacnsccilacasnncctbandecenctsocdenintcadiiaivensenecs 





E 1.21:date 
E 1.22:nos 


E 1.41:date 


E 1.42:date 


E 1.43:nos 


E 1.46:nos 
E 1.47:date 


E 1.50:date 
E 1.51:date 
E 1.52:date 


XVI 


Energy research abstracts. 
NoTe.—See, for earlier class, ER 1.15:(v.nos.&nos.). 
Energy technology, DOE/ET (series). @Item 429-P 
Energy Research, DOE/ER (series). @Item 429-N 
Environmental impacts statements. @Item 429-R 
Environmental, assessment, DOE/EA (series). 
Note.—Replaces E 4.9:(nos.) with the same title. 
Energy-related doctoral scientists and engineers in the United States. @Item 429-S 
Voluntary Industrial Energy Conservation. 
NotTE.—See, for earlier class, C 57.25:(nos.). 
Materials & components in fossil energy applications (bimonthly). 
Note.—A DOE newsletter. See, for earlier class, ER 1.13: 
National survey of compensation paid scientists and engineers engaged in research and 
development activities. (annual). @Item 429-T 
Note.—Earlier reports issued by Energy Research and Development Administration, classed ER 1.11:(nos.) 
{Information publications] DOE/OPA (series). @Item 429-T-1 
Conservation and solar applications, DOE/CS (series). @Item 429-T-2 
Annual report to the President and Congress on the State Energy Conservation Program. 
@ltem 429-T-3 
Contractor research and development reports. @Item 429-T-4 
NoTe.—See, for earlier similar class, ER 1.11:(letters & nos.). 
Consumer briefing summary (irregular). 
Resource applications, Ra (series). 
Coal gasification, quarterly report. @Item 474—-A-13 
Note.—Designated DOE/ET-0024/nos. See, for earlier class, ER 1.28/4. 
Coal power & combustion, quarterly report. @Item 474-A-13 
Note.—Designated DOE/ET-0025/nos. See, for earlier class, ER 1.28. 
Coal liquefaction, quarterly report. @Item 474-A-13 
Note.—Designated DOE/EY-0026/nos. See, for earlier class, ER 1.28/2 
Coal demonstration plants, quarterly report. @Item 474-A-13 
NoTe.—Designated DOE/ET-0027/nos. See, for earlier class, ER 1.28/3. 
Administration DOE/AD (series). 
Intergovernmental and institutional relations, IR (series). 
Congressional budget request (fiscal year). 
Controller, CR (series). 
Environmental development plans, DOE/EDP (series). @Item 429-T-9 
Note.—See for earlier class, ER 1.33. 
Environmental Measurements Laboratory: Environmental quarterly. 
Note.—Each issue has an appendix. See, for earlier class, ER 1.27: 
Solar energy research & development report. 
Note.—Designated DOE/ET-0044/nos. See, for earlier class, ER 1.32. 
Voluntary Business Energy Conservation Program, progress reports (numbered). 
Note.—Semi-annual, Designated DOE/CS/0018/nos. 
Annual procurement operations report (fiscal year). 
NoTe.—Designated DOE/PR (series). 
U.S. Central Station Nuclear electric generating units: significant milestones. @Item 
429-T-17. Designated DOE/ET-0030/nos. 
Annual report of radiation exposures for DOE & DOE contractor employees. @Item 
429-T-16. Designated DOE/EV-0011/nos. 
Translation series DOE-tr-(series). 
Note.—Earlier publications were included in ER !.11:ERDA-tr-(nos.). 
Radiobiology (bimonthly). 
Note.—Designated DOE-tr-4/nos. See, for earlier class, ER 1.26. Contains copyrighted material. 
Electric & hybrid vehicle program: EHV/(quarterly report). @Item 429-T-19 
Note.—Designated DOE/CS-0026 
Administrative services, DOE/OAS-(series). 
Industrial energy efficiency improvement program, annual report. 
Note.—Designated DOE/CS-0033 
Office of Inspector General DOE/IG-(series). 
Procurement and contracts management, DOE/PR-(series). @Item 429-T-27 
Federal energy management program: annual report. 
National uranium resource evaluation: Annual activity report. 
Energy Materials Coordinating Committee (EMACC), annual technical report. 





E 1.53:date 


Energy and technology review, Lawrence Livermore Laboratory (monthly). 
E 1.54:v.nos.&nos 


Energy Insider (bimonthly). 
NoTe.—Designated DOE/IR-0001 
Energy information data base subject thesaurus. @Item 429-T-31 
Note.—Earlier publications classified ER 1.11:TID-7000. 
Energy information data base subject categories. 
Note.—Earlier publications classified ER 1.11:TID-4584. 
Coal conversion systems technical data book (irregular). 
Factsheets. 
NoTE.—Designated EDM-1043. 
Solar bulletin (irregular). 


E 1.55:date 
E 1.55/2:date 


E 1.56:date 
I WAPI chin skis painelcacacaskicconacoipalaatotecsectts 


E 1.58:date 


E 1.59:date Report to Congress on the economic impact of energy actions as required by Public law 


93-275, section 18(d) (annual). @Item 434-A-3 
Note.—See, for earlier class, FE 1.15/2:(date). 
Office of the Secretary DOE/S (series). 
Federal Energy Regulatory Commission. 

Annual report. 

General publications. 
E 2.3:-8: Reserved 
E 2.9:v.nos.&nos FERC news. @Item 436-A 


NoTeE.—Continuation of FPC news, FP 1.25/3 
Orders. 

Note.—These appear also in the Federal Register 
Environmental impact statements, FERC/EIS (series). 
DOE/FERC-(eries). @Item 429-V-1 
Staff report on monthly report cost and quality of fuels for electric utility plants. 

NoTE.—Designated DOE/FERC-0002 
Critical project status report (orange book) (monthly). 
Maps and charts. 

Nore.—See, for earlier publications, FP 1.13:(CT) 

Energy Information Administration. 
Annual report. 
General publications. 


Handbooks, manuals, and guides. 

Monthly energy review. @Item 434-A-2 
NoTeE.—See, for earlier class, FE 1.17(date). 

Energy Information Administration [reports]. @Item 429-J 

Energy information reports: Natural gas, monthly. 
Note.—See, for earlier class, I 28.98/4:(date). 

Energy information reports: Natural gas liquids, monthly. 
NoTeE.—See, for earlier class, I 28.47:(date) 

Energy data reports: Natural gas, annual. 
Note.—See, for earlier class, I 28.98/6. 

Energy information reports: Pennsylvania anthracite weekly 
Note.—See, for earlier class, I 28.49/2:(nos.). 

Energy information reports: Weekly coal report. 
NoTe.—See, for earlier class, I 28.33:(nos.) 

Energy information reports: Petroleum statement, monthly. 
NoTE.—See, for earlier class, I 28.18/2:(date). 

Energy data reports: Petroleum statement, annual. 
Note.—See, for earlier class, I 28.18/4. 

E 3.11/5-3:date International petroleum annual. 
Note.—See, for earlier class, 1 28.43/3:(date) 

Energy information reports: District V petroleum statement, monthly. 
Note.—See, for earlier class, I 28.45/3:(date). 

Energy data reports: P.A.D. districts supply/demand, annual 
Note.—See, for earlier similar publications, I 28.18/6: and I 28.18/7. 

Energy data reports: P.A.D. districts supply/demand, quarterly. 
NoTe.—See, for earlier class, I 28.18/7:(date). 

Energy data reports: P.A.D. districts supply/demand, monthly. 
Note.—See, for earlier class, | 28.18/6:(date) 

Energy information reports: Bituminous coal and lignite distribution, quarterly. 
Norte.—See, for earlier class, 1 28.33/2:(date). 


E 3.10:letter&nos 
E 3.11:date 


E 3.11/2:date 
E 3.11/2-2:date 
E 3.11/3:nos 
E 3.11/4:nos 
E 3.11/5:date 


E 3.11/5-2:date 


E 3.11/6:date 

E 3.11/6-2:date 
E 3.11/6-3:date 
E 3.11/6-4:date 


E 3.11/7:date 





E 3.11/8:date Energy information reports: Fuel oils by sulfur content, monthly. 
Norte.—See, for earlier class, I 28.45/4:(date). 
E 3.11/9:date Energy data reports: Coke and coal chemicals, monthly. 
Nore.—See, for earlier class, I 28.30. 
E 3.11/10:date Energy data reports: Carbon, black, quarterly. 
Note.—See, for earlier class, I 28.88. 
E 3.11/11:date Energy data reports: Fuel oil sales, annual. 
Note.—See, for earlier class, I 28.45/5. 
E 3.11/12:date Energy data reports: Crude-oil and product pipelines, triennial. 
Note.—See, for earlier class, 1 28.45/2:(date). 
E 3.11/13:date Energy data reports: Liquified petroleum gas sales, annual. 
NoTe.—See, for earlier class, I 28.98/5. 
E 3.11/15:date Energy data reports: Cost and quality of fuels (monthly). 
E 3.12:date Monthly petroleum statistics reports. @Item 434-A-17 
Nore.—See, for earlier class, FE 1.9/4. 
Petroleum market shares: Report on sales of refined petroleum products. 
Norte.—See, for earlier class, FE 1.12/2:R 25/(date). 
Petroleum market shares: Report on sales of retail gasoline. @Item 434-A-16 
Note.—See, for earlier class, FE 1.12: 
Petroleum market shares: [Reports on various subjects]. @Item 434-A-19 
Nore.—See, for earlier class, FE 1.12/2(CT). 
E 3.14:CT/date National electric rate book. 
Note.—See, for earlier class, FP 1.18: 
Quarterly report: Energy information report to Congress. @Item 434-A-3 
Nore.—See, for earlier class, FE 1.15:(date). 
E 3.16:date All electric homes (annual). 
Note.—Designated DOE/EIA-0009/nos. At head of title: Energy Data Reports. Earlier editions of this title were 
classified in the FPCR series, FP 1.10. 
E 3.17:date Steam-electric plant construction cost and annual production expenses, annual 
supplements. 


E 3.13:date 


E 3.13/2:date 


E 3.13/3:CT 


E 3.15:date 


Noter.— Designated Energy Data Reports DOE/EIA-0033. See, for earlier publications FP 1.21:(nos.). 
E 3.18:date Electric power statistics (monthly). 


Note.—Designated Energy Data Reports, DOE/EIA-00034. See, for earlier class, FP 1.27:(date). 
Statistics of privately owned electric utilities in the United States. @Item 429-T-12 
Note.—Designated DOE/EIA-0044. Earlier publications included in FPC S (series), FP 1.21:(nos.). 


Solar collector manufacturing activity and applications in the residential sector (semi- 
annual). 


E 3.18/2:date 


E 3.19:date 


Note.—Designated DOE/EIA-0039. 
Gas turbine electric plan construction cost and annual production expenses. 
Note.—Designated DOE/EIA-0048. Earlier publications included in FPC S (series) FP 1.21:(nos.). 
E 3.21:CT Maps and charts. @Item 438-B 
Note.—See, for earlier publications, FP 1.13:(CT). 
Typical electric bills (annual). @Item 438-A 
Note.—This report continues the yearly series of the “Typical electric bills” report, FP 1.10:(nos). 
Quarterly tracking system, energy using and conservation equipment in homes. 
Note.—Designated DOE/EIA-0067/nos 
Economic Regulatory Administration. 
Annual report. 
General publications. 


E 3.20:date 


E 3.22:date 


E 3.23:date 


Handbooks, manuals, guides. @Item 429-L 

Environmental assessment, DOE/EA (series). 

DOE/ERA-(series). 

Environmental Protection Agency. 
EP 1.7/9:date Environmental news. 

Note.—Issued by Corvallis Environmental Research Laboratory. 

EP 1.21/7-2:date EPA cumulative bibliography. 
EP 1.21/10:date Online literature searching and data bases (annual). @ltem 431-I-9 
EP 1.46/6:date .. Environmental Research Laboratory—Duluth: Quarterly report. 
EP 1.46/7:nos Municipal Environmental Research Laboratory: Quarterly Report. 
EP 1.53/2:CT Air quality criteria for [various subjects]. 
EP 1.56/4:date .. State priority lists for construction grants for wastewater treatment works (annual). 
EP 1.73/2:CT Foreign noise research in [various subjects]. 


XVIII 





EP 1.73/3:CT 

EP 1.74:CT 

I cain eh an als ach snasieeabeate 
gh en eee 
EP 1.77:date 

EP 1.78:nos 

EP 1.79:date 

EP 1.80:date 

EP 1.81:date 

EP 1.82:date 

EP 6.13:nos 

ER 1.28/5:CT/date 

ER 1.32:date 

FE 1.27:CT 

FR 1.32/7:date 


FR 1.55/2:date 


GP 1.35:date 
GP 3.22/3-2:date 
GS 4.14/3:date 


GS 4.107/2:nos 
GS 4.119:date 


GS 12.8:CT 


HE 1.52/2:nos 
HE 1.56:v.nos.&nos 


HE 1.312:nos 
HE 1.706:CT 


HE 3.60:date 


HE 3.408:CT 


HE 3.501:date 
HE 3.502:CT 
HE 3.503:-507: Reserved 
HE 3.508:CT 


HE 19.132/3:date 
HE 19.135:date 


HE 19.136:date 
HE 19.137:nos 


Federal noise research in [various subjects]. 
Decision series. @Item 431-I-71 
Water quality management accomplishments, compendiums. @Item 431-I-72 
102 monitor (monthly). @Item 856-E-2 
NoTe.—See, for earlier class, PrEx 14.10. 
Environmental programs administrators (annual). @Item 431-L 
NoTe.—See, for earlier edition, EP 1.2:Ad 6 
Technical reports. 
Administration of the toxic substances control act (annual). 
Annual conference on advanced pollution control for metal finishing industry. 
Office of Research and Development: Research highlights (annual). 


The Task Force on Environmental Cancer and Heart and Lung Disease, annual report to 
Congress. 


Radiation Programs Office. 
Technical reports. 
Energy Research and Development Administration 
Coal, technical reports. @Item 474-A-13 
Solar energy research and development report. 
Industrial energy conservation, fact sheets. 
Federal Reserve System Board of Governors. 
Selected interest rates and bond prices (weekly). 
NoTE.—Statistical release H.15. See, for earlier publications, FR 1.46/2: 
Capacity utilization: Manufacturing and materials (monthly). 
Note.—Formerly entitled Capacity utilization in manufacturing, quarterly averages, seasonally adjusted, ER 
1.55:(date) 
General Accounting Office. 
OGC legislative history files. @Item 545-F 
NoTeE.—Issued in microfiche. 
Government Printing Office. 
Depository Library Council report to the Public Printer (annual). 
Assistant Public Printer (Superintendent of Documents). 
Publications Reference File, Update (bimonthly). 
National Archives and Record Service. 
National Historical Publications and Records Commission: Annual report. @Item 569-A 
Federal Register Office. 
Federal register update (bimonthly). 
Directory of Federal regional structure. 
Automated Data and Telecommunications Service. 
Handbooks, manuals and guides. 
Health, Education, and Welfare Department. 
Office of Income Security Policy: Technical analysis papers. 
Sharing (quarterly). @Item 444-K-7 
Youth Development Office. 
Source catalog on youth participation. 
Human Development Office. 
Regulations, rules, instructions. 
Social Security Administration. 
Public assistance statistics, ORS report A-2 (monthly). @ltem 512-D-10 
Note.—See, for earlier class, HE 17.610:(date) 
Assistance Payments Administration. 
Handbooks, manuals, guides @Item 512-B-1 
Note.—See, for earlier class, HE 17.408(CTO 
Child Support Enforcement Office. 
Annual report. 
General publications. 


Handbooks, manuals, guides. 
Education office. 

Directory of community education projects (annual). 

Higher education act, Title 2-B, Library Research and Demonstration Program, abstracts 
(FY). @ltem 455-A-9 

Women’s educational equity act (annual report). @ltem 455-A-10 

Technical reports from the Study of the sustaining effects of compensatory education on 
basic skills (numbered). 


XIX 





HE 19.138:date 


HE 19.139:date 


HE 19.139/2:date 
HE 19.140:date 
HE 19.141:CT 
HE 19.141/2:CT 
HE 19.142:date 


hE 19.215:nos 
HE 19.216:date 


HE 19.312/2:CT 


HE 20.16/2:date 
HE 20.20:date 


HE 20.102:CT 

HE 20.103:-107: Reserved 
HE 20.108:CT 

HE 20.109:date 

HE 20.110:series no.&no.) 
HE 20.111:v.nos.&nos 
HE 20.3026:CT 

HE 20.3027:date 

HE 20.3028:date 

HE 20.3029:CT 

HE 20.3151/6:date 

HE 20.3152/a:CT 

HE 20.3165/2:nos 

HE 20.3173/2:letters&nos 


HE 20.3174:date 
HE 20.3175:CT 


HE 20.3216:date 


HE 20.3262:CT 
HE 20.3263:date 


HE 20.3319:date 


HE 20.3410:date 


HE 20.3460:vols.&nos 


BSFA bulletin (monthly). 
Note.—Issued by Bureau of Student Financial Assistance. item 455-A-12 
Awards, Higher education act of 1965. (P.L. 89-329) as amended title 3, strengthening 
developing institutions. 
NorTe.—See, for earlier class: HE 5.92/2: 
Strengthening developing institutions, Title III of the Higher education act of 1965, 
annual report, Advisory Council on Developing Institutions. 
National Advisory Committee on Black Higher Education and Black Colleges and 
Universities, annual report. @Item 455-A-15 
Implementing title IX and attaining sex equity: a workshop package for postsecondary 
educators. 
Implementing title IX and attaining sex equity: a workshop package for elementary- 
secondary educators. 
Clearinghouse ADELL’S Catalog of adult education projects (annual). 
National Institute of Education. 
R & D systems studies: technical reports. @Item 455-G-8 
Grants competitions and RFPs: Planned NIE activities during fiscal year. 
National Center for Education Statistics. 
National Assessment of Educational Progress [reports] (unnumbered). @Item 461-A-8 
Public Health Service. 
Health statistics report, fiscal year. @Item 494-F 
Health Maintenance Organizations, annual report to Congress. 
President’s Council on Physical Fitness and Sports. 
General publications. 


Handbooks, manuals, guides. 
Nore.—See, for earlier classes, Pr 37.8:P 56/2(CT) 
Newsletter—President’s Council on Physical Fitness and Sports (quarterly). 
Note.—See, for earlier class, Pr 37.8:P 56/2/N 47/(date). 
Physical fitness research digest (quarterly). 
Note.—See, for earlier class, Pr 37.8:P 56/2/R 31/2/(series no. & no.). 
Physical fitness/sports medicine (quarterly). 
National Institutes of Health. 
Environmental impact statements. @Item 507-A-31 
Annual report of the National Diabetes Advisory Board. @Item 507-A-32 
Diabetes Mellitus Coordinating Committee: Annual report to Director, National Insti- 
tutes of Health. @Item 506-A-9 
Note.—See, for earlier class, HE 20.3317:(date). 
National Diabetes Advisory Board publications. 
National Cancer Institute. 
Division of Cancer Biology and Diagnosis (annual). @Item 507-G-23 
General publications (separates). 


Cancer Information Clearinghouse. Office of Cancer Communications, OCC/SB-(series), 
@ltem 507-G-22 


ICRDB cancergram. 


Note.—Service of International Cancer Research Data Bank Program. 
NCI fact book. 
Posters. 
National Heart, Lung, and Blood Institute. 
National Heart, Lung, and Blood Institute’s fact book for fiscal year. 
National Institute of Allergy and Infectious Diseases. 
Allergic diseases research (series). @Item 505-A-1 
Microbiology and Infectious Diseases Program: Annual report. 
National Institute of Arthritis, Metabolism, and Digestive Diseases. 
Organization and fact book (annual). 
National Institue of Dental Research. 
Trainees and fellows supported by the National Institute of Dental Research and trained 
during fiscal year. 
Note.—Earlier report classified HE 20.3402:T 68/976. 
National Institute of General Medical Sciences. 
Recombinant DNA technical bulletin (quarterly). 





National Institute of Neurological and Communicative Disorders and Stroke. 
Handbooks, manuals, and guides. @Item 507-L-7 
National Library of Medicine. 
National Library of Medicine audiovisuals catalog (Quarterly). 
Nore.—Formerly a part of National Library of Medicine Current Catalog (HE 20.3607:). 
HE 20.3614/3:date Health sciences serials (quarterly). 
Note.—Issued in microfiche only 
National Eye Institute. 
Handbooks, manuals, and guides. 
National Institute on Aging. 


HE 20.3508:CT 


HE 20.3609/4:date 


HE 20.3758:CT 


HE 20.3859:CT 


Science writer seminar series, Food and Drug Administration. 
HE 20.4037:date 


Food and Drug Administration location directory. 
Rehabilitation Services Administration. 
HE 23.4110/2:date State vocational rehabilitation agency: program data (annual). 

Norte.—See, for earlier class, HE 1.610/3:(date). 

Radiological Health Bureau. 

Bibliographies and lists of publications. @Item 498-B-13 
Drugs Bureau. 

Annual report. 

General publications. 


HE 20.4120/2:CT 


HE 29.4201:date 
HE 20.4202:CT 
HE 20.4203:4207: Reserved 
HE 20.4208:CT 


Handbooks, manuals, guides. 
HE 20.4208/2:CT 


Guidelines for the clinical evaluation of [various drugs]. @Item 499-K 
Medical Devices Bureau. 
Annual report. 
General publications. @Item 499-L 
Rules, regulations and instructions. 
Bureau of Medical Devices standards survey, international edition (annual). @Item 
494-B-4 


Note.—See, for earlier class, HE 20.4035:(date) 


HE 20.4301:date 
HE 20.4302:CT 
HE 20.4306:CT 
HE 20.4309:date 


HE 20.4309/2:date 


Bureau of Medical Devices standards survey, national edition (annual). @Item 494-B-4 
Nore.—See, for earlier class, HE 20.4035/2:(date) 
Veterinary Medicine Bureau. 
Annual report. 
General publications. 


HE 20.4401 :date 
HE 20.4402:CT 
HE 20.4403:-4408: Reserved 


HE 20.4409:CT Environmental impact statements. @Item 499-D-1 


Health Services Administration. 
Annual reports of committees, councils, etc. 
Health Resources Administration. 
HE 20.6001/5:CT Annual reports of committees, councils, etc. 
HE 20.6017:CT Chart books. @Item 507-H-9 
Note.—See, for earlier publication: HE 20.2:M 66 
Health, United States (annual). 


NorTeE.—See, for earlier edition, HE 20.6202:H 34/3/975 
HE 20.6019:CT OHRO digest. 


HE 20.5001/2:CT 


HE 20.6018:date 


Note.—OHRO means “Office of Health Resources Opportunity.” 
Papers on the national health guidelines. 
Note.—See, for earlier publications, HE 20.6002:P 19/ 
Health Planning and Resources Development Bureau. 
Assembling the health planning structure (annual). 
National Center for Health Statistics. 
Directory United States, Territories, and Canada (annual). 
Note.—Supplement to the News of the Cooperative Health Statistics System 
Clearinghouse on health indexes (quarterly). @Item 508-N 
Health Manpower Bureau. 
Nurse planning information series. @Item 507-J-7 
GMENAC [Graduate Medical Education National Advisory Committee] Staff papers. 
@ltem 507-J-8 
Nurse Training Act of 1975, report to Congress (annual). @Item 507-J-9 
National Health Service Corps scholarship program, a reportby Secretary of HEW 
to Congress (annual). 


Health Facilities Financing Compliance and Conversion Bureau. 
HE 20.6701 :date Annual report. 


HE 20.6020:CT 


HE 20.61 14:date 
HE 20.6213/2:date 
HE 20.6216/2-2:date 


HE 20.6613:nos 
IS RE ee So eee © Ps 


HE 20.6615:date 
HE 20.6616:date 





HE 20.6702:CT 
HE 20.7111/2:CT 
HE 20.7112/3:date 
HE 20.7113:CT 


HE 20.7114:CT 





HR 20.7210:date 
HE 20.721 1:date 
HE 20.7308:CT 
HE 20.7309:nos 
HE 20.7310:date 
HE 20.7401:date 
HE 20.7402:CT 
HE 20.7403:-7407: Reserved 
HE 20.7408:CT 
HE 20.7409:nos 
HE 20.8008:CT 
HE 20.801 1:date 
HE 20.8125:CT 
HE 20.8126:CT 


HE 20.8127:nos 
HE 20.8120:CT 


HE 20.8129:date 
HE 20.8130:CT 
HE 20.8131:CT 
HE 20.8212/2:nos 
HE 20.8212/3:nos 
HE 20.8212/4:date 


HE 20.8212/5:nos 
HE 20.8212/6:nos 


HE 20.8216/4:CT 


HE 20.8219:date 
HE 20.8220:date 


HE 22.14:date 
HE 22.108:CT 


XXIl 


General publications. 
National Institute for Occupational Safety and Health. 
NIOSH technical reports. 
Registry of toxic effects of chemical substance (quarterly microfiche edition). 
Special occupational hazard review with control recommendations. 
Note.—Earlier publications classified HE 20.7102:Et 3 and HE 20.7102:N 53. 
Bibliographies and lists of publications. @Item 499-F-7 
Health Education Bureau. 
State legislation on smoking and health. 
Note.—Earlier publications classified in HE 20.7002: class. 
Smoking and health bulletin (irregular). @Item 504-A 
Note.—See, for earlier class, HE 20.7012:(date). 
State Services Bureau. 
Handbooks, manuals, and guides. 
VD statistical letter (irregular). 
Nore.—See, for earlier class, HE 20.7018/2:(nos.). 
Tuberculosis in the United States. 
Laboratories Bureau. 
Annual report. 
General publications. 


Handbooks, manuals, and guides. @Item 494-L 
Immunology series. @Item 494-L-1 

Alcohol, Drug Abuse, and Mental Health Administration. 
Handbooks, manuals, and guides. 


Summary proceedings of ADAMHA annual conference of State and territorial 


Alcohol, Drug Abuse, and Mental Health authorities. 
National Institute of Mental Health. 
Primary prevention publication series. 
Trends in mental health (series). @Item 507-B-28 
Note.—Earlier publications classified in General Publications class HE 20.8102: 
Mental health in deafness (irregular). @Item 507-B-29 
Plain “talk” about [various subjects]. 
Note.—Earlier publications classified in HE 20.8102: class. 
Directory of halfway houses and community residences for the mentally ill (annual). 
Caring about kids. 
Science reports (series). 
National Institute on Drug Abuse. 
Statistical series, quarterly report, series D. 
Note.—Information formerly contained in HE 20.8212:(series nos. & nos.). 
Statistical series, series E (annual). 
NorTe.—Information formerly contained in HE 20.8212:(series nos. & nos.). 
Quarterly statistical brochure. 
NoTe.—See, for later class, HE 20.8212/2:(nos.). 
Statistical series, series A. @Item 467-A-9 


Statstical series, series F, Data from the national drug abuse treatment utilization 


survey (NDATUS). 
Services research branch notes. 
Drug use among American high school students (annual). @Item 467-A-11 


Drug abuse research and deveiopment, federally supported drug abuse and 


tobacco research and development, fiscal year. 
The Connection (irregular). 
National Institute for Alcohol Abuse and Alcoholism 
NIAAA information and feature service (separates). 
Health Care Financing Administration. 
Health insurance studies: Contract research series. 
State tables, fiscal year, Medicaid: recipients, payments and services. @Item 512-D-2 
NoTe.—This publication replaces NCSS-B-4 report, HE 17.617/3: 
Medicaid statistics (monthly). 
NoTe.—See, for earlier class, HE 22.110:(date). 
HCFA telephone directory (bimonthly). 
Medicaid Bureau. 
Handbooks, manuals, and guides. @Item 512-C-1 
NoTe.—See, for earlier class, HE 17.508:(CT). 





HE 22.111:CT Advanced training for workers in the early and periodic screening, diagnosis 


and treatment program, publications. @Item 532-E-5 
Institute for Medicaid Management Publications. @Item 532-E-6 
Health Standards and Quality Bureau. 
HE 22.208:CT Handbooks, manuals, and guides. @Item 512-A-7 
HE 22.209:nos Long-Term care information series. 
Office of Human Development Services. 
Annual report. 
General publications. 


HE 22.112:CT 


Nore.—Supersedes Office of Human Development, HE 1.700: 
Bibliographies and lists of publications. @Item 529-B-5 


Administration for Children, Youth and Families. 
HE 23.1001:date Annual report. 


HE 23.1002:CT General publications. 
HE 23.1003-1007: Reserved 
HE 23.1008:CT Handbooks, manuals, and guides. 
HE 23.1009:date Status of children (biennial). @Item 530-B-2 
HE 23.1010:date Research, demonstration, and evaluation studies (annual). 
Norte.—See, for earlier publication, HE 1.402:R 31/(date). 
HE 23.1013:date ; Toward interagency coordination: FY federal research and development on 
adolescence (annual). 
Toward interagency coordination: FY federal research and development on early 
childhood (annual). 
HE 23.1014:date Head start newsletter (bimonthly). 
Nore.— See, for earlier class, HE 21.209:(v.nos. & nos.). 
Head Start Bureau. 
HE 23.1101:date Annual report. 
HE 23.1102:CT General pubications. 
Note.—See, for earlier class, HE 1.802 


HE 23.9:CT 


HE 23.1013/2:date 


HE 23.1103-1107: Reserved 
HE 23.1108:CT Handbooks, manuals, and guides. 


Nore.—See, for earlier class, HE 1.808 
HE 23.1109:v.nos CDA training and resource bulletin. 
Note.—CDA =Child Development Associate 
HE 23.1110:CT Mainstreaming preschoolers (series). @Item 499-G-1 
Note.—This is a series of eight publications on children with handicaps. 
HE 23.111:CT Bibliographies and lists of publications. 
HE 23.1111/2:v.nos.&nos Annotated bibliography of CDA curriculum materials (semiannual). 
Children’s Bureau. 
HE 23.1201:date Annual report. 
HE 23.1202:CT General publications. 
Note.—See, for earlier class, HE 1.452: 
HE 23.1203-1207: Reserved 
HE 23.1208:CT Handbooks, manual, and guides. 
Note.—See, for earlier class, HE 1.458 
HE 23.1209:v.nos.&nos Children today (bimonthly). @Item 449 
Note.—See, for earlier class, HE 1.459:(v.nos.&nos.). 
HE 23.1210:CT National Center on Child Abuse and Neglect: Publications. @Item 445-L-1 
Note.—See, for earlier class, HE 1.480:(CT). 
Child abuse and neglect research: Projects and publications (semiannual). @Item 445-L-1 
Nore.—See, for earlier class, HE 1.480/3:(date) 
HE 23.121 1:date Child abuse and neglect programs (annual). @Item 445-L-1 
Nore.—See, for earlier class, HE 1.480/4:(date) 
HE 23.1212:date Child abuse and neglect reports (irregular). @Item 445-L-2 
NoTe.—See, for earlier class, HE 1.480/2:(date). 
Youth Development Office. 
HE 23.1301:date Annual report. 
HE 23.1302:CT General publications. 
HE 23.1303-1307: Reserved 
HE 23.1308:CT Handbooks, manuals, and guides. 
NoTE.—See, for earlier class, HE 1.300: 
Annual report on activities conducted to implement the Runaway Youth Act. 


HE 23.1210/2:date 


HE 23.1309:date 





Public Services Administration. 
HE 23.2001:date Annual report. 
Note.—See, for earlier class, HE 1.901:(date). 
HE 23.2002:CT General publications. 
Note.—See, for earlier class, HE 1.902:(CT). 
HE 23.2003-2008: Reserved 
HE 23.2009:date 


Report to Congress on Title 20 of the Social security act (annual). @Item 502-A-1 
HE 23.2010:date 


Social services U.S.A., statistical tables, summaries and analysis of service under Social 
Security Act title xx, lv-B, and iv-C for fifty states and D.C. (quarterly). 
@ltem 512-D-18 


Note.—For earlier publications, see HE 17.647:(date). 
HE 23.2011:Ct Bibliographies and lists of publications. @Item 532-B-4 
NoTe.—See, for earlier class, HE 17.710:CT. 
Aging Administration. 
HE 23.3001 :date Annual report. 


Norte.—See, for earlier classs, HE 1.201:(date). 
HE 23.3002:CT General publications. 


NoTe.—See, for earlier class, HE 1.202:(CT). 
HE 23.3005:CT Laws: 


Note.—See, for earlier class, HE 1.205:(CT). 
HE 23.3008:CT Handbooks, manuals, and guides. 
Note.—See, for earlier class, HE 1.208:(CT). 
Program development handbooks for State and area agencies. 
National Clearinghouse on Aging. 
HE 23.3101:date Annual report. 
HE 23.3102:CT General publications. @Item 502-A-1 
HE 23.3108:CT Handbooks, manuals and guides. 
HE 23.3109:CT Fact Sheets. @Item 447-A-1 
Norte.—See, for earlier class, HE 1.213:(CT). 
BRE 23.31 1DM6. ..0seccssersscerscsrsceccescseerensercoce Aging (bimonthly). 
NoTe.—See, for earlier class, HE 1.210:(nos.). 
Handicapped Individuals Administration. 


HE 23.3009:CT 


HE 23.4001 :date Annual report. 
HE 23.4002:CT General publications. 


Rehabilitation Services Administration. 
HE 23.4101:date Annual report. 


NoTeE.—See, for earlier class, HE 1.601:(date). 
HE 23.4102:CT General publications. 
NotTe.—See, for earlier class, HE 1.602:(CT). 
Handbooks, manuals, and guides. @Item 529-B 
Norte.—See, for earlier class, HE 1.608:(CT). 
Caseload statistics: State vocational rehabilitation agencies (annual). @Item 529-C 
Note.—See, for earlier class, HE 1.61 1:(date). 
HE 23.4110:date State vocational rehabilitation agency program and financial plan (annual). 
Note.—See, for earlier class, HE 1.610/2:(date) 
Housing and Urban Development Department. 
HUD library recent acquisitions (semi-monthly). 
Victimization, fear of crime and altered behavior (series). @Item 581-E-20 
Housing authority project note offerings on (date) (monthly). 
HUD building technology report (series). @Item 581-E-22 
Evaluation of the urban homesteading demonstration program (annual). @Item 581-E-23 
Residential solar program reports. 
President’s national urban policy report (biennial). 
Federal Disaster Assistance Administration. 
Handbooks, manuals and guides. 
Interior Department. 
Water Research Capsule Report (series). @Item 603-J 
Geological Survey. 
Catalog of published . . . maps [by State]. (irregular). 
Open-file reports. 
NotTe.—See, for earlier class, I 19.2:(CT). 
Reclamation Bureau. 
I 27.72:nos GR (series). 
Mines Bureau. 


HE 23.41Gs:CT 


HE 23.4109:date 


HH 1.73:date 

BUEN 1B PRIUS. ssccescosschvccsncecvenseaccsneunccdanioosien 
HH 1.75:date 

HH 12.8:CT 

I 1.103:CT 


I 19.14/6:CT 
I 19.76:nos 


XXIV 





RRP NOES. gaccbescoscsnncannisdsieoinsoacigerierincesen State mineral profiles, SMP (series). 


National Park Service. 
I 29.59/3:date 


Annual report on the Archeological Programs of the western region. 
I 29.89:nos 


Natural resourses reports. 
Reports of the Chaco Center. 
Transactions and proceedings series. 
Western Archeological Center: Publications in anthropology (series). 
Trends (quarterly). 
Fish and Wildlife Service. 
Vertebrate damage control research in agriculture annual report. 
The bulletin, biological services program news (quarterly). @Item 611-R 
Wildlife update (bimonthly). 
Note.—Issued by Alaska Area Office 
Instream flow information papers. @Item 611-S 
Administration of the Marine Mammal Protection Act of 1972 [report of Department 
of Interior]. @Item 616-H 


Land Management Bureau. 
I 53.11/2:CT Charts. 


I 53.23:CT 


I 29.92:nos 
RIN, 6.5 sas cacnstnapatoceacesonngniek 


I 49.80:date 
EERE See veges 
Bh URI, inicivccsnpsesecsossertsacrnecsonrs 


I 49.83:nos. 
I 49.84:date 


Wyoming land use decisions series. @Item 629-E-2 
Outdoor Recreation Bureau. 

National urban recreation study (series). @Item 657-B-1 
Heritage Conservation and Recreation Service. 

Annual report. 

General publications. 


I 66.24:CT 


I 70.1:date 
I 70.2:CT 
I 70.3-70.7: Reserved 
Handbooks, manuals and guides. 
Historic American Engineering Record publications. @Item 646-P 
Note.—See, for earlier class, 1 29.84/2 
Historic structure reports. @Item 624-E-1 
NoTE.—See, for earlier publications, | 29.2: and I 29.88 
Cultural resource management studies. @Item 646-N 
NoTe.—See, for earlier class, 1 29.86 
Preservation briefs. @Item 646-J 
Note.—See, for earlier class, I 29.84:(nos.) 
Interstate Commerce Commission. 
Report of railroad employment, class | line-haul railroads (monthly). 
International Communication Agency. 
Annual report. 


IC 1 ste.25/3-2:date 


ICA 1.1:date 


Note.—See, for earlier similar publications, 1A 1.1 
General publications. @Item 672-B 


Note.—See, for earlier similar publications, IA 1.2 


ICA 1.2:CT 


I 1.3-1.5: Reserved 


ICA 1.6:CT Regulations, rules, and instructions. @Item 672-B 


NoTeE.—See, for earlier similar publications, 1A 1.6 
Handbooks, manuals, and guides. @\tem 672-D 
NoTE.—See, for earlier similar publications, [A 1.6/2 
Problems of communism (biomonthly). @Item 672-C 
Note.—See, for earlier class, IA 1.8 
Justice Department. 


ICA 1.8:CT 


ICA 1.9:v.nos.&nos 


J 1.27/3:date Report of the U.S. Department of Justice pursuant to Section 8 of the Federal 


Coal Leasing Amendments Act of 1975 (annual). 
Awards, LEEP participating institutions, Program Year. @Item 717-B 
Criminal justice research solicitations. 
Juvenile court statistics. @Item 717-B-4 
Program models. @Item 717-B-5 
United States Attorneys’ Offices, statistical report. 
Freedom of information case list. 


J 1.35/4:date 
J 1.37/5:CT 
J 1.53:date 


NoTE.—Issued by Freedom of Information Committee, Office of Legal Counsel 
Employment fact book (semiannual). 
United States Marshals Service. 
Annual report. 


General publications. 
J 25.3:-8: Reserved 





Law Enforcement Assistance Administration. 
J 26.1:date Annual report. 
J 26.2:CT General publications. 
J 26.3:-7: Reserved 
J 26.8:CT Handbooks, manuais, and guides. 
J 26.8/2:nos. Guideline manual M (series). 
Note.—See, for earlier publications, J 1.8/2:(CT). 
Bibliographies and lists of publications. @Item 717-G 
Note.—Earlier publications in J 1.20/2:(CT). 
J 26.10:letters&nos National Criminal Justice Information and Statistics Service: [Reports] (lettered 
and numbered). 
NoTE.—See, for earlier class, J 1.42/3:(letters & numbers). 
J 26.11:CT Visiting fellowship program reports. 
Note.—Earlier publications classified in J 1.24CT). 
J 26.12:v.nos.&nos. LEAA newsletter (monthly). @Item 717-B-1 
Note.—See, for earlier class, J 1.33/3:(v.nos.&nos.). 


J 26.13:CT Prescriptive package (series). @Item 717-A 














J 26.9:CT 

















NorTe.—See, for earlier class, J 1.8/3:(CT). 
J 26.14:CT Criminal justice perspectives (series). 
J 26.15:CT sie Research (series). @Item 717-N-1 
NorTe.—See, for earlier class, J 1.44:(CT). 
J 26.16:CT . Program models. @Item 717-B-5 
NoTE.—See, for earlier class, J 1.54:(CT). 
Administrative Office of the United States Courts. 
Directory of United States probation officers (quarterly). @Item 717-X-1 
Report of the implementation of Title I and Title II of the Speedy trial act of 1974. 
(annual). @Item 717-Y-1 
United States court directory (annual). 
United States District Courts sentences imposed chart (annual). 
Report on applications for orders authorizing or approving the interception of wire or 
oral communications (annual). 
Note.—Earlier publications classified, Ju 10.2:C 73/date. 
Federal Judicial Center. 
Ju 13.10:nos Report FJC-R (series). @Item 743-C-3 
Labor Statistics Bureau. 
L 2.41/6:date Employment in the Mountain States (monthly). 
L 2.41/7:date Employment in the Plains States (monthly). 
L 2.109:date Directory of the Labor Research Advisory Council to the Bureau of Labor Stat ’stics 
(biennial). 
International Labor Affairs Bureau. 
L 29.13:nos Monograph (series). 
Occupational Safety and Health Administration. 
L 35.22:CT Cancer alert series. 
Employment and Training Administration. 
L 37.8/6:CT CETA program models (series). 
L 37.16:nos Occupational and career information (series). @Item 780-A-6 
L 37.17:date Listing of eligible labor surplus areas under defense manpower policy no. 4A and 
executive order 10582 (quarterly). 
Note.—Earlier publications classed L 37.2(CT). 
Unemployment Insurance Service. 
Bibliographies and lists of publications. @Item 783-E-3 
Note.—See, for earlier class, L 33.12:(CT). 
Comparison of State unemployment insurance laws (semiannual). 
Nore.—See, for earlier publications, L 33.2:St 2/2. 
United States Employment Service. 
L 37.308:CT Handbooks, manuals, and guides. @Item 756-B 
Norte.—See, for earlier class, L 34.8: 
L 37.308/2:nos Technical assistance guides. 
L 37.310/2:nos Occupations in demand at job service offices, extra edition for students and recent 
graduates. 
Job bank, frequently listed openings [job flow] (monthly). 
Mining Safety and Health Administration. 
L 38.1:date Annual report. 
L 38.2:CT General publications. 
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Ju 10.15:date 
Ju 10.16:date 








Ju 10.17:date 
Ju 10.18:date 
Ju 10.19:date 



































L 37.211:CT 





L 37.212:date 














L 37.31 1:date 














L 38.3:-8: Reserved 


Regulations, rules, instructions. 
Mine safety and health (bimonthly). @Item 637-I 
Note.—See, for earlier class, I 69.11:(v.nos.&nos.). 
Bibliographies and lists of publications. 
Library of Congress. 
Letters of delegates to Congress, 1774-1789. @Item 785-D 
Preservation leaflets. 
Bibliographies and Lists of Publications. @Item 806-H-2 
Copyright Office. 
Handbooks, manuals, and guides. @Item 790-A 
Division for the Blind and Physically Handicapped. 
LC 19.4/2:CT Reference circulars. 
Be RR TV OBIE, sic ssiecesnscnsasdscncasseneiss DBPH news (bimonthly). @Item 806-A-4 
Bs BN SIU IORMTIOG, | sinnrceccereccssccssssocssas DBPH update (bimonthly). 
BA SPST SEU OBMRMOB, scscccorcssersnasesssessone> DBPH overseas outlook (quarterly). 
Processing Department. 
Cataloging service bulletin, ISSN 0160-8029. 
Nore.—See, for earlier class, LC 30.7:(nos.). 
LC 30.17/2:nos LC acquisition trends. 
Note.—Replaces National Program for Acquisitions and Cataloging Progress Report, LC 30.15:(nos.), and 
Special Foreign Acquisitions Program Newsletter, LC 30.17:(nos.). 
Science and Technology Division. 
LC 33.9/3:CT Bibliographies and lists of publications. 
LC 33.11:nos NRC switchboard, SL (series). 


American Folklife Center. 
LC 39.1:date Annual report. 


LC 39.2:CT 
LC 39.3:-8: Reserved 
LC 39.9:nos 
LC 39.10:v.nos.&nos 


Sy UNNI, 555s scnsssesstionacoesssancidacees 
L 38.11:CT 


LC 1.34:v.nos 
LC 1.35:nos 
LC 2.7/2:CT 


LC 3.7/2:CT 


ol BT A: encattascigsnevbsbhicancnsetenssnesebeoente 


General publications. 


Publications of the American Folklife Center (numbered). 
Folklife center news (quarterly). 
National Labor Relations Board. 
Classified index of decisions of regional directors of National Labor Relations Board in 
representation proceedings. @Item 826 
National Aeronautics and Space Administration. 
NAS 1.43/5:nos Viking picture sets. 
NAS 1.48/3:date Landsat 2, world standard catalog (monthly). 
Note.—Combines Landsat U.S. Standard Catalog (NAS 1.48:) and Landsat non-U.S. 
Standard Catalog (NAS 1.48/2:) 
Landsat 3, world standard catalog (monthly). 


LC 1.8/6-2:date 


NAS 1.48/4:date 


Note.—Combines Landsat U.S. Standard catalog (NAS 1.48:) and Landsat non-U.S. Standard Catalog (NAS 
1.48/2:). 


National Credit Union Administration. 
Manual of laws affecting federal credit unions. 
National Endowment for the Arts. 
NF 2.10:CT Federal Design Library (series). 
NF 2.11:nos Cultural post (bimonthly). 
Note.—Cancel new class notice, NF 3.11: with the same title, and replace with this notice. 
National Science Foundation. 
Summaries of projects completed in fiscal year. 
United States Postal Service. 
P 1.12/7:trans. no Employee and labor relations manual. 
BD BRU IIE hci ccd nccisyencoensvcsnsccesesesees Memo to mailers (monthly). 
President of the United States. 
Economic report of the President (annual). 
Federal ocean program, annual report to Congress. @Item 848-3 
Norte.—See, for earlier publications, Pr 38.11:(date). 
Annual report of the President on the Trade Agreements program. @Item 848-E 
NoTE.—See, for earlier publications, Pr 38.13:(date). Some earlier annual reports issued as house documents only. 
Management and Budget Office. 
PE MeN. cio desnicthts cacantesenttsssiccosecessanete OFPP pamphlets (numbered). 


Central Intelligence Agency. 
PrEx 3.10/5:nos ER-(series). 


NCU 1.8/2:date 


NS 1.39:date 


Pr 39.9:date 
Pr 39.12:date 


Pr 39.13:date 





PrEx 3.11/2:nos 


PrEx 3.13:nos 
BUI Bs PMI, iisccct densseansadsccncoscisedputabacctcnss 


PUM TRIB reise scsniccinssacssonchosessisesebasveatn 
PrEx 24.1:date 

PrEx 24.2:CT 

PrEx 24.3:-8: Reserved 


S 1.7/2:date 
S 1.25/5:date 


S 1.25/6:date 


S 1.132:date 





S 1.133:CT 
S 1.134:v.nos.&nos 


S 18.34/2:v.nos.&nos 


SE 1.33:date 


SI 1.20.2:v.nos 
SI 1.42:nos 


TD 2.53:nos 
TD 2.54:CT 


TD 2.55:date 
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Reference aid; Chiefs of State and Cabinet members of foreign governments, CR CS 
(series) (monthly). 
Economic indicators weekly review ER EI (series). 
International energy biweekly statistical review ER IEBSR (series). 
Foreign Broadcast Information Service. 
Trends in Communist media, FBIM (series) (weekly). 
Drug Abuse Policy Office. 
Annual report. @Item 857-G-2 
General publications. 


State Department. 
Foreign Service classification list (annual). @Item 864-B-2 
Interviews. 
Note.—Some earlier issues classified in address class, S 1.106:(CT) 
Statements. 
Note.—Some earlier issues classified in address class, S 1.106:(CT). 
Actions in the United States of America related to stratospheric monitoring, Semiannual 
report to the Secretary of Transportation. 
Environmental impact statements. @Item 864-B-3 
AF press clips. 
Note.—For reference use by the Bureau of African Affairs. Consists of reprints of articles from non-government 
newspapers on subjects of concern to the Bureau in carrying out its work. 


ARA news roundup. 


Note.—For exclusive reference use within the Bureau of Inter-American Affairs. Consists of reprints of articles 


from non-government newspapers on subjects of concern to the Bureau in carrying out its work 
U.S. National Committee of the CCIR, publications. 
Note.—CCIR is Comite Consultatif International des Radiocommunications. 
International Development Agency. 
Agenda (monthly). 
Note.—Replaces War on Hunger, S 18.34:(nos.) 
Securities and Exchange Commission. 
Current trends. 
Smithsonian Institution. 
Handbook of North American Indians. @Item 909-D-1 
Smithsonian studies in air and space. @Item 910-P 
Hirshhorn Museum and Sculpture Garden. 
Annual report. 
General publications. @Item 922-B-1 
Handbooks, manuals, and guides. 


Note.—Earlier publications classed in SI 1.2(CT) 
Treasury Department. 
General revenue sharing payments (quarterly). 
Note.—Earlier publications classified T 1.2:P 29/(nos.) 
The operation and effect of the domestic international sales corporation legislation 
(annual). @Item 925-G-1 
Operation and effect of possessions corporation system of taxation, annual report. @Item 
925-G-2 
Comptroller of the Currency. 
Handbooks, manuals, and guides. 
Internal Revenue Service. 
Chief counsel, annual report. @Item 955-D 
Catalog and quick index to taxpayer information publications. @Item 964-B 
NoTe.—Publication 900. 
Media Feature Service. 
Government Financial Operations Bureau. 
Report on foreign currencies held by the U.S. Government ‘fiscal year and transition 
quarter. 
NoTeE.—See, for earlier publications, T 63.102:C 93/973 
National experimental and evaluation program project. @Item 982-G-22 
User-oriented materials for UTPS. @Item 982-G-23 
Note.—UTPS-Urban Transportation Pianning System 
National truck characteristic report (annual). @Item 982-G-26 





TD 3.13/2:nos Report FRA/NECPO-~series). 


TD 3.13/3:date Northeast Corridor Improvement Project annual report submitted in accordance with 


Section 703(I)(D) of PL 94-210, The Railroad Revitalization and Regulatory Reform 
Act of 1976. 
{Railroad Northeast Corridor] FRA-RNC (series). 
Report FRA/RFA (series). @Item 701-C-3 
Safety Office. 
Railroad accident investigation reports [compilation]. 
Note.—See, for earlier individual reports, TD 3.110:(nos.) 
Railroad employee fatalities investigated by the Federal Railroad Administration in (year). 
@ltem 681-C 
TD 3.112:CT Laws. @Item 681-D 
Federal Aviation Administration. 
FAA world (monthly). @Item 431-A-31 
Notices to airmen. @Item 431-C-5 


TD 3.13/4:letters&nos 
TD 3.15/6:nos 


TD 3.110/4:date 


TD 3.110/5:date 


TD 4.9/2:date 
TD 4.12/2:date 


Note.—Issued every 14 days. Replaces Airman's information manual, part 3A, TD 4.12:pt.3A/date 
Airman’s information manual, basic flight information and ATC procedures (semiannual). 
NoTe.—See, for earlier class, TD 4.12:pt.1/(date) 
Graphic notices and supplemental data (quarterly). @Item 431-C-5 


Note.—Formerly issued as pt. 4 of Airman’s information manual, and classified TD 4.12:pt.4/(date) 


TD 4.32/16:nos Report FAA-AEM (series). 
TD 4.39/2:nos AVP bulletin (monthly). 

Note.—Issued by the Office of Aviation Policy. See, for earlier class, TD 4.39 
Concorde monitoring, John F. Kennedy International Airport (monthly). 
Budget estimates. 

FAA catalog of training courses. @Item 431-A-32 
FAA directory (quarterly). 
Airport Programs Office. 
TD 4.112/2:nos Report FAA-AAP (series). @Item 431-H-5 
Flight Standards Service. 
General aviation airworthiness alerts AC 43-16 (series) (monthly). 
Alcohol, Tobacco and Firearms Bureau. 
Handbooks, manuals, and guides. 
International Trade Commission. 
Selected-current acquisitions (monthly). 
Transportation Department. 
TD 1.8/2:CT Environmental assessment notebook series. 
TD 1/20/7:nos RSPD-DPB (series). @Item 982-I-13 


Note.—The RSPD-DPB series superedes the DOT-TST series classed TD 1.20:(nos.) 
TD 1.20/8:nos Report DOT-I (series). 


Note.—I = Intergovernmental Affairs, Technology Sharing 


TD 1.34/3:date Budget estimates 


TD 4.12/3:date 


TD 4.12/4:date 


TD 4.49/2:date 
TD 4.50:date 
TD 4.51:date 
TD 4.52:date 


TD 4.414:nos 
T 70.8:CT 


ee I insoles casi scnsccnencnctoxcncticconses 


Note.—Earlier publications were classified in TD 1.2:B 85/2/(date) 
TD 1.34/4:date Department of Transportation budget, excerpts from the President’s budget (annual). 
TD 1.42:v.nos.&nos Civil rights review (monthly). 


TD 1.43:v.nos.&nos OST-NDER bulletin. 
TD 1.45:date 


University research: Summary of awards, program of university research (annual). @Item 
982-C-14 


TD 1.46:date DOT employment facts (semiannual). 


National Transportation Safety Board. 
Listing of aircraft accidents/incidents by make and model, U.S. civil aviation (annual). 
Note.—Designated Report number: NTSB-AMM-(nos.) 
TD 1.109/16:nos Report NTSB-AMM (series). @ltem 982-1-16 
TD 1.112/5:nos Railroad accident reports, brief format, NTSB-RAB (series). 
TD 1.124:date Telephone directory. 
Federal Highway Administration. 
TD 2.23/2:date Highway statistics, summary to (year). @Item 265-B 
TD 2.30/5:nos Report FHWA/PL/ (series). 
TD 2.36/3:date FHWA research and development implemeniation catalog. @Item 982-G-24 
TD 2.40/3:nos Report FHWA DP-PC-(series). 
RN NINN. <osisdivests<invadacoveashovicetsasnpesusecesinin Structural engineering series. @Item 982-G-20 
TD 2.49:date Price trends for Federal-aid highway construction (quarterly). 


Note.—See, for earlier class, C 37.22:(date) 


TD 1.109/15:date 





TD 2.50:date 
TD 2.51:date 
TD 2.52:date 


TD 4.801:date 
TD 4.802:CT 
TD 4.803-808: Reserved 
TD 4.809:date 
TD 4.810:date 


TD 5.3/6:date 
TD 5.3/7:nos 
TD 5.3/8:nos 
TD 5.11/2:nos 


TD 5.30/2:CT 


TD 5.37:date 
TD 5.38:date 
TD 5.39:nos 
TD 5.40:date 
TD 5.41:date 


TD 7.10/2:date 


TD 8.28:date 
TD 8.29:nos 
TD 8.30:date 
TD 8.31:CT 


TD 9.12:v.nos.&n0S. ........0:ccc0ccceeeee 


TD 9.13:nos 


TD 10.1:date 
TD 10.2:CT 
TD 10.3-10.8: Reserved 
TD 10.9:date 


VA 1.52:date 
VA 1.53:nos 


Y 1.3/7:nos 


Y 3.B 78:2 CT 
Y 3.B 78:3-8 Reserved 
Y 3.B 78:9/date 


Y 3.C 49/5:1/date 
Y 3.C 49/5:2 CT 


Y 3.C 73/5:3 Reserved 
Y 3.C 73/5:3-2/nos 


Y 3.C 76/3:7-3/v.n0S.&N0S. .....:cccccceseeeees 


XXX 


Traffic volume trends (monthly). 
Note.—See, for earlier class, C 37.9:(date). 
Monthly highway construction contracts awarded by State and Federal agencies and toll 
authorities. 
Budget estimates. 
Civil Aviation Security Service. 
Annual report. 
General publications. 
Note.—Created June 1974 by internal action within FAA. 
Directory, Local Law enforcement organizations participating in aviation security. 
Semi-annual report to Congress on the effectiveness of the Civil Aviation Security 
Program. 
Coast Guard. 
Master Chief Petty Officer of the Coast Guard. Information bulletin. 
Flight safety bulletin. 
Telecommunications bulletin. 
Report CG-B (series). 
NoTe.—B = Boating. 
Historical series. 
NoTE.—This class is a continuation of the Bicentennial series 
Aeronautical engineering newsletter. 
Cutter radar project newsletter (bimonthly). 
Focus, recruiting (monthly). 
Hi-line, newsletters for enlisted personnel (quarterly). 
Budget estimates 
Note.—See, for earlier publications, TD 5.2:B 85/ 
Urban Mass Transportation Administration. 
UMTA abstract (bimonthly). 
National Highway Traffic Safety Administration. 
Budget estimates. 
Report DOT-TSC-NHTSA (series). 
Fact book. 
Maps and charts. 
Materials Transportation Bureau. 
OHM newsletter. 
NoTE.—This newsletter is being issued by Office of Hazardous Materials Operations. 
Office of Pipeline Safety Operations: Advisory bulletin. 
Research and Special Programs Administration. 
Annual report. 
General publications. 


National transportation statistics annual report. 
Note.—See, for earlier edition, TD 1.20/2:77-68. 
Veterans Administration. 
Voluntary Service National Advisory Committee: Report of annual meeting. 
National Cemetery System, VA-NCS-IS (series). 
House of Representatives. 
United States Code. @Item 991 


NoTE.—See, for earlier class, Y 4.J 89/1:Un 3/3/(date & v.nos.). 
Senate. 
Senate budget scorekeeping report. 
Board for Internationa! Broadcasting. 
General publications. 


Budget. 

Federal Interagency Council on Citizen Participation. 
Report. 
General publications. 

Commodity Futures Trading Commission. 


Economic bulletins. @Item 39-C 
Consumer Product Safety Commission. 
NEISS data highlights (monthly). 





Y 3.C 76/3:16/date CPSC memo (monthly). 


Y 3.C 76/3:17 CT Hazard analysis reports [on various subjects]. 


NoTE.—See, for earlier publications, Y 3.C 76/3:2 H 34 


Y 3.C 76/3:17-2 CT HIA special report. 


NoTe.—See, for earlier publication, Y 3.C 76/3:2 H 34/7. HIA=Hazard identification and analysis. 


Y 3.C 76/3:22 CT Consumer deputy program 
Note.—See, for earlier publications, Y 3.C 76/3:2 B 47/3 and Y 3.C 76/3'2 D 84/976. 


National Commission on New Technological Uses of Copyrighted Works. 
Y 3.C 79:1/date Report. 


Y 3.C 79:2 CT 
Y 3.C 79:3-Y 3.C 79:8 Reserved 
Y 3.C 79:9/nos 


General publications. 


Transcript CONTU meeting (numbered). 
National Advisory Council on the Education of Disadvantaged Children. 
General publications. @Item 1062-A-1 
Federal Election Commission. 
Regulations, Rules, Instructions. 
Election law updates (quarterly). 


Y 3.Ed 8/2:2 CT 


Y 3.El 2/3:6 CT 
Y 3.El 2/3:9-2/nos 


Note.—Replaces Federal-state election law survey classed Y 3.El 2/3:9/(nos.). 
Y 3.El 2/3:10/v.nos.&nos FEC journal of election administration (quarterly). 


Y 3.El 2/3:11/v.mos.&nos. ...........:cccccceeeees The Federal Election Commission record. 
Y 3.E1 2/3:11-2/date 


Y 3.El 2/3:12/date 
Y 3.El 2/3:13 CT 
Y 3.El 2/3:14/date 


Federal Election Commission record, index. 
Election case law (quarterly). 

Campaign guide (irregular). 

Election directory (annual). 


National Commission on Employment and Unemployment Statistics. 
Y 3.Em 7/2:1/date Report. 


Y 3.Em 7/2:2 CT 
Y 3.Em 7/2:3-8 Reserved 
Y 3.Em 7/2:9/nos 


General publications. 


Background papers. @Item 1089 
Export-Import Bank of the United States. 

Eximbank record (monthly). 
Federal Labor Relations Council. 

Subject matter index with crossreference table. 
Great Lakes Basin Commission. 

Maumee River basin, MRB series. 


Interagency Committee on Intermodal Cargo. 
Y 3.In 8/26:1/date Report. 


Y 3.In 8/26:2 CT 


Y 3.Ex 7/3:11/v.nos.&nos 
Y 3.F 31/21:11/date 


Y 3.G 79/3:10/nos 


Genera! publications. 
New England Regional Commission. 
Energy program technical reports. 


Nuclear Regulatory Commission. 
Y 3.N 88:9-2/v.nos.&nos Nuclear safety index. 


Y 3.N 88:15/v.nos.&nos Operating units 


Y 3.N 42/2:9/nos 


status report, licensed operating reactors, data for deci- 
sions, NUREG-0020 (monthly). @Item 1051-H-4 


Construction status report, nuclear power plants, data for decisions, NUREG- 
0030 (monthly). @Item 1051-H-—5 
Steam generator tube integrity program, NUREG-0359 (quarterly). @Item 1051-H-3 
Water reactor safety research (bimonthly). @Item 1051-H-6 
Approved task action plans for category A generic activities (quarterly). @Item 
1051-H-8 
Note.—Designated as NUREG-0371 
Report to Congress on abnormal occurrences (quarterly). @Item 1051-H-7 
Note.—Designated as NUREG-0090. 
U.S. Nuclear Regulatory Commission publications [list]. 
Note.—Designated as NUREG-0304 
Bibliographies and lists of publications. 


Y 3.N 88:16/nos 


Y 3.N 88:17/date 
Y 3.N 88:18/v.nos.&nos 
Y 3.N 88:19/v.nos.&nos 


Y 3.N 88:20/nos 
Y 3.N 88:21/v.nos.&nos 


Y 3.N 88:22 CT 


Y 3.N 88:23/v.nos.&nos United States Nuclear Regulatory Commission Staff practice and procedure digest. 


@ltem 1051-H-9 
[Contractor reports] NUREG/CR-(series). 
Program summary report (monthly). 
NoTeE.—Designated as NUREG-0380 
Y 3.N 88:27/nos ...... NUREG-CP series. 
Federal Paperwork Commission. 
Handbooks, manuals, and guides. 


Y 3.N 88:25/nos 
Y 3.N 88:26/v.nos.&nos 


Y 3.P 19:8 CT 





Y 3.T 22/2:7/date 
Y 3.T 22/2:9 CT 


Y 3.T 25:1-15/date 
Y 3.T 25:46/nos 


Y 3.W 29:13/nos 


Y 3.W 58/20:1/date 
Y 3.W 58/20:2 CT 


Y 3.W 84:10/nos 


Y 3.W 84:11/nos 


Y 4.Ar 7:CT 


Y 4.C 76/9:CT 


Y 4.Et 3/4:CT 


Y 4.M 28:CT 


Y 4.P 81:Cong./nos 


Pi FRIIS wicecivingsnicsnsesssstscissneecosseisinee 


C 3.158:MQ-1 


C 3.215/10:nos 


C 13.54:date 


C 39.219:nos 


C 46.9/4:date/nos 


C 55.280:v.nos.&nos 


C 56.212/2:nos 


D 102.80:date/nos 


EP 1.42:date/nos 
EP 4.11:v.nos.&nos 


FR 1.34/7:date 
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Technology Assessment Office. 
Press release. 
Bibliographies and lists of publications. 
Tennessee Valley Authority. 
Office of Engineering Design and Construction: Annual report. 
Division of Water Management Flood report WM-(series). 
Water Resources Council. 
Supplemental reports to the second national water assessment. 
The White House Conference on Library and Information Services. 
Annual report. 
General publications. 
National Commission on Observance of International Women’s Year. 
W-(series). @Item1089 
Update. 
Art and Antiquities Commission (Senate). 
Publications. @Item 998 
Nore.—-Created by Senate Resolution 382, October 1, 1968. 
Select Committee on Congressional Operations (House). 
Publications. 
Note.—Established by House Resolution 420. Continues the functions of House Joint Committee on Congres- 
sional Operations. 
Select Committee on Ethics (Senate). 
Publications. @Item 1009 
Congressional Mailing Standards Commission (House). 
Publications. 
Select Committee on Population (House). 
Publication. @Item 1009 


Discontinued Series in 1978 


Economic Research Service. 
Demand and price situation. 
Note.—Discontinued with issue for May 1975. 
Census Bureau. 
Manufacturers’ inventory and sales expectations. 
NoTE.—Discontinued with issues for 1976. 
Census Bureau. 
Construction expenditure of state and local governments; quarterly report. 
National Bureau of Standards. 
Electromagnetic metrology. 
NoTe.—Discontinued with issues for June 1976. 
Maritime Administration. 
MarAd safety review. 
NorTe.—Discontinued with issues for 1975. 
Economic Development Administration. 
Development letter. 
Note.—Discontinued with issues for 1975. 
National Oceanic and Atmospheric Administration. 
Data report, high altitude meteorological data. 
Census Bureau. 
Census users bulletin. 
Note.—Discontinued with no. 12. 
Army Department. 
Tips; the Army personnel magazine. 
NoTe.—Discontinued with issue for summer 1976. 
Environmental Protection Agency. 
Environmental facts. 
Air Quality Planning and Standards Office. 
Air pollution abstracts. 
Federal Reserve System Board of Governors. 
Finance rates and other terms on selected categories of consumer installment credit 
extended by finance companies. 





Youth Development Office. 
HE 1.31 1:date Youth reporter. 
Human Development Office. 
HE 1.710:date/nos The native American. 
Rehabilitation Services Administration. 
Rehabilitation Services Administration quarterly indices. 
National Center for Social Statistics. 
HE 17.609:date Child care arrangements of AFDC recipients under the work incentive program. 
HE 17.619/2:date Work incentive program. 
NorTe.—Discontinued with the Dec. 1975 issue 
National Institute of Neurological and Communicative Disorders and Stroke. 
HE 20.3513/4:v.nos.&nos Cerebrovascii\ar bibliography, including neurological, vascular, hematological aspects. 
NoTE.—Discontinued with the Oct./Dec. 1976 issue. 
National Library of Medicine. 
Monthly bibliography of medica! reviews. 
NoTE.—Discontinued with v. 10, no. 12, Dec. 1977 


HE 20.3613:v.nos.&nos Toxicity bibliography. 


HE 17.120:date 


HE 20.3610:v.nos.&nos 


NOTE.—Discontinued with the Oct./Dec. 1977 issue 
Selected references on environmental quality as it relates to health. 
NcTE.—Discontinued with v. 1, no. 12, Dec. 1977. 
Current bibliography of epidemiology; a guide to the literature of epidemiology, pre- 
ventive medicine, and public health. 
NoTE.—Discontinued with the Dec. 1977 issue 


Community Health Services Bureau. 
HE 20.5111:v.nos.&nos Family planning digest. 


HE 20.3616:v.nos.&nos 


HE 20.3617:v.nos.&nos 


Note.—Discontinued with v. 3, no. 7, Jan. 1975 
Neighborhood health center; summary of project data. 
Note.—Discontinued with 2d gtr. 1976 issue 
Migrant health projects; summary of project data. 
Center for Disease Control. 
HE 20.7011/18:nos Shigella surveillance; report. 


BONS BODE EDAIOB, ssrseccrcccosecesescossoseresccosonetooss 


HE 20.5116:date&nos 


National Institute on Drug Abuse. 
DACAS, Drug abuse current awareness system. 
Norte.—Discontinued with v. 4, no. 23, July 19, 1976 
Housing and Urban Development Department. 
Housing performance indicators. 
Interior Department. 
I 1.75:nos Inside Interior. 
Geological Survey. 
Weekly runoff report; Pacific Northwest water resources. 
River temperatures at selected stations in Pacific Northwest: weekly report. 
Monthly report of water temperatures, temperatures in degrees C. for selected stations 
in the Pacific Northwest. 
I 19.61:v.nos.&nos Journal of research of the U.S. Geological Survey. 
I 19.66:date Preliminary determination of epicenters; monthly listing. 
Mining Enforcement and Safety Administration. 
MESA safety reviews. Coal-mine injuries and worktime. 
Labor Statistics Bureau. 
L 2.37:date/nos Estimated retail food prices by cities. 
International Labor Affairs Bureau. 
L 29.12:v.nos.&nos International labor. 


Occupational Safety and Health Administration. 
L 35.9/2:v.nos.&nos Job safety & health. 


HE 20.8209:v.nos.&nos 


HH 1.57:date 


I 19.46/2:date 
I 19.46/2-2:date 
I 19.46/2-3:date 


I 69.10/2:date 


Employment and training Administration. 
L 37.10:v.nos.&nos Worklife. 


National Credit Union Administration. 
NCU 1.3/2:v.nos.&nos NCUA quarterly. 


Management and Budget Office. 
PrEx 2.9:v.nos.&nos PMS, public management sources. 


State Department. 
S 1.125:v.nos.&nos FAR horizons. 


NoTeE.—Discontinued with the Aug. 1977 issue 
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Treasury Department. 

T 1.48:v.nos.&nos Treasury papers. 
T 1.49:v.nos.&nos Revenues. 

Internal Revenue Service. 
T 22.42/2:nos Technical information release. 

Advisory Commission on International Educational and Cultural Affairs. 
Y 3.Ad 9/9:9/v.nos.&nos International educational and cultural exchange. 

American Revolution Bicentennial Administration. 
Y 3.Am 3/6:10/V.nos./date Bicentennial times. 


Corrections for Previous Monthly Catalogs Listed in 1978 


Dec. 1936, page 1366. Taxes. Collections from selected state-imposed taxes 1930-36. . . Change class to T 62.2:T 19. 

Jan. 1946. Page 41, United Nations Relief and Rehabilitation Administration . . . 1945. . . Change class to Y 4.F 76/1:Un 34. 

Aug. 1971. Entry 13294, Pig iron from Canada, . . . Change class to TC 1.31/2:P 62/2. 

Dec. 1971. Entry 17214, For a more perfect union . . . Add missing class Y 3.Ad 9/8:2 P 94/2. 

Feb. 1973. Entry 17033, Background material on legislation . . . Change class to Y 4.B 22/1:D 69/3. 

July 1974. Entry 07405, United States and multilateral development banks . . . Change class to Y 4.F 76/1:B 22/2. 

——Entry 08014, Zirconium and hafnium in 1972 . . . Change class to I 28.83/2:972. 

——Entry 08135, Clinical electives for nursing . . . Change class to HE 20.3002:C 61/9/974-75. 

Sept. 1974. Entry 09062, Education of dependents overseas . . . Change class to Y 4.Ed 8/1:Ed 8/29/973. 

——Entry 09186, Proposed international air shuttle, 1974 . . . Change class to Y 4.Ap 6/2:In 8/5. 

Oct. 1974. Entry 10074, Audit of payments. . . Change class to GA 1.13:L 81/2/974. 

Nov. 1974. Entry 10700, U.S. chemical warfare policy. May 1-14, 1974. . . Change class to Y 4.F 76/1:W 23/3. 

Apr. 1975. Entry 05153, Basic opportunity grants family contribution schedule, 1975-76. . . Change class to Y 4.Ed 8/1:G 76/2/975-76. 

May 1975. Entry 07682, Commercial broilers, Mar. 6, 1974. . . Change class to A 92.2/10:974. 

June 1975. Entry 07993, Report of Task Force on Education and Training for Minority . . . Change class to C 1.2:M 66/13. 

——Delete entry 07995. Same entry is correctly listed in July 1976 Monthly Catalog, entry 76-96. 

——Entry 08494, National public employment relations act, 1974. . . Change class to Y 4.L 11/2:Em 7/22/974. 

——Entry 10993, Programs and services, fiscal year 1972 . . . Change class to HE 20.3601:972. 

July 1975. Entry 10994, Programs and services, fiscal year 1973 . . . Change class to HE 20.3601:973. 

——Entry 10995. Programs and services, fiscal year 1974. . . Change class to HE 20.3601:974. 

Sept. 1975. Entry 13925, Federal assistance programs of Environmental Protection Agency . . . Change class to EP 1.2:F 31/3/975-2. 

Oct. 1975. Entry 16002, Serials MARC Format, etc. 1974. . . Change class to LC 1.2:M 18/7/974. 

——Entry 16276, Mountaineering, Mount McKinley National Park, Alaska. . . Change class to I 29.6:M 86/28. 

——Entry 16292, Review of electrification processes . . . Change class to NS 1.2:E] 2. 

Nov. 1975. Entry 17381, Hose, tubing, hose and tubing assemblies . . . Change class to D 7.6/4:H 79/3,/973/ch.3. 

——Entry 18232, General information concerning patents . . . Change class to C 21.2:P 27/974. 

Jan. 1976. New Classification Numbers, p. x. Change class L 37.8/2:CT . . . CETA technical assistance documents to L 37.8/3:CT. 

Feb. 1976. Entry 02454, 660/3-75-025, Tidal flats in estuarine water quality . . . Change class to EP 1.23:660/3-75-025. 

Mar. 1976. Corrections for Previous Monthly Catalogs, p. xvi, May 1974, entry 05690, National Library of Medicine . 
HE 20.3601:973. 

——Entry 05756, Transportation controls to reduce automobile use . . . Change class to EP 1.2:T 68/2. 

——Entry 06355, Classified Index of National Labor Relations Board decisions . . . Change class to LR 1.8/6:974. 

Apr. 1976. Entry 07404, Standardization of work measurement basic vol. . . . Change class to D 7.6/4-2:1/ch.1. 

——Entry 07748, Alleged improper personnel . . . Add @Item 546-D (microfiche). 

——Entry 07823, RED-76-54. Improvements needed . . . Add @Item 546-D (microfiche). 

——Entry 08283, Adams National Historic Site, Quincy, Mass. . . . Change class to I 29.21:Ad 1/975. 

——Entry 08411, Department and foreign service series, 150. . . Change class to S 1.1/4:974. 

July 1976. Entry 76-874, Molybdenum. . . Delete 2d class I 28.37/a:M 739/974. 

Aug. 1976. Entry 76-1662, Directory of animal disease . . . Change class to A 101.13:975. 

——Entry 76-1878, Annual housing survey . . . Delete 3rd and 4th classes, C 3.215:H-150-47A/2-D/2 and C 3.215:H-151-73/no.1. 

——Entry 76-3330, United States transportation zone maps. . . Change class to TD 3.16:T 68. 

——Entry 76-3438, Horizons ‘76 ideabook . . . Change class to Y 3.Am 3/6:2 H 78. 

——Entry 76-3505, Report of the Committee on Agriculture . . . Change class to Y 4.Ag 8/1:R 29. 

Sept. 1976. Entry 76-5173, Basic housing inspection . . . Delete @Item 504. 

——Entry 76-5574, Science engineering research . . . Delete @Item 901-B. 

——Entry 76-5589, Chaim Gross. . . Delete @Item 916. 

——Entry 76-5629, Foreign training . . . Change class to VA 1.19:22-75-2/2. 

——Entry 76-5656, The adult education act. . . Delete @Item 1089. 

Oct. 1976. Entry 76-7116, Shrimp . . . Delete @Item 978. 

——Entry 76-7123, Fiscal year 1976 budget estimates . . . Delete @Item 982-C-1. 
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Nov. 1976. Entry 76-7684, On the Federal wage system . . . Change class to CS 1.59:7/2. 
——Delete entry 76-7758. Same entry 76-7757 is listed correctly. 

——Entry 76-8049, Statement by J. Charles Partee . . . Change class to FR 1.23:P 25. 
——Delete entry 76-8050. Same entry 76-8052 is listed correctly. 


——Entry 76-8210, Drug utilization review in skilled nursing facilities . . . Change class to HE 20.5508:D 84. Change @Item 486-E-1 
to @ltem 494-G-2. 


——Entry 76-8260, Mental health statistical note. . . Change class to HE 20.8116:123-132. 

——Entry 76-8279, Indian and Eskimo individuals . . . Change class to I 1.84/3:2/3. 

——Entry 76-8318, Proposed Prairie . 
entry 76-6848. 

——Entry 76-8463, The great seal of the United States. . . Change class to S 1.2:Se 1/5/976. 

Dec. 1976. Entry 76-9349, Petroleum market shares . . . Change class to FE 1.12/2:P 94/975. 

——Entry 76-9425, New clues to your baby’s. . . Add @Item 507-B-5. 

——Entry 76-9585, Employment of school age youth . . . Change class to L 2.98/2:Y 8. 

Jan. 1977. Entry 77-59, Volunteers, a challenge . . . Change class to A 43.2:V 88/2. 

——Entry 77-82, Peace Corps partnership . . . Change @Item 74-C-3 to @Item 30-A-2. 

——Entry 77-303, Flood plain information: Grand River, Trumbull County . . . Change class to D 103.47:T 77/3. 

——Entry 77-388, Laboratory evaluation . . . Change class to EP 1.23/2:600/2-76-202. 

——Entry 77-396, Guidelines for development . . . Change class to EP 1.23/5:650/4-005-k to EP 1.23/5:650/4-74-005-k. 

——Entry 77-893, Petroleum development . . . Change class to Y 3.N 42/2:9/75-6/v.1-4. 

——Entry 77-913, Mineral Resources Work group. . . Change class to Y 3.N 81/4:2 M 66. 

——Entry 77-491, Improving family planning services for teenagers: executive summary . . . Change class to HE 1.2:F 21/4/summ. 

——Entry 77-492, Improving family planning services for teenagers . . . Change class to HE 1.2:F 21/4. 

Feb. 1977. Entry 77-1460, Estimates of the population . . . Change date from April 1, 1976 to July 1, 1976. 

——Entry 77-1753, Radiological surveillance studies . . . In index change Blanchard, Richard L. to Blanchard, Richard Lee, 1933-. 

——Entry 77-1963, Accomplishments of the NIGMS. . . Change class to HE 20.3452:P 49/2/965-75. 

——Entry 77-2064, Types of maps. . . Change class to I 19.2:M 32/10/976. 

——Entry 77-2089, Earth-science information land-use . . . Change class to I 19.4/2:721. 

——Delete entry 77-2202. Same entry is listed correctly in October 1976 Monthly Catalog, entry 76-6923. 

——Entry 77-2203, Data processing guidelines . . . Change class to NCU 1.8:D 26. 

——Entry 77-2373, Change title to read Current economic outlook: hearing before. . . 

——Entry 77-2581, ERDA authorization fiscal year 1977. . . Change class to Y 4.Sci 2:94-2/87. 

Mar. 1977. Entry 77-3014, The hired farm working force . . . Add initial to author’s name, Rowe, Gene A. 

——Entry 77-3136, Urban atlas. . . (GE 80.). . . Change class to C 56.242/4: 

——Entry 77-3292, Environmental pollution control . . . Change class to EP 7.2:Al17. 

——Entry 77-3300, Projected natural gas curtailments . . . On line 16 in index, change Gas, National to Gas, Natural. 

—-—Entry 77-3517, Flood insurance study . . . In Contents note change class of Village of May field. . . (M 44) to (M 45/4). 

——Entry 77-3528, Navajo area, Tuba City . . . Change class to I 20.2:N 22/15. 

——Entry 77-3668, Background notes . . . Change class to S 1.123:B 14/2/976. 

——Entry 77-3750, Italian programmed . . . Change class to S 1.114/2:It 1/v.1/instr. 

——Entry 77-3887, Product safety education: bicycles, student readings . . . Change class to Y 3.C 76/3:19/3-S. 

——Entry 77-3888, Product safety education: bicycles, teacher’s guide . . . Change class to Y3.C 76/3:19/3-T. 

——Entry 77-3889, Product safety education: flammable fabrics, teacher’s guide. . . Change class to Y 3.C 76/3:19/4-T. 

——Entry 77-4010, 1975 profitability of selected . . . Change class to Y 4.F 49:01 5/4/975. 

——Entry 77-4033, The National emergencies act . . . Change class to Y 4.G 74/6:N 21 em/2. 

Apr. 1977. Entry 77-4568, Office assistant and related position . . . Change class to CS 1.26/4:977/WA-7-02. 

——Entry 77-4609, Change title to read Packaging of materiel preservation, v. |—Preservation. Delete quotation note “This publication 
contains. . . storage.” 

——Entry 77-4811, Balanced program plan. . . Change class to ER 1.11:ERDA-116/v.9. 

——Entry 77-4921, A catalog of United States . . . Delete @Item 569. 

——Entry 77-5093, Opium and its derivatives . . . Add date to author’s name, Maher, John Thomas, 1932-. 

——Entry 77-5157, Environmental impact statements . . . Add @Item 856-E. 

Serials Supplement 1977. Entry 77-5486, Packers and stockyards resume . . . Change class to A96.9:(v.nos.&nos.). 

——Entry 77-5524, Vegetable situation . . . Change class to A 93.12/2:(nos.). 

——Entry 77-5571 EEO spotlight . . . Change class to CS 1.76:(v.nos.&nos.). 

——Entry 77-56-5636, Mattresses, bedsprings . . . Change class to C 3.158:M 25 E (nos.). 

——Entry 77-6015, Health and Safety Laboratory . . . Change class to ER 1.27:(date/nos.). 

——Entry 77-6020, Energy efficiency research . . . Change @ltem 473-A-14 to @ltem 474-A-14. 

——Entry 77-6059, Automobile credit . . . Change class to FR 1.34/8:(date). 

——Entry 77-6076, F T C news summary . . . Change class to FT 119/2:(nos.). 

——Entry 77-6233, Minerals & materials . . . Change class to I 28.149:(date). 

——Entry 77-6285, Quarterly freight loss and damage claims . . . Change class to IC | acco.11:(date). 

——Entry 77-6404, Change title Commemorative stamp posters to USPS stamp posters and change class to P 1.26/3: 


. . Delete the first class. I 29.9/2:P 88 is listed correctly in the October 1976 Monthly Catalog, 





——Entry 77-6470, United States savings bonds . . . Change heading from SECRET SERVICE to PUBLIC DEBT BUREAU, 
Treasury Dept., Washington, DC 20226. 


——Entry 77-6476, News—United States International Trade Commission . . . Change class to TC 1.29:(date). 

May 1977. Corrections for Previous Monthly Catalogs, p. xii, June 1976, entry 12149, Petroleum market shares. . . Change class to FE 
1.12/2:G 21 and @Item 434-A-1 to @Item 434-A-19. 

——Delete entry 77-6665. 

——Entry 77-6666, Health and safety code. . . Add 2d class, a 13.36/2:H 34/970/amdt.10. 

——Entry 77-7217, Zero-based budgeting . . . Change class to L 1.34:B 85. 

——Entry 77-7237, Area wage survey: Oklahoma City .. . Change subject heading 1. to Wages—Oklahoma—Oklahoma City 
metropolitan area. . . 

——Entry 77-7359, Deployment scenarios ... Change class to TD 1.20:76T-7. Change series note (DOT-TST-76-7) to 
(DOT-TST-76-7). 

——Entry 77-7500, Dietary goals . . . Change class to Y 4.N 95:D 56. 

June 1977. Corrections for Previous Monthly Catalogs, Mar. 1974, entry 03295, Standardization of work measurement . 
to D 7.6/4-2:basic. 

——Entry 77-7582, Dividends from wood research. . . Change class to A 13.27/7:W 85/15/976. 

——Delete entry 77-7808. Same entry is listed correctly in March 1977 Monthly Catalog, entry 77-3223. 

——Entry 77-7939, Laboratory evaluation. . . by D.S. Duval. Change author’s name to D.S. Duvall. 

——Entry 77-Entry 77-7951, Short course proceedings . . . edited by . . . Change editor’s name to Francis A. DiGiano. 

——Entry 77-8381, Employment outlook for lawyers . . . Change title to read, Employment outlook for industrial traffic managers, 
purchasing agents. 

——Entry 77-8769, Federal aviation regulations. Part 29. . . Change class to TD 4.6:29/ch.3-4. 

——Entry 77-8781, Change title Federal aviation regulations, Part 193 to Part 183. 

——Entry 77-8850, Consideration of Cecil D. Andrus. . . At end of entry change Executive report; no. 95-4 to no. 95-3. 

——Entry 77-8856, Significant features of fiscal federalism . . . Change class to Y 3.Ad 9/8:2 F 31/6/976/pt.2. 

——Entry 77-8862, Don’t be flakey in the snow . . . Change class to Y 3.C 76/3:14 Sn 6. 

——Entry 77-8989, NASA authorization for fiscal year 1978 . . . Change class to Y 4.C 73/7:95-5/pt.1. 

——Entry 77-8990, Implementation of the Fishery conservation . . . Change class to Y 4.C 73/7:95-6. 

——Entry 77-9058, FEA, final report on oil and gas resources . . . Change end if entry to read II. Series: United States. Congress. 
House. Committee on Interstate and Foreign Commerce. Serial, 95th Congress; no. 94-146. 

Sept. 1977. List of Government Authors, p. xvii. Agriculture Department . . . Change class to A 1.2:F 73/43/975. 

——Entry 77-9536, Food safety for the family . . . Change class to A 101.2:F 73/977. 

——Delete entry 77-9636. Same entry is correctly listed in November 1977 Monthly Catalog, entry 77-14438. 

——Entry 77-9851, Manufacturers’ shipments, inventories . . . Change class to C 3.231:M 3-1.6. 

——Entry 77-9857, Women’s misses’, and juniors’ apparel . . . Change 2d class to C 3.158:M 23 H/supp./975-76. Change 2d series note 
to (Current industrial reports; ser. M23H Supplement (SA). 

——Entry 77-9879, Change title from Annual summary of oil and gas to Annual Survey of oil and gas. 

——Entry 77-9982, Cotton broadwoven gray goods. . . . Change class to C 56.216:MQ-22 T.1(75)-5. 

——Entry 77-10011, Building to resist . . . Change class to C 13.29/2:100-1 to 100-5. 

——Entry 77-10104, Change title from Annual summary of oil and gas to Annual survey of oil and gas. 

——Entry 77-10173, Working with your school . . . Change class to CR 1.6/3:T 31. 

——Entry 77-10174, Working with your school : handbook of the New Mexico. . . Change class to CR 1.6/3:N 42 m. 

——Entry 77-10232, Omega table : area 22. . . Change class to D 5.317:224(122)E-F. 

——Entry 77-10240, Sailing directions . . . Change class to D 5.317:190/ch.1. 

——Entry 77-10339, Windshield wiper component parts. . . Change class to D 7.6/4:W 72/2/rep. 

——Entry 77-10340, Standardization of work measurement . . . Change class to D 7.6/4-2:7/977. 

——Entry 77-10341, Standardization of work measurement . . . Change class to D 7.6/4-2:10/977. 

——Entry 77-10423, Lake Washington Ship . . . Change Subject index 2. to read Locks (hydraulic engineering). 

——Entry 77-10425, Change title to Lower Monumental Lock and Dam, Snake River, Washington. Walla Walla . 
103.2:Sn 1/4/977. 

——Entry 77-10426, Lower Granite Lock and Dam, Snake River, Washington . . . Change class to D 103.2:Sn 1/3/977. 

——Entry 77-10453, Floods on Salt Creek . . . Change class to D 103.47/2:01 6. 

——Entry 77-10455, Holiday and McGrath Creeks . . . Change class to D 103.47/2:W 63 f/2. 

——Entry 77-10474, The United States Navy and the Vietnam conflict . . . Change @Item 399-A-1 to @Item 339-A-1. 

——Entry 77-10495, Public affairs regulations . . . Change class to D 201.6:P 96/974/ch.1. 

——Entry 77-10499, Elements of electricity and radio . . . Change class to N 29.2:EI 2. 

——Entry 77-10505, [Military aircraft lithograph set] . . . Change class to D 301.76:27 and on line 6 change series: set no. 276 to 27. 

——Entry 77-10548, Polish/U.S. Symposium . . . Change class to EP 1.2:S1 7/4/v.2. 

——Entry 77-10553, Symposium on Intensification . . . Change class to EP 1.2:Un 3/7/976. 

——Entry 77-10555, The report to Congress . . . Change @Item 432-I-1 to @Item 431-I-1. 

——Entry 77-10730, The Commission of Fine Arts . . . Change author’s name to Kohler, Sue A. 

——Entry 77-10742, Petroleum market shares . . . Change class to FE 1.12/2:R 25/976-2. 

——Delete entry 77-10786. Same entry is listed correctly in September 1974 Monthly Catalog, entry 09342. 


. . Change class 


. . Change class to D 
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——Entry 77-10854, Telephone, telegraph . . . Change class to GP 3.22/2:199/2. 


——Entry 77-10860, Where you can obtain . . . Change subject index to read 1. Government publications—Bibliography. 2. 


Specifications—Bibliography. Government purchasing—United States—Standards—Bibliography. I. United States Government 
Printing Office. II. Title. III. Series. 

——Entry 77-10880, Life cycle costing workbook . . . Change class to GS 2.6/3:L 62. 

——Entry 77-11085, Analysis of current pulmonary research programs. 1975. . . Change class to HE 20.3202:P 96/2/975. 

——Entry 77-11091, Hospital associated infections . . . Change class to HE 20.3252:H 79. 

——Entry 77-11307, HUD solar status . . . Change class to HH 1.69:977. 

——Entry 77-11319, Community planning . . . Change class to HH 1.46/4:G 76/2. 

——Entry 77-11332, Flood insurance study . . . Change class to HH 10.9:(CT) 3. 


——Entry 77-11346, Departmental implementation . . . Change title index II from Final environmental statement to Draft environmen- 
tal statement. 

——Entry 77-11611, Becoming a citizen series. Book 1. Our American way of life. . . Delete @Item 724. 

——Entry 77-11631, Supplemental digest and index . . . Change class to L 1.51/3:974/supp.-2. 

——Entry 77-11663, New patterns for working time . . . On line 8, delete words Reprint 2863. 

——Entry 77-11717, Copyright for contributions . . . Change class to LC 3.4/2:42 A/3. 

——Entry 77-11732, Catalog of copyright entries . . . Change class to LC 3.6/5:v.29/pt. 6/no. 2. 

——Entry 77-11771, Dance touring programs . . . Change class to NF 2.8:D 19/2A. 

——Entry 77-11772, Fellowship grants for composers . . . Change class to NF 2.8:M 96/4/977. 

——Entry 77-11797, Guide to productivity improvement projects . . . Change class to Y 3.P 94:2 P 94/3. 

——Entry 77-11802, The National energy plan. . . Change class to PrEx 1.2:En 2/2. 

—--Entry 77-11811, The United States budget in brief . . . Change class to PrEx 2.8/2:978. 

——Entry 77-11814, Issues ’78 . . . Change class to PrEx 2.2:Is 7/978. 

——Entry 77-11815, Seventy issues: fiscal year 1977 budget . . . Change class to PrEx 2.2:Is 7/977. 

——Entry 77-11840, Human rights. . . Change class to S 1.71/3:5. 

——Entry 77-11841, Schedule of international . . . Change class to S 1.2:C 76/9. 

——Entry 77-11849 to 77~11866, Change class to S 1.123: 

——Entry 77-11867, Background notes/Index . . . Change class to § 1.123/2:976. 

——Entry 77-11984, Update ’75 . . . Change class to T 17.1:975, and change @Item 950 to @Item 950-C. 

——Entry 77-12034, Counterfeiting and forgery . . . Change class to T 34.2:C 83/5/977. 

——Entry 77-12037, Financial organization directory . . . Following @Item 925, add Not available for sale or distribution. 

——Entry 77-12063, The evolution of integrated . . . Change class to TD 1.20:76T-4. 

——Entry 77-12144, Highway-vehicle object . . . Change 4th class to TD 2.30:76-165. 

——Entry 77-12227, Specification of control illuminations . . . Delete @Item 982-D-1. 

——Entry 77-12231, A methodology for determining . . . After the series note, add the following collation, 2 v.: ill.; 28 cm. 

——Entry 77-12242, A study to determine the relationship between vehicle defects . . . Delete @Item 982-D-1. 

——Entry 77-12258, Driver licensing. . . At end of entry add, Subject bibliography—National Highway Traffic Safety Administration; 
SB-08. 

——Entry 77-12304, Measuring the fiscal “blood pressure” of the States. . . At end of first paragraph and before 1977, insert for sale by 
the Supt. of Docs., U.S. Govt. Print. Off. Following @Item 1049-D insert S/N 052-003-00333-3, pbk.: $1.30. 

——Entry 77-12315, Annual report—The Board for International Broadcasting . . . Change class to Y 3.B 78:1/976. 

——Entry 77-12317, Report of the Commodity Futures Trading Commission Advisory Committee . . . Change imprint date 1977 to 
1976, and change Issued July 17, 1977 to Issued July 17, 1976. 

——Entry 77-12323, A guide to teaching poison prevention. . . Following @Item 1062-C-6 add S/N 052-003-00257-4 and pbk.: $1.25 

——Entry 77-12476, Department of Transportation and Related Agencies appropriations . . . Change class to Y 4.Ap 6/2:T 
68/2/978/pt.1. 

——Entry 77-12486, National consumer cooperative . . . Change class to Y 4.B 22/1:N 21/17/977. 

——Entry 77-12575, Federal advisory . . . Change class to Y 4.G 74/6:Ad 9/4/973/pt.3,4. 

——Entry 77-12606, Summary of findings . . . Change class to Y 4.In 8/4:B 78/10. 

——Entry 77-12651, Diet related to killer diseases . . . Change class to Y 4.N 95:D 63/no.2/pt.2. 

——Entry 77-12706, Tax policy and capital . . . Add price $1.60. 

——Entry 77-12738, Annual report to Congress . . . Change class to 94.2:H.doc.583. 

——Entry 77-Preceding entry 77-12758, delete CONGRESSIONAL SERIAL SET and following note. 

——Entry 77-12997, Deepwater port act. . . At end of entry change Senate report no. 95-891 to Senate report no. 95-145. 

——Entry 77-13002, Disaster relief act. . . At end of entry change Senate report no. 95-1512 to Senate report no. 95-154. 

——Entry 77-13039, Amending section 401 . . . Change class to 95-1:S.rp.192. 


Oct. 1977. New Classification Numbers, p. xi. Entry D 208.6/4:CT . . . Port guides [various places]. Change @Item 403-A-2 to @Item 
403-A-1. 


——Corrections for Previous Monthly Catalogs, p. xii. Disregard correction of Oct. 1976, entry 76-6708. This entry, HE 19.308:L 86, is 
listed correctly. 


——Corrections for Previous Monthly Catalogs, p xii. Nov. 1976, entry 76-8117, Medicaid eligibility . . . Class should read HE 17.8:M 
46/2. 


——Entry 77-13055, Evaluation of investment opportunities . . . Change class to A 1.76:349/977. 
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——Entry 77-13061, Woodsy Owl on hiking . . . Change class to A 13.2:Ow 4/3 and also add @Item 84. 

——Entry 77-13078, At the Northeastern Forest Experiment Station . . . Change class to A 13.42/1:975. 

——Entry 77-13137, USA statistics in brief: a statistical abstract supplement . . . Delete @Item 151. 

——Entry 77-13147, Construction machinery . . . Change class to C 3.158:MA-35D(76)-1/adv 

——Delete entry 77-13211. Same entry is listed correctly in September Monthly Catalog, entry 77-10050, class C 47.8:Un 3. 

——Entry 77-13363, The naval intelligence officer. . . Delete @Item 370. 

——Entry 77-13375, Marine Corps public affairs manual . . . Delete @Item 384. 

——Entry 77-13388, U.S. Environmental Protection Agency policy and implementation questions . . . Change class to EP 1.2:N 
69/49/add.A. 

——Entry 77-13434, A survey of sulfate, nitrate, and acid aerosol emissions . . . Delete @Item 431-I-62. 

——Entry 77-13448, Studies of circulation and primary production . . . Change class to EP 1.23:600/3-77-049. 

——Entry 77-13449, EPA compendium of registered pesticides, Volume | . . . Change class to EP 5.11:974/supp.2. 

——Entry 77-13450, EPA compendium of registered pesticides, Volume 1. . . Change class to EP 5.11:974/supp.4. 

——Entry 77-13486, Energy conservation and environment publications . . . Change class to FE 1.23:En 2/2. 

——Entry 77-13540, Career and occupational development objectives—Second Assessment 1977. . . Change class to HE 19.312/2:C 
18. 

——Entry 77-13586, Neurotropic diseases surveillance; poliomyelitis . . . Change class to HE 20.7011/5:P 75/973. 

——Entry 77-13594, Shopping for the right therapy . . . Change class to HE 20.8102:M 53/10, and change @Item 507-B-10 to @Item 
507-B-S. 

——Entry 77-13601, Inflation impact statements . . . Change class to HH 1.6/6:3601.1. 

——Entry 77-13602. Same entry, 77-13604 is listed correctly. 

——Entry 77-13709, Mineral resources of study . . . 2d class to this entry, I 19.3:1391-E/plates 1-3. 

——Entry 77-13761, Workers’ compensation . . . Change class to L 1.2:W 89/14. Delete @Item 745. 

——Entry 77-13901, Nationa!/industrial/consumer economics. . . Delete @Item 982-C-1. 

——Entry 77-13928, Annual review of aircraft accident data. . . Change class to TD 1.113/5:975. 

——Entry 77-13944, Impact of economic risk . . . Change class to TD 2.30:75-49. 

——Entry 77-13964, Priority treatment for high occupancy vehicles. . . At end of entry, change report no. FHWA-RD-77-19 to no. 
FHWA-RD-77-56. 

——Entry 77-14045, Amendment to “Analysis of effects of proposed changes to passenger car requirements . . .” Delete @Item 
982-D-1. 

——Entry 77-14078, Equal Employment Opportunity Commission . . . Change class to Y 3.Eq 2:2 Af 2/976. Also delete @Item 
1059-A-1. 

——Entry 77-14144, Medicare reimbursement . . . Change class to Y4.Ag 8/3:R 88/47. 

——Entry 77-14146, Departments of Labor and Health . . . Change class to Y 4.Ap 6/2:L 11/978/pt.1. 

——Entry 77-14173, U.S. economic growth . . . Change class to Y 4.Ec 7:G 91/6/v.10-12. 

——Entry 77-14222, Civil Rights Commission authorization . . . Change class to Y 4.J 89/2:C 49/21/977. 

——Delete duplicate entry 77-14282. 

Nov. 1977. Corrections for Previous Monthly Catalogs, p. xxi. Disregard correction of Feb. 1977, entry 77-1381. Class is listed correctly, 
but change series note to (USDA Forest Service research note NE; 226). 

——Delete entry 77-143S7. Same entry is listed correctly in January 1978 Monthly Catalog, entry 78-12. 

——Entry 77-14425, Codes to the INTREDIS register system for literature . . . Delete @Item 4000-4. 

——Entry 77-14438, General provision & standard specifications . . . Between words Service and 1977, add: for sale by the Supt. of 
Docs., U.S. Govt. Print. Off. 

——Entry 77-14504, Population estimates and projections . . . Change class to C 56.218:P 25/618/errata. 

——Entry 77-14522, Report on an investigation . . . Change class to C 13.10:480-18. 

——Entry 77-14533, Estimation of net enthalpies of combustion . . . Change class to C 13.46:937/errata. 

——Entry 77-14720, Semiconductor devices . . . Change (Federal identification guide FIIG; T110) to (Federal identification guide 
FIIG; A110). 

——Entry 77-14735, Valve seats/March 4, 1977. . . Change class to D 7.6/4:V 24/5/rep.977/ch. 1. 


——Entry 77-14819, A drop to drink: a report on the quality of our drinking water . . . Following “Superseded by EP 1.2:D 83/976”, 
delete (S/N 055-000-00153-7) $0.40. 


——Entry 77-14821, Nitrogen oxide control . . . Delete @Item 431-I--1. 

——Delete entry 77-14856. Same entry is listed correctly in March 1977 Monthly Catalog, entry 77-4231. 

——Entry 77-14861, Bryan Mound salt dome . . . Change class to FE 1.21:76/77-6/final/supp./draft. 

——Entry 77-14915, Interim report/Review . . . Change class to HE 1.2:D 84/2/int./v. 1-3. 

——Entry 77-14934, Current cancer research on biochemistry and physical chemistry of proteins . . . Following roman number IL., 
insert corporate author National Cancer Institute, International Cancer Research Data Bank Program... . 

——Entry 77-14960, National Institute on Drug Abuse. . . Change class to HE 20.8216/3:Ad 2. 

——Entry 77-15293, Assessment of increased thermal activity . . . Change class to I 19.16:1022-A. 

——Entry 77-15365, Policing metropolitan America. . . Add @Item 834-C. 

——Entry 77-15385, Federal advisory committees . . . Change class to Pr 39.10:976. 

——Entry 77-15403, Registration of objects launched into outer space . . . Change class to S 9.10:8480. 

——Entry 77-15435, The new day for municipals . . . Change class to SE 1.14:So 5/13. 
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——Entry 77-15447, Regulations concerning checks issued to citizens . . . Change class to T 1.4/2:1081/2. 

——Entry 77-15460, A study of revenue mechanisms. . . Change class to TD 1.2:Ur 1/25. 

——Entry 77-15513, Federal Railroad Administration: a bibliography of published research reports. . . Change class to TD 3.12:R 29. 

——Entry 77-15698, Implementation of title XII of the Foreign assistance act . . . Change class to Y 4.F 76/2:As 7/3. 

——Entry 77-16026, change title to read FORTRAN program to determine length of gage blocks... 

Dec. 1977. Entry 77-16064, School desegregation in Portland, Oregon . . . Change class to CR 1.2:D 45/28. 

——Entry 77-16100, Threaded fasteners/May 1, 1967. . . Change class to D 7.6/4:F 26/rep.1977. 

——Entry 77-16228, Solid waste management . . . Add @Item 552-A. 

——Entry 77-16281, Metabolic factors. . . Change class to HE 20.3352:In 3/4/no.12. 

——Entry 77-16342, Victimization, fear of crime . . . Delete @Item 581-E-20. 

——Entry 77-16389, Index to stations in. . . Gulf Coast . . . Change class to I 19.42/6:G 95. 

——Entry 77-16396, Continuous working-level . . . Change class to I 28.23:8237. 

——Entry 77-16529, Pragmatism and principle . . . Change class to S 1.106:L 14/3. 

——Entry 77-16643, Rail service continuation assistance . . . Change class to TD 3.2:R 13/6. 

——Entry 77-16791, Transfer of technology . . . Change @Item 1034-A to @Item 1037-A. 

——Entry 77-16821, 1978 ERDA authorization . . . Change classes to Y 4.Sci 2:95/2, Y 4.Sci 2:95/3, Y 4.Sci 2:95/5. Change serial note 
to (Serial—House, Committee on Science and Technology; no. 95-2, 95-3, 95-5, [etc.]). 

——Entry 77-16839, Flood insurance study . . . Change class to HH 10.9:T 87. 

Jan. 1978. New Classification Numbers, p. xx. Entry T 63.118:date—Report on foreign currencies . 

——List of Government Authors, p. xxvii, Interior Department . . . Change class to I 1.98:Al 8. 

——Entry 78-117, change title to read Technical documentation for GBF/POLYGUIDE .. . 

——Entry 78-214, Comparison of four unattended ground sensor displays . . . Change class to D 101.60:281. 

——Entry 78-234, Safe pesticide use around the home. . . Change class to EP 1.2:P 43/7/977. 

——Entry 78-286, Sewer infiltration and inflow control product and equipment guide . . . Change class to EP 1.23/2:600/2-77-017 c. 

——Entry 78-300, Selected papers from Brennstoff-Waerme-Kraft . . . Change class to ER 1.11:ERDA-tr-166. 

——Entry 78-387, Youth participation in organizations . . . Change class to HE 1.312:2. 

——Entry 78-526, Overview of the Medicaid . . . Change class to HE 22.2:Ea 7/3. 

——Entry 78-527, A brief history of the Medicaid . . . Change class to HE 22.2:Ea 7/4. 

——Entry 78-530, Patient & Provider Profiling . . . Change class to HE 22.112:P 27. 

——Entry 78-611, Assessing criminal justice projects. . . Change class to J 1.2:C 86/38. 

——Entry 78-642, Laboratory studies . . . Change class to I 28.27:8756. 

——Entry 78-661, Finance docket . . . Change class to IC 32:L 93/draft. 

——Entry 78-685, Appellate opinion writing/David D. Re. . . Change David D. Re to Edward D. Re. 

——Entry 78-686, State decisis/David D. Re. . . . Change David D. Re. to Edward D. Re. 

——Entry 78-751, Research on the effects of television . 
Technology. 


. . Change class to T 63.118/2:date. 


. . Change last line to Division of Advanced Productivity Research and 


——Entry 78-766, Statutes of the World Tourism Organization . . . Change class to S 9.10:8307. 

——Entry 78-895, Change title to read: Federal administrative law judge hearings. . . 

——Entry 78-897, Because you care for kids. . . Change class to Y 3.C 76/3:2 K 54/4. 

——Entry 78-913, Translations on Sub-Saharan Africa. . . Change publication number 69829 to 69828. 

——Entry 78-935, Safety evaluation report . . . Change class to Y 3.N 88:10/0283. 

Following entry 78-971, delete this heading ARMED SERVICES, Committee on, Senate Washington, DC 20510. Entry 78-972 is listed 
correctly under ARMED SERVICES, Committee on, House, class Y 4.Ar 5/2 a:977-78/25. 

——Delete entry 78-989. Same entry is listed correctly in June 1977 Monthly Catalog, entry 77-8986. 

——Entry 78-994, Nominations. . . On first line change government author from House to Senate and in author index from House to 
Senate. 

——Delete entry 78-1002. Same entry is listed correctly in December 1977 Monthly Catalog, entry 77-16778. 

——Entry 78-1025, Nomination of Dr. James R. Schlesinger . . . On first line change government author from House to Senate and in 
author index change House to Senate. 

——Entry 78-1052, Oversight of biomedical . . . Change subject heading 2. Physiological research to Psychological research. . . 

——Following entry 78-1159, delete this heading SENATE REPORTS—Senate reports are available . . 
78-1160. Same entry is listed correctly in December 1976 Monthly Catalog, entry 76-9953. 

Feb. 1978. New Classification Numbers p. xvii. Entry C 3.138/3-3:date—Monthly retail sales. Delete the following Note. 

——Entry 78-1379, Food safety for the family . . . Change heading to rad FOOD SAFETY AND QUALITY SERVICE... 

——Entry 78-1473, Consideration of a waiver of the moratorium. . . Change class to C 55.328:W 13/v.2. 

——Entry 78-1477, World trade outiook for Africa. . . Change class to C 57.11:77-44. 

Delete duplicate entry 78-1494. Entry 78-1493 is listed correctly. 


——Entry 78-1793, Sironger measures needed to insure ... Change class to GA 1.13:HRD-76-153. Change series note to 
HRD-76-153. 


. indicated. Delete entry 


——Entry 78-1794, Problems and needed improvements . . . Change class to GA 1.13:HRD-76-165. Change series note to 
HRD-76-165. 


——Entry 78-1846, New Lockheed policy . . . Change class to GA 1.13:PSAD-77-92. 
——Entry 78-1898, Women. . . Change class to GP 3.22/2:111/3. 





——Entry 78-2034, Flood insurance study; township of Maurice River. . . Change class to HH 10.9:M 44/2. 

——Entry 78-2075, The U.S. foundry coke. . . Add the following collation 51 p.: ill.; 27 cm. 

——Entry 78-2112, Legal institutional implications . . . Add the following note: NSF/RA-770204 appears on cover and spine in error. 
Change series note (NSF/RA-770204) to (NSF/RA-770203). 

——Entry 78-2185, Power lawnmower . . . Change class to Y 3.C 76/3:8 M 87/6. 

——Entry 78-2238, Change title from Collection and publication of world population data. . . March 30 and April 25, 1977. . . to 
Urban trees act of 1977: hearing before the Subcommittee on Forests of Committee on Agriculture, House of Representatives, Ninety- 
fifth Congress, first session, on H.R. 2853 and H.R. 3952, June 21, 1977. Change OCLC 3442269 to OCLC 3708124. Entry 78-2288 is 
listed correctly in same catalog. 

——Entry 78-2301, National Academy of Sciences’ study . . . Change class to Y 4.V 64/3:H 34/8. 

——Entry 78-2302, Report of the National Academy of Sciences. . . Change class to Y 4.V 64/3:H 34/7. 

Following entry 78-2306, delete EXECUTIVE REPORTS AND DOCUMENTS, House of Representatives, Washington, DC 20515. 

——Entry 78-2307, Wife abuse: a workshop guide . . . Change class to Y 4.W 84:10/17. 

Semiannual Index 1978. In Classification Number Index, p. I-1326, delete the following class GP 3.22/2:207/2, 78-8903. 

Mar. 1978. New Classification Numbers p. xvii, entry HE 20.8127:nos.. . . Mental health in deafness (irregular). Change @Item 507-B-2 
to @Item 507-B-29. 

——Entry 78-4003, Conservation now for future quality . . . Change class to A 57.1/3:D 37. 

——Entry 78-4099, County business patterns. Massachusetts . . . Change class to C 3.204:74-23/ch. 

——Entry 78-4277, Omega table; area 01, Northern Europe, pair A-D . . . Change class to D 5.317:224(101)A-D/2. 

——Entry 78-4310, Hose, pipe, and tube fittings. . . Change class to D 7.6/4:H 79/974/rep.977/ch. 1. 

——Entry 78-4330, Army Reserve medical program. . . Change class to D 101.2:M 46/2. 

——Entry 78-4416. Change title from Soldier’s manual to Commander’s manual and change class to D 101.20:55-68 G/CM. Change 
(Field manual: FM 55-68G) to (Field manual; FM 55-68G/CM). Preceding the bibliographical references, add the following note, 
Document bounded with incorrect cover. 

——Entry 78-4422, Area handbook for the Persian Gulf States. . . Change @Item 372-J to @Item 327-J. 

——Entry 78-4450, Commitment to excellence. . . At end of first paragraph and before 1976, insert for sale by the Supt. of Docs., U.S. 
Govt. Print. Off. Following @Item 337, insert S/N 008-022-00102-6 and pbk.: $7.25. 

——Entry 78-4466, Flood plain information: James River, Bedford County, Virginia. . . Change class to D 103.47:B 39/3. 

——Delete entry 78-4522. 

——Entry 78-4524, Background and interest measures as predictors of success . . . Change class to D 301.45/27:76-9. 

——Entry 78-4561, Shipments of nuclear fuel and waste, are they really safe? . . . Change class to E 1.16:0004. 

——Entry 78-4648, Millions in savings possible in converting programs . . . Add @Item 546-D (microfiche). 

——Entry 78-4815, Exposure and processing guide for dental radiography . . . Preceding heading I. United States. Bureau of . . . add 
the following subject heading 1. Teeth—Radiography. 

——Entry 78-4970, The mineral industry of Colorado. . . Change class to I 28.37/a 2:C 71/974. 

——Entry 78-5005, The mineral industry of Indiana. . . Change class to I 28.37/a 2:In 2/974. 

——Entry 78-5117, Appendix C: Geographic classification . . . Change class to L 2.3/a:G 29. 

——Entry 78-5128, Veterans for hire, good business. . . Change class to L 37.2:V 64/977. Change heading to EMPLOYMENT AND 
TRAINING ADMINISTRATION, Labor Dept., Washington, DC 20210. Change imprint to read [Washington]: Dept. of Labor, 
Employment and Training Administration. Delete subject heading 1. Spanish Americans in United States—Statistics. 

——Entry 78-5207. On first line of entry and following United States, add Treaties, etc. Brazil, Sept. 2, 1976. 

——Entry 78-5339, Airport pavement design and evaluation . . . Change class to TD 4.8:P 28/4/rep.976. 

——Entry 78-5526, Airline deregulation and aviation safety . . . Change class to Y 4.G 74/7:Ai 7/11. 

——Entry 78-5541, Living with the trade deficit . . . Change class to Y 4.Ec 7:T 67/5. 

——Entry 78-5598, Adverse personnel actions against professional staff members. . . After collation, delete Serial note, Serial—House, 
Committee on Interstate and Foreign Commerce; no. 95-25. Delete II. Series: United States. Congress. House. Committee on 
Interstate and Foreign Commerce. Serial, 95th Congress; no. 95-25. 

——Delete entry nos. 78-5646 and 78-5647, 1978 ERDA authorization: hearings . 
1977 Monthly Catalog, entry 77-16821. 

——Entry 78-5684, Background information on administrative units . . . Change class to 95-1:H.doc.178. On last line of entry, change 
Report to Document. 

Apr. 1978. New Classification Numbers, p. xvi, entry D 208.6/:CT . . . Foreign language phrase cards. Change class to D 208.6/5:CT, 

——Entry 78-6116, Outdoor recreation research needs . . . Change class to A 13.35:R 31. 

——Entry 78-6129, Secondary wood residue . . . Change last line of entry to read research paper NC; 144. 

——Entry 78-6197, Soil survey of Hartley County, Texas. . . Change class to A 57.38:H 25/2. 

—--Delete duplicate entry 78-6344. Same entry 78-6343 is listed correctly. 

——Delete duplicate entry 78-6348. Same entry 78-6347 is listed correctly. 

——Entry 78-6355, On the Federal merit promotion policy . . . Change class to CS 1.59:5/6. 

——Entry 78-6423, Propellers and test clubs . . . Change class to D 7.6/4:P 94/4/rep.977/ch. 1. 

——Entry 78-6443, Soldier’s manual: enlisted bandleader . . . Change class to D 101.20:12--02 Z 5. 

——Entry 78-6594, Alternative fuels demonstration program . . . Change class to ER 1.25:F 95/2/v.1-2. 

——Entry 78-6641, An analytical study of the irreversible losses . . . Change class to ER 1.11:COO/2895-2. 

——Entry 78-6697, Solvent refined coal (SRS) process . . . Delete 496-115 at end of classes. 


. . Same (combined) entry is listed correctly in Dec. 


XXXX 





——Entry 78-6703. Title should read, Design optimization in underground coal systems . . . The classes are listed correctly. 
——Entry 78-6776, Investigation of converting the product of coal gasification . . . Delete duplicated class, ER 1.11:FE-2203-16. 
——Entry 78-6802, High temperature turbine technology program . . . Delete duplicated class ER 1.11:FE-2290-28. 

——Entry 78-6860, Change first line of entry to read, Workshop on the Use of Solar Energy for the Cooling of Buildings, 2d, University 
of California, Los Angeles, 1975. 

——Entry 78-6877, Index to conference titles. . . Change class to ER 1.11:TID-4045-S 1. 

——Entry 78-6880, Coal feeder development program . . . Change class to ER 1.11:FE-1792-28. 

——Add @lItem 456-D (microfiche) to the following entry nos.: 78-6926, 78-6938, 78-6939, 78-6956, and 78-6973. 

——Entry 78-6999, Historical materials in the John F. Kennedy Library . . . Add this first class, GA 4.2:K 38 

——Entry 78-7034, Code of Federal regulations. [Title] 41, Public contracts and property management . 
108:41/chap. 19-100/977. 

——Entry 78-7063, Violent schools. . . Change class to HE 19.202:Sch 6/3/summ. 

——Entry 78-7068, Art technical report; exercise volume . . . After the collation, add the following series note, Art report; no. 
06-A-20. Complete the subject index by adding III. Series: National Assessment of Educational Progress (Project). Art report; no. 
06-A-20. 

—-—Entry 78-7123, Tests of plastic plano safety spectacles . . . Change class to HE 20.7111/2:Sp 3. 

——Entry 78-7138, Self-destructive behavior among younger age groups. . . Change class to HE 20.8102:M 52/3. 

——Entry 78-7168, Thinking big or small about home improvement? . . . Change class to HH 1.2:H 75/3/977. 

——Entry 78-7182, Victimization, fear of crime . . . Change class to HH 1.70:L 89. 

——Entry 78-7366, Relevance of the American experience . . . Change series note (R; 8-75) to (R; 7-76). 

——Entry 78-7370, The world raw materials . . . Change series note (R; 15-75) to (R; 10-75). 

——Entry 78-7385, The image of American society . . . Change class to IA 1.24/3:R-13-75. 

——Entry 78-7429, CRS—a national review . . . Change class to J 23.2:C 73/2. 

——Entry 78-7520. At end of entry add the following: V. Series: United States. National Aeronautics and Space Administration. NASA 
contractor report; NASA CR-134906. 

——Entry 78-7521, Essays on the history of rocketry . . . After @Item 830-H-10, add (microfiche). 

——Entry 78-7640, Income tax deduction for contributions . . . Change class to T 22.44/2:S 26/10. 

——Entry 78-7732, Revised aircraft accident report, Knob Hill Inc. . . . Change class to TD 1.112:77-11. 

——Entry 78-7843, Flight standards service management handbook . . . Change class to TD 4.8/2:1300.2 A/ch. 5. 

——Entry 78-7864, Dynalist II: a computer program for stability and dynamic response . . . Change class to TD 3.15:75-22.3. 

——Delete entry 78-7911. Same entry is listed correctly in March Monthly Catalog, entry 78-5373. 

——Entry 78-7920, Pilot’s weight and balance handbook . . . Change @Item 431-F-3 to @Item 431-A-27 and also delete ORDO 
following S/N 050-007-00405-2. 


——Entry 78-7932, Specification L-854, radio control equipment ... Change series note from (AC; 150/5343-49) to (AC; 
150/5345-49). 

——Entry 78-7933, Specification for semiflush airport lights . . . Change class to TD 4.8/5:150/5345-46. 

——Entry 78-7938, Aviation’s well of knowledge. . . Change class to TD 4.25:Av 5/3. 

——Entry 78-7987, ATCRBS antenna modification kit . . . Change class to TD 4.509:75-40. In series note . . . Systems Research and 
Development Service; FAA-RD-76-40 change to FAA-RD-75-40, and on last line change FAA-RD-76-40 to FAA-RD-75-40. 

——Entry 78-8094, Maintenance division . . . Change class to TD 4.8/2:8300.4/ch. 40. 


——Delete entry 78-8140. Same entry is listed in September 1977 Monthly Catalog, entry 77-12304. For the latter, see correction listed 
on previous page. 


. . Delete duplicated class 


——Entry 78-8159, Adult education: futures and amendments. . . Change class to Y 3.Ed 8/4:1/977/sec. 2. 

——Entry 78-8200, History of paperwork reform efforts . . . Change class to Y 3.P 19:2 R 25/2. 

——Entry 78-8231. Same entry is listed correctly in December Monthly Catalog, entry 77-16742. 

——Entry 78-8305, Final report/American Indian Policy Review Commission . . . Change class to Y 4.In 2/10:R 29/v.1. 

May 1978. Entry 78-8509, Take off the bridle . . . Change class to A 1.40:F 34/13. 

——Entry 78-8524, How to estimate defect in white fir. . . Change class to A 13.66/12:D 36/2. 

——Entry 78-8649, Climate atlas of the outer continental shelf waters . . . Change class to C 55.281:A1 1 s/v. 1-3. 

——Entry 78-8668, The ports of Anchorage . . . Change class to D 103.8:38/2. 

——Entry 78-8675, An empirical method of forecasting thunderstorms . . . Change class to D 111.9/4:5584. 

——Entry 78-8679, Commander’s manual: combat engineer. . . At end of first paragraph and before 1978, insert for sale by the Supt. of 
Docs., U.S. Govt. Print. Off. Following @Item 324, insert S/N 008-020-00680-7 and pbk.: $4.15. 

——Entry 78-8723, U.S. Navy marine climatic atlas . . . Change class to D 202.2:At 6/977/v. 2. 

——Entry 78-8849, The 1976 Alaska power survey . . . Change class to FP 1.2:A1 1 s/2/976/v. 1-2. 

——Entry 78-8891, Budget of the United States government, 1979 . . . Change class to GP 3.22/2:204/3 

——Delete entry 78-8903. Same entry 78-8902 is listed correctly. 

——Delete entry 78-8994. Same entry is listed correctly in January 1977 Monthly Catalog, entry 77-655. 

——Entry 78-9019, Minneapolis residential energy consumption . . . Change class to HH 1.2:En 2/15 min. 

——Entry 78-9033, Flood insurance study: town of Bradley, Maine . . . Change class to HH 10.9:B 72/2. 

——Entry 78-9034, Flood insurance study: village of Portville, New York . . . Change class to HH 10.9:P 83/4. 

——Entry 78-9051, Flood insurance study: Claiborne County, Mississippi. . . Change class to HH 10.9:C 52. 

——Entry 78-9202, Crimes and victims . . . Change class to J 1.2:C 86/25. 





——Entry 78-9232, Copyright fees effective January 1, 1978 . . . Change subject index to Copyright—United States. I. United States. 
Copyright Office. 


——Entry 78-9391, At end of entry, delete V. Series: United States. National Aeronautics and Space Administration. NASA technical 
memorandum; NASA TM-78422. 

——Entry 78-9392. At end of entry delete IV. Series: United States. National Aeronautics and Space Administration. NASA technical 
memorandum; NASA TM-78423. 

——Entry 78-9450, Final environmental statement for the Space Shuttle . . . Change class to NAS 1.59:Sh 9/2. 

——Entry 78-9559, United States of America 7 5/8 percent Treasury Bonds . . . Change class to TD 1.4/3:11-77. 

——Entry 78-9593, A study of the health effects of bicycling in an urban atmosphere . . . Change class to TD 1.35:78-001. 

——Entry 78-9597, Hazard classification of explosives . . . Change class to TD 1.35:20-73-2. 

——Delete entry 78-9614. Entry 78-9620 is the correct entry. 

— —Entry 78-9685, National airspace data interchange network . . . Change class to TD 4.32/9:2661. 

——Entry 78-9731, Security education manual . . . Change class to TD 5.8:Se 2/2. 

——Entry 78-9847, Safety, sales, and services . . . Change class to Y 3.C 76,’3:8 M 87/7. 

——Entry 78-9882, Older Americans Programs oversight . . . Change class to Y 4.Ag 4/2:01 1/2. 

——Entry 78-9883, Oversight hearings: Older Americans act . . . Change class to Y 4.Ag 4/2:0 1/3. 

——Entry 78-9894, Supplemental appropriations for fiscal year 1978 . . . Change class to Y 4.Ap 6/2:Ap 6/2/978. 

——Entry 78-9907. Same entry is listed correctly in January 1977 Monthly Catalog, entry 77-965. 

——Delete entry 78-9944, Role of the Internal Revenue Service . . . Same entry is listed correctly in August 1976 Monthly Catalog, 
entry 76-3667. 


——Entry 78-10052. Delete the following heading; EXECUTIVE REPORTS AND DOCUMENTS House of Representatives 
Washington, DC 20515. 

——Entry 78-10055, Study mission to Latin America . . . Change class to 95-1:S. doc. 67 and on last line change House to Senate. 

——Entry 78-10246, Dam safety; eighteenth report . . . Following Issued Feb. 10, 1978, add “Corrected Print.” 

June 1978. entry 78-10422, Soil survey of Contra Costa County . . . Delete second and third classes. 

——Delete entry 78-10543. Same entry is listed correctly in May Monthly Catalog, entry 78-8579. 

—— Entry 78-10573, Consumer’s guide to travel information .. Change class to C 47.12:T 64/2/978. 

—— Entry 78-10575, Automated prediction of thunderstorms . . . Change class to C 55.13/2:NWS TDL-62. 

—— Entry 78-10690, Soldier’s manual : MOS 41C. . . Change class to D 101.20:9-41 C 3. 

—— Entry 78-10854, TS-148 radar test set training . . . Change class to D 301.45/27-3:76-21. 

—— Entry 78-10925, Impact of nearstream vegetation . . . Delete second 600/3-77-097 from class. 

—— Entry 78-11085, Mission analysis of photovoltaic solar energy systems . . . Change class to ER 1.11:SAN/1101-76/3. 

—— Entry 78-11198, Information and referal services for the elderly . . . Change class to HE 23.3009:IN 3. 

—— Entry 78-11230, Women and estregens . . . Change class to HE 20.4010/a:W 84. 

—— Entry 78-78-11935, Veterans Services Division operations . . . Change class to VA 1.18:27-1/pt.1/ch.2. 

—— Entry 78-78-11962, Hearings before the Commission on Revision . . . Change class to Y 3.Ap 4/3:2 H 34/2. 

—— Entry 78-12022, Administration’s welfare reform proposal . . . Change class to Y 4.Ag 8/1:W 45/pt.2-4. 

—— Entry 78-12212, Subversion : Uruguayan Armed Forces summary. . . Change third class to Y3.J 66:13/69596-1. 

—— Entry 78-12213, Annual report—Ozarks Regional Commission . . . Change third class to Y 3.Oz 1:1/974. 

—— Entry 78-Entry 78-12214, The Bankruptcy reform act . . . Change class to Y 4.J 89/2:B 22/19/pt.3. 

July 1978. Entry 78-12645, Consolidated master cross reference list. . . Change date of publication from Jan. 1977, pt. 1-2 to July 1977, 
pt. 1-2. 

—— Entry 78-12726, Hay Creek. . . Change class to D 103.22:H 32. 

—— Entry 78-Entry 78-12756, Manual of the Medical Department . . . Change class to D 206.8/2:976/ch.91. 

—— Entry 78-Entry 78-13001, Venturi scrubber performance model. . . Delete heading TECHNOLOGY TRANSFER Environmen- 
tal Protection Agency, Washington, DC 20460 and change ciass to EP 1.23/2:600/2-77-172. 

Aug. 1978. Entry 78-15033, Resistors, fixed and adjustable . . . Change class to D 7.6/4:R 31/973/rep. 

—— Entry 78-15324, Factors affecting the electric power supply . . . Change class to FP 1.2:E] 2/24/exec. 

—— Entry 78-Entry 78-15460, Flood insurance study, Brown County, Minnesota . . . Change class to HH 10.9:B81. 

—— Entry 78-15675, Directory of judicial . . . Change class to Ju 10.2:C 49. Delete Supreme Court from the second line of entry and 
zip code 20543 and also @Item 732. 

—— Entry 78-16228, Reorganization plan no. 2 of 1977. . . Change class to Y 4.G 74/9:R 29/no.2. 

Sept. 1978. Entry 78-19272, The U.S. balance of international payments . . . Change class to Y 10.9:In 8. 

Oct. 1978. Entry 78-19915, Gulf summaries, annual summary . . . Add @Item 610-A. 

—— Entry 78-19918, Middle Atlantic fisheries, annual summary . . . Add @Item 610-A. 

—— Entry 78-19958, 1975 patterns of foreign travel in the United States. . . Change class to C 47.18:V 55. 

—— Entry 78-Entry 78-20978, Draft environmental impact statement . . . Change class to E 1.20:0002-D. 

--— Entry 78-21492, Inspection of petroleum operations . . . Delete : for sale by the Supt. of Docs., U.S. Govt. Print. Off., S/N 
024-001-02756-9 and $0.50. 

—— Entry 78-21899, Status of the world’s nations . . . Price includes map, Political map of the world. 

—— Entry 78-22103, Nuclear cement content gage comparison analysis . . . Change @Item 982-G-11 to @Item 982-G-19. 

—— Entry 78-22573, Amending the Mineral leasing act of 1920. . . Change class to 95-2:H.rp.924/pt. 1-2. 
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Morphological and mating system studies 
of new taxon of Hericium 
(Aphyllophorales, Hericaceae) from 
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A new species of 
(aphyllophorales, 
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Taxonomy of Phanerochaete chrysor- 
hizon and Hydnum omnivorum /, 78- 
16549 

Bureau of Mines Technology Transfer 

Seminars, Pittsburgh, Pa., and Denver, 

Colo., 1978. 

Coal mine fire and explosion prevention : 
proceedings, Bureau of Mines 
Technology Transfer Seminars, Pitt- 
sburgh, Pa., March 2, 1978, and 
Denver, Colo., March 14, 1978 /, 78- 
11465 

Bureau of Mines Technology Transfer 

Seminars, Pittsburgh, Pa., and St. Louis, 

Mo., 1976. 

Respirable dust control : proceedings, 
Bureau of Mines Technology Transfer 
Seminars, Pittsburgh, Pa., September 
21, 1976 and St. Louis Mo., Sep- 
tember 23, 1976 /, 78-4963 

Burge, Raymond E., jt. auth. 

Effects of campfires on soil properties /, 

78-649 
Burger, W J , joint author. 

Systems analysis of the visibility require- 
ments of passenger car drivers /, 78- 
8092 

Burgess and Niple, itd. 

Flood insurance study : town of Mason, 
West Virginia Mason County., 78- 
9113 

Town of Mason, West Virgina, Mason 
County., 78-9113 

Burgess, Dent L 

Soil survey of Johnston 

Oklahoma /, 78-79 
Burgess, Eric, joint author. 

The voyage of Mariner 10 : mission to 
Venus and Mercury /, 78-21834 
Burgess, Isabel A 

Presentation /, 


Laeticorticium 
corticiaceae) from 
Appalachians /, 78- 
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Burgess, Jay A., jt. auth. 

Joint venture agreements in Romania : 
background for implementation /, 78- 
159 

Burgess, Lester E 

Feasibility study of molecular grafting to 
solubilize coal : final report /, 78- 
20515 

Burgess, Paul L , joint author. 

The adequacy of unemployment in- 
surance benefits : an analysis of adjust- 
ments under taken through thirteen 
and twenty-five weeks of unemploy- 
ment/, 78-26298 
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Burgi, P H 
Bicycle-safe grate inlets study /, 
78-24375 


Hydraulic characteristics of three 
selected grate inlets on continuous 
grades., 78-24375 

Burgin, George H , joint author. 

Use of sensitivity analysis to predict per- 
formance as a function of different dis- 
plays /, 78-18200 

Burk, Sanger M 

Spin-tunnel investigation of the spinning 

characteristics of typical single-engine 


general aviation airplane designs /, 
78-26363 


Spin-tunnel investigation of the spinning 
characteristics of typical single-engine 
general aviation airplane designs : I, 
low-wing model A, effects of tail con- 
figurations /, 78-18257 

Burke, Bryan J , jt. auth. 
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ing home improvements., 78-9028 

In the bank... or up the chimney? a dol- 
lars and cents guide to energy-saving 
home improvements., 78-9028 

Burke, G de Planque , joint author. 

Determination of 77N gamma radiation 
fields at BWR nuclear power stations /, 
78-13141 

Burke, James R 
Coal preparation plants., 
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78-10919 


Inspection manual for the enforcement 
of new source performance standards : 
coal preparation plants /, 78-10919 

Burke, R W 

Certification and use of acidic potassium 

dichromate solutions as an ultraviolet 


absorbance standard SRM 935 /, 78- 
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Standard reference materials, certifica- 
tion and use of acidic potassium 
dichromate solutions as an ultraviolet 
absorbance standard - SRM 935., 78- 
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Burkes, James M 

Impact testing of 
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human volunteers /, 


Allied Chemical 
dummies and 
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emission factors /, 78-20674 

Burley, Noel A 
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Burnett, Eric F P 

Design and construction of large-panel 

concrete structures /, 78-17674 
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Burnett, William M 

Applied research project selection in 
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financial assistance : by Burns & Mc- 
Donnell., 78-5336 
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Burns and Roe. 
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Remarks by Arthur F. Burns, Chairman, 
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Burns, Marcelline. 
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Burns, Russell M 
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coal for electric power generation : 
final report R&D task 8 (phase 1), 
period February 1975-August 1976 /, 
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tebrates in the California desert /, 78- 
5070 


Busack, Stephen D , joint author. 
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vegetation mapped by multispectral 
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and aircraft data /, 78-9386 

Butler, Alfred K , joint author. 

Application of tactical data systems for 
training : DEVTOS feasibility deter- 
mination and selection of an instruc- 
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Butler, Dwain K 
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Butler, Gary L , joint author. 
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Effects, uptake, and metabolism of 
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seaweeds /, 78-12874 
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Butler, H D 

The Texas quick-load method for foun- 
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Compilation of rate constants for the 
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solar radiation /, 78-11753 
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Byrne, Robert J 
Railcar coordination among cooperatives 
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C. E. Pagan Associates. 
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Cable, Dwight R 

Western wheatgrass transplants grow well 

on raw mine spoil /, 78-14710 
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Cahn, Ann Foote. 
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minum from dross /, 78-21531 
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California. Department of Water Resources. 
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Calibration of a mathematical model of 
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surveys. Basic data summary of snow 
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for Western United States, including 


Columbia River drainage in Canada., 
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Western United States, including 
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78-17793 
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California. University. 
The history of the Beach Erosion Board, 
U.S. Army, Corps of Engineers, 1930 - 
63 /, 78-10771 


Pollutant formation in fuel 
reciruciating flows /, 78-18162 


1977 MACSYMA 
78-18240 
California. University. College of 
Engineering. 
Analysis of consolidation of earth and 
rockfill dams final report /, 78- 
10758 


California. University. Scripps Institution of 

Oceanography, La Jolla. 

Initial reports of the Deep Sea Drilling 
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Oceanographic Institutions for Deep 
Earth Sampling., 78-2113, 78- 
13986, 78-21858, 78-26424 

Study and evaluation of remedial sand 


bypassing procedures : final report /, 
78-15085 


Wave climate at Torrey Pines Beach, 
California /, 78-20290 


California. University. University at Los 

Angeles. 

Manual of survey techniques and prac- 
tices : a guide to surveying Medicare- 
Medicaid standards for intermediate 
care facilities., 78-13535 


California Academy of Sciences, San 
Francisco. 
A host-parasite catalog of North Amer- 
ican Tachinidae (Diptera) /, 78- 
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California Institute of Technology. Dept. of 
Chemical Engineering. 
Air monitor siting by objective /, 78- 
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California Institute of Technology, 
Pasadena. Jet Propulsion Laboratory. 
Accelerated/abbreviated test methods, 
study 4 of task 3 (encapsulation) of 


the low-cost silicon solar array project 
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Analysis of effects of impurities inten- 
tionally incorporated into silicon., 78- 
13076, 78-20829 


Environmental impact statement for the 
Jet Propulsion Laboratory., 78-11789 


Evaluation of selected chemical 
processes for production of low-cost 
silicon (phase II) : silicon material task 
low-cost silicon solar array project., 
78-25447 


High efficiency thin-film GaAs solar 
cells., 78-20497 


Hydrogen-enrichment-concept prelimina- 
ry evaluation /, 78-11092 


JPL profile., 78-743 
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Proceedings of the 
Users’ Conference /, 
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Phase 2 of the array automated assembly 
task for the low cost silicon solar array 
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Proceedings of the DOE Chemi- 
cal/Hydrogen Energy Systems Contrac- 
tor Review, held November 16-17, 
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23227 


Review of world experience and proper- 
ties of materials for encapsulation of 
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Seasat., 78-21848 


Seasat A 
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Transparent superstrate terrestrial solar 
cell module : final report /, 78-25454 


Utilization of waste heat in trucks for in- 
creased fuel economy : final report /, 
78-23350 


The voyage of Mariner 10 : mission to 
Venus and Mercury /, 78-21834 


Voyager : journey to the outer planets., 
78-742 


California Institute of Technology, 
Pasedena. Jet Propulsion Laboratory. 
Application of multispectral radar and 

LANDSAT imagery to_ geologic 
mapping in Death Valley /, 78-24210 


Development and testing of shingle-type 
solar cell modules., 78-23306 


oceanography today., 78- 


Stochastic processes, estimation theory 


and image enhancement /, 78-24211 


California State University, Long Beach. 
Calculation of laminar and _ turbulent 
boundary layers for two-dimensional 
time-dependent flows /, 78-18174 
Calkin, Homer L 
Women in American foreign affairs /, 
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Calkins, Darryl J 
Analysis of potential ice jam sites on the 
Connecticut River at Windsor, Ver- 
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Arching of model ice floes : effect of 
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Evaluation and recommendations for 
snowdrift control at FAA ILS facilities 
in Barrow and Deadhorse, Alaska /, 
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Description of CRIB, the GIPSY retrieval 
mechanism, and the interface to the 
General Electric MARK III service /, 
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Callahan, John J 
School finance reform 
handbook /, 78-7065 


Callahan, Wayne. 
Medicare, utilization of home health ser- 
vices, 1974 /, 78-8953 
Callaway, Carey S , joint author. 
Laboratory methods in medical mycology 
/, 78-25907 


Callaway, R J , joint author. 

New York Bight suspended matter and 
oceanographic data, 1973-1974 : total 
suspended matter, Traverse Stations, 
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total suspended matter, December, 
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Calspan Corporation. 

Heavy metal pollution from spillage at 

ore smelters and mills /, 78-270 


Multipath and _ performance 
TRSB receivers /, 78-8014 


Calvert, Seymour, joint author. 


Design criteria for rocket exhaust scrub- 
bers /, 78-25670 


Effects of temperature and pressure on 
particle collection mechanisms 
theoretical review /, 78-12956 


Gas-atomized spray scrubber evaluation 
/, 78-12924 
High-temperature and high-pressure par- 


ticulate control requirements /, 78- 
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a_ legislators’ 


tests of 


National Dust Collector Model 850 
variable rod module venturi scrubber 


evaluation /, 78-20714 


Second EPA Fine Particle Scrubber Sym- 
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Study of horizontal-spray 
force/condensation 
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Inspection manual for the enforcement 
of new source performance standards : 
as applied to contact catalyst sulfuric 
acid plants : /, 78-12863 
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Camacho, A A , joint author. 

Aseismic design of building service 
systems : the state-of-the-art /, 78- 
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Camarda, Charles J 

Analysis and radiant heating tests of a 
heat-pipe-cooled leading edge /, 78- 
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Cambel, Ali B , joint author. 

Solar heating and cooling commercializa- 

tion workshop., 78-23301 


flux 
scrubber /, 78- 


Sulfuric acid plants., 
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Summary of proceedings of solar heating 
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workshop, May 1977 /, 78-23301 

Cambodia. 

Ground-water resources of Cambodia /, 
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Cambridge Hydrodynamics, inc. 
Prediction of compliant wall drag reduc- 
tion, partI /, 78-18204 
Stability analysis for laminar flow con- 
trol, Part I /, 78-18203 
Cambridge Systematics. 
Auto restricted zone/multi-user vehicle 
system study /, 78-16039, 78-16040 


Feasibility study of shared ride auto 
transport : final report /, 78-9755 


Cameron, Cornelia Clermont, 1911- 
Mineral resources of the Bradwell Bay 
Wilderness and the Sopchoppy River 
Study Area, Wakulla County, Florida 
/, 78-624 
Cameron, John R , joint author. 
Physical and chemical behavior of 
liquefied coal in solids separation /, 
78-13137 


Cameron, Joseph M 
Designs for the calibration of standards 
of mass [errata]., 78-22875 


Camfield, Frederick E 
A method for estimating wind-wave 
growth and decay in shallow water 


with high values of bottom friction /, 
78-12737 


Wind-wave propagation over flooded, 
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Animal colonization of man-initiated salt 
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Wind shear modeling for aircraft hazard 
definition /, 78-9707, 78-24395 


Camp, Dennis W 
Development of a procedure to model 
high-resolution wind profiles from 
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Camp, Dresser & McKee. 
Flood insurance — study 
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Flood insurance study : town of Shelter 
Island, New York, Suffolk County., 
78-2045 


Flood insurance study : town of Urbana, 
New York, Steuben County., 78-604 


Flood insurance study : village of Sag 
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78-595 


Flood insurance study : Village of Sea 
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United States Army unit histories /, 78- 
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Potential water yield response following 
clearcut harvesting on north and south 
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Campbell, James F , joint author. 

Improvement of maneuver aerodynamics 
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A model for simulating random _at- 
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Three-dimensional random _ earth at- 
mospheres for Monte Carlo trajectory 
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Uranium-Thorium Symposium., 


Campbell, Kenneth L 

Fleet accident evaluation of FMVSS 121 
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Campbell, R E 

Solar radiation measurement in northern 
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Campbell, Robert S, joint author. 
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Water resources review., 78-3405 
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Water resources review., 78-3405 


Canada. Water Resources Division. 
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Canada. Water Survey. 
Pacific Northwest water resources sum- 
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Niessen, Frank R 

The effect of variations in controls and 
displays on helicopter instrument ap- 
proach capability /, 78-11733 

Niessner, Charles W 

Value engineering study of bituminous 

patching /, 78-18615 
Nightingale, H I 

Environmental aspects of water spread- 
ing for ground-water recharge /, 78- 
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Nimmo, M H 
International project catalog of modular 
integrated utility systems [errata] /, 
78-25022 
Ninteman, Donald J 
Spontaneous oxidation and combustion 
of sulfide ores in underground mines : 
a literature survey /, 78-21540 
Nishijima, K A , joint author. 
Morphological and mating system studies 
of new taxon of = Hericium 
(Aphyllophorales, Hericaceae) from 
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Niskern, Diana. 
Algae /, 78-9263 
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Solar energy /, 

Nissim, E 

Development and application of an op- 
timization procedure for flutter sup- 
pression using the aerodynamic energy 
concept /, 78-26372 

Recent advances in aerodynamic energy 
concept for flutter suppression and 
gust alleviation using active controls., 
78-9347 

Nivikov, O A 

Economics and_ operation of the 
maritime fleet Ekonomika i ekspluatat- 
siya morskogo flota /, 78-22320 

Nix, Harold L 

The community and its involvement in 
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78-23844 

Nix, James E 

Retail meat prices in perspective /, 78- 
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Nixon, John R 
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Nixon, Roy W 

Growing dates in the United States /, 
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NOAA Climate Diagnostics Workshop, 2d, 

Scripps Institution of Oceanography, 

1977. 

Proceedings of the second annual Cli- 
mate Diagnostics Workshop : held at 
the Scripps Institute of Oceanography, 
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Nobe, Ken 

Parametric studies of catalysts for NOx 
control from stationary power plants /, 
78-12951 
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Project constant growth : pilot attitudes : 
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July 1976 /, 78-15199 

Project constant growth, pilot attitudes : 
final report for period October 1975 - 
July 1975 /, 78-4551 

Noble, Daniel L , joint author. 

Germination, survival, and growth of 
lodgepole pine under simulated 
precipitation regimes : a greenhouse 
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a 5-year progress report /, 78-14695 
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United States Life Saving Service an- 
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Need for power determinants in the State 

decisionmaking processes /, 78-18941 
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Noguchi, Thomas T 

Neck injury assessment protocol /, 78- 
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17686 

Norcross, W R 

Industrial application of fluidized-bed 

combustion : phase I., 78-20908 


Industrial application of fluidized-bed 
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Nord, John C 
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Motor vehicle accidents in relation to 
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highway intersections /, 78-18585 
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Alternatives for small wastewater treat- 
ment systems., 78-6591 
North American Conference on Labor 
Statistics. 
Selected papers from North American 
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North Atlantic Treaty Organization. 
Compendium of international air stan- 
dardization agreements ASCC, 
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North Atlantic Treaty Organization. 
Committee on the Challenges of Modern 
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school 
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heating augmentation expri- 
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Fisheries. 
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North Carolina. State University, Raleigh. 
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onset flows : a review and analysis /, 
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North Carolina Science and Technology 
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ductors for solar applications., 78- 
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North Dakota. State University, Fargo. 
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North Dakota. University. 

Technology and use of lignite 
proceedings of a symposium sponsored 
by the U.S. Energy Research and 
Development Administration and the 
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1977 /, 78-23346 

North Dakota Geological Survey. 

Minerals in the economy of North 

Dakota., 78-26187 
North Dakota State University. 

Chemistry of lignite liquefaction /, 78- 
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A guide to obtaining information from 
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Ocean food and energy farm project : 
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dies of M. pyrifera growth in upwelled 
oceanic water /, 78-6686 

Northeastern University. Auditory 
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Comparison of various methods for pre- 
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Evaluation methodologies for four 
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Technological Institute. 
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Norton, R L 
Hydrocarbon control strategies for 
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fuels /, 78-10380 
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Asbestos toxicity /, 78-443 
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Euthanasia and the right to die /, 78- 
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Genetic counseling /, 78-15424 


Psychological aspects of cancer : April 
1973 through December 1977, 269 
citations in English /, 78-7086 


Saccharin /, 78-440 


Nowels, Larry. 
Legislation on foreign relations through 
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Nuclear safety. 
» 78-16126 


Nuclear Safety Information Center. 

Index to Nuclear safety; a_ technical 
progress review by chronology, per- 
muted title, and author., 78-16126, 
78-24495 


Structural integrity of materials in 
nuclear service : a bibliography /, 78- 
9875 


Nuese, C J , joint author. 
Room-temperature-operation visible- 
emission semiconductor diode lasers /, 
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Nugent, Joseph W , joint author. 

The use of a handheld programmable 
calculator to determine the explosibili- 
ty of mine atmospheres and gas mix- 
tures /, 78-17868 

Nummedal, Dag 

The channeled scabland : a guide to the 
geomorphology of the Columbia Basin, 
Washington : prepared for the Com- 
parative Planetary Geology Field Con- 
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Nunn, Sam. 

NATO and the new Soviet threat : report 
of Senator Sam Nunn and Senator 
Dewey F. Bartlett to the Committee on 
Armed Services, United States Senate., 
78-8240 

Nurco, David N. 

Conducting followup research on drug 

treatment programs /, 78-521 


Nure Uranium Geology Symposium, Grand 
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1977 NURE Uranium Geology Symposi- 
um, [December 7-8, 1977]., 78- 
20593 
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Cold-air performance of free-power tur- 
bine designed for 112-kilowatt automa- 
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tive gas-turbine engine : I - Design sta- 
tor-vane-chord setting angle of 35 /, 
78-18256 

Nussbaum, Peter J 

Portland cement concrete pavements : 
performance related to design-con- 
struction-maintenance /, 78-7818 

Nussbaumer, D A 

Regulation of naturally occurring and ac- 
celerator-produced radioactive materi- 
als : a task force review /, 78-18885 

Nutile, David A 

Computer program for obtaining sound 
speeds from digitized environmental 
data /, 78-20377 

Nutkis, M S 

Hot corrosion/erosion testing of materials 
for application to advanced power 
conversion systems using coal-derived 
fuels task Il-fluidized bed com- 
bustion., 78-25475 

NVGA-AMEG Commission on National 

Assessment. Career and Occupational 

Development. 

Career development needs of adults : 
how to improve career development 
programs /, 78-403 

Career development needs of nine-year 
olds : how to improve career develop- 
ment programs /, 78-405 

Career development needs of thirteen- 
year olds : how to improve career 
development programs /, 78-404 

How to improve career development pro- 
grams., 78-403, 78-404, 78-405 

Nybell, Lynn. 

Problem solving in EPSDT : 

guide B/, 78-531 
Nydick, Sander E 

Recommendations for future govern- 
ment-sponsored energy conservation 
research and development in the paper 
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Nyhan, J W 

Soil survey of Los Alamos County, New 

Mexico /, 78-25503 
Nyland, Ted W , joint author. 

In situ. measurements of Arctic at- 
mospheric trace constituents from an 
aircraft /, 78-21821 

Nypan, Lester J 

Ball to separator contact forces in angu- 
lar contact ball bearings under thrust 
and radial loads /, 78-26355 

Nyrop, Richard F 

Area handbook for the Persian Guif 
States /, 78-4422 

Area handbook for the Yemens /, 78- 
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Oak Creek Laboratory of Biology. 
Design and evaluation of laboratory 
ecological system studies /, 78-12875 


Oak Ridge Associated Universities. 

Manpower Development Division. 

Nuclear engineering enrollments and 
degrees, 1976 : enrollments- fall 1976, 
degrees granted July 1966-June 1976 
/, 78-11032 

Radiation protection enrollments and 
degrees, 1976 : enrollments - fall 1976, 
degrees granted July 1966-June 1976 
/, 78-23562 

Oak Ridge National Laboratory. 
A CHORD simulation for insult assess- 


ment to the red bone marrow /, 78- 
8825 


Development of cementitious grouts for 
the incorporation of radioactive 
wastes: part 2, continuation of cesium 
and strontium leach studies /, 78- 
11076 


Formerly utilized MED/AEC _ sites, 


remedial action program : final report., 
78-25392 


Formerly utilized MED/AEC _ sites 
remedial action programs : radiological 
survey of the Hooker Chemical Com- 
pany, Niagara Falls, N.Y., 78-10875 

The global carbon dioxide problem /, 
78-17271 


High-temperature gas-cooled reactor 
safety studies for the Division of Reac- 
tor Safety Research ..., 78-17262 


Index to Nuclear safety; a_ technical 
progress review by chronology, per- 
muted title, and author., 78-16126, 
78-24495 


Molten-salt reactor program semiannual 


progress report for period ending 
February 29, 1976., 78-17269 


Oak Ridge Bicentennial 
technology and society /, 


Lectures 
78-6593 


Proceedings of the International Sym- 
posium on the Management of Wastes 
from the LWR Fuel Cycle : held at the 


Denver Hilton 
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8750 


Quarterly progress report on fission 
product release from LWR fuel for the 
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Radiological survey of the Ashland Oil 
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Radiological survey of the former Linde 
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York., 78-25392 
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Denver, 
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Radiological 
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New York., 


survey of the 
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Radiological survey of the Seaway Indus- 
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78-25392 

Structural integrity of materials in 
nuclear service : a bibliography /, 78- 
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Oak Ridge National Laboratory. Chemical 

Technology Division. 

Desirability and feasibility of vault auto- 
mation in special 
storage /, 78-928 

MRPP multiregion processing plant 
code /, 78-17265 


Multiregion processing plant code., 
17265 


Oak Ridge National Laboratory. Energy 
Division. 

Assessment of water 

nuclear energy centers /, 


Hooker 
Niagara Falls, 


nuclear material 


78- 


resources for 
78-17268 


A comparison between dispersed nuclear 
power plants and a nuclear energy 
center at a hypothetical site on Ken- 
tucky Lake, Tennessee /, 78-17266 

Oak Ridge National Laboratory. 

Environmental Sciences Division. 

Environmental Sciences Division annual 
progress report., 78-20952 


Environmental Sciences Division publica- 
tion ; no. 914. 

Environmental Sciences Division annual 
progress report., 78-20952 


Oak Ridge National Laboratory. Fusion 
Technology Group. 
Tritium instrumentation for a_ fusion 
reactor power plant /, 78-17267 


Oak Ridge National Laboratory. 
Information Center Complex. 
Environmental, health, and 

aspects of coal conversion 
mation overview /, 78-322 
Oak Ridge National Laboratory. 
Instrumentation and Controls Division. 
Instrumentation and Controls Division 
annual progress report; non-LMFBR 
programs., 78-20950, 78-23574 

I & C Instrumentation and Controls Divi- 
sion annual progress report; non- 
LMFBR programs, 78-20950, 78- 
23574 

Oak Ridge National Laboratory. Metals and 
Ceramics Division. 

Magnetic fusion energy materials 
technology program annual progress 


report for period ending June 30, 1976 
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control 
: an infor- 
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Oak Ridge National Laboratory. Metals and 
Ceramics Division. Office of Materials 
Science. 

Materials Science annual progress report, 
78-20951 


Metals and Ceramics Division Materials 
Science annual progress report., 78- 
20951 


Oak Ridge National Laboratory. Neutron 
Physics Division. 
A compendium of energy-dependent sen- 
sitivity profiles for the TRX-2 thermal 
lattice /, 78-25511 


Fission product Beta and Gamma energy 
release /, 78-17263 
Oak Ridge National Laboratory. Reactor 
Division. 
Test of 6-in.-thick pressure vessels /, 
78-17264 


Oak Ridge National Laboratory. Thorium 

Utilization Program. 

A computer model for the KALC 
process studies in the ORGPD off-gas 
decontamination pilot plant /, 78- 
20949 


Oakridge National Laboratory. 
Nuclear safety., 78-3883 


Oberg, C L 

Partial liquefaction of coal by direct 
hydrogenation /, 78-1621, 78-1622, 
78-1623, 78-6770, 78-20522, 78- 
23322, 78-25713 


Oberheu, Howard D. 
Aid to families with dependent children : 
a chartbook., 78-23698 


Oberholtzer, J E 
Laboratory study of limestone regenera- 


tion in dual alkali systems /, 78- 
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Oberle, R Donald , joint author. 

Research and development of rapid 
hydrogenation for coal conversion to 
synthetic motor fuels (riser cracking of 
coal) .../, 78-8812, 78-20550 


Research and development of rapid 
hydrogenation for coal conversion to 
synthetic motor fuels : (riser cracking 
of coal) /, 78-20895 


Research and development of rapid 
hydrogenation for coal conversion to 
synthetic motor fuels : (riser cracking 
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Survey of emissions control and com- 
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Treatment of combined sewer overflows 
by high gradient magnetic separation /, 
78-17107 

O’Brien, Harold W 

Observations of the ultraviolet spectral 
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O’Brien, Keran. 

The application of the donor-acceptor 
model of thermoluminescence to ther- 
moluminescence dosimeters /, 78- 
13140 

O’Brien, Paul J , joint author. 

Real-time manned simulation of ad- 
vanced terminal area guidance con- 
cepts for short-haul operations /, 78- 
18100 

O’Brien, L J , joint author. 

Analysis of a worldwide strong motion 
data sample to develop an improved 
correlation between peak acceleration, 
seismic intensity and other physical 
parameters /, 78-18904 

Ocean Chemistry Laboratory. 

The organic geochemistry of Mangrove 

Lake, Bermuda /, 78-19860 


Ocean Data Systems, inc. 
OTEC thermal resource 
western Gulf of Mexico., 


report for 
78-23387 
Ochrymowych, Julian, joint author. 
Detection of active decay at groundline 
in utility poles /, 78-6174 
Ochsner, J C 
Chemical and fertilizer mineral industry., 
78-25622 


Source assessment : chemical and fertil- 
izer mineral industry : state of the art 
/, 78-25622 

O’Connell, Thelma J 

Extramural research programs supported 
by the Food and Drug Administration : 
July 1, 1975 - September 30, 1976 : 
research grants, contracts, interagency 


agreements, PL 480 projects /, 78- 
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FDA extramural research programs., 
78-447 


O’Connor, J M 
Lethal effects of suspended sediments on 
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Sublethal effects of suspended sediments 
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O’Connor, M J 
Modifications processing procedures : a 
generalized stochastic network model 
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Bromine chloride an alternative to 
chlorine for fouling control in con- 
denser cooling systems /, 78-15282 
O’Dea, John F , joint author. 
Evaluation of the strength and seakeep- 
ing ability of pollution control barriers 
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Alternate hosts of Blepharipa pratensis 
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Methanation activity of Raney nickel 
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Generation of fumes simulating particu- 
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Solving public transportation problems : 
a need for policy reorientation /, 78- 
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Oestreich, David K 

Equilibrium partical pressure of sulfur 
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Offutt, Joan. 
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vices : principles and practice /, 78- 
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Recognition of compact astrophysical ob- 

jects /, 78-18153 
Ogilvie, Bonita M 

MAST is saving lives : an EMS success 
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and on succeeding wheat yields and 
quality /, 78-14795 

Research progress and needs conserva- 
tion tillage Council Bluffs, 
January 6-7, 1976., 78-10437 


Selecting and operating beekeeping 
equipment /, 78-16479 
Standard tests to characterize pest re- 


sistance in alfalfa varieties /, 78- 
14794 


Iowa, 


1976 virus tolerance ratings for corn 
strains grown in the lower corn belt /, 
78-4019 


United States. Agricultural Research 
Service. Northeastern Region. 
The Beltsville Agricultural Research 
Center, Beltsville, Maryland : organiza- 
tion & program., 78-16721 


Dairy herd improvement 


2460 


An evaluation of various types of 
disposable pallets in unitized systems 
for fresh citrus fruits /, 78-14797 


Handling frozen foods from warehouse 
receiving to retail display : an evalua- 
tion of selected methods and systems /, 
78-16723 


United States. Agricultural Research 
Service. Northern Regional Research 
Laboratory. 

Publications and patents., 


letter., 78- 


78-19592 


United States. Agricultural Research 
Service. Office of Administrator. 
Concepts for using modeling as a 

research tool /, 78-22747 


United States. Agricultural Research 
Service. Southern Region. 
Attenuation of noise from steam injec- 
tion in poultry scald tanks /, 78- 
14803 


Boll weevil suppression, management, 
and elimination technology 
proceedings of a conference, February 
13-15, 1974, Memphis, Tennessee., 
78-14798 


Computer program for reservoir-water 
budgets /, 78-8571 


Cultivation of neglected tropical fruits 
with promise /, 78-10438 


Effects of chemosterilant fumigation on 


the mortality and 
weevils /, 78-14800 


sterility of boll 





December 1978 


Effects of repetitive compression on lint- 
cotton packaging /, 78-4026 


Electronic tracking system for studying 
the ’oscillatory effect’ in insects /, 78- 
4021 

Equipment for mass rearing of the 
greater wax moth and the parasite Lix- 
ophaga diatraeae /, 78-8573 


Experimental steam conditioner for 
inshell pecans /, 78-10443 


Friction factors for vegetated waterways 
of small slope /, 78-14802 


Heliothis spp. and their parasites and dis- 
eases on crops in the Pee Dee region 
of South Carolina, 1971-73 /, 78- 
4023 


An improved method for rearing the 
tobacco hornworm /, 78-10442 


Improvements in techniques and equip- 
ment for production of a common 
green lacewing, Chrysopa carnea /, 
78-14801 


Instrumentation and techniques for mea- 
suring the quality of insect vision with 
the electroretinogram /, 78-4027 

Method for continuously monitoring the 
CO2 output of caged insects : potential 


applications in quality control of 
colonized insects /, 78-10441 


Methods for rearing Aedes taenior- 
hynchus (Wiedemann) in the laborato- 
ry /, 78-4024 


MOTHZV-2 : a computer simulation of 
Heliothis zea and Heliothis virescens 
population dynamics : users manual /, 
78-14799 


New chemosterilants for boll weevils /, 
78-16724 


Performance characteristics of a grassed- 
waterway transition /, 78-4025 


Slow-release formulations of aldicarb : 
modeling of soil persistence /, 78- 
4022 


Soil and water management systems for 
sloping land /, 78-10439 


Sugarcane variety tests in Florida, 1976- 
77 harvest season /, 78-10440 


Water quality in the Texas coastal basins 
/, 78-8572 


United States. Agricultural Research 
Service. Southern Regional Research 
Center. 

Publications and patents with abstracts., 
78-10444 


United States. Agricultural Research 
Service. Textiles and Clothing 
Laboratory. 

Removing stains from fabrics /, 78- 
14571 
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United States. Agricultural Research 
Service. Western Region. 
Codling moth : agar substitutes in artifi- 
cial diets /, 78-4028 


Cotton research in Phoenix., 78-22746 


Electrical conductivity methods for de- 
tecting and delineating saline seeps 
and measuring salinity in northern 
Great Plains soils /, 78-i16726 


Herbage response after mechanical and 
herbicide treatment of big sagebrush in 
southwest Idaho /, 78-16727 

Layered diet for pink bollworm rearing /, 
78-6218 

Nonchemical control of pink bollworms 
/, 78-16725 


Opium poppy _ research in the 
southwestern United States, 1945-66 /, 
78-8574 


Selecting and 
equipment /, 


operating beekeeping 

78-16479 

Temperature-dependent development 
rate tables for insects associated with 
cotton in the Southwest /, 78-14804 


Utilization of agricultural crop residues : 
an annotated bibliography of selected 
publications, 1966-76 /, 78-16728 


United States. Agricultural Stabilization and 
Conservation Service. 

Agricultural conservation program., 78- 
10461, 78-10462 


Agricultural Conservation Program 
practice accomplishments by states : 
40 year summary, 1936 through 1975., 
78-10452 


The Agricultural Stabilization and Con- 
servation Service., 78-10457 

ASCS aerial photography status maps., 
78-19604 

ASCS background information. BI ; no 
& 

The Agricultural Stabilization and Con- 
servation Service., 78-10457 

ASCS background information. BI ; no. 
zs 

Commodity Credit Corporation., 78- 
10458 

ASCS background information. BI ; no. 
10. 

Results of marketing quota referendums., 
78-10459 

ASCS background information. BI ; no. 
11. 

Commodity programs and related legisla- 
tion through the years., 78-10460 

Commodity Credit Corporation., 78- 
10458 

Commodity Credit Corporation charts., 
78-10464 

Commodity programs and related legisla- 
tion through the years., 78-10460 
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Compilation of statutes relating to soil 
conservation, set aside, acreage diver- 
sion, marketing quotas and allotments, 
wheat certificates, Commodity Credit 
Corporation, price support, export and 
surplus removal, Public Law 480, crop 
insurance, sugar payments and quotas, 
marketing agreements and _ orders, 
school lunch, child nutrition, food 
stamp, and_ related  statutes., 78- 
19514 


Draft environmental statement : agricul- 
tural conservation program., 78- 
10461, 78-10462 


Feed grain, wheat, upland cotton and 
rice programs, disaster and deficiency 
provisions., 78-10453 


78-19603 
ASCS farm programs., 78- 


The Fertilizer supply., 


Nevada's 
19600 


New York annual program summarty., 
78-10449 

Pennsylvania annual report., 78-10450 

78-10456 


Practice accomplishments by states., 
78-10452 
Report of 
Island., 


The Pesticide review., 


accomplishments, Rhode 


78-19601 


Report on participation in ASCS county 


programs and operations by racial 
groups., 78-10454 


Results of marketing quota referendums., 
78-10459 


United States. Agricultural Stabilization and 
Conservation Service. Caribbean Area 
Office. 

Annual report of Carribean Area Office, 
United States Department of Agricul- 
ture, Agricultural Stabilization and 
Conservation Service., 78-19599 


Caribbean report, 78- 
19599 


United States. Agricultural Stabilization and 
Conservation Service. Commodity 
Operations Division. 

A study to determine the feasibility of 
purchasing barrel cheese under the 
dairy support program : report /, 78- 
16729 

United States. Agricultural Stabilization and 
Conservation Service. Data Division. 
Congressional district ranking by selected 

programs and commodities : 93rd Con- 
gress /, 78-12412 

United States. Agricultural Stabilization and 
Conservation Service. Data Systems 
Division. 

Agricultural conservation program ac- 
complishments., 78-22750 

Appalachian Land Stabilization and Con- 
servation Program : program results 


area, annual 
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from inception 
1973., 78-14807 


Feed grain, wheat and upland cotton 


program disaster provisions., 78- 
22751 


State data profiles., 


through Dec. 31, 


78-19602 


United States. Agricultural Stabilization and 
Conservation Service. Environmenial and 
Land Use Programs Division. 
Appalachian Land Stabilization and Con- 

servation Program : program results 
from inception through Dec. 31, 
1973., 78-14807 


United States. Agricultural Stabilization and 
Conservation Service. Environmental 
Quality and Land Use Division. 
Agricultural conservation program ac- 

complishments., 78-22750 


United States. Agricultural Stabilization and 
Conservation Service. Tobacco & Peanut 
Division. 

Tobacco allotted, by counties and kinds., 
78-10455 


United States. Agricultural Stabilization and 
Conservation Service. West Virginia 
ASCS State Office. 


West Virginia annual report., 78-22749 


United States. Agriculutral Research 
Service. 
Food for fitness : a daily food guide /, 
78-1313 


United States. Air Force. 
Air power in three wars [WWII, Korea, 
Vietnam] /, 78-16958 


United States Air Force. Directorate of 
Criminal Investigations. 


Crime scene handbook., 78-25378 


Pamphlet - AFOSIP ; 124-83. 
Crime scene handbook., 78-25378 


United states. Air Force. Directorate of 
Engineering and Services. 
Effects of moisture in built-up-roofing : a 
state-of-the-art literature survey /, 78- 
19775 


United States. Air Force. Force Systems 
Command. 
Annual report - Air Force Systems Com- 
mand., 78-25376 


United States. Air Force. Medical Service. 
Medical service digest., 78-3098 


United States. Air Force. Office of 
Comptroller. 


The Air Force comptroller., 78-3093 


United States. Air Force. Strategic Air 
Command. 


Combat crew., 78-3094 


United States. Air Force. Systems 
Command. 
Air Force Systems Command., 78-6519 
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United States. Air Force. Systems 
Command. 3201st Air Base Group. 
Office of History. 


Operation new arrivals., 78-6520 


United States. Air Force Academy. 
Annual catalog - United States Air Force 
Academy., 78-23217 


Catalog - United States Air Force Acade- 
my, 78-23217 


United States Air 
catalog, 78-23217 


United States. Air Force Academy. Dept. of 
Behavioral Sciences and Leadership. 
Behavior and physiological correlates of 

varying noise environments /, 78-282 

United States. Air Force Academy. Library. 
Falconry., 78-10869 
Special bibliography series ; no. 54. 
Falconry., 78-10869 

United States. Air Force Communications 
System. 

From sundials to atomic clocks : un- 
derstanding time and frequency /, 78- 
14879 

United States. Air Force. Directorate of 
Engineering and Services. 

Directory of State environmental 
planning agencies., 78-20409 

United States. Air Force Institute of 
Technology, Wright-Patterson Air Force 
Base, Ohio. Civil Engineering School. 

Air Force engineering & services quar- 
terly., 78-3091 


Engineering and services quarterly, 78- 
3091 


United States. Air traffic service. 
Air _ traffic control., 78-3779, 78- 
14169 


ATS fact book., 


Contractions., 
78-26609 


Flight services., 


Force Academy 


78-3784 


78-3780, 78-14170, 


78-3781 
78-3783 
78-5404, 


Location identifiers.., 


Special military operations., 
78-9693, 78-18699 


Special military operations handbook., 
78-26611, 78-26612, 78-26613 
United States. Air Traffic Service. 
Operations Research Branch. 
Performance measurement system for 
major airports., 78-7958 
United States. Air University. 
Air University review., 78-3085 


Documentary research study ; AU-204- 
74-IPD. 

An introduction to the history of the 
Middle East for military students /, 
78-12777 





United States. Air University. Library. 
Air University Library index to military 
periodicals., 78-3086 


United States. Airway Facilities Service. 

Air navigation and air traffic control 
facility performance and availability., 
78-11921, 78-22204 

Facility performance report., 
78-26628 

Report - Airway Facilities Service ; AAF- 
74-2. 

Summary report on Airway Facilities 
maintenance program evaluation con- 
ducted in the Western Region ; August 
12 - 31,1 1973., 78-22198 

Report - Airway Facilities Service ; AAF- 
74-3. 

Summary report on airway facilities F & 
E program evaluation conducted in the 
Southern Region ; March 4- 22, 1974., 
78-22199 

Report - Airway Facilities Service ; AAF- 
75-2. 

Summary report on airway facilities F&E 
program evaluation conducted in the 
Western region, December 2-20, 
1974., 78-9715 


Report - Airway Facilities Service ; AAF- 
76-3. 

Summary report on Airway Facilities F 
& E program evaluation conducted in 
the Southwest Region : January 19- 
February 6, 1976., 78-22200 

Report - Airway Facilities Service ; AAF- 
76-5. 

Summary report on airway facilities F&E 
program evaluation conducted in the 
Eastern region, April 12-30, 1976., 
78-9716 


Report - Airway Facilities Service ; AAF- 
76-6. 

Summary report on airway facilities F&E 
program evaluation conducted in the 
Southern region, May 10-28, 1976., 
78-9717 


Report - Airway Facilities Service ; AAF- 
76-8. 

Summary report on Airway Facilities 
F&E program evaluation conducted in 
the Alaskan region, August 9-27, 
1976., 78-22201 


Report - Airway Facilities Service ; AAF- 
76-9. 

Summary report on Airway Engineering 
Support Division activities, Aeronauti- 
cal Center : October 27 - November 
11, 1976., 78-8016 

Report - Airway Facilities Service ; AAF- 
77-1. 

Summary report on Airway Facilities 
maintenance program conducted in the 
Northwest Region : November 29, to 
December 15, 1976., 78-22202 


78-26627, 





December 1978 


Report - Airway Facilities Service ; AAF- 
77-2. 

Summary report on Airway Facilities 
maintenance program evaluation con- 
ducted in the Paficif Region : January 
31- February 18, 1977., 78-22203 


Summary report on Airway Engineering 
Support Division activities, Aeronauti- 
cal Center : October 27 - November 
11, 1976., 78-8016 


Summary report on airway facilities F & 
E program evaluation conducted in the 
Southern Region ; March 4- 22, 1974., 
78-22199 


Summary report on Airway Facilities F 
& E program evaluation conducted in 
the Southwest Region : January 19- 
February 6, 1976., 78-22200 


Summary report on Airway Facilities 
F&E program evaluation conducted in 
the Alaskan region, August 9-27, 
1976., 78-22201 


Summary report on airway facilities F&E 
program evaluation conducted in the 
Eastern region, April 12-30, 1976., 
78-9716 


Summary report on airway facilities F&E 
program evaluation conducted in the 
Southern region, May 10-28, 1976., 
78-9717 


Summary report on airway facilities F&E 
program evaluation conducted in the 
Western region, December 2-20, 
1974., 78-9715 


Summary report on Airway Facilities 
maintenance program conducted in the 
Northwest Region : November 29, to 
December 15, 1976., 78-22202 


Summary report on Airway Facilities 
maintenance program evaluation con- 
ducted in the Paficif Region : January 
31- February 18, 1977., 78-22203 


Summary report on Airway Facilities 
maintenance program evaluation con- 
ducted in the Western Region ; August 
12 - 31,1 1973., 78-22198 

United States. Alcohol, Drug Abuse, and 

Mental Health Administration. 


ADAMHA, an agency serving people., 
78-17631 


Confidentiality of alcohol and drug abuse 
patient records and child abuse and 
neglect reporting : a joint policy state- 


78-21307 


An interview with Rosalynn Carter : a 
transcript of a community service 
radio program from the Alcohol, Drug 
Abuse, and Mental Health Administra- 
tion., 78-1984 


Political psychiatry : a post-Watergate 
perspective or the revolution of falling 
expectations., 78-7143 


ment /, 
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Raising children : a transcript of a com- 
munity service radio program with 
guests from the Alcohol, Drug Abuse, 
and Mental Health Administration., 
78-15443 

Report of the ADAMHA Manpower Pol- 
icy Analysis Task Force., 78-21306 

Shattering sex role stereotypes 
tions for growth., 78-21308 


: founda- 


Social work : a transcript of a communi- 
ty service radio program with guests 
from the Alcohol, Drug Abuse, and 
Mental Health Administration., 78- 
13572 


Summary proceedings : 
ference on prevention /, 


Tripartite con- 
78-499 

TV and social behavior : a transcript of a 
community service radio program with 
guests from the Alcohol, Drug Abuse, 
and Mental Health Administration., 
78-13573 

Working together : 
78-17632 


United States. Aluminum and Miscellaneous 
Metals and Minerals Program. 
Aluminum imports and exports., 78- 
2874 


United States. American Battle Monuments 
Commission. 
Annual report of the American Battle 
Monuments Commission., 78-8353 


United States. American Forces Press 
Service. 
Layout & production tips for the new 
editor., 78-6370 


United States. American Indian Policy 
Review Commission. 
Final report /, 78-8305, 


CETA, ADAMHA., 


78-24620 


Meetings of the American Indian Policy 
Review Commission., 78-8300, 78- 
22492 


Special Joint Task Force report on 
Alaskan native issues /, 78-1057 


United States. American Revolution 

Bicentennial Administration. 

The Bicentennial of the United States of 
America : a final report to the people 
{announcement and order form]., 78- 
8145 


Bicentennial 
reprints., 


times; 
78-9845 


commemorative 


A catalogue of community achievement., 
78-26666 
Environmental 

13782 


Event planning workbook American 
Revolution Bicentennial 1776-1976 /, 
78-22286 


Horizons on display : part of the continu- 
ing American Revolution : a bicenten- 


living program., 78- 
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nial tribute to community achieve- 
ment., 78-26666 


The world of Franklin and Jefferson : a 
souvenir of the American Revolution 


Bicentennial Administration exhibition 
/, 78-8144 


The world of Franklin and Jefferson : an 
exhibition [British Museum, 17 Sep- 
tember to 16 November, 1975] /, 78- 
8143 


United States. Ames Research Center, 
Moffett Field, Calif. 
Aerodynamic design guidelines and com- 
puter program for estimation of sub- 


sonic wind tunnel performance /, 78- 
11676 


Aileron and Kruger nose flaps effective- 
ness measured on an oblique wing /, 
78-18117 


Analysis of low altitude atmospheric tur- 
bulence data measured in flight /, 78- 
18187 


Calibration of transonic and supersonic 
wind tunnels /, 78-18211 


Computers for real time flight simulation 
: a market survey /, 78-18186 


Development of an integrated configura- 
tion management/flight director system 
for piloted STOL approaches /, 78- 
13959 


The effect of a visual/motion display 
mismatch in a single axis compensato- 


ry tracking task /, 78-18212 


Effect of wing flexibility on the experi- 
mental characteristics of an oblique 
wing /, 78-18118 


The effects of blowing over various trail- 
ing-edge flaps on an NACA 0006 air- 
foil section, comparisons with various 
types of flaps on other airfoil sections, 
and an analysis of flow and power rela- 
tionships for blowing systems /, 78- 
18062 


Environmental statement for Ames 


Research Center, Moffett Field, Calif., 
78-11787 


Evaluation of mean and_ turbulent 
velocity measurements in subsonic ac- 
celerated boundary layers /, 78- 
13905 


Experimental evaluation of nacelle-air- 
frame interference forces and pres- 
sures at Mach numbers of 0.9 to 1.4 /, 
78-9354 

Feasibility study of modern airships, 
phase II : executive study /, 78-18213 

High altitude perspective /, 78-24221 

Measurements of surface-pressure and 
wake-flow fluctations in the flow field 


of a Whitcomb supercritical airfoil /, 
78-18079 
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The NASA Ames Research Center one- 
and two-dimensional stratospheric 
models., 78-18255 


NASA aviation safety reporting system /, 
78-26328 


NASA aviation safety reporting system : 
fourth quarterly report, January 15, 
1977 - April 14, 1977 /, 78-18142 


NASA aviation safety reporting system : 
third quarterly report : October 15, 
1976 - January 14, 1977., 78-9370 

78-24208 


Real-time manned simulation of ad- 
vanced terminal area guidance con- 
cepts for short-haul operations /, 78- 
18100 


Simplified methods for calculating 
photodissociation rates of various 
molecules in Schumann-Runge band 


systems in the upper atmosphere /, 
78-18071 


Pioneer Venus., 


Study of the application of an implicit 
model-following flight controller to lift- 
fan VTOL aircraft /, 78-24232 


Systems reliability issues for future air- 

craft : a workshop /, 78-24226 
United States. Animal and Plant Health 

Inspection Service. 

Animal and Plant Health Inspection Ser- 
vice., 78-4031 

APHIS ; 91-17-7. 

State-Federal health requirements and 
regulations governing the interstate 
and international movement’ of 
livestock and poultry., 78-16745 

Available information, Animal and Plant 
Health Inspection Service., 78-4031 

Citrus blackfly : a destructive pest of 
citrus and other fruit trees., 78-14 


78-2535 


Don’t buy brucellosis : ‘one test is not 
enough”’., 78-100 

Exotic Newcastle and the pet bird., 78- 
22768 


Foreign meat & poultry inspection pro- 
gram., 78-12444 


Gypsy moth : a major pest of trees., 78- 
10 


Cooperative plant pest report., 


Meat and poultry inspection regulations., 
78-2533 


State-Federal health requirements and 
regulations governing the interstate 
and international movement of 
livestock and poultry., 78-16745 

Surveillance and collection of arthropods 
of veterinary importance /, 78-19515 

Travelers’ tips on bringing food, plant, 


and animal products into the United 
States., 78-16497 
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Witchweed : have you seen it in the Mid- 
west?, 78-19615 


United States. Animal and Plant Health 
Inspection Service. Plant Protection and 
Quarantine Programs. 

Aerial application of agricultural chemi- 
cals., 78-12362 


Handbbook of plant tolerances to methyl 
bromide., 78-12446 


Keeping pests from entering the country., 
78-22662 


Plant quarantine import requirements of 
foreign countries for logs and lumber., 
78-14823 

[Plant quarantine import requirements 
of] Greece : change in entry require- 
ments., 78-14822 

United States. Animal and Plant Health 

Inspection Service. Veterinary Services. 

Animal morbidity report., 78-2536, 
78-16746 


The Animal welfare act : how it protects 
your dog and cat., 78-101 


APHIS facts about 
questions & answers., 


brucellosis 
78-10496 


Biological products in licensed establish- 


ments produced and destroyed., 78- 
19616 


Cooperative State-Federal bovine  tu- 
berculosis eradication program, statisti- 


cal tables., 78-12448 


State-Federal _ brucellosis 
eradication program; statistical tables., 
78-22770 


Cooperative 


Directory of animal disease diagnostic 
laboratories., 78-12443 


Emergency animal disease eradication 
guide /, 78-6251 

Exotic Newcastle disease 
program., 78-10498 


Foreign animal 
2538 


surveillance 


diseases report., 78- 


National status on control of garbage- 
feeding., 78-2458 


Protecting America’s animal health., 
78-14820 


Trypanosomiasis 
14824 


Veterinary biological products : 
sees, permittees /, 78-14821 


78-6250 


bibliography., 78- 
licen- 


Veterinary Services., 


Veterinary Services biologics notice ; no. 
22. 
Biological products in licensed establish- 


ments produced and destroyed., 78- 
19616 





Veterinary Services biologics notice ; no. 
24. 

Biological products in licensed establish- 
ments produced and destroyed., 78- 
19616 

Veterinary Services biologics notice ; no. 
25. 

Biological products in licensed establish- 
ments produced and destroyed., 78- 
19616 

United States. Appalachian Land 

Stabilization and Conservation Program. 

Appalachian Land Stabilization and Con- 
servation Program : program results 
from inception through Dec. 31, 
1977., 78-10451, 78-14807 

United States. Applied Statistics Training 

Institute. 

Applied Statistics Training Institute ap- 
plication form., 78-8979 


United States. Architect of the Capitol. 
Audit of the United States Senate restau- 
rants revolving fund, October 3, 1976 
to October 1, 1977 : Architect of the 
Capitol : report /, 78-23644 


Report of the Architect of the Capitol, 
78-5897, 78-24807 


Semiannual report of the Architect of 
the Capitol., 78-5897, 78-24807 


Study and report on the feasibility of the 
use of solar energy for the House Of- 
fice Buildings., 78-19288 


Study of the use of solar energy in House 
Office Buildings : communication from 
the Architect of the Capitol ..., 78- 
19288 


United States. Argonne National 
Laboratory, Lemont, IIl. 
Addendum to user’s guide for cli- 


matological dispersion model /, 78- 
1561 


Final report on CDIF [component 
development integration facility] com- 
bustor instrumented test section /, 
78-1624 


Temporal response methods for dynamic 
measurement of in-process inventory 
of dissolved nuclear materials /, 78- 
924 


United States. Armed Forces Institute of 
Pathology. 
Pathology of tropical and extraordinary 
diseases /, 78-6367, 78-25108 
Tumors of the parathyroid /, 78-25107 


United States. Arms Control and 
Disarmament Agency. 
The American experience with peaceful 
nuclear explosions., 78-24987 


78-22793 


Arms control moving toward world 
security., 78-24988 


Arms control., 





December 1978 


Arms control and disarmament agree- 
ments : texts and history of negotia- 
tions., 78-12453 


Arms control report /, 78-16766 


Arms limitation agreements : July 1974 
summit., 78-16765 


Banning environmental 


10526 


Documents on disarmament., 


warfare., 78- 


78-22794 


International negotiations on the biologi- 
cal-weapons and toxin convention /, 
78-14838 


Nuclear policy /, 78-24989 


Peaceful nuclear power versus nuclear 
bombs : maintaining a dividing line., 
78-24990 

Publication - Arms Control and Disarma- 
ment Agency ; 73. 

Arms limitation agreements 
summit., 78-16765 


Publication - Arms Control and Disarma- 
ment Agency ; 78. 

International negotiations on the biologi- 
cal-weapons and toxin convention /, 
78-14838 


Publication - Arms Control and Disarma- 
ment Agency ; 82. 

Arms control moving toward world 
security., 78-24988 


Publication - Arms Control and Disarma- 
ment Agency ; 87. 

Treaties on the limitation of underground 
nuclear weapon tests and on un- 
derground nuclear explosions for 
peaceful purposes., 78-12454 


Publication - Arms Control and Disarma- 
ment Agency ; 89. 
Arms control report /, 


: July 1974 


78-16766 


Publication - Arms Control and Disarma- 
ment Agency ; 91. 

Peaceful nuclear power versus nuclear 
bombs : maintaining a dividing line., 
78-24990 

Publication - Arms Control and Disarma- 
ment Agency ; 93. 


Documents on disarmament., 78-22794 


Publication - Arms Control and Disarma- 
ment Agency ; 94. 

Arms control and disarmament agree- 
ments : texts and history of negotia- 
tions., 78-12453 


Publication - Arms Control and Disarma- 
ment Agency ; 95. 

Banning environmental 
10526 


Publication - Arms Control and Disarma- 
ment Agency ; 96. 
Arms control., 78-22793 


78-24991 


warfare., 78- 


Statement /, 
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Telephone directory. Dept. of State, 
Agency for International Development, 
Arms Control and Disarmament Agen- 
cy, Overseas Private Investment Cor- 
poration., 78-14009, 78-14010, 
78-14011, 78-26441 
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meat : hearing before the Subcommit- 
tee on Livestock and Grains of the 
Committee on Agriculture, House of 
Representatives, Ninety-fifth Congress, 
first session, November 22, 1977, 
Scottsbluff, Nebr., 78-16164 


Mandatory inspection of rabbit meat : 
hearing before the Subcommittee on 
Livestock and Grains of the Commit- 
tee on Agriculture, House’ of 
Representatives, Ninety-fifth Congress, 
first session, on H.R. 2521, February 
22, 1977., 78-958 
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Meat market reporting reform act 
hearings before the Subcommittee on 
Livestock and Grains of the Commit- 
tee on Agriculture, House of 
Representatives, Ninety-fifth Congress, 
first session, on H.R. 7393, August 6, 
1977, Sioux City, lowa, October 4, 
1977, Washington, D.C., 78-14275 


Protection of grain in bonded 
warehouses : hearing before the Sub- 
committee on Livestock and Grains of 
the Committee on Agriculture, House 
of Representatives, Ninety-fifth Con- 
gress, first session, November 21, 
1977, Wichita Falls, Tex., 78-12019 

Stockyard rate regulation : hearings be- 
fore the Subcommittee on Livestock 
and Grains of the Committee on 
Agriculture, House of Representatives, 
Ninety-fifth Congress, second session 
on H.R. 9482, January 18, 1978, Fort 
Smith, Ark., March 14, 1978, 
Washington, D.C., 78-19005 


United States. Congress. House. Committee 
on Agriculture. Subcommittee on Oilseeds 
and Rice. 

Export of U.S. agricultural commodities : 
hearing before the Subcommittee on 
Oilseeds and Rice and Subcommittee 
on Livestock and Grains of the Com- 
mittee on Agriculture, House of 
Representatives, Ninety-fifth Congress, 
first session, October 12, 1977., 78- 
8227 


United States. Congress. House. Committee 
on Agriculture. Subcommittee on 
Tobacco. 

Economic value of present tobacco pro- 
gram : hearing before the Subcommit- 
tee on Tobacco of the Committee on 
Agriculture, House of Represen- 
tatibves, Ninety-fifth Congress, first 
session, October 6, 1977., 78-5495 


Leasing of flue-cured tobacco marketing 
quotas : hearing before the Subcom- 
mittee on Tobacco of the Committee 
on Agriculture, House of Representa- 
tives, Ninety-fifth Congress, first ses- 
sion, on H.R. 3416, March 15, 1977., 
78-16167 


United States. Congress. House. Committee 

on Appropriations. 

Agriculture, rural development, and re- 
lated agencies appropriation bill, 1979 
: report to accompany H.R. 13125., 
78-22593 

Amending the act of October 2, 1968, an 
act to establish a Redwood National 
Park in the State of California, and for 
other purposes : report to accompany 
H.R. 3813., 78-5726 

Black lung disability trust fund supple- 
mental appropriation for fiscal year 
1978 : hearings before a subcommittee 
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of the Committee on Appropriations, 
House of Representatives, Ninety-fifth 
Congress, second session., 78-26733 


Child health assurance act of 1978 : re- 
port /, 78-26964 


Defense officer personnel management 
act : report to accompany H.R. 5503., 
78-5721 


Department of the Interior and related 
agencies appropriation bill, 1979 : re- 
port to accompany H.R. 12932., 78- 
19340 


Department of Transportation and re- 
lated agencies appropriation bill, 1979 
report together with separate and 
supplemental views to accompany H.R 
12933., 78-19341 


Departments of Labor and Health, Edu- 
cation, and and related agencies ap- 
propriation bill, 1979 : report together 
with supplemental and additional views 
to accompany H.R. 12929., 78-19338 


Departments of State, Justice, and Com- 
merce, the Judiciary, and related agen- 
cies appropriation bill, fiscal year 1979 
: report together with additional views 
to accompany H.R. 12934., 78-19342 

Disaster payments exemption report 
together with opposing views to ac- 
company H.R. 9090., 78-10121 


Disaster relief supplemental appropria- 
tion : report to accompany H.J. Res. 
796., 78-14484 


District of Columbia appropriation bill, 
1978 report to accompany H.R 
13468., 78-26954 


District of Columbia appropriation bill, 
1978 : report together with additional 
views to accompany H.R. 9005., 78- 
1237 


The Federal budget for 1979 : hearings 
before the Committee on Appropria- 
tions, House of Representatives, 
Ninety-fifth Congress, second session., 
78-16172 


First budget rescission bill, fiscal year 


1978 : report to accompany H.R. 
10982., 78-12272 


Fiscal stimulus appropriation _ bill 
hearings before subcommittees of the 
Committee on Appropriations, House 
of Representatives, Ninety-fifth Con- 
gress, first session., 78-16174 


Foreign assistance and related programs 
appropriation bill, 1979 report 
together with minority and additional 
views to accompany H.R. 12931., 78- 
19339 


Further continuing appropriations, 1978 : 
report to accompany H.J. Res. 643., 
78-5818 
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Further continuing appropriations, 1978 : 
report to accompany H.J. Res. 662., 
78-10155 


Grade and pay retention for certain em- 
ployees : report to accompany H.R. 
9279., 78-19293 


Legislative branch appropriation bill, 
1979 : report together with minority 
views to accompany H.R. 12935., 78- 
19343 

Military construction appropriation bill, 
1979 report to accompany H.R. 
12927., 78-19336 


Public works for water and power 
development and energy research ap- 
propriation bill, 1979 : report to ac- 
company H.R. 12928., 78-19337 


Report on subdivision to subcommittees 
of budget totals agreed to in second 
concurrent resolution on the budget 
(H. Con. Res. 341) for fiscal year 
1978 /, 78-5746 


Resolution disapproving deferral of 
budget authority, Department of Ener- 
gy (Energy Research and Development 
Administration) : report to accompany 
H. Res. 851., 78-5808 


Resolution disapproving deferral of 
budget authority, Department of Ener- 
gy (Energy Research and Development 
Administration) : report to accompany 
H. Res. 852., 78-5809 


Resolution disapproving deferral of 
budget authority, Department of Ener- 
gy (Energy Research and Development 
Administration) : report to accompany 
H. Res. 853., 78-5810 


Resolution disapproving deferral of 
budget authority, Department of Ener- 
gy (Energy Research and Development 
Administration) : report to accompany 
H. Res. 854., 78-5811 


Second supplemental appropriation bill, 
1978 : hearings before subcommittees 
of the Committee on Appropriations, 
House of Representatives, Ninety-fifth 
Congress, second session., 78-22384, 
78-24568 


Second supplemental appropriations bill, 
1978 report to accompany H.R. 
13467., 78-24724 


Small Business Administration disaster 
loan supplemental appropriation : re- 


port to accompany H.J. Res. 873., 
78-19311 


Subdivision to subcommittees of budget 
totals agreed to in first concurrent 
resolution on the budget (S. Con. Res. 


19) for fiscal year 1978 /, 78-26877 


Supplemental appropriation bill, 1978 : 
hearings before subcommittees of the 
Committee on Appropriations, House 
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of Representatives, Ninety-fifth Con- 
gress, first session., 78-962 


Supplemental appropriation bill, 1978 : 
report together with additional views 
to accompany H.R. 9375., 78-1248 


Supplemental appropriations for the 
United States Railway Association : re- 
port to accompany H.J. Res. 859., 
78-16382 


Third budget rescission bill, fiscal year 
1977 report to accompany H.R. 
9019., 78-5741 


Treasury, Postal Service, and general 
government appropriation bill, 1979 : 
report together with additional views 
to accompany H.R. 12930., 78-22590 


Urgent power supplemental appropria- 
tions : report to accompany H.J. Res. 
746., 78-14431 


United States. Congress. House. Committee 
on Appropriations. Subcommittee of the 
Department of Defense. 

Department of Defense appropriations 
for 1979 : hearings before a subcom- 
mittee of the Committee on Ap- 
propriations, House of Representatives, 
Ninety-fifth Congress, second session /, 
78-22386 


United States. Congress. House. Committee 
on Appropriations. Subcommittee on 
Agriculture, Rural Development, and 
Related Agencies. 

Agriculture, rural development, and re- 
lated agencies appropriations for 1979 
: hearings before a subcommittee of 
the Committee on Appropriations, 
House of Representatives, Ninety-fifth 
Congress, second session /, 78-12026, 
78-14280, 78-16171 


United States. Congress. House. Committee 
on Appropriations. Subcommittee on 
Foreign Operations and Related Agencies. 
Assessment of the effectiveness of the 

World Bank and the Inter-American 
Development Bank in aiding the poor., 
78-22387 


Foreign assistance and related agencies 
appropriations for 1978 : hearings be- 
fore a subcommittee of the Committee 
on Appropriations, House of Represen- 
tatives, Ninety-fifty Congress, first ses- 
sion., 78-9891 


Foreign assistance and related agencies 
appropriations for 1979 : hearings be- 
fore a subcommittee of the Committee 
on Appropriations, House of Represen- 
tatives, Ninety-fifth Congress, second 
session /, 78-16175, 78-22387 

United States. Congress. House. Committee 
on Appropriations. Subcommittee on 

HUD-Independent Agencies. 

Department of Housing and Urban 
Development—independent agencies 
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appropriations for 1979 : hearings be- 
fore a subcommittee of the Committee 
on Appropriations, House of Represen- 
tatives, Ninety-fifth Congress, second 
session /, 78-12027, 78-19014 


Department of Housing and Urban 
Development, independent agencies 
appropriations : hearings before a sub- 
committee of the Committee on Ap- 
propriations, House of Representatives, 
Ninety-fifth Congress, second session /, 
78-16176 


Space shuttle appropriations for fiscal 
year 1979 : hearings before the sub- 
committees of the Committee on Ap- 
propriations, House of Representatives, 
Ninety-fifth Congress, second session /, 
78-19021 


United States. Congress. House. Committee 
on Appropriations. Subcommittee on 
Legislative Branch Appropriations. 
Legislative branch apporpriations for 

1979 : hearings before a subcommittee 
of the Committee on Appropriations, 
House of Representatives, Ninety-fifth 
Congress, second session /, 78-14283 


United States. Congress. House. Committee 
on Appropriations. Subcommittee on 
Military Construction Appropriations. 
Military construction appropriations for 

1979 : hearings before a subcommittee 
of the Committee on Appropriations, 
House of Representatives, Ninety-fifth 
Congress, second session /, 78-16178, 
78-19019 


Space shuttle appropriations for fiscal 
year 1979 : hearings before the sub- 
committees of the Committee on Ap- 
propriations, House of Representatives, 
Ninety-fifth Congress, second session /, 
78-19021 


United States. Congress. House. Committee 
on Appropriations. Subcommittee on 
Public Works. 

Public works for water and power 
development and energy research ap- 
propriation bill, 1977 : hearings before 
a subcommittee of the Committee on 
Appropriations, House of Representa- 
tives, Ninety-fourth Congress, second 
session /, 78-9892, 78-12029, 78- 
14284, 78-16179 


Urgent power supplemental appropria- 
tion for 1978 (H.J. Res. 746) 
hearings before a subcommittee of the 
Committee on Appropriations, House 
of Representatives, Ninety-fifth Con- 
gress, second session., 78-19020 


United States. Congress. House. Committee 
on Appropriations. Subcommittee on the 
Deparment of Defense. 

Department of Defense appropriations 
for 1979 : Hearings before a subcom- 
mittee of the Committee on Ap- 
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propriations, House of Representa- 
tions, Ninetyafifth Congress, second 
session /, 78-16173 


United States. Congress. House. Committee 
on Appropriations. Subcommittee on the 
Department of Defense. 

Department of Defense appropriations : < © 
hearings before a subcommittee of the mee er eee “gig ot 
Committee on Appropriations, House , ‘ ; J 
of Representatives, Ninety-fifth Con- United States. Congress. House. Committee 
gresss, first session /, 78-22385 on Appropriations. Subcommittee on the 

Departments of State, Justice, and 

Commerce, the Judiciary, and Related 

Agencies. 

Departments of State, Justice, and Com- 


Departments of Labor and Health, 

Education, and Welfare. 

Departments of Labor and Health, Edu- 
cation, and Welfare appropriations for 
1979 : hearings before a subcommittee 
of the Committee on Appropriations, 
House of Representatives, Ninety-fifth 


Authorizing appropriations for fiscal year 
1979 for intelligence and intelligence- 
related activities of the U.S. Govern- 
ment, the Intelligence Community 
Staff, the Central Intelligence Agency 
Retirement and Disability System ... : 
report to accompany H.R. 12240., 
78-19305 


Authorizing appropriations for the De- 
partment of Energy for national securi- 
ty programs for fiscal year 1979 : re- 
port to accompany H.R. 11686., 78- 
24711 


Department of Defense appropriations 
for 1978 : hearings before a subcom- 


mittee of the Committee on Ap- Authorizing appropriations for the use of 


propriations, House of Representatives, 
Ninety-fifth Congress, first session ..., 
78-964, 78-2241, 78-5498 
Department of Defense appropriations 
for 1979 : hearings before a subcom- 
mittee of the Committee on Ap- 
propriations, House of Representa- 
tions, Ninety-fifth Congress, second 
session /, 78-19013 


Space shuttle appropriations for fiscal 
year 1979 : hearings before the sub- 
committees of the Committee on Ap- 
propriations, House of Representatives, 
Ninety-fifth Congress, second session /, 


merce, the Juciciary, and related agen- 
cies appropriations for 1978 : hearings 
before a subcommittee of the Commit- 
tee on Appropriations, House of 
Representatives, Ninety-fifth Congress, 
second session : Department of Com- 
merce, reprograming /, 78-9893 


Departments of State, Justice, and Com- 


merce, the Juciciary, and related agen- 
cies appropriations undocumented 
aliens : hearings before a subcommit- 
tee of the Committee on Appropria- 
tions, House of Representatives, 
Ninety-fifth Congress, second session /, 
78-12025 


the Energy Research and Development 
Administration for fiscal year 1978 for 
national security programs : report to 
accompany H.R. 6566., 78-5691 


Authorizing retirement of certain reserve 


members after 20 years of active duty : 
report to accompany H.R. 10341., 
78-16342 


Committee rules and rules for investiga- 


tive hearings conducted by subcommit- 
tees of the Committee on Armed Ser- 
vices, U.S. House of Representatives, 
Ninety-fifth Congress, 1977-78., 78- 
8236 


78-19021 


United States. Congress. House. Committee 
on Appropriations. Subcommittee on the cies appropriations for 1979 : hearings 
Department of the Interior and Related before a subcommittee of the Commit- 
Agencies. tee on Appropriations, House of 
Department of the Interior and related Representatives, Ninety-fifth Congress, 

agencies appropriations for 1979 second session /, 78-14285 

hearings before a subcommittee of the | United States. Congress. House. Committee 
Committee on Appropriations, House on Appropriations. Subcommittee on the 
of Representatives, Ninety-fifth Con- Treasury, Postal Service, and General 
gress, second session /, 78-12028, Government Appropriations. 

78-14281, 78-19015, 78-19016 Third budget rescission bill for fiscal year 


1977 (H.R. 9019) : hearings befor 
United States. Congress. House. Committee ( ‘ ) re. : 
ays . subcommittees of the Committee on 
on Appropriations. Subcommittee on the Appropriations, House of Representa- 
Department of Transportation and tives, Ninety-fifth Congress, first ses- : 
Related Agencies Appropriations. sion.., 78.963 ate ria saci i: “or 
Department of Transportation and re- Me? no to accompany H.R. 6966., 78- 
lated agencies appropriations : United Treasury, Postal Service, and general 
‘ ae government appropriations for fiscal 
States Railway Association fiscal year : 
; year 1979 : hearings before a subcom- 
1978 supplemental request : hearings . f the C Oe A 
before a subcommittee on the Com- eee ae ee eee 
E mgs propriations, House of Representatives, 
mittee on Appropriations, House of 


: Ninety-fifth Congress, second session /, 4 
Representatives, Ninety-fifth Congress, 78-16181 on Post Office and Civil Service, H.R. 
second session /, 78-19022 


United States. Congress. House. Committee re eee 
on Armed Services. Full committee consideration of H.R. 
Amending title 10 of the United States 583 : to amend chapter 5 of title 37, 
Code, to establish a ceiling for pay- United States Code, to extend the spe- 
ments to physicians under CHAMPUS cial pay provisions for reenlistment 
: report to accompany H.R. 8647., and enlistment bonuses /, 78-5501 
78-5838 


Defense officer personnel management 
act : report of the Committee on 
Armed Services, House of Representa- 
tives, to accompany H.R. 5503., 78- 
5720 


Departments of State, Justice, and Com- 
merce, the Judiciary, and related agen- 


Department of Defense appropriation 
authorization act, 1979 : report 
together with separate, additional, and 
dissenting views to accompany H.R 
10929., 78-14496 

Department of Defense supplemental ap- 
propriation authorization act, 1978 : 
report together with dissenting views 
to accompany H.R. 8390., 78-2316 


Establishing a uniform standard for 


Ethics in Government act of 1977., 78- 
5745 


Federal employee financial reporting and 
disclosure : report of the Committee 


Department of Transportation and re- 
lated agencies appropriations for 1979 
: hearings before a subcommittee of 
the Committee on Appropriations, 
House of Representatives, Ninety-fifth 
Congress, second session /, 78-14286, 
78-16180 Amending title 10, United States Code : 
United States. Congress. House. Committee report to accompany H.R. 2637., 78- 
on Appropriations. Subcommittee on the 10146 


Full committee consideration of H.R. 
3532 ... and H.R. 8471 ... and commit- 
tee privileged resolution honoring Col. 
Llyod L. Burke, U.S.A. /, 78-26737 
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Full committee consideration of H.R. 
6954 ... H.R. 6966 ... Reprograming 
action nos. 77-44 P/A and 77-45 P/A, 
H.R. 2637, mark-up ..., 78-9896 

Full committee consideration of H.R. 
8647 ... H.R. 9713 ... reprogramming 
request no. FY 78-1 P/A, standard in- 
ertial navigation system /, 78-9901 


Full committee consideration of H.R. 
9691, to make certain disability retire- 
ment determinations by the Secretaries 
of the military department subject to 
review by the Secretary of Defense ... 
November 4, 1975., 78-14290 


Full committee consideration of H.R. 
10341, H.R. 10342, and H.R. 10340 : 
legislation to correct the inequities in 
the application of the military retire- 
ment system and reprogramming ac- 
tion no. FY 78-5N, Army development 
of the general support rocket system /, 
78-19026 


Full committee consideration of H.R. 
12602, to authorize certain construc- 
tion at military installations for fiscal 
year 1979, and for other purposes /, 
78-22394 


Full committee consideration of 
proposed committee rule no. 18, to 
allow television coverage of committee 


and subcommittee meetings /, 78- 
9897 


Full committee consideration of repro- 
graming action on FY 78-25 P/A, 
stategic air command digital network 
(SACDIN) program and reprograming 
action no. FY 78-26 N, battleground 


exploitation and target acquisition 
(BETA) project /, 78-19030 


Full committee consideration of S. 274 
. to prohibit union organization and 
membership in the Armed Fores, and 
for other related purpses /, 78-19027 


Full committee consideration of the 
CVV program /, 78-972 


Hearing on the Panama Canal treaties 
before the Committee on Armed Ser- 
vices, House of Representatives, 
Ninety-fifth Congress, first session Oc- 
tober 20, 1977., 78-12035 


Hearings on H.R. 2637, to amend title 
10, United States Code, to authorize 
the Secretary of the Air Force to con- 
tract with air carriers and the 
posture of the U.S. military airlift be- 
fore the Committee on Armed Ser- 
vices, House of Representatives, 
Ninety-fifth Congress, first session, 
September 19, 1977., 78-5505 

Hearings on H.R. 8390, supplemental 
authorization for appropriations for 
fiscal year 1978, and review of the 
state of U.S. strategic forces, also 
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reprograming action nos. FY 78-2 P/A, 
FY 78-3 P/A, and 78-4 P/A /, 78- 
9900 


Hearings on military posture and H.R. 
10929, Department of Defense 
authorization for appropriations for 
fiscal year 1979, before the Committee 
on Armed _ Services, 
Representatives, Ninety-fifth Congress, 
second session., 78-22392 

Legislative calendar - Committee on 
Armed Services, United States House 
of Representatives., 78-3901 


Military construction authorization act, 


1979 : report to accompany H.R. 
12602., 78-19316 


Naval petroleum reserves authorization 
act, 1979 : report together with dis- 
senting views to accompany H.R. 
12557., 78-26912 


Pay and allowances of the uniformed ser- 
vices, pursuant to title 37, United 
States code (Public Law 87-649 (76 
STAT. 451)) as amended through 
June 30, 1977, and supplementary 
material : prepared for the Committee 


on Armed Services, U.S. House of 


Representatives., 78-971 


Prohibition of union organization of the 
Armed Forces : report together with 
supplemental views to accompany S. 
274 /, 78-24700 

Recalculating the retired pay of certain 
senior enlisted advisers of the Marine 


Corps : report to accompany H.R. 
10343., 78-14424 


Recalculation of retired pay for post- 
retirement active duty : report to ac- 
company H.R. 10342., 78-16343 

Repealing provisions of title 10, United 
States Code, which impose certain 
restrictions on enlisted members of the 


Armed Forces and on members of 


military bands : report together with 
dissenting views to accompany H.R. 
9713., 78-5836 


Report on the activities of the Commit- 
tee on Armed Services., 78-16182 


Report to the full committee on access 
by members of Congress to classified 
material /, 78-9895 


Reserve survivors’ benefits act of 1978 : 
report to accompany H.R. 11797., 
78-26899 

Retired pay eligibility for certain other- 
wise ineligible reserves : report to ac- 
company H. R. 11823., 78-26898 


Serial, 94th Congress ; no. 94-26. 

Full committee consideration of H.R. 
9691, to make certain disability retire- 
ment determinations by the Secretaries 
of the military department subject to 


Do not order from index; see indicated entry 


House of 





review by the Secretary of Defense ... 
November 4, 1975., 78-14290 

Serial, 94th Congress ; no. 94-28. 

Report to the full committee on access 
by members of Congress to classified 
material /, 78-9895 

Serial, 95th Congress ; no. 95-12. 

Oversight hearings on the status of the 
Army XM-1 tank program, before the 
Investigations Subcommittee of the 
Committee on Anned Services, House 
of Representatives, Ninety-fifth Con- 
gress, first session, March 25, 28, 
1977., 78-2244 

Serial, 95th congress ; no. 95-14. 

Hearings on the need for continuation of 
the Uniformed Services University of 
the Health Sciences, before the In- 
vestigations Subcommittee of the Com- 
mittee on Armed Services, House of 
Representatives, Ninety-fifth Congress, 
first session, March 16, 24, and 29, 
1977., 78-2245 


Serial, 95th Congress ; no. 95-18. 

Nato and U.S. security : report of the 
Committee Delegation to NATO /, 
78-967 


Serial, 95th Congress ; no. 95-21. 

Full committee consideration of H.R. 
583 : to amend chapter 5 of title 37, 
United States Code, to extend the spe- 
cial pay provisions for reenlistment 
and enlistment bonuses /, 78-5501 

Serial, 95th Congress ; no. 95-22. 

Need for continuation of the Uniformed 
Services University of the Health 
Sciences : report of the Subcommittee 
on Investigations of the Committee on 
Armed Services, House of Representa- 
tives, with dissenting views, Ninety- 
fifth Congress, first session., 78-968 

Serial, 95th Congress ; no. 95-24. 

Hearing on H.R. 7839, Extension of 
health professionals pay, before the 
Military Compensation Subcommittee 
of the Committee on Armed Services, 
House of Representatives, Ninety-fifth 
Congress, first session, June 21, 1977., 
78-5502 


Serial, 95th Congress ; no. 95-25. 
Full committee consideration of the 
CVV program /, 78-972 


Serial, 95th Congress ; no. 95-28. 

Hearing on the proposed Mississippi 
army ammunition plant before the 
Military Installations and Facilities 
Subcommittee of the Committee on 
Armed Services, House of Representa- 
tives, Ninety-fifth Congress, first ses- 
sion, June 23, 1977., 78-5503 

Serial, 95th Congress ; no. 95-29. 

Hearing on H.R. 5503, DOPMA 
(Defense officer personnel manage- 
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ment act) before the Military Compen- tives, Ninety-fifth Congress, first ses- reprograming action nos. FY 78-2 P/A, 
sation Subcommittee of the Committee sion, May 17, June 26, and October FY 78-3 P/A, and 78-4 P/A /, 78- 
on Armed Services, House’ of 13, 1977., 78-8239 9900 
Representatives, Ninety-fifth Congress, Serial, 95th Congress ; no. 95-40. Serial, 95th Congress ; no. 95-48. 
first session, June 27, 1977., 78-970 Full committee consideration of H.R. Full committee consideration of H.R. 
Serial, 95th Congress ; no. 95-33. 6954 ... H.R. 6966 ... Reprograming 8647 ... H.R. 9713 ... reprogramming 
Pay and allowances of the uniformed ser- action nos. 77-44 P/A and 77-45 P/A, request no. FY 78-1 P/A, standard in- 
vices, pursuant to title 37, United H.R. 2637, mark-up ..., 78-9896 ertial navigation system /, 78-9901 
States code (Public Law 87-649 (76 Serial, 95th Congress ; no. 95-41. Serial, 95th Congress ; no. 95-49. 
STAT. 451)) as amended through Full committee consideration of Hearings on miscellaneous retirement 
June 30, 1977, and supplementary proposed committee rule no. 18, to legislation correcting inequities ... be- 
material : prepared for the Committee allow television coverage of committee fore the Military Compensation Sub- 
on Armed Services, U.S. House of and subcommittee meetings /, .. & committee of the Committee on 
Representatives., 78-971 9897 Armed Services, House of Representa- 
Serial, 95th Congress ; no. 95-42. tives, Ninety-fifth Congress, first ses- 
Hearings on H.R. 2637, to amend title sion, November 2, 1977., 78-9902 
10, United States Code, to authorize Serial, 95th Congress ; no. 95-50. 
vices, House of Representatives, the Secretary of the Air Force to con- Report of the hearings in improprieties 
Ninety-fifth Congress, first session Oc- tract with air carriers ... and the of U.S. Army recruiting practices be- 
tober 20, 1977., 78-12035 posture of the U.S. military airlift be- fore the Investigations Subcommittee 
Serial, 95th Congress ; no. 95-35. fore the Committee on Armed Ser- of the Committee on Armed Services, 
Report of the oversight hearings on the vices, House of Representatives, House of Representatives, Ninety-fifth 
status of the Army XM-1 tank pro- Ninety-fifth Congress, first session, Congress, first session., 78-12036 
gram before the Investigations Sub- September 19, 1977., 78-5505 
committee of the Committee on 
Armed Services, House of Representa- 
tives, Ninety-fifth Congress, first ses- 
sion, October 18, 1977., 78-8237 


Serial, 95th Congress ; no. 95-34. 
Hearing on the Panama Canal treaties 
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Providing funds for the Committee on In- 
ternational Relations with expenses in- 
curred in connection with visits to the 
United States by foreign heads of state 

. to discuss matters relevant to U.S. 
relations with other countries : report 
to accompany H. Res. 1047., 78- 
14467 


Providing funds for the Committee on 
Post Office and Civil Service : report 
to accompany H. Res. 1041., 78- 
14465 


Providing funds for the Committee on 
Public Works and Transportation, and 
for other purposes : report to accom- 
pany H. Res. 1003., 78-12278 


Providing funds for the Committee on 
Rules : report to accompany H. Res. 
1012., 78-12279 


Providing funds for the Committee on 
the District of Columbia : report to ac- 
company H. Res. 953., 78-12273 


Providing funds for the Committee on 
Veterans’ Affairs : report to accom- 
pany H. Res. 957., 78-12274 


Providing funds for the expenses of in- 
vestigations and studies to be con- 
ducted by the House Permanent Com- 
mittee on Intelligence : report to ac- 
company H. Res. 729., 78-5719 


Providing funds for the expenses of the 
Committee on House Administration 
to provide for the maintenance and 
improvement of ongoing computer ser- 
vices for the House of Representatives, 
for the investigation of additional com- 
puter services for the House of 
Representatives, and to provide com- 
puter support to the committees of the 
House of Representatives : report to 
accompany H. Res. 977., 78-12260 
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Providing funds for the expenses of the 
Committee on Standards of Official 
Conduct : report to accompany H. 
Res. 961., 78-10239 


Providing funds for the expenses of the 
investigation and study authorized by a 
resolution adopted on February 3, 
1977, by the Committee on Interna- 
tional Relations : report to accompany 
H. Res. 996., 78-14462 


Providing funds for the expenses of the 
investigations and studies to be con- 
ducted by the Committee on Agricul- 
ture : report to accompany H. Res. 
954., 78-10240 


Providing funds for the expenses of the 
investigations and studies to be con- 
ducted by the Committee on Banking, 
Finance, and Urban Affairs : report to 
accompany H. Res. 976., 78-12275 


Providing funds for the expenses of the 
investigations and studies to be con- 
ducted by the Committee on Interstate 
and Foreign Commerce : report to ac- 
company H. Res. 978., 78-14460 


Providing funds for the further expenses 
of the investigations and studies of the 
Committee on Small Business : report 
to accompany H. Res. 921., 78- 
10157 


Providing funds for the further expenses 
of the investigations and studies of the 
Committee on Small Business : report 
to accompany H. Res. 997., 78- 
14463 


Providing funds for the Permanent Select 
Committee on Intelligence: report to 
accompany H. Res. 1034., 78-12281 


Providing funds for the Select Committee 
on Ethics : report to accompany H. 
Res. 971., 78-10241 


Providing that employees of the House 
Beauty Shop shall be subject to the 
compensation classification system 
established by the House employees 
position classification act, and for 
other purposes : report to accompany 
H. Res. 315., 78-10139 


Public financing of Congressional elec- 
tions : hearings before the Committee 
on House Administration, House of 
Representatives, Ninety-fifth Congress, 
first session ..., 78-8295 

Report of the Committee on House Ad- 
ministration /, 78-22602 

Report of the Committee on House Ad- 
ministration pursuant to _ section 
302(b) of the Congressional budget 
act of 1974., 78-8417 

Supplemental authorization., 78-16376 


To amend the act of March 2, 1931, to 
provide that certain proceedings of the 
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Italian American War Veterans of the 
United States, inc., shall be printed as 
a House document, and for other pur- 
poses : report to accompany H.R. 
133., 78-1204 

To authorize the chairman of the Com- 
mittee on House Administration to 
retain counsel to intervene in the case 
of Atkins against United States : report 
to accompany H. Res. 884., 78- 
10151 


To provide funds for the Select Commit- 
tee on Congressional Operations : re- 
port to accompany H. Res. 985., 78- 
14461 


Universal voter registration act of 1977 : 
hearings before the Committee on 
House Administration, House of 
Representatives, Ninety-fifth Congress, 
first session, on H.R. 5400 ..., 78- 
1049 


United States. Congress. House. Committee 


on Interior and Insular Affairs. 
Alaska natural gas _ transportation 
system., 78-5796 


Amending Public Law 92-314 authoriz- 
ing appropriations to the Energy 
Research and Development Adminis- 
tration for financial assistance to limit 
radiation exposure from uranium mill 
tailings used for construction, and for 
other purposes : report to accompany 
S. 266., 78-5748 


Amending Public Law 95-18, providing 
for emergency drought relief measures 
: report to accompany H.R. 10532., 
78-16341 


Amending section 16(b) of the Alaska 
native claims settlement act : report to 
accompany H.R. 8499., 78-5776 


Amending the act of April 17, 1954, 
which preserved within Manassas Na- 
tional Battlefield Park, Va., important 
historic properties relating to the bat- 
tles of Manassas, and for other pur- 
poses : report to accompany H.R. 
2437., 78-1195 


Amending the act of October 2, 1968, an 
act to establish a Redwood National 
Park in the State of California, and for 
other purposes : report to accompany 
H.R. 3813., 78-1229, 78-5726 


Amending the Mineral leasing act of 
1920, and for other purposes : report 
together with supplemental, minority 
and dissenting views to accompany 
H.R. 1609 /, 78-22573 


Amending the National trails system act, 
and for other purposes : report to ac- 
company H.R. 8803., 78-5793 


Amending the Water resources planning 


act (75 Stat. 244, as amended) : report 
to accompany H.R. 11655., 78-26915 
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American Indian religious freedom : re- 
port to accompany H.J. Res. 738., 
78-26947 


Approving the Presidential decision on 
an Alaska natural gas transportation 
system, and for other purposes : report 
to accompany H.J. Res. 621 ...,  78- 
5796 


Authorizing appropriations for activities 
and programs carried out by the Secre- 
tary of the Interior through the Bureau 
of Land Management : report to ac- 
company H.R. 10787., 78-26909 


Authorizing appropriations for certain in- 
sular areas of the United States, and 
for other purposes : report to accom- 
pany H.R. 12481., 78-26906 


Authorizing appropriations to the De- 
partment of Energy and the Federal 
Energy Regulatory Commission, pur- 
suant to section 660 of the Depart- 
ment of Energy organization act, and 
for other purposes : report together 
with supplemental views to accompany 
H.R. 11392 ..., 78-26921 


Authorizing appropriations to _ the 
Nuclear Regulatory Commission in ac- 
cordance with section 261 of the 
Atomic energy act of 1954, as 
amended, and section 305 of the Ener- 
gy reorganization act of 1974, as 
amended, and for other purposes : re- 
port together with additional views to 
accompany H.R. 12355., 78-19308 


Authorizing the Secretary of Agriculture 
to permit general recreational access 
and geothermal explorations for 6 
months within a portion of the Bull 
Run Reserve, Mount Hood National 
Forest, Oreg. : report to accompany 
H.R. 7606., 78-1196 


Authorizing the Secretary of the Interior 
to contract with the Middle Rio 
Grande Conservancy District of New 
Mexico for the payment of operation 
and maintenance charges on certain 
Pueblo Indian lands : report to accom- 
pany H.R. 2719., 78-1224 


Authorizing the Secretary of the Interior 
to transfer franchise fees received from 
certain concession operations at Grand 
Canyon National Park, Ariz., to the 
Grand Canyon Unified School District, 
Arizona, and for other purposes : re- 
port to accompany S. 2076., 78- 
14423 


Authorizing the Wichita Indian Tribe of 
Oklahoma, and its affiliated bands and 
groups of Indians, to file with the Indi- 
an Claims Commission any of their 
claims against the United States for 
lands taken without adequate compen- 
sation, and for other purposes : report 
together with additional dissenting and 





supplemental views, to 
H.R. 3377., 78-2312 


Coal pipeline act of 1978., 


accompany 


78-22573 


Conveying to the Ely Indian Colony the 
beneficial interest in certain Federal 


land : report to accompany H.R. 
6348., 78-10113 


Declaring certain federally owned land 
held in trust by the United States for 
the Te-Moak Bands of Western 
Shoshone Indians : report to accom- 
pany S. 667., 78-10117 


Declaring certain federally owned land 
known as the Yardeka School land to 
be held in trust for the Creek Nation 
of Oklahoma : report to accompany S. 
947., 78-22600 


Declaring that all right, title, and interest 
of the United States in 2,700 acres ... 
are hereby held in trust for the Paiute 
and Shoshone Tribes of the Fallon In- 
dian Reservation and Colony, Fallon, 
Nev. ... : report to accompany S. 785., 
78-22596 


Declaring that certain lands of the 
United States situated in the State of 
Oklahoma are held by the United 
States in trust for the Cheyenne- 
Arapaho Tribes of Oklahoma ... : re- 
port to accompany S. 1291., 78- 
22601 


Deep seabed hard minerals act : report 
together with dissenting, separate, and 
additional views to accompany H.R. 


3350 ..., 78-5727 


Designating certain endangered public 
lands for preservation as wilderness, 
providing for the study of additional 


endangered public lands for such 
designation, furthering the purposes of 
the Wilderness act of 1964, and other 
purposes : report together with supple- 
mental and minority views to accom- 
pany H.R. 3454., 78-1213 


Designating the Absaroka-Beartooth Wil- 
derness, Custer and Gallatin National 
Forests, in the State of Montana : re- 
port to accompany S. 1671., 78- 
10252 


Directing the Secretary of the Interior 
and the Administrator of General Ser- 
vices to convey certain public and 
acquired lands in the State of Nevada 
to the County of Mineral, Nevada : re- 
port to accompany H.R. 4979., 78- 
1212 


Directing the Secretary of the Interior to 
purchase and hold certain lands in 
trust for the Zuni Indian Tribe of New 
Mexico, conferring jurisdiction on the 
Court of Claims with respect to land 
claims of such tribe, and authorizing 
such tribe to purchase and exchange 
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land in the States of New Mexico and 
Arizona : report to accompany H.R. 
3787., 78-14450 


Eatablishing the Aboriginal Hawaiian 
Claims Settlement Study Commission 
and for other purposes : report to ac- 
company S.J. Res. 4., 78-16345 


Enhancing the outdoor recreation oppor- 
tunities for the people of the United 
States by expanding the National Park 
System, by providing access to and 
within areas of the National Park 
System, and for other purposes : report 
together with dissenting and separate 
views to accompany H.R. 8336., 78- 
2313 


Grazing fee moratorium of 1977 : report 
to accompany H.R. 9757., 78-14425 


Improving the range conditions of the 
public grazing lands : report to accom- 
pany H.R. 10587., 78-26910 


Legislative calendar - Committee on In- 
terior and Insular Affairs, United 
States House of Representatives., 78- 
3925 


Modifying the boundary of the White 
River National Forest in the State of 
Colorado : report to accompany S. 
2101., 78-26967 


Nuclear Regulatory 
authorization., 78-19308 


Overview commentary on the President’s 
National energy plan : a report /, 78- 
12131 


Pertaining to land consolidation and 
development on the Umatilla Indian 
Reservation report to accompany 
H.R. 2539., 78-10152 


Pertaining to the inheritance of trust or 
restricted lands on the Umatilla Indian 
Reservation report to accompany 
H.R. 2540., 78-10153 


Prohibiting discrimination in _ rates 
charged by the Southwestern Power 
Administration : report together with 
dissenting views to accompany H.R. 
13069., 78-26979 


Promoting the orderly development of 
hard mineral resources in the deep 
seabed., 78-5727 


Providing for conveyance of certain 
lands in the Wenatchee National 
Forest, Wash., by the Secretary of 
Agriculture : report to accompany S. 
2033., 78-22594 


Providing for increases in appropriations 
ceilings, development ceilings, land 
acquisition and boundary changes in 
certain Federal park and recreation 
areas ... : report together with supple- 
mental views to accompany H.R. 
12536., 78-26920 


Commission 
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Providing for the establishment of the 
Jean Lafitte National Historical Park 
and Preserve in the State of Louisiana, 
and for other purposes report 
together with dissenting views to ac- 
company S. 1829., 78-26980 


Providing for the establishment of the 
Lowell National Historical Park in the 
Commonwealth of Massachusetts and 
for other purposes : report together 
with separate views to accompany 
H.R. 11662., 78-22576 


Providing for the extension of certain 
Federal benefits, benefits [sic] services 
and assistance to the Pascua Yaqui In- 
dians of Arizona, and for other pur- 
poses report to accompany H.R. 
6612., 78-26890 

Providing for the return to the United 
States of title to certain lands con- 
veyed to certain Indian Pueblos of 
New Mexico and for such land to be 
held in trust by the United States for 
such tribes : report to accompany S. 
1509., 78-12257 


Providing for the study of certain lands 
to determine their suitability for 
designation as wilderness in  ac- 
cordance with the Wilderness act of 
1964, and for other purposes : report 
to accompany S. 393., 78-5740 


Providing improved authority for the ad- 
ministration of certain National Forest 
System lands in Oregon report 
together with separate views to accom- 
pany H.R. 7074., 78-10115 


Providing recognition of the services of 
Gen. Thaddeus Kosciuszko : report to 
accompany H. Con. Res. 359., 78- 
26888 


Providing that a certain tract of land in 
Pinal County, Ariz,. held in trust by 
the United States for the Papago Indi- 
an Tribe, be declared a part of the 
Papago Indian Reservation : report to 
accompany H.R. 8397., 78-26889 


Providing the means for selection of, and 
expediting Federal permits and 
developments of, transportation 
systems to move Alaska crude oil to 
northern tier and other inland States, 
and for other purposes report 
together with additional and supple- 
mental views to accompany H.R. 
9203., 78-5837 


Recognition of Indian tribes : report to 
accompany H.R. 2497., 78-24706 


Reducing speculation in excess lands 
purchased under the Federal reclama- 
tion laws by imposing additional 
restrictions on sales and resales of such 
excess lands originally sold to qualify 
for water rights under such laws, and 
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for other purposes : report together 
with dissenting views to accompany 
H.R. 3420., 78-12282 


Relating to the settlement between the 
United States and the Ak-chin Indian 
community of certain water right 
claims of such community against the 
United States : report to accompany 
H.R. 8099., 78-14451 


Restoring the Confederated Tribes of 
Siletz Indians of Oregon as a federally 
recognized sovereign Indian _ tribe, 
restoring to the Confederated Tribes of 
Siletz Indians of Oregon and its mem- 
bers those Federal services and 
benefits furnished to federally recog- 
nized American Indian tribes and their 
members, and for other purposes : re- 
port to accompany H.R. 7259., 78- 
10116 


Serial, 93rd Congress ; no. 93-55. 
National energy conservation policy act 
of 1974 : hearings before the Subcom- 
mittee on the Environment of the 
Committee on Interior and Insular Af- 
fairs, House of Representatives, 
Ninety-third Congress, second session, 
on H.R. 11343 ...., 78-9984 


Serial, 94th Congress ; no. 94-72. 

To establish the Santa Monica Mountains 
and Seashore Urban National Park, 
California : hearing before the Sub- 
committee on National Parks and 
Recreation of the Committee on Interi- 
or and Insular Affairs, House of 
Representatives, Ninety-fourth Con- 
gress, second session, on H.R. 14665, 
H.R. 3201, and S. 1640 ... September 
16, 1976., 78-8308 


Serial, 95th Congress ; no. 95-1. 
Reclamation practices and environmental 
problems of surface mining : hearings 
before the Subcommittee on Energy 
and the Environment of the Commit- 
tee on Interior and Insular Affairs, 
House of Representatives, Ninety-fifth 
Congress, first session, on H.R. 2 ..., 
78-2278, 78-12133 
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fairs, House of Representatives, 
Ninety-fifth Congress, second session, 
on H.R. 10785 ... and H.R. 10786 ... 
February 6, 9, and 15, 1978., 78- 
26816 

Serial, 95th Congress ; no. 95-5. 

Endangered American wilderness act : 
hearings before the Subcommittee on 
Indian Affairs and Public Lands of the 
Committee on Interior and Insular Af- 
fairs, House of Representatives, 
Ninety-fifth Congress, first session, on 
H.R. 3454 ..., 78-2279 


Serial, 95th Congress ; no. 95-6. 

Authorizing appropriations to the De- 
partment of Energy : hearings before 
the Subcommittee on Energy and the 
Environment of the Committee on In- 
terior and Insular Affairs, House of 
Representatives, Ninety-fifth Congress, 
second session, on H.R. 11392 ... April 
25, 27, and 28, 1978., 78-26817 

Serial, 95th Congress ; no. 95-7. 

Development of the hard mineral 
resources of the deep seabed : hearings 
before the Subcommittee on Mines 
and Mining of the Committee on In- 
terior and Insular Affairs, House of 
Representatives, Ninety-fifth Congress, 
first session on H.R. 3350 ... and H.R. 
3652 ..., 78-19165 


Serial, 95th Congress ; no. 95-9. 

Coal pipeline act of 1977 : hearings be- 
fore the Subcommittee on Mines and 
mining and the Subcommittee on Indi- 
an Affairs and Public Lands of the 
Committee on Interior and Insular Af- 
fairs, House of Representatives, 
Ninety-fifth Congress, first session, on 
H.R. 1609 ... April 19, 25, and 26, 
1977., 78-2280 


Serial, 95th Congress ; no. 95-16. 

Inclusion of Alaska lands in national 
park, forest, wildlife refuge, and wild 
and scenic rivers systems : hearings be- 
fore the Subcommittee on General 
Oversight and Alaska Lands of the 
Committee on Interior and Insular Af- 


or and Insular Affairs, House of 
Representatives, Ninety-fifth Congress, 
first session ..., 78-14358 


Serial, 95th Congress ; no. 95-19. 
National crude oil supply and transporta- 


tion act of 1977 : hearings before the 
Subcommittee on Energy and the En- 
vironment of the Committee on Interi- 
or and Insular Affairs, House of 
Representatives, Ninety-fifth Congress, 
first session, on H.R. 9203, H.R. 8627, 
and H.R. 8568 ... September 30 and 
October 6, 1977.,  78-12134 


Serial, 95th Congress ; no. 95-20. 
Oversight on Diablo Canyon Nuclear 


Generating Plant : oversight hearing 
before the Subcommittee on Energy 
and the Environment of the Commit- 
tee on Interior and Insular Affairs, 
House of Representatives, Ninety-fifth 
Congress, first session June 30, 
1977., 78-12135 


Serial, 95th Congress ; no. 95-21. 
Public energy competition act : hearings 


before the Subcommittee on Energy 
and the Environment of the Commit- 
tee on Interior and Insular Affairs, 
House of Representatives, Ninety-fifth 
Congress, first session, H.R. 7816 ..., 
78-19166 


Serial, 95th Congress ; no. 95-23. 
Allegations concerning lax security in the 


domestic nuclear industry : oversight 
hearing before the Subcommittee on 
Energy and the Environment of the 
Committee on Interior and Insular Af- 
fairs, House of Representatives, 
Nineth-fifth Congress, first session ...., 
78-9986 


Serial, 95th Congress ; no. 95-24. 
To reduce speculation in excess lands 


purchased under Federal reclamation 
laws : hearing before the Subcommit- 
tee on Water and Power Resources of 
the Committee on Interior and Insular 
Affairs, House of Representatives, 
NInety-fifth Congress, first session, on 
H.R. 3420 and H.R. 6728 ... July 15, 


Serial, 95th Congress ; no. 95-2. fairs, House of Representatives, 
Nuclear Regulatory Commission ap- Ninety-fifth Congress, first session ..., 
propriations for fiscal year 1978 : 78-16250 
hearings before the Subcommittee on Serial, 95th Congress ; no. 95-17. 


1977., 78-8311 


Serial, 95th Congress ; no. 95-25. 
Federal land policy and management act 


Energy and the Environment of the 
Committee on Interior and Insular Af- 
fairs, House of Representatives, 
Ninety-fifth Congress, first session, on 
H.R. 3455 ... February 17 and 18 and 
March 8, 1977., 78-5608 


Constraints on coal development : over- 
sight hearing before the Subcommittee 
on Energy and the Environment of the 
Committee on Interior and Insular Af- 
fairs, House of Representatives, 
Ninety-fifth Congress, first session ... 


and grazing fee moratorium of 1977 : 
hearings before the Subcommittee on 
Indian Affairs and Public Lands of the 
Committee on Interior and Insular Af- 
fairs, House of Representatives, 
Ninety-fifth Congress, first session, on 
oversight on Public Law 94-579 ... and 


Serial, 95th Congress ; no. 95-3. 

Nuclear Regulatory Commission ap- 
propriations for fiscal year 1979 
hearings before the Subcommittee on 
Energy and the Environment of the 
Committee on Interior and Insular Af- 


June 9, 1977., 78-8310 H.R. 9757 . October 11 and 
Serial, 95th Congress ; no. 95-18. November 3, 1977., 78-19167 
States rights, moratoria, and NRC Serial, 95th Congress ; no. 95-26. 
licensing reform : hearings before the Pacific Northwest electric power supply 
Subcommittee on Energy and the En- and conservation : hearings before the 
vironment of the Committee on Interi- Subcommittee on Water and Power 








Page I-462 


Do not order from index; see indicated entry 





Resources of the Committee on Interi- 
or and Insular Affairs, House of 
Representatives, Ninety-fifth Congress, 
first session, on H.R. 9020 and H.R. 
9664 ... H.R. 5862 ..., 78-19168 
Serial, 95th Congress ; no. 95-27. 
Implementation of the Surface mining 
control and reclamation act of 1977 : 
oversight hearings before the Subcom- 
mittee on Energy and the Environment 
of the Committee on Interior and Insu- 
lar Affairs, House of Representatives, 
Ninety-fifth Congress, second session 
.. January 19 and 20, 1978., 78- 
24625 

Serial, 95th Congress ; no. 95-28. 

Mining law reform : hearings before the 
Subcommittee on Mines and Mining of 
the Committee on Interior and Insular 
Affairs, House of Representatives, 
Ninety-fifth Congress, first session, on 
H.R. 5831 ... H.R. 9292 ... October 
13, 14, and 18, 1977.,  78-22504 


Subdivision among subcommittees of 
budget allocation for fiscal year 1978 
/, 78-5753, 78-26878 


United States. Congress. House. Committee 


on Interior and Insular Affairs. 
Subcommittee on Energy and the 
Environment. 

Allegations concerning lax security in the 
domestic nuclear industry : oversight 
hearing before the Subcommittee on 
Energy and the Environment of the 
Committee on Interior and Insular Af- 
fairs, House of Representatives, 
Nineth-fifth Congress, first session ...., 
78-9986 


Authorizing appropriations to the De- 
partment of Energy : hearings before 
the Subcommittee on Energy and the 
Environment of the Committee on In- 
terior and Insular Affairs, House of 
Representatives, Ninety-fifth Congress, 
second session, on H.R. 11392 ... April 
25, 27, and 28, 1978., 78-26817 


Constraints on coal development : over- 
sight hearing before the Subcommittee 
on Energy and the Environment of the 
Committee on Interior and Insular Af- 
fairs, House of Representatives, 
Ninety-fifth Congress, first session ... 
June 9, 1977., 78-8310 


Implementation of the Surface mining 
control and reclamation act of 1977 : 
oversight hearings before the Subcom- 
mittee on Energy and the Environment 
of the Committee on Interior and Insu- 
lar Affairs, House of Representatives, 
Ninety-fifth Congress, second session 
.. January 19 and 20, 1978., 78- 
24625 


National crude oil supply and transporta- 
tion act of 1977 : hearings before the 
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Subcommittee on Energy and the En- 
vironment of the Committee on Interi- 
or and Insular Affairs, House of 
Representatives, Ninety-fifth Congress, 
first session, on H.R. 9203, H.R. 8627, 
and H.R. 8568 ... September 30 and 
October 6, 1977., 78-12134 


Nuclear Regulatory Commission ap- 
propriations for fiscal year 1978 
hearings before the Subcommittee on 
Energy and the Environment of the 
Committee on Interior and Insular Af- 
fairs, House of Representatives, 
Ninety-fifth Congress, first session, on 
H.R. 3455 ... February 17 and 18 and 
March 8, 1977., 78-5608 

Nuclear Regulatory Commission ap- 
propriations for fiscal year 1979 
hearings before the Subcommittee on 
Energy and the Environment of the 
Committee on Interior and Insular Af- 
fairs, House of Representatives, 
Ninety-fifth Congress, second session, 
on H.R. 10785 ... and H.R. 10786 ... 
February 6, 9, and 15, 1978., 78- 
26816 


Observations on the reactor safety study 
:areport/, 78-12132 


Oversight on Diablo Canyon Nuclear 
Generating Plant : oversight hearing 
before the Subcommittee on Energy 
and the Environment of the Commit- 
tee on Interior and Insular Affairs, 
House of Representatives, Ninety-fifth 
Congress, first session ... June 30, 
1977., 78-12135 


Proposed nuclear waste storage in 
Michigan : a report /, 78-8307 


Public energy competition act : hearings 
before the Subcommittee on Energy 
and the Environment of the Commit- 
tee on Interior and Insular Affairs, 
House of Representatives, Ninety-fifth 
Congress, first session, H.R. 7816 ..., 
78-19166 


Reclamation practices and environmental 
problems of surface mining : hearings 
before the Subcommittee on Energy 
and the Environment of the Commit- 
tee on Interior and Insular Affairs, 
House of Representatives, Ninety-fifth 
Congress, first session, on H.R. 2 ..., 
78-2278, 78-12133 


States rights, moratoria, and NRC 
licensing reform : hearings before the 
Subcommittee on Energy and the En- 
vironment of the Committee on Interi- 
or and Insular Affairs, House of 
Representatives, Ninety-fifth Congress, 
first session ..., 78-14358 


Surface mining control and reclamation 
act of 1977., 78-2278, 78-12133 
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United States. Congress. House. Committee 
on Interior and Insular Affairs. 
Subcommittee on General Oversight and 
Alaska Lands. 

Inclusion of Alaska lands in national 
park, forest, wildlife refuge, and wild 
and scenic rivers systems : hearings be- 
fore the Subcommittee on General 
Oversight and Alaska Lands of the 
Committee on Interior and Insular Af- 
fairs, House of Representatives, 
Ninety-fifth Congress, first session ..., 
78-9985 


United States. Congress. House. Committee 
on Interior and Insular Affairs. 
Subcommittee on Indian Affairs and 
Public Lands. 

Absaroka-Beartooth Wilderness, State of 
Montana : joint hearing before the 
Subcommittee on Parks and Recrea- 
tion of the Committee on Energy and 
Natural Resources, United States 
Senate and the Subcommittee on Indi- 
an Affairs and Public Lands of the 
Committee on Interior and Insular Af- 
fairs, House of Representatives, 
Ninety-fifth Congress, first session, on 
S. 1671 ... H.R. 1907, Billings, Mont., 
August 10, 1977., 78-8272 


Coal pipeline act of 1977 : hearings be- 
fore the Subcommittee on Mines and 
mining and the Subcommittee on Indi- 
an Affairs and Public Lands of the 
Committee on Interior and Insular Af- 
fairs, House of Representatives, 
Ninety-fifth Congress, first session, on 
H.R. 1609 ... April 19, 25, and 26, 
1977., 78-2280 
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Oceanography and the Subcommittee 
on Fisheries and Wildlife Conservation 
and the Environment of the Commit- 
tee on Merchant Marine and Fisheries, 
House of Representatives, Ninety-fifth 
Congress, first session ..., 78-1094 


Nongame fish and wildlife program 
hearing before the Subcommittee on 
Fisheries and Wildlife Conservation 
and the Environment of the Commit- 
tee on Merchant Marine and Fisheries, 
House of Representatives, Ninety-fifth 
Congress, on H.R. 8606 ... September 
30, 1977, H.R. 10255 and H.R. 10919 
... February 16, 1978., 78-19198 


Steel shot : hearings before the Subcom- 
mittee on Fisheries and Wildlife Con- 
servation and the Environment of the 
Committee on Merchant Marine and 
Fisheries, House of Representatives, 
Ninety-fifth Congress ... November 11, 
1977, Fairfield, Calif., May 6, 1978, 
Easton, Md., 78-26841 


200-mile fishery oversight, joint ventures 
: hearings before the Subcommittee on 
Fisheries and Wildlife Conservation 
and the Environment of the Commit- 
tee on Merchant Marine and Fisheries, 
House of Representatives, Ninety-fifth 
Congress, first session, on Implementa- 
tion of the 200-mile fishing zone act, 
April 14, 15, 1977, San Francisco, 
Calif., joint ventures, H.R. 2564, H.R. 
4165, and H.R. 4166 ... July 18, 1977., 
78-16267 
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United States. Congress. House. Committee 


on Merchant Marine and Fisheries. 

Subcommittee on Merchant Marine. 

Coast Guard miscellaneous : hearings be- 
fore the Subcommittee on Coast 
Guard and Navigation and the Sub- 
committee on Merchant Marine of the 
Committee on Merchant Marine and 
Fisheries, House of Representatives, 
Ninety-fifth Congress, first session 
78-14381 


Control carriers : hearings before the 
Subcommittee on Merchant Marine of 
the Committee on Merchant Marine 
and Fisheries, House of Representa- 
tives, Ninety-fifth Congress, second 
session, on H.R. 9998 ...,  78-26843 


Energy transportation security act of 
1977 : hearings before the Subcommit- 
tee on Merchant Marine of the the 
Committee on Merchant Marine and 
Fisheries, House of Representatives, 
Ninety-fifth Congress, first session, 
H.R. 1037., 78-1098 


Fisheries miscellaneous : hearings before 
the Subcommittee on Fisheries and 
Wildlife Conservation and the Environ- 
ment and the Subcommittee on 
Merchant Marine of the Committee on 
Merchant Marine and Fisheries, House 
of Representatives, Ninety-fifth Con- 
gress, first session .... 78-12154 


Maritime authorization, 1975 : title XI 
oversight : hearings before the Sub- 
committee on Merchant Marine of the 
Committee on Merchant Marine and 
Fisheries, House of Representatives, 
Ninety-fifth Congress, second session, 
on ... H.R. 10729 ... title XI oversight 
wy 78-26844 


Merchant marine miscellaneous 
hearings before the Subcommittee on 
Merchant Marine of the Committee on 
Merchant Marine and Fisheries, House 
of Representatives, Ninety-fifth Con- 
gress, first session ..., 78-12153 


Movement of household goods : hearings 
before the Subcommittee on Merchant 
Marine and Fisheries, House of 
Representatives, Ninety-fifth Congress, 
second session January 25, 26, 
1978., 78-26842 


Rebating practices : hearings before the 
Subcommittee on Merchant Marine of 
the Committee on Merchant Marine 
and Fisheries, House of Representa- 
tives, Ninety-fifth Congress, first and 
second sessions, on H.R. 9518 ...,  78- 
19197 


Report of Hon. Leonor K. Sullivan, 
chairman, and Hon. Philip E. Ruppe, 
ranking minority member, with addi- 
tional views by Hon. Paul N. Mc- 
Closkey, Jr., ranking minority member, 





Subcommittee on Merchant Marine of 
the Committee on Merchant Marine 
and Fisheries, on the oversight 
hearings before the Merchant Marine 
Subcommittee with respect to U.S.-flag 
merchant marine., 78-8332 


United States. Congress. House. Committee 

on Merchant Marine and Fisheries. 

Subcommittee on Oceanography. 

Aquaculture : joint hearings before the 
Subcommittee on Fisheries and Wil- 
dlife Conservation and the Environ- 
ment and the Subcommittee on 
Oceanography of the Committee on 
Merchant Marine and Fisheries, House 
of Representatives, Ninety-fifth Con- 
gress, first session, on H.R. 1833 and 
H.R. 4739..., 78-1095 


Deep seabed mining : hearings before the 
Subcommittee on Oceanography and 
the Committee on Merchant Marine 
and Fisheries, House of Representa- 
tives, Ninety-fifth Congress, first ses- 
sion ..., 78-1092 


NACOA, sea grant, ocean dumping 
hearings before the Subcommittee on 
Oceanography and the Subcommittee 
on Fisheries and Wildlife Conservation 
and the Environment of the Commit- 
tee on Merchant Marine and Fisheries, 
House of Representatives, Ninety-fifth 
Congress, first session ..., 78-1094 


United States. Congress. House. Committee 
on Merchant Marine and Fisheries. 
Subcommittee on Panama Canal. 

Panama Canal treaty ramifications 
hearings before the Subcommittee on 
the Panama Canal of the Committee 
on Merchant Marine and Fisheries, 
House of Representatives, Ninety-fifth 
Congress, first session ....  78-22533 


United States. Congress. House. Committee 
on Merchant Marine and Fisheries. 
Subcommittee on the Panama Canal. 
Panama Canal miscellaneous : hearings 
before the Subcommittee on the 
Panama Canal of the Committee on 
Merchant Marine and Fisheries, House 
of Representatives, Ninety-fifth Con- 
gress, first session on ... H.R. 3348, 
March 22, 1977 ... April 12, 13, 1977, 
Balboa, Canal Zone., 78-1096 


Panama Canal treaty ramifications 
hearings before the Subcommittee on 
the Panama Canal of the Committee 
on Merchant Marine and Fisheries, 
House of Representatives, Ninety-fifth 
Congress, first session ..., 78-16268 


U.S. interest in Panama Canal : hearings 


before the Subcommittee on the 
Panama Canal of the Committee on 
Merchant Marine and Fisheries, House 
of Representatives, Ninety-fifth Con- 
gress, first session ... July 25, 26, 27, 
1977., 78-1097 





December 1978 


United States. Congress. House. Committee 


on Post Office and Civil Service. 

Asian/Pacific American Heritage Week : 
report to accompany H.J. Res. 1007., 
78-24721 

Basic workweek of Federal firefighters : 
report together with minority views to 
accompany H.R. 3161., 78-12283 

Board of Actuaries of the Civil Service 


Retirement System annual report., 
78-24643 


Briefing by Postal Rate Commission 
hearing before the Committee on Post 


Office and Civil Service, House of 


Representatives, Ninety-fourth Con- 
gress, first session, March 6, 1975., 
78-14387 


Changes in postal services : report to ac- 
company H.R. 9146..., 78-5821 


Civil service annuities in the case of 


Federal judges : report to accompany 
H.R. 4320., 78-12285 

Civil service reform : hearings before the 
Committee on Post Office and Civil 
Service, House of Representatives, 
Ninety-fifth Congress, second session, 
on H. R. 11280 ..., 78-26846 


Civil service reform act of 1978 : report 
of the Committee on Post Office and 
Civil Service on H.R. 11280 ...,  78- 
24739 


Civil service retirement credit for 
Japanese-Americans interned during 


World War Il : report to accompany 
H.R. 9471., 78-5817 


Clarifying status of certain Presidential 
appointees under employee leave 
system : report to accompany S. 1626., 
78-24783 

Congressional salary deferral report 
together with supplemental views to 
accompany H.R. 9282 ..., 78-5780 


Coordination of Federal statistics gather- 
ing programs : a staff study /, 78- 
10005 

Coverage of Federal employees within 
the social security system., 78-10125 


Denial of 1977 comparability pay adjust- 
ments in case of certain positions : re- 
port to accompany S. 964., 78-5703 

Elimination of apportionment require- 
ment for Federal employment : report 
to accompany H.R. 5054., 78-5730 

Establishment of U.S. Postal Service ar- 
bitration board : report together with 
minority views to accompany H.R. 
7132., 78-1222 

Ethics in Government act of 1977., 78- 
5745 


Federal employee administrative hearing 
rights guarantee act : report together 
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with minority views to accompany 
H.R. 6225., 78-19329, 78-22588 


Federal employee financial reporting and 
disclosure : report of the Committee 
on Post Office and Civil Service, H.R. 
6954 ..., 78-5745 

Federal employee withholding of local 
taxes : report to accompany H.R. 
8342., 78-5731 

Federal employees flexible and com- 
pressed work schedules act of 1978 : 
report together with supplemental 


views to accompany H.R. 7814., 78- 
12284 


Federal employees part-time career em- 
ployment act of 1978 : report to ac- 
company H.R. 10126., 78-12293 

Federal statistical activity control act of 
1978 : report together with supplemen- 
tal views to accompany H.R. 11253., 
78-24718 

Firefighters’ Memorial Sunday : report to 
accompany H.J. Res. 685., 78-22625 


Grade and pay retention for certain em- 
ployees : report to accompany H.R. 
9279., 78-19293 


Legislative calendar - Committee on Post 
Office and Civil Service, United States 
House of Representatives., 78-3933 


Legislative review of the Committee on 
Post Office and Civil Service, House of 
Representatives., 78-24642 


National Architectural Barrier Awareness 
Week : report to accompany H.J. Res. 
578., 78-10249 

National Family Week : report to accom- 
pany H.J. Res. 684., 78-22623 

National Grandparents Day 
accompany H.J. Res. 613., 


: report to 
78-22608 

National Guard Day : report to accom- 
pany H.J. Res. 946., 78-22624 


National Lupus Week : report to accom- 
pany H.J. Res. 682., 78-24726 


National Oceans Week : report to ac- 
company H.J. Res. 730., 78-14474 


National P.O.W.-M.LA. Recognition Day 
: report to accompany H.J. Res. 963., 
78-22626 

National Port Week : report to accom- 
pany H.J. Res. 773., 78-22609 


Oversight hearing on the Civil Service 
Commission : hearing before the Com- 
mittee on Post Office and Civil Ser- 
vice, House of Representatives, 
Ninety-fifth Congress, first session, 
June 14, 1977., 78-1100 


Payments to former spouses : report to 
accompany H.R. 8771., 78-10128 


Prohibition of union organization of the 
Armed Forces : report together with 
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supplemental views to accompany S. 
274 /, 78-24700 


Report of the Committee on Post Office 
and Civil Service /, 78-5840, 78- 
22603 

Right to representation : report together 


with minority views to accompany 
H.R. 3793., 78-10251 


Saturday mail delivery : report together 
with supplemental views to accompany 
H. Con. Res. 277., 78-5722 


Serial, 94th Congress ; no. 94-5. 

Postal labor relations legislation 
hearings before the Subcommittee on 
Postal Facilities, Mail, and Labor 
Management of the Committee on 
Post Office and Civil Service, House of 
Representatives, Ninety-fourth Con- 
gress, first session ... March 13 and 18, 
1975., 78-14386 


Serial, 94th Congress ; no. 94-16. 

Briefing by Postal Rate Commission : 
hearing before the Committee on Post 
Office and Civil Service, House of 
Representatives, Ninety-fourth Con- 


gress, first session, March 6, 1975., 
78-14387 


Serial, 94th Congress ; no. 94-34. 

Career status for certain employees in 
overseas limited appointments : hear- 
ing before the Subcommittee on Man- 
power and Civil Service of the Com- 
mittee on Post Office and Civil Ser- 
vice, House of Representatives, 
Ninety-fourth Congress, first session, 
on H.R. 509 ... July 10, 1975., 78- 
14388 


Serial, 94th Congress ; no. 94-35. 

Proposals for a mid-decade census 
hearing before the Subcommittee on 
Census and Population of the Commit- 
tee on Post Office and Civil Service, 
House of Representatives, Ninety- 
fourth Congress, first session, on H.R. 


2556 and H.R. 3704 ... May 16, 1975., 
78-14389 


Serial, 95th Congress ; no. 95-20. 

Elimination of mandatory retirement at 
age 70 : hearings before the Subcom- 
mittee on Compensation and Em- 
ployee Benefits of the Committee on 
Post Office and Civil Service, House of 
Representatives, Ninety-fifth Congress, 
first session, on H.R. 7945 ... June 23 
and 28, 1977., 78-1099 


Serial, 95th Congress ; no. 95-21. 

Oversight hearing on the Civil Service 
Commission : hearing before the Com- 
mittee on Post Office and Civil Ser- 
vice, House of Representatives, 
Ninety-fifth Congress, first session, 
June 14, 1977., 78-1100 
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Serial, 95th Congress ; no. 95-22. 

Arbitration rights for postal supervisors : 
hearing before the Subcommittee on 
Postal Personnel and Modernization of 
the Committee on Post Office and 
Civil Service, House of Representa- 
tives, Ninety-fifth Congress, first ses- 
sion, on H.R. 7132 ... July 25, 1977., 
78-1101 


Serial, 95th Congress ; no. 95-23. 

Oversight hearing on Federal employee 
health benefits program, health care 
costs : hearings before the Subcommit- 
tee on Compensation and Employee 
Benefits of the Committee on Post Of- 
fice and Civil Service, House of 
Representatives, Ninety-fifth Congress, 
first session ..., 78-1102 

Serial, 95th Congress ; no. 95-24. 

Abolish USPS Board of Governors and 
require Presidential appointment of 
Postmaster General with Senate confir- 
mation : hearings before the Subcom- 
mittee on Postal Personnel and 
Modernization of the Committee on 
Post Office and Civil Service, House of 
Representatives, Ninety-fifth Congress, 
first session, on H.R. 19 ... March 16, 
23, and May 10, 1977., 78-1103 

Serial, 95th Congress ; no. 95-25. 

Overseas teachers : hearing before the 
Subcommittee on Compensation and 
Employee Benefits of the Committee 
on Post Office and Civil Service, 
House of Representatives, Ninety-fifth 
Congress, first session, on H.R. 3698 
... July 19, 1977., 78-1104 


Serial, 95th Congress ; no. 95-26. 

Recommendations of the Commission on 
Postal Service : hearings before the 
Subcommittee on Postal Operations 
and Services of the Committee on Post 
Office and Civil Service, House of 
Representatives, Ninety-fifth Congress, 
first session, April 28 and May 9, 
1977., 78-1105 

Serial, 95th Congress ; no. 95-27. 

General oversight and Postal Service 
budget : hearing before the Subcom- 
mittee on Postal Operations and Ser- 
vices of the Committee on Post Office 
and Civil Service, House of Represen- 
tatives, Ninety-fifth Congress, first ses- 
sion, March 15, 1977., 78-1106 

Serial, 95th Congress ; no. 95-29. 

Contracting out of jobs and services : 
hearings before the Subcommittee on 
Employee Ethics and Utilization of the 
Committee on Post Office and Civil 
Service, House of Representatives, 


Ninety-fifth Congress, first session ..., 
78-12157 
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Serial, 95th Congress ; no. 95-30, 95-31. 
Improved labor-management relations in 


the Federal service : hearings before 
the Subcommittee on Civil Service of 
the Committee on Post Office and 
Civil Service, House of Representa- 
tives, Ninety-fifth Congress, first ses- 
sion, on H.R. 13 and H.R. 1589 ..., 
78-5634 


Serial, 95th Congress ; no. 95-32. 
The Postal service act of 1977 : joint 


hearing before the Subcommittee on 
Postal Operations and Services and the 
Subcommittee on Postal Personnel and 
Modernization of the Committee on 
Post Office and Civil Service, House of 
Representatives, Ninety-fifth Congress, 
first session, on H.R. 7700 ..., 78- 
14390 


Serial, 95th Congress ; no. 95-33. 
Right to representation : hearing before 


the Subcomittee on Civil Service of 
the Committee on Post Office and 
Civil Service, House of Representa- 
tives, Ninety-fifth Congress, first ses- 
sion, on H.R. 3793 ... July 21, 1977., 
78-1107 


Serial, 95th Congress ; no. 95-34. 
Federal employee administrative hearing 


rights guarantee act : hearing before 
the Subcommittee on Civil Service of 
the Committee on Post Office and 
Civil Service, House of Representa- 
tives, Ninety-fifth Congress, first ses- 
sion, on H.R. 6225 ... July 28, 1977., 
78-5635 


Serial, 95th Congress ; no. 95-35. 
Civil service retirement credit for 


Japanese Americans interned during 
World War II : hearing before the Sub- 
committee on Compensation and Em- 
ployee Benefits of the Committee on 
Post Office and Civil Service, House of 
Representatives, Ninety-fifth Congress, 
first session, on H.R. 6412 ... Sep- 
tember 12, 1977., 78-1108 


Serial, 95th Congress ; no. 95-36. 
Federal employment preference for cer- 


tain non-Indian employees : hearing 
before the Subcommittee on Compen- 
sation and Employee Benefits of the 
Committee on Post Office and Civil 
Service, House of Representatives, 
Ninety-fifth Congress, first session, on 
H.R. 4153 ... July 26 and September 7, 
1977., 78-2286 


Serial, 95th Congress ; no. 95-37. 
Dual compensation, retired military per- 


sonnel in Federal civilian positions : 
hearings before the Subcommittee on 
Investigations of the Committee on 
Post Office and Civil Service, House of 
Representatives, Ninety-fifth Congress, 
first session, July 26, 28, and Sep- 
tember 21, 1977., 78-12158 





Serial, 95th Congress ; no. 95-38. 

Data on foreign ownership of property 
within the United States : hearing be- 
fore the Subcommittee on Census and 
Population of the Committee on Post 
Office and Civil Service, House of 
Representatives, Ninety-fifth Congress, 
first session, on H.R. 7411 ... July 15, 
1977., 78-2287 


Serial, 95th Congress ; no. 95-39. 

Collection and publication of world 
population data : hearings before the 
Subcommittee on Census and Popula- 
tion of the Committee on Post Office 
and Civil Service, House of Represen- 
tatives, Ninety-fifth Congress, first ses- 
sion, on H.R. 3950 ... March 30 and 
April 25, 1977., 78-2288 

Serial, 95th Congress ; no. 95-40. 

Neighborhood statistics : hearing before 
the Subcommittee on Census and 
Population of the Committee on Post 
Office and Civil Service, House of 
Representatives, Ninety-fifth Congress, 
first session, on H.R. 3789 ... April 20, 
1977., 78-2289 


Serial, 95th Congress ; no. 95-41. 

1980 census : hearings before the Sub- 
committee on Census and Population 
of the Committee on Post Office and 
Civil Service, House of Representa- 


tives, Ninety-fifth Congress, first ses- 
sion, June 9, 10, and 24, 1977., 78- 
2290 


Serial, 95th Congress ; no. 95-42. 

Pretest census in Oakland, California and 
Camden, New Jersey : hearings before 
the Subcommittee on Census and 
Population of the Committee on Post 
Office and Civil Service, House of 
Representatives, Ninety-fifth Congress, 
first session, March 25 and May 16, 
1977., 78-5636 


Serial, 95th Congress ; no. 95-43. 

Veterans’ preference oversight hearings : 
hearings before the Subcommittee on 
Civil Service of the Committee on Post 
Office and Civil Service, House of 
Representatives, Ninety-fifth Congress, 
first session, October 4 and 5, 1977., 
78-5637 


Serial, 95th Congress ; no. 95-44. 

Improve the basic workweek of Federal 
firefighters : hearing before the Sub- 
committee on Employee Ethics and 
Utilization of the Committee on Post 
Office and Civil Service, House of 
Representatives, Ninety-fifth Congress, 
first session, on H.R. 3161 ... Sep- 
tember 26, 1977., 78-5638 


Serial, 95th Congress ; no. 95-45. 

Research and development into elec- 
tronic mail concepts by the USPS : 
briefing before the Subcommittee on 
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Postal Personnel and Modernization of 
the Committee on Post Office and 
Civil Servive, House of Representa- 
tives, Ninety-fifth Congress, first ses- 
sion, March 21, 1977., 78-8340 

Serial, 95th Congress ; no. 95-46. 

The Census reform act : hearings before 
the Subcommittee on Census and 
Population of the Committee on Post 


Office and Civil Service, House of 


Representatives, Ninety-fifth Congress, 
first session, on H.R. 8871 ... Sep- 
tember 12 and 23, 1977., 78-8341 


Serial, 95th Congress ; no. 95-47. 


Transfer of south suburban postal facility 
to Forest Park, Illinois : hearing before 


the Subcommittee on Investigations of 


the Committee on Post Office and 
Civil Service, House of Representa- 
tives, Ninety-fifth Congress, first ses- 
sion, August 8, 1977., 78-8342 


Serial, 95th Congress ; no. 95-48. 

Cost of living allowance : hearings before 
the Subcommittee on Compensation 
and Employee Benefits of the Commit- 
tee on Post Office and Civil Service, 
House of Representatives, Ninety-fifth 
Congress, first session, July 8 and Oc- 
tober 27, 1977., 78-10007 


Serial, 95th Congress ; no. 95-49. 

Charity disclosure legislation : hearings 
before the Subcommittee on Postal 
Personnel and Modernization of the 
Committee on Post Office and Civil 
Service, House of Representatives, 
Ninety-fifth Congress, first session, on 
H.R. 41 ... March 24, 29, and 30, 
1977., 78-12159 


Serial, 95th Congress ; no. 95-50. 

Discontinue annuity payments during 
employment as a Federal justice or 
judge : hearing before the Subcommit- 
tee on Compensation and Employee 
Benefits of the Committee on Post Of- 
fice and Civil Service, 
Representatives, Ninety-fifth Congress, 
first session, on H.R. 4320 ... October 
5, 1977., 78-10008 

Serial, 95th Congress ; no. 95-51. 

Special retirement policy for law en- 
forcement Officers and firefighters : 
hearings before the Subcommittee on 


Compensation Employee Benefits of 


the Committee on Post Office and 
Civil Service, House of Representa- 
tives, Ninety-fifth Congress, first ses- 
sion ..., 78-16273 

Serial, 95th Congress ; no. 95-52. 

Authorization for the White House staff : 
hearing before the Subcommittee on 
Employee Ethics and Utilization of the 
Committee on Post Office and Civil 
Service, House of Representatives, 
Ninety-fifth Congress, first session, on 
H.R. 6326 ..., 78-19201 
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Serial, 95th Congress ; no. 95-53. 

Federal blue-collar wage determinations : 
hearings before the Subcommittee on 
Compensation and Employee Benefits 
of the Committee on Post Office and 
Civil Service, House of Representa- 
tives, Ninety-fifth Congress, first ses- 
sion ..., 78-19202 

Serial, 95th Congress ; no. 95-54. 

Prohibit unionization of the military 
hearings before the Subcommittee on 
Civil Service of the Committee on Post 
Office and Civil Service, House of 
Representatives, Ninety-fifth Congress, 
second session, on §. 274 ... January 
31 and February 1, 1978., 78-19203 

Serial, 95th Congress ; no. 95-55. 

Special allowances to enhance the 
recruitment and retention of physicians 
in the Federal Service : hearings be- 
fore the Subcommittee on Compensa- 
tion and Employee Benefits of the 
Committee on Post Office and Civil 
Service, House of Representatives, 
Ninety-fifth Congress, second session, 
on H.R. 4620 January 24 and 
February 21, 1978., 78-19204 


Serial, 95th Congress ; no. 95-57. 

Federal statistical activity control act of 
1978 : hearings before the Subcommit- 
tee on Census and Population of the 
Committee on Post Office and Civil 
Service, House of Representatives, 
Ninety-fifth Congress, second session, 
on H.R. 11253 ....,  78-26845 


Serial, 95th Congress ; no. 95-58. 

Oversight hearing on comparability pay : 
hearings before the Subcommittee on 
Compensation and Employee Benefits 
of the Committee on Post Office and 
Civil Service, House of Representa- 
tives, Ninety-fifth Congress, second 
session, February 6 and March 7, 
1978., 78-19205 


Serial, 95th Congress ; no. 95-59. 

Clarifying leave status of Librarian of 
Congress : hearing before the Subcom- 
mittee on Compensation and Em- 
ployee Benefits of the Committee on 
Post Office and Civil Service, House of 
Representatives, Ninety-fifth Congress, 
second session, on S. 1626 ... April 10, 
1978., 78-22535 

Serial, 95th Congress ; no. 95-63. 

Civilian air traffic controllers and flight 
service station specialists : hearing be- 
fore the Subcommittee on Compensa- 
tion and Employee Benefits of the 
Committee on Post Office and Civil 
Service, House of Representatives, 
Ninety-fifth Congress, second session, 
on H.R. 8503 and H.R. 10633, April 
17, 1978., 78-22536 
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Serial, 95th Congress ; no. 95-65. 

Civil service reform : hearings before the 
Committee on Post Office and Civil 
Service, House of Representatives, 
Ninety-fifth Congress, second session, 
on H. R. 11280 ..., 78-26846 


Serial, 95th Congress ; no. 95-67. 

Phony invoice mail fraud : hearing be- 
fore the Subcommmittee on Postal 
Personnel and Modernization of the 
Committee on Post Office and Civil 
Service, House of Representatives, 
Ninety-fifth Congress, second session, 
on H.R. 12190 ... May 11, 1978., 78- 
26847 


Serial, 95th Congress ; no. 95-68. 

Consumer Product Safety Commission : 
hearing before the Subcommittee on 
Civil Service of the Committee on Post 
Office and Civil Service, House of 
Representatives, Ninety-fifth Congress, 
second session, March 9, 1978., 78- 
24644 


Serial, 95th Congress ; no. 95-70. 

Administration requests for executive 
level positions : hearings before the 
Subcommittee on Employee Ethics and 
Utilization of the Committee on Post 
Office and Civil Service, House of 
Representatives, Ninety-fifth Congress, 
second session, May 9 and 11, 1978., 
78-24645 


Serial, 95th Congress ; no. 95-71. 

Cost of living allowance (Virgin Islands 
and Puerto Rico) : hearings before the 
Subcommittee on Compensation and 
Employee Benefits of the Committee 
on Post Office and Civil Service, 
House of Representatives, Ninety-fifth 
Congress, second session, February 10 
and 13, 1978., 78-26848 


Social security financing amendments of 
1977 : report of the Committee on 
Ways and Means, House of Represen- 
tatives, together with individual views, 
dissenting views, minority views, and 
additional minority views to accom- 
pany H.R. 9346., 78-10125 


Study of retired uniformed services per- 
sonnel in the Federal civilian ser- 
vice—December 1976 /, 78-10006 


Sun Day : report to accompany H.J. Res. 
715., 78-10250 


White House personnel authorization : 
report together with supplemental 
views to accompany H.R. 11003., 78- 
14475 


1980 census : hearings before the Sub- 
committee on Census and Population 
of the Committee on Post Office and 
Civil Service, House of Representa- 
tives, Ninety-fifth Congress, first ses- 


sion, June 9, 10, and 24, 1977., 78- 
2290 
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United States. Congress. House. Committee 
on Post Office and Civil Service. 
Subcommittee on Census and Population. 
The Census reform act : hearings before 

the Subcommittee on Census and 
Population of the Committee on Post 
Office and Civil Service, House of 
Representatives, Ninety-fifth Congress, 
first session, on H.R. 8871 ... Sep- 
tember 12 and 23, 1977., 78-8341 


Collection and publication of world 
population data : hearings before the 
Subcommittee on Census and Popula- 
tion of the Committee on Post Office 
and Civil Service, House of Represen- 
tatives, Ninety-fifth Congress, first ses- 
sion, on H.R. 3950 ... March 30 and 
April 25, 1977., 78-2288 


Data on foreign ownership of property 
within the United States : hearing be- 
fore the Subcommittee on Census and 
Population of the Committee on Post 
Office and Civil Service, House of 
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tions and Review of the Committee on 
Public Works and_ Transportation, 
House of Representatives, Ninety-fifth 
Congress, second session ..., 78- 
26852 


Supervision extension of the U.S. Capitol 
Police : report to accompany S. 2052., 
78-5794 


Surface transportation assistance act of 


1978 : report of the Committee on 
Public Works and _ Transportation 
together with minority, supplemental, 
and separate views, on H.R. 11733 ..., 
78-24780 


Union Station improvement act of 1978 : 
report together with dissenting views 
to accompany H.R. 12796., 78-26938 


Urban system study : report of the Secre- 
tary of Transportation to the United 
States Congress /, 78-8343 


United States. Congress. House. Committee 
on Public Works and Transportation. 
Subcommittee on Aviation. 

Aviation regulatory reform : hearings be- 
fore the Subcommittee on Aviation of 
the Committee on Public Works and 
Transportation, House of Representa- 
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tives, Ninety-fifth Congress, first ses- 
sion, on H.R. 8813 (introduced August 
13, 1977) ...,. 78-10017, 78-22542 


FAA facility and equipment programs for 
safety : hearings before the Subcom- 
mittee on Aviation of the Committee 
on Public Works and Transportation, 
House of Representatives, Ninety-fifth 
Congress, second session, May 16 and 
17, 1978., 78-26853 


Flight service station system moderniza- 
tion : hearing before the Subcommittee 
on Aviation of the Committee on 
Public Works and_ Transportation, 
House of Representatives, Ninety-fifth 
Congress, first session, on H.R. 7699 
... October 3, 1977., 78-14399 


Hollywood-Burbank Airport : briefing of 
the Subcommittee on Aviation of the 
Committee on Public Works and 
Transportation., 78-12165 


Impact of interlining on computer air- 
lines : hearing before the Subcommit- 
tee on Aviation of the Committee on 
Public Works and _ Transportation, 
House of Representatives, Ninety-fifth 
Congress, second session, March 18, 
1978, at Miami, Fla., 78-24652 


United States international aviation 
negotiations : hearings before the Sub- 
committee on Aviation of the Commit- 
tee on Public Works and Transporta- 
tion, House of Representatives, Ninety- 
fifth Congress, first session, September 
29 and October 3, 1977., 78-10014 


United States. Congress. House. Committee 


on Public Works and Transportation. 

Subcommittee on Economic Development. 

Appalachian child development : hearing 
before the Subcommittee on Economic 
Development of the Committee on 
Public Works and_ Transportation, 
House of Representatives, Ninety-fifth 
Congress, first session, on H.R. 8777 
and related bills ... October 13, 1977., 
78-19213 


Implementation of the Local public 
works and capital development and in- 
vestment act : joint hearings before the 
Subcommittee on Economic Develop- 
ment and the Subcommittee on In- 
vestigations and Review of the Com- 
mittee on Public Works and Transpor- 
tation, House of Representatives, 
Ninety-fifth Congress, first session, 
May 19, 1977., 78-1117 


To amend and extend the Local public 
works capital development and invest- 
ment act : hearings before the Sub- 
committee on Economic Development 
of the Committee on Public Works 
and Transportation, House of 
Representatives, Ninety-fifth Congress, 
first session, on H.R. 11 and_ related 
bills ..., 78-1115 





United States. Congress. House. Committee 
on Public Works and Transportation. 
Subcommittee on Investigations and 
Review. 

Aviation safety : aircraft passenger edu- 
cation, the missing link in air safety : 
hearings before the Subcommittee on 
Investigations and Review of the Com- 
mittee on Public Works and Transpor- 
tation, U.S. House of Representatives, 
Ninety-fifth Congress, first session, 
June 12, 13, and 14, 1977., 78-14397 


Federal disaster relief program : hearings 
before the Subcommittee on Investiga- 
tions and Review of the Committee on 
Public Works and _ Transportation, 
House of Representatives, Ninety-fifth 
Congress, second session ..., 78- 
26852 


Implementation of the Federal water pol- 
lution control act : regulation and 
monitoring of toxic and hazardous 
chemicals : hearings before the Sub- 
committee on Investigations and 
Review of the Committee on Public 
Works and Transportation, U.S. House 
of Representatives, Ninety-fifth Con- 
gress, first session .... 78-10015 


Implementation of the Federal water pol- 
lution control act : summary of 
hearings ... before the Subcommittee 
on Investigations and Review of the 
Committee on Public Works and 
Transportation, House of Representa- 
tives /, 78-1123 


Implementation of the Federal water pol- 
lution control act, 1977 (thermal pol- 
lution and other water impacts from 
steam electric power generation) 
hearings before the Subcommittee on 
Investigations and Review of the Com- 
mittee on Public Works and Transpor- 
tation, U.S House of Representatives /, 
78-1116 


Implementation of the Local public 
works and capital development and in- 
vestment act : joint hearings before the 
Subcommittee on Economic Develop- 
ment and the Subcommittee on In- 
vestigations and Review of the Com- 
mittee on Public Works and Transpor- 
tation, House of Representatives, 
Ninety-fifth Congress, first session, 
May 19, 1977., 78-1117 


Water contamination by toxic pollutants 
: an assessment of regulation /, 78- 
1124 


United States. Congress. House. Committee 
on Public Works and Transportation. 
Subcommittee on Public Buildings and 
Grounds. 

GSA _architect-engineer procurement 
process : hearings before the Subcom- 
mittee on Public Buildings and 
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Grounds of the Committee on Public 
Works and Transportation, House of 
Representatives, Ninety-fifth Congress, 
first session, September 19 and 20, 
1977., 78-12166 

Prospectus for Federal building at Lagu- 
na Niguel, Calif., and review of GSA 
procedures in property exchanges 
hearings before the Subcommittee on 
Public Buildings and Grounds of the 
Committee on Public Works and 
Transportation, House of Representa- 
tives, Ninety-fifth Congress, first ses- 
sion ..., 78-19212 


To provide additional authorization for 
the Library of Congress James Madis- 
on Memorial Building : hearing before 
the Subcommittee on Public Buildings 
and Grounds of the Committee on 
Public Works and _ Transportation, 
House of Representatives, Ninety-fifth 
Congress, second session, April 26, 
1978., 78-24653 


Union Station/National Visitor Center : 
hearings before the Subcommittee on 
Public Buildings and Grounds of the 
Committee on Public Works and 
Transportation, House of Representa- 
tives, Ninety-fifth Congress, second 
session ..., 78-22541 


Use of solar energy in Federal buildings : 
hearings before the Subcommittee on 
Public Buildings and Grounds of the 
Committee on Public Works and 
Transportation, House of Representa- 
tives, Ninety-fifth Congress, first ses- 
sion..., 78-1120 


United States. Congress. House. Committee 
on Public Works and Transportation. 
Subcommittee on Surface Transportation. 
Highway/transit proposals : hearings be- 

fore the Subcommittee on Surface 
Transportation of the Committee on 
Public Works and _ Transportation, 
House of Representatives, Ninety-fifth 
Congress, first session ..., 78-1119, 
78-16280, 78-22540 


To increase the authorized Federal share 
of certain projects of the Appalachian 
highway system : hearing before the 
Subcommittee on Surface Transporta- 
tion of the Committee on Public 
Works and Transportation, House of 
Representatives, Ninety-fifth Congress, 
first session, on H.R. 3746 and related 
bills ... June 28, 1977., 78-1121 


United States. Congress. House. Committee 
on Public Works and Transportation. 
Subcommittee on Water Resources. 

Flood control act amendments : hearings 
before the Subcommittee on Water 
Resources of the Committee on Public 
Works and Transportation, House of 
Representatives, Ninety-fifth Congress, 
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first session, on H.R. 8061 
November 16, 1977, at Harrisburg, 
Pa., November 17, 1977, at Sunbury, 
Pa., 78-22539 


Hurricane protection plan for Lake 


Pontchartrain and vicinity : hearing be- 
fore the Subcommittee on Water 
Resources of the Committee on Public 
Works and Transportation, House of 
Representatives, Ninety-fifth Congress, 
second session, January 5, 1978, at 
New Orleans, La., 78-19214 


Little River, lowa, watershed project : 


hearing before the Subcommittee on 
Water Resources of the Committee on 
Public Works and_ Transportation, 
House of Representatives, Ninety-fifth 
Congress, first session, November 29, 
1977., 78-10018 


Performance of dredging by contract : 


hearing before the Subcommittee on 
Water Resources of the Committee on 
Public Works and _ Transportation, 
House of Representatives, Ninety-fifth 
Congress, first session, on H.R. 7744 
... July 13, 1977., 78-1122 


Replacement of locks and dam 26 at 


Alton, Ill. : hearings before the Sub- 
committee on Water Resources of the 
Committee on Public Works and 
Transportation, House of Representa- 
tives, Ninety-fifth Congress, first ses- 
sion, June 14, 15, and 16, 1977., 78- 
16278 


Waterway user charges : hearing before 


the Subcommittee on Water Resources 
of the Committee on Public Works 
and Transportation, House of 
Representatives Ninety-fifth Congress, 
first session, July 18, 1977., 78-5644 


United States. Congress. House. Committee 
on Rules. 
Allowing any attorney employed or 


retained by the Committee on Stan- 
dards of Official Conduct to take the 
deposition of any person for the pur- 
pose of conducting any inquiry or in- 
vestigation pursuant to H. Res. 252 : 
report toaccompany H. Res. 752., 
78-10111 


Amending the Rules of the House of 


Representatives and establish a Per- 
manent Select Committee on _ Intel- 
ligence : report to accompany H.Res. 
658., 78-5707 


Authorizing the Select Committee on As- 


sassinations or any subcommittee 
thereof to make applications to courts; 
and to bring and defend lawsuits aris- 
ing out of subpenas, orders immunizing 
witnesses and compelling them to testi- 
fy, testimony or the production of 
evidence, and the failure to testify or 
produce evidence : report to accom- 
pany H. Res. 760., 78-5735 
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Broadcasting the proceedings of the 
House : a report of the Committee on 
Rules on its study of alternative 
methods of providing complete and 
unedited audio and visual broadcasting 
of the proceedings of the House of 
Representatives /, 78-12262 


Concurring in the Senate amendment to 
H.R. 9290 : report to accompany H. 
Res. 804., 78-1253 


Federal statistical activity control act of 
1978 : report together with supplemen- 
tal views to accompany H.R. 11253., 
78-24718 


Financial ethics : hearings and markup 
before the Committee on Rules, House 
of Representatives, Ninety-fifth Con- 
gress, first session, on H. Res. 287 ... 
February 23 and 24, 1977., 78-22543 


Full employment and balanced growth 
act of 1978 : report together with 
minority, supplemental, and additional 
views to accompany H.R. 50., 78- 
12271 


Legislative calendar - Committee on 
Rules, United States House of 
Representatives., 78-3939 


Providing for agreeing to the Senate 
amendments to H.R. 9378 : report to 
accompany H. Res. 930., 78-8426 


Providing for considering of the Senate 
amendments to House Joint Resolution 
662 : report to accompany H. Res. 
929., 78-8425 


Providing for radio and _ television 
coverage of House proceedings : re- 
port to accompany H. Res. 866., 78- 
10140 


Providing for the consideration of H.R. 1 
: report to accompany H. Res. 1128., 
78-16368 


Providing for the considération of H.R. 1 
: report to accompany H. Res. 1323., 
78-26968 


Providing for the consideration of H.R. 


15 : report to accompany H. Res. 
1208., 78-19335 


Providing for the consideration of H.R. 
39 : report to accompany H. Res. 
1186., 78-16399 


Providing for the consideration of H.R. 
50 : report to accompany H. Res. 
1057., 78-14432 


Providing for the consideration of H.R. 
1037 : report to accompany H. Res. 
774., 78-1244 


Providing for the consideration of H.R. 
1609 : report to accompany H. Res. 
1252., 78-22611 


Providing for the consideration of H.R. 
1614 : report to accompany H. Res. 
964., 78-10228 
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Providing for the consideration 
2222 : report to accompany 
1149., 78-19306 


Providing for the consideration 
2329 : report to accompany 
775., 78-1245 

Providing for the consideration 
2637 : report to accompany 
960., 78-10227 

Providing for the consideration 


2664 : report to accompany 
958., 78-10226 

Providing for the consideration 
3161 : report to accompany 
1067., 78-14433 

Providing for the consideration 
3350 : report to accompany 
1240., 78-22599 

Providing for the consideration 
3377 : report to accompany 
1030., 78-14428 

Providing for the consideration 


3787 : report to accompany 
1126., 78-16364 


Providing for the consideration 
3813 : report to accompany 
1006., 78-10237 


Providing for the consideration 


4297 : report to accompany 
798., 78-1249 


Providing for the consideration 
5503 : report to accompany 
965., 78-10229 


Providing for the consideration 


5981 : report to accompany 
1014., 78-14426 


Providing for the consideration 
6362 : report to accompany 
974., 78-10230 


Providing for the consideration 


6805 : report to accompany 
872., 78-2334 


Providing for the consideration H.R. 
6853 : report to accompany H. Res. 


1345., 78-26988 


Providing for the consideration of H.R. 
7308 : report to accompany H. Res. 


1266., 78-22620 


Providing for the consideration of H.R. 
7577 : report to accompany H. Res. 


1234., 78-19368 


Providing for the consideration of H.R. 
7700 : report to accompany H. Res. 


1078., 78-14457 


Providing for the consideration of H.R. 
7814 : report to accompany H. Res. 


1165., 78-16386 


Providing for the consideration of H.R. 
8011 : report to accompany H. Res. 


763., 78-1239 
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Providing for the consideration 
8099 : report to accompany 
1187., 78-16400 


Providing for the consideration 
8200 : report to accompany 
826., 78-1259 

Providing for the consideration 
8309 : report to accompany 
776., 78-1246 

Providing for the consideration 


8336 : report to accompany 
982., 78-10232 


Providing for the consideration 
8390 : report to accompany 
815., 78-1255 

Providing for the consideration 


8410 : report to accompany 
799., 78-1250 


Providing for the consideration 
8494 : report to accompany 
1139., 78-16370 


Providing for the consideration 
8638 : report to accompany 
767., 78-1243 


Providing for the consideration 
8655 : report to accompany 
764., 78-1240 


Providing for the consideration 
8729 : report to accompany 
1293., 78-24760 


Providing for the consideration 
9090 : report to accompany 
820., 78-1257 


Providing for the consideration 


9214 : report to accompany 
990., 78-10234 


Providing for the consideration 
9290 : report to accompany 
781., 78-1247 


Providing for the consideration 
9346 : report to accompany 
839., 78-1261 


Providing for the consideration 


9354 : report to accompany 
800., 78-1251 


Providing for the consideration 


9370 : report to accompany 
998., 78-10235 


Providing for the consideration 
9400 : report to accompany 
1150., 78-16383 


Providing for the consideration 
9486 : report to accompany 
1287., 78-24734 


Providing for the consideration 


9518 : report to accompany 
1074., 78-14449 


Providing for the consideration 
9757 : report to accompany 
1024., 78-14427 





Providing 
10285 : 
1221., 


Providing 
10392 
1173., 

Providing 
10587 : 
1233., 

Providing 
10729 : 
1190., 


Providing 
10898 
1321., 


Providing 


10899 : 


1114., 
Providing 


10909 : 


1348., 


Providing 
10929 
1188., 


Providing 


11003 : 


1127., 
Providing 


11180 : 


1056., 
Providing 


11280 : 


1307., 


Providing 
11291 
1118., 


Providing 


11302 : 


1112., 
Providing 


11315 : 


1093., 
Providing 


11392 : 


1264., 
Providing 


11400 : 


1099., 


Providing 
11401 
1143., 


Providing 
11488 
1390., 


Providing 
11493 
1212., 

Providing 
11495 : 
1100., 


for the consideration 
report to accompany H. 
78-19359 


for the consideration 


78-16389 


for the consideration of 
report to accompany H. 
78-19367 
for the consideration of 
report to accompany H. 
78-16401 


for the consideration of 


: report to accompany H. 


78-24784 


for the consideration of 


report to accompany H. 


78-16359 


for the consideration of 


report to accompany H. 


78-26990 


for the consideration of 


: report to accompany H. 


78-19327 


for the consideration of 


report to accompany H. 


78-16365 


for the consideration of 


report to accompany H. 


78-12290 


for the consideration of 


report to accompany H. 


78-24776 


for the consideration of 


: report to accompany H. 


78-16362 


for the consideration of 


report to accompany H. 


78-16357 


for the consideration of 


report to accompany H. 


78-14485 


for the consideration of 


report to accompany H. 


78-22618 


for the consideration of 
report to accompany H. 
78-14490 


for the consideration of 


: report to accompany H. 


78-16378 


for the consideration of 


: report to accompany H. 


78-27004 


for the consideration of 


: report to accompany H. 


78-19344 


for the consideration of 
report to accompany H. 
78-14491 


of H.R. 
Res. 


of H.R. 
: report to accompany H. 


H.R. 


H.R. 
Res. 


H.R. 
Res. 


H.R. 


H.R. 
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Providing 
11504 : 
1140., 


Providing 
11518 
1092., 

Providing 
11545 : 
1343., 

Providing 
11622 : 
1311., 


Providing 


11662 : 


1113., 
Providing 


11686 : 


1174., 


Providing 
11711 
1288., 


Providing 


11733 : 


1326., 
Providing 


11832 : 


1144., 


Providing 
11877 
1145., 


Providing 


11979 : 


1386., 
Providing 


11983 : 


1172., 


Providing 
12005 
1222., 


Providing 


12050 : 


1178., 
Providing 


i237 : 


1168., 


Providing 
12161 
1365., 


Providing 
12163 
1261., 


Providing 
12222 
1164., 


Providing 
12240 : 
1205., 


Providing 
12250 : 
1213., 


for the consideration 
report to accompany 
78-16375 


for the consideration 


: report to accompany 


78-14482 


for the consideration 
report to accompany 
78-26986 
for the consideration 
report to accompany 
78-24778 
for the consideration 
report to accompany 
78-16358 
for the consideration 
report to accompany 
78-16390 


for the consideration 


: report to accompany 


78-24735 


for the consideration 
report to accompany 
78-2697 1 
for the consideration 
report to accompany 
78-16379 


for the consideration 


: report to accompany 


78-16380 


for the consideration 
report to accompany 
78-27002 
for the consideration 
report to accompany 
78-16388 


for the consideration 


: report to accompany 


78-19360 


for the consideration 
report to accompany 
78-16394 


for the consideration 
report to accompany 
78-16387 


for the consideration 


: report to accompany 


78-26994 


for the consideration 


: report to accompany 


78-22616 


for the consideration 


: report to accompany 


78-16385 


for the consideration 
report to accompany 
78-19331 


for the consideration of 
report to accompany H. 
78-19345 


H.R. 
. Res. 


H.R. 
Res. 
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Providing 
12299 
1366., 


Providing 
12303 : 
1300., 

Providing 
12347 : 
1301., 

Providing 
12355 
1373., 


Providing 


12426 : 


1206., 
Providing 


12432 : 


1235., 
Providing 


12433 : 


1214., 
Providing 


12452 : 


1294., 


Providing 
12481 
1191., 


Providing 


12505 : 


1215., 
Providing 


12514 : 


1286., 
Providing 


12533 : 


1374., 
Providing 


12536 : 


1243., 
Providing 


12577 : 


1385., 
Providing 


12584 : 


1302., 


Providing 
12598 : 
1204., 


Providing 
12602 : 
1193., 


Providing 
12611 
1324., 


Providing 
12641 
1176., 


Providing 
12796 : 
1253., 


for the consideration 


: report to accompany 


78-26995 


for the consideration 
report to accompany 
78-24771 
for the consideration 
report to accompany 
78-24772 


for the consideration 


: report to accompany 


78-26998 


for the consideration 
report to accompany 
78-19332 
for the consideration 
report to accompany 
78-19369 
for the consideration 
report to accompany 
78-19346 
for the consideration 
report to accompany 
78-24761 


for the consideration 


: report to accompany 


78-16402 


for the consideration 
report to accompany 
78-19347 


for the consideration 
report to accompany 
78-24733 


for the consideration 
report to accompany 
78-26999 


for the consideration 
report to accompany 
78-22604 

for the consideration 
report to accompany 
78-27001 

for the consideration 
report to accompany H. 
78-24773 

for the consideration of 
report to accompany H. 
78-19330 

for the consideration of 
report to accompany H. 
78-19328 


for the consideration of 


: report to accompany H. 


78-26969 


for the consideration of 


: report to accompany H. 


78-16392 


for the consideration of 
report to accompany H. 
78-22612 
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Providing for the consideration of H.R. 
13007 : report to accompany H. Res. 
1278., 78-24728 


Providing for the consideration of H.R. 
13059 : report to accompany H. Res. 
1325., 78-26970 

Providing for the consideration of H.R. 
13335 : report to accompany H. Res. 
1367., 78-26996 


Providing for the consideration of H.R. 
13385 : report to accompany H. Res. 
1277., 78-24727 

Providing for the consideration of H.R. 


13471 : report to accompany H. Res. 
1333., 78-26978 


Providing for the consideration of H.R. 
13488 : report to accompany H. Res. 
1346., 78-26989 


Providing for the consideration of H.R. 
13511 : report to accompany H. Res. 
1306., 78-24775 

Providing for the consideration of H.R. 
13750 : report to accompany H. Res. 
1354., 78-26991 


Providing for the consideration of H.R. 
13778 : report to accompany H. Res. 
1355., 78-26992 


Providing for the consideration of H.R. 
14042 : report to accompany H. Res. 
1368., 78-26997 


Providing for the consideration of H. 


Res. 766 : report to accompany H. 
Res. 819., 78-1256 


Providing for the consideration of House 
Joint Resolution 554 : report to ac- 
company H. Res. 1048., 78-14430 


Providing for the consideration of House 
Joint Resolution 626 : report to ac- 
company H. Res. 829., 78-1260 


Providing for the consideration of House 
Joint Resolution 638 : report to ac- 
company H. Res. 1295., 78-24762 


Providing for the consideration of House 
Joint Resolution 643 : report to ac- 
company H. Res. 892., 78-2339 


Providing for the consideration of House 
Joint Resolution 662 : report to ac- 
company H. Res. 917., 78-5842 


Providing for the consideration of S. 
1340 : report to accompany H. Res. 
916., 78-5841 


Providing for the consideration of S. 
1613 : report to accompany H. Res. 
1322., 78-24785 


Providing for the consideration of Senate 
amendments to House Joint Resolution 
662 : report to accompany H. Res. 
928., 78-8424 


Providing for the consideration of Senate 
Joint Resolution 4 : report to accom- 
pany H. Res. 1265., 78-22619 
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Providing for the consideration of the 
conference report on H.R. 3199 : re- 
port to accompany H. Res. 935., 78- 
8427 

Providing for the consideration of the 
conference report on H.R. 7555 : re- 


port to accompany H. Res. 893., 78- 
2340 


Providing for the consideration of the 
conference report on H.R. 9346 : re- 
port to accompany H. Res. 937., 78- 
8428 

Providing for the further consideration of 
H.R. 7073 : report to accompany H. 
Res. 830., 78-2330 


Providing for the reform of the adminis- 
trative organization and legislative 
management services of the House of 
Representatives, and for other pur- 
poses : report together with minority 
and additional views to accompany H. 
Res. 766., 78-10122 


Public debt limit : report together with 
dissenting views to accompany H.R. 
11180 /, 78-24701 


Waiving certain points of order against 
H.R. 9375 : report to accompany H. 
Res. 807., 78-1254 


Waiving certain points of order against 
H.R. 12927 : report to accompany H. 
Res. 1229., 78-22592 


Waiving certain points of order against 
H.R. 12929 : report to accompany H. 
Res. 1220., 78-19358 


Waiving certain points of order against 
H.R. 12930 : report to accompany H. 
Res. 1218., 78-19356 


Waiving certain points of order against 
H.R. 12931 : report to accompany H. 
Res. 1239., 78-22598 


Waiving certain points of order against 
H.R. 12933 : report to accompany H. 
Res. 1219., 78-19357 


Waiving certain points of order against 
H.R. 12934 : report to accompany H. 
Res. 1227., 78-19365 


Waiving certain points of order against 
H.R. 12935 : report to accompany H. 
Res. 1223., 78-19361 


Waiving certain points of order against 
H.R. 12936 : report to accompany H. 
Res. 1226., 78-19364 


Waiving certain points of order against 
H.R. 13635 : report to accompany H. 
Res. 1291., 78-24740 


Waiving certain points of order against 
the conference report on H.R. 3816 : 


report to accompany H. Res. 1356., 
78-26993 


Waiving certain points of order and 
providing certain procedures during 
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consideration of H.R. 12928 : report 
to accompany H. Res. 1224., 78- 
19362 


Waiving certain points of order and 
providing certain procedures during 
consideration of H.R. 12932 : report 
to accompany H. Res. 1225., 78- 
19363 


Waiving certain points of order and 
providing certain procedures during 
consideration of H.R. 12932 : report 
to accompany H. Res. 1230., 78- 
19366 


Waiving certain points of order and 
providing certain procedures during 
consideration of H.R. 12928 : report 
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second session ..., 78-16291 


Small business problems in the marketing 
of meat and other commodities 
hearings before the Subcommittee on 
SBA and SBIC Authority and General 
Small Business Problems of the Com- 
mittee on Small Business, House of 
Representatives, Ninety-fifth Congress, 
second session ..., 78-24659 


United States. Congress. House. Committee 
on Small Business. Subcommittee on 
Special Small Business Problems. 

Crime and its effect on small business : 
hearings before the Subcommittee on 
Special Small Business Problems of the 
Committee on Small Business, House 
of Representatives, Ninety-fifth Con- 
gress, first session ..., 78-5651 

H.R. 7739 and H.R. 10632, small busi- 
ness impact bill : hearings before the 
Subcommittee on Special Small Busi- 
ness Problems of the Committee on 
Small Business, House of Representa- 
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tives, Ninety-fifth Congress, second Legislative calendar - Committee on the of Representatives, Ninety-fifth Con- 
session ..., 78-22554 Budget, United States House of gress, second session, June 29, 1978., 
Movie ratings and the independent Representatives., 78-3906 78-26753 


producer : a report of the Subcommit- March 15 House committee report : Oversight of the congressional budget 
tee on Special Small Business 


, ; request and instructions., 78-12055 process hearings before the Task 
same nag yeaa ee So ae March 15th report of the Committee on Force on Budget Process of the Com- 
Ninety.fifth Congress satond session.,. Ways and Means to the House Budget ee ee ee eee 
78-12296 . ~~? Committee on the budget., 78-16302 Representatives, Ninety-fifth Congress, 


ped ee’ first session, October 5 and 6, 1977., 
Movie ratings and the independent Organization and activities, of the Cos- 78-9915 
producer : hearings before the Sub- gressional Budget Office : hearing be- ited S c H Cc , 
committee on Special Small Business fore the Committee on the Budget, | United States. Congress. House. Committee 
Problems of the Committee on Small House of Representatives, Ninety- on the Budget. Task Force on Community 
Business, House of Representatives fourth Congress, first session, July 23, os a Sees 
Ninety-fifth Congress, first session . 1975., 78-8254 An attempt to create efficiencies in the 
78-14404 ; ai, oe R ; ; regional market associated with reduc- 
- eport of the Committee on Agriculture, . ; cae ‘ 
: tions in military spending., 78-26752 
Regulatory problems of the independent House of Representatives, together : 
owner-operator in the  Nation’s with minority report, to the Committee Conversion = an attempt to create effi- 
trucking industry : hearings before the on the Budget pursuant to the Con- Ceaees the regional market as- 
Subcommittee on Activities of Regula- gressional budget and impoundment sociated with reductions in military 
tory Agencies of the Committee on control act., 78-24559 spending : hearing before the Task 
Small Business, House of Representa- Report of the Committee on Agriculture, Force = National Security and Inter- 
tives, Ninety-fourth Congress, second House of Representatives, together national Affairs, Task Force on Com- 
session ...., 78-22555 with supplemental and minority views, munity and Physical Resources, Task 


Small business impact bill., 78-22554 to the Committee on the Budget /, Force on Human Resources of the 
r 78-8228 78-24562 Committee on the Budget, House of 
United States. Congress. House. Committee : F Representatives, Ninety-fifth Congress, 
on Standards of Official Conduct. Second budget resolution, fiscal year second session. March 22. 1978.. 78- 
Korean influence investigation : hearings 1976 : hearings before the Committee 26752 Bp meerens abe ? 
before the Committee on Standards of on the Budget, House of Representa- 


Officials Conduct, House of Represen- tives, Ninety-fourth Congress, first ses- Impact of highway and mass transit pro- 


tatives, Ninety-fifth Congress, first ses- sion ...., 78-8255 grams on the Federal budget and as- 
aah” 40 on8e4 H. Res. 252 ..., 78- The second budget resolution for fiscal 


2 hearings before the Task Force on 
year 1978 : hearings before the Com- c ‘ d Physical Res f 
United States. Congress. House. Committee mittee on the Budget, House of Sy ~ Rect - on Sere 
r : the Committee on the Budget, House 
on the Budget. Representatives, Ninety-fifth Congress, Pals 
Confidential funding : a study of un- first session, July 19, 20, and 21, of Representatives, Ninety-fifth Con- 
vouchered accounts /, 78-14300 1977., 78-988 gress, first session, October 18, 19, and 
; - 20, 1977., 78-9917 
Congressional control of expenditures /, 
78-9916 


sociated Federal urban investments : 


Second concurrent resolution on the ’ : : , 
budget, fiscal year 1978 : report of the Public reaction to the President s fiscal 
Economic and budget impact of the Pre- Committee on the Budget, House of fae Som Sang; aay Sever Se 
sident’s energy proposals : hearing be- Representatives, to accompany H. Task Forces *P Human Resources and 
fore the Committee on the Budget, Con. Res. 341 ... together with supple- Community and Physical Resources of 
House of Representatives, Ninety-fifth mental, additional, and minority the Committee on the Budget, House 
Congress, first session, June 29, 1977., views., 78-1230 of Representatives, Ninety-fifth Con- 


78-987 Views and estimates of standing commit- oy ccm rusreny <3, 
Economic outlook for fiscal years 1978 tees of the House, Joint Committee on ‘J 
and 1979 : hearings before the Com- Internal Revenue Taxation, and Joint Weather impacts on the budget and the 
mittee on the Budget, House of Economic Committee, together with economy : hearing before the Task 
Representatives, Ninety-fifth Congress, separate, minority, additional, dissent- Force on Community and Physical 
second session ..., 78-22419 ing, and supplemental views, on the Resources of the Committee on the 
Expiring legislation with budgetary im- Congressional budget., 78-16191 Budget, House of Representatives, 
pact, January 1, 1977, to September | United States. Congress. House. Committee Ninety-fifth Congress, second session, 
30, 1978, fiscal year 1977 (iast three on the Budget. Task Force on Budget March 14, 1978.,  78-19062 
quarters) and fiscal year 1978 (listed Process. United States. Congress. House. Committee 
by House authorizing committee) /, Full funding of capital expenditures : on the Budget. Task Force on Distributive 
78-8252 hearing before the Task Force on Impacts of Budget and Economic Policies. 
First concurrent resolution on _ the Budget Process of the Committee on Data on distribution of wealth in the 
budget, fiscal year 1979 : report of the the Budget, House of Representatives, United States : hearings before the 
Committee on the Budget, House of , Ninety-fifth Congress, second session, Task Force on Distributive Impacts of 
Representatives, to accompany H. February 22, 1978., 78-19057 Budget and Economic Policies of the 


Con. Res. 559 ... together with supple- Oversight hearing on the Impoundment Committee on the Budget, House of 
mental, additional, dissenting, minori- 


control act of 1974 : hearing before Representatives, Ninety-fifth Congress, 
ty, and additional minority views., the Task Force on Budget Process of first session, September 26 and 29, 
78-14493 the Committee on the Budget, House 1977., 78-12057 
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Distributive impacts of proposed changes 
in national energy policies : hearings 
before the Task Force on Distributive 
Impacts of Budget and Economic Poli- 
cies of the Committee on the Budget, 
House of Representatives, Ninety-fifth 
Congress, first session .... 78-5528 

President Carter’s welfare proposals 
hearings before the Task For:e on Dis- 
tributive Impacts of Budget and 
Economic Policies of the Committee 
on the Budget, House of Representa- 
tives, Ninety-fifth Congress, first ses- 
sion, October 13, 14, and 21., 78- 
9914 


United States. Congress. House. Committee 
on the Budget. Task Force on Human 
Resources. 

An attempt to create efficiencies in the 
regional market associated with reduc- 
tions in military spending., 78-26752 

Comprehensive employment and training 
act : hearing before the Task Force on 
Human Resources of the Committee 
on the Budget, House of Representa- 
tives, Ninety-fifth Congress, first ses- 
sion, June 30, 1977., 78-985 


Conversion : an attempt to create effi- 
ciencies in the regional market as- 
sociated with reductions in military 
spending : hearing before the Task 
Force on National Security and Inter- 
national Affairs, Task Force on Com- 
munity and Physical Resources, Task 
Force on Human Resources of the 
Committee on the Budget, House of 
Representatives, Ninety-fifth Congress, 
second session, March 22, 1978., 78- 
26752 


Department of Health, Education, and 
Welfare’s budget for fiscal year 1979 : 
hearing before the Task Force on 
Human Resources of the Committee 
on Budget, House of Representatives, 
Ninety-fifth Congress, second session, 
February 22, 1978., 78-22421 


The employment aspects of the Pre- 
sident’s budget proposals for fiscal 
year 1979 : hearing before the Task 
Force on Human Resources of the 
Committee on the Budget, House of 
Representatives, Ninety-fifth Congress, 
second session, February 14, 1978., 
78-19059 


Public reaction to the President’s fiscal 
year 1979 budget : hearing before the 
Task Forces on Human Resources and 
Community and Physical Resources of 
the Committee on the Budget, House 
of Representatives, Ninety-fifth Con- 
gress, second session, February 3, 
1978., 78-19061 

Various education initiatives in the Pre- 
sident’s budget for fiscal year 1979 : 
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hearing before the Task Force on 
Human Resources of the Committee 
on the Budget, House of Representa- 
tives, Ninety-fifth Congress, second 
session, February 22, 1978., 78- 
22420 


Youth employment programs in the Pre- 
sident’s budget proposal for fiscal year 
1979 : hearing before the Task Force 
on Human Resources of the Commit- 
tee on the Budget, House of Represen- 
tatives, Ninety-fifth Congress, second 
session, February, 13, 1978., 78- 
19063 


United States. Congress. House. Committee 
on the Budget. Task Force on National 
Security and International Affairs. 
Alternative DOD budgets : hearing be- 

fore the Task Force on National 
Security and International Affairs of 
the Committee on the Budget, House 
of Representatives, Ninety-fifth Con- 
gress, second session, February 22, 
1978., 78-19058 


An attempt to create efficiencies in the 
regional market associated with reduc- 
tions in military spending., 78-26752 

Conversion : an attempt to create effi- 
ciencies in the regional market as- 
sociated with reductions in military 
spending : hearing before the Task 
Force on National Security and Inter- 
national Affairs, Task Force on Com- 
munity and Physical Resources, Task 
Force on Human Resources of the 
Committee on the Budget, House of 
Representatives, Ninety-fifth Congress, 
second session, March 22, 1978., 78- 
26752 


Defense manpower and the all-volunteer 
force : hearings before the Task Force 
on National Security and International 
Affairs of the Committee on the 
Budget, House of Representatives, 
Ninety-fifth Congress, first session, 
July 12 and 13, 1977., 78-986 


Five-year defense planning : hearing be- 
fore the Task Force on National 
Security and International Affairs of 
the Committee on the Budget, House 
of Representatives, Ninety-fifth Con- 
gress, first session, July 14, 1977., 
78-5527 


GAO interim report on unexpended 
balance study hearing before the 
Task Force on National Security and 
International Affairs of the Committee 
on the Budget, House of Representa- 
tives, Ninety-fifth Congress, first ses- 
sion, September 27, 1977., 78-5530 

Logistics planning in DOD : hearing be- 
fore the Task Force on National 
Security and International Affairs of 
the Committee on the Budget, House 
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of Representatives, Ninety-fifth Con- 
gress, first session, September 21, 
1977., 78-8253 


Non-commissioned Officers Association 
and Marine Corps League : hearing 
before the Task Force on National 
Security and International Affairs of 
the Committee on the Budget, House 
of Representatives, Ninety-fifth Con- 
gress, second session, February 15, 
1978., 78-19060 


Shipbuilding, ship maintenance, and 
claims hearings before the Task 
Force on National Security and Inter- 
national Affairs of the Committee on 
the Budget, House of Representatives, 
Ninety-fifth Congress, first session, Oc- 
tober 4 and 5, 1977., 78-12056 


United States. Congress. House. Committee 
on the Budget. Task Force on National 
Security Programs. 

Force structure and long-range projec- 
tions : hearings before the Task Force 
on National Security Programs of the 
Committee on the Budget, House of 
Representatives, Ninety-fourth Con- 
gress, first session ..., 78-5529 


United States. Congress. House. Committee 
on the Budget. Task Force on Tax 
Expenditures, Government Organization 
and Regulation. 

Economic aspects of Federal regulation 
on the transportation industry 
hearings before the Task Force on Tax 
Expenditures, Government Organiza- 
tion, and Regulation of the Committee 
on the Budget, House of Representa- 
tives, Ninety-fifth Congress, first ses- 
sion ..., 78-2250 


Productivity in the Federal sector 
hearings before the Task Force on Tax 
Expenditures, Government Organiza- 
tion, and Regulation of the Committee 
on the Budget, House of Representa- 
tives, Ninety-fifth Congress, second 
session, February 14, 16, and March 2, 
1978., 78-24578 

Review of selected aspects of the Pre- 
sident’s tax proposals : hearing before 
the Task Force on Tax Expenditures, 
Government Organization, and Regula- 
tion of the Committee on the Budget, 
House of Representatives, Ninety-fifth 
Congress, second session, February 23, 
1978., 78-22422 


United States. Congress. House. Committee 
on the District of Columbia. 
Airspace use : report to accompany H.R. 
7766., 78-5737 


Amending the D.C. self-government and 
governmental reorganization act of 
1973 report to accompany H.R. 
12116., 78-26905 





Development of the Nation's Capital : 
hearings before the Committee on the 
District of Columbia, House of 
Representatives, Ninety-fifth Congress, 
first session ..., 78-8267 

District of Columbia Armory Board fiscal 
year change : report to accompany S. 
1062., 78-5799 

District of Columbia reciprocal tax col- 


lection act : report to accompany S. 
1103., 78-26960 


The George Washington University 
charter restatement act : hearing and 
markups before the Subcommittee on 
Judiciary and the Committee on the 
District of Columbia, House of 
Representatives, Ninety-fifth Congress, 
first session, on H.R. 2700, H.R. 7300, 
and S. 1060 ... May 3, and Sept. 19, 
1977., 78-997 


The George Washington University 
charter restatement act : the report to 
accompany S. 1060., 78-1242 


Health services hearings before the 
Subcommittee on Fiscal and Govern- 
ment Affairs and the Committee on 
the District of Columbia, House of 
Representative, Ninety-fifth Congress, 


first session, on H.R. 6894 ..., 78- 
16193 


Home rule charter amendment providing 
for initiative and referendum : report 


to accompany H. Con. Res. 464., 78- 
12267 


Home rule charter amendment providing 
for recall of elected officials : report to 


accompany H. Con. Res. 47l., 78- 
12268 


Increasing the authorization for the 
Federal payment to the District of 
Columbia : report together with addi- 
tional views to accompany H. R. 
12594., 78-26916 


Legislative calendar - Committee on the 
District of Columbia, United States 
House of Representatives., 78-3909 


Pretrial release or detention : hearings 
and markups before the Subcommittee 
on Judiciary and the Committee on the 
District of Columbia, House of 
Representatives, Ninety-fifth Congress, 
first session ..., 78-2251 


Pretrial release or detention : report to 
accompany H.R. 7747., 78-5736 


Report of the Committee on the District 
of Columbia pursuant to section 
302(b) of the Congressional budget 
act of 1974., 78-5778, 78-24720 


Restricting the carrying of weapons : re- 


port to accompany S. 2511., 78- 
24725 
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Revenue bonds for private colleges and 
universities report 
H.R. 9544., 78-10137 


Serial, 94th Congress ; no. 94-7. 

Transfer of U.S. property to D.C. 
Redevelopment Land Agency : hearing 
and markup before the Subcommittee 
on Fiscal Affairs of the Committee on 
the District of Columbia, House of 
Representatives, Ninety-fourth Con- 
gress, first session, on H.R. 4284 ... 
September 29, 1975., 78-8266 

Serial, 95th Congress ; no. 95-1. 

D.C. criminal code revisions : hearings 
before the Subcommittee on the Ju- 
diciary of the Committee on the Dis- 
trict of Columbia, House of Represen- 
tatives, in conjunction with the Judici- 
ary Committee of the Council and the 
Law Revision Commission of the Dis- 
trict of Columbia, Nintey-fifth Con- 
gress, first session ..., 78-14302 


Serial, 95th Congress ; no. 95-4. 

Retail service station act of 1976 
(Council act no. 1-220) : hearing and 
disposition before the Subcommittee 
on Economic Development and Re- 
gional Affairs of the Committee on the 
District of Columbia, House of 
Representatives, Ninety-fifth Congress, 
first session, on H. Con. Res. 114 ... 
March 23, April 5, and 25, 1977., 
78-9922 


Serial, 95th Congress ; no. 95-5. 

St. Elizabeths Hospital : hearings before 
the Subcommittee on Fiscal and 
Government Affairs and the Commit- 
tee on the District of Columbia, House 
of Representatives, Ninety-fifth Con- 
gress, first session, on H.R. 3335 
..-March 28, 29, and April 25, 1977., 
78-996 


Serial, 95th Congress ; no. 95-8. 

The George Washington University 
charter restatement act : hearing and 
markups before the Subcommittee on 
Judiciary and the Committee on the 
District of Columbia, House of 
Representatives, Ninety-fifth Congress, 
first session, on H.R. 2700, H.R. 7300, 
and S. 1060 ... May 3, and Sept. 19, 
1977., 78-997 


Serial, 95th Congress ; no. 95-9. 

Pretrial release or detention : hearings 
and markups before the Subcommittee 
on Judiciary and the Committee on the 
District of Columbia, House of 
Representatives, Ninety-fifth Congress, 
first session ..., 78-2251 


Serial, 95th Congress ; no. 95-10. 

Development of the Nation’s Capital : 
hearings before the Committee on the 
District of Columbia, House of 
Representatives, Ninety-fifth Congress, 
first session ..., 78-8267 


to accompany 
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Serial, 95th Congress ; no. 95-11. 

Airspace use for postal conveyor : hear- 
ing and markups before the Subcom- 
mittee on Economic Development and 
Regional Affairs and the Committee 
on the District of Columbia, House of 
Reprentatives, Ninety-fifth Congress, 
first session, on H.R. 7766 ... July 26 
and Sept. 19, 1977., 78-19084 


Serial, 95th Congress ; no. 95-12. 

Health services hearings before the 
Subcommittee on Fiscal and Govern- 
ment Affairs and the Committee on 
the District of Columbia, House of 
Representative, Ninety-fifth Congress, 
first session, on H.R. 6894 ..., 78- 
16193 


St. Elizabeths Hospital : hearings before 
the Subcommittee on Fiscal and 
Government Affairs and the Commit- 
tee on the District of Columbia, House 
of Representatives, Ninety-fifth Con- 
gress, first session, on H.R. 3335 
...March 28, 29, and April 25, 1977., 
78-996 


United States. Congress. House. Committee 
on the District of Columbia. 
Subcommittee on Economic Development 
and Regional Affairs. 

Airspace use for postal conveyor : hear- 
ing and markups before the Subcom- 
mittee on Economic Development and 
Regional Affairs and the Committee 
on the District of Columbia, House of 
Reprentatives, Ninety-fifth Congress, 
first session, on H.R. 7766 ... July 26 
and Sept. 19, 1977., 78-19084 


Retail service station act of 1976 
(Council act no. 1-220) : hearing and 
disposition before the Subcommittee 
on Economic Development ard Re- 
gional Affairs of the Committee on the 
District of Columbia, House of 
Representatives, Ninety-fifth Congress, 
first session, on H. Con. Res. 114 ... 
March 23, April 5, and 25, 1977., 
78-9922 


United States. Congress. House. Committee 
on the District of Columbia. 
Subcommittee on Fiscal Affairs. 

Transfer of U.S. property to D.C. 
Redevelopment Land Agency : hearing 
and markup before the Subcommittee 
on Fiscal Affairs of the Committee on 
the District of Columbia, House of 
Representatives, Ninety-fourth Con- 
gress, first session, on H.R. 4284 ... 
September 29, 1975., 78-8266 


United States. Congress. House. Committee 
on the District of Columbia. 
Subcommittee on Fiscal and Government 
Affairs. 

Health services hearings before the 
Subcommittee on Fiscal and Govern- 
ment Affairs and the Committee on 
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the District of Columbia, House of 
Representative, Ninetytfifth Congress, 
first session, on H.R. 6894 ..., 78- 
16193 


St. Elizabeths Hospital : hearings before 
the Subcommittee on Fiscal and 
Government Affairs and the Commit- 
tee on the District of Columbia, House 
of Representatives, Ninety-fifth Con- 
gress, first session, on H.R. 3335 
...March 28, 29, and April 25, 1977., 
78-996 


United States. Congress. House. Committee 

on the District of Columbia. 

Subcommittee on Judiciary. 

Pretrial release or detention : hearings 
and markups before the Subcommittee 
on Judiciary and the Committee on the 
District of Columbia, House of 
Representatives, Ninety-fifth Congress, 
first session ..., 78-2251 


United States. Congress. House. Committee 
on the District of Columbia. 
Subcommittee on the Judiciary. 

D.C. criminal code revisions : hearings 
before the Subcommittee on the Ju- 
diciary of the Committee on the Dis- 
trict of Columbia, House of Represen- 
tatives, in conjunction with the Judici- 
ary Committee of the Council and the 
Law Revision Commission of the Dis- 
trict of Columbia, Nintey-fifth Con- 
gress, first session ..., 78-14302 


The George Washington University 
charter restatement act : hearing and 
markups before the Subcommittee on 
Judiciary and the Committee on the 
District of Columbia, House of 
Representatives, Ninety-fifth Congress, 
first session, on H.R. 2700, H.R. 7300, 
and S. 1060 ... May 3, and Sept. 19, 
1977., 78-997 


United States. Congress. House. Committee 

on the Judiciary. 

Abdelah Ahmed Chrayah : report to ac- 
company H.R. 1750., 78-1178 


Abolition of diversity of citizenship ju- 
risdiction : report to accompany H.R. 
9622., 78-12270 


Accomodations for senior judges of the 
Court of Appeals : report to accom- 
pany H.R. 2770., 78-10136 


Additional Federal judgeships : report 
together with additional views to ac- 
company H.R. 7843., 78-16344 


Adelida Rea Berry : report to accompany 
H.R. 5555., 78-1207 


Ah Young Cho Kwak : report to accom- 
pany S. 833., 78-14455 


Amending the act incorporating the 
American Legion so as to redefine 
eligibility for membership therein : re- 
port to accompany S. 2424., 78- 
24746 
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Amending the Federal charter of the Big 
Brothers of America to include Big 
Sisters International, Inc., and for 
other purposes : report to accompany 
H.R. 7249., 78-10138 


Amending title 4 of the United States 


Code to make it clear that members of 
Congress may not, for purposes of 


State income tax laws, be treated as 
residents of any State other than the 
State from which they were elected : 
report to accompany H.R. 6893., 78- 
5694 


Amending title 28, United States Code, 
to provide for action against insurers 
on claims against persons entitled to 
diplomatic immunity : report together 
with dissenting views to accompany 
H.R. 7679., 78-24741 


AMVETS : report to accompany H.R. 
1952., 78-1185 


Andree McGiffin and Jean-Manuel 
Henry report to accompany H.R. 
8192., 78-14454 


Authorizing an appropriation to reim- 
burse certain expenditures for part I 
social services provided by the States 
prior to October 1, 1975, under titles 
I, IV-A, VI, X, XIV, and XVI of the 
Social security act : report to accom- 
pany H.R. 11370 /, 78-22582 


Authorizing appropriations for the Ad- 
ministrative Conference of the United 
States report to accompany H.R. 
7662., 78-5797 


Bankruptcy law revision : report of the 
Committee on the Judicary, together 
with separate, supplemental, and 
separate additional views, to accom- 
pany H.R. 8200., 78-5732 

Boulos Stephan : report to accompany 
H.R. 2292., 78-1165 

Brian Hall and Vera W. Hall : report to 
accompany H.R. 5099., 78-5787 

Camilla A. Hester : report to accompany 
S. 1269., 78-5790 

Carmela Scudieri : report to accompany 
H.R. 1748., 78-1162 

Carmen Cecilia Blanquicett : report to 
accompany H.R. 2291., 78-14437 

Carmen Prudence Hernandez : report to 
accompany H.R. 2758., 78-5709 

Caroline M. Babcock : report to accom- 
pany H.R. 2656., 78-24730 

Cathy Gee Yuen : report to accompany 
H.R. 1777., 78-1189 

Cdr. Edward White Rawlins, USN (ret.) : 
report to accompany H.R. 1445., 78- 
5690 


Certain employees of the Naval 
Ordnance Systems Command : report 
to accompany H.R. 1612., 78-10105 
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Charles M. Metott : report to accompany 
H.R. 6760., 78-5802 


Charles P. Abbott : report to accompany 
H.R. 3994., 78-24707 


Charles P. Bailey : report to accompany 
H.R. 8212., 78-5807 


Chin Ah Park and Chin Suk Park : re- 
port to accompany S. 948., 78-5762 


Chin-Ho An : report to accompany H.R. 
3461., 78-1170 


Chong Cha Williams : report to accom- 
pany S. 405., 78-24757 


Civil rights acts of 1957, 1960, 1964, 
1968 (as amended through the 93d 
Congress, first session), Voting rights 
act of 1965 /, 78-14371 


Civil Rights Commission act of 1978 : re- 
port together with supplemental rules 
to accompany H.R. 12432., 78-19314 


Civil rights of institutionalized persons : 
report together with dissenting views 
to accompany H.R. 9400., 78-19303 


Clayton act amendments of 1978 : report 
together with additional, dissenting, 
and minority views to accompany H.R. 
11942., 78-24736, 78-26962 


Craig Day : report to accompany H.R. 
9611., 78-24767 


Department of Justice appropriation 
authorization act, fiscal year 1979 : re- 
port together with dissenting and addi- 
tional views to accompany H.R. 
12005., 78-19317 


Department of Justice authorization 
hearings before the Committee on the 
Judiciary, House of Representatives, 
Ninety-fifth Congress, second session 
wy 78-14374, 78-22517 


Derrick Tan : report to accompany H.R. 
2939., 78-24769 


Design patent of the United Daughters of 
the Confederacy : report to accom- 
pany S. 810., 78-5798 


Dimitrios Panoutsopoulos, Angeliki 
Panoutsopoulos, and Georgios Panout- 
sopoulos : report to accompany H.R. 
1940., 78-10103 


Displaced persons in Cyprus : report of a 
Special Study Mission to Cyprus /, 
78-8325 


District of Columbia code., 
78-19180 


District of Columbia representation in 
Congress : report together with dis- 
senting and separate views to accom- 
pany H.J. Res. 554., 78-12265 


Doctor Lawrence C. B. Chan : report to 
accompany H.R. 1934., 78-5713 


Donna Marainne Benney : report to ac- 
company H.R. 6934., 78-14443 
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Doris Mauri Coonrad : report to accom- 
pany H.R. 5466., 78-5806 


Dr. Daryl C. Johnson : report to accom- 
pany H.R. 5097., 78-5788 

Dr. John Alexis L. S. Tam and Yeut 
Shun Tam : report to accompany H.R. 
2558., 78-5716 

Edmundo Alfredo Oreiro Espinueva : re- 
port to accompany H.R. 2256., 78- 
2326 

Elisabetta Basso Gallizio : report to ac- 
company H.R. 4530., 78-24753 


Elizabeth Dumaboc Yee : report to ac- 
company H.R. 4875., 78-2321 


Emigration of Soviet Jews : report of a 
special study subcommittee of the 
Committee on the Judiciary on its trip 
to the Soviet Union, May 24-June 1, 
1975 /, 78-1086 


Ermelinda Rossi : report to accompany 
S.455., 78-5760 


Ernesto J. Garcia, Jr. : report to accom- 
pany H.R. 2660., 78-24702 


Ethics in government act of 1977 : re- 
port together with minority, additional, 
separate and supplemental views to ac- 
company H.R. 1., 78-5825 


Eun Kyung Park and Sang Hyuk Park : 
report to accompany H.R. 1440., 78- 
1187 

Eustace John D’Souza : report to accom- 
pany H.R. 9613., 78-24752 

Federal rules of evidence, effective 
February 1, 1978., 78-8326 


Fidel Grosso-Padilla : report to accom- 
pany H.R. 3090., 78-1169 


First Baptist Church of Paducah, Ky. : 
report to accompany S. 422., 78- 
24708 

Francesco Giuttari : report to accompany 
H.R. 8751., 78-24750 


Franklin R. Helt : report to accompany 
H.R. 1557., 78-1172 


Gail Williamson : report to accompany 
H.R. 8428., 78-24731 


Gary Daves and Marc Cayer : report to 
accompany H.R. 4533., 78-10109 


Geoffery Parnham : report to accompany 
H.R. 1449., 78-5712 


Gilberto Taneo Gilberstadt : report to 
accompany H.R. 1779., 78-14435 
Granting the status of permanent re- 
sidence to certain aliens : report to ac- 
company H.J. Res. 489., 78-5833 
Habib Haddad : report to accompany 

H.R. 3995., 78-14458 


Hee Kyung Yoo : report to accompany 
H.R. 4246., 78-1184 
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Hildegard G. Blakeley : report to accom- 
pany H.R. 1450., 78-2325 


Hye Jin Wilder : report to accompany 
H.R. 6801., 78-14442 

Illegal aliens and alien labor : a bibliog- 
raphy and compilation of background 
materials (1970-June 1977) /, 78- 
24630 


In Hea Kim and Myung Sung Kwon : re- 
port to accompany H.R. 7324., 78- 
5759 

Irene Hoffman : report to accompany 
H.R. 5612., 78-14459 


Irma Victoria Bolarte Alvarado : report 
to accompany H.R. 3613., 78-24744 


Jackson Ormiston Edwards Cuffy and 
Merle Adrianne Cleopatra Edwards 
Cuffy : report to accompany H.R. 
7653., 78-2322 


Jae Keun Christianson : report to accom- 
pany H.R. 8308., 78-14445 

James William Dibben : report to accom- 
pany H.R. 9352., 78-24766 

Jennet Juanita Miller : report to accom- 
pany H.R. 1405., 78-1161 


Joanne Lapointe : report to accompany 
H.R. 7550., 78-24759 


John A. Townsley : report to accompany 
H.R. 3620., 78-5689 


John T. Knight : report to accompany 
H.R. 9071., 78-5801 

Jonathan Winston Max : report to ac- 
company H.R. 5933., 78-14441 

Joseph J. Andrews : report to accompany 
H.R. 3621., 78-10107 

Joseph Lee Soryung : report to accom- 
pany H.R. 1936., 78-1179 

Juana Todd Atherley : report to accom- 
pany H.R. 1931., 78-24743 

Julio Ortiz-Medina : report to accom- 
pany H.R. 1422., 78-2324 

Jung In Bang : report to accompany H.R. 
5230., 78-14440 


Kam Lin Cheung : report to accompany 
S. 1142., 78-2329 


Karin, Michael, and Andreas Ehard : re- 
port to accompany H.R. 1775., 78- 
2318 


Kazuko Nishioka Dowd : report to ac- 
company H.R 4535., 78-5769 

Kwi Bok Kim : report to accompany 
H.R. 3625., 78-5717 

Kwi Sok Buckingham (nee Kim) : report 
to accompany H.R. 4401., 78-5714 

Kwong Lam Yuen : report to accompany 
H.R. 1798., 78-5715 


Lee Young Soo : report to accompany S. 
556., 78-5761 
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Legislative calendar - Committee on the 
Judiciary, United States House of 
Representatives., 78-3929 

Lester Bruce Priday : report to accom- 
pany H.R. 1446., 78-24763 

Lilia Araujo : report to accompany H.R. 
1406., 78-1173 

Lily Lirio Galindo : report to accompany 
H.R. 6664., 78-24758 

Lourdes Marie Hudson : report to ac- 
company H.R. 8449., 78-14471 

Lucy Davao Jara Graham : report to ac- 
company H.R. 1751., 78-14453 

M. Sgt. George C. Lee, USAF : report to 
accompany H.R. 8481., 78-5800 

M. Sgt. William E. Boone, U.S. Army, 
retired report to accompany H.R. 
2952., 78-5687 

Magistrate act of 1978 : report together 
with dissenting views to accompany S. 
1613., 78-22621 

Margaret Somerville Jefferis : report to 
accompany H.R. 7604., 78-24754 


Maria Miraflor Carabbacan : report to 
accompany H.R. 1392., 78-1186 

Marina Houghton : report to accompany 
H.R. 1753., 78-1163 

Marinelle Khristy Cruz : report to ac- 
company H.R. 5163., 78-24745 


Mark Charles Mieir and Liane Maria 
Mieir : report to accompany H.R. 
3313., 78-1183 

Martha Castro Fitz Maurice : report to 
accompany H.R. 3618., 78-5711 

Martina Navratilova report together 
with dissenting views to accompany 
H.R. 10210., 78-14492 


Me Young Lee : report to accompany S. 
1003., 78-5763 

Meda Abilay Florin : report to accom- 
pany H.R. 1939., 78-5708 

Meeja Sa Foster : report to accompany 
H.R. 3217., 78-1182 

Michelle Lagrosa Sese : report to accom- 
pany H.R. 2555., 78-14438 

Milos Forman report to accompany 
H.R. 3085., 78-1168 

Miss Coralia Raposo : report to accom- 
pany H.R. 5928., 78-1208 

Monika Grantz : report to accompany 
H.R. 8927., 78-24765 

Morris and Lenke Gelb : report to ac- 
company H.R. 3084., 78-5812 

Mr. and Mrs. Aaron Wayne Ogburn : re- 
port to accompany H.R. 3622., 78- 
10108 


Mrs. Angelita Short : report to accom- 
pany H.R. 1428., 78-1177 
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Mrs. Chong Sun Yi Rauch : report to ac- 
company H.R. 3081., 78-1167 


Mrs. Desolina Sciulli : report to accom- 
pany H.R. 1432., 78-1175 


Mrs. Sun Pok Winer : report to accom- 
pany H.R. 1396., 78-14434 


Mrs. Young Hee Kim Kang, Hee Jae 
Kang, Hee Jin Kang, and Hee Soo 
Kang : report to accompany H.R. 
3996., 78-14477 

Natividad Casing and Myrna Casing : re- 


port to accompany H.R. 2369., 78- 
1166 


Noel Abueg Emde : report to accompany 
H.R. 7387., 78-24749 


Oh Soon Hee : report to accompany 
H.R. 1552., 78-1188 


Olive M. V. T. Davies and her children : 


report to accompany H.R. 3215., 78- 
10104 


Opposing the granting of permanent re- 
sidence in the United States to Arif 
Raza Zaidi Syed : report to accompany 
H. Res. 796., 78-5765 


Opposing the granting of permanent re- 
sidence in the United States to certain 
aliens : report to accompany H. Res. 
795., 78-5764 


Paz A. Norona : report to accompany 
H.R. 1787., 78-1190 


Pece D. Van Arsdol : report to accom- 
pany H.R. 3835., 78-2319 


Piphat Phuntamala : report to accom- 
pany H.R. 7794., 78-2323 


Prohibiting the sexual exploitation of 
children : report together with supple- 


mental views to accompany H.R. 
8059., 78-5767 


Providing the implementation of treaties 
for transfer of offenders to or from 
foreign countries : report to accom- 
pany S. 1682., 78-5781 

Public disclosure of Lobbying act of 
1978 : report together with additional 
and dissenting views to accompany 
H.R. 8494., 78-16355 


Raymond Vishnu Clemons : report to ac- 
company H.R. 9610., 78-24751 


Reimbursement for social services., 78- 
22582 


Relief of Anthony Casamento : report to 
accompany H.R. 3307., 78-24732 


Ricky Lee Trautvetter : report to accom- 
pany H.R. 2944., 78-1191 

Rogelio M. Encomienda : report to ac- 
company H.R. 2259., 78-1164 

Rolando R. Gaza and Teresita C. Gaza : 


report to accompany H.R. 2655., 78- 
24764 
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Rosario A. Calvin : report to accompany 
H.R. 1402., 78-24748 


Ruben P. Din : report to accompany 
H.R. 2253., 78-1180 


Rules of civil procedure for the United 
States District Courts, with forms., 
78-14370 


Rules of criminal procedure for the 
United States District Courts; with 
forms., 78-1084 

Santos Marques Arellano : report to ac- 
company H.R. 1938., 78-14436 


Sealie Von Kleist Hernandez : report to 
accompany H.R. 2759., 78-5710 


Serial, 95th Congress ; no. 

Administrative Conference act : hearing 
before the Subcommittee on Adminis- 
trative Law and Governmental Rela- 
tions of the Committee on the Judicia- 
ry, House of Representatives, Ninety- 
fifth Congress, first session, on H.R. 
7662 ... July 26, 1977., 78-19182 


Serial, 95th Congress ; no. 95-9. 

Clayton act amendment : hearing before 
the Subcommittee on Monopolies and 
Commercial Law of the Committee on 
the Judiciary, House of Representa- 
tives, Ninety-fifth Congress, first ses- 
sion, on H.R. 6001 ... June 16, 1977., 
78-1087 


Serial, 95th Congress ; no. 95-10. 

Lobbying and related activities : hearings 
before the Subcommittee on Adminis- 
trative Law and Governmental Rela- 
tions of the Committee on the Judicia- 
ry, House of Representatives, Ninety- 
fifth Congress, first session ... April 4 
and 6, 1977., 78-1088 


Serial, 95th Congress ; no. 95-11. 

Financial disclosure act : hearings before 
the Subcommittee on Administrative 
Law and Governmental Relations of 
the Committee on the Judiciary, House 
of Representatives, Ninety-fifth Con- 
gress, first session ... September 9 and 
12, 1977., 78-5618 


Serial, 95th Congress ; no. 95-12. 

Sexual exploitation of children : hearings 
before the Subcommittee on Crime of 
the Committee on the Judiciary, House 
of Representatives, Ninety-fifth Con- 
gress, first session ..., 78-5619 


Serial, 95th Congress ; no. 95-13. 

LEAA’s community anticrime program : 
hearing before the Subcommittee on 
Crime of the Committee on the Judici- 
ary, House of Representatives, Ninety- 
fifth Congress, first session ... May 11, 
1977., 78-12145 


Serial, 95th Congress ; no. 95-14. 

Public Participation in agency 
proceedings : hearings before the Sub- 
committee on Administrative Law and 
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Governmental Relations of the Com- 
mittee on the Judiciary, House of 
Representatives, Ninety-fifth Congress, 
first session, on H.R. 3361 and related 
bills ..., 78-8327 

Serial, 95th Congress ; no. 95-15. 

Federal role in criminal justice and crime 
research : joint hearings before the 
Subcommittee on Crime of the Com- 
mittee on the Judiciary, and the Sub- 
committee on Domestic and Interna- 
tional Scientific Planning, Analysis, 
and Cooperation of the Committee on 
Science and Technology, House of 
Representatives, Ninety-fifth Congress, 
first session ..., 78-14372 

Serial, 95th Congress ; no. 95-16. 

Extraterritorial criminal jurisdiction 
hearing before the Subcommittee on 
Immigration, Citizenship, and Interna- 
tional Law of the Committee on the 
Judiciary, House of Representatives, 
Ninety-fifth Congress, first session, on 
H.R. 763, H.R. 6148, and H.R. 7842 
... July 21, 1977.,  78-14373 


Serial, 95th Congress ; no. 95-17. 

Telephone search warrant procedure : 
hearings before the Subcommittee on 
Criminal Justice of the Committee on 
the Judiciary, House of Representa- 
tives, Ninety-fifth Congress, first ses- 
sion, on H.R. 5865 ... April 22 and 29, 
1977., 78-9991 


Serial, 95th Congress ; no. 95-19. 

State of the judiciary and access to 
justice : hearings before the Subcom- 
mittee on Courts, Civil Liberties, and 
the Administration of Justice of the 
Committee on the Judiciary, House of 
Representatives, Ninety-fifth Congress, 
first session ..., 78-9993 


Serial, 95th Congress ; no. 95-20. 

Effective enforcement of the antitrust 
laws : hearings before the Subcommit- 
tee on Monopolies and Commercial 
Law of the Committee on the Judicia- 
ry, House of Representatives, Ninety- 
fifth Congress, first session, on H.R. 
8359 ..., 78-9994 


Serial, 95th Congress ; no. 95-21. 

Diversity of citizenship jurisdiction / 
magistrates reform : hearings before 
the Subcommittee on Courts, Civil 
Liberties, and the Administration of 
Justice of the Committee on the Ju- 
diciary, House of Representatives, 
Ninety-fifth Congress, first session ..., 
78-9995 


Serial, 95th Congress ; no. 95-22. 

Grand jury reform : Hearings before the 
Subcommittee on Immigration, 
Citizenship, and International Law of 
the Committee on the Judiciary, House 
of Representatives, Ninety-fifth Con- 





gress, first session, on H.R. 94 ...,  78- 
9996 

Serial, 95th Congress ; no. 95-23. 

Suspension of the National Crime Survey 
: hearing before the Subcommittee on 
Crime of the Committee on the Judici- 
ary, House of Representatives, Ninety- 
fifth Congress, first session ... October 
13, 1977., 78-16261 


Serial, 95th Congress ; no. 95-24. 

Extension of Indochina refugee 
assistance program : hearings before 
the Subcommittee on Immigration, 
Citizenship, and International Law of 
the Committee on the Judiciary, House 
of Representatives, Ninety-fifth Con- 
gress, first session, on H.R. 9133, and 
H.R. 9134, and H.R. 9110 ... Sep- 
tember 23 and 27, 1977., 78-12146 


Serial, 95th Congress ; no. 95-25. 

A proposal to divide the Fifth Circuit : 
hearings before the Subcommittee on 
Monopolies and Commercial Law of 
the Committee on the Judiciary, House 
of Representatives, Ninety-fifth Con- 
gress, first session ... September 21, 
27, and October 19, 1977., 78-16262 

Serial, 95th Congress ; no. 95-26. 

Oversight of INS programs and activities 
: hearings before the Subcommittee on 
Immigration, Citizenship, and Interna- 
tional Law of the Committee on the 
Judiciary, House of Representatives, 
Ninety-fifth Congress ..., 78-16263 


Serial, 95th Congress ; no. 95-27. 

Department of Justice authorization 
hearings before the Committee on the 
Judiciary, House of Representatives, 
Ninety-fifth Congress, second session 
.-» 78-14374, 78-22517 


Serial, 95th Congress ; no. 95-28. 

Civil rights for institutionalized persons : 
hearings before the Subcommittee on 
Courts, Civil Liberties, and the Ad- 
ministration of Justice of the Commit- 
tee on the Judiciary, House of 
Representatives, Ninety-fifth Congress, 
first session, on H.R. 2439 and H.R. 
5791 ..., 78-19181 


Serial, 95th Congress ; no. 95-30. 

Claims against persons entitled to diplo- 
matic immunity : hearing before the 
Subcommittee on Administrative Law 
and Governmental Relations of the 
Committee on the Judiciary, House of 
Representatives, Ninety-fifth Congress, 
first session, on H.R. 7679 ... August 
1, 1977., 78-19183 


Serial, 95th Congress ; no. 95-31. 

Alien adopted children : hearing before 
the Subcommittee on Immigration, 
Citizenship, and International Law of 
the Committee on the Judiciary, House 
of Representatives, Ninety-fifth Con- 
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gress, first session ... June 15, 1977., 
78-22518 


Serial, 95th Congress ; no. 95-32. 

United States participation in the Inter- 
national Criminal Police Organization, 
Interpol : hearing before the Subcom- 
mittee on Immigration, Citizenship, 
and International Law of the Commit- 
tee on the Judiciary, House of 
Representatives, Ninety-fifth Congress, 
first session, on H.R. 4641 ... March 
30, 1977., 78-19184 


Serial, 95th Congress ; no. 95-33. 

FBI oversight : hearings before the Sub- 
committee on Civil and Constitutional 
Rights of the Committee on the Judici- 
ary, House of Representatives, Ninety- 
fifth Congress, first session ..., 78- 
19185 


Serial, 95th Congress ; no. 95-34. 

Contract disputes : hearings before the 
Subcommittee on Administrative Law 
and Governmental Relations of the 
Committee on the Judiciary, House of 
Representatives, Ninety-fifth Congress, 
first session, on H.R. 664 and related 
bills ... November 10 and 11, 1977., 
78-19186 


Serial, 95th Congress ; no. 95-35. 

Representation for the District of Colum- 
bia : hearings before the Subcommittee 
on Civil and Constitutional Rights of 
the Committee on the Judiciary, House 
of Representatives, Ninety-fifth Con- 
gress, first session ..., 78-22519 


Serial, 95th Congress ; no. 95-36. 

Bankruptcy court revision : hearings be- 
fore the Subcommittee on Civil and 
Constitutional Rights of the Committee 
on the Judiciary, House of Representa- 
tives, Ninety-fifth Congress, first ses- 
sion, on H.R. 8200 ... December 12, 
13, and 14, 1977., 78-19187 


Serial, 95th Congress ; no. 95-37. 

Foreign medical graduates : hearing be- 
fore the Subcommittee on Immigra- 
tion, Citizenship, and _ International 
Law of the Committee on the Judicia- 
ry, House of Representatives, Ninety- 
fifth Congress, first session, on Public 
Law 94-484 ... March 24, 1977., 78- 
24632 


Serial, 95th Congress ; no. 95-38. 

Restructuring the Law Enforcement 
Assistance Administration hearings 
before the Subcommittee on Crime of 
the Committee on the Judiciary, House 
of Representatives, Ninety-fifth Con- 
gress, first and second sessions ..., 78- 
26828 


Serial, 95th Congress ; no. 95-39. 

Alleged Nazi war criminals : hearing be- 
fore the Subcommittee on Immigra- 
tion, Citizenship, and _ International 
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Law of the Committee on the Judicia- 
ry, House of Representatives, Ninety- 
fifth Congress, first session ..., 78- 
22520 


Serial, 95th Congress ; no. 95-40. 

Reimbursement for social services expen- 
ditures : hearing before the Subcom- 
mittee on Administrative Law and 
Governmental Relations of the Com- 
mittee on the Judiciary, House of 
Representatives, Ninety-fifth Congress, 
second session, on H.R. 10101 
March 8, 1978., 78-26829 


Serial, 95th Congress ; no. 95-41. 

Equal rights amendments extension 
hearings before the Subcommittee on 
Civil and Constitutional Rights of the 
Committee on the Judiciary, House of 
Representatives, Ninety-fifth Congress, 
first and second session, on H.J. Res. 
638 ...., 78-26830 


Shin Myong Yo Purdom, also known as 
Myong Yo Sin : report to accompany 
S. 1335., 78-24756 

Soo Jin Lee : report to accompany H.R. 
1437., 78-1176 


Stefan Kowalik : report to accompany 
H.R. 1400., 78-24742 


Stephanie Johnson : report to accompany 
H.R. 7162., 78-5789 


Su-Hwan Choe : report to accompany 
H.R. 2761., 78-2327 


Susan Spurrier : report to accompany 
H.R. 4404., 78-2320 


Tri-State Motor Transit Co. : report to 
accompany H.R. 3314., 78-10106, 
78-10187 


Tulsedei Zalim : report to accompany 
H.R. 3838., 78-1171 


Umberto Ruffolo : report to accompany 
H.R. 1420., 78-1174 


United States Code., 78-9842, 78- 
9843, 78-16080, 78-16081, 78- 
22280, 78-24426, 78-26664, 78- 
26665 


Vasilios Georgios Valcanos : report to 
accompany H.R. 7419., 78-24755 

Velzora Carr : report to accompany H.R. 
2563., 78-5686 

Veronica Judith Hudson : report to ac- 
company H.R. 7795., 78-14444 

Voting rights act of 1965., 78-14371 

William H. Klusmeier, publisher of the 
Austin Citizen, of Austin, Tex. : report 
to accompany H.R. 1436., 78-5685 

William J. Elder and the estate of 
Stephen M. Owens, deceased : report 
to accompany H.R. 3460., 78-5688 


William Mok : report to accompany H.R. 
4607., 78-14439 
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Young Gun Kim : report to accompany 
H.R. 2553., 78-1181 


Young Shin Joo : report to accompany 
$.1005., 78-2328 


United States. Congress. House. Committee 


on the Judiciary. Subcommittee on 
Administrative Law and Governmental 


Relations. 


Administrative Conference act : hearing 
before the Subcommittee on Adminis- 
trative Law and Governmental Rela- 
tions of the Committee on the Judicia- 
ry, House of Representatives, Ninety- 
fifth Congress, first session, on H.R. 
7662 ... July 26, 1977., 78-19182 
Claims against persons entitled to diplo- 
matic immunity : hearing before the 
Subcommittee on Administrative Law 
and Governmental Relations of the 
Committee on the Judiciary, House of 
Representatives, Ninety-fifth Congress, 
first session, on H.R. 7679 ... August 
1, 1977., 78-19183 


Contract disputes : hearings before the 
Subcommittee on Administrative Law 
and Governmental Relations of the 
Committee on the Judiciary, House of 
Representatives, Ninety-fifth Congress, 
first session, on H.R. 664 and related 


bills ... November 10 and 11, 1977., 
78-19186 


Financial disclosure act : hearings before 
the Subcommittee on Administrative 
Law and Governmental Relations of 
the Committee on the Judiciary, House 
of Representatives, Ninety-fifth Con- 


gress, first session ... September 9 and 
12, 1977., 78-5618 


Lobbying and related activities : hearings 
before the Subcommittee on Adminis- 
trative Law and Governmental Rela- 
tions of the Committee on the Judicia- 
ry, House of Representatives, Ninety- 
fifth Congress, first session ... April 4 
and 6, 1977., 78-1088 


Public participation in agency 
proceedings : hearings before the Sub- 
committee on Administrative Law and 
Governmental Relations of the Com- 
mittee on the Judiciary, House of 
Representatives, Ninety-fifth Congress, 
first session, on H.R. 3361 and related 
bills ..., 78-8327 


Reimbursement for social services expen- 
ditures : hearing before the Subcom- 
mittee on Administrative Law and 
Governmental Relations of the Com- 
mittee on the Judiciary, House of 
Representatives, Ninety-fifth Congress, 
second session, on H.R. 10101 
March 8, 1978., 78-26829 
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United States. Congress. House. Committee 
on the Judiciary. Subcommittee on Civil 
and Constitutional Rights. 

Bankruptcy court revision : hearings be- 
fore the Subcommittee on Civil and 
Constitutional Rights of the Committee 
on the Judiciary, House of Representa- 
tives, Ninety-fifth Congress, first ses- 
sion, on H.R. 8200 ... December 12, 
13, and 14, 1977., 78-19187 


Equal rights amendments extension 
hearings before the Subcommittee on 
Civil and Constitutional Rights of the 
Committee on the Judiciary, House of 
Representatives, Ninety-fifth Congress, 
first and second session, on H.J. Res. 
638 ...., 78-26830 


FBI oversight : hearings before the Sub- 
committee on Civil and Constitutional 
Rights of the Committee on the Judici- 
ary, House of Representatives, Ninety- 
fifth Congress, first session ..., 78- 
19185 


Representation for the District of Colum- 
bia : hearings before the Subcommittee 
on Civil and Constitutional Rights of 
the Committee on the Judiciary, House 
of Representatives, Ninety-fifth Con- 
gress, first session ..., 78-22519 


United States. Congress. House. Committee 
on the Judiciary. Subcommittee on 
Courts, Civil Liberties, and the 
Administration of Justice. 

Civil rights for institutionalized persons : 
hearings before the Subcommittee on 
Courts, Civil Liberties, and the Ad- 
ministration of Justice of the Commit- 
tee on the Judiciary, House of 
Representatives, Ninety-fifth Congress, 
first session, on H.R. 2439 and H.R. 
5791 ..., 78-19181 


Diversity of citizenship jurisdiction / 
magistrates reform : hearings before 
the Subcommittee on Courts, Civil 
Liberties, and the Administration of 
Justice of the Committee on the Ju- 
diciary, House of Representatives, 
Ninety-fifth Congress, first session ..., 
78-9995 


Performance rights in sound recordings /, 
78-24631 


State of the judiciary and access to 
justice : hearings before the Subcom- 
mittee on Courts, Civil Liberties, and 
the Administration of Justice of the 
Committee on the Judiciary, House of 
Representatives, Ninety-fifth Congress, 
first session ..., 78-9993 

United States. Congress. House. Committee 
on the Judiciary. Subcommittee on 

Crime. 

Federal role in criminal justice and crime 
research : joint hearings before the 
Subcommittee on Crime of the Com- 
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mittee on the Judiciary, and the Sub- 
committee on Domestic and Interna- 
tional Scientific Planning, Analysis, 
and Cooperation of the Committee on 
Science and Technology, House of 
Representatives, Ninety-fifth Congress, 
first session ..., 78-14372 


LEAA’s community anticrime program : 
hearing before the Subcommittee on 
Crime of the Committee on the Judici- 
ary, House of Representatives, Ninety- 
fifth Congress, first session ... May 11, 
1977., 78-12145 


Restructuring the Law Enforcement 
Assistance Administration : hearings 
before the Subcommittee on Crime of 
the Committee on the Judiciary, House 
of Representatives, Ninety-fifth Con- 
gress, first and second sessions ..., 78- 
26828 


Sexual exploitation of children : hearings 
before the Subcommittee on Crime of 
the Committee on the Judiciary, House 
of Representatives, Ninety-fifth Con- 
gress, first session ..., 78-5619 


Suspension of the National Crime Survey 
: hearing before the Subcommittee on 
Crime of the Committee on the Judici- 
ary, House of Representatives, Ninety- 
fifth Congress, first session ... October 
13, 1977., 78-16261 


United States. Congress. House. Committee 
on the Judiciary. Subcommittee on 
Criminal Justice. 

Telephone search warrant procedure : 
hearings before the Subcommittee on 
Criminal Justice of the Committee on 
the Judiciary, House of Representa- 
tives, Ninety-fifth Congress, first ses- 
sion, on H.R. 5865 ... April 22 and 29, 
1977., 78-9991 


United States. Congress. House. Committee 
on the Judiciary. Subcommittee on 
Immigration, Citizenship, and 
International Law. 

Alien adopted children : hearing before 
the Subcommittee on Immigration, 
Citizenship, and International Law of 
the Committee on the Judiciary, House 
of Representatives, Ninety-fifth Con- 
gress, first session ... June 15, 1977., 
78-22518 


Alleged Nazi war criminals : hearing be- 
fore the Subcommittee on Immigra- 
tion, Citizenship, and_ International 
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Forestry of the Committee on Agricul- 
ture, Nutrition, and Forestry, United 
States Senate, Ninety-fifth Congress, 
second session ... February 24, 1978., 
78-19011 


United States. Congress. Senate. Committee 
on Agriculture, Nutrition, and Forestry. 
Subcommittee on Foreign Agricultural 
Policy. 

Export promotion : hearings before the 
Subcommittee on Foreign Agricultural 
Policy of the Committee on Agricul- 
ture, Nutrition, and Forestry, United 
States Senate, Ninety-fifth Congress, 
second session ... April 27 and 28, 
1978., 78-24565 


Inspection standards of vegetable imports 
: hearings before the Subcommittee on 
Foreign Agricultural Policy of the 
Committee on Agriculture, Nutrition, 
and Forestry, United States Senate, 
Ninety-fifth Congress, second session 
.» 78-24567 
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International food reserves : hearing be- 
fore the Subcommittee on Foreign 
Agricultural Policy of the Committee 
on Agriculture, Nutrition, and 
Forestry, United States Senate, Ninety- 
fifth Congress, second session, on S. 
2278 ... S. 2641 ... S. 2869 ... April 21, 
1978., 78-24566 


United States. Congress. Senate. Committee 
on Agriculture, Nutrition, and Forestry. 
Subcommittee on Nutrition. 

Child nutrition amendments of 1978 : 
hearings before the Subcommittee on 
Nutrition of the Committee on 
Agriculture, Nutrition, and Forestry, 
United States Senate, Ninety-fifth Con- 
gress, second session, on S. 2630 ... S. 
2809 ... S. 2824 ... and administration 
views ..., 78-22381 


School lunch program oversight : hearing 
before the Subcommittee on Nutrition 
of the Committee on Agriculture, 
Nutrition, and Forestry, United States 
Senate, Ninety-fifth Congress, second 
session, March 7, 1978., 78-19010 


United States. Congress. Senate. Committee 
on Agriculture, Nutrition, and Forestry. 
Subcommittee on Rural Development. 
Energy policy and strategy for rural 

development : hearings before the Sub- 
committee on Rural Development of 
the Committee on Agriculture, Nutri- 
tion, and Forestry, United States 
Senate, Ninety-fifth Congress, first ses- 
sion ..., 78-5497 


Rural development oversight : hearings 
before the Subcommittee on Rural 
Development of the Committee on 
Agriculture, Nutrition, and Forestry, 
United States Senate, Ninety-fifth Con- 
gress, first session, April 25, 1978., 
78-26732 


United States. Congress. Senate. Committee 
on Appropriations. 
Agriculture, rural development, and re- 
lated agencies appropriation bill, 1979 
: report to accompany H.R. 13125., 
78-24891 


Allocation to subcommittees of budget 
totals from the first concurrent resolu- 
tion for fiscal year 1978 /, 78-26884 


Allocation to subcommittees of budget 
totals from the second concurrent 
resolution for fiscal year 1978 ... /, 
78-5991 


Child nutrition amendments of 1978 : re- 
port to accompany S. 3085., 78- 
24878 

Department of the Interior and related 
agencies appropriation bill, 1979 : re- 


port to accompany H.R. 12932., 78- 
24895 
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Department of the Interior and related 
agencies appropriation bill, 1979 : re- 
port to accompany H.R. 12932 
{errata]., 78-24896 

Department of Transportation and re- 
lated agencies appropriation bill, 1979 
: report to accompany H.R. 12933., 
78-24838 


Departments of Labor and Health, Edu- 
cation, and Welfare, and related agen- 
cies appropriation bill, 1979 : report to 
accompany H.R. 12929., 78-27087 


Departments of State, Justice, and Com- 
merce, the Judiciary, and related agen- 
cies appropriation bill, 1979 : report 
together with additional views to ac- 
company H.R. 12934., 78-24886 


District of Columbia appropriation bill, 
1978 report to accompany H.R. 
9005., 78-1310 


Emergency agricultural act of 1978 : re- 
port to accompany H.R. 6782., 78- 
14533 


Energy and water development ap- 
propriation bill, 1979 : report to ac- 
company H.R. 12928., 78-27081 


Foreign assistance and related programs 
appropriation bill, 1979 - report to ac- 
company H.R. 12931., 78-27112 


Legislative branch appropriations, 1979 : 


report to accompany H.R. 12935., 
78-24879 


Military construction appropriation bill, 
1979 : report to accompany H.R. 
12927., 78-24877 


Redwood National Park : report to ac- 
company S. 1976., 78-2381 


A report on West European communist 
parties /, 78-2242 


Resolution disapproving deferral of 
budget authority : report together with 
views of the Committee on the Budget 
to accompany S. Res. 282., 78-2380 


Review of factors affecting U.S. diplo- 
matic and assistance relations with 
Haiti /, 78-14288 


Second supplemental appropriations bill, 
1978 report to accompany H.R. 
13467., 78-24892 


Second supplemental appropriations bill, 
1978 report to accompany H.R. 
13467 [errata]., 78-24893 


Small Business Administration disaster 
loan supplemental appropriation : re- 
port to accompany H.J. Res. 873., 
78-19436 

Supplemental appropriations bill, 1978 : 
report to accompany H.R. 9375., 78- 
6030 

Supplemental appropriations for fiscal 
year 1978 : hearings before the sub- 
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committees of the Committee on Ap- 
propriations, United States Senate, 
Ninety-fifth Congress, first session, on 
H.R. 9375 ..., 78-9894 


Supplemental appropriations for the 
United States Railway Association : re- 
port to accompany H.J. Res. 859., 
78-16456 


Supplemental appropriations, 1978 (H.R. 
9375), 78-9894 


Third budget rescission bill, fiscal year 
1977 : report together with views of 
the Committee on the Budget, to ac- 
company H.R. 9019., 78-6029 


Treasury, Postal Service, and general 
government appropriation bill, 1979 : 
report to accompany H.R. 12930., 
78-24839 


Tuition tax relief act of 1978 : adverse 
report together with additional and 
minority views to accompany H.R. 
3946., 78-24898 


United States. Congress. Senate. Committee 
on Appropriations. Subcommittee on 
Agriculture and Related Agencies. 
Agriculture and related agencies ap- 

propriations for fiscal year 1978 
hearings before a subcommittee of the 
Committee on Appropriations, United 
States Senate, Ninety-fifth Congress, 
first session., 78-5499 


United States. Congress. Senate. Committee 
on Appropriations. Subcommittee on 
Agriculture, Rural Development, and 
Related Agencies. 

Agriculture, rural development, and re- 
lated agencies appropriations for fiscal 
year 1979 : hearings before a subcom- 
mittee of the Committee on Ap- 
propriations, United States Senate, 
Ninety-fifth Congress, second session., 
78-22388 


Emergency agricultural act of 1978 : 
hearing before a subcommittee of the 
Committee on Appropriations, United 
States Senate, Ninety-fifth Congress, 
second session : special hearing., 78- 
22389 


United States. Congress. Senate. Committee 
on Appropriations. Subcommittee on 
Department of Defense. 

Department of Defense appropriations 
for fiscal year 1978 : hearings before a 
subcommittee of the Committee on 
Appropriations, United States Senate, 
Ninety-fifth Congress, first session, on 
H.R. 7933 ..., 78-965 


Department of Defense appropriations 
for fiscal year 1979 : hearings before a 
subcommittee of the Committee on 
Appropriations, United States Senate, 
Ninety-fifth Congress, second session., 
78-22390 
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United States. Congress. Senate. Committee 
on Appropriations. Subcommittee on 
Departments of Labor and Health, 
Education, and Welfare and Related 
Agencies. 

Biomedical research : hearing before a 
subcommittee of the Committee on 
Appropriations, United States Senate, 
Ninety-fifth Congress, second session., 
78-12030 


Departments of Labor and Health, Edu- 
cation, and Welfare and related agen- 
cies appropriations for fiscal year 1978 
: hearings before a subcommittee of 
the Committee on Appropriations, 
United States Senate, Ninety-fifth Con- 
gress, first session, on H.R. 7555 ...., 
78-966, 78-19023 


Huntington’s disease : hearing before a 
subcommittee of the Committee on 
Appropriations, United States Senate, 
Ninety-fifth Congress, first session : 
special oversight hearing., 78-12031 


Labor-HEW appropriations, 1978 (H.R. 
7555), 78-966 


Labor-HEW appropriations, 1979., 78- 
19023 


United States. Congress. Senate. Committee 
on Appropriations. Subcommittee on 
Foreign Operations. 

Foreign assistance and related programs 
appropriations for fiscal year 1979 : 
hearings before a subcommittee of the 
Committee on Appropriations, United 
States Senate, Ninety-fifth Congress, 
second session, on H.R. 12931 
78-26734 


Foreign assistance appropriations, 1979 
(H.R. 12931), 78-26734 


United States. Congress. Senate. Committee 
on Appropriations. Subcommittee on 
Hud-Independent Agencies. 

Flood problems in eastern Kentucky : 
hearings before a subcommittee of the 
Committee on Appropriations, United 
States Senate, Ninety-fifth Congress, 
first session : special hearing, Depart- 
ment of Housing and Urban Develop- 
ment., 78-14287 


Space shuttle reprogramming : hearing 
before a subcommittee of the Commit- 
tee on Appropriations, United States 
Senate, Ninety-fifth Congress, first ses- 
sion : special oversight hearing /, 78- 
26736 


United States. Congress. Senate. Committee 
on Appropriations. Subcommittee on 
Military Construction. 

Military construction appropriations for 
fiscal year 1979 : hearings before a 
subcommittee of the Committee on 
Appropriations, United States Senate, 
Ninety-fifth Congress, second session., 
78-19024 
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Military construction 
1979., 78-19024 


United States. Congress. Senate. Committee 


on Appropriations. Subcommittee on 
Public Works. 


Public works and energy research ap- 
propriations, 1978., 78-8235, 78- 
12033 

Public works and energy research ap- 
propriations, 1979., 78-19025, 78- 
24570 

Public works for water and power 
development and energy research ap- 
propriations for fiscal year 1978 
hearings before a subcommittee of the 
Committee on Appropriations, United 
States Senate, Ninety-fifth Congress, 
first session, on H.R. 7553 ...., 78- 
8235, 78-12033, 78-19025, 78- 
24570 


United States. Congress. Senate. Committee 
on Appropriations. Subcommittee on 
State, Justice, Commerce, the Judiciary, 
and Related Agencies. 

Departments of State, Justice, and Com- 
merce, the Juciciary, and related agen- 
cies appropriations for fiscal year 1979 
: hearings before a subcommittee of 
the Committee on Appropriations, 
United States Senate, Ninety-fifth Con- 
gress, second session., 78-12034 


SBA 8(a) program and EDA steel indus- 
try reprograming : hearings before a 
subcommittee of the Committee on 
Appropriations, United States Senate, 
Ninety-fifth Congress, second session 
.-» 78-26735 


appropriations, 


State, Justice, and Commerce, and the 
Judiciary, and related agencies ap- 


propriations, fiscal year 1979., 78- 
12034 


United States. Congress. Senate. Committee 
on Appropriations. Subcommittee on the 
Dept. of the Interior and Related 
Agencies. 

Department of the Interior and related 
agencies appropriations for fiscal year 
1978 : hearings before a subcommittee 
of the Committee on Appropriations, 
United States Senate, Ninety-fifth Con- 
gress, first session, on H.R. 7636 ..., 
78-5500 


Interior appropriations, 1978., 78-5500 


United States. Congress. Senate. Committee 
on Appropriations. Subcommittee on the 
Legislative Branch. 

Legislative branch appropriations for 
fiscal year 1979 : hearings before a 
subcommittee of the Committee on 
Appropriations, United States Senate, 
Ninety-fifth Congress, second session., 
78-12032, 78-24569 
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United States. Congress. Senate. Committee 
on Appropriations. Subcommittee on 
Transportation and Related Agencies. 
Department of Transportation and re- 

lated agencies appropriations for fiscal 
year 1978 : hearings before a subcom- 
mittee of the Committee on Ap- 
propriations, United States Senate, 
Ninety-fifth Congress, first session., 
78-2243, 78-22391 

United States. Congress. Senate. Committee 
on Appropriations. Subcommittee on 
Treasury, Postal Service, and General 
Government. 

Treasury, Postal Service, and general 
government appropriations for fiscal 
year 1979 : hearings before a subcom- 
mittee of the Committee on Ap- 
propriations, United States Senate, 
Ninety-fifth Congress, first session., 
78-14289 


United States. Congress. Senate. Committee 
on Appropriations. Transportation 
Subcommittee. 

Automated guideway transit : an assess- 
ment of PRT and other new systems, 
including supporting panel reports 
prepared at the request of the Senate 
Committee on Appropriations, Trans- 
portation Subcommittee /, 78-26700 


United States. Congress. Senate. Committee 
on Armed Services. 
Achieving America’s goals : national ser- 
vice or the all-volunteer armed force? : 
Study /, 78-12038 


Amending chapter 49 of title 10, United 
States Code, to prohibit union or- 
ganization and membership in_ the 
Armed Forces, and for other purposes 
: report to accompany S. 274., 78- 
5934 


Authorizing appropriations during the 
fiscal year 1978 for procurement of 
aircraft and missiles, and research, 
development, test, and evaluation for 
the Armed Forces, and for other pur- 
poses : report to accompany S. 1863., 
78-5961 


Authorizing appropriations for fiscal year 
1979 for intelligence activities of the 
U.S. Government, the Intelligence 
Community Staff, the Central Intel- 
ligence Agency Retirement and Disa- 
bility System ... : report to accompany 
S. 2939., 78-24882 


Authorizing appropriations for fiscal year 
1979 for military procurement, 
research and development, active duty, 
selected reserve, and civilian personnel 
strengths, civil defense, and for other 
purposes report to accompany S. 
2571 .../, 78-16460 


Authorizing change of name of a publi- 
cation of the U.S. Naval Observatory : 
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report to accompany H.R. 3532., 78- 
27093 


Authorizing supplemental expenditures 
by the Committee on Armed Services 
for inquiries and investigations : report 
to accompany S. Res. 314., 78-6034 

Authorizing the Governor of the State of 
Wyoming to exhibit the nameolate, 
ship’s bell, and silver service of the 
U.S.S. “Wyoming” without restriction : 


report to accompany H.R. 8471., 78- 
27094 


Defense, maintenance and operation of 
the Panama Canal, including adminis- 
tration and government of the Canal 
Zone : hearings before the Committee 
on Armed Services, United States 
Senate, Ninety-fifth Congress, second 
session, January 24, 31, February 1, 
1978., 78-9903 


Defense, maintenance, and operation of 
the Panama Canal, including adminis- 
tration and government of the Canal 
Zone : report ..., 78-12314 


Department of Defense authorization for 
appropriations for fiscal year 1979 : 
hearings before the Committee on 
Armed Services, United States Senate, 
Ninety-fifth Congress, second session, 
on S. 2571 ..., 78-19033, 78-19034, 
78-22397, 78-22398, 78-24572, 
78-26740 


Department of Energy national security 
and military applications of nuclear 
energy authorization act of 1979 : re- 
port together with additional views to 
accompany S. 2693., 78-27063 


Disestablishing one of the position of 
Deputy Secretary of Defense and 
establishing an Under Secretary of 
Defense for Policy, and for other pur- 
poses : report to accompany S. 1372., 
78-5904 


Extending the special pay provisions for 
physicians and _ dentists in the 
uniformed services and reinstating the 
special pay provisions for optometrists 
and veterinarians : report to accom- 
pany S. 1731., 78-5926, 78-16329 


Fiscal year 1979 Department of Energy 
authorization for atomic energy 
defense activities : hearing before the 
Committee on Armed Services, United 
States Senate, Ninety-fifth Congress, 
second session, on S. 2693 ... April 24, 
1978., 78-26741 


Legislative calendar - Committee on 
Armed Services, United States Senate., 
78-3902 


Making improvements in the survivor 
benefit program for retired military 
personnel : report to accompany H.R. 
3702., 78-27095 
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The military aspects of banning arms aid 
to Turkey : hearing before the Com- 
mittee on Armed Services, United 
States Senate, Ninety-fifth Congress, 
second session, June 28, 1978., 78- 
26742 


Military construction authorization fiscal 
year 1979 : report to accompany S. 
3079., 78-19473 


National defense stockpile act : report to 
accompany H.R. 4895., 78-16464 


NATO and the new Soviet threat : report 
of Senator Sam Nunn and Senator 
Dewey F. Bartlett to the Committee on 
Armed Services, United States Senate., 
78-8240 


Nomination of John Arnot Hewitt, Jr. : 
hearing before the Committee on 
Armed_ Services, United Senate, 
Ninety-fifth Congress, second session 
... February 23, 1978., 78-19035 


Nomination of William J. Perry, Harold 
W. Chase, and George A. Peapples : 
hearing before the Committee on 
Armed Services, United States Senate, 
Ninety-fifth Congress, first session ... 
November 1, 1977., 78-22400 


Shaping the defense civilian force : a 
study prepared for the Committee on 
Armed Services, United States Senate, 
Ninety-fifth Congress, first session., 
78-5506 


Special pay provisions for physicians and 
dentists in the uniformed services 
hearing before the Committee on 
Armed Services, United States Senate, 
Ninety-fifth Congress, first session, on 
S. 1731 ... August 1, 1977., 78-8241 


The Strategic and critical materials 
transaction act of 1978 report 
together with additional views to ac- 
company S. 2635., 78-27058 


Unionization of the Armed Forces : hear- 
ing before the Committee on Armed 
Services, United States Senate, Ninety- 
fifth Congress, first session, on S. 274 
and S. 997 ..., 78-5512 


United States. Congress. Senate. Committee 
on Armed Services. Subcommittee on 
Arms Control. 

Soviet compliance with certain provisions 
of the 1972 SALT I agreements : hear- 
ing before the Subcommittee on Arms 
Control of the Committee on Armed 
Services, United States Senate, Ninety- 
fourth Congress, first session, March 6, 
1975., 78-8242 


United States. Congress. Senate. Committee 
on Armed Services. Subcommittee on 
General Legislation. 

Defense Civil Preparedness Agency 
hearing before the Subcommittee on 
General Legislation of the Committee 
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on Armed Services, United States 
Senate, Ninety-fifth Congress, first ses- 
sion, October 6, 1977., 78-5509 


Prohibit the sale of certain defense arti- 
cles from the stocks of the Department 
of Defense : hearing before the Sub- 
committee on General Legislation of 
the Committee on Armed Services, 
United States Senate, Ninety-fifth Con- 
gress, second session, on S. 1708 ... 
April 26, 1978., 78-26739 


United States. Congress. Senate. Committee 
on Armed Services. Subcommittee on 
Manpower and Personnel. 

Contracting out of defense functions and 
services : hearing before the Subcom- 
mittee on Manpower and Personnel of 
the Committee on Armed Services, 
United States Senate, Ninety-fifth Con- 
gress, first session, July 12, 1977., 
78-5508 


Costs of the all-volunteer force : hearing 
before the Subcommittee on Man- 
power and Personnel of the Committee 
on Armed Services, United States 
Senate, Ninety-fifth Congress, second 
session, February 6, 1978., 78-24573 


NATO posture and initiative : hearing 
before the Subcommittee on Man- 
power and Personnel of the Committee 
on Armed Services, United States 
Senate, Ninety-fifth Congress, first ses- 
sion, August 3, 1977., 78-5511 


United States. Congress. Senate. Committee 
on Armed Services. Subcommittee on 
Military Construction and Stockpiles. 
Department of Defense energy initiatives 

: hearings before the Subcommittee on 
Military Construction and Stockpiles 
of the Committee on Armed Services, 
United States Senate, Ninety-fifth Con- 
gress, first and second sessions ..., 78- 
22399 


Department of Naval petroleum reserves 
: hearing before the Subcommittee on 
Military Construction and Stockpiles 
of the Committee on Armed Services, 
United States Senate, Ninety-fifth Con- 
gress, first session, November 18, 
1977., 78-12039 


General stockpile policy : hearing before 
the Subcommittee on Military Con- 
struction and Stockpiles of the Com- 
mittee on Armed Services, United 
States Senate, Ninety-fifth Congress, 
first session, on S. 1198 ... S. 1810 ... 
September 9, 1977., 78-8243 


Military construction authorization fiscal 
year 1978 : hearings before the Sub- 
committee on Military Construction 
and Stockpiles of the Committee on 
Armed Services, United States Senate, 
Ninety-fifth Congress, first session, on 
S. 1164 ... April 5-6, 1977., 78-5507 
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Military construction authorization, fiscal 
year 1979 : hearings before the Sub- 
committee on Military Construction 
and Stockpiles of the Committee on 
Armed Services, United States Senate, 
Ninety-fifth Congress, second session, 
on S. 2636 ... April 11, 12, and 19, 
1978., 78-22396 


United States. Congress. Senate. Committee 
on Armed Services. Subcommittee on 
Research and Development. 

Fiscal year 1978 supplemental military 
authorization hearings before the 
Subcommittee on Research and 
Development of the Committee on 
Armed Services, United States Senate, 
Ninety-fifth Congress, first session, on 
S. 1683 ..., 78-5510 


United States. Congress. Senate. Committee 
on Banking, Housing, and Urban Affairs. 
Amending the Council on Wage and 

Price Stability act : hearing before the 
Committee on Banking, Housing, and 
Urban Affairs, United States Senate, 
Ninety-fifth Congress, first session, on 
S. 1542 ... July 19, 1977., 78-978 


Amending the Securities exchange act of 
1934 : report to accompany H.R. 
11567., 78-24890 


Anti-inflation proposals : hearings before 
the Committee on Banking, Housing, 
and Urban Affairs, United States 
Senate, Ninety-fifth Congress, second 
session ... May 22 and 23, 1978., 78- 
24575 


Authorizing supplemental expenditures 
by the Committee on Banking, Hous- 
ing, and Urban Affairs for inquiries 
and investigations : report to accom- 
pany S. Res. 243., 78-1305 


Bicentennial medals : hearings before the 
Committee on Banking, Housing, and 
Urban Affairs, United States Senate, 
Ninety-fifth Congress, first session, on 
House Joint Resolution 386 ... Nov. 
28, 1977., 78-12049 


Bretton Woods agreements act amend- 
ments of 1978 : report of the Commit- 
tee on Banking, Housing, and Urban 
Affairs, United States Senate, to ac- 
company S. 2152 together with addi- 
tional views., 78-14527 


Conduct on monetary policy, 
78-24833 


Consumer financial services act of 1977 : 
report of the Committee on Banking, 
Housing, and Urban Affairs, United 
States Senate, to accompany S. 2055, 
together with additional and minority 
views., 78-5930 


Continuation of the nomination of G. 
William Miller : hearings before the 
Committee on Banking, Housing, and 


78-16330, 





Urban Affairs, United States Senate, 
Ninety-fifth Congress, second session 
. February 27 and 28, 1978., 78- 
19051 


Council on Wage and Price Stability 
amendments of 1977 : report to ac- 
company S. 2056., 78-5931 


Defense production act amendments of 
1977 : report to accompany S. 695., 
78-5936 

Distressed Hud-subsidized multifamily 
housing projects : hearings before the 
Committee on Banking, Housing, and 
Urban Affairs, United States Senate, 
Ninety-fifth Congress, first session ... 
October 14 and 17, 1977., 78-9913 


Exchange Stabilization Fund amend- 
ments of 1978 : report of the Commit- 
tee on Banking, Housing, and Urban 
Affairs, United States Senate, to ac- 
company S. 2093., 78-10284 


Export-Import Bank act amendments of 
1978 : report of the Committee on 
Banking, Housing, and Urban Affairs, 
United States Senate, to accompany S. 
3077, together with additional views., 
78-19471 


Extension of the Renegotiation act 
hearings before the Committee on 
Banking, Housing, and Urban Affairs, 
United States Senate, Ninety-fifth Con- 
gress, first session, on S. 1594 and 
H.R. 5959 ...., 78-5525 


Fair debt collection practices act : report 
of the Committee on Banking, Hous- 
ing, and Urban Affairs, United States 


Senate, to accompany H.R. 5294, 
together with additional views., 78- 
1300 


Fair fund transfer act : report of the 
Committee on Banking, Housing, and 
Urban Affairs, United States Senate to 
accompany S. 3156, together with ad- 
ditional views., 78-27055 


FDIC report on preferential bank lending 
hearing before the Committee on 
Banking, Housing, and Urban Affairs, 
United States Senate, Ninety-fifth Con- 
gress, second session March 16, 
1978., 78-24576 


Federal bank commission act of 1977 
and report of the Senate Governmental 
Affairs Committee on bank regulatory 
agency consolidation : hearings before 
the Committee on Banking, Housing, 
and Urban Affairs, United States 
Senate, Ninety-fifth Congress, first ses- 
sion ... September 16 and 19, 1977., 
78-12051 


Federal insurance act of 1977 : hearings 
before the Committee on Banking, 
Housing, and Urban Affairs, United 
States Senate, Ninety-fifth Congress, 
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first session, on S. 1710 ... September 
12, 13, and 14, 1977., 78-19047 


Federal National Mortgage Association 
Charter act : hearings before the Com- 
mittee on Banking, Housing, and 
Urban Affairs, United States Senate, 
Ninety-fifth Congress, first session, on 
S. 1397 ... June 7 and 8, 1977., 78- 
5520 


Federal public transportation act of 1978 
hearing before the Committee on 
Banking, Housing, and Urban Affairs, 
United States Senate, Ninety-fifth Con- 
gress, second session, on S. 2441 ... 
March 1, 2, and 3, 1978., 78-22418 


The Federal public transportation act of 


1978 : report of the Committee on 
Banking, Housing, and Urban Affairs, 
United States Senate, to accompany S. 
2441 together with additional views., 
78-22630 


Federal reserve services : hearings before 


the Committee on Banking, Housing, 
United States 
Senate, Ninety-fifth Congress, first ses- 
sion, ... Oct. 10 and 11, 1977., 78- 


and Urban Affairs, 


9909 


Fifth report on the conduct of monetary 
a report together with addi- 


policy : 


tional views /, 78-1309 


Financing of foreign military sales : hear- 
ing before the Committee on Banking, 
Housing, and Urban Affairs, United 
States Senate, Ninety-fifth Congress, 


second session ... January 30, 1978., 
78-19050 


First meeting on the conduct of moneta- 

ry policy : hearings before the Com- 
Housing, and 
Urban Affairs, United States Senate, 


mittee on Banking, 


Ninety-fifth Congress, first session ... 


November 9, 10, and 11, 1977., 78- 


9911 


Full employment and balanced growth 


act of 1977 : joint report of the Com- 


mittee on Human Resources and the 
Committee on Banking, Housing, and 
Urban Affairs, United States Senate, to 
accompany S. 50 together with addi- 
tional and supplemental views., 78- 
27104 


Full employment and balanced growth 
act of 1978 : hearings before the Com- 
mittee on Banking, Housing, and 
Urban Affairs, United States Senate, 
Ninety-fifth Congress, second session 
on amendment no. 1703 to S. 50 ... 
May 8, 9, and 10, 1978., 78-26746 


Full employment and balanced growth 
act of 1978 : joint hearing before the 
Committee on Human Resources and 
the Committee on Banking, Housing, 
and Urban Affairs, United States 
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Senate, Ninety-fifth Congress, second 
session, on S. 50...,  78-26806 


Future of FHA : hearings before the 
Committee on Banking, Housing, and 
Urban Affairs, United States Senate, 
Ninety-fifth Congress, first session ... 
October 26, 27, 28, 1977., 78-16189 


Housing and community development 
amendments of 1978 : report of the 
Committee on Banking, Housing, and 
Urban Affairs, United States Senate, to 
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United States. Congress. Senate. Committee ments of 1977 : hearings before the 
hearings before the Subcommittee on on Human Resources. Subcommittee on Subcommittee on Health and Scientific 
Education, Arts, and Humanities of the Employment, Poverty, and Migratory Research of the Committee on Human 
Committee on Human_ Resources, Labor. Resources, United States Senate, 
United States Senate, Ninety-fifth Con- Displaced homemakers act, 1977 : Ninety-fifth Congress, first session, on 
gress, first session, on S. 1753 ..., 78- hearings before the Subcommittee on S. 1831 ... and related bills, July 26 
9963 Employment, Poverty, and Migratory and 27, 1977., 78-22488 

Family contribution schedule for the Labor of the Committee on Human 
basic educational opportunity grant Resources, United States Senate, 
program, 1977 : hearing before the Ninety-fifth Congress, first session, on 
Subcommittee on Education, Arts, and S. 418 ... September 12 and 13, 1977., 
Humanities of the Committee on 78-12107 


Health care problems among the elderly, 
1977 : hearing before the Subcommit- 
tee on Health and Scientific Research 
of the Committee on Human 
Resources, United States Senate, 
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National 


Ninety-fifth Congress, first session .. 
November 9, 1977, Miami, Fla., 78- 
12109 


Health maintenance organization act 
amendments of 1978 : hearing before 
the Subcommittee on Health and 
Scientific Research of the Committee 
on Human Resources, United States 
Senate, Ninety-fifth Congress, second 
session, on S. 2534 ... March 3, 1978., 
78-24619 


Health planning amendments of 1978 : 
hearings before the Subcommittee on 
Health and Scientific Research of the 
Committee on Human_ Resources, 
United States Senate, Ninety-fifth Con- 
gress, second session, on S. 2410 ..., 
78-24618 


Hospital cost containment act of 1977 : 
hearings before the Subcommittee on 
Health and Scientific Research of the 
Committee on Human_ Resources, 
United States Senate, Ninety-fifth Con- 
gress, first session, on S. 1391 ...,  78- 
5586 


Human drug testing by the CIA, 1977 : 
hearings before the Subcommittee on 
Scientific Research of the Committee 
on Human Resources, United States 
Senate, Ninety-fifth Congress, first ses- 
sion on S. 1893 ... September 20 and 
21, 1977., 78-14338 


Indian health care, 1977 : hearing before 
the Subcommittee on Health and 
Scientific Research of the Committee 
on Human Resources, United States 
Senate, Ninety-fifth Congress, first ses- 
sion ... November 11, 1977, Isleta, N. 
Mex., 78-16233 


Legionnaires’ disease, 1977 : hearing be- 
fore the Subcommittee on Health and 
Scientific Research of the Committee 
on Human Resources, United States 
Senate, Ninety-fifth Congress, first ses- 
sion ... November 9, 1977., 78-12110 


Institutes of Health Care 
Research act of 1978 : hearing before 
the Subcommittee on Health and 
Scientific Research of the Committee 
on Human Resources, United States 
Senate, Ninety-fifth Congress, second 
session, on S. 2466 February 7, 
1978., 78-26807 


National Science Foundation authoriza- 
tion act for fiscal years 1979 and 1980 
and the Women in _ science and 
technology equal opportunity act 

hearing before the Subcommittee on 
Health and Scientific Research of the 
Committee on Human_ Resources, 
United States Senate, Ninety-fifth Con- 
gress, second session, on S. 2549 ... S. 
2550 ... April 10, 1978., 78-22490 
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Obstetrical practices in the United 
States, 1978 : hearings before the Sub- 
committee on Health and Scientific 
Research of the Committee on Human 
Resources, United States Senate, 
Ninety-fifth Congress, second session 
... April 17, 1978., 78-26809 


Oversight of biomedical and behavioral 
research in the United States, 1977 : 
hearings before the Subcommittee on 
Health and Scientific Research of the 
Committee on Human _ Resources, 
United States Senate, Ninety-fifth Con- 
gress, first session ... March 31 and 
April 1, 1977., 78-1052, 78-5583, 
78-19132 

Preclinical and clinical testing by the 
pharmaceutical industry, 1977 : hear- 
ing before the Subcommittee on 
Health and Scientific Research of the 
Committee on Human _ Resources, 
United States Senate, Ninety-fifth Con- 
gress, first session ..... 78-12117 


Pricing of drugs, 1977 : joint hearing be- 
fore the Subcommittee on Health and 
Scientific Research of the Committee 
on Human Resources and the Subcom- 
mittee on Antitrust and Monopoly of 
the Committee on the Judiciary, 
United States Senate, 95th Congress, 
first session ... July 14, 1977., 78- 
19133 


Project MKULTRA, the CIA’s program 
of research in behavioral modification 
: joint hearing before the Select Com- 
mittee on Intelligence and the Sub- 
committee on Health and Scientific 
Research of the Committee on Human 
Resources, United States Senate, 
Ninety-fifth Congress, first session, Au- 
gust 3, 1977., 78-12144 


Rural health care, problems and 
prospects, 1977 : hearing before the 
Subcommittee on Health and Scientific 
Research of the Committee on Human 
Resources, United States Senate, 
Ninety-fifth Congress, first session ... 
Bangor, Maine, August 30, 1977., 
78-12118 


Urban health crisis, 1977 : hearing be- 
fore the Subcommittee on Health and 
Scientific Research of the Committee 
on Human Resources, United States 
Senate, Ninety-fifth Congress, first ses- 
sion ... November 12, 1977, Los An- 
geles, Calif., 78-22489 

United States. Congress. Senate. Committee 
on Human Resources. Subcommittee on 

Labor. 

Discrimination on the basis of pregnancy, 
1977 : hearings before the Subcommit- 
tee on Labor of the Committee on 
Human Resources, United States 
Senate, Ninety-fifth Congress, first ses- 
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Occupational diseases, 1977 





sion, on S. 995 ... 
29, 1977., 78-1056 


April 26, 27, and 


Equal treatment of craft and industrial 


workers, 1977 : hearings before the 
Subcommittee on Labor of the Com- 
mittee on Human Resources, United 
States Senate, Ninety-fifth Congress, 
first session, on S. 924 ... March 17, 
18, and 22, 1977., 78-14337 


Fair labor standards amendments of 


1977 : hearings before the Subcommit- 
tee on Labor of the Committee on 
Human Resources, United States 
Senate, Ninety-fifth Congress, first ses- 
sion, on S. 1871 ..., 78-1434] 


Labor reform act of 1977 : hearings be- 


fore the Subcommittee on Labor of 
the Committee on Human Resources, 
United States Senate, Ninety-fifth Con- 
gress, first session, on S. 1883 ..., 78- 
9965 


Monitoring of industrial workers exposed 


to carcinogens, 1977 : hearing before 
the Subcommittee on Labor of the 
Committee on Human_ Resources, 
United States Senate, Ninety-fifth Con- 
gress, first session ... May 9, 1977., 
78-19134 

: hearings 
before the Subcommittee on Labor of 
the Committee on Human Resources, 
United States Senate, Ninety-fifth Con- 
gress, first session ... June 28, 29, and 
30, 1977., 78-19136 


Oversight of ERISA, 1977 : hearings be- 


fore the Subcommittee on Labor of 
the Committee on Human Resources, 
United States Senate, Ninety-fifth Con- 
gress, first session, on S. 2125 ... Oc- 
tober 11, 13, and 18, 1977., 78- 
16232 


United States. Congress. Senate. Committee 
on Human Resources. Subcommittee on 
the Handicapped. 

Education for all handicapped children 


act, 1977 : hearings before the Sub- 
committee on the Handicapped of the 
Committee on Human _ Resources, 
United States Senate, Ninety-fifth Con- 
gress, first session, ... June 2! and 22, 
1977., 78-12108 


Office of Human Development reor- 


ganization, 1977 : hearing before the 
Subcommittee on the Handicapped of 
the Committee on Human Resources, 
United States Senate, Ninety-fifth Con- 
gress, first session ... September 20, 
1977., 78-14340 


Rehabilitation extension amendments of 


1977 : hearings before the Subcommit- 
tee on the Handicapped of the Com- 
mittee on Human Resources, United 
States Senate, Ninety-fifth Congress, 
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first session, on S. 1712 ... and S. 1596 
wy 78-8299 


Review of programs for the handicapped, 
1977 : hearings before the Subcommit- 
tee on the Handicapped of the Com- 
mittee on Human Resources, United 
States Senate, Ninety-fifth Congress, 
first session ..., 78-2270 


United States. Congress. Senate. Committee 
on Indian Affairs. 

Grants to Indian-controlled postseconda- 
ry educational institutions and _ the 
Navajo Community College act : hear- 
ing before the United States Senate, 
Select Committee on Indian Affairs, 
Ninety-fifth Congress, first session, on 
S. 468 ... S. 1215 ... July 28, 1977., 
78-2272 


United States. Congress. Senate. Committee 
on Interior and Insular Affairs. 
Alternative long-range energy strategies : 

joint hearing before the Select Com- 
mittee on Small Business and the Com- 
mittee on Interior and Insular Affairs, 
United States Senate, Ninety-fourth 
Congress, second session ... December 
9, 1976 : additional appendixes, 1977., 
78-1003 1 


Amendments to Alaska native claims set- 
tlement act : hearing before the Com- 
mittee on Interior and Insular Affairs, 
United States Senate, Ninety-fourth 
Congress, first session ..., 78-9982 


Energy strategy: the industry, small busi- 
ness, and public stakes., 78-10031 


Mineral and water resources of Wiscon- 
sin: report /, 78-14356 


Nomination of Dr. Robert C. Seamans, 
Jr., to be administrator, Energy 
Research and Development Adminis- 
tration : joint hearing before the Joint 
Committee on Atomic Energy, Con- 
gress of the United States, and the 
Committee on Interior and Insular Af- 
fairs of the United States Senate, 
Ninety-third Congress, second session, 
December 11, 1974., 78-8244 

Readings on land use policy : a selection 
of recent articles and studies on land 
use policy issues and activities in the 
United States /, 78-16249 

Will the family farm survive in America? 
: Joint hearings before the Select Com- 
mittee on Small Business and the Com- 
mittee on Interior and Insular Affairs, 
United States Senate, Ninety-fourth 
Congress, first session ...., 78-16295 

United States. Congress. Senate. Committee 
on Interior and Insular Affairs. 

Subcommittee on Energy Research and 

Water Resources. 

To construct, operate, and maintain the 
Polecat Bench area of the Shoshone 
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extension unit, Pick-Sloan Missouri 
Basin Program, Wyoming : hearing be- 
fore the Subcommittee on Energy 
Research and Water Resources of the 
Committee on Interior and Insular Af- 
fairs, United States Senate, Ninety- 
fourth Congress, first session, on. S. 
151... April 17, 1975., 78-9983 


United States. Congress. Senate. Committee 
on Interior and Insular Affairs. 
Subcommittee on Parks and Recreation. 
Indiana Dunes National Lakeshore 

hearing before the Subcommittee on 
Parks and Recreation of the Commit- 
tee on Interior and Insular Affairs, 
United States Senate, Ninety-fourth 
Congress, second session. on S. 3329 


.. H.R. 11455 ... May 26, 1976., 78- 
8306 


United States. Congress. Senate. Committee 
on Labor and Public Welfare. 
Annual report of the U.S. Commissioner 
of Education., 78-17436 


Uses of state administered Federal edu- 
cation funds, 78-17436 


United States. Congress. Senate. Committee 
on Labor and Public Welfare. 
Subcommittee on Health. 

Preclinical and clinical testing by the 
pharmaceutical industry, 1977 : hear- 
ing before the Subcommittee on 
Health and Scientific Research of the 
Committee on Human_ Resources, 
United States Senate, Ninety-fifth Con- 
gress, first session ..... 78-12117 


United States. Congress. Senate. Committee 
on Labor and Public Welfare. 
Subcommittee on Labor. 

Proceedings of the Interdepartmental 
Workers’ Compensation Task Force 
Conference on Occupational Diseases 
and Workers’ Compensation, 1976 /, 
78-12151 


United States. Congress. Senate. Committee 
on Labor and Public Welfare. 
Subcommittee on the Handicapped. 
Education of the handicapped act, as 

amended through December 31, 1975 
/, 78-8331 


Rehabilitation of the handicapped pro- 
grams, 1976 : hearings before the Sub- 
committee on the Handicapped of the 
Committee on Labor and Public Wel- 
fare, United States Senate, Ninety- 


fourth Congress, second session 
78-10000 


ery 


United States. Congress. Senate. Committee 
on Nutrition and Human Needs. 
World food and nutrition study : report 


of Study Team 9 (Nutrition) /, 78- 
10003 
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United States. Congress. Senate. Committee 
on Post Office and Civil Service. 
Legislative calendar - Committee on Post 

Office and Civil Service, United States 
Senate., 78-3934 


United States. Congress. Senate. Committee 

on Public Works. 

Serial, 94th Congress ; no. 94-H 25. 

Right turn on red signal : hearing before 
the Subcommittee on Transportation 
of the Committee on Public Works, 
United States Senate, Ninety-fourth 
Congress, first session, on S. 2049 ... 
October 1, 1975., 78-14392 


Special bridge replacement program., 
78-24678 


United States. Congress. Senate. Committee 
on Public Works. Subcommittee on Public 
Buildings and Grounds. 

Repairs, alterations, and new construc- 
tion prospectuses., 78-12160 


Repairs and alterations prospectuses 
hearings before the Subcommittee on 
Regional and Community Develop- 
ment of the Committee on 
{Environment and] Public Works, 
United States Senate, Ninety-fifth Con- 
gress, first session ..., 78-12160 


United States. Congress. Senate. Committee 
on Public Works. Subcommittee on 
Transportation. 

Annual report on the status of the civil 
rights and equal opportunity program 
to the Subcommittee on Transporta- 
tion, Committee on Public Works, 
United States Senate., 78-14070 


Right turn on red signal : hearing before 
the Subcommittee on Transportation 
of the Committee on Public Works, 
United States Senate, Ninety-fourth 
Congress, first session, on S. 2049 ... 
October 1, 1975., 78-14392 


United States. Congress. Senate. Committee 
on Rules and Administration. 

Acquisition of the Museum of African 
Art by the Smithsonian Institution : 
hearing before the Committee on 
Rules and Administration, United 
States Senate, Ninety-fifth Congress, 
second session, on S. 2507 ... April 25, 
1978., 78-22544 


Amending the standing rules of the 
Senate relative to political fund activi- 
ty : report to accompany S. Res. 188., 
78-2370 


Amending the subpena authority of the 
Select Committee on Ethics contained 
in section 3 (d) of Senate Resolution 
338, agreed to July 24, 1964 : report 
to accompany S. Res. 312., 78-6031 

Authorizing additional expenditures by 
the Committee on Appropriations for 
routine purposes : report to accom- 
pany S. Res. 478., 78-24841 





Authorizing additional expenditures by 
the Committee on Armed Services for 
inquiries and investigations : report to 
accompany S. Res. 385., 78-12324 

Authorizing additional expenditures by 
the Committee on Banking, Housing, 
and Urban Affairs for inquiries and in- 
vestigations : report to accompany S. 
Res. 371.,  78-12325 


Authorizing additional expenditures by 
the Committee on Commerce, Science, 
and Transportation for inquiries and 
investigations : report to accompany S. 
Res. 374., 78-12327 


Authorizing additional expenditures by 
the Committee on Energy and Natural 
Resources for inquiries and investiga- 
tions : report to accompany S. Res. 
367., 78-12328 


Authorizing additional expenditures by 
the Committee on Environment and 
Public Works for inquiries and_in- 
vestigations : report to accompany S. 
Res. 379., 78-12329 


Authorizing additional expenditures by 
the Committee on Finance for inqui- 
ries and investigations 
company S. Res. 392., 


: report to ac- 

78-12330 

Authorizing additional expenditures by 
the Committee on Foreign Relations 
for a study of matters pertaining to the 
foreign policy of the United States : re- 


port to accompany S. Res. 377., 78- 
12331 


Authorizing additional expenditures by 
the Committee on Governmental Af- 
fairs for inquiries and investigations : 
report to accompany S. Res. 370., 
78-12332 


Authorizing additional expenditures by 
the Committee on Human Resources 
for inquiries and investigations 
to accompany S. Res. 361., 


: report 

78-10282 

Authorizing additional expenditures by 
the Committee on Rules and Adminis- 
tration for inquiries and investigations : 
report to accompany S. Res. 380., 
78-10276 


Authorizing additional expenditures by 
the Committee on Rules and Adminis- 
tration for routine purposes : 


report to 
78-5998 
Authorizing additional expenditures by 
the Committee on the Budget for 
inquiries and investigations : report to 
accompany S. Res. 387., 78-12326 
Authorizing additional expenditures by 
the Committee on the Judiciary for 
inquiries and investigations : report to 
accompany S. Res. 398., 78-12333 
Authorizing additional expenditures by 
the Committee on Veterans’ Affairs 


accompany S. Res. 298., 





December 1978 


for inquiries and investigations : report 
to accompany S. Res. 382., 78-12334 

Authorizing additional expenditures by 
the Select Committee on Intelligence : 
report to accompany S. Res. 383., 
78-12336 

Authorizing additional expenditures by 
the Select Committee on Small Busi- 
ness for inquiries and investigations : 
report to accompany S. Res. 378., 
78-12335 

Authorizing additional funding for the 
construction of the Library of Con- 
gress James Madison Memorial Build- 
ing., 78-27052 

Authorizing expenditures by the Select 
Committee on Indian Affairs : report 
to accompany S. Res. 368., 78-12337 


Authorizing expenditures by the Special 
Committee on Aging 
company S. Res. 375., 


: report to ac- 
78-10283 

Authorizing supplemental expenditures 
by the Committee on Agriculture, 
Nutrition, and Forestry for inquiries 
and investigations 
pany S. Res. 291., 


: report to accom- 

78-10267 

Authorizing supplemental expenditures 
by the Committee on Armed Services 
for inquiries and investigations : report 
to accompany S. Res. 314., 78-10268 


Authorizing supplemental expenditures 
by the Committee on Armed Services, 
the Committee on Energy and Natural 
Resources, the Committee on Environ- 
ment and Public Works, and the Com- 
mittee on Foreign Relations for inqui- 
ries and investigations 
company S. Res. 297., 


: report to ac- 

78-5997 

Authorizing supplemental expenditures 
by the Committee on Banking, Hous- 
ing, and Urban Affairs for inquiries 
and investigations : report to accom- 
pany S. Res. 243., 78-5952 


Authorizing supplemental expenditures 
by the Committee on Rules and Ad- 
ministration : report to accompany S. 
Res. 269., 78-5959 


Authorizing supplemental expenditures 
by the Special Committee on Aging for 
inquiries [sic] and investigations : re- 
port to accompany S. Res. 288., 78- 
10266 


Authorizing the printing as a House 
document of a revised edition of “The 
Capitol” report to accompany H. 
Con. Res. 222., 78-6028 

Authorizing the printing as a House 
document of the pamphlet entitled 
“Black Americans in Congress” : re- 


port to accompany H. Con. Res. 182., 
78-6025 
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Authorizing the printing of a compilation 
entitled “‘Majority and minority leaders 
of the Senate” (S. Doc. 95-24) : report 
to accompany S. Res. 408., 78-1234] 

Authorizing the printing of a revised edi- 
tion of ‘‘The Constitution of the 
United States of America” as a House 
document report to accompany H. 
Con. Res. 217., 78-6027 

Authorizing the printing of a revised edi- 
tion of the “Election law guidebook” 
as a Senate document : report to ac- 
company S. Res. 409., 78-12342 


Authorizing the printing of additional co- 
pies of hearings entitled “Panama 
Canal treaties”’ : report to accompany 
S. Con. Res. 53., 78-6020 

Authorizing the printing of additional co- 
pies of part | of the report entitled 
“Developments in aging, 1977” : re- 
port to accompany S. Res. 434., 78- 
16444 


Authorizing the printing of additional co- 
pies of the committee print entitled 
“Protective services for the elderly” : 
report to accompany S. Res. 203., 
78-1292 


Authorizing the printing of additional co- 
pies of the committee print entitled 
“The Panama Canal—a_ reexamina- 
tion” : report to accompany S. Res. 
400., 78-12340 

Authorizing the printing of additional co- 
pies of the Senate hearing entitled 
“Panama Canal treaty (disposition of 
United States territory), part 2”’ : re- 
port to accompany S. Res. 289., 78- 
5987 


Authorizing the printing of additional co- 
pies of the Senate hearing entitled 
“Panama Canal treaty (disposition of 
United States territory), part 1” : re- 
port to accompany S. Res. 290., 78- 
5988 


Authorizing the printing of additional co- 
pies of the Senate report entitled 
“Kickbacks among medicaid 
providers” : report to accompany S. 
Res. 183/, 78-1277 


Authorizing the printing of the brochure 
entitled “How our laws are made” (H. 
Doc. 94-509) as a House document : 
report to accompany H. Con. Res. 
190, 78-6026 

Authorizing the printing of the commit- 
tee print entitled “Compendium of 
materials on zero base budgeting in the 
States” as a Senate document : report 
to accompany S. Res. 192:, 78-1276 

Authorizing the printing of the commit- 
tee print entitled ‘Interlocking 
directorates among major U.S. cor- 
porations” as a Senate document : re- 
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port to accompany S. Res. 452., 78- 
19501 


Authorizing the printing of the commit- 
tee print entitled “‘Study on Federal 
regulation, volume IV, Delay in the 
regulatory process” as a Senate docu- 
ment : report to accompany S. Res. 
276., 78-6021 


Authorizing the printing of the commit- 
tee print entitled “‘Study on Federal 
regulation, volume III, Public par- 
ticipation in regulatory agency 
proceedings” as a Senate document : 
report to accompany S. Res. 277., 
78-6022 


Authorizing the printing of the commit- 
tee print entitled “Study on Federal 
regulation, volume V, regulatory or- 
ganization” as a Senate document : re- 
port to accompany S. Res. 359.,  78- 
12338 


Authorizing the printing of the commit- 
tee print entitled “‘Voting rights in 
major corporations” as a Senate docu- 
ment : report to accompany S. Res. 
421., 78-16432 


Authorizing the printing of the report en- 
titled “‘Progress in the prevention and 
control of air pollution in 1976” as a 
Senate document : report to accom- 
pany S. Res. 285., 78-6023 


Authorizing the printing of the report en- 
titled “‘Progress in the prevention and 
control of air pollution in 1977” as a 
Senate document : report to accom- 
pany S. Res. 435., 78-16445 


Authorizing the printing of the report en- 
titled “‘Special bridge replacement pro- 
gram, seventh annual report to Con- 
ress” as a Senate document : report to 
accompany S. Res. 436., 78-16446 


Authorizing the printing of 100,000 addi- 
tional copies of the subcommittee print 
of the Subcommittee on Consumer Af- 
fairs of the Committee on Banking, 
Finance, and Urban Affairs entitled 
“Give yourself credit, guide to con- 
sumer credit laws” : report to accom- 
pany H. Con. Res. 241., 78-6024 


Authorizing the reprinting of book II of 
the Senate report entitled ‘‘Intelligence 
activities and the rights of Americans” 
(S. rept. 94-755) : report to accom- 
pany S. Con. Res. 96., 78-24887 


Authorizing the reprinting of the com- 
mittee print entitled “Colonization of 
the West Bank territories by Israel” : 
report to accompany S. Res. 538., 
78-24935 


Authorizing the reprinting of the com- 
mittee print entitled ‘‘Preliminary 
guide to export opportunities to 
Japan” : report to accompany S. Con. 
Res. 97., 78-24888 
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Authorizing the Secretary of the Interior 
to memorialize the 56 Signers of the 
Declaration of Independence in Con- 
stitution Gardens in the District of 
Columbia : report to accompany H.R. 
2960., 78-10270 

Authorizing the Secretary of the Treasu- 
ry to designate an Assistant Secretary 
to serve in his place as a member of 
the Library of Congress Trust Fund 
Board : report to accompany S. 2220., 
78-16418 


Authorizing the Smithsonian Institution 
to acquire the Museum of African Art 
: report to accompany S. 2507., 78- 
19432 

Authorizing the Smithsonian Institution 
to construct museum support facilities 
: report to accompany S. 1029., 78- 
19424 


Construction of museum support facili- 
ties by the Smithsonian Institution : 
hearing before the Committee on 
Rules and Administration, United 
States Senate, Ninety-fifth Congress, 


second session, on S. 1029 ... April 12, 
1978., 78-22545 


Election law guidebook; summary of 


Federal and State laws regulating the 
nomination and election of United 
States Senators., 78-16417 


Establishing a Hubert H. Humphrey fel- 
lowship in social and political thought 
at the Woodrow Wilson International 
Center for Scholars at the Smithsonian 
Institution : report to accompany S. 
2730., 78-19433 


Establishing a senior citizen internship 


program in the Senate : report to ac- 
company S. Res. 219., 78-19411 

Expenditure authorizations and require- 
ments for Senate committees., 78- 
16281, 78-16282 


Extending authorizations of appropria- 
tions for the American Folklife Center 
at the Library of Congress : report to 
accompany H.R. 5981., 78-16420 


Extending the authorization for the 
Federal Election Commission : report 
to accompany S. 3025., 78-19422 


Extending the supervision of the U/S. 
Capital Police to certain facilities 
leased by the Office of Technology As- 
sessment report to accompany S. 
2052., 78-5958 


Increasing the amount which may be ex- 
pended by the Select Committee on 
Small Business for the procurement of 
the services of individual consultants 
or organizations thereof : report to ac- 
company S. Res. 272., 78-5996 


Do not order from index; see indicated entry 





Increasing the fiscal year limitation on 
expenses which may be incurred by 
the Committee on Foreign Relations to 
facilitate the interchange and reception 
of certain foreign dignitaries : report to 
accompany S. Res. 278., 78-8489 


Increasing the limitation on expenditures 
by the Committee on Environment and 
Public Works for the procurement of 
consultants : report to accompany S. 
Res. 339., 78-10269 


Legislative calendar - Committee on 
Rules and Administration, United 
States Senate., 78-3940 


Nomination of John J. Boyle to be Public 
Printer : hearings before the Commit- 
tee on Rules and Administration, 
United States Senate, Ninety-fifth Con- 
gress, first session, ... October 19 and 
26, 1977., 78-2293 


Program evaluation act of 1977 and 
Federal spending control act of 1977 : 
hearings before the Committee on 
Rules and Administration, United 
States Senate, Ninety-fifth Congress, 
first and second sessions, on S. 2 ... 
and S. 1244 ... September 28, 1977, 
April 19, and June 8, 1978., 78- 
22546 


The Program reauthorization and evalua- 
tion act of 1978 : report of the Com- 
mittee on Rules and Administration 
together with additional views to ac- 
company S. [2] ..., 78-24846 

Providing for radio coverage of the 
proceeding of the Senate during con- 
sideration of the Panama Canal trea- 
ties : report to accompany S. Res. 
268., 78-10278 


Providing for the acceptance of a statue 
of the late Senator Ernest Gruening for 
the N;.tional Statuary Hall collection : 
report to accompany S. Con. Res. 25., 
78-5916 


Providing for the appointment of Anne 
Legendre Armstrong as a citizen re- 
gent of the Board of Regents of the 
Smithsonian Institution : report to ac- 
company S.J. Res. 108., 78-10287 


Providing for the designation of libraries 
of accredited law schools as depository 
libraries of Government publications : 
report to accompany H.R. 8358., 78- 
10288 


Providing for the establisment of a 
Center for Books in the Library of 
Congress report to accompany S. 
1331., 78-1288 


Providing for the reappointment of A. 
Leon Higginbotham, Jr., as a citizen 
regent of the Board of Regents of the 
Smithsonian Institution : report to ac- 
company S.J. Res. 106., 78-10285 





Providing for the reappointment of John 
Paul Austin as a citizen regent of the 
Board of Regents of the Smithsonian 
Institution : report to accompany S.J. 
Res. 107., 78-10286 

Providing the Special Committee on 
Aging regular permanent staff, six 
professional and six clerical : report to 
accompany S. Res. 376., 78-12339 

Recommendations for improving pro- 
gram review by Senate committees : 
report of the staff working group on S. 
2 and S. 1244 to the Committee on 
Rules and Administration., 78-19215 


Report of the Committee on Rules and 
Administration pursuant to section 
302(b) of the Congressional budget 
act of 1974., 78-24837 


Report with recommendations of the 
Committee on Rules and Administra- 
tion, on accounts of Senate commit- 
tees, offices of members, and offices of 
the Senate and expenses incurred by 
Senators in the use of the Senate 
Recording Studio ..., 78-5922 


Review of laws related to contributions 
made by or solicited from Senate of- 
ficers and employees and the use of of- 
ficial staff by holders of public office 
in Federal campaigns : report of the 
Committee on Rules and Administra- 
tion /, 78-10207 


Rules adopted by committees of the 
United States Senate., 78-16283 


Senate manual containing the standing 
rules, orders, laws, and resolutions af- 
fecting the business of the United 


States Senate., 78-16326 


United States. Congress. Senate. Committee 

on the Budget. 

Can Congress control the power of the 
purse? : hearings before the Commit- 
tee on the Budget, United States 
Senate, Ninety-fifth Congress, second 
session, January 17, 1978... January 
18, 1978 ... January 19, 1978 ..., 78- 
14299 


Congressional budget reform : Public law 
93-344, enacted July 12, 1974 /, 78- 
12053 


First concurrent resolution on_ the 
budget, fiscal year 1979 : hearings be- 
fore the Committee on the Budget, 
United States Senate, Ninety-fifth Con- 
gress, second session ....,  78-19055 


First concurrent resolution on_ the 
budget, FY 1979 : report of the Com- 
mittee on the Budget, United States 
Senate, to accompany S. Con. Res. 80 
... together with additional and minori- 
ty views., 78-14542 
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Legislative calendar - Committee on the 
Budget, United States Senate., 78- 
3905 


Off-budget agencies and Government- 
sponsored corporations : factsheets /, 
78-12054 

Resolution 
budget authority : report together with 
views of the Committee on the Budget 
to accompany S. Res. 282., 78-2380 

Second concurrent resolution on the 
budget, fiscal year 1978 : hearings be- 


fore the Committee on the Budget, 
United States Senate, Ninety-fifth Con- 


gress, first session, July 19 and 21 ... 
July 20, 1977 ..., 78-984 


Second concurrent resolution on the 
report of the Com- 
mittee on the Budget, United States 


budget, fy 1978 : 


Senate, to accompany S. Con. Res. 43 


together with supplemental and 


minority views., 78-1308 


Senate budget scorekeeping report., 78- 


3819 


Third budget rescission bill, fiscal year 
1977 : report together with views of 
the Committee on the Budget, to ac- 


company H.R. 9019., 78-6029 


Waiver of section 303(a) of the Congres- 


sional budget act with respect to con- 
sideration of S. 2055 


company S. Res. 250., 78-5953 


Waiver of section 303(a) of the Congres- 
sional budget act with respect to con- 
sideration of H.R. 6782 : report to ac- 
company S. Res. 443., 78-16448 


Waiver of section 303(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 2600 : report to ac- 
company S. Res. 517., 78-24897 


Waiver of section 303(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 3085 : report to ac- 
company S. Res. 522., 78-24881 


Waiver of section 303(a) of the Congres- 
sional budget act with respect to con- 
sideration of H.R. 3946 : report to ac- 
company S. Res. 524., 78-24901 


Waiver of section 303(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 3279 : report to ac- 
company S. Res. 527., 78-24915 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 7 : report to accom- 
pany S. Res. 169., 78-1267 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 1305 : report to ac- 
company S. Res. 171., 78-1268 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
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disapproving deferral of 


: report to ac- 





sideration of S. 1442 
company S. Res. 174., 


: report to ac- 
78-1269 
Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 1231 : report to ac- 
company S. Res. 178., 78-1271 
Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 1061 : report to ac- 
company S. Res. 180., 78-1272 
Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 1420 : report to ac- 
company S. Res. 197., 78-1280 


Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 1341 : report to ac- 
company S. Res. 199., 78-1281 


Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of H.R. 6415 : report to ac- 
company S. Res. 200., 78-1282 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 1552 
company S. Res. 202., 


: report to ac- 

78-1283 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con 
sideration of S. 9 
pany S. Res. 204., 


: report to accom- 

78-1284 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 926 : report to accom- 
pany S. Res. 206., 78-1290 


Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 660 : report to accom- 
pany S. Res. 208., 78-1285 


Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of H.R. 4992 : report to ac- 
company S. Res. 209., 78-1286 


Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of H.R. 4585 : report to ac- 
company S. Res. 210., 78-1287 


Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 1811 : report to ac- 
company S. Res. 216., 78-1289 


Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 6550 : report to ac- 
company S. Res. 217., 78-1294 


Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 1678 : report to ac- 
company S. Res. 218., 78-1291 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 977 : report to accom- 
pany S. Res. 228., 78-1304 
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Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 1217 : report to ac- 
company S. Res. 229., 78-1306 


Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 1952 : report to ac- 
company S. Res. 233., 78-1303 


Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 1306 : report to ac- 
company S. Res. 235., 78-1307 


Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of H.R. 5027 : report to ac- 
company S. Res. 240., 78-5937 


Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 1682 : report to ac- 
company S. Res. 245., 78-5956 


Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 1731 : report to ac- 
company S. Res. 246., 78-5938 


Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 2057 : report to ac- 
company S. Res. 257., 78-5939 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 2114 : report to ac- 
company S. Res. 263., 78-5966 


Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 785 : report to accom- 
pany S. Res. 270., 78-5967 


Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 


sideration of S. 1863 : report to ac- 
company S. Res. 2730., 78-5968 


Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of §. 1582 : report to ac- 
company §S. Res. 274., 78-5982 


Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 2108 : report to ac- 
company S. Res. 283., 78-5979 


Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 897 : report to accom- 
pany S. Res. 286., 78-5981 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 2149 : report to ac- 
company S. Res. 287., 78-5989 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 2230 : report to ac- 
company S. Res. 308., 78-6040 


Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
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sideration of H.R. 6782 : report to ac- 
company S. Res. 415., 78-14534 
Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 2481 : report to ac- 
company S. Res. 418., 78-14535 


Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of H.R. 11877 : report to 
accompany S. Res. 450., 78-22631 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of H.R. 11445 : report to 
accompany S. Res. 451., 78-22641 


Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 3075 : report to ac- 
company S. Res. 453., 78-16474 


Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 3076 : report to ac- 
company S. Res. 455., 78-16475 


Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 3067 : report to ac- 
company S. Res. 456., 78-19500 


Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 312 : report to accom- 
pany S. Res. 460., 78-16476 


Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 3151 : report to ac- 
company S. Res. 467., 78-22633 


Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 2937 : report to ac- 
company S. Res. 470., 78-22634 


Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 3082 : report to ac- 
company S. Res. 471., 78-22632 


Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 2635 : report to ac- 
company S. Res. 474., 78-22635 


Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of H.R. 1105 : report to ac- 
company S. Res. 488., 78-22642 


Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of H.R. 12426 : report to 
accompany S. Res. 492., 78-22639 


Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 3243 : report to ac- 
company S. Res. 494., 78-22647 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 2693 : report to ac- 
company S. Res. 498., 78-22648 
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Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 1487 : report to ac- 
company S. Res. 499., 78-22649 


Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 551 : report to accom- 
pany S. Res. 500., 78-22650 


Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 2692 : report to ac- 
company S. Res. 505., 78-22651 


Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 3153 : report to ac- 
company S. Res. 508., 78-22646 


Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 3279 : report to ac- 
company S. Res. 510., 78-24914 


Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. Res. 2640 : report to 
accompany S&S. Res. 530., 78-24904 


Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of H.R. 11567 : report to 
accompany S. Res. 531., 78-24905 


Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 991 : report to accom- 
pany S. Res. 532., 78-24933 


Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of H.R. 11092 : report to 
accompany S. Res. 544., 78-27109 


Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 3161 : report to ac- 
company S. Res. 546., 78-27114 


Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 2083 : report to ac- 
company S. Res. 549.,  78-27110 


Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 2995 : report to ac- 
company S. Res. 551., 78-27118 


Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of H.R. 2852 : report to ac- 
company S. Res. 553., 78-27116 


Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of H.R. 2329 : report to ac- 
company S. Res. 558., 78-27119 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of H.R. 7700 : report to ac- 
company S. Res. 560.,  78-27123 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 





sideration of S. 2 : report to accom- 
pany S. Res. 561., 78-27117 


Youth unemployment : hearing before 
the Committee on the Budget, United 
States Senate, Ninety-fifth Congress, 
second session, Philadelphia, Pa., 
February 17, 1978., 78-19056 

United States. Congress. Senate. Committee 

on the Judiciary. 

Accommodations for judges of the court 
of appeals : report to accompany H.R. 
2770., 78-8495 

Adelaida Rea Berry : report to accom- 
pany H.R. 5555., 78-6050 


Ah Young Cho Kwak : report to accom- 
pany S. 833., 78-6052 


Amending the Jury selection and service 
act of 1968, as amended : report to ac- 
company S. 2072., 78-16439 


Amending the Jury selection and service 
act of 1968, as amended : report to ac- 
company S. 2075., 78-16437 


Amending the Jury selection and service 
act of 1968, as amended, with respect 
to the selection and qualification of ju- 
rors, and to extend to all jurors in 
United States district courts the provi- 
sions of title 5, United States Code, 
applicable to Federal employee ser- 
vice-related injuries : report to accom- 
pany S. 2074., 78-16438 


Amending title 18, United States Code, 
to make a crime the willful destruction 
of any interstate pipeline system : re- 
port to accompany S. 1502., 78-5913 

Amendment of the Administrative Con- 
ference Act : report to accompany S. 
1792., 78-10215 

American Legion : report to accompany 
S. 2424., 78-19404 


AMVETS : report to accompany H.R. 
1952., 78-5921 

Anupama Alis Chandrakala : report to 
accompany S. 2326., 78-24856 


Anwar : report to accompany S. 1933., 
78-14521 


Authorizing additional expenditures by 
the Committee on the Judiciary for 


inquiries and investigations : report to 
accompany S. Res. 398., 78-12320 
Authorizing district court to be held at 
Hempstead, New York : report to ac- 
company S. 2597., 78-19405 
Authorizing reimbursement of marshal’s 
service : report to accompany S. Res. 
428., 78-19403 
Bankruptcy reform act of 1978 : report 
to accompany S. 2266., 78-24849 
Benjamin R. Civiletti to be Deputy At- 
torney General : report together with 
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separate and additional views 
18824 

Bharat M. Parekh : report to accompany 
S. 200., 78-5971 

Big Brothers-Big Sisters of America : re- 
port to accompany S. 2208., 78-5999 

The bilingual, hearing, and speech im- 
paired court interpreter act : report to 
accompany S. 1315., 78-8493 

Brian Patrick Webb and his wife, Lau- 
rene Anne Webb : report to accom- 
pany S. 1052., 78-6049 

Brigitte Marie Harwood : report to ac- 
company S. 391., 78-14507 


Busing of schoolchildren : hearings be- 
fore the Committee on the Judiciary, 
United States Senate, Ninety-fifth Con- 
gress, first session, on S. 1651 ..., 78- 
1089 


=. 


Certain postmasters cahrged with postal 
deficiencies report to accompany 
H.R. 1613., 78-10203 

Cesar B. Ibanez II, Doctor of Medicine : 
report to accompany S. 2067., 78- 
24868 

Charles P. Abbott : report to accompany 
H.R. 3994., 78-24829 


Chester Chun Ket Young (also known as 
Chun-Kit Yeung) : report to accom- 
pany S. 1165., 78-6017 


Chin Ah Park and Chin Suk Park : re- 
port to accompany S. 948., 78-5924 


Chin-Ho An : report to accompany H.R. 
3461., 78-6011 


Chiu-Ping Haskell : report to accompany 
S.614., 78-5909 


Chong Cha Williams : report to accom- 
pany S. 405., 78-6043 


Civil rights of institutionalized persons : 
report of the Committee on the Judici- 
ary, United States Senate, on S. 1393 
together with minority views., 78- 
24889 


Consolidated clerks of court revision : 
report to accompany §S. 3107., 78- 
27070 

Controlled substances act extension : re- 
port to accompany H.R. 5742., 78- 
5955 

Court-annexed arbitration act of 1978 : 
report to accompany S. 2253., 78- 
27084 

Criminal code reform act of 1977 : re- 
port of the Committee on the Judicia- 
ry, United States Senate, to accom- 
pany S. 1437., 78-10216 

Days of Remembrance of Victims of the 


Holocaust : report to accompany S.J. 
Res. 135., 78-24845 
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Denno Chung-Sang Li, Nicholas Lit- 
Yung Lam, and Augustine Ka-Cheung 
Wu : report to accompany S. 513., 
78-14508 

Department of Justice authorization bill, 
fiscal year 1979 : report to accompany 
S.3151., 78-24831 

Department of Justice budget authoriza- 
tion : hearings before the Committee 
on the Judiciary, United States Senate, 
Ninety-fifth Congress, second session 

78-24635 

Destruction of the trans-Alaska pipeline 
system : report to accompany S. 1496., 
78-5914 

Diplomatic relations act : report to ac- 
company H.R. 7819., 78-24928 

Direct popular election of the President 
and Vice President of the United 
States : report together with minority 
and additional views of the Committee 
on the Judiciary, United States Senate, 
on S.J. Res. 1., 78-10219 

District Court for Northern Marianas : 
report to accompany S. 2149., 78- 
5973 

The Diversion act of 1978 : report to ac- 
company S. 1819., 78-16434 

Do Sook Park : report to accompany S. 
1563., 78-6047 

Doctor Lawrence C. B. Chan : report to 
accompany H.R. 1934., 78-5974 

Doctor Nazeeh A. L. Abdul-Hadi : re- 
port to accompany S. 222., 78-14506 

Dora Alicia Adan : report to accompany 
S.58., 78-1265 

Dr. Allan Joseph Cawley : report to ac- 
company S. 2687., 78-24827 

Dr. Angelito Dela Cruz : report to ac- 
company S. 2061., 78-24867 

Dr. Belinda A. Aquino : report to ac- 
company S. 340., 78-24852 

Dr. Kok Liong Tan, and his wife, Gloria 
Siao Tan : report to accompany S. 
140., 78-24851 

Dr. Manuel Javier Mariano and his wife, 
Lilia Zapanta Mariano : report to ac- 
company S. 399., 78-24922 

Dr. Timothy Kam-Hung Chung : report 
to accompany S. 153., 78-24917 

Duane Wegner : report to accompany S. 
760., 78-5905 

Elvi Engelsmann Jensen : report to ac- 
company S. 1401., 78-6045 

Ermelinda Rossi : report to accompany 
S. 455., 78-1273 


Ernesto Garcia, Jr. : report to accom- 
pany S.958., 78-14519 
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Establishing fees and allowing per diem 
and mileage expenses for witnesses be- 
fore U.S. courts : report to accompany 
S. 2049., 78-16436 

Establishing fees for services performed 
by U.S. marshals : report to accom- 
pany S. 2016., 78-16435 


Estate of Harry Eugene Walker, 
deceased report to accompany S. 
1476., 78-14526 

Eugenia Cortes : report to accompany S. 
2247., 78-24825 


Eun Kyung Park and Sang Hyuk Park : 
report to accompany H.R. 1440., 78- 
1275 

False identification : hearings before the 
Committee on the Judiciary, United 
States Senate, Ninety-fifth Congress, 
first session, on S. 1096 ..., 78-1090 


FBI statutory charter : hearings before 
the Committee on the Judiciary, 
United States Senate, Ninety-fifth Con- 
gress, second session ..., 78-26837 


For relief of Roland L. Outlaw and wife : 


report to accompany S. 1680., 78- 
24916 


For the relief of the Federal Life & 
Casualty Co. of Battle Creek, Mich. : 
report to accompany S. 1765., 78- 
5919 


Foreign intelligence surveillance act of 
1977 : report together with minority 
views to accompany S. 1566., 78- 
6054 


Fox-Chiau Shih : report to accompany S. 
336., 78-6008 


Gaspar Louis Sayoc : report to accom- 
pany S. 142., 78-5908 

Granting a Federal Charter to the Amer- 
ican Ex-Prisoners of War, inc. : report 
to accompany S. 1590., 78-5976 


Granting an extension of patent to the 
United Daughters of the Confederacy : 
report to accompany S. 810., 78- 
5899 

Habib Haddad : report to accompany 
H.R. 3995., 78-24862 


Heung-Sang Chun (also known as Mar- 
garet Chun) : report to accompany S. 
1400., 78-6019 

Imelda C. Jayag Potter : report to ac- 
company S. 579., 78-6012 

In Hea Kim and Myung Sung Kwon : re- 
port to accompany S. 1551., 78-5972 

Interstate horseracing act of 1978 : re- 
port to accompany S. 1185., 78- 
24931 

Isaias Berrones Reyes 
pany S. 1413., 


: report to accom- 
78-6009 
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James Edward Slowey, Carole Anne 
Slowey, Christopher James Slowey, 
Elaine Margaret Slowey, and Carole- 
Ann Slowey : report to accompany S. 
2333., 78-24923 

Jesusa Navarro Romero and Antonio An- 
geles Romero : report to accompany S. 
2379., 78-24826 


Jin Syen Suh : report to accompany S. 
1154., 78-6038 

Joselyn Buccat Lalley and Jodelyn Buc- 
cat Lalley : report to accompany S. 
2294., 78-24872 

Jozef Swiderski : report to accompany S. 
1951., 78-24876 


Juanita Binabise : report to accompany 
S$. 1110., 78-6013 


Judicial tenure act : report together with 
additional views to accompany S. 
1423., 78-24883 


Jury fees : hearing before the Committee 
on the Judiciary, United States Senate, 
Ninety-third Congress, second session, 
on S. 3265, July 23, 1974., 78-14378 


Kainoosh-Fard Bullock and her son, 


Kami Bullock : report to accompany S. 
1826., 78-24824 


Kam Lin Cheung : report to accompany 
S.1142., 78-1274 


Keum Sun Lee : report to accompany S. 
2366., 78-24918 


Kirthi Chandher : report to accompany 
S. 3001., 78-24921 


Kwan Do Sun : report to accompany S. 
1399., 78-14511 


Kwi Sok Buckingham (nee Kim) : report 
to accompany H.R. 4401., 78-14516 
Kwok Hung Poon and his wife, Sandra 


Shau Man Lai Poon : report to accom- 
pany S. 613., 78-24866 


Lee Myong Sook : report to accompany 
S. 2237., 78-24828 

Lee Young Soo : report to accompany S. 
556., 78-1264 


Legislative and executive calendar - 
Committee on the Judiciary, United 
States Senate., 78-3930 


Librado Perez : report to accompany S. 
330., 78-6007 

Lourdes Marie Hudson : report to ac- 
company H.R. 8449., 78-24874 

Lucy Davao Jara Graham : report to ac- 
company H.R. 1751., 78-24859 

Ludwik Kikla : report to accompany S. 
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provement act : report of the Commit- 
tee on Veterans’ Affairs, United States 
Senate, to accompany S. 2384., 78- 
27071 


Veterans disability compensation and 
survivor benefits act of 1977 : report 
of the Committee on Veterans’ Affairs, 
United States Senate, to accompany 
H.R. 1862., 78-5935 


Veterans disability compensation and 
survivors benefits improvements act of 
1978 : report of the Committee on 
Veterans’ Affairs, United States 
Senate, to accompany S. 2828., 78- 
27078 


Veterans’ health care amendments act of 
1977 : report of the Committee on 
Veterans’ Affairs, United States 
Senate, to accompany H.R. 5027 ..., 
78-1301 


Veterans’ housing benefits improvement 
act of 1978 : report to accompany 
H.R. 12028., 78-27079 


Veterans’ programs extension act of 
1978 : report of the Committee on 
Veterans’ Affairs, United States 
Senate, to accompany H.R. 5029., 
78-19457 


United States. Congress. Senate. Committee 
on Veterans’ Affairs. Subcommittee on 
Compensation and Pensions. 

Veterans’ disability compensation and 
survivor benefits act of 1977 : hearing 
before the Subcommittee on Compen- 
sation and Pension of the Committee 
on Veterans’ Affairs, United States 
Senate, Ninety-fifth Congress, first ses- 
sion, on S. 1703 and related bills, June 
21, 1977., 78-12188 


United States. Congress. Senate. Committee 
on Veterans’ Affairs. Subcommittee on 
Health and Readjustment. 

GI bill improvement act of 1977 
hearings before the Subcommittee on 
Health and Readjustment of the Com- 
mittee on Veterans’ Affairs, United 
States Senate, Ninety-fifth Congress, 
first session, on S. 457 and related 
bills, June 24 and 29, 1977., 78- 
19240 


Oversight of veterans employment pro- 
grams : hearing before the Subcommit- 
tee on Health and Readjustment of the 
Committee on Veterans’ Affairs, 
United States Senate, Ninety-fifth Con- 
gress, first session, June 17, 1977., 
78-10036 


Physician and dentist special pay and 
other pay amendments : hearing before 
the Subcommittee on Health and 
Readjustment of the Committee on 
Veterans’ Affairs, United States 
Senate, Ninety-fifth Congress, first ses- 





sion, on S. 1775 and related bills, July 
1, 1977., 78-10040 


State veterans’ home assistance act of 
1977 and fee-basis health care eligibili- 
ty : hearing before the Subcommittee 
on Health and Readjustment of the 
Committee on Veterans’ Affairs, 
United States Senate, Ninety-fifth Con- 
gress, first session ... April 27, 1977., 
78-2304 

Veterans health care amendments act or 
1977 : hearing before the Subcommit- 
tee on Health and Readjustment of the 
Committee on Veterans’ Affairs, 
United States Senate, Ninety-fifth Con- 
gress, first session, on S. 1693 and 
H.R. 6502, June 22, 1977., 78-10038 


United States. Congress. Senate. Committee 
on Veteran’s Affairs. Subcommittee on 
Housing and Insurance. 

Impact of the cost of regulation on small 
business homebuilders : joint hearing 
before the Select Committee on Small 
Business and the Subcommittee on 
Small Business of the Committee on 
Banking, Housing, and Urban Affairs 
and the Subcommittee on Housing and 
Insurance of the Committee on 
Veteran’s Affairs, United States 
Senate, Ninety-fifth Congress, first ses- 
sion ... Atlanta, Ga., February 16, 
1977., 78-1143 


United States. Congress. Senate. Committee 
on Veterans’ Affairs. Subcommittee on 
Housing, Insurance, and Cemeteries. 
Disclosure of insurance policy informa- 

tion to veterans : hearings before the 
Subcommittee on Housing, Insurance, 
and Cemeteries of the Committee on 
Veterans’ Affairs, United States 
Senate, Ninety-fifth Congress, first ses- 
sion, on S. 718, June 28 and 30, 
1977., 78-8355 


United States. Congress. Senate. 
Commimittee on Energy and Natural 
Resources. 

Serial, 95th Congress ; no. 95-106. 

John Kenneth Mansfield nomination 
hearing before the Committee on 
Energy and Natural Resources, United 
States Senate, Ninety-fifth Congress, 
second session, on the nomination of 
John Kenneth Mansfield, to be Inspec- 
tor General of the Department of 
Energy, April 28, 1978., 78-22454 

United States. Congress. Senate. Historical 
Office. 

The United States Senate : a historical 
bibliography / prepared under the 
direction of Francis R. Valeo, Secreta- 
ry of the Senate, by Richard A. Baker, 
Senate Historian, United States 
Senate., 78-11951 
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United States. Congress. Senate. Library. 
Federal election campaign laws /, 78- 
18842 


Senate 
14225 


United States Senate Library., 


campaign  information., 78- 


78-8135 
United States. Congress. Senate. National 
Tourism Policy Study. 
National Tourism Policy Study : final re- 
port /, 78-22423 


National Tourism Policy Study ascertain- 
ment phase: report on the ascertained 
needs of the State and local govern- 
ment and private sectors of the tour- 
ism and travel industry /, 78-5531 


National Tourism Policy Study final re- 
port : hearing before the Subcommit- 
tee on Merchant Marine and Tourism 
of the Committee on Commerce, 
Science, and Transportation, United 
States Senate, Ninety-fifth Congress, 
second session, on briefing by 
representatives of Arthur D. Little, inc. 
... April 21, 1978., 78-22426 


United States. Congress. Senate. Select 

Committee on Ethics. 

Acceptance and reporting of travel ex- 
penses paid for by third parties under 
Senate Rule 51 : report to accompany 
S. Res. 319., 78-6042 


Financial disclosure under Senate rule 42 


: report to accompany S. Res. 265., 
78-5957 


Korean influence inquiry : executive ses- 
sion hearings before the Select Com- 
mittee on Ethics of the United States 
Senate, Ninety-fifth Congress, second 
session ..., 78-22457 


Participation in judicial proceedings : re- 
port to accompany S. Res. 373., 78- 
10272 


United States. Congress. Senate. Select 
Committee on Indian Affairs. 
Ak-Chin water settlement and emergency 
supply : report to accompany S. 1582., 
78-10196 


Allocation budget report by Select Com- 
mittee on Indian Affairs : report con- 
cerning allocation of budget totals., 
78-5978 


Amend the Indian self-determination and 
education assistance act : hearings be- 
fore the United States Senate Select 
Committee on Indian Affairs, Ninety- 
fifth Congress, second session, on S. 
2460 ... March 14 and 22, 1978., 78- 
22495 


American Indian religious freedom 
hearings before the United States 
Senate Select Committee on Indian Af- 
fairs, Ninety-fifth Congress, second 
session, on S.J. Res. 102 ... February 
24 and 27, 1978., 78-19139 
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Arkansas riverbed rights of Cherokee, 
Choctaw, and Chickasaw Indian Na- 
tions : hearing before the U.S. Senate 
Select Committee on Indian Affairs on 
S. 660 ... May 25, 1977., 78-1058 


Bureau of Indian Affairs organization : 
hearings before the United States 
Senate Select Committee on Indian Af- 
fairs, Ninety-fifth Congress, first ses- 
sion... July 13, August 1, 1977., 78- 
22494 


Case history report of the Wambli 
Archery Company, Eagle Nest District, 
Wanblee, South Dakota /, 78-9970 


Certain water right claims of the Ak- 
Chin Indian community : hearing be- 
fore the U.S. Senate Select Committee 
on Indian Affairs, on S. 1582 ... July 
25, 1977., 78-1062 


Consolidating Alaska natives governing 
bodies : hearings before the United 
States Senate, Select Committee on In- 
dian Affairs, Ninety-fifth Congress, 
first session, on S. 1920 ... S. 2046 ..., 
78-26810 


Distribution of Seminole judgment funds 
hearing before the United States 
Senate Select Committee on Indian Af- 
fairs, Ninety-fifth Congress, second 
session, on S. 2000 ... S. 2188 
March 2, 1978., 78-19140 


Extension of benefits and services to the 
Pascua Yaqui Indians of Arizona : re- 
port to accompany S. 1633., 78- 
16422 


Fallon Paiute and Shoshone land transfer 
bill : report to accompany S. 785., 
78-5940 


Federal domestic assistance programs : 
hearings before the United States 
Senate, Select Committee on Indian 
Affairs, Ninety-fifth Congress, first ses- 
sion ... September 8, 1977., 78-12120 


Federal recognition of certain Indian 
tribes hearing before the United 
States Senate Select Committee on In- 
dian Affairs, Ninety-fifth Congress, 
first session on S. 661 ... September 
27, 1977., 78-5593 


Federally owned land in Nevada held in 
trust for the Paiute and Shoshone 
tribes of the Fallon Indian Reservation 
: hearing before the U.S. Senate Select 
Committee on Indian Affairs, on S. 
785 ... July 19, 1977., 78-1060 


Hawaiian Native educational assistance 
act : hearing before the United States 
Senate Select Committee on Indian Af- 
fairs, Ninety-fifth Congress, second 
session, on S. 857 ... May 16, 1978., 
78-22493 


Inclusion of native Hawaiians in certain 
Indian acts and programs : hearings 
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before the United State Senate Select 
Committee on Indian Affairs, Ninety- 
fifth Congress, second session, on S. 
857 ... S. 859 ... S. 860 ... February 
13-15, 1978., 78-19137 

Indian child welfare act of 1977 : hearing 
before the United States Senate, Select 
Committee on Indian Affairs, Ninety- 
fifth Congress, first session, on S. 1214 
... August 4, 1977., 78-12121 


Indian program evaluation and needs as- 
sessment : hearings before the United 
States Senate Select Committee on In- 
dian Affairs, Ninety-fifth Congress, 
second session, on S. 2712 ... April 17 
and 21, 1978., 78-24621 


Indian self-determination and education 
assistance act implementation 
hearings before the United States 
Senate Select Committee on Indian Af- 
fairs, ninety-fifth Congress, first session 
... June 7, and 24, 1977., 78-2274 


Legislative calendar - Select Committee 
on Indian Affairs, United States 
Senate., 78-3922 


Mashpee lands hearings before the 
United States Senate, Select Commit- 
tee on Indian Affairs, Ninety-fifth Con- 
gress, first session on S. J. Res. 86 ... 
October 21, 1977., 78-5592 


Meetings of the American Indian Policy 
Review Commission., 78-8300, 78- 
22492 


Native Americans’ right to believe and 
exercise their traditional native reli- 
gions free of Federal Government in- 
terference : report to accompany S.J. 
Res. 102., 78-14536 


Native Hawaiian education act : report 
to accompany S. 857., 78-27115 


Nomination of the Assistant Secretary of 


the Interior for Indian Affairs 
hearings before the United States 
Senate, Select Committee on Indian 
Affairs, Ninety-fifth Congress, first ses- 
sion ... September 9 and 12, 1977., 
78-2273 


Payment of charges to Middle Rio 
Grande Conservancy District : report 
to accompany H.R. 2719., 78-6037 


Providing that a certain tract of land in 
Pinal County, Ariz., held in trust by 
the United States for the Papago Indi- 
an Tribe, be declared a part of the 
Papago Indian Reservation : report to 
accompany H.R. 8397., 78-27092 


Pueblo lands and Alaska natives govern- 
ing bodies : hearing before the United 
States Senate Select Committee on In- 
dian Affairs, Ninety-fifth Congress, 
first session on S. 1789 ... S. 2046 ... 
September 29, 1977., 78-14346 
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Pueblo of Santa Ana land transfer : re- 
port to accompany S. 2588., 78- 
27091 


Pueblo of Zia land transfer : report to 
accompany S. 2358., 78-27090 


Pueblo trust lands : hearing before the 
United States Senate Select Committee 
on Indian Affairs, Ninety-fifth Con- 
gress, second session, on S. 2358 ... S. 
2588 ... April 25, 1978., 78-19138 


Pueblos Land Transfer Bill : report to ac- 
company S. 1509., 78-10194 


Recognition of certain Indian tribes : 
hearing before the United States 
Senate Select Committee on Indian Af- 
fairs, Ninety-fifth Congress, second 
session, on S. 2375 ... April 18, 1978., 
78-24622 


Relocation of certain Hopi and Navajo 
Indians : hearing before the United 
States Senate Select Committee on In- 
dian Affairs, Ninety-fifth Congress, 
second session, on S. 1714 ... February 
10, 1978, Winslow, Ariz., 78-26811 


The Rhode Island claims settlement act : 


report to accompany S. 3153., 78- 
27067 


Rhode Island Indian claims settlement 
act : joint hearing before the United 
States Senate, Select Committee on In- 
dian Affairs, and the U.S. House of 
Representatives, Committee on Interi- 
or and Insular Affairs, Subcommittee 
on Indian Affairs and Public Lands, 
Ninety-fifth Congress, second session, 
on S. 3153 and H.R. 12860 ... June 
20, 1978., 78-26812 


Siletz Indian Tribe restoration : hearing 
before the United States Senate, Select 
Committee on Indian Affairs, Ninety- 
fifth Congress, first session, on S. 1560 
... July 13, 1977., 78-1061 


Status of certain Oklahoma Indian tribes 
: report to accompany S. 661., 78- 
6036 


Tribal-state compact act : report to ac- 
company S. 2502., 78-27105 


Tribal-state compact act of 1978 
hearings before the United States 
Senate Select Committee on Indian Af- 
fairs, Ninety-fifth Congress, second 
session, on S. 2502 ... March 9 and 10, 
1978., 78-19141 


Tribally controlled community assistance 


act of 1977 : report to accompany S. 
1215., 78-10214 


Trust status for the Pascua Yaqui Indians 
of Arizona : hearing before the United 
States Senate, Select Committee on In- 
dians Affairs, Ninety-fifth Congress, 
first session, on S. 1633 ... September 
27,1977., 78-14345 
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Umatilla Indian Reservation land con- 
solidation, development, and __ in- 
heritance of trust : hearing before the 
United States Senate, Select Commit- 
tee on Indian Affairs, Ninety-fifth Con- 
gress, first session, on S. 470 ... $.471 
... July 5, 1977., 78-5594 


Water for five central Arizona Indian 
tribes for farming operations : hearings 
before the U.S. Senate Select Commit- 
tee on Indian Affairs, on S. 905 ... 
May 23 and 24, 1977., 78-1059 


United States. Congress. Senate. Select 


Committee on Intelligence. 

An act to combat international terrorism 
: report to accompany S. 2236., 78- 
27083 


Authorizing appropriations for fiscal year 
1978 for intelligence activities of the 
United States Government, the Intel- 
ligence Community Staff, the CIA 
Retirement and _ Disability System 
(CIARDS) ... : report to accompany S. 
1539., 78-5900 


Authorizing appropriations for fiscal year 
1979 for intelligence activities of the 
U. S. Government, the Intelligence 
Community Staff, the Central Intel- 
ligence Agency Retirement and Disa- 
bility System (CIARDS), and for other 
purposes report to accompany S. 
2939., 78-19409, 78-24813 


Foreign intelligence surveillance act of 
1978 : report together with additional 
views to accompany S. 1566., 78- 
12347 


Legislative calendar - Select Committee 
on Intelligence, United States Senate., 
78-3928 


Nomination as Deputy Director of Cen- 
tral Intelligence of Ambassodor Frank 
C. Carlucci : report of the Select Com- 
mittee on Intelligence, United State 
Senate., 78-16086 


Nomination of Ambassador Frank C. 
Carlucci : hearings before the Select 
Committee on Intelligence of the 
United States Senate, Ninety-fifth Con- 
gress, second session ... January 27 
and 30, 1978., 78-22516 


Project MKULTRA, the CIA’s program 
of research in behavioral modification 
: joint hearing before the Select Com- 
mittee on Intelligence and the Sub- 
committee on Health and Scientific 
Research of the Committee on Human 
Resources, United States Senate, 
Ninety-fifth Congress, first session, Au- 
gust 3, 1977., 78-12144 


United States. Congress. Senate. Select 


Committee on Intelligence. Subcommittee 





on Intelligence and the Rights of 
Americans. 


Foreign intelligence surveillance act of 
1978 : hearings before the Subcommit- 
tee on Intelligence and the Rights of 
Americans of the Select Committee on 
Intelligence of the United States 
Senate, Ninety-fifth Congress, second 
session, on S. 1566 ...,  78-19178 


United States. Congress. Senate. Select 
Committee on Intelligence. Subcommittee 
on Secrecy and Disclosure. 

The use of classified information in 
litigation : hearings before the Sub- 
committee on Secrecy and Disclosure 
of the Select Committee on _ Intel- 
ligence of the United States Senate, 
Ninety-fifth Congress, second session, 
March 1, 2, 6, 1978., 78-26827 


United States. Congress. Senate. Select 
Committee on Nutrition and Human 
Needs. 


Diet related to killer diseases : hearings 
before the Select Committee on Nutri- 
tion and Human Needs of the United 
States Senate, Ninety-fifth Congress, 


first session., 78-2285, 78-5632, 
78-10001 


Dietary goals for the United States /, 
78-14383 


Dietary goals for the United States, sup- 


plemental views /, 78-5631 


Edible TV, your child and food commer- 
cials /, 78-2284 


Federally supported food programs 
hearing before the Select Committee 
on Nutrition and Human Needs of the 
United States Senate, Ninety-fifth Con- 
ress, first session .... 78-12155 


Food quality in Federal food programs : 
hearings before the Select Committee 
on Nutrition and Human Needs of the 
United States Senate, Ninety-fifth Con- 
ress, Ist session., 78-12156 


Food stamp program profile /, 78-8337 


Nutrition and the elderly, 1977 
Hearings before the Select Committee 
on Nutrition and Human Needs of the 
United States Senate, Ninety-fifth Con- 
ress, first session, Chicago,  IIl., 
November 14, 1977, Rockford, IIl., 
Novermber 16, 1977, Moline, IIL, 
December 12, 1977., 78-14384 

Recommendations for improved food 
programs on Indian reservations /, 
78-8338 

Report on nutrition and government /, 
78-16271 


Title VII survey /, 78-10004 


1975 food price study /, 78-10002 
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United States. Congress. Senate. Select 
Committee on Small Business. 
Agricultural labor certification programs 

and small business : hearings before 
the Select Committee on Small Busi- 
ness, United States Senate, Ninety-fifth 
Congress, first session ..., 78-16293, 
78-19232 


Alternative long-range energy strategies : 
joint hearing before the Select Com- 
mittee on Small Business and the Com- 
mittee on Interior and Insular Affairs, 
United States Senate, Ninety-fourth 
Congress, second session ... December 
9, 1976 : additional appendixes, 1977., 
78-10031 


Amending the Small business act : report 
to accompany H.R. 11445., 78- 
19458, 78-22628 


Amending the Small business act and the 
Small business investment act of 1958 
: report to accompany H.R. 11318., 
78-27082 


Amendments to the SBA’s surety bond 
program., 78-26864 


Analysis of Administration’s 1978 small 
business tax proposals and certain al- 
ternative approaches., 78-19237 


Annual report of the Select Committee 
on Small Business, United States 
Senate., 78-16331 


Associate Administrator for Women’s 
Business Enterprise within the Small 
Business Administration : report to ac- 
company S. 1526., 78-2372 


Capital formation : hearings before the 
Select Committee on Small Business, 
United States Senate, Ninety-fifth Con- 
gress, second session ..., 78-22556 


Competition review act : hearings before 
the Select Committee on Small Busi- 
ness, United States Senate, Ninety-fifth 
Congress, second session ... January 24 
and 25, 1978., 78-16294 


Economic and small business conditions 
in the fishing industry : hearing before 
the Select Committee on Small Busi- 
ness, United States Senate, Ninety-fifth 
Congress, first session Groton, 
Conn., December 5, 1977., 78-16296 


Effect of Government regulation upon 
homebuilding and related construction 
: hearing before the Select Committee 
on Small Business, United States 
Senate, Ninety-fifth Congress, first ses- 
sion ... Madison, Wis., June 1, 1977., 
78-2299 

Effects of the drought on small business 
and agriculture : hearings before the 
Select Committee on Small Business, 
United States Senate, Ninety-fifth Con- 
gress, first session Klamath Falls, 


Do not order from index; see indicated entry 





Oreg., August 16, 1977, Oreg. , Au- 
gust 17, 1977., 78-5654 


Energy research and development and 
small business : hearings before the 
Select Committee on Small Business, 
United States Senate, Ninety-fourth 
Congress, first session 78-19233 


Energy strategy: the industry, small busi- 
ness, and public stakes., 78-10031 


Evaluation of the Administration’s 1978 
small business tax proposals and other 
alternatives hearings before the 
Select Committee on Small Business, 
United States Senate, Ninety-fifth Con- 
gress, second session Englewood, 
Colo.—February 14, 1978, Portland, 
Maine—February 20, 1978, Washing- 
ton, D.C.—February 28, 1978., 78- 
26865 


Food additives : competitive, regulatory, 
and safety problems : hearings before 
the Select Committee on Small Busi- 
ness, United States Senate, Ninety-fifth 
Congress, first session ... January 13 
and 14, 1977., 78-5655, 78-16297 


Impact of the Administration’s tax stimu- 
lus package on small business and ex- 
amination of employment tax credit 
aternatives : hearing before the Select 
Committee on Small Business, United 
States Senate, Ninety-fifth Congress, 
first session ... February 22, 1977., 
78-5657 


Impact of the cost of regulation on small 
business homebuilders : joint hearing 
before the Select Committee on Small 
Business and the Subcommittee on 
Small Business of the Committee on 
Banking, Housing, and Urban Affairs 
and the Subcommittee on Housing and 
Insurance of the Committee on 
Veteran’s Affairs, United States 
Senate, Ninety-fifth Congress, first ses- 
sion ... Atlanta, Ga., February 16, 
1977., 78-1143 


Interstate land sale full disclosure act : 
hearings before the Select Committee 
on Small Business, United States 
Senate, Ninety-fifth Congress, second 
session ... January 5 and 17, 1978., 
78-22559 


Late payments to contractors by Federal 
agencies : hearing before the Select 
Committee on Smali Business, United 
States Senate, Ninety-fifth Congress, 
first session ... Portland, Oreg., August 
26, 1977., 78-5656 


Legislative calendar - Select Committee 
on Small Business, United States 
Senate., 78-3942 


Minority contracting : joint hearing be- 
fore the Select Committee on Small 
Business, United States Senate, and the 
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Subcommittee on Minority Enterprise 
and General Oversight of the Commit- 
tee on Small Business, House of 
Representatives, Ninety-fifth Congress, 
second session ... February 6, 1978., 
78-19235 


Minority enterprise venture capital act of 
1977 and Small business investment 
company development act of 1977 : 
hearing before the Select Committee 
on Small Business, United States 
Senate, Ninety-fifth Congress, first ses- 
sion, on S. 2156 and S. 2157 ... Oc- 
tober 3, 1977., 78-16298 


Nomination of Milton D. Stewart to be 
Chief Counsel for Advocacy of the 
Small Business Administration : report 
together with a minority view ..., 78- 
22285 


Nomination of Milton Stewart to be 
Chief Counsel for Advocacy of the 
Small Business Administration 
hearings before the Select Committee 
on Small Business of the United States 
Senate, Ninety-fifth Congress, second 
session ... April 14 and 25, 1978., 78- 
26863 


Pension simplification and investment 
rules : joint hearings before the Sub- 
committee on Private Pension Plans 
and Fringe Benefits of the Committee 
on Finance and the Select Committee 
on Small Business, United States 
Senate, Ninety-fifth Congress, first ses- 


sion, on S. 285 ... and §. 901 ..., 78- 
5564 


S. 836, amendments to the SBA’s surety 


bond program : hearing before the 
Select Committee on Small Business, 
United States Senate, Ninety-fifth Con- 
gress, second session, S. 836 ... June 
19, 1978., 78-26864 


Small Business Administration temporary 
drought relief program : report to ac- 
company S. 1306., 78-5920 

Small Business Administration 8(a) con- 
tract procurement program : report of 
the Select Committee on Small Busi- 
ness, United States Senate ... based on 
a hearing before the committee, Janua- 
ry 21, 1976., 78-8349 


Small business and labor surplus areas 
procurement hearing before the 
Select Committee on Small Business, 
United States Senate, Ninety-fifth Con- 
gress, first session, October 6, 
1977., 78-10032 

Small business and the quality of Amer- 
ican life : a compilation of source 
material on the relationship between 


small business and the quality of life, 
1946-76 /, 78-14409 
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Small business energy loan act : report to 
accompany H.R. 11713., 78-16461, 
78-22629 


Small business investment act of 1958., 
78-27082 


Small business investment company 
development act of 1977 : hearing be- 
fore the Select Committee on Small 
Business, United States Senate, Ninety- 
fifth Congress, second session, on S. 
2157 ... January 23, 1978., 78-19234 


Small business issues and priorities., 78- 
24660 


Solar energy : joint hearing before the 
Subcommittees on Energy Production 
and Supply Energy Research and 
Development of the Committee on 
Energy and Natural Resources and the 
Select Committee on Small Business, 
United States Senate, Ninety-fifth Con- 
gress, first session, on the role of small 
business in solar energy, Golden, 
Colo., June 1, 1977., 78-5558 


Will the family farm survive in America? 
: Federal reclamation policy : report of 
the Select Committee on Small Busi- 
ness, United States Senate., 78-14530 


Will the family farm survive in America? 
: Joint hearings before the Select Com- 
mittee on Small Business and the Com- 
mittee on Interior and Insular Affairs, 
United States Senate, Ninety-fourth 
Congress, first session ...., 78-16295 


1978 tax proposals relating to small busi- 
ness analysis of Administration’s 
1978 small business tax proposals and 
certain alternative approaches /, 78- 
19237 


United States. Congress. Senate. Select 
Committee on Small Business. 
Subcommittee on Economic Development, 
Marketing, and the Family Farmer. 

Small business and capital ownership 
development act of 1978 : hearings be- 
fore the Subcommittee on Economic 
Development, Marketing, and _ the 
Family Farmer of the Select Commit- 
tee on Small Business, United States 
Senate, Ninety-fifth Congress, second 
session ... March 16 and 20, 1978., 
78-22561 


United States. Congress. Senate. Select 
Committee on Small Business. 
Subcommittee on Government 
Procurement. 

Small Business Administration procure- 
ment assistance programs : hearing be- 
fore the Subcommittee on Government 
Procurement of the Select Committee 
on Small Business, United States 
Senate, Ninety-fifth Congress, second 
session February 7, 1978., 78- 
19236 
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Small business procurement expansion 
and simplification act : hearings before 
the Subcommittee on Government 
Procurement of the Select Committee 
on Small Business, United States 
Senate, Ninety-fifth Congress, second 
session, on S. 2259 ... February 7 and 
April 18, 1978., 78-22560 


United States. Congress. Senate. Select 
Committee on Small Business. 
Subcommittee on Governmeat Regulation 
and Small Business Advocacy. 

S. 1726, Small business economic policy 
and advocacy reorganization act of 
1977 : joint hearings before the Sub- 
committee on Government Regulation 
and Small Business Advocacy of the 
Select Committee on Small Business 
and the Subcommittee on Economic 
Growth and Stabilization of the Joint 
Economic Committee, United States 
Senate, Ninety-fifth Congress, first ses- 
sion June 29, July 21, and 
November 21, 1977., 78-22558 


Small Business Administration paperwork 
: hearing before the Subcommittee on 
Government Regulation and Small 
Business Advocacy of the Select Com- 
mittee on Small Business, United 
States Senate, Ninety-fifth Congress, 
first session ... September 21, 1977., 
78-2300 


Small business economic policy and ad- 
vocacy reorganization act of 1977., 
78-22558 


United States. Congress. Senate. Select 
Committee on Small Business. 
Subcommittee on Monopoly. 
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Program for the trade of automobile 
mechanic., 78-4424 

DA pam 621 ; 67. 

The US Army Ordnance and Chemical 
Center and School Apprenticeship 
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ship program for the trade of photog- 
rapher, motion picture., 78-6489 

DA pam 621 ; 105. 

The US Army Air Defense School ap- 
prenticeship program for the trade of 
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prenticeship program for the trade of 
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The US Army Engineer School ap- 
prenticeship program for the trade of 
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School apprenticeship program for the 
trade of electronic technician (radar)., 
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trade of aerial photograph interpreter., 
78-20218 

DA pam 700 ; 40. 

Defense integrated data system (DIDS) 
materiel management decision rule ta- 
bles., 78-20105, 78-20106, 78- 
20107 

DA pam 750 ; 14. 

Logistics support plan DCS automatic 
digital network (AUTODIN), auto- 
matic switching centers., 78-20219 

DA pam 750 ; 34. 

Preventive maintenance of lead-acid bat- 
teries : the ‘lectric factory., 78-20220 

Defense acquisition radar crewman 
commander’s manual., 78-205 


Dental laboratory specialist., 78-23091 

Dental laboratory specialist : com- 
mander’s manual., 78-4350 

Dental laboratory specialist : soldier’s 
manual., 78-1504, 78-4351 


Dental specialist : commander’s manual., 
78-4364 


Dental specialist : soldier’s manual., 78- 
4365 


Dependents’ education : educational 
scholarships, loans, and financial aids., 
78-4420 

Dependents’ education : high school 
completion programs for Army depen- 
dent spouses., 78-8705 

Digital computers., 78-10715 


Digital subscriber terminal equipment 
repairman., 78-8692 

Digital subscriber terminal equipment 
repairman, MOS 34F., 78-15053 

The do-it-yourself of moving personal 
property., 78-20209 

Driver; the traffic safety magazine for the 
military driver., 78-3092 

Dust control., 78-12653 


Ear, nose and throat specialist : Com- 
mander’s manual., 78-1521 


Ear, nose and throat specialist : soldier’s 
manual., 78-1522, 78-1523 


Engineered performance standards facili- 
ties maintenance : janitorial hand- 
book., 78-23182 


Enlisted bandleader., 78-6443 


Environmental health specialist : com- 
mander’s manual., 78-1532 
Environmental health specialist : soldier's 
manual., 78-1519, 78-4373 
Environmental protection : planning in 
the noise environment., 78-20410 
Explosive ordnance disposal detachments 


: Army Training and Evaluation Pro- 
gram., 78-20205 





Explosive ordnance disposal specialist : 
Commander’s manual., 78-203 

Eye specialist 
78-1526 


Eye specialist : soldier’s manual., 78- 
1527, 78-4377 


FA radar crewman, MOS 17B., 78- 
20152 


FA radar crewman, skill level 1/2., 78- 
20153 


FA radar crewman, skill level 3., 78- 
20154 


: commander’s manual., 


FA target acquisition senior sergeant., 
78-20150 


FA target acquisition specialist., 78- 
20155 

Fabric repairman., 78-10703 

Fabric 
20171 


Fabric repairman, MOS 43M skill levels 
1 and 2., 78-10702 

Facilities engineering resources 
management system., 78-15067 


repairman, MOS 43M., 78- 


F&E systems repairman., 78-25185 


The field artillery cannon battery., 78- 
20156 


The field artillery observer., 78-23089 
Field artillery radar systems., 78-25176 


Field artillery surveyor, skill level 1/2., 
78-20157 


Field artillery target acquisition., 78- 
25175 


Field artillery target acquisition senior 
sergeant., 78-20151 

Field artillery target 
weapons employment 
78-20158 


Field behavior of chemical, biological, 
and radiological agents., 78-10677 


analysis and 
: nonnculear., 


Fire control computer repairman., 78- 
8683, 78-23095 


Fire control instrument repairman., 78- 
10690 


Fire support in combined arms opera- 
tions., 78-15047 


Fire support specialist, MOS 13F, skill 
level 1/2 : soldier’s manual., 78-4344 

Fire support specialist, MOS 13F, skill 
level 3 : soldier’s manual., 78-4345 

Flight operations chief 
manual., 78-6440, 78-6441 

Food service specialist, MOS 94B : com- 
mander’s manual., 78-4387 

Food service specialist, MOS 94B, skill 
level 5 : soldier’s manual., 78-4390 

Food service specialist, MOS 94B, skill 


levels | and 2 : soldier’s manual., 78- 
4388 


soldier's 
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Food service specialist, MOS 94B, skill 
levels 3 and 4 : soldier’s manual., 78- 
4389 


Formal schools catalog., 78-12697, 
78-12698 


General aircraft maintenance manual., 
78-6439 


General provisions for airfield design., 
78-23087 


General supply company, general support 
: Army training and evaluation pro- 
gram., 78-6481 


Grader road motorized, 
DSL,DRVN,HVY 6x4, front wheel 
steer, model 440 HA, NSN: 3805-00- 
931-7881, LIN: J74852., 78-4403 


Graves __ registration 
10707, 78-10709 

Graves registration specialist, MOS 57F 
skill level 1 and 2., 78-10708 

Graves registration specialist, MOS 57F 
skill level 4., 78-10710 

Ground surveillance radar crewman for 
skill levels 1/2/3., 78-6466 

Ground surveillance radar crewman for 
skill levels 4/5., 78-10727 


Ground surveillance radar crewman, 
MOS 17K : commander's manual., 
78-15056 


Guitar player, skill levels 1-2-3., 78- 
6458 


Handbook on Soviet ground forces., 
78-15057 


Hawk fire control crewman 
mander’s manual., 78-204 


specialist., 78- 


Hercules fire control crewman., 78- 
20198 


Hercules fire control crewman : com- 
mander’s manual., 78-6476 


Hercules Missile crewman : commander's 
manual., 78-4406 


Hospital food service specialist., 78- 
6449, 78-20161 

Image interpretation., 78-6469 

Image interpreter., 78-6468, 78-20191 
Image interpreter (MOS 96D) for skill 
level 5., 78-12687 

Improved Hawk continuous wave radar 
repairer., 78-25182 

Improved Hawk [fire control, pulse 
radar, cw radar, launcher § and 


mechanical systems] repairer., 78- 
23093 


Improved Hawk fire control repairer., 
78-23092, 78-25179 


Improved Hawk launcher and mechani- 
cal systems repairer., 78-23094 


Improved Hawk maintenance chief., 
78-20163, 78-25183 
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Improved Hawk pulse radar repairer., 
78-25180, 78-25181 


Indentification of deceased personnel., 
78-15052 


Index of blank forms., 78-23108, 78- 
25199 


Index of supply catalogs and supply 
manuals., 78-25201 


Index of supply catalogs and supply 
manuals (excluding types 7, 8, and 9), 
78-25202, 78-25203 


Index of technical publications : techni- 
cal manuals, technical bulletins, supply 
manuals (types 7, 8, and 9), supply 
bulletins, and lubrication orders., 78- 
6482, 78-25200 

Individual defense : NBC., 78-6464 


The infantry battalion : (infantry, air- 
borne, air assault, ranger), 78-23090 
Infantryman, 11B/11C 
manual., 78-1501 


Intelligence analyst (MOS 96B), 78- 
10728, 78-10729 

Intelligence analyst (MOS 96B) for skill 
level 4., 78-10730 

Intelligence analyst (MOS 96B) for skill 
level 5., 78-10731 


Interrogator, skill level 1/2/3/4, MOS 
96C : commander’s manual., 78-1533 


commander's 


Inventory management., 78-20193 
Janitorial handbooks., 78-23182 


Lance operations/fire direction specialist, 
MOS 15J3, skill level 3 soldier’s 
manual., 78-4346 


Land combat/light air defense system 
maintenance chief., 78-20165 


Land combat/light air defense system 
maintenance chief, MOS 27Z, skill 
level 5 : soldier’s manual., 78-15050 


Land combat missile maintenance super- 
visior., 78-12665 


Laundry and bath specialist., 78-10705, 
78-10706 


Laundry and bath specialist, MOS 57E., 
78-10704 


LCSS _ specialist/lance 
12663 


LCSS test specialist/lance repairer., 78- 
12662 


LCSS test specialist/lance repairer, MOS 
27B, skill level 3 : soldier’s manual., 
78-12664 


Light air defense systems maintenance 
chief, MOS 27G, skill level 4 : soldier's 
manual., 78-12673 

Logistics : 
20193 


repairer., 78- 


inventory management., 78- 
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Logistic[s] : logistics functional systems 
requirements : supply accounting and 
management information system 
(SAMIS)., 78-10673 


Logistics support plan DCS automatic 
digital network (AUTODIN), auto- 
matic switching centers., 78-20219 


Maintenance and repair parts : consump- 
tion planning guide for contingency 
operations : grader road motorized, 
DSL DRVN, HVY 6x4, front wheel 
steer, model 440 HA, NSN: 3805-00- 
931-7881, LIN: J74852., 78-4403, 
78-4404, 78-4405, 78-6471, 78- 
6472, 78-6473, 78-20196, 78- 
20197, 78-23103 


Maintenance and repair parts consump- 
tion guide for contingency operations : 
armanent : recovery vehicle, M578., 
78-23102 


Maintenance and repair parts consump- 
tion guide for contingency operations : 
carrier personnel full tracked, ar- 
mored, M113A1, NSN, 2350-00-968- 
6321, LIN, D12087., 78-12688 


Maintenance and repair parts consump- 
tion guide for contingency operations : 
communications center: AN/TSC-76., 
78-25192 


Maintenance and repair parts consump- 
tion guide for contingency operations : 


electonics switchboard, telephone, 
manual: SB-86/P., 78-23104 


Maintenance and repair parts consump- 
tion guide for contingency operations : 
radio teletypewriter set: AN/VSC-2., 
78-25191 


Maintenance and repair parts consump- 
tion guide for contingency operations : 
tank-automotive: combat engineer 
vehicle, M728., 78-23101 


Maintenance and repair parts consump- 
tion guide for contingency operations : 
tank automotive: truck: 2 1/2 ton, 
M3SA2., 78-23100 


Maintenance and repair parts consump- 
tion guide for contingency operations 


troop support generator, 60 KW 
400hz., 78-23099 


Maintenance and repair parts consump- 
tion planning guide for contingency 
operations : aviation, helicopter, utili- 
ty, UH-1H., 78-8703 

Maintenance and repair parts consump- 
tion planning guide for contingency 


operations : electronics radio set, 
AN/VRC-12., 78-20195 


Maintenance and repair parts, consump- 
tion planning guide for contingency 
operations machine gun, 7.62mm, 
light, flexible, M60., 78-6474 
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Maintenance and repair parts consump- 
tion planning guide for contingency 
operations recovery vehicle, full 
tracked: medium M88; NSN: 2350-00- 
678-5772; LIN: R50681., 78-8702 


Maintenance and repair parts consump- 
tion planning guide for contingency 
operations terminal: _telegraph- 
telephone: AN/TCC-29., 78-25193 


Maintenance and repair parts for con- 
sumption planning guide for contingen- 
cy operations : troop support: bridge, 
armor vehicle launch, scissor type, 
M60 series tank chassis, transporting: 
NSN: 5420-00-88902020; 5420-00- 
522-9599: LIN: L43664; C20414., 
78-20194 


Maintenance of waterfront facilities., 
78-25106 


Maneuver combat arms sergeant, 11Z50 
: solider’s manual., 78-4348 


Marine senior sergeant : commander’s 


manual., 78-6478 


Markets for the military writer /, 78- 
4335 


Masonry structural design for buildings., 
78-12652 


Material supplyman., 78-12682 


Material supplyman MOS 76D skill 
levels 1 and 2 : soldier’s manual., 78- 
20172 


Mechanical maintenance supervisor., 
78-20169 


Mechanical maintenance supervisor, skill 
level 5., 78-12679 

The mechanized infantry platoon and 
squad., 78-4347 


Medical laboratory specialist : soldier’s 
manual., 78-1528, 78-4378, 78- 
4379 

Medical platoons and sections organic to 
combat and combat support battalions/ 
squadrons., 78-23105 

Medical specialist., 78-6447 


Medical 
manual., 


specialist 
78-4357 
Medical specialist : soldier’s manual., 
78-4358, 78-4359, 78-4360 
Medical supply specialist 
manual., 78-1505 
Medical supply specialist 
manual., 78-20159 
Medium helicopter repairer., 
78-20201 
Metalworker., 78-25184 


Military administrative law handbook., 
78-25197 


Military intelligence com- 
pany/detachment counterintelligence., 
78-12696 


commander’s 


: commander’s 


soldier’s 


78-12689, 
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Military justice 
20207 

Military law 
23107 


Military personnel office level 
procedures., 78-12701, 78-12702 


Military personnel office, management, 
and administrative procedures : May 
31, 1971., 78-25204 

Military police., 78-4398 


Military police : commander’s manual : 
MOS 95B., 78-20187 


Military police soldier’s manual, skill 
level 1 & 2., 78-8698 


Military police soldier’s manual, skill 
level 3., 78-10725 


Military police soldier’s manual, skill 
level 5., 78-6463 


Military publications : index of adminis- 
trative publications : regulations, circu- 
lars, pamphlets, posters, Joint Chiefs of 
Staff publications, DoD and miscel- 
laneous publications., 78-20211 


: trial procedure., 78- 


review., 78-3020, 78- 


Military publications : index of blank 
forms., 78-23108, 78-25199 


Military publications : index of supply 
catalogs and supply manuals 
(excluding types 7, 8, and 9)., 78- 
25201, 78-25202, 78-25203 

Missile support unit operations., 78- 
12695 


Missile tank turret mechanic., 78-20186 


Missile tank turret mechanic MOS 45R, 
skill levels one/two., 78-8697 


MOS 63F, recovery specialist, skill level 
one/two., 78-12678 


Movement of military impedimenta by 
commercial carriers., 78-4338 


Multichannel communications equipment 
operator., 78-25188 

NBC (nuclear, biological and chemical) 
defense., 78-20190 


NCR computer repairman., 78-20180 


Nuclear, chemical 


defense., 


biological, and 
78-20190 
Nuclear medicine specialist 
mander’s manual., 78-4376 
Nuclear medicine specialist 
manual., 78-4375 


Nuclear weapons electronic specialist : 
commander’s manual., 78-200 


soldier’s 


Nuclear weapons electronic specialist : 
soldier’s manual., 78-4380 


Nuclear weapons maintenance specialist : 
commander’s manual., 78-8686 


Nuclear weapons maintenance specialist : 
soldier’s manual., 78-10694 





Oboe player, skill levels 
10717 


Observation/scout helicopter repairer., 
78-10732, 78-10733 


Occupational therapy specialist 
mander’s manual., 78-1512 


Occupational therapy specialist : soldier's 
manual., 78-1513, 78-4369 


Office machine repairman., 78-10699 


Office machine repairman, MOS 41J., 
78-10697 


Office machine repairman, MOS 41] skill 
levels 1 and 2., 78-10698 


Operating room specialist., 


1-2-3., 78- 


: com- 


78-25178 
Operating room specialist : commander’s 
manual., 78-1506 


room specialist 
78-1507 


Operation and maintenance of ordnance 
materiel in cold weather (0 to 65 F)., 
78-15051 


Operation of citizens band radio equip- 
ment, effective 15 November 1977., 
78-25171 


Operations and training : Redeye., 78- 
25195 


Operations sergeant., 


Operating 
manual., 


soldier’s 


78-15044 


Operator’s manual radio sets 


AN/VRC-12, AN/VRC-43, AN/VRC- 


44, AN-VRC-45, AN-VRC-46, 
AN/VRC-47, AN/VRC-48, AN/VRC- 
49 ((used without intercom systems)., 
78-4337 


Opposing forces : Europe., 78-6470 


Optical laboratory 
mander’s manual., 


specialist 
78-1529 


Optical laboratory specialist 
manual., 78-4352 
Orthopedic specialist 
manual., 78-4367 
Orthopedic specialist : soldier’s manual., 

78-197, 78-4368 
Orthoptic specialist : soldier’s manual., 
78-1503 


Orthotic 
manual., 


com- 
: soldier’s 


commander’s 


specialist 
78-4349 


Orthotic specialist : 
78-1502 

Parachute rigger, MOS 43E., 78-10700 

Parachute rigger, MOS 43E skill level 3., 
78-10701 


Parachute rigger, MOS 43E skill level 4., 
78-12681 


Parachute rigger, MOS 43E skill levels 1 
and 2., 78-12680 
Patient administration specialist, Clinical 


out patient health record., 78-4353, 
78-4356 


commander's 


soldier’s manual., 
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Patient administration specialist 
er’s manual., 78-4354, 78-4355 

Percussion group leader soldier’s 
manual [MOS 02R, skill level 4]., 
78-8694 


Pershing electrical-mechanical repairer., 
78-12677 


: soldi- 


Pershing electrical-mechanical repairer, 
MOSC 46N, skill levels 1 and 2 : soldi- 
er’s manual., 78-12676 


Pershing electronics/electrical-mechani- 
cal repairer., 78-12661 

Pershing electronics materiel specialist, 
skill level 1/2., 78-8680 

Pershing electronics materiel  spe- 
cialist/supervisor., 78-12657 

Pershing electronics materiel supervisor, 
skill level 3., 78-6445 

Pershing electronics 
12658, 78-20162 

Pershing maintenance chief, MOS 21L, 


skill level 5 : soldier’s manual., 78- 
12660 


repairer., 78- 


Pershing maintenance supervisor, MOS 
21L, skill level 4 : soldier’s manual., 
78-12659 


Personnel security precautions against 
acts of terrorism., 78-15066 


Petroleum _ laboratory 


20178 


Petroleum laboratory specialist, MOS 
92C, skill level 3., 78-6456 


Petroleum supply point equipment and 
operations., 78-6451 


Petroleum supply specialist., 
78-10711 


Petroleum supply specialist, MOS 76W, 
skill level 3., 78-6455 

Petroleum supply specialist, MOS 76W, 
skill levels 1 and 2., 78-8689 


Petroleum tank vehicle operations., 78- 
23096 


specialist., 78- 


78-6454, 


Petroleum terminal and pipeline opera- 
tions., 78-10696 


Pharmacy specialist : soldier’s manual., 
78-4371 


Physical therapy specialist 
manual., 78-1511, 
Physicial therapy 
mander’s manual., 


soldier’s 
78-20160 
specialist 
78-1530 
Power generation equipment repairer., 
78-20145 
Preventive maintenance of lead-acid bat- 
teries : the ‘lectric factory., 78-20220 
Procedures for rapid deployment, 
redeployment, and retrograde : facility 
development guide., 78-20141 


Procurement law., 78-20206 
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Programmer/analyst skill level 1/2 and 
3., 78-4393 

Programmer/analyst skill levels | and 2., 
78-10721 

Projects recommended for deauthoriza- 
tion, annual report., 

Projects recommended for deauthoriza- 
tion, annual report. Supplement., 78- 
24676, 78-24677, 78-25221 

Psychiatric 
manual., 


specialist commander's 


78-195 
Psychiatric specialist : soldier's manual., 
78-196, 78-1508 


Quartermaster equipment repairman., 
78-10695 
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Ecological research series ; EPA-600/3- 
77-105. 

Nonpoint source - stream nutrient level 


relationships : a nationwide study /, 
78-12883 


Ecological research series ; EPA-600/3- 
77-106. 

The trophic status and phosphorus 
loadings of Lake Champlain /, 78- 
1569 
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Ecological research series ; EPA-600/3- 
77-122. 

Movement of mercury-203 in plants /, 
78-6565 


Ecological research series ; EPA-600/3- 
77-124. 

Distribution of phytoplankton in Mary- 
land lakes /, 78-6566 


Ecological research series ; EPA-600/3- 
77-125. 

Survey of chemical factors in Saginaw 
Bay (Lake Huron) /, 78-6567 


Ecological research series ; EPA-600/3- 
77-128. 

The effects of oxidant air pollutants on 
soybeans, snap beans and potatoes /, 
78-12884 


Ecological research series ; EPA-600/3- 
77-129. 

Septic tank disposal systems as 
phosphorus sources for surface waters 
/, 78-12885 


Ecological research series ; EPA-600/3- 
78-001. 

Distribution and importance of 
phytoplankton in the Atchafalaya 
Basin /, 78-12886 


Ecological research series ; EPA-600/3- 

78-002. 
Relationships of productivity and 
problem conditions to ambient 
nutrients National Eutrophication 
Survey findings for 418 Eastern lakes 
/, 78-12887 


Ecological research series ; EPA-600/3- 
78-004. 

A paleolimnological comparison of 
Burntside and Shagawa Lakes, 
northeastern Minnesota /, 78-12888 


Ecological research series ; EPA-600/3- 
78-005. 

Annotated bibliography on biological ef- 
fects of metals in aquatic environ- 
ments., 78-20694 


Ecological research series ; EPA-600/3- 
78-008. 

Summary analysis of the North American 
(US portion) OECD eutrophication 
project nutrient loading - lake 
response relationships and _ trophic 
state indices /, 78-20695 

Ecological research series ; EPA-600/3- 
78-011. 

Distribution of phytoplankton in Georgia 
lakes /, 78-12889 

Ecological research series ; EPA-600/3- 
78-013. 

Distribution of phytoplankton in Ken- 
tucky lakes /, 78-12890 

Ecological research series ; EPA-600/3- 
78-014. 

Distribution of phytoplankton in New 
Jersey lakes /, 78-15257 





Ecological research series ; EPA-600/3- 
78-015. 

Distribution of phytoplankton in Ohio 
lakes /, 78-15258 

Ecological research series ; EPA-600/3- 
78-016. 

Distribution of phytoplankton in Tennes- 
see lakes /, 78-15259 


Ecological Research series ; EPA-600/3- 
78-021. 

The bioenvironmental impact of a coal- 
fired power plant : third interim re- 
port, Colstrip, Montana, December 
1977 /, 78-17088 

Ecological research series ; EPA-600/3- 
78-022. 

New York Bight suspended matter and 
oceanographic data, 1973-1974 : total 
suspended matter, Traverse Stations, 
June 1974, and prior cruises : total 
suspended matter and physical oceano- 
graphic data, June-July 1974 cruise : 
total suspended matter, December, 
1974 cruise /, 78-20696 


Ecological research series ; EPA-600/3- 
78-023. 

Toxicity of residual chlorine compounds 
to aquatic organisms /, 78-17089 


Ecological research series ; EPA-600/3- 
78-024. 

A user’s guide for REDEQL.EPA : a 
computer program for chemical 
equilibria in aqueous systems /, 78- 
17090 


Ecological research series ; EPA-600/3- 
78-025. 
Phytoplankton sampling in quantative 


baseline and monitoring programs /, 
78-12891 


Ecological research series ; EPA-600/3- 
78-026. 

Guidelines for zooplankton sampling in 
quantitative baseline and monitoring 
programs /, 78-12892 


Ecological research series ; EPA-600/3- 
78-027. 

Distribution of phytoplankton’ in 
Delaware lakes /, 78-15260 


Ecological research series ; EPA-600/3- 
78-029. 

Simulation of nitrogen movement, trans- 
formation, and uptake in plant root 
zone /, 78-17091 

Ecological research series ; EPA-600/3- 
78-030. 

Techniques for sampling and analyzing 
the marine macrobenthos /, 78-20697 

Ecological research series ; EPA-600/3- 
78-032. 

Power plant cooling water chlorination in 
northern California /, 78-17092 
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Ecological research series ; EPA-600/3- 
78-033. 

Effects of diversion and alum application 
on two eutrophic lakes /, 78-15261 
Ecological research series ; EPA-600/3- 

78-035. 
Biological availability of pollutants to 
marine organisms /, 78-17093 


Ecological research series ; EPA-600/3- 
78-037. 


Ethylmercury : formation in plant tissues 


and relation to methylmercury forma- 
tion /, 78-20698 


Ecological research series ; EPA-600/3- 


78-038. 


Time series experiments for studying 


plant growth response to pollution /, 
78-20699 


Ecological research series ; EPA-600/3- 


78-049 


A rapid method for estimating log P for 


organic chemicals /, 78-23452 


Ecological research series ; EPA-600/3- 


78-050 


Distribution of phytoplankton in Illinois 


lakes /, 78-23453 


Ecological research series ; EPA-600/3- 


78-053. 


Simulation of nutrient loss from soils due 


to rainfall acidity /, 78-23454 


Ecological research series ; EPA-600/3- 


78-054. 


Factors influencing the volatilization of 


mercury from soil /, 78-25618 


Ecological research series ; EPA-600/3- 


78-055. 


Research on control technology for ice 


fog from mobile sources /, 78-25619 


Ecological research series ; EPA-600/3- 


78-056. 
Transport of agricultural chemicals from 


small upland Piedmont watersheds /, 
78-25620 


Ecological research series ; EPA-600/3- 


78-060. 

Surfactant effects on pesticide 
photochemistry in water and soil /, 
78-23455 

Ecological research series ; EPA-600/3- 
78-080. 


User’s manual for agricultural runoff 


management (ARM) model /, 78- 
25621 


Ecological research series ; EPA-650/3- 
74-008. 

Effects of air pollutants on textile fibers 
and dyes /, 78-10927 

Ecological research series ; EPA-660/3- 
74-027. 

Pharmacokinetics of toxic elements in 
rainbow trout /, 78-6568 
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Energy/environment R&D decision series 
; EPA-600/9-77-012. 
Energy/environment IIl., 78-6588 


Energy/environment R&D decision series 
; EPA-600/9-77-013. 

Advanced fossil fuels and the environ- 
ment : an executive report., 78-6589 


Energy/environment R&D decision series 
; EPA-600/9-77-017. 

Coal cleaning with scrubbing for sulfur 
control : an _ engineering/economic 

78-12989 


Energy/environment R&D decision series 
; EPA-600/9-77-018. 

Appalachian mineral resource develop- 
ment : environmental factors., 78- 
12988 


Energy/environment R&D decision series 
; EPA-600/9-77-019. 

Alaskan oil transportation issues., 78- 
10958 


Energy/environment R&D decision series 
; EPA-600/9-77-031. 

Bibliography of the interagency ener- 
gy/environment R&D program., 78- 
12990 


summary /, 


Energy/environment R&D decision series 
; EPA-600/9-77-032. 

Energy from the West : a progress report 
of a technology assessment of western 
energy resource development ... /, 
78-23529 


Energy/environment R&D decision series 
; EPA-600/9-77-033. 

Oil shale and the environment., 78- 
12991 


Energy/environment R&D decision series 
; EPA-600/9-78-002. 

Who’s who IV in the interagency ener- 
gy/environment R & D program., 78- 
23530 


Environmental assessment of substance 
disposal of municipal wastewater treat- 
ment sludge : interim report ; prepared 
by Ronald Lofy., 78-241 

Environmental facts., 78-3111 


Environmental health effects research se- 
ries ; EPA-600/1-77-038. 

Behavior and physiological correlates of 
varying noise environments /, 78-282 

Environmental health effects research se- 
ries ; EPA-600/1-78-019. 

Contaminants associated with direct and 


indirect reuse of municipal wastewater 
/, 78-15280 

Environmental health effects research se- 
ries ; EPA-600/1-78-032. 

Health implications of sewage treatment 
facilities /, 78-25642 

Environmental health effects research se- 
ries ; EPA-600/1-78-045. 

Human population exposures to mirex 
and kepone /, 78-25643 
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Environmental impact of land use on 
water quality : final report on the 
Black Creek Project : technical report 
/, 78-25596 

Environmental monitoring series ; EPA- 
R4-72-003. 

Analysis for mercury in water : a prelimi- 
nary study of methods /, 78-12937 


Environmental monitoring series ; EPA- 
600/4-75-015. 

National eutrophication survey : data 
acquisition and laboratory analysis 
systems for lake samples /, 78-6579 


Environmental monitoring series ; EPA- 
600/4-76-050. 
Procedures for evaluating operations of 


water monitoring networks /, 78- 
12938 


Environmental monitoring series ; EPA- 
600/4-76-061. 

On-line measurement of the infrared 
spectra of gas chromatographic eluents 
/, 78-12939 


Environmental monitoring series ; EPA- 
600/4-77-024. 

Environmental requirements and _pollu- 
tion tolerance of common freshwater 
chironmidae /, 78-1575 


Environmental monitoring series ; EPA- 
600/4-77-026. 

Standardization of stationary source 
method for vinyl chloride /, 78-12940 


Environmental monitoring series ; EPA- 
600/4-77-029. 

The status of indoor air pollution 
research 1976 : final report /, 78- 
1576 


Environmental monitoring series ; EPA- 
600/4-77-034. 

Determination of trace metals in ef- 
fluents by differential pulse anodic 
stripping voltametry /, 78-4577 


Environmental monitoring series ; EPA- 
600/4-77-036. 
Symposium for discussion of the Los An- 


geles Catalyst Study : proceedings /, 
78-1577 


Environmental monitoring series ; EPA- 
600/4-77-039. 

Sampling of water and wastewater /, 
78-283 


Environmental monitoring series ; EPA- 
600/4-77-043. 

The status and quality of radiation mea- 
surements for air /, 78-6580 


Environmental monitoring series ; EPA- 
600/4-77-047. 
Status and quality of radiation measure- 


ments ; food and human urine /, 78- 
6581 
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Environmental monitoring series ; EPA- 
600/4-78-005. 

Water quality indices : a survey of in- 
dices used in the United States /, 78- 
12941 


Environmental monitoring series ; EPA- 
600/4-78-008. 

Overhead environmental monitoring with 
light utility aircraft : demonstration 
and evaluation of the system /, 78- 
12942 


Environmental monitoring series ; EPA- 
600/4-78-011. 
Preparation of water samples for asbestos 


fiber counting by electron microscopy 
/, 78-17152 


Environmental monitoring series ; EPA- 
600/4-78-012. 

Methods for measuring the acute toxicity 
of effluents to aquatic organisms /, 
78-12943 


Environmental monitoring series ; EPA- 
600/4-78-017. 

Procedure for the evaluation of environ- 
mental monitoring laboratories /, 78- 
17153 


Environmental monitoring series ; EPA- 
600/4-78-019. 

Comparision of methods for the deter- 
mination of total available residual 
chlorine in various sample matrices /, 
78-20746 


Environmental monitoring series ; EPA- 
600/4-78-026. 

Auto-answer circuit design for an Ander- 
son Jacobson AD 342 modem /, 78- 
23482 


Environmental monitoring series ; EPA- 
600/4-78-032. 

Environmental radioactivity laboratory 
intercomparison studies program, 
1978-1979 /, 78-25644 


Environmental monitoring series ; EPA- 
600/4-78-036. 

Air monitor siting by objective /, 78- 
25645 


Environmental monitoring series ; EPA- 
600/4-78-039. 

Analysis of radioactive contaminants in 
by-products from coal-fired power 
plant operations /, 78-25646 


Environmental monitoring series ; EPA- 
600/4-78-040. 

Macroinvertebrate sampling techniques 
for streams in semi-arid regions : com- 
parison of the Surber method and a 
unit-effort traveling kick method /, 
78-23484 


Environmental monitoring series ; EPA- 
650/4-74-048. 

An evaluation of arsenite procedure for 
determination of nitrogen dioxide in 
ambient air /, 78-12944 
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Environmental monitoring series ; EPA- 
650/4-75-024 g. 

Guidelines for quality assurance pro- 
grams for mobile source emissions 
measurement systems /, 78-6582 

Environmental monitoring series ; EPA- 
670/4-74-007. 

Evaluation of the Ryan waterproof ther- 
mograph (modes F-3G6) /, 78-12945 


Environmental news., 78-3099 


The Environmental Protection Agency 
and the protection of farmland : re- 
marks by the Honorable Douglas M. 
Costle, Administrator, U.S. Environ- 
mental Protection Agency, prepared 
for delivery before the Massachusetts 
Farm Tour, Essex Agricultural and 
Technical Institute, Danvers, Mass., 
Thursday, August 25, 1977., 78-4571 


Environmental Protection Agency 
planning and budgeting guidance., 
78-23438 


Environmental protection technology se- 
ries ; 

Application of foam scrubbing to fine 
particle control : phase II /, 78-15266 


Environmental protection technology se- 
ries ; 

Use of organic solvents in textile sizing 
and desizing /, 78-15267 


Environmental protection technology se- 
ries ; EPA-600/2-75-037. 

Test evaluation of Cat-Ox high efficiency 
electrostatic precipitator /, 78-12893 


Environmental protection technology se- 
ries ; EPA-600/2-75-050. 

EPA alkali scrubbing test facility : ad- 
vanced program : first progress report., 
78-20700 


Environmental protection technology se- 
ries ; EPA-600/2-75-077. 

Evaluation of the correlation spectrome- 
ter as an era SO monitor /, 78-8738 


Environmental protection technology se- 
ries ; EPA-600/2-76-012a. 

Sampling and analytical strategies for 
compounds in petroleum refinery 
streams /, 78-256 


Environmental protection technology se- 
ries ; EPA-600/2-76-023. 
Tentative procedures for particle sizing 


in process streams : cascade impactors 
/, 78-12894 


Environmental protection technology se- 
ries ; EPA-600/2-76-032d. 
Source assessment /, 78-10928 


Environmental protection technology se- 
ries ; EPA-600/2-76-035. 

Evaluation of eight novel fine particle 
collection devices /, 78-12895 





Environmental protection technology se- 
ries ; EPA-600/2-76-045. 

Elimination of washer slimes from the 
production of phosphate chemicals /, 
78-12896 

Environmental protection technology se- 
ries ; EPA-600/2-76-047. 

Molecular sieve tests for control of sul- 
furic acid plant emissions /, 78-17094 


Environmental protection technology se- 
ries ; EPA-600/2-76-050. 

Economic assessment of backfitting 
power plants with closed-cycle cooling 
systems /, 78-12897 


Environmental protection technology se- 
ries ; EPA-600/2-76-054. 

Control of steel plant scarfing emissions 
using wet electrostatic precipitators /, 
78-20701 


Environmental protection technology se- 
ries ; EPA-600/2-76-056. 

Comparison of fossil and wood fuels /, 
78-6569 


Environmental protection technology se- 
ries ; EPA-600/2-76-057. 

Carbon oxidation catalyst mechanism 
study for fuel cells /, 78-10929 


Environmental protection technology se- 
ries ; EPA-600/2-76-060. 

Hyperfiltration for renovation of textile 
finishing plant wastewater /, 78- 
12898 


Environmental protection technology se- 
ries ; EPA-600/2-76-065. 

Assessment of particle control technolo- 
gy for enclosed asbestos sources 
phase II /, 78-15262 

Environmental protection technology se- 
ries ; EPA-600/2-76-066. 

Evaluation of turbulent agglomeration 
for fine particle control /, 78-12899 


Environmental protection technology se- 
ries ; EPA-600/2-76-069. 

Environmental assessment perspectives /, 
78-20702 


Environmental protection technology se- 
ries ; EPA-600/2-76-070. 

Disposal of flue gas cleaning wastes : 
EPA Shawnee field evaluation, initial 
report /, 78-17095 


Environmental protection technology se- 
ries ; EPA-600/2-76-073. 

Wind tunnel evaluation of particle sizing 
instruments /, 78-20703 


Environmental protection technology se- 
ries ; EPA-600/2-76-074. 

Effect of filtration parameters on dust 
cleaning fabrics /, 78-17096 


Environmental protection technology se- 
ries ; EPA-600/2-76-078. 

Cost estimates methodology for once- 
through cooling water discharge 
modifications /, 78-17097 
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Environmental protection technology se- 
ries ; EPA-600/2-76-079. 
Flare systems study /, 78-12900 


Environmental protection technology se- 


ries ; EPA-600/2-76-090. 


Clean fuels from agricultural and forestry 


wastes /, 78-17098 


Environmental protection technology se- 


ries ; EPA-600/2-76-093a. 


Environmental assessment sampling and 
strategy program /, 78- 


analyticai 
17099 


Environmental protection technology se- 


ries ; EPA-600/2-76-125. 


Application of foam scrubbing to fine 


particle control : phase I/, 78-20704 


Environmental protection technology se- 


ries ; EPA-600/2-76-132. 


Electrostatis capture of fine particles in 


fiber beds /, 78-20705 


Environmental protection technology se- 


ries ; EPA-600/2-76-153. 


Fuel gas environmental impact /, 78- 


17100 


Environmental protection technology se- 


ries ; EPA-600/2-76-167. 
Metals 


profiles with environmental aspects /, 
78-15263 


Environmental protection technology se- 


ries ; EPA-600/2-76-172. 
Fine particle emissions 
system user guide /, 78-12901 


Environmental protection technology se- 


ries ; EPA-600/2-76-173. 
Fine particle emissions 


system reference manual /, 78-12902 


Environmental protection technology se- 


ries ; EPA-600/2-76-200. 
Study of 


20706 


Environmental protection technology se- 


ries ; EPA-600/2-76-207. 


Wastewater treatment by natural and ar- 


tificial marshes /, 78-15264 


Environmental protection technology se- 


ries ; EPA-600/2-76-208. 


Fine shredding of municipal solid waste 


/, 78-6570 


Environmental protection technology se- 
ries ; EPA-600/2-76-209. 


Performance of emission control devices 


on boilers firing municipal solid waste 
and oil /, 78-10930 
Environmental protection technology se- 
ries ; EPA-600/2-76-21 3a. 
State-of-the-art : military explosives and 


propellants production industry /, 78- 
15265 


Do not order from index; see indicated entry 


mining and milling process 


information 


information 


horizontal-spray flux 
force/condensation scrubber /, 78- 





Environmental protection technology se- 
ries ; EPA-600/2-76-221. 

Removal of soluble BOD- in primary 
clarifiers /, 78-17101 


Environmental protection technology se- 
ries ; EPA-600/2-76-246. 

Symposium on Fugitive Emissions Mea- 
surement and Control : May 1976, 
Hartford, CT /, 78-20707 

Environmental protection technology se- 
ries ; EPA-600/2-76-248. 

Chemically active fluid-bed process for 
sulphur removal during gasification of 
heavy fuel oil : (third phase) /, 78- 
12903 

Environmental protection technology se- 
ries ; EPA-600/2-76-257. 


Particle emission reactivity /, 78-10931 


Environmental protection technology se- 
ries ; EPA-600/2-76-258. 

Fate of trace and minor constituents of 
coal during gasification /, 78-17102 


Environmental protection technology se- 
ries ; EPA-600/2-76-259. 
Initial environmental test plan for source 


assessment of coal gasification /, 78- 
6571 


Environmental protection technology se- 
ries ; EPA-600/2-76-267. 

Managing and disposing of residues from 
environmental control facilities in the 
steel industry /, 78-17103 


Environmental protection technology se- 
ries ; EPA-600/2-76-268. 
Blast furnace slips and accompanying 


emissions as an air pollution source /, 
78-20708 


Environmental protection technology se- 
ries ; EPA-600/2-76-269. 

Source assessment : glass container 
manufacturing plants /, 78-6572 


Environmental protection technology se- 
ries ; EPA-600/2-76-270. 

Converting chlorohydrocarbon wastes by 
chlorolysis /, 78-20709 


Environmental protection technology se- 
ries ; EPA-600/2-76-273a. 

Experimental and theoretical studies of 
solid solution formation in lime and 
limestone SO,scrubbers /, 78-20710 


Environmental protection technology se- 
ries ; EPA-600/2-76-273b. 

Experimental and theoretical studies of 
solid solution formation in lime and 
limestone SO,scrubbers /, 78-20710 

Environmental protection technology se- 
ries ; EPA-600/2-76-278. 

Foreign air pollution research in fine par- 
ticulates /, 78-20711 
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Environmental protection technology se- 
ries ; EPA-600/2-76-279. 

Equilibrium partical pressure of sulfur 
dioxide in alkaline scrubbing processes 
/, 78120712 

Environmental protection technology se- 
ries ; EPA-600/2-76-280. 

Particulate sizing techniques for control 
device evaluation : cascade impactor 
calibrations /, 78-20713 


Environmental protection technology se- 
ries ; EPA-600/2-76-281. 

Desulfurization of steel mill sinter plant 
gases /c by Gary D. Brown ... [et al.]., 
78-6573 


Environmental protection technology se- 
ries ; EPA-600/2-76-282. 

National Dust Collector Model 850 : 
variable rod module venturi scrubber 
evaluation /, 78-20714 


Environmental protection technology se- 
ries ; EPA-600/2-76-283. 

Measurement techniques for inorganic 
trace materials in control system 
streams /, 78-20715 


Environmental Protection technology se- 
ries ; EPA-600/2-77-001. 

Design of minimum-weight diffusion bat- 
teries /, 78-8739 


Environmental protection technology se- 
ries ; EPA-600/2-77-002. 

Comparative U.S./USSR tests of hot-side 
electrostatic precipitator /, 78-6574 


Environmental protection technology se- 
ries ; EPA-600/2-77-004. 

Procedures for cascade impactor calibra- 
tion and operation in process streams 
/, 78-17104 


Environmental protection technology se- 
ries ; EPA-600/2-77-005. 

Source assessment : pressed and blown 
glass manufacturing plants /, 78- 
10932 


Environmental protection technology se- 
ries ; EPA-600/2-77-006. 

Electrostatic precipitator malfunctions in 
the electric utility industry /, 78- 
17105 


Environmental protection technology se- 
ries ; EPA-600/2-77-007. 

Development of a laser velocimeter 
system for flame studies /, 78-20716 


Environmental protection technology se- 
ries ; EPA-600/2-77-011. 

Particulate collection efficiency measure- 
ments on an_ ESP [electrostatic 
precipitator] installed on a coal-fired 
utility boiler /, 78-17106 

Environmental protection technology se- 
ries ; EPA-600/2-77-015. 

Treatment of combined sewer overflows 


by high gradient magnetic separation /, 
78-17107 
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Environmental protection technology se- 
ries ; EPA-600/2-77-017c. 

Sewer infiltration and inflow control 
product and equipment guide/, 78- 
286 

Environmental protection technology se- 
ries ; EPA-600/2-77-017d. 

Sewer system evaluation, rehabilitation 
and new construction : a manual of 
practice /, 78-17108 


Environmental protection technology se- 
ries ; EPA-600/2-77-022. 

A real-time measuring device for dense 
paritculate systems /, 78-10933 


Environmental protection technology se- 
ries ; EPA-600/2-77-023a. 

Industrial process profiles for environ- 
mental use., 78-20717 


Environmental protection technology se- 
ries ; EPA-600/2-77-023c. 

Industrial process profiles for environ- 
mental use., 78-20718 


Environmental protection technology se- 
ries ; EPA-600/2-77-023e. 

Industrial process profiles for environ- 
mental use /, 78-20719 


Environmental protection technology se- 
ries ; EPA-600/2-77-023h. 

Industrial process profiles for environ- 
mental use., 78-20720 


Environmental protection technology se- 
ries ; EPA-600/2-77-023x. 

Industrial process profiles for environ- 
mental use., 78-20721 


Environmental protection technology se- 
ries ; EPA/600/2-77-024. 

Technical manual for inorganic sampling 
and analysis /, 78-6575 


Environmental protection technology se- 
ries ; EPA-600/2-77-025. 

Reduction of nitrogen oxide emissions 
from field operating package boilers : 
phase Ill of Ill /, 78-12904 


Environmental protection technology se- 
ries ; EPA-600/2-77-031. 

Removal and recovery of sulfide tannery 
wastewater /, 78-17109 


Environmental protection technology se- 
ries ; EPA-600/2-77-043. 

Industrial wastewater recirculation 
system : preliminary engineering /, 
78-17110 

Environmental protection technology se- 
ries ; EPA-600/2-77-044. 

Environmental assessment of steelmaking 


furnace dust disposal methods /, 78- 
10934 


Environmental protection technology se- 
ries ; EPA-600/2-77-045. 

Development of a polymeric cementing 
and encapsulating process for manag- 
ing hazardous wastes /, 78-257 
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Environmental protection technology se- 
ries ; EPA-600/2-77-051. 

Catchbasin technology overview and as- 
sessment /, 78-17111 


Environmental protection technology se- 
ries ; EPA-600/2-77-053 b. 

Handling and disposal of sludges from 
combined sewer overflow treatment : 
phase II, impact assessment /, 78- 
17112 

Environmental protection technology se- 
ries ; EPA-600/2-77-055. 

Electric curtain device for control and 
removal of fine particles /, 78-12905 


Environmental protection technology se- 
ries ; EPA-600/2-77-056. 

Evaluation of ceramic filters for high- 
temperature/high pressure fine particu- 
late control /, 78-12906 


Environmental protection technology se- 
ries ; EPA-600/2-77-057. 

Control characteristics of carbon beds 
for gasoline vapor emissions /, 78- 
10935 


Environmental protection technology se- 
ries ; EPA-600/2-77-058. 

Sealing coke-oven charging lids, chuck 
doors, and standpipe elbow covers : 
survey of current U.S. state of the art 
/, 78-12907 


Environmental protection technology se- 
ries ; EPA-600/2-77-059. 

Evaluation of electron microscopy for 
process control in the asbestos industry 
/, 78-12908 


Environmental protection technology se- 
ries ; EPA/600/2-77-060. 

Proceedings : seminar on in-stack parti- 
cle sizing for particulate control device 
evaluation /, 78-6576 


Environmental protection technology se- 
ries ; EPA-600/2-77-064a. 

Nationwide evaluation of combined 
sewer overflows and urban stormwater 
discharges /, 78-258, 78-259 


Environmental protection technology se- 
ries ; EPA-600/2-77-064c. 

Nationwide evaluation of combined 
sewer overflows and urban stormwater 
discharges /, 78-258, 78-259 


Environmental protection technology se- 
ries ; EPA-600/2-77-066a. 
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Pines, Minnesota, Anoka County., 
78-21369 


Flood insurance study : city of Clare- 
mont, New Hampshire, Sullivan Coun- 
ty., 78-7197 

Flood insurance study : city of Clark- 
sburg, West Virginia, Harrison Coun- 
ty., 78-9056 


Flood insurance study : city of Cleve- 
land, Mississippi, Bolivar County., 
78-23908 


Flood insurance study : city of Cleve- 
land, Ohio, Cuyahoga County., 78- 
15469 


Flood insurance study : city of Clifton 
Forge, Virginia, independent city., 
78-21370 

Flood insurance study : city of Colby, 
Kansas, Thomas County., 78-25964 


Flood insurance study : city of College 
Park, Fulton and Clayton Counties, 
Georgia., 78-21371 


Flood insurance study : city of Columbia 
Heights, Minnesota, Anoka County., 
78-25965 


Flood insurance study : city of Columbia, 
South Dakota, Brown County., 78- 
13619 


Flood insurance study : city of Com- 
merce City, Colorado, Adams County., 
78-9057 


Flood insurance study : city of Com- 
merce, Missouri, Scott County., 78- 
11387 


Flood insurance study : city of Connell- 
sville, Pennsylvania, Fayette county., 
78-4899 


Flood insurance study : city of Conyers, 
Georgia, Rockdale County., 78- 
25966 


Flood insurance study : city of Coon 
Rapids, Minnesota, Anoka County., 
78-11388 


Flood insurance study : city of Coral 
Springs, Florida, Broward County., 
78-558 





Flood insurance study : city of Coralville, 
Iowa, Johnson County., 78-21372 


Flood insurance study : city of Corona, 
California, Riverside County., 78- 
11389 

Flood insurance study : city of Corry, 
Pennsylvania, Erie County., 78-9059 


Flood insurance study : city of Council 
Bluffs, lowa, Pottawattamie County., 
78-13620 

Flood insurance study : city of Creve 
Coeur, Missouri, St. Louis County., 
78-15470 

Flood insurance study : city of Crystal, 


Minnesota, Hennepin County., 78- 
13621 


Flood insurance study : city of Cumber- 
land, Maryland, Allegany County., 
78-21374 


Flood insurance study : city of Dania, 
Florida, Broward County., 78-2006 


Flood insurance study : city of Darling- 
ton, Wisconsin, Lafayette County., 
78-21375 

Flood insurance study : city of Daven- 
port, lowa, Scott County., 78-4900 

: city of Davison, 

Genesee County., 78- 
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Flood insurance study : city of Dayton, 


Minnesota, 
Counties., 


Hennepin 
78-2007 
Flood insurance study : city of De Kalb, 

Illinois, De Kalb County., 78-25970 


Flood insurance study : city of Dickin- 
son, North Dakota, Stark County., 
78-13624 


Flood insurance study : city of Douglas, 
Arizona, Cochise County., 78-23911 


Flood insurance study : city of DuBois, 


Pennsylvania, Clearfield County., 78- 
25975 


Flood insurance study : city of Ecorse, 
Michigan, Wayne County., 78-9064 


and Wright 


Flood insurance study : city of Eden, 


North Carolina, Rockingham County., 
78-4901 


Flood insurance study : city of 
Edgewood, Florida, Orange County., 
78-23915 


Flood insurance study : city of Edward- 
sville, Kansas, Wyandotte County., 
78-25979 
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Minnesota, Winona 
25980 


Flood insurance study : city of Elgin, 
Oregon, Union County., 78-26113 


: city of Elba, 
County., 78- 
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Flood insurance study : city of Elizabeth 
City, North Carolina, Pasquotank and 
Camden Counties., 78-7204 


Flood insurance study : city of Elkader, 
lowa, Clayton County., 78-25982 


Flood insurance study : city of Ellin- 
wood, Kansas, Barton County., 78- 
17719 


Flood insurance study : city of Erie, Kan- 
sas, Neosho County., 78-15473 


Flood insurance study : city of Essexville, 
Michigan, Bay County., 78-21382 


Flood insurance study : city of Everett, 
Washington, Snohomish County., 78- 
7206 

Flood insurance study : city of Fairhope, 
Baldwin County, Alabama., 78-560 


Flood insurance study : city of Fairview 
Heights, Illinois, St. Clair County., 
78-13631 

Flood insurance study : city of Faribault, 
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rysburg, Michigan, Ottawa County., 
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wood, Minnesota, St. Louis County., 
78-13634 
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Flood insurance study 
Hill, Texas, 
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Flood insurance study city of Fort 
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21385 


: city of Forest 
Tarrant County., 78- 
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Flood insurance study : city of Franklin, 
Louisiana, St. Mary Parish., 78- 
21387 


Flood insurance study : city of Franklin, 
Pennsylvania, Venango County., 78- 
25987 

Flood insurance study : city of Frederick, 
Maryland, Frederick County., 78- 
13638 

Flood insurance study : city of Fremont, 
Nebraska, Dodge County., 78-21388 


Flood insurance study : city of Galax, 
Virginia, independent city., 78-25989 
Flood insurance study : city of Gallup, 


New Mexico, McKinley County., 78- 
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21390 


Flood insurance study : city of Gillette, 
Wyoming, Campbell County., 78- 
9077 

Flood insurance study : city of Glad- 
stone, Missouri, Clay County., 78- 
564 


Flood insurance study : city of Glen 


Cove, New York, Nassau County., 
78-4907 


Flood insurance study : city of Glendale, 
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Wisconsin, Milwaukee County., 78- 
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Flood insurance study : city of Green- 
wood Village, Colorado, Arapahoe 
County., 781565 

Flood insurance study : city of Groton, 
South Dakota, Brown County., 78- 
4909 

Flood insurance study : city of 
Hagerstown Maryland, Washington 
County., 78-9081 

Flood insurance study : city of Hailey, 
Idaho, Blaine County., 78-11397 


Flood insurance study : city of Halstead, 
Kansas, Harvey County., 78-21393 


Flood insurance study : city of Haltom 
City, Texas, Tarrant County., 78- 
2019 


Flood insurance study : city of Hannibal, 
Missouri, Marion and Ralls Counties., 
78-21394 


Flood insurance study : city of Hartselle, 
Alabama, Morgan County., 78-15485 


Flood insurance study : city of Harvey, 
Illinois, Cook County., 78-9086 


Flood insurance study 


Missouri, Pemiscot 
26000 


Flood insurance study : city of Hazen, 
North Dakota, Mercer County., 78- 
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Flood insurance study 
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21397 


Flood insurance study : city of Hender- 
son, Kentucky, Henderson County., 
78-13650 

Flood insurance study : city of Hercu- 
laneum, Missouri, Jefferson County., 
78-9088 

Flood insurance study : city of Hewitt, 
Texas, McLennan County., 78-9089 


: city of Hayti, 
County., 78- 


: city of Hemet, 
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Pemiscot County., 78- 
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Flood insurance study : city of Idaho 
Springs, Colorado, Clear Creek Coun- 
ty., 78-26005 
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Beach, California, San Diego County., 
78-13655 
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Idaho, Bannock County., 78-21401 
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ville, Arkansas, Pulaski County., 78- 
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County., 78-2021 


Flood insurance study : city of Jeannette, 
Pennsylvania, Westmoreland County., 
78-9093 


Flood insurance study : city of Junction 
City, Kansas, Geary County., 78- 
26011 


Flood insurance study : city of Kan- 
kakee, Illinois, Kankakee County., 
78-9095 

Flood insurance study : city of Kansas 
City, Missouri, Clay, Platte and 
Jackson Counties., 78-26012 

Flood insurance study : city of Kearney, 
Missouri, Clay County., 78-13659 

Flood insurance study : city of Kent, 
Ohio, portage county., 78-7217 

Flood insurance study : city of Keokuk, 
Iowa, Lee County., 78-4912 

Flood insurance study : city of Kerrville, 
Texas, Kerr County., 78-26014 

Flood insurance study : city of Ketchum, 
Idaho, Blaine County., 78-13661 

Flood insurance study : city of Kinsley, 
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Flood insurance study : city of 
Ladysmith, Wisconsin, Rusk County., 
78-21407 


Flood insurance study : city of 
LaFayette, Georgia, Walker County., 
78-2022 


Flood insurance — study city of 
LaGrange, Georgia, Troup County., 
78-26017 


Flood insurance study : city of Lake 
Worth, Florida, Palm Beach County., 
78-26019 


Flood insurance study : city of Lakeport 
and unincorporated areas of Lake 
County, California., 78-17734, 78- 
23925 


Flood insurance study : city of 
Lakewood, Ohio, Cuyahoga County., 
78-2023 


Flood insurance study 
Wyoming, Fremont 
21409 


: city of Lander, 
County., 78- 


Flood insurance study : city of Larned, 
Kansas, Pawnee County., 78-26020 


Flood insurance study : city of Lau- 
derhill, Florida, Broward County., 
78-13663 


Flood insurance study : city of Laurel, 
Maryland, Prince George’s County., 
78-26021 


Flood insurance study : city of Lawton, 
Oklahoma, Comanche County., 78- 
26023 


Flood insurance study : city of Le Mars, 
Iowa, Plymouth County., 78-9102 


Flood insurance study : city of Le Sueur, 
Minnesota, Le Sueur County., 78- 
26024 


Flood insurance study : city of Leaven- 
worth, Washington, Chelan County., 
78-569 


Flood insurance study : city of Lee’s 
Summit, Missouri, Jackson County., 
78-7219 


Flood insurance study : city of Levasy, 
Missouri, Jackson County., 78-23927 


Flood insurance study : city of Lexing- 
ton, Virginia, independent city., 78- 
21411 


Flood insurance study : city of Liberty, 
Missouri, Clay County., 78-7220 


Flood insurance study : city of Lincoln 
City, Oregon, Lincoln County., 78- 
9104 


Flood insurance study : city of Lind- 
sborg, Kansas, McPherson County., 
78-9105 


Flood insurance study : city of Littleton, 
Colorado, Arapahoe County., 78- 
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Flood insurance study : city of Lodi, San 
Joaquin County, California., 78-4917 


Flood insurance study : city of Longview, 


Texas, Gregg and Harrison Counties., 
78-571 


Flood insurance study 
Ohio, Lorain County., 


: city of Lorain, 
78-21414 

Flood insurance study : city of Lord- 
sburg, New Mexico, Hidalgo County., 
78-23929 

Flood insurance study : city of Loudon, 
Tennessee, Loudon County., 78-7221 


Flood insurance study : city of Louisiana, 
Missouri, Pike County., 78-9107 


Flood insurance study : city of Louisville, 
Kentucky, Jefferson County., 78- 
15489 


Flood insurance study : city of Louisville, 
Mississippi, Winston County., 78- 
13668 

Flood insurance study : city of Louisville, 
Ohio, Stark County., 78-17737 


Flood insurance study : city of Loveland, 
Colorado, Larimer County., 78- 
17739 


Flood insurance study : city of Loveland, 
Ohio, Hamilton, Warren, and Cler- 
mont Counties., 78-17738 


Flood insurance study : city of Loves 
Park, Illinois, Winnebago County., 
78-23930 

Flood insurance study : city of Lum- 
berton, Texas, Hardin County., 78- 
573 

Flood insurance study : city of 


Lynchburg, Virginia, independent city., 
78-21416 


Flood insurance study : City of Macon, 


Missouri, Macon County., 78-2030 


Flood insurance study : city of Manassas 
Park, Virginia, Prince William Coun- 
ty., 78-26028 

Flood insurance study : city of Manassas, 
Virginia, Prince William County., 78- 
26029 

Flood insurance study : city of 
Manchester, Tennessee, Coffee Coun- 
ty., 78-23935 


Flood insurance study : city of Man- 
zanita, Oregon, Tillamook County., 
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Flood insurance study : city of Maple 
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Flood insurance study : city of Marinette, 
Wisconsin, Marinette County., 78- 
7224 
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Marquette, Kansas, McPherson Coun- 
ty., 78-21420 

Flood insurance study : city of Martinez, 
California, Contra Costa County., 78- 
7225 

Flood insurance study : city of 


Marysville, California, Yuba County., 
78-2033 


Flood insurance study : city of Mauldin, 
South Carolina, Greenville County., 
78-26030 

Flood insurance study : city of McCam- 


mon, Idaho, Bannock County., 78- 
21417 


Flood insurance study : city of Medford, 
Wisconsin, Taylor County., 78-21421 


Flood insurance study : city of Menasha, 
Wisconsin, Winnebgo County., 78- 
9114 

Flood insurance study : city of 


Menominee, Michigan, Menominee 
County., 78-21422 


Flood insurance study : city of Meridian, 
Mississippi, Lauderdale County., 78- 
577, 78-17742 


Flood insurance study : city of Merriam, 
Kansas, Johnson County., 78-11405 


Flood insurance study : city of Milford, 
Connecticut, New Haven County., 
78-26032 


Flood insurance study : city of Mission 


Hills, Kansas, Johnson County., 78- 
26033 


Flood insurance study : city of Mission, 
Kansas, Johnson County., 78-11406 


Flood insurance study : City of 
Momence, Illinois, Kankakee County., 
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Wisconsin, Dane County., 78-13675 


Flood insurance study : city of Mon- 
tague, Michigan, Muskegon County., 
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City, Louisiana, St. Mary Parish., 78- 
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ristown, Tennessee, Hamblen County., 
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Missouri, Clay County., 


city of Mosby, 
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Minnesota, Hennepin County., 78- 
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Flood insurance study : 
Vernon, New York, 
County., 78-26037 
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Kansas, Sumner and Sedgwick Cos., 
78-26038 

Flood insurance study : city of 
Murphysboro, Illinois, Jackson Coun- 
ty., 78-26039 

Flood insurance study : city of 
Muscatine, lowa, Muscatine County., 
78-581 

Flood insurance study : city of Muscle 
Shoals, Alabama, Colbert County., 
78-580 

Flood insurance study : city of Myrtle 


Creek, Oregon, Douglas County., 78- 
9120 


city of Mount 
Westchester 


Flood insurance study : city of Nashua, 
Iowa, Chickasaw County., 78-26041 


Flood insurance study : city of Natchez, 
Mississippi, Adams County., 78- 
13680 


Flood insurance study : city of Nehalem, 
Oregon, Tillamook County., 78-7229 


Flood insurance study : city of Neillsville, 
Wisconin, Clark County., 78-13681 


Flood insurance study : city of Neodesha, 
Kansas, Wilson County., 78-21431 


Flood insurance study : city of New Bal- 
timore, Michigan, Macomb and St. 
Clair Counties., 78-21432 

Flood insurance study city of New 
Bern, North Carolina, Craven County., 
78-11409 


Flood insurance study city of New 


Brighton, Minnesota, Ramsey County., 
78-21433 


Flood insurance study : city of New Cas- 


tle, Pennsylvania, Lawrence County., 
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Prague, Minnesota, Scott and Le Sueur 
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Flood insurance study 


California, 
26045 
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ryport, Massachusetts, Essex County., 
78-2036 
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: city of Newark, 
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Flood insurance study : city of Newton 
Falls, Ohio, Trumbull County., 78- 
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Massachusetts, Middlesex County., 
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Flood insurance 
Northampton, 
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Northfield, Minnesota, Rice County., 
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78-21437 
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Connecticut, Fairfield County., 78- 
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Connecticut, New London County., 
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Shores, Washington, 
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: city of Ocean 
Grays Harbor 


Flood insurance study 
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Flood insurance study city of Old 
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78-9125 
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New York, Cattaraugus County., 78- 
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Flood insurance study : city of Olivette, 
Missouri, St. Louis County., 78- 
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Washington, Okanogan County., 78- 
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Flood insurance study : city of Oneonta, 
New York, Otsego County., 78- 
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Missouri, St. Louis County., 78- 
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Washington, Garfield County., 78- 
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County., 78-4896 
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Village of Allegany, New York, Cat- 
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Village of Ardsley, New 
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Cook and Lake Counties., 78-9038 
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ty., 78-9040 

Village of Avon, New York, Livingston 
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Village of Bolivar, New York, Allegany 
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York, 
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Manitowoc County., 78-11384 


Village of Craig Beach, Ohio, Mahoning 
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78-9084 
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Village of Herkimer, New York, Her- 
kimer County., 78-13651 
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kimer County., 78-9117 
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Village of Morrow, Ohio, Warren Coun- 
ty., 78-21427 
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County., 78-9128 
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9162 
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Machinery and Construction Noise 
Research Panel. 
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colleges and universities to justify 
research equipment purchases : report 
/, 78-21032 

Minority motor carriers can be given 
more opportunity to participate in 


defense trasnportation : report /, 78- 
25804 


Mission budgeting : discussion and illus- 
tration of the concept in research and 
development programs : report to the 
Congress /, 78-1889 

Misuse of unexpected capital outlay fund 
balances : Department of Recreation, 


District of Columbia government., 
78-1770 


Monthly list of GAO reports., 78-3212 


More and better uses could be made of 


billions of gallons of water by improv- 
ing irrigation delivery systems : De- 
partments of Agriculture and the In- 


terior : report to the Congress /, 78- 
6897 


More attention should be paid to making 
the U.S. less vulnerable to foreign oil 
price and supply decisions : 


report to 


the Congress /, 78-6916 


More benefits to jobless can be attained 
in public service employment : Depart- 
ment of Labor : report to the Congress 
/, 78-4696 

More Civil Service Commission supervi- 
sion needed to control health in- 
surance costs for Federal employees : 


report of the Comptroller General of 


the United States., 78-4684 


More effective controls over Bureau of 


Indian Affairs administrative costs are 
needed report of the Comptroller 
General of the United States., 78- 
13237 


More emphasis needed on data analysis 
phase of space science programs : Na- 
tional Aeronautics and Space Adminis- 
tration : report to the Congress /, 78- 
1886 


More Federal efforts needed to improve 
Indians’ standard of living through 
business development : report of the 
Comptroller General of the United 
States., 78-13209 
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More flexibility needed by the General 
Services Administration for delegating 
leasing authority to Federal agencies., 
78-11133 

Most agency programs for employees 
with alcohol related problems still inef- 


fective : report to the Congress /, 78- 
4704 


Most Federal assistance to New York 
City unlikely to be affected by city-in- 
itiated budget cuts report of the 
Comptroller General of the United 
States., 78-1843 


Multibillion dollar construction § grant 
program are controls over Federal 
funds adequate? Environmental Pro- 
tection Agency : report to the Con- 
gress /, 78-1702 


Municipal and industrial water conserva- 
tion : the Federal government could do 
more : report to the Congress /, 78- 
17345 


NASA’s resource data base and 
techniques for supporting, planning, 
and controlling programs need im- 
provement : report of the Comptroller 


General of the United States., 78- 
13362 


National Aeronautics and Space Ad- 
ministration should provide the Con- 
gress with more information on the 
Pioneer Venus project : report to the 
Congress /, 78-6970 


The National direct student loan pro- 
gram requires more attention by the 
Office of Education and participating 
institutions : Office of Education, De- 
partment of Health, Education, and 
Welfare., 78-13302 


National energy policy 
analysis : 
78-1710 


: an agenda for 
report to the Congress /, 


The national forests : better planning 
needed to improve resource manage- 
ment: report /, 78-23617 


National Mine Health and Safety Acade- 
my : progress and problems : report /, 
78-21023 


National school lunch program - is it 
working?, 78-1839 


National water quality goals cannot be 
attained without more attention to pol- 
lution from diffused or “nonpoint” 
sources : report to the Congress /, 
78-6905 


Nationalizations and expropriations of 
U.S. direct private foreign investment : 
problems and issues : Department of 
State and other Federal agencies : re- 
port to the Congress /, 78-4735 

Nationwide food consumption survey 
need for improvement and expansion : 
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Department of Agriculture : report to 
the Select Committee on Nutrition and 
Human Needs /, 78-1676 


The Naval Audit Service should be 
strengthened : report to the Congress 
/, 78-6922 

Naval shipyards - better definition of mo- 
bilization requirements and improved 
peacetime operations are needed : re- 
port to the Congress /, 78-17356 

The Navy depot level aircraft main- 
tenance program - is there a serious 
backlog? : Department of the Navy: re- 
port to the Senate Committee on Ap- 
propriations /, 78-13348 

The Navy’s intermediate ship main- 
tenance program can be improved : re- 
port to the Congress /, 78-353 


The Navy’s multimission carrier airwing : 
can the mission be accomplished with 
fewer resources? : report to the Con- 
gress /, 78-4768 

The Navy’s TRIDENT fleet : some suc- 
cess but several major problems : re- 
port /, 78-17357 


Need for a Government-wide budget 
classification structure for Federal 
research and development information 


: appendix IV : report to the Congress 
/, 78-11134 


Need for a Government-wide budget 


classification structure for Federal 
research and development information 


: report to the Congress /, 78-1841 


Need for fairer treatment of 
homeowners’ claims for defects in ex- 
isting insured homes : Department of 
Housing and Urban Development : re- 
port to the Congress /, 78-1697 


Need for greater regulatory oversight of 
commerical low-level radioactive waste 
: report /, 78-25752 


Need for improved headquarters person- 
nel accounting, Navy Pacific Fleet : 
Department of the Navy : report to the 
Senate Committee on Appropriations 
/, 78-1748 


Need for improvements in the Federal 
Supply Service’s priority requisitioning 
system : report to the Congress /, 78- 
13374 


Need for improving management of U.S. 
oceanographic assets : report /, 78- 
23615 

Need for more effective cross-service au- 
diting arrangements Office of 
Management and Budget., 78-11108 

Need for more Federal leadership in ad- 
ministering nonurbanized area public 
transit activities : report /, 78-25740 
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Need for U.S. objectives in the Interna- 
tional Labor Organization : Depart- 
ments of State, Labor and Commerce : 
report to the Senate Committee on 
Governmental Affairs /, 78-13324 

A need to address illiteracy problems in 
the military services : Department of 
Defense., 78-13245 


Need to apply adequate control over the 
centralized payroll system Depart- 
ment of Health, Education, and Wel- 
fare., 78-11107 


Need to apply adequate controls in the 
Army standard payroll system prior to 
implementation Defense-wide, Depart- 
ment of Defense : report to the Con- 
gress /, 78-1725 


Need to better inform military personnel 
of compensation changes : report to 
the Congress /, 78-23633 


Need to concentrate intensive timber 
management on high productive lands 
: report to the Congress /, 78-21008 


Need to establish safety and effectiveness 
of antibiotics used in animal feeds : 
Food and Drug Administration, De- 
partment of Health, Education, and 
Welfare : report of the Comptroller 
General of the United States., 78- 
4706 


Need to improve administration of a car- 
cinogen testing and carcinogenesis 
research contract report of the 
Comptroller General of the United 
States., 78-13316 


Need to improve administrative manage- 
ment at the National Center for Tox- 
icological Research report /, 78- 
17351 


Need to improve AID’s project manage- 
ment and contracting practices and 
procedures : report /, 78-13333 


Need to improve regulatory review 
process for liquefied natural gas im- 
ports : report to the Congress /, 78- 
23656 


Need to improve servicing of direct loans 
under the business development 
assistance program report /, 78- 
21019 


Need to minimize risks of using salt 
caverns for the strategic petroleum 
reserve., 78-11104 


Need to prevent Department of Defense 
from paying some costs for aircraft en- 
gines that contractors should pay : re- 
port to the Congress /, 78-1867 


Need to resolve METRO funding : De- 
partment of Transportation, Washing- 
ton Metropolitan Area Transit 
Authority : report to the Congress /, 
78-1888 
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Need to strengthen financial accounta- 
bility to the Congress : Smithsonian In- 
stitution : report of the Comptroller 


General of the United States., 78- 
1774 


Need to strengthen justification and ap- 
proval process for military aircraft 
used for training, replacement, and 
overhaul : report to the Congress /, 
78-6957 


Needs of the U. S. Coast Guard in 
developing an effective recreational 
boating safety program : Department 
of Transportation : report to the Con- 
gress /, 78-1650 


Net energy analysis : little progress and 
many problems : Energy Research and 
Development Administration., 78- 
13222 


New approach needed to control produc- 
tion of major crops if surpluses again 
occur : Department of Agriculture : re- 
port to the Congress /, 78-1677 


New interstate truckers should be 
granted temporary operating authority 
more readily : report to the Congress /, 
78-13204 


New Lockheed policy to _ prevent 
questionable foreign marketing prac- 
tices / Lockheed Aircraft Corporation 
: report of the Comptroller General of 
the United States., 78-1846 


New methods needed for checking pay- 
ments by computers : report to the 
Congress /, 78-6917 


The new national liquified natural gas 
import policy requires further improve- 
ments : report to the Congress /, 78- 
6915 


New Senate office building : escalated 
costs and delayed completion : report 
to the Congress /, 78-25807 


New strategy can improve process for 
recovering certain medical care costs : 
Department of Defense : report to the 
Congress /, 78-4716 


New ways of preparing data for compu- 
ters could save money and time and 
reduce errors : report to the Congress 
/, 78-23628 


New York City’s efforts to improve its 
accounting systems : Department of 
Defense : report to Congress /, 78- 
1727 


Nicaragua - an assessment of earthquake 
relief and reconstruction assistance : 
report of the Comptroller General of 
the United States., 78-4747 


No cafeteria for Federal employees at 
Waterside Mall : General Services Ad- 
ministration report of the Comp- 
troller General of the United States., 
78-4764 





Noise pollution Federal program to 
control it has been slow and ineffective 
Environmental Protection Agency, 
Dept. of Transportation : report to the 
Congress /, 78-1669 
Nuclear energy’s dilemma : disposing of 
hazardous radioactive waste safely : re- 
port to the Congress /, 78-4644 


Nuclear or conventional power for sur- 
face combatant ships? : Department of 
the Navy : report to the Congress /, 
78-1873 


Nuclear powerpiant licensing : need for 
additional improvements report to 
the Congress /, 78-21012 


Number of newly arrived aliens who 
receive supplemental security income 
needs to be reduced : report to the 
Congress /, 78-13319 


Observations concerning the local public 
works program : Economic Develop- 
ment Administration, Department of 
Commerce : report of the Comptroller 
General of the United States., 78- 
1671 


Observations on correctional programs 
and policies in selected European 
countries : study /, 78-17347 

Obstacles to billboard removal : report to 
the Congress /, 78-15339 


Office of Education’s basic grant pro- 
gram can be improved : report to the 
Congress /, 78-4708 

The Office of Minority Business Enter- 
prise could do more to start and main- 
tain minority businesses : report to the 
Congress /, 78-13194 


Office of Telecommunications Policy’s 
contract for a publication on intercept- 


ing electronic communications 
/, 78-21045 


OMB needs to intensify its work mea- 
surement effort : report /, 78-25765 


On overview of Federal and internal 
audit Office of Management and 
Budget and other Federal departments 


and agencies : report to Congress /, 
78-1721 


: report 


Operating and support costs of new 
weapon systems compared with their 
predecessors Departments’ of 
Defense, the Air Force, and the Navy : 
report to the Senate Committee on 
Appropriations /, 78-13347 

Operation Breakthrough - lessons learned 
about demonstrating new technology : 
Department of Housing and Urban 
Development, Department of Com- 


merce : report to the Congress /, 78- 
1850 


Operational and planning improvements 
needed in the Veterans Administration 
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“domiciliary” program for the needy 
and disabled : report to the Congress /, 
78-4700 


The operations and financial needs of the 
United States Soldiers’ and Airmen’s 
Home United States Soldiers’ and 
Airmen’s Home, Department of 
Defense : report of the Comptroller 
General of the United States., 78- 
13303 


Opportunities exist for substantial savings 
in administration of military skill train- 
ing programs., 78-13260 


Opportunities for improving Army over- 
sight of pension plans at government- 
owned, contractor-operated ammuni- 
tion plants : report /, 78-21059 


Opportunities for improving internal au- 
diting in the Department of Agricul- 
ture /, 78-25727 


Opportunities for large savings by alter- 
ing some inland waterway operations : 
report to the Congress /, 78-6907 


Opportunities to fully integrate environ- 
mental research and development into 
developing energy technologies : re- 
port /, 78-17338 


Opportunities to reduce the cost of 
government vehicle operations., 78- 
13337 


Opportunities to resolve some basic con- 
flicts over outer continental shelf leas- 
ing and development : report /, 78- 
15348 


An organized approach to improving 
Federal procurement and acquisition 


practices : report to the Congress /, 
78-4774 


Outer continental shelf sale no. 35 
problems selecting and evaluating land 
to lease : Department of the Interior : 
report to the Congress /, 78-4638 


Outer continental shelf sale 40 : in- 
adequate data used to select and eval- 
uate lands to lease : Department of the 
Interior : report to the Congress /, 
78-1716 


Overview of activities funded by the Law 
Enforcement Assistance Administra- 
tion : study /, 78-13286 


Overview of nuclear export policies of 
major foreign supplier nations : study 
by the staff of the U.S. General Ac- 
counting Office., 78-13326 


An overview of unobligated balances in 
civil agencies : study /, 78-21053 

Pacific Fleet Headquarters efficiency can 
be improved through consolidations : 
Department of the Navy : report to the 
Senate and House Committees on Ap- 
propriations /, 78-1750 
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Palmetto Bend Dam and Reservoir - 
need for improved analysis of alterna- 
tives and cost data : report to the Con- 
gress /, 78-6975 


Payment problems in the summer youth 
employment program in New York 


City : Department of Labor /, 78- 
6939 


Pennsylvania Avenue Development Cor- 
poration audit : communication from 
the Comptroller General of the United 
States ..., 78-5679 


Personnel ceilings, a barrier to effective 
manpower management : report to the 
Congress /, 78-1747 

Personnel restrictions and cutbacks in 
executive agencies: need for caution : 
report to the Congress /, 78-13257 


Perspectives on military sales to Saudi 
Arabia : report to the Congress /, 78- 
6947 

Philadelphia Naval Regional Medical 
Center is badly deteriorated and un- 
safe., 78-13352 


Pipeline safety - need for a stronger 
Federal effort : report /, 78-21006 


Planned establishment of the Naval Avia- 
tion Logistics Center at 
River, Maryland : report /, 


Patuxent 
78-23660 


Planned realinement of two Army com- 
mands in St. Louis, Missouri : report 
of the Comptroller General of the 
United States., 78-11130 


Planning Federal assistance to communi- 
ties affected by the Trident submarine 
base, Washington State : 
of Defense., 78-13342 


Planning for source data automation in 
government industrial activities coor- 
dination needed : National Center for 
Productivity and Quality of Working 
Life, Department of Defense., 78- 
13350 


Pollution from cars on the road 
problems in monitoring emission con- 
trols : Environmental Protection Agen- 
cy : report of the Comptroller General 
of the United States., 78-1658 


Poor design reviews and construction in- 
spections of apartment project in 
Rhode Island : Department of Housing 
and Urban Development : report of 
the Comptroller General of the United 
States., 78-1681 


Department 


Potential effects of a national mandatory 
deposit on beverage containers : report 
to the Congress /, 78-6968 

Potential effects of national health in- 
surance proposals on Medicare 


beneficiaries : report to the Congress /, 
78-1787 
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Potential for contracting selected opera- 
tions at the Air Force Academy cadet 
dining hall : Department of the Air 
Force : report of the Comptroller 
General of the United States., 78- 
4667 


Potential for deepwater port develop- 
ment in the United States : report to 
the Congress /, 78-17337 


Potential for improvement of internal 
audit function : Department of the In- 
terior., 78-13233 


Potential for reducing U.S. financial sup- 
port and ending VA involvement in 
medical program for Filipino veterans : 
Veterans Administration : report of the 
Comptroller General of the United 
States., 78-4709 


Potential problems that should be con- 
sidered in evaluating the experimental 
technology incentives program : De- 
partment of Commerce, National Bu- 
reau of Standards., 78-13366 


Power production at Federal dams could 
be increased by modernizing turbines 
and generators., 78-13218 


Preventing mental retardation - more can 
be done : report to the Congress /, 
78-1791 


Pricing of noncompetitive contracts sub- 
ject to the Truth-in-negotiations act : 
Department of Defense : report to the 
Congress /, 78-1877 


Privacy issues and supplemental security 
income benefits : report of the Comp- 
troller General of the United States., 
78-6940 


Private companies should receive more 
consideration in Federal mass transit 
programs : Urban Mass Transportation 
Administration, Department of Trans- 


portation : report to the Congress /, 
78-1649 


Probation and parole activities need to 
be better managed : report to the Con- 
gress /, 78-6933 


Problems affecting usefulness of the na- 
tional water assessment Water 
Resources Council., 78-1673 


Problems and needed improvements in 
evaluating Office of Education pro- 
grams : Office of Education, Depart- 
ment of Health, Education, and Wel- 
fare : report to the Congress /, 78- 
1794 

Problems found with Government 
acquisition and use of computers from 
November 1965 to December 1976 : 
report to the Congress /, 78-1726 


Problems in administration of two health 
grant projects in Region VIIi : report /, 
78-25782 
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Problems in carrying out the national 
blood policy : report /, 78-13306 


Problems in planning and constructing 
transmission lines which interconnect 
utilities : Federal Power Commission., 
78-13217 


Problems in supporting weapons systems 
produced by other countries : Depart- 
ment of Defense : report to the Con- 
gress /, 78-1816 


Problems in the federal employee equal 
employment opportunity program need 
to. be resolved U.S. Civil Service 
Commission and other federal agencies 
: report to the Congress /, 78-1746 


Problems of administration of family 
planning programs in Region VIII : De- 
partment of Health, Education, and 
Welfare : report of the Comptroller 


General of the United States., 78- 
4692 


Problems of the new national bulk mail 
system : U.S. Postal Service : report of 
the Comptroller General of the United 
States., 78-4674 


Problems persist in the Puerto Rico food 
stamp program, the nation’s largest : 
report /, 78-21002 


Problems with Federal equal employment 
opportunity guidelines on employee 
selection procedures need to be 


resolved : report to the Congress /, 
78-13249 


Procedural operations of the Farmers 
Home Administration, Department of 
Agriculture, in Wisconsin : report of 
the Comptroller General of the United 
States., 78-1660 


Procedures to safeguard social security 
beneficiary records can and should be 
improve : report /, 78-23650 


Procedures used for holding architects 
and engineers responsible for the 
quality of their design work : Depart- 
ment of Defense, General Services Ad- 
ministration : report to the Congress /, 
78-1808 


Program to certify the agreements to 
protect employees affected by grants 
made under the Urban mass transpor- 
tation act of 1964 : Department of 
Labor report of the Comptroller 


General of the United States., 78- 
1786 


Program to pay black lung benefits to 
coal miners and their survivors - im- 
provements are needed : Departments 
of Labor and Health, Education, and 
Welfare : report to the Senate Com- 
mittee on Human Resources /, 78- 
4705 
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Programs for procuring conventional am- 
munition and modernizing and expand- 
ing ammunition plants : Department of 
Defense : report to the House Commit- 
tee on Appropriations /, 78-1815 


Progress and problems in improving the 
availability of primary care providers 
in underserved areas : report to the 
Congress /, 78-25778 


Progress and problems in treating alcohol 
abusers : National Institute on Alcohol 
Abuse and Alcoholism, Department of 
Health, Education, and Welfare : re- 
port to the Congress /, 78-4678 

Progress in improving program and 
budget information for congressional 
use : report to the Congress /, 78- 
13357 


Progress made and improvements needed 
in developing a containerized ammuni- 
tion system /, 78-25805 


Property and fiscal management 
problems at the Maryland Job Corps 
Center report of the Comptroller 
General of the United States., 78- 
13297 


Proposal to resolve longstanding 
problems in investigations of Federal 
employees : Civil Service Commission : 
report to the Congress /, 78-11110 

Proposals regarding the Federal Reserve 
Board’s financial disclosure system 
report to the Congress /, 78-1754 


A proposed automated tax administration 
system for Internal Revenue Service : 
an evaluation of costs and benefits : 
report to the Congress /, 78-1802 


Proposed closure of Kincheloe Air Force 
Base, Michigan Department of 
Defense : report of the Comptroller 
General of the United States., 78- 
4762 


Proposed moves of certain agencies in 
the national capital region Health 
Resources Administration, Department 
of Health, Education, and Welfare, 
Department of the Navy : report of 
Comptroller General of the United 
States.. 78-1824 


Proposed relocation of Air Force Com- 
munications Service headquarters from 
Missouri to Illinois Department of 
Defense : report of the Comptroller 
General of the United States., 78- 
1826 

Pros and Cons of linking postage rates to 
the consumer price index : study by 
the staff of the U.S. General Account- 
ing Office., 78-13266 

Public diplomacy in the years ahead - an 
assessment of proposals for reorganiza- 
tion : Department of State, United 





States Information Agency : 
the Congress /, 78-4744 
Public rangelands continue to deteriorate 
: Department of the Interior, Bureau of 
Land Management : report to the Con- 
gress /, 78-1694 

Quality of mail service in southeastern 
Wisconsin : United States Postal Ser- 
vice., 78-1761 

The quality of working life : an impor- 
tant issue for managers of the Federal 
work force : study /, 78-25762 

Questionable need for all schools 
planned by the Bureau of Indian Af- 
fairs : report of the Comptroller 


General of the United States., 78- 
13210 


report to 


Questionable need for some Department 
of Labor training programs 
the Congress /, 78-17350 

Questionable practices of the military 
minor program., 78- 
13344 


: report to 


construction 


Questionable suitability of certain salt 
caverns and mines for the strategic 
petroleum reserve : report to the Con- 
gress /, 78-25747 


Questions continue as to prices in con- 
tracting for architectural-engineering 
services under the Environmental Pro- 
tection 
program 


Agency 
: report /, 


construction 
78-25732 


grants 


Questions persist about Federal support 
for development of curriculum materi- 


als and behavior modification 
techniques used in local schools : re- 
port of the Comptroller General of the 
United States., 78-4695 

Rail crossing safety - at what price? : re- 
port to the Congress /, 78-21001 

A range of cost measuring risk and un- 
certainty in major programs - an aid to 
decisionmaking : report to the Con- 


gress /, 78-13371 


Reasons for difference in premium rates 
of Kaiser plans of Northern and 
Southern California for the Federal 
employees health benefits program 
report of the Comptroller General of 
the United States., 78-6941 


Reassignment of senior military officers 
can be managed better : report /, 78- 
15352 

Recruiting and retaining Federal physi- 
cians and dentists : problems, progress, 
and actions needed for the future., 
78-10034 


Recruitment and retention of Veterans 
Administration health care workers are 
not major problems : report to the 
Congress /, 78-4698 
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Redesigning shipping containers to 
reduce food costs : report to the Con- 
gress /, 78-21000 


Reducing nuclear powerplant leadtimes : 
many obstacles remain : Nuclear Regu- 
latory Commission : report to the Con- 
gress /, 78-4637 


Reducing population growth through so- 
cial and economic change in develop- 
ing countries : a new direction for U.S. 
assistance : report to the Congress of 
the United States /, 78-17354 


Reevaluation needed of educational 
assistance for institutionalized 
neglected or delinquent children : re- 
port to the Congress /, 78-6943 


Reimbursements to appropriations 
legislative suggestions for improved 
Congressional control : report to the 
House Committee on Appropriations /, 
78-1720 


Relationships between U.S. and NATO 
military command structures : need for 
closer integration : report to the Con- 
gress /, 78-6961 


Release of certain budget authority 
communication from the General 
Counsel, General Accounting Office 
5 7178-26879 


Removing status offenders from secure 
facilities Federal leadership and 
guidance are needed : report to the 
Congress /, 78-25768 


Repetitive IRS audits of taxpayers are 
justified : report to the Joint Commit- 
tee on Taxation, Congress of the 
United States /, 78-6934 


Replacing lost or stolen governments 
checks : expedited service versus costs 
and risks : Department of the Treasury 
: report of the Comptroller General of 
the United States., 78-1780 


Replacing missing supplemental security 
income checks recipients waiting 
longer than necessary : report to the 
Congress /, 78-25779 


Report on certain deferrals : communica- 
tion from the Deputy Comptroller 
General of the United States ..., 78- 
10173 


Report to the Secretary of Health, Edu- 
cation and Welfare on fundamental 
improvements needed for timely 
promulgation of health program regu- 
lations : Department of Health, Educa- 
tion and Welfare., 78-13298 


Reporting of nuclear weapons projects 
can be improved : report /, 78-13377 


Reporting of selected major civil projects 
needs improvement Office of 
Management and Budget and other 
Federal agencies : report to the Con- 
gress /, 78-1853 
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Reporting, staffing, and other changes 
would enhance the internal audit func- 
tion : Department of Commerce., 78- 
13184 


Requirements for recurring reports to the 
Congress; directory issued by the 
Comptroller General., 78-21063 


Rescission and deferrals : communication 
from the Comptroller General of the 
United States ..., 78-10074 


Reserve Officer Training Corps 
management deficiencies still to be 
corrected : Department of Defense : 
report to the Congress /, 78-4655 


Responsibilities, actions, and coordina- 
tion of Federal agencies in interna- 
tional telecommunications services 
report of the Comptroller General of 
the United States., 78-13193 


Restrictions on using more fertilizer for 
food crops in developing countries : 
Department of State and other Federal 
agencies : report to the Congress /, 
78-4733 


Restructuring needed of Department of 
Defense program for planning with 
private industry for mobilization 
production requirements report to 
the Congress /, 78-13365 


Results of the third Law of the Sea Con- 
ference, 1974 to 1976 : Department of 
State : report to the Congress /, 78- 
1797 


Retail diversion of legal drugs : a major 
problem with no easy solution : report 
to the Congress /, 78-13287 


Returning the mentally disabled to the 
community : government needs to do 
more : Department of Health, Educa- 
tion, and Welfare and other federal 
agencies : report to the Congress /, 
78-1789 


Returning the mentally disabled to the 
community, summary., 78-1790 


estimates under various 
methods of taxing Americans abroad : 
report to the Congress /, 78-25795 


Revenue 


Review of American 
Review Commission United States 
Congress [sic] : report of the Comp- 
troller General of the United States., 
78-13269 


Review of compliance with labor stan- 
dards for service contracts by Defense 
and Labor Departments : report of the 
Comptroller General of the United 
States., 78-13304 


Review of  deferral—Clinch 
Breeder Reactor Plant Project : com- 
munication from the Comptroller 
General of the United States 
10062 


Indian Policy 


River 
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Review of deferrals communication 
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Department circular - Treasury Dept. : 
Public debt series ; no. 19-77. 
United States of America 7 5/8 percent 


Treasury bonds of 2002-2007., 78- 
18475 


Department circular - Treasury Dept. : 
Public debt series ; no. 20-77. 

United States of America Treasury notes 
of August 31, 1979 series T-1979., 
78-7637 


Department circular - Treasury Dept. : 
Public debt series ; no. 21-77. 

United States of America Treasury notes 
of September 30, 1981, series K-1981 : 
dated and bearing interest from Sep- 


tember 7, 1977 : due September 30, 
1981., 78-7638 


Department circular - Treasury Dept. : 
Public debt series ; no. 22-77. 

United States of America Treasury notes 
of September 30, 1979, series U-1979., 
78-9537 


Department circular - Treasury Dept. : 
Public debt series ; no. 23-77. 

United States of America Treasury notes 
of November 15, 1982, series F-1982., 
78-9538 


Department circular - Treasury Dept. : 
Public debt series ; no. 24-77. 

United States of America Treasury notes 
of October 31, 1979, series V-1979., 
78-18476 


Department circular - Treasury Dept. : 
Public debt series ; no. 25-77. 

United States of America Treasury notes 
of November 15, 1980, series J-1980., 
78-18477 


Department circular - Treasury Dept. : 
Public debt series ; no. 26-77. 

United States of America Treasury notes 
of November 15, 1987, series A-1987., 
78-18478 


Department circular - Treasury Dept. : 
Public debt series ; no. 27-77. 

United States of America Treasury bonds 
of 2002-2007., 78-18479 


Department circular - Treasury Dept. : 
Public debt series ; no. 28-77. 

United States of America Treasury notes 
of November 30, 1979, series W- 
1979., 78-18480 


Department circular - Treasury Dept. : 
Public debt series ; no. 29-77. 

United States of America Treasury notes 
of December 31, 1981, series L-1981., 
78-18481 


Department circular - Treasury Dept. : 
Public debt series ; no. 30-77. 

United States of America Treasury notes 
of December 31, 1979, series X-1979., 
78-18482 
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Department circular - Treasury Dept. : 
Public debt series ; 31-77. 

United States of America Treasury bonds 
of 1993., 78-18483 


Document ; no. 3270 A. 

Statistical appendix to annual report of 
the Secretary of the Treasury on the 
state of the finances., 78-26542 

Document ; no. 3271. 

Annual report of the Director of the 
Mint., 78-14038 


Document ; no. 3272. 

Combined statement of receipts, expen- 
ditures and balances of the United 
States government., 78-11831 

Document ; no. 3273. 

Annual report of the Secretary of the 


Treasury on the state of the finances., 
78-21993 


Drugs, firearms, currency, and other pro- 
perty seized by law enforcement agen- 
cies : too much held too long : Depart- 
ment of Justice, Department of the 
Treasury, General Services Administra- 
tion : report to the Congress /, 78- 
4676 


Eight and one-quarter percent Treasury 
bonds of 2000-2005, 78-18473 


Eight percent Treasury notes of February 
15, 1985, series A-1985., 78-18472 


Examination of financial statements, Bu- 
reau of Engraving and Printing fund 
for fiscal years 1974 and 1975 shows 
need for statutory authority to increase 
capitalization Department of the 
Treasury : report to the Congress /, 
78-1731 


Facts about United States money., 78- 
7639 


Food and Drug Administration’s program 
for regulating imported products needs 
improving Department of Health, 
Education, and Welfare, Department 
of the Treasury : report to the Con- 
gress /, 78-4703 


Foreign credits by the United States 
government., 78-18485 


How the Internal Revenue Service selects 
individual income tax returns for audit, 
Department of the Treasury : report to 
the Joint Committee on _ Internal 
Revenue Taxation, Congress of the 
United States /, 78-4671 


Internal Revenue Service's controls over 
the use of confidential informants 
recent improvements not adequate 
Department of the Treasury : report to 
the Congress /, 78-1777 


IRS’ security program requires improve- 
ments to protect confidentiality of in- 
come tax information : Department of 
the Treasury : report to the Joint Com- 
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mittee on Taxation, Congress of the 
United States /, 78-1775 


Monthly statement of the public debt of 
the United States., 78-3693 


New York City’s efforts to improve its 
accounting systems : Department of 
Defense : report to Congress /, 78- 
1727 


Numismatic sales program for minority 
owned concessions., 78-26555 


The operation and effect of the domestic 
international sales corporation legisla- 
tion, annual report., 78-24326 


President Carter’s tax porgram., 78- 
14032 


The President’s 1978 tax program., 78- 
21995 


The President’s 1978 tax program 
detailed descriptions and supporting 
analyses of the proposals., 78-24325 


Replacing lost or stolen governments 
checks : expedited service versus costs 
and risks : Department of the Treasury 
: report of the Comptroller General of 
the United States., 78-1780 


Revenue aspects of recent legislative 
change and proposals., 78-9536 

Seven and five-eights percent Treasury 
bonds of 2002-2007., 78-18475 


Seven and one-quarter percent Treasury 
bonds of 1992., 78-822 


Six and one eighth percent Treasury 


notes R-1979., 78-821 


Statistical appendix to annual report of 
the Secretary of the Treasury on the 
state of the finances., 78-26542 

Taxation of Americans working overseas 
: revenue aspects of recent legislative 
changes and proposals., 78-9536 

78-18483 

2002-2007., 78- 


Treasury bonds of 1993., 


Treasury bonds of 
18479 


Treasury bulletin., 78-3690 
78-24323 


Treasury Department telephone directo- 
ry., 78-3695 

Treasury notes of April 30, 1980, series 
N-1980., 78-26547 


‘Treasury notes of August 15, 1980 series 
H-1980., 78-7635 


Treasury notes of August 15, 1984 series 
B-1984., 78-7636 

Treasury notes of August 31, 1979 series 
T-1979., 78-7637 

‘Treasury notes of December 31, 1979, 
series X-1979., 78-18482 


‘Treasury notes of December 31, 1981, 
series L-1981., 78-18481 


The Treasury cash room., 
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Treasury notes of February 29, 1980, se- 
ries L-1980., 78-18474 


Treasury notes of January 31, 1980, se- 
ries K-1980., 78-18470 


Treasury notes of July 31, 1979 series S- 
1979., 78-7634 


Treasury notes of March 31, 1982, series 
G-1982., 78-26545 


Treasury notes of May 15, 1981, series 
M-1981., 78-18471 


Treasury notes of May 15, 1983, series 
C-1983., 78-26546 


Treasury notes of November 15, 1980, 
series J-1980., 78-18477 


Treasury notes of November 15, 1982, 
series F-1982., 78-9538 


Treasury notes of November 15, 1987, 
series A-1987., 78-18478 


Treasury notes of November 30, 1979, 
series W-1979., 78-18480 


Treasury notes of October 31, 1979, se- 
ries V-1979., 78-18476 


Treasury notes of September 30, 1979, 
series U-1979., 78-9537 


Treasury notes of September 30, 1981, 
series K-1981., 78-7638 


United States. America Treasury notes of 
April 30, 1980, series N-1980., 78- 
26547 


United States. America Treasury notes of 


May 15, 1983, series C-1983., 78- 
26546 


United States of America Treasury bonds 
of 1993., 78-18483 


United States of America Treasury bonds 
of 2002-2007., 78-18479 


United States of America Treasury notes 
of August 15, 1980 series H-1980., 
78-7635 


United States of America Treasury notes 


of August 15, 1984 series B-1984., 
78-7636 


United States of America Treasury notes 
of August 31, 1979 series T-1979., 
78-7637 


United States of America Treasury notes 
of December 31, 1979, series X-1979., 
78-18482 


United States of America Treasury notes 
of December 31, 1981, series L-1981., 
78-18481 


United States of America Treasury notes 
of February 29, 1980, series L-1980., 
78-18474 


United States of America Treasury notes 
of January 31, 1980, series K-1980., 
78-18470 


Do not order from index; see indicated entry 





United States of America Treasury notes 
of July 31, 1979 series S-1979., 78- 
7634 


United States of America Treasury notes 
of March 31, 1982, series G-1982., 
78-26545 


United States of America Treasury notes 
of May 15, 1981 series M-1981., 78- 
18471 


United States of America Treasury notes 
of November 15, 1980, series J-1980., 
78-18477 


United States of America Treasury notes 
of November 15, 1982, series F-1982., 
78-9538 


United States of America Treasury notes 
of November 15, 1987, series A-1987., 
78-18478 


United States of America Treasury notes 
of November 30, 1979, series W- 
1979., 78-18480 


United States of America Treasury notes 
of October 31, 1979, series V-1979., 
78-18476 


United States of America Treasury notes 
of September 30, 1979, series U-1979., 
78-9537 


United States of America Treasury notes 
of September 30, 1981, series K-1981 : 
dated and bearing interest from Sep- 
tember 7, 1977 : due September 30, 
1981., 78-7638 


United States of America [6 1/8 percent 
Treasury notes of June 30, 1979 series 
R-1979 : [dated and bearing interest 
from June 30, 1977 : due June 30, 
1979]., 78-821 


United States of America [6 1/8 percent] 
Treasury notes of May 31, 1979, series 
Q-1979 : dated and bearing interest 
from May 31, 1977 : due May 31, 
1979., 78-820 


United States of America [7 1/4 percent] 
Treasury bonds of 1992, [dated and 
bearing interest from July 8, 1977 : 
due August 15, 1992}., 78-822 


United States of America 7 1/4 percent 
Treasury notes of February 15, 1984 : 
dates and bearing interest from May 
16, 1977 : due February 15, 1984., 
78-7633 


United States of America 7 5/8 percent 
Treasury bonds of 2002-2007., 78- 
18475 


United States of America 7 5/8 percent 
treasury bonds of 2002-2007, 
redeemable at the option of the United 
States at par and accrued interest on 
and after February 15, 2002 : dated 
April 28, 1977, with interest from May 
16, 1977 : due February 15, 2007., 
78-9559 





United States of America 8 percent 
Treasury notes of February 15, 1985, 
series A-1985., 78-18472 


United States of America 8 1/4 percent 
Treasury bonds of 2000-2005., 78- 
18473 

United States participation in INTER- 
POL, the International Criminal Police 
Organization Department of the 
Treasury : report of the Comptroller 
General of the United States., 78- 
4726 


Waiver of countervailing duties on non- 
rubber footwear from Uruguay : com- 
munication from the Acting General 
Counsel of the Treasury ..., 78-24690 


What you should know about bank on 
US., 78-817 


6 1/8 percent Treasury notes of series Q- 
1979., 78-820 


7 1/4 percent Treasury notes of series A- 
1984., 78-7633 


7 5/8 percent Treasury bonds of 2002- 
2007., 78-9559 


United States. Treasury Dept. Bureau of 
Accounts. 
Inventory of nonpurchased foreign cur- 
rencies., 78-14033 
United States. Treasury Dept. Bureau of 
Government Financial Operations. 
Combined statement of receipts, expen- 
ditures and balances of the United 
States government., 78-11831 


78-14039 


Monthly statement of United States cur- 
rency and coin., 78-3716 


Federal aid to States., 


Monthly treasury statement of receipts 


and outlays of the 
government., 78-3692 


Report on foreign currencies held by the 
U.S. Government., 78-14042 


United States Government consolidated 
financial statements prototype re- 
port., 78-7671 


United States. Treasury Dept. Bureau of 
Government Financial Operations. 
Division of Government Accounts and 
Reports. 

Federal aid to States., 
14041 


United States. Treasury Dept. Fiscal 

Service. 

Delivery of checks and warrants to ad- 
dresses outside the United States, its 
territories and possessions., 78-7632 

United States. Treasury Dept. Office of the 

Secretary of the Treasury. 

Airport and airway trust fund, annual re- 
port., 78-24692 


Highway trust fund, annual report., 78- 
24691 


United States 


78-14040, 78- 





December 1978 


United States. Treaties, etc. 
Four treaties pertaining to human rights : 
message from the President of the 
United States .... 78-18821 


International tin agreement, 1975, 
between the United States of America 
and other governments, done at 
Geneva June 21, 1975., 78-5212 


North American plant protection agree- 
ment between the United States of 
America and other governments signed 
at Yosemite October 13, 1976., 78- 
7602 


Treaties and other international agree- 
ments on fisheries, oceanographic 
resources, and wildlife involving the 
United States /, 78-8257 


United States treaties and other interna- 
tional agreements., 78-7607, 78- 
24312, 78-26519 


United States. Treaties, etc. Abu Dhabi, 

Jan. 18, 1976. 

Technical assistance in Customs im- 
provement : agreement between the 
United States of America and Abu 
Dhabi signed at Abu Dhabi and 
Washington January 18 and April 26, 
1976., 78-11816 


United States. Treaties, etc. Afghanistan, 

Dec. 16, 1975. 

Assistance to Kabul University : agree- 
ment between the United States of 
America and Afghanistan, signed at 
Kabul December 6, 1975., 78-5205 


United States. Treaties, etc. Afghanistan, 

July 7, 1975. 

Technical cooperation agreement 
between the United States of America 
and Afghanistan amending and extend- 
ing the agreement of June 30, 1953, as 
extended, effected by exchange of 
notes signed at Kabul July 7 and Au- 
gust 12, 1975., 78-7579 


United States. Treaties, etc. Afghanistan, 

June 30, 1976. 

Basic health _ services agreement 
between the United States of America 
and Afghanistan, signed at Washing- 
ton, June 30, 1976., 78-26476 


United States. Treaties, etc. African 
Development Bank, June 30, 1976. 
Regional onchocerciasis area satellite 

(LANDSAT) related study : agreement 
between the United States of America 
and the African Development Bank 
signed at Abidjan June 30, 1976., 78- 
11820 


United States. Treaties, etc. Australia, Dec. 

22, 1976. 

Trade : meat imports agreement between 
the United States of America and Aus- 
tralia, effected by exchange of notes, 
signed at Washington, December 22 
and 23, 1976., 78-26469 
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United States. Treaties, etc. Australia, July 

22, 1974. 

Express mail service agreement 
between the United States of America 
and Australia, signed at Washington 
and Melbourne, July 22 and August 
19, 1974., 78-24304 


United States. Treaties, etc. Australia, Nov. 

4, 1976. 

Training of Army units agreement 
between the United States of America 
and Australia, signed at Washington, 
November 4, 1976., 78-18432 


United States. Treaties, etc. Australia, Sept. 

20, 1976. 

Space research program agreement 
between the United States of America 
and Australia, effected by exchange of 
notes dated at Canberra, September 
20, 1976, and January 14, 1977., 78- 
26483 


United States. Treaties, etc. Austria, Feb. 

25, 1977. 

Atomic energy : loss of fluid test (LOFT) 
research program : agreement between 
the United States of America signed 
February 25 and March 3, 1977, with 
administrative understandings., 78- 
9519 


Atomic energy power burst facility 
(PBF) research program, agreement 
between the United States of America 
and Austria signed February 25 and 
March 3, 1977, with administrative un- 
derstandings., 78-7605 


Power burst facility (PBF) research pro- 
gram., 78-7605 


United States. Treaties, etc. Bahrain, June 

28, 1977. 

Status of administrative support unit per- 
sonnel : agreement between the United 
States of America and Bahrain, ef- 
fected by exchange of notes, signed at 
Manama June 28, 1977., 78-2150 


United States. Treaties, etc. Bangladesh, 

Apr. 15, 1976. 

Agricultural research agreement 
between the United States of America 
and Bangladesh, signed at Dacca, 
March 29, 1976, and amending agree- 
ment signed at Dacca, April 15 and 
19, 1976., 78-21955 


United States. Treaties, etc. Bangladesh, 

Dec. 8, 1976. 

Fertilizer storage : agreement between 
the United States of America and Ban- 
gladesh, signed at Dacca, December 3, 
1976, with related letter., 78-18437 

United States. Treaties, etc. Bangladesh, 

Mar. 29, 1976. 

Agricultural research agreement 
between the United States of America 
and Bangladesh, signed at Dacca 
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March 29, 1976, with related letter., 
78-5185 


United States. Treaties, etc. Bangladesh, 

May 28, 1976. 

Karnaphuli power station hydro-generat- 
ing unit agreement between the 
United States of America and Ban- 
gladesh, signed at Dacca May 28, 
1976., 78-788 


United States. Treaties, etc. Bangladesh, 

May 31, 1976. 

Population planning : agreement between 
the United States of America and Ban- 
gladesh signed at Dacca, May 31, 
1976., 78-21956 


United States. Treaties, etc. Bangladesh, 
Sept. 29, 1976. 
Feasibility studies of development pro- 
jects : agreement between the United 
States of America and Bangladesh, 


signed at Dacca, September 29, 1976., 
78-24303 


Small scale irrigation agreement 
between the United States of America 
and Bangladesh, signed at Dacca Sep- 
tember 29, 1976 with related letter., 
78-5200 


United States. Treaties, etc. Belgium, June 

23, 1977. 

Passenger charter air services : agree- 
ment between the United States of 
America and Belgium, renewing and 
amending the memorandum of un- 
derstanding of October 17, 1972, as ex- 
tended, effected by exchange of letters 
signed at Brussels June 23 and 27, 
1977., 78-2141 


United States. Treaties, etc. Belgium, Mar. 

6, 1975. 

Express mail service ; agreement 
between the United States of America 
and Belgium signed at Washington and 
Brussels March 6 and 28, 1975., 78- 
21959 


United States. Treaties, etc. Belize, Dec. 8, 

1976. 

Plant protection : agreement between the 
United States of America and Belize, 
signed at Washington, December 8, 
1976., 78-18435 

United States. Treaties, etc. Bolivia, Feb. 

10, 1978. 

Treaty with Bolivia on the execution of 
penal sentences : message from the 
President of the United States ..., 78- 
18822 

United States. Treaties, etc. Bolivia, May 

27, 1976. 

Aviation 
vices : 


: provision of materials and ser- 
agreement between the United 
States of America and Bolivia, signed 
at Washington and La Paz, May 27 
and August 24, 1976., 78-26468 
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United States. Treaties, etc. Bolivia, Oct. 18, 

1976 

Agricultural commodities transfers 
under title II, agreement between the 
United States of America and Bolivia, 
signed at Washington, September 22 
and October 18, 1976., 78-24300 

United States. Treaties, etc. Brazil, Apr. 22, 

1976. 

Trade in cotton textiles agreement 
between the United States of America 
and Brazil effected by exchange of 
notes signed at Brasilia April 22, 
1976., 78-15889 


Trade in man-made fiber textiles : agree- 
ment between the t!nited States of 
America and Brazil, effected by 
exchange of notes signed at Brasilia, 
April 22, 1976., 78-18424 


United States. Treaties, etc. Brazil, Dec. 27, 

1976. 

Scientific cooperation agreement 
between the United States of America 
and Brazil, amending and extending 
the agreement of December 1, 1971, 
effected by exchange of notes signed 
at Brasilia, December 27 and 28, 
1976., 78-26470 


United States. Treaties, etc. Brazil, Mar. 1, 

1977. 

Fisheries : shrimp : agreement between 
the United States of America and 
Brazil, effected by exchange of notes 
signed at Brasilia, May 1, 1977 with 
agreed minute signed at Brasilia, 
March 1, 1977., 78-26494 


United States. Treaties, etc. Brazil, Mar. 23, 

1972. 

Express mail service agreement 
between the United States of America 
and Brazil signed at Washington, 
March 23, 1972., 78-21957 


United States. Treaties, etc. Brazil, May 26, 

1976. 

Remote sensing for earth resources 
agreement between the United States 
of America and Brazil effected by 
exchange of notes signed at Brasilia 
May 26, 1976 with memorandum of 
understanding and_ related letters 
signed at Brasilia May 14, 1976., 78- 
2120 

United States. Treaties, etc. Brazil, Sept. 2, 

1976. 

Scientific and technical assistance 
memorandum of understanding 
between the United States of America 
and the State of Sao Paulo, Brazil, 
signed at Gaithersburg and Sao Paulo 
June 13 and September 4, 1975 and 
amending and extending agreement 
signed at Gaithersburg and Sao Paulo 
September 2 and 5, 1976., 78-5207 
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United States. Treaties, etc. Canada, Apr. 

14, 1976. 

Torpedo test range, Strait of Georgia and 
Jervis Inlet : agreement between the 
United States of America and Canada, 
effected by exchange of notes, signed 
at Ottawa January 13 and April 14, 
1976., 78-769 


United States, Treaties, etc. Canada, Aug. 1, 
1973. 


Administration of income tax., 78-5184 


Taxation : administration of income tax : 
agreement between the United States 
of America and Canada, effected by 
exchange of notes signed at Ottawa 
August | and September 17, 1973., 
78-5184 


United States. Treaties, etc. Canada, Aug. 6, 

1976. 

Atomic energy : information exchange in 
nuclear field ; agreement between the 
United States of America and Canada, 
signed at Ottawa and Washington Au- 
gust 6 and September 8, 1976., 78- 
18438 


United States. Treaties, etc. Canada, Aug. 

24, 1976. 

Mapping, charting and geodesy : agree- 
ment between the United States of 
America and Canada, signed at Ottawa 
August 24, 1976., 78-15864 


United States. Treaties, etc. Canada, Dec. 

23, 1976. 

Trade meat imports agreement 
between the United States of America 
and Canada effected by exchange of 
letters signed at Washington December 
23, and 29, 1976., 78-15891 


United States. Treaties, etc. Canada, Feb. 

24, 1977. 

Reciprocal fisheries : agreement between 
the United States of America and 
Canada signed at Washington February 
24, 1977., 78-9514 


United States. Treaties, etc. Canada, Jan. 

11, 1977. 

Reconstruction of Alaska highway 
agreement between the United States 
of America and Canada, effected by 
exchange of notes, signed at Ottawa 
January 11 and February 11, 1977., 
78-2149 


United States. Treaties, etc. Canada, Jan. 

28, 1977. 

Transit pipelines : agreement between 
the United States of America and 
Canada signed at Washington January 
28, 1977., 78-18422 


United States. Treaties, etc. Canada, June 

12, 1975. 

Exchange of military personnel : agree- 
ment between the United States of 
America and Canada, signed June 12, 
1975., 78-21949 





United States. Treaties, etc. Canada, Mar. 

5, 1977. 

Defense : region operations control cen- 
ters : ageement between the United 
States of America and Canada, signed 
at Ottawa and Washington, March 5 
and April 11, 1977., 78-26506 

United States. Treaties, etc. Canada, Mar. 

15, 1977. 

Criminal investigations agreement 
between the United States of America 
and Canada, signed at Washington 
March 15, 1977., 78-5195 

United States. Treaties, etc. Canada, Nov. 

15, 1977. 

Peaceful nuclear cooperation agree- 
ment between the United States of 
America and Canada, effected by 
exchange of notes signed at Ottawa, 
November 15, 1977., 78-21950 


United States. Treaties, etc. Cape Verde, 

May 21, 1977. 

Agricultural commodities transfers 
under title II : agreement between the 
United States of America and Cape 
Verde, signed May 21, 1977., 78- 
21970 


United States. Treaties, etc. Cape Verde, 

Oct. 13, 1976. 

Aviation : provision of services : agree- 
ment between the United States of 
America and Cape Verde, signed at 
Washington and Praia October 13 and 
November 19, 1976., 78-15890 


United States. Treaties, etc. Chile, Jan. 26, 
1976. 
Housing loan guaranty agreement 
between the United States of America 


and Chile signed at Santiago January 
26, 1976., 78-5215 


United States. Treaties, etc. Chile, July 3, 
1975. 


Consolidation and rescheduling of cer- 


tain debts., 78-9515 


Finance : consolidation and rescheduling 
of certain debts : agreement between 
the United States of America and 
Chile signed at Washington July 3, 
1975, with statement and understand- 
ing signed at Paris May 6, 1975, and 
agreement signed at Washington April 
5, 1976, and agreement signed at 
Washington May 26, 1976., 78-9515 


United States. Treaties, etc. China (Republic 

of), Feb. 3, 1977. 

Trade in cotton, wool and man-made 
fiber textiles : agreement between the 
United States of America and the 
Republic of China modifying the 
agreement of May 21, 1975, as 
modified, effected by exchange of 
notes signed at Washington February 
3, 1977., 78-9512 





December 1978 


United States. Treaties, etc. Colombia, Dec. 

28, 1976. 

Weather stations : agreement between 
the United States of America and 
Colombia effected by exchange of 
notes signed at Bogota, December 22, 
1976, with related notes and 
memorandum of arrangement signed at 


Bogota, December 22, 1976., 78- 
18428 


United States. Treaties, etc. Colombia, July 

4, 1975. 

Aerial photographic coverage : arrange- 
ment between the United States of 
America and Colombia signed at 
Bogota July 4, 1975., 78-775 

United States. Treaties, etc. Colombia, Mar. 

28, 1977. 

Atomic continuation of 
safeguards and guarantee provisions of 
the agreement of April 9, 1962, as 
amended agreement between the 
United States of America, and Colom- 
bia, signed at Bogata March 28, 1977., 
78-5189 


energy 


Continuation of safeguards and guaran- 
tee provisions of the agreement of 
April 9, 1962, as amended, agreement 
between the United States of America 
and Colombia., 78-5189 


United States. Treaties, etc. Colombia, Nov. 

29, 1976. 

Small farmer training agreement 
between the United States of America 
and Colombia _ signed at 
November 29, 1976., 


Bogota 

78-15894 

Small farmer training loan guarantee : 
agreement between the United States 
of America and Colombia signed at 


Bogota, November 29, 1976., 78- 
18436 


United States. Treaties, etc. Colombia, Oct. 

19, 1976. 

Small farmer training agreement 
between the United States of America 
and Colombia, signed at Bogota Oc- 
tober 19, 1976., 78-15893 


United States. Treaties, etc. Costa Rica, 

Apr. 26, 1976. 

Nutrition program : agreement between 
the United States of America and 
Costa Rica, signed at San Jose, April 
26, 1976., 78-21947 

United States. Treaties, etc. Costa Rica, 

June 21, 1976. 

Narcotic drugs : additional assistance to 
curb illegal production and traffic 
agreement between the United States 
of America and Costa Rica, effected 
by exchange of notes signed at San 
Jose June 21 and 24, 1976., 78-5199 
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United States. Treaties, etc. Costa Rica, 

June 28, 1976. 

Weather stations : agreement between 
the United States of America and 
Costa Rica effected by exchange of 
notes signed at San Jose April 29 and 
June 8, 1976, with memorandum of ar- 
rangement signed at San Jose June 28, 
1976., 78-7593 

United States. Treaties, etc. Council of the 

Entente, Mutual Aid and Loan Guaranty 

Fund, Aug. 31, 1976. 

Food production : agreement between 
the United States of America and the 
Mutual Aid and Loan Guaranty Fund 
of the Council of the Entente states., 
78-26473 


Livestock production agreement 
between the United States of America 
and the Mutual Loan Guaranty of the 
Council of the Entente states signed 
Aug. 31, and September 29, 1976., 
78-26472 
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between the United States of America 
and Egypt, signed at Cairo September 
4, 1976., 78-2128 

United States. Treaties, etc. Egypt, Sept. 28, 

1976. 

Agricultural commodities agreement 
between the United States of America 
and Egypt amending the agreement of 
October 28, 1975, as amended, ef- 
fected by exchange of notes signed at 


Cairo September 28, and 29, 1976., 
78-5226 


United States. Treaties, etc. Egypt, Sept. 30, 
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between the United States of America 
and Gabon, signed at Libreville 
February 21, 1976., 78-5216 

United States. Treaties, etc. Geneva, June 8, 

1974. 

Partial revision of radio regulations, 
Geneva, 1959, and final protocol 
maritime radio : between the United 
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Plant protection : agreement between the 
United States of America and Gu- 
atemala signed at Guatemala, February 
21, 1977., 78-21960 

United States. Treaties, etc. Guatemala, 

Mar. 3, 1977. 

Prevention of animal diseases : agree- 
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United States. Treaties, etc. Guatemala, 

Sept. 20, 1976. 
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ment between the United States of 
America and Guatemala signed at Gu- 
atemala September 20, 1976., 78- 
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United States. Treaties, etc. Guinea, Apr. 
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Agricultural commodities agreement 
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United States. Treaties, etc. Guinea, June 

13, 1977. 

Agricultural commodities : transfer under 
Title Il agreement between the 
United States and Guinea, amending 
the agreement of September 22, 1976, 
effected by exchange of notes dates at 
Conakry, June 13 and 15, 1977., 78- 
26505 


United States. Treaties, etc. Guinea, May 8, 
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Agricultural commodities agreement 
between the United States of America 
and Guinea, signed at Conakry May 8, 
1975, with memorandum of  un- 
derstanding signed at Conakry October 
7, 1975., 78-765 


United States. Treaties, etc. Guinea, Sept. 

22, 1976. 
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between the United States of America 
and Guinea, signed at Conakry Sep- 
tember 22, 1976 with memorandum of 
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United States. Treaties, etc. Guyana, Nov. 6, 

1975. 
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United States. Treaties, etc. Honduras, Apr. 
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United States of America and Hondu- 
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Reimbursement of income taxes : agree- 
ment between the United States of 
America and the International Civil 
Aviation Organization effected by 
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12, 1955, as amended and extended, 
agreement between the United States 
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between the United States of America 
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1976. 
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Report ; no. 95-205. 

William J. Elder and the estate of 
Stephen M. Owens, deceased : report 
to accompany H.R. 3460., 78-5688 

Report ; no. 95-206. 

John A. Townsley : report to accompany 
H.R. 3620., 78-5689 

Report ; no. 95-207. 


Joseph J. Andrews : report to accompany 
H.R. 3621., 78-10107 
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Report ; no. 95-208. 

Mr. and Mrs. Aaron Wayne Ogburn : re- 
port to accompany H.R. 3622., 78- 
10108 

Report ; no. 95-209. 

Gary Daves and Marc Cayer : report to 
accompany H.R. 4533., 78-10109 

Report ; no. 95-216. 

Cdr. Edward White Rawlins, USN (ret.) : 
report to accompany H.R. 1445., 78- 
5690 

Report ; no. 95-249. 

Lilia Araujo : report to accompany H.R. 
1406., 78-1173 

Report ; no. 95-250. 

Umberto Ruffolo : report to accompany 
H.R. 1420., 78-1174 

Report ; no. 95-251. 

Mrs. Desolina Sciulli 
pany H.R. 1432., 

Report ; no. 95-252. 

Soo Jin Lee : report to accompany H.R. 
1437., 78-1176 

Report ; no. 95-255. 

Mrs. Angelita Short : report to accom- 
pany H.R. 1428., 78-1177 

Report ; no. 95-256. 

Abdelah Ahmed Chrayah : report to ac- 
company H.R. 1750., 78-1178 

Report ; no. 95-257. 

Joseph Lee Soryung : report to accom- 
pany H.R. 1936., 78-1179 

Report ; no. 95-258. 

Ruben P. Din : report to accompany 
H.R. 2253., 78-1180 

Report ; no. 95-259. 

Young Gun Kim : report to accompany 
H.R. 2553., 78-1181 

Report ; no. 95-260. 

Meeja Sa Foster : report to accompany 
H.R. 3217., 78-1182 

Report ; no. 95-261. 

Mark Charles Mieir and Liane Maria 
Mieir report to accompany H.R. 
3313., 78-1183 

Report ; no. 95-262. 

Hee Kyung Yoo : report to accompany 
H.R. 4246., 78-1184 


Report ; no. 95-272. 


: report to accom- 
78-1175 


Authorizing appropriations for the use of 


the Energy Research and Development 
Administration for fiscal year 1978 for 
national security programs : report to 
accompany H.R. 6566., 78-5691 
Report ; no. 95-278. 
AMVETS : report to accompany H.R. 
1952., 78-1185 


Report ; no. 95-301. 
Aviation insurance and reinsurance : re- 


port to accompany H.R. 6010., 78- 
5692 
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Report ; no. 95-326. 
Maria Miraflor Carabbacan : report to 
accompany H.R. 1392., 78-1186 


Report ; no. 95-327. 

Eun Kyung Park and Sang Hyuk Park : 
report to accompany H.R. 1440., 78- 
1187 

Report ; no. 95-328. 

Oh Soon Hee : report to accompany 
H.R. 1552., 78-1188 

Report ; no. 95-329. 

Cathy Gee Yuen : report to accompany 
H.R. 1777., 78-1189 


Report ; no. 95-330. 
Paz A. Norona : report to accompany 
H.R. 1787., 78-1190 


Report ; no. 95-331. 
Ricky Lee Trautvetter : report to accom- 
pany H.R. 2944., 78-1191 


Report ; no. 95-345. 

Federal grain inspection and weighing 
program improvements report 
together with supplemental views to 
accompany H.R. 6135., 78-5693 


Report ; no. 95-357. 

Increased compensation for veterans who 
have suffered the loss, or loss of use, 
of paired extremities : report to ac- 
company H.R. 6501., 78-1192 

Report ; no. 95-358. 

Providing an automobile assistance al- 
lowance and automotive adaptive 
equipment to veterans of World War I 
: report to accompany H.R. 6502., 
78-1193 

Report ; no. 95-361. 

Subdivision to subcommittees of budget 
totals agreed to in first concurrent 
resolution on the budget (S. Con. Res. 
19) for fiscal year 1978 /, 78-26877 

Report ; no. 95-364. 

Subdivision among subcommittees of 
budget allocation for fiscal year 1978 
/, 78-26878 

Report ; no. 95-377. 

Amending title 4 of the United States 
Code to make it clear that members of 
Congress may not, for purposes of 
State income tax laws, be treated as 
residents of any State other than the 
State from which they were elected : 
report to accompany H.R. 6893., 78- 
5694 

Report ; no. 95-385. 

John F. Kennedy Center act amendments 
: conference report to accompany S. 
521., 78-1194 

Report ; no. 95-389. 

Amending the act of April 17, 1954, 
which preserved within Manassas Na- 
tional Battlefield Park, Va., important 
historic properties relating to the bat- 





tles of Manassas, and for other pur- 
poses : report to accompany H.R. 
2437., 78-1195 

Report ; no. 95-401. 

Authorizing the Secretary of Agriculture 
to permit general recreational access 
and geothermal explorations for 6 
months within a portion of the Bull 
Run Reserve, Mount Hood National 
Forest, Oreg. : report to accompany 
H.R. 7606., 78-1196 

Report ; no. 95-408. 

Naming of Veterans’ Administration 
hospital at Tampa, Fla., for James A. 
Haley : report to accompany H.R. 
1678., 78-5695 

Report ; no. 95-409. 

Naming of Veterans’ Administration 
hospital at Bedford, Mass., for Edith 
Nourse Rogers : report to accompany 
H.R. 7643., 78-5696 

Report ; no. 95-421. 

Temporary suspension of duty on wood 
excelsior : report to accompany H.R. 
2692., 78-5697 

Report ; no. 95-431. 

For the relief of Jack R. Misner with 
respect to the vessel “Panda” : report 
to accompany H.R. 5037., 78-5698 


Report ; 1.0. 95-432. 


Temporary suspension of duty on photo- 
graphic color couplers and coupler in- 


termediates report to accompany 
H.R. 5052., 78-5699 

Report ; no. 95-433. 

Duty-free entry of competition bobsleds 
and luges : report to accompany H.R. 
5146., 78-5700 

Report ; no. 95-434. 

Reduced duty on levulose until July 1, 
1980 : report to accompany H.R. 
5176., 78-5701 

Report ; no. 95-437. 

For the relief of Joe Cortina of Tampa, 
Fla. : report to accompany H.R. 5289., 
78-5702 

Report ; no. 95-455. 

Making appropriations for the Treasury 
Department, the United States Postal 
Service, the Executive Office of the 
President, and certain independent 
agencies, for the fiscal year ending 
September 30, 1978, and for other 
purposes : conference report to ac- 
company H.R. 7552., 78-1197 

Report ; no. 95-458. 

Denial of 1977 comparability pay adjust- 
ments in case of certain positions : re- 
port to accompany S. 964., 78-5703 

Report ; no. 95-462. 

Authorizing the Secretary of the Interior 
to erect a memorial in honor of the 56 
signers of the Declaration of Indepen- 
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dence in Constitution Gardens in the 
District of Columbia : report to ac- 
company H.R. 2960 ..., 78-8408 


Report ; no. 95-472. 

Federal Trade Commission  over- 
sight—rulemaking, advertising, and 
consumer access : fourth report /, 78- 
1199 

Report ; no. 95-473. 

Real estate leasing practices of the 
Comptroller of the Currency and the 
Federal Deposit Insurance Corporation 
: fifth report /, 78-2308 

Report ; no. 95-482. 

Providing for the printing of the 
brochure entitled, ““How our laws are 
made”’ : report to accompany H. Con. 
Res. 190., 78-1200 

Report ; no. 95-483. 

Providing for the printing of a revised 
edition of “The Constitution of the 
United States of America” : report to 
accompany H. Con. Res. 217., 78- 
1201 

Report ; no. 95-484. 

Authorizing the printing of a revised edi- 
tion of “The Capitol’ as a House 
document : report to accompany H. 
Con. Res. 222., 78-1202 

Report ; no. 95-485. 

Providing for the printing as a House 
document of the pamphlet entitled 
“Black Americans in Congress” : re- 
port to accompany H. Con. Res. 182., 
78-1203 

Report ; no. 95-486. 

Authorizing a bust or statue of Martin 
Luther King, Jr., to be placed in the 
Capitol : report to accompany H. Con. 
Res. 60., 78-5704 

Report ; no. 95-488. 

National weatherization act report 
together with supplemental views to 
accompany H.R. 7893., 78-5705 

Report ; no. 95-489. 

To amend the act of March 2, 1931, to 
provide that certain proceedings of the 
Italian American War Veterans of the 
United States, inc., shall be printed as 
a House document, and for other pur- 
poses : report to accompany H.R. 
133., 78-1204 

Report ; no. 95-490. 

Permitting all employees of the House of 
Representatives to contribute, through 
payroll withholdings, to charitable or- 
ganizations in coordination with the 
Combined Federal Campaign and 
other fundraising in the executive 
branch of the Federal Government : 


report to accompany H. Res. 12., 78- 
5706 
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Report ; no. 95-498. 

Amending the Rules of the House of 
Representatives and establish a Per- 
manent Select Committee on _ Intel- 
ligence : report to accompany H.Res. 
658., 78-5707 

Report ; no. 95-505. 

Amending the statute of limitation provi- 
sions in section 2415 of title 28, 
United States Code, relating to claims 
by the United States on behalf of Indi- 
ans : conference report to accompany 
S$. 1377., 78-1206 

Report ; no. 95-508. 

Meda Abilay Florin : report to accom- 
pany H.R. 1939., 78-5708 

Report ; no. 95-509. 

Carmen Prudence Hernandez : report to 
accompany H.R. 2758., 78-5709 

Report ; no. 95-510. 

Sealie Von Kleist Hernandez : report to 
accompany H.R. 2759., 78-5710 

Report ; no. 95-511. 

Adelida Rea Berry : report to accompany 
H.R. 5555., 78-1207 

Report ; no. 95-514. 

Martha Castro Fitz Maurice : report to 
accompany H.R. 3618., 78-5711 

Report ; no. 95-515. 

Miss Coralia Raposo : report to accom- 
pany H.R. 5928., 78-1208 

Report ; no. 95-517. 

Apportionment for interstate highway 
system : report to accompany H. Con. 
Res. 282., 78-1209 

Report ; no. 95-521. 

The fair labor standards amendments of 
1977 : report together with additional, 
individual, additional minority, and 
supplemental view to accompany H.R. 
3744, 78-1210 

Report ; no. 95-523. 

Geoffery Parnham : report to accompany 
H.R. 1449., 78-5712 

Report ; no. 95-524. 

Doctor Lawrence C. B. Chan : report to 
accompany H.R. 1934., 78-5713 

Report ; no. 95-525. 

Kwi Sok Buckingham (nee Kim) : report 
to accompany H.R. 4401., 78-5714 

Report ; no. 95-526. 

Diplomatic relations act : report to ac- 
company H.R. 7819., 78-1211 

Report ; no. 95-527. 

Age discrimination in employment act, 
amendments of 1977 : report together 
with additional and individual views to 
accompany H.R. 5383., 78-8409 

Report ; no. 95-530. 

Directing the Secretary of the Interior 
and the Administrator of General Ser- 
vices to convey certain public and 
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acquired lands in the State of Nevada 
to the County of Mineral, Nevada : re- 
port to accompany H.R. 4979., 78- 
1212 

Report ; no. 95-531. 

Kwong Lam Yuen : report to accompany 
H.R. 1798., 78-5715 

Report ; no. 95-532. 

Dr. John Alexis L. S. Tam and Yeut 
Shun Tam : report to accompany H.R. 
2558., 78-5716 

Report ; no. 95-533. 

Kwi Bok Kim : report to accompany 
H.R. 3625., 78-5717 


Report ; no. 95-534. 

Disapproval of extension of Presidential 
authority to waive freedom of emigra- 
tion requirements under section 402 of 
the Trade Act of 1974 with respect to 
Romania : adverse report to accom- 
pany H. Res. 534., 78-5718 

Report ; no. 95-540. 

Designating certain endangered public 
lands for preservation as_ wilderness, 
providing for the study of additional 
endangered public lands for such 
designation, furthering the purposes of 
the Wilderness act of 1964, and other 
purposes : report together with supple- 
mental and minority views to accom- 
pany H.R. 3454., 78-1213 


Report ; no. 95-545. 
Navigation development act report 
together with supplemental, additional, 


and dissenting views to accompany 
H.R. 8309., 78-8410 


Report ; no. 95-548. 

Rural health clinic services : report of 
the Committee on Ways and Means, 
U.S. House of Representatives, on 
H.R. 8422., 78-2309 


Report ; no. 95-549. 
End stage renal disease program : report 
of the Committee on Ways and Means, 


U.S. House of Representatives, on 
H.R. 8423., 78-1214 


Report ; no. 95-550. 

Providing for the printing of 3,000 addi- 
tional copies of the report by the Sub- 
committee on Domestic Marketing, 
Consumer Relations, and Nutrition of 
the Committee on Agriculture entitled 
“The role of the Federal Government 
in nutrition education” : report to ac- 
company H. Con. Res. 263., 78-1215 

Report ; no. 95-551. 

Providing for the printing of 100,000 ad- 
ditional copies of the subcommittee 
print of the Subcommittee on Con- 
sumer Affairs of the Committee on 
Banking, Finance, and Urban Affairs 
entitled ‘‘Give yourself credit, guide to 
consumer credit laws” : report to ac- 
company H. Con. Res. 241., 78-1216 
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Report ; no. 95-552. 

Authorizing the printing of a revised edi- 
tion of “Our American Government” 
as a House document : report to ac- 
company H. Con. Res. 205., 78-1217 

Report ; no. 95-553. 

Authorizing the printing of a revised edi- 
tion of “Our flag’’ as a House docu- 
ment : report to accompany H. Con. 
Res. 204., 78-1218 

Report ; no. 95-554. 

Providing for reprinting of House Report 
94-1688 and House Report 94-1757 : 
report to accompany H. Res. 490., 
78-1219 

Report ; no. 95-555. 

Providing for the printing of the final re- 
port of the American Indian Policy 
Review Commission : report to accom- 
pany H. Res. 608., 78-1220 


Report ; no. 95-556. 

Authorizing the printing, as a House 
document, of a certain committee 
print of the Subcommittee on the City 
of the Committee on _ Banking, 
Finance, and Urban Affairs : report to 
accompany H. Res. 654., 78-1221 


Report ; no. 95-562. 

Providing funds for the expenses of in- 
vestigations and studies to be con- 
ducted by the House Permanent Com- 
mittee on Intelligence : report to ac- 
company H. Res. 729., 78-5719 

Report ; no. 95-566. 

Defense officer personnel management 
act : report of the Committee on 
Armed Services, House of Representa- 
tives, to accompany H.R. 5503., 78- 
5720 

Report ; no. 95-566. 

Defense officer personnel management 
act : report to accompany H.R. 5503., 
78-5721 

Report ; no. 95-567. 

Establishment of U.S. Postal Service ar- 
bitration board : report together with 
minority views to accompany H.R. 
7132., 78-1222 

Report ; no. 95-568. 

Saturday mail delivery : report together 
with supplemental views to accompany 
H. Con. Res. 277., 78-5722 

Report ; no. 95-569. 

Increasing the temporary debt limit : re- 
port together with minority views to 
accompany H.R. 8655., 78-1223 

Report ; no. 95-570. 

Authorizing the Secretary of the Interior 
to contract with the Middle Rio 
Grande Conservancy District of New 
Mexico for the payment of operation 
and maintenance charges on certain 
Pueblo Indian lands : report to accom- 
pany H.R. 2719., 78-1224 
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Report ; no. 95-572. 

Human resources development act of 
1977 : report together with dissenting 
views to accompany H.R. 8065., 78- 
5723 

Report ; no. 95-574. 

Legislative branch disclosure of act of 
1977 : report of the Select Committee 
on Ethics, U.S. House of Representa- 
tives, together with minority and addi- 
tional views, to accompany H.R. 
7401....,. 78-5724 


Report ; no. 95-575. 

Federal Trade Commission regional of- 
fice operations : sixth report /, 78- 
1225 

Report ; no. 95-576. 

Effectiveness of the export promotion 
policies and programs of the Depart- 
ments of Commerce and State 
seventh report /, 78-5725 


Report ; no. 95-578. 

Expressing the House of Representatives’ 
deep concern over the disregard of 
basic human rights in Cambodia : re- 
port to accompany H. Res. 724., 78- 
1226 


Report ; no. 95-579. 

Eliminating the requirement for inspec- 
tions of the mobile home manufactur- 
ing process by the Administrator of 
Veterans’ Affairs : report to accom- 
pany H.R. 4341., 78-1227 


Report ; no. 95-580. 

Eligibility for veterans’ benefits pursuant 
to upgrading discharges of certain 
former service members : report to ac- 
company H.R. 8698., 78-1228 


Report ; no. 95-581. 

Amending the act of October 2, 1968, an 
act to establish a Redwood National 
Park in the State of California, and for 
other purposes : report to accompany 
H.R. 3813., 78-1229, 78-5726 


Report ; no. 95-582. 

Second concurrent resolution on the 
budget, fiscal year 1978 : report of the 
Committee on the Budget, House of 
Representatives, to accompany H. 
Con. Res. 341 ... together with supple- 
mental, additional, and minority 
views., 78-1230 

Report ; no. 95-583. 

Major reforms needed in the Community 
Services Administration : eighth report 
/, 78-1231 

Report ; no. 95-584. 

Establishment of Offices of Inspector 
General in certain executive depart- 
ments and agencies : report to accom- 
pany H.R. 8588., 78-1232 

Report ; no. 95-586. 

GI bill improvements act of 1977 : report 
to accompany H.R. 8701., 78-1234 





Report ; no. 95-587. 
The nuclear antiproliferation act of 1977 
report, together with additional 
views, to accompany H.R. 8638., 78- 
1235 

Report ; no. 95-588. 

Deep seabed hard minerals act : report 
together with dissenting, separate, and 
additional views to accompany H.R. 
3350 ..., 78-5727 

Report ; no. 95-589. 

Energy transportation security act of 
1977 : report together with additional 
views on H.R. 1037 ... /, 78-2310, 
78-5728 

Report ; no. 95-590. 

Outer continental shelf lands act amend- 
ments of 1977: report /, 78-1236 

Report ; no. 95-591. 

Report of the Committee on Interstate 
and Foreign Commerce pursuant to 
section 302(b) (2) of the Congres- 
sional budget act of 1974., 78-5729 

Report ; no. 95-592. 

Opium production, narcotics financing 
and trafficking in Southeast Asia 
Asian survey : a report of the Select 
Committee on Narcotics Abuse and 
Control, April 7-20, 1977, Ninety-fifth 
Congress, first session., 78-2311 

Report ; no. 95-593. 

Elimination of apportionment require- 
ment for Federal employment : report 
to accompany H.R. 5054., 78-5730 


Report ; no. 95-594. 
Federal employee withholding of local 


taxes report to accompany H.R. 
8342., 78-5731 


Report ; no. 95-595. 

Bankruptcy law revision : report of the 
Committee on the Judicary, together 
with separate, supplemental, and 
separate additional views, to accom- 
pany H.R. 8200., 78-5732 


Report ; no. 95-596. 

District of Columbia appropriation bill, 
1978 : report together with additional 
views to accompany H.R. 9005., 78- 
1237 

Report ; no. 95-597. 

Authorizing the Wichita Indian Tribe of 
Oklahoma, and its affiliated bands and 
groups of Indians, to file with the Indi- 
an Claims Commission any of their 
claims against the United States for 
lands taken without adequate compen- 
sation, and for other purposes : report 
together with additional dissenting and 
supplemental views, to accompany 
H.R. 3377., 78-2312 


Report ; no. 95-598. 
Enhancing the outdoor recreation oppor- 
tunities for the people of the United 
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States by expanding the National Park 
System, by providing access to and 
within areas of the National Park 
System, and for other purposes : report 
together with dissenting and separate 
views to accompany H.R. 8336., 78- 
2313 

Report ; no. 95-599. 

Food and agriculture act of 1977 : con- 
ference report to accompany S. 275., 
78-1238 


Report ; no. 95-600. 


Providing for district office space for 
members of the House of Representa- 
tives : report to accompany H. Res. 


687., 78-5733 
Report ; no. 95-601. 


Second concurrent resolution on the 
: conference 
Teport to accompany H. Con. Res. 


budget, fiscal year 1978 


341., 78-10110 
Report ; no. 95-602. 


Providing for the consideration of H.R. 
8011 : report to accompany H. Res. 


763., 78-1239 
Report ; no. 95-603. 


Providing for the consideration of H.R. 
8655 : report to accompany H. Res. 


764., 78-1240 


Report ; no. 95-604. 
Women in business 


on Small Business., 


Report ; no. 95-605. 


78-5734 


River and harbor work by contract : re- 
port to accompany H.R. 7744., 78- 


2314 
Report ; no. 95-606. 


Authorizing the Select Committee on As- 
subcommittee 
thereof to make applications to courts; 
and to bring and defend lawsuits aris- 
ing out of subpenas, orders immunizing 
witnesses and compelling them to testi- 
fy, testimony or the production of 
evidence, and the failure to testify or 


sassinations or any 


produce evidence : 
pany H. Res. 760., 


Report ; no. 95-607. 

Library services and construction act 
amendments of 1977 : conference re- 
port to accompany S. 602., 78-2315 


Report ; no. 95-608. 

Allowing any attorney employed or 
retained by the Committee on Stan- 
dards of Official Conduct to take the 
deposition of any person for the pur- 
pose of conducting any inquiry or in- 
vestigation pursuant to H. Res. 252 : 
report toaccompany H. Res. 752., 
78-10111 


report to accom- 
78-5735 


Do not order from index; see indicated entry 


: report of the Sub- 
committee on Minority Enterprise and 
General Oversight of the Committee 





Report ; no. 95-609. 

Child abuse prevention and treatment 
amendments of 1977 : a report to ac- 
company H.R. 6693., 78-1241 

Report ; no. 95-610. 

Pretrial release or detention 
accompany H.R. 7747., 


Report ; no. 95-611. 

Airspace use : report to accompany H.R. 
7766., 78-5737 

Report ; no. 95-612. 

The George Washington University 
charter restatement act : the report to 
accompany S. 1060., 78-1242 

Report ; no. 95-613. 

Providing for the consideration of H.R. 
8638 : report to accompany H. Res. 
767., 78-1243 

Report ; no. 95-614. 

Department of Defense supplemental ap- 
propriation authorization act, 1978 : 
report together with dissenting views 
to accompany H.R. 8390., 78-2316 

Report ; no. 95-615. 

Implementation of Convention on cul- 
tural property : report to accompany 
H.R. 5643., 78-8411 

Report ; no. 95-616. 

Duty-free treatment of certain Canadian 
petroleum : report to accompany H.R. 
$858., 78-5738 

Report ; no. 95-617. 

Conversion of temporary administrative 
law judges : report to accompany H.R. 
5723 ..., 78-10112 

Report ; no. 95-618. 

Coverage for employees of certain non- 
profit organizations : report to accom- 
pany H.R. 8490., 78-5739 

Report ; no. 95-619. 

Conveying to the Ely Indian Colony the 
beneficial interest in certain Federal 
land : report to accompany H.R. 
6348., 78-10113 

Report ; no. 95-620. 

Providing for the study of certain lands 
to determine their suitability for 
designation as wilderness in  ac- 
cordance with the Wilderness act of 
1964, and for other purposes : report 
to accompany S. 393., 78-5740 

Report ; no. 95-621. 

Customs procedural reform 
accompany H.R. 8149., 


Report ; no. 95-622. 

Providing improved authority for the ad- 
ministration of certain National Forest 
System lands in Oregon report 
together with separate views to accom- 
pany H.R. 7074., 78-10115 


: report to 
78-5736 


: report to 
78-10114 
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Report ; no. 95-623. 

Restoring the Confederated Tribes of 
Siletz Indians of Oregon as a federally 
recognized sovereign Indian tribe, 
restoring to the Confederated Tribes of 
Siletz Indians of Oregon and its mem- 
bers those Federal services and 
benefits furnished to federally recog- 
nized American Indian tribes and their 
members, and for other purposes : re- 
port to accompany H.R. 7259., 78- 
10116 

Report ; no. 95-624. 

Declaring certain federally owned land 
held in trust by the United States for 
the Te-Moak Bands of Western 
Shoshone Indians : report to accom- 
pany S. 667., 78-10117 

Report ; no. 95-625. 

Third budget rescission bill, fiscal year 
1977 : report to accompany H.R. 
9019., 78-5741 

Report ; no. 95-626. 

Marine pollution environmental research 
and development act : report to ac- 
company S. 1617., 78-5742 

Report ; no. 95-628. 

Emergency lease and transfer of tobacco 
allotments : report to accompany H.R. 
9143., 78-10118 

Report ; no. 95-629. 

Providing for the consideration of H.R. 
1037 : report to accompany H. Res. 
774., 78-1244 

Report ; no. 95-630. 

Providing for the consideration of H.R. 
2329 : report to accompany H. Res. 
775., 78-1245 

Report ; no. 95-631. 

Providing for the consideration of H.R. 
8309 : report to accompany H. Res. 
776., 78-1246 

Report ; no. 95-632. 

Increasing the temporary debt limit : re- 
port together with minority views to 
accompany H.R. 9290., 78-10119 

Report ; no. 95-633. 

Making appropriations for foreign 
assistance and related programs for the 
fiscal year ending September 30, 1978 
: conference report to accompany H.R. 
7797., 78-8412 

Report ; no. 95-634. 

Housing and community development act 
of 1977 : conference report to accom- 
pany H.R. 6655., 78-2317 
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78-1301 

Report ; no. 95-391. 

Report with a recommendation of the 
Committee on Foreign Relations, on 
foreign travel paid for by foreign 
governments /, 78-1302 

Report ; no. 95-393. 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 1952 : report to ac- 
company S. Res. 233., 78-1303 

Report ; no. 95-394. 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 977 : report to accom- 
pany S. Res. 228., 78-1304 

Report ; no. 95-395. 

Authorizing supplemental expenditures 
by the Committee on Banking, Hous- 
ing, and Urban Affairs for inquiries 
and investigations : report to accom- 
pany S. Res. 243., 78-1305 

Report ; no. 95-397. 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 1217 : report to ac- 
company S. Res. 229., 78-1306 

Report ; no. 95-398. 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 1306 : report to ac- 
company S. Res. 235., 78-1307 
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Report ; no. 95-399. 

Second concurrent resolution on the 
budget, fy 1978 : report of the Com- 
mittee on the Budget, United States 
Senate, to accompany S. Con. Res. 43 

together with supplemental and 
minority views., 78-1308 

Report ; no. 95-400. 

Extending the special pay provisions for 
physicians and dentists in the 
uniformed services and reinstating the 
special pay provisions for optometrists 
and veterinarians : report to accom- 
pany S. 1731., 78-5926, 78-16329 


Report ; no. 95-401. 
Velzora Carr : report to accompany H.R. 
2563., 78-5927 


Report ; no. 95-402. 

Canadian tax provisions on U.S. broad- 
casting : report to accompany S. Res. 
152., 78-5928 

Report ; no. 95-403. 

Clarifying the status of the Librarian of 


the Congress : report to accompany S. 
1626., 78-5929 


Report ; no. 95-405. 

Fifth report on the conduct of monetary 
policy : a report together with addi- 
tional views /, 78-1309 


Report ; no. 95-406. 

Associate Administrator for Women’s 
Business Enterprise within the Small 
Business Administration : report to ac- 
company S. 1526., 78-2372 


Report ; no. 95-407. 

Consumer financial services act of 1977 : 
report of the Committee on Banking, 
Housing, and Urban Affairs, United 
States Senate, to accompany S. 2055, 
together with additional and minority 
views., 78-5930 

Report ; no. 95-408. 

Council on Wage and Price Stability 
amendments of 1977 : report to ac- 
company S. 2056., 78-5931 


Report ; no. 95-409. 

National energy conservation policy act : 
report of the Committee on Energy 
and Natural Resources, United States 
Senate, together with minority and ad- 
ditional views, to accompany S. 2057., 
78-5932 


Report ; no. 95-410. 

Neighborhood Reinvestment Corporation 
act : report to accompany S. 1724., 
78-5933 

Report ; no. 95-411. 

Amending chapter 49 of title 10, United 
States Code, to prohibit union or- 
ganization and membership in the 
Armed Forces, and for other purposes 
: report to accompany S. 274., 78- 
5934 












Report ; no. 95-412. 

Veterans disability compensation and 
survivor benefits act of 1977 : report 
of the Committee on Veterans’ Affairs, 
United States Senate, to accompany 
H.R. 1862., 78-5935 

Report ; no. 95-413. 

Defense production act amendments of 
1977 : report to accompany S. 695., 
78-5936 

Report ; no. 95-414. 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of H.R. 5027 : report to ac- 
company S. Res. 240., 78-5937 


Report ; no. 95-415. 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 1731 : report to ac- 
company S. Res. 246., 78-5938 


Report ; no. 95-416. 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 2057 : report to ac- 
company S. Res. 257., 78-5939 


Report ; no. 95-417. 

Fallon Paiute and Shoshone land transfer 
bill : report to accompany S. 785., 
78-5940 


Report ; no. 95-419. 

Temporary suspension of the duty on 
certain latex sheets, and other matters 
: report to accompany H.R. 2850., 
78-5941 


Report ; no. 95-421. 

Duty-free treatment for imports of copy- 
ing lathes used for making shoe lasts, 
and other matters : report to accom- 
pany H.R. 3093., 78-5942 


Report ; no. 95-422. 

Temporary suspension of the import duty 
on certain horses, and other matters : 
report to accompany H.R. 3259., 78- 
5943 


Report ; no. 95-423. 
For the relief of Joe Cortina : report to 
accompany H.R. 5289., 78-2373 


Report ; no. 95-424. 
For the relief of Jack R. Misner : report 
to accompany H.R. 5037., 78-2374 


Report ; no. 95-425. 

Duty-free treatment of aircraft engines 
used as temporary replacements for 
aircraft engines being repaired in the 
United States, and other matters : re- 
port to accompany H.R. 422., 78- 
5944 


Report ; no. 95-426. 
A resolution expressing the sense of the 
Senate with respect to European Com- 


munities’ restrictions on processed 
fruit and vegetable imports : report to 
accompany S. Res. 76., 78-5945 
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Report ; no. 95-427. 

Oil pollution liability and compensation : 
report of the Senate Committee on 
Commerce, Science, and Transporta- 
tion, on S. 2083 ..., 78-5946 

Report ; no. 95-428. 

Second concurrent resolution on the 
budget, fiscal year 1978 : conference 
report to accompany H. Con. Res. 
341., 78-10188 


Report ; no. 95-429. 

Position of Associate General : report to 
accompany S. 2089, and original bill., 
78-5947 


Report ; no. 95-430. 
Thuy Bach Kanter : report to accompany 
S. 1654., 78-5948 


Report ; no. 95-431. 
Young Shin Joo : report to accompany S. 
1005., 78-5949 


Report ; no. 95-432. 

Suspension of the import duty on in- 
travenous fat emulsion, and other mat- 
ters : report to accompany H.R. 1904., 
78-10189 


Report ; no. 95-433. 

Temporary suspension of duty on mat- 
tress blanks of rubber latex, and other 
matters : report to accompany H.R. 
2849., 78-10190 


Report ; no. 95-434. 

Extension of suspension of duties on cer- 
tain classifications of silk yarns, and 
other matters : report to accompany 
H.R. 3373., 78-10191 


Report ; no. 95-435. 

Transfer of offenders for the administra- 
tion of foreign penal sentences : report 
to accompany S. 1682., 78-5950 


Report ; no. 95-436. 

Natural Gas Policy Act : report together 
with additional views to accompany S. 
2104., 78-5951 


Report ; no. 95-437. 

Authorizing supplemental expenditures 
by the Committee on Banking, Hous- 
ing, and Urban Affairs for inquiries 
and investigations : report to accom- 
pany S. Res. 243., 78-5952 


Report ; no. 95-438. 

Protection of children against sexual ex- 
ploitation act of 1977 : report of the 
Committee on the Judiciary, United 
States Senate, on S. 1585., 78-10192 


Report ; no. 95-439. 

District of Columbia appropriation bill, 
1978 : report to accompany H.R. 
9005., 78-1310 


Report ; no. 95-440. 

Fair labor standards amendments of 
1977 : report together with additional 
views to accompany S. 1871., 78- 
2375 








Report ; no. 95-441. 

Waiver of section 303(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 2055 : report to ac- 
company S. Res. 250., 78-5953 

Report ; no. 95-442. 

Public utilities regulatory policy act of 
1977 : report to accompany §S. 2114., 
78-10193 

Report ; no. 95-443. 

Transportation as a remedy in school 
desegregation report together with 
minority and additional views to ac- 
company S. 1651., 78-5954 

Report ; no. 95-444. 

Controlled substances act extension : re- 
port to accompany H.R. 5742., 78- 
5955 

Report ; no. 95-445. 

Pueblos Land Transfer Bill : report to ac- 


company S. 1509., 78-10194 
Report ; no. 95-446. 
Fair labor standards amendments of 


1977 : report to accompany H.R. 
3744., 78-2376 


Report ; no. 95-447. 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 1682 : report to ac- 
company S. Res. 245., 78-5956 


Report ; no. 95-448. 

Financial disclosure under Senate rule 42 
: report to accompany S. Res. 265., 
78-5957 

Report ; no. 95-449. 

Federal grant and cooperative agreement 
act of 1977 : report of the Committee 
on Governmental Affairs, United 
States Senate, to accompany S. 431 ..., 
78-2377 

Report ; no. 95-450. 

Tax and loan accounts : report together 
with views of the Committee on 
Finance, to accompany H.R. 5675., 
78-10195 

Report ; no. 95-451. 

Extending the supervision of the U.S. 
Capital Police to certain facilities 
leased by the Office of Technology As- 
sessment report to accompany S. 
2052., 78-5958 

Report ; no. 95-452. 

Authorizing supplemental expenditures 
by the Committee on Rules and Ad- 


ministration : report to accompany S. 
Res. 269., 78-5959 

Report ; no. 95-453. 

Medicare-Medicaid anti-fraud and abuse 
amendments of 1977 : report of the 


Committee on Finance, U.S. Senate, 
on S. 143., 78-8475 
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Report ; no. 95-454. 

Funding the national system of interstate 
and defense highways : report together 
with additional views to accompany H. 
Con. Res. 282., 78-5960 

Report ; no. 95-455. 

Authorizing appropriations during the 
fiscal year 1978 for procurement of 
aircraft and missiles, and research, 
development, test, and evaluation for 
the Armed Forces, and for other pur- 
poses : report to accompany S. 1863., 
78-5961 

Report ; no. 95-456. 

Extension and waiver provisions related 
to social services, medicaid, aid to 
families with dependent children pro- 
grams report to accompany H.R. 
3387., 78-5962 

Report ; no. 95-457. 

Allocation of budget totals for fiscal year 
1978, second concurrent resolution on 
the Budget : report pursuant to section 
302(b) of the Congressional budget 
act of 1974., 78-5963 

Report ; no. 95-458. 

World Assembly on Aging and World 
Year on Aging : report to accompany 
S. Res. 238., 78-5964 

Report ; no. 95-459. 

Increased funding for the reception of 
foreign dignitaries : report to accom- 
pany S. Res. 278., 78-5965 

Report ; no. 95-460. 

Ak-Chin water settlement and emergency 
supply : report to accompany S. 1582., 
78-10196 

Report ; no. 95-461. 

Federal mine safety and health amend- 
ments act of 1977 : conference report 
to accompany S. 717., 78-8476 

Report ; no. 95-462. 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 2114 : report to ac- 
company S. Res. 263., 78-5966 

Report ; no. 95-463. 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 785 : report to accom- 
pany S. Res. 270., 78-5967 

Report ; no. 95-464. 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 1863 : report to ac- 
company S. Res. 2730., 78-5968 

Report ; no. 95-465. 

Reorganization plan no. | of 1977 relat- 
ing to the Executive Office of the Pre- 
sident : report together with additional 


views relating to S. Res. 222., 78- 
10197 
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Report ; no. 95-466. 

International emergency economic 
powers legislation : report of the Com- 
mittee on Banking, Housing, and 
Urban Affairs, United States Senate, to 
accompany H.R. 7738., 78-10198 

Report ; no. 95-467. 

Nuclear non-proliferation act of 1977 : 
report together with additional views 
to accompany S. 897., 78-10199 

Report ; no. 95-468. 

GI bill improvement act of 1977 : report 
together with separate views of the 
Committee on Veterans’ Affairs, 
United States Senate, to accompany S. 
457., 78-1311, 78-5969 

Report ; no. 95-469. 

Report of the Committee on Human 
Resources, pursuant to section 302(b) 
of the Congressional budget act of 
1974., 78-10200 

Report ; no. 95-470. 

Improvement of Roberts Field, 
Redmond, Oreg. : report to accom- 
pany S. 2100., 78-8477 

Report ; no. 95-471. 

Indochina migration and _ refugee 
assistance act of 1977 : report to ac- 
company S. 2108., 78-10201 

Report ; no. 95-472. 

Ludwik Kikla : report to accompany S. 
280., 78-5970 

Report ; no. 95-473. 

Bharat M. Parekh : report to accompany 
S. 200., 78-5971 

Report ; no. 95-474. 

In Hea Kim and Myung Sung Kwon : re- 
port to accompany S. 1551., 78-5972 

Report ; no. 95-475. 

District Court for Northern Marianas : 
report to accompany S. 2149., 78- 
5973 

Report ; no. 95-476. 

Doctor Lawrence C. B. Chan : report to 
accompany H.R. 1934., 78-5974 

Report ; no. 95-477. 

To extend by 7 months the term of the 
National Commission on New 
Technological Uses of Copyrighted 
Works : report to accompany H.R. 
4836., 78-5975 

Report ; no. 95-478. 

National Law Student Recognition Day : 
report to accompany S.J. Res. 80., 
78-10202 

Report ; no. 95-479. 

Granting a Federal Charter to the Amer- 
ican Ex-Prisoners of War, inc. : report 
to accompany S. 1590., 78-5976 

Report ; no. 95-480. 

Certain postmasters cahrged with postal 


deficiencies report to accompany 
H.R. 1613., 78-10203 
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Report ; no. 95-481. 

Automobile crash protection report 
together with minority and supplemen- 
tal views of the Committee on Com- 
merce, Science, and Transportation, 
on S. Con. Res. 31 ..., 78-10204 

Report ; no. 95-482. 

Authorizing appropriations for the Ener- 
gy Research and Development Ad- 
ministration : conference report to ac- 
company S. 1811., 78-5977 

Report ; no. 95-483. 

Allocation budget report by Select Com- 
mittee on Indian Affairs : report con- 
cerning allocation of budget totals., 
78-5978 

Report ; no. 95-484. 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 2108 : report to ac- 
company S. Res. 283., 78-5979 

Report ; no. 95-485. 

Hubert H. Humphrey Building : report to 
accompany S. 2169., 78-10205 


Report ; no. 95-486. 

Report of the Committee on Energy and 
Natural Resources pursuant to section 
302(b) of the Congressional budget 
act of 1974 : report., 78-5980 

Report ; no. 95-487. 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 897 : report to accom- 
pany S. Res. 286., 78-5981 

Report ; no. 95-488. 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 1582 : report to ac- 
company S. Res. 274., 78-5982 

Report ; no. 95-489. 

Authorizing supplemental expenditures 
for the Committee on Agriculture, 
Nutrition, and Forestry : report to ac- 
company S. Res. 291., 78-5983 

Report ; no. 95-490. 

Endangered American wilderness act of 
1977 : report to accompany H.R. 
3454., 78-5984 

Report ; no. 95-491. 

Kosciuszko commemoration plaque : re- 
port to accompany H.J. Res. 573., 
78-5985 

Report ; no. 95-491. 

Providing for the establishment of a 
Center for the Book in the Library of 
Congress : report to accompany H.R. 
6214., 78-1205 

report ; no. 95-492. 

Report of the Committee on Veterans’ 
Affairs pursuant to section 302(b) of 
the Congressional budget act of 1974 : 
report., 78-5986 





Report ; no. 95-493. 

Amending the Age discrimination in em- 
ployment act amendments of 1977 : 
report together with additional views 
to accompany H.R. 5383., 78-10206 

Report ; no. 95-494. 

Authorizing the printing of additional co- 
pies of the Senate hearing entitled 
“Panama Canal treaty (disposition of 
United States territory), part 2” : re- 
port to accompany S. Res. 289., 78- 
5987 

Report ; no. 95-495. 

Authorizing the printing of additional co- 
pies of the Senate hearing entitled 
“Panama Canal treaty (disposition of 
United States territory), part 1" : re- 
port to accompany S. Res. 290., 78- 
5988 

Report ; no. 95-496. 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 2149 : report to ac- 
company S. Res. 287., 78-5989 

Report ; no. 95-497. 

Fair labor standards amendments of 


1977 : conference report to accom- 
pany H.R. 3744., 78-2378 


Report ; no. 95-498. 
Career education incentive act : report 
to accompany S. 1328., 78-5990 


Report ; no. 95-500. 

Review of laws related to contributions 
made by or solicited from Senate of- 
ficers and employees and the use of of- 
ficial staff by holders of public office 
in Federal campaigns : report of the 
Committee on Rules and Administra- 
tion /, 78-10207 

Report ; no. 95-501. 

Hawaiian Native Claims Settlement 
Study Commission : report to accom- 
pany S.J. Res. 4., 78-10208 

Report ; no. 95-502. 

Allocation to subcommittees of budget 
totals from the second concurrent 
resolution for fiscal year 1978 ... /, 
78-5991 

Report ; no. 95-503. 

Commission on Domestic and Interna- 
tional Hunger and Malnutrition : re- 
port to accompany S. Res. 271., 78- 
5992 

Report ; no. 95-504. 

National school lunch and child nutrition 
amendments of 1977 : conference re- 
port to accompany H.R. 1139., 78- 
5993 

Report ; no. 95-505. 

Overseas Private Investment Corporation 
amendments act of 1977 report 
together with minority views to accom- 
pany S$. 1771., 78-5994 
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Report ; no. 95-506. 

Report of the Committee on Veterans’ 
Affairs pursuant to section 302(b) of 
the Congressional budget act of 1974 : 
report., 78-5995 

Report ; no. 95-507. 

Increasing the amount which may be ex- 
pended by the Select Committee on 
Small Business for the procurement of 
the services of individual consultants 
or organizations thereof : report to ac- 
company S. Res. 272., 78-5996 

Report ; no. 95-508. 

Authorizing supplemental expenditures 
by the Committee on Armed Services, 
the Committee on Energy and Natural 
Resources, the Committee on Environ- 
ment and Public Works, and the Com- 
mittee on Foreign Relations for inqui- 
ries and investigations : report to ac- 
company S. Res. 297., 78-5997 

Report ; no. 95-509. 

Authorizing additional expenditures by 
the Committee on Rules and Adminis- 
tration for routine purposes : report to 
accompany S. Res. 298., 78-5998 

Report ; no. 95-510. 

Big Brothers-Big Sisters of America : re- 
port to accompany S. 2208., 78-5999 

Report ; no. 95-511. 

Relief of Rawleigh Moses & Co., inc. : 
report to accompany S. Res. 234., 
78-8478 

Report ; no. 95-512. 

Recognition of General Thaddeus 
Kosciuszko : report to accompany S. 
Con. Res. 44., 78-6000 

Report ; no. 95-513. 

Elementary and secondary career educa- 
tion act of 1977 : report to accompany 
H.R. 7., 78-6001 

Report ; no. 95-514. 

Sawtooth National Recreation Area : re- 
port to accompany S. 791., 78-8479 


Report ; no. 95-515. 

Authorizing the State of Hawaii to use 
the proceeds from sale, lease, or other 
disposition of certain real property for 
any public purpose : report to accom- 
pany S. 1318., 78-8480 

Report ; no. 95-516. 

Enlarging the boundary of the Cibola 
National Forest in the State of New 
Mexico : report to accompany S. 553., 
78-8481 

Report ; no. 95-517. 

Authorizing the Secretary of the Interior 
to convey the interest of the United 
States in certain lands in Adams Coun- 
ty, Miss., notwithstanding a limitation 
in the Color of title act : report to ac- 
company H.R. 1403., 78-6002 
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Report ; no. 95-518. 

Authorizing the Secretary of Agriculture 
to convey certain lands in the Sierra 
National Forest, Calif., to the Madera 
Cemetery District : report to accom- 
pany H.R. 2527., 78-6003 

Report ; no. 95-519. 

Providing for the conveyance of certain 
lands in the Wenatchee National 
Forest, Washington, by the Secretary 
of Agriculture : report to accompany 
S. 2033., 78-8482 

Report ; no. 95-520. 

Modifying the boundary of the White 
River National Forest in the State of 
Colorado report to accompany S. 
2101., 78-6004 

Report ; no. 95-521. 

Providing for the conveyance of certain 
lands to the University of Nevada : re- 
port to accompany S. 917., 78-6005 

Report ; no. 95-522. 

Directing the Secretary of the Interior to 
convey certain lands to the County of 
Mineral, Nev. : report to accompany 
H.R. 4979., 78-6006 

Report ; no. 95-523. 

Authorizing the disposition of certain in- 
terests in recreational demonstration 
project lands by the State of Oklahoma 
: report to accompany S. 920., 78- 
8483 

Report ; no. 95-524. 

Fort Union Trading Post NHS : report to 
accompany S. 491., 78-8484 

Report ; no. 95-525. 

Renaming the Indiana Dunes National 
Lakeshore : report to accompany S. 
1045., 78-8485 

Report ; no. 95-526. 

Legionville National Historic Site : report 
to accompany S. 1104., 78-8486 

Report ; no. 95-527. 

Authorizing the Secretary of Agriculture 
to convey certain homesites within the 
Chugach and Tongass National Forest, 
Alaska : report to accompany S. 2118., 
78-8487 

Report ; no. 95-528. 

Redwood National Park : report together 
with minority views to accompany S. 
1976., 78-2379 

Report ; no. 95-529. 

Energy production and conservation tax 
incentive act : report of the Committee 
on Finance, United States Senate, on 
H.R. 5263, together with additional, 
supplemental, and dissenting views., 
78-10209 

Report ; no. 95-530. 

Librado Perez : report to accompany S. 
330., 78-6007 
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Report ; no. 95-531. 

Fox-Chiau Shih : report to accompany S. 
336., 78-6008 

Report ; no. 95-532. 

Isaias Berrones Reyes : report to accom- 
pany S. 1413., 78-6009 

Report ; no. 95-533. 

Sang Yun Yoon: report to accompany S. 
1618., 78-6010 

Report ; no. 95-534. 

Chin-Ho An : report to accompany H.R. 
3461., 78-6011 

Report ; no. 95-535. 

Imelda C. Jayag Potter : report to ac- 
company S. 579., 78-6012 

Report ; no. 95-536. 

Juanita Binabise : report to accompany 
S.1110., 78-6013 


Report ; no. 95-537. 

So San Kim : report to accompany S. 
1136., 78-6014 

Report ; no. 95-538. 

Miss Meema Muser : report to accom- 
pany S. 1852., 78-6015 


Report ; no. 95-539. 

Timmy Lao Olavere : report to accom- 
pany S. 612., 78-6016 

Report ; no. 95-540. 

Chester Chun Ket Young (also known as 
Chun-Kit Yeung) : report to accom- 
pany S. 1165., 78-6017 

Report ; no. 95-541. 

Maria Elena Jumalon : report to accom- 
pany S. 1166., 78-6018 


Report ; no. 95-542. 

Heung-Sang Chun (also known as Mar- 
garet Chun) : report to accompany S. 
1400., 78-6019 

Report ; no. 95-543. 

Activities of the Committee on Govern- 
ment Operations : report of the Com- 
mittee on Governmental Affairs, 
United States Senate, and its subcom- 
mittees for the Ninety-fourth Con- 
gress., 78-10210 

Report ; no. 95-544. 

National Medical Laboratory Week : re- 
port to accompany S.J. Res. 78., 78- 
10211 

Report ; no. 95-545. 

Amending section 771 of Public health 
service act : report together with addi- 
tional views to accompany S. 2159., 
78-8488 

Report ; no. 95-546. 

Authorizing the printing of additional co- 
pies of hearings entitled ‘Panama 
Canal treaties” : report to accompany 
S. Con. Res. 53., 78-6020 
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Report ; no. 95-547. 

Authorizing the printing of the commit- 
tee print entitled “Study on Federal 
regulation, volume IV, Delay in the 
regulatory process” as a Senate docu- 
ment : report to accompany S. Res. 
276., 78-6021 

Report ; no. 95-548. 

Authorizing the printing of the commit- 
tee print entitled “Study on Federal 
regulation, volume III, Public par- 
ticipation in regulatory agency 
proceedings” as a Senate document : 
report to accompany S. Res. 277., 
78-6022 

Report ; no. 95-549. 

Increasing the fiscal year limitation on 
expenses which may be incurred by 
the Committee on Foreign Relations to 
facilitate the interchange and reception 
of certain foreign dignitaries : report to 
accompany S. Res. 278., 78-8489 

Report ; no. 95-550. 

Authorizing the printing of the report en- 
titled ‘Progress in the prevention and 
control of air pollution in 1976” as a 
Senate document : report to accom- 
pany S. Res. 285., 78-6023 

Report ; no. 95-551. 

Authorizing the printing of 100,000 addi- 
tional copies of the subcommittee print 
of the Subcommittee on Consumer Af- 
fairs of the Committee on Banking, 
Finance, and Urban Affairs entitled 
“Give yourself credit, guide to con- 
sumer credit laws” : report to accom- 
pany H. Con. Res. 241., 78-6024 


Report ; no. 95-552. 
International safe container act : report 
to accompany S. 1597., 78-8490 


Report ; no. 95-553. 

Emergency increase in the capital stock 
of the Federal Crop Insurance Cor- 
poration report to accompany S. 
2230., 78-8491 

Report ; no. 95-554. 

Report on the Interstate horseracing act 
of 1977 : report together with minority 
views to accompany S. 1185., 78- 
8492 

Report ; no. 95-556. 

Authorizing the printing as a House 
document of the pamphlet entitled 
“Black Americans in Congress” : re- 
port to accompany H. Con. Res. 182., 
78-6025 

Report ; no. 95-557. 

Authorizing the printing of the brochure 
entitled ‘‘How our laws are made” (H. 
Doc. 94-509) as a House document : 


report to accompany H. Con. Res. 
190, 78-6026 
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Report ; no. 95-560. 

Authorizing the printing of a revised edi- 
tion of ‘‘The Constitution of the 
United States of America” as a House 
document : report to accompany H. 
Con. Res. 217., 78-6027 

Report ; no. 95-561. 

Authorizing the printing as a House 
document of a revised edition of “‘The 
Capitol” : report to accompany H. 
Con. Res. 222., 78-6028 

Report ; no. 95-562. 

Resolution disapproving deferral of 
budget authority : report together with 
views of the Committee on the Budget 
to accompany S. Res. 282., 78-2380 

Report ; no. 95-564. 

Supplemental appropriations bill, 1978 : 
report to accompany H.R. 9375., 78- 
6030 


Report ; no. 95-565. 

Amending the subpena authority of the 
Select Committee on Ethics contained 
in section 3 (d) of Senate Resolution 
338, agreed to July 24, 1964 : report 
to accompany S. Res. 312., 78-6031 


Report ; no. 95-566. 

Use of simplified address mailings by 
Members of the Senate report 
together with additional views pursuant 
to section 306 of S. Res. 110., 78- 
10212 


Report ; no. 95-567. 

To approve the Presidential decision on 
an Alaska natural gas transportation 
system : report of the Committee on 
Energy and Natural Resources, United 
States Senate, to accompany S.J. Res. 
82., 78-6032 


Report ; no. 95-568. 

Eliminating a conflict between the offi- 
cial cadastral survey and a private sur- 
vey of the so-called Wold Tract within 
the Medicine Bow National Forest, 
State of Wyoming : report to accom- 
pany H.R. 2501., 78-6033 


Report ; no. 95-569. 

The bilingual, hearing, and speech im- 
paired court interpreter act : report to 
accompany S. 1315., 78-8493 

Report ; no. 95-570. 

Amending title IV, Employee retirement 
income security act of 1974 : report 
together with additional views to ac- 
company S. 2125., 78-8494 

Report ; no. 95-571. 

Authorizing supplemental expenditures 
by the Committee on Armed Services 
for inquiries and investigations : report 
to accompany S. Res. 314., 78-6034 

Report ; no. 95-572. 

Social security amendments of 1977 : re- 
port of the Committee on Finance, 





U.S. Senate, on H.R. 5322, together 
with minority and additional views., 
78-6035 

Report ; no. 95-573. 

Public assistance amendments of 1977 : 
report of the Committee on Finance, 
U.S. Senate, on H.R. 7200., 78- 
10213 

Report ; no. 95-574. 

Status of certain Oklahoma Indian tribes 
: report to accompany S. 661., 78- 
6036 

Report ; no. 95-575. 

Payment of charges to Middle Rio 
Grande Conservancy District : report 
to accompany H.R. 2719., 78-6037 

Report ; no. 95-577. 

Jin Syen Suh : report to accompany S. 
1154., 78-6038 

Report ; no. 95-578. 

Redwood National Park : report to ac- 
company S. 1976., 78-2381 


Report ; no. 95-579. 

Accommodations for judges of the court 
of appeals : report to accompany H.R. 
2770., 78-8495 

Report ; no. 95-580. 

Communications act 
ments—penalities and forfeitures 
authority and regulation of cable 
television pole attachments by the 
Federal Communicaions Commission : 
report to accompany S. 1547., 78- 
6039 

Report ; no. 95-581. 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 2230 : report to ac- 
company S. Res. 308., 78-6040 

Report ; no. 95-582. 

Tribally controlled community assistance 
act of 1977 : report to accompany S. 
1215., 78-10214 

Report ; no. 95-583. 

Amendment of the Administrative Con- 
ference Act : report to accompany S. 
1792., 78-10215 

Report ; no. 95-584. 

Payment of losses incurred as a result of 
the ban on the use of Tris : report to 
accompany S. 1503., 78-6041 

Report ; no. 95-585. 

River basin monetary authorizations : re- 
port to accompany S. 2281., 78-8496 

Report ; no. 95-587. 

Chong Cha Williams : report to accom- 
pany S. 405., 78-6043 

Report ; no. 95-588. 

Rosalinda Flores Vaow : report to ac- 
company S. 432., 78-6044 


amend- 
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Report ; no. 95-589. 

Elvi Engelsmann Jensen : report to ac- 
company S. 1401., 78-6045 

Report ; no. 95-590. 

Patricia R. Tully : report to accompany 
H.R. 2661., 78-6046 

Report ; no. 95-591. 

Do Sook Park : report to accompany S. 
1563., 78-6047 

Report ; no. 95-592. 

Mark Charles Mieir and Liane Maria 
Mieir report to accompany H.R. 
3313., 78-6048 

Report ; no. 95-593. 

Brian Patrick Webb and his wife, Lau- 


rene Anne Webb : report to accom- 


pany S. 1052., 78-6049 
Report ; no. 95-594. 


Adelaida Rea Berry : report to accom- 


pany H.R. 5555., 


Report ; no. 95-595. 
Young-Shik Kim : report to accompany 
S. 973., 78-6051 


Report ; no. 95-596. 


78-6050 


Ah Young Cho Kwak : report to accom- 


pany S. 833., 78-6052 
Report ; no. 95-598. 


Providing for two additional Assistant 
Department of 


Secretaries in the 
Agriculture : report to accompany S. 
1704., 78-8497 


Report ; no. 95-599. 


Providing an additional Assistant Secre- 
tary in the Department of the Treasury 
: report to accompany S. 1730., 78- 


8498 


Report ; no. 95-600. 
Amyotrophic lateral sclerosis : 
accompany S. Con. Res. 26., 


Report ; no. 95-601. 


78-8499 


Prohibiting the sexual exploitation of 


children : conference report to accom- 
pany S. 1585., 78-8500 


Report ; no. 95-603. 


Bretton Woods agreements amendments 


act of 1977 : report of the Committee 
on Foreign Relations, United States 
Senate, on S. 2152 ..., 78-6053 


Report ; no. 95-604. 


Foreign intelligence surveillance act of 


1977 : report together with minority 
views to accompany S. 1566., 78- 
6054 

Report ; no. 95-605. 

Criminal code reform act of 1977 : re- 
port of the Committee on the Judicia- 
ry, United States Senate, to accom- 
pany S. 1437., 78-10216 

Report ; no. 95-606. 

Reorganization plan no. 2 of 1977 : re- 
port together with additional views to 
accompany S. Res. 293., 78-10217 
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Report ; no. 95-607. 

Endangered species act authorizations : 
conference report to accompany S. 
1316., 78-10218 

Report ; no. 95-608. 

Health professions education amend- 
ments of 1977 : conference report to 
accompany H.R. 9418., 78-6055 

Report ; no. 95-609. 

Direct popular election of the President 
and Vice President of the United 
States : report together with minority 
and additional views of the Committee 
on the Judiciary, United States Senate, 
on S.J. Res. 1., 78-10219 

Report ; no. 95-610. 

Report on the conduct of monetary pol- 
icy from the Committee on Banking, 
Housing, and Urban Affairs, United 
States Senate., 78-16330 

Report ; no. 95-611. 

A joint resolution to provide for the 
striking of a national medal to com- 
memorate the bicentennial of an out- 
standing historic event or personality 
during 1977 : report to accompany 
H.J. Res. 386., 78-10220 

Report ; no. 95-612. 

Social security amendments of 1977 : 
conference report to accompany H.R. 
9346., 78-10221 

Report ; no. 95-613. 

Pension requirements simplification act : 
report to accompany S. 2352., 78- 
10222 

Report ; no. 95-614. 

Elimination of apportionment require- 
ment for Federal employment : report 
to accompany H.R. 5054., 78-10223 

Report ; no. 95-629. 

Annual report of the Select Committee 
on Small Business, United States 
Senate., 78-16331 


Report ; no. 95-686. 
Acceptance and reporting of travel ex- 
penses paid for by third parties under 


Senate Rule 51 : report to accompany 
S. Res. 319., 78-6042 


United States. 95th Congress, 2d session, 


1978. House. 

Document ; no. 95-273. 

State of the Union : message from the 
President of the United States ...,  78- 
12240 

Document ; no. 95-274. 

Cumulative report on rescissions and 
deferrals., 78-16332 

Document ; no. 95-275. 

Review of deferrals communication 
from the Acting Comptroller General 
of the United States ..., 78-12241 
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Document ; no. 95-276. 

Reports to be made to Congress : com- 
munications from the Clerk, U.S. 
House of Representatives transmitting 
a list of reports which it is the duty of 
any officer or department to make to 
Congress, pursuant to Rule III, clause 
2, of the Rules of the House of 
Representatives., 78-12242 

Document ; no. 95-277. 

Lewis and Clark Trail, proposed national 
historic trail : communication from the 
Assistant Secretary of the Interior ..., 
78-24679 

Document ; no. 95-278. 

Proceedings of the National Convention 
of the Veterans of World War I of the 
United States, Inc., 78-24680 

Document ; no. 95-279. 

Economic report of the President; 
message from the President of the 
United States transmitting his 
economic report., 78-24681 

Document ; no. 95-282. 

Progress in Cyprus negotiations 
message from the President of the 
United States ..., 78-12243 

Document ; no. 95-283. 

Tax proposals : message from the Pre- 
sident of the United States ..., 78- 
12244 

Document ; no. 95-284. 

Highway and transit programs : message 
from the President of the United States 
wy 78-12245 

Document ; no. 95-285. 

Rescissions and deferrals : message from 
the President of the United States ..., 
78-12246 

Document ; no. 95-286. 

Denial of import relief for the U.S. high 
carbon ferrochromium industry : com- 
munication from the President of the 
United States .... 78-12247 

Document ; no. 95-288. 

Supplemental appropriation : communi- 
cation from the President of the 
United States transmitting a proposed 
supplemental appropriation for the De- 
partment of Energy for fiscal year 
1978., 78-12248 

Document ; no. 95-289. 

Denial of import relief for the U.S. bolt, 
nut, and large screw industry : commu- 
nication from the President of the 
United States ..., 78-12249 

Document ; no. 95-290. 

Cumulative report on rescissions and 
deferrals., 78-16333 

Document ; no. 95-291. 

Review of rescissions and deferrals 
communcation from the Comptroller 
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General of the United States 
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Document ; no. 95-292. 

Proceedings of the National Convention 
of the Veterans of Foreign Wars of the 
United States., 78-24682 

Document ; no. 95-293. 

Extension of the Comprehensive employ- 
ment and training act : message from 
the President of the United States ..., 
78-12251 

Document ; no. 95-294. 

Deferrals : message from the President of 
the United States ..., 78-12252 


Document ; no. 95-295. 

Reorganization plan no. | of 1978 
message from the President of the 
United States ..., 78-12253 


Document ; no. 95-296. 

Elementary and secondary education 
message from the President of the 
United States ...,. 78-12254 

Document ; no. 95-297. 

International agreement with Italy on so- 
cial security : message from the Pre- 
sident of the United States ..., 78- 
12255 

Document ; no. 95-298. 


Report of the Clerk of the House., 78- 
24683 


Document ; no. 95-299. 

Civil service reform : message from the 
President of the United States ...,  78- 
12256 

Document ; no. 95-300. 

Deferrals : message from the President of 
the United States ..., 78-16334 


Document ; no. 95-301. 
Cumulative report on rescissions and 
deferrals., 78-24684 


Document ; no. 95-302. 

The Iditarod Trail : communication from 
the Assistant Secretary of the Interior 
.-» 78-19289 

Document ; no. 95-303. 

Budget revisions : communication from 
the Acting Director, Office of Manage- 
ment and Budget, Executive Office of 
the President ..... 78-16335 

Document ; no. 95-304. 

Review of deferrals communication 
from the Comptroller General of the 
United States ..., 78-16336 

Document ; no. 95-308. 

Progress in Cyprus negotiations 
message from the President of the 
United States ..., 78-19290 

Document ; no. 95-309. 

Urban policy : message from the Pre- 


sident of the United States ..., 78- 
26885 
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Document ; no. 95-310. 

Budget of the District of Columbia fiscal 
year 1979 message from the Pre- 
sident of the United States ..., 78- 
22575 

Document ; no. 95-311. 

Supplemental appropriations and budget 
amendments : communication from the 
President of the United States ..., 78- 
16337 

Document ; no. 95-312. 

Military sales to Turkey : communication 
from the President of the United States 
.-5 7178-24685 


Document ; no. 95-313. 

Import relief for the citizen band radio 
transceiver industry : communication 
from the President of the United 
States..., 78-26886 


Document ; no. 95-314. 

Review of deferrals communication 
from the Comptroller General of the 
United States ..., 78-16338 


Document ; no. 95-316. 

Energy action no. DOE-001 : communi- 
cation from the Secretary of Energy 
transmitting an amendment to the 
Strategic Petroleum Reserve Plan 
78-24686 

Document ; no. 95-318. 

United States-Hungarian trade agreement 


: communication from the President of 
the United States ..., 78-24687 


ees 


Document ; no. 95-319. 

Cumulative report on rescissions and 
deferrals., 78-24688 

Document ; no. 95-320. 

Annual report to the President and to 
the Congress., 78-24689 

Document ; no. 95-321. 

Supplemental appropriations for the 
Small Business Administration : com- 
munication from the President of the 
United States ..., 78-26887 

Document ; no. 95-322. 

Waiver of countervailing duties on non- 
rubber footwear from Uruguay : com- 
munication from the Acting General 
Counsel of the Treasury ..., 78-24690 

Document ; no. 95-323. 

Highway trust fund, annual report., 78- 
24691 

Document ; no. 95-324. 

Airport and airway trust fund, annual re- 
port., 78-24692 

Document ; no. 95-327. 

Export of special nuclear material to 
India : message from the President of 
the United States ..., 78-19292 

Document ; no. 95-331. 

Supplemental appropriations, budget 
amendments and request for advance 
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appropriations : communication from 
the President of the United States ..., 
78-16339 

Document ; no. 95-332. 

Study of the use of solar energy in House 
Office Buildings : communication from 
the Architect of the Capitol ..., 78- 
19288 


Document ; no. 95-334. 


New Mexico and for such land to be 
held in trust by the United States for 
such tribes : report to accompany S. 
1509., 78-12257 

Report ; no. 95-847. 

Authorizing the Secretary of the Interior 
to transfer franchise fees received from 
certain concession operations at Grand 
Canyon National Park, Ariz., to the 

Cumulative report on rescissions and Grand Canyon Unified School District, 
deferrals., 78-24693 Arizona, and for other purposes : re- 

Tickumtet -'wo. 95:325 port to accompany S. 2076., 78- 

eae ecadeet € : 14423 

Rescissions and deferrals : message from 
the President of the United States ..., Report ; no. 95-848. 

7178-24694 Providing for the consideration 9214 : report to accompany H. Res. 

Document ; no. 95-346. 1614 : report to accompany 990., 78-10234 

are 964., 78-10228 

Rescission and deferrals : message from Report ; no. 95-863. 
the President of the United States ..., Report ; no. 95-849. Providing for the consideration of H.R 
78-24696 Providing for the consideration 9370 : report to accompany H “Sn 

Document ; no. 95-348. So": See Se eeaeginy 998., 78-10235 

‘ _ 965., 78-10229 

Review of rescission and deferrals : com- Report ; no. 95-864. 
muncation from the Acting Comp- SU ee ; SA. SSD. Black lung benefits reform act of 1977 : 
troller General of the United States ..., Providing for the consideration f “ - to mane Oi R. 
78-24697 6362 : report to accompany rrr gar gee: ee See 

974., 78-10230 $4 


Report ; no. 95-851. Rapert segs oo. : . 
Report of the Committee on Education Amending ie Ameueen yeep 06 yt 
and Labor /, 78-10231 vation act to extend authorizations of 
appropriations : report to accompan 
Review of rescission and deferrals : com- Report ; no. 95-852. HR. 5981 = 78-16346 a 
muncation from the Acting Comp- Providing for the consideration of H.R. R k 95-866 
troller General of the United States ..., 8336 : report to accompany H. Res. ee ai : 
718-24699 982., 78-10232 raat for ng consideration | ak 
: report to accompan . Res. 
Document ; no. 95-383. Report ; no. 95-853. 1006., 78-10237 tes 
Annual report of the Board of Trustees Authorization of U.S. participation in the Report : no. 95-867 
of the Federal Supplementary Medical supplementary financing facility of the air eg Ca tye ee 
Insurance Trust Fund., 78-24695 International Monetary Fund : report Providing for the consideration of H.R. 
Report ; no. 95-588, pt. 3. together with supplemental, dissenting, 5981 : coport to accompany Ui. Res. 


Report ; no. 95-859. 

Grazing fee moratorium of 1977 : report 
to accompany H.R. 9757., 78-14425 

Report ; no. 95-860. 

Eatablishing the Aboriginal Hawaiian 
Claims Settlement Study Commission 
and for other purposes : report to ac- 
company S.J. Res. 4., 78-16345 

Report ; no. 95-861. 

Endangered American wilderness act of 
1978 : conference report to accom- 
pany H.R. 3454.,  78-10254 

Report ; no. 95-862. 

Providing for the consideration of H.R. 


Document ; no. 95-350. 


Cumulative report on rescissions and 
deferrals., 78-24698 


Document ; no. 95-362. 


Deep seabed hard minerals act : report 
together with dissenting, separate, and 
additional views to accompany H.R. 
3350 ..., 78-16340 

Report ; no. 95-842. 

Reduction in rate of excise tax on invest- 
ment income of private foundations : 
report to accompany H.R. 112., 78- 
10224 

Report ; no. 95-843. 

The hidian tribal governmental tax status 
act : report to accompany H.R. 4089., 
78-10225 

Report ; no. 95-844. 

Providing for the consideration of H.R. 
2664 : report to accompany H. Res. 
958., 78-10226 

Report ; no. 95-845. 

Providing for the consideration of H.R. 
2637 : report to accompany H. Res. 
960., 78-10227 

Report ; no. 95-846. 

Providing for the return to the United 
States of title to certain lands con- 
veyed to certain Indian Pueblos of 





and additional dissenting views to ac- 


company H.R. 9214., 
Report ; no. 95-854. 


78-10233 


Amending Public Law 95-18, providing 
for emergency drought relief measures 


: report to accompany H.R. 10532., 
78-16341 

Report ; no. 95-855. 

Authorizing retirement of certain reserve 
members after 20 years of active duty : 
report to accompany H.R. 10341., 
78-16342 

Report ; no. 95-856. 

Recalculation of retired pay for post- 
retirement active duty : report to ac- 
company H.R. 10342., 78-16343 

Report ; no. 95-857. 

Recalculating the retired pay of certain 
senior enlisted advisers of the Marine 
Corps : report to accompany H.R. 
10343., 78-14424 

Report ; no. 95-858. 

Additional Federal judgeships : report 
together with additional views to ac- 
company H.R. 7843., 78-16344 
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1014., 78-14426 


Report ; no. 95-868. 
Aircraft registration 
pany H.R. 10368., 


Report ; no. 95-869. 

Providing for expenses of investigations 
and studies to be conducted by the 
Committee on Ways and Means : re- 
port to accompany H. Res. 963., 78- 
12258 

Report ; no. 95-870. 

Providing funds for the expenses of the 
Committee on Standards of Official 
Conduct report to accompany H. 
Res. 961., 78-10239 

Report ; no. 95-871. 

Providing funds for the expenses of the 
investigations and studies to be con- 
ducted by the Committee on Agricul- 
ture : report to accompany H. Res. 
954., 78-10240 

Report ; no. 95-872. 

Providing funds for the Select Committee 


on Ethics : report to accompany H. 
Res. 971., 78-10241 


: report to accom- 
78-10238 


Page I-1125 





Report ; no. 95-873. 

Providing for the expenses of investiga- 
tions and studies to be conducted by 
the Committee on International Rela- 
tions : report to accompany H. Res. 
981., 78-10242 

Report ; no. 95-874. 

Providing for the expenses of investiga- 
tions and studies to be conducted by 
the Committee on Education and 
Labor : report to accompany H. Res. 
975., 78-10243 

Report ; no. 95-875. 

Providing for the expenses of investiga- 
tions and studies to be conducted by 
the Committee on Armed Services : 
report to accompany H. Res. 972., 
78-10244 

Report ; no. 95-876. 

Providing for the expenses of investiga- 
tions and studies to be conducted by 
the Select Committee on Narcotics 
Abuse and Control : report to accom- 
pany H. Res. 1004., 78-10245 

Report ; no. 95-877. 

Providing funds for the Committee on 
House Administration : : report to ac- 
company H. Res. 984., 78-12259 

Report ; no. 95-878. 

Providing funds for the expenses of the 
Committee on House Administration 
to provide for the maintenance and 
improvement of ongoing computer ser- 
vices for the House of Representatives, 
for the investigation of additional com- 
puter services for the House of 
Representatives, and to provide com- 
puter support to the committees of the 
House of Representatives : report to 
accompany H. Res. 977., 78-12260 

Report ; no. 95-879. 

Aircraft noise and the Concorde 
teenth report /, 78-12261 

Report ; no. 95-880. 

Dam safety : eighteenth report /, 78- 
10246 

Report ; no. 95-881. 

Broadcasting the proceedings of the 
House : a report of the Committee on 
Rules on its study of alternative 
methods of providing complete and 
unedited audio and visual broadcasting 
of the proceedings of the House of 
Representatives /, 78-12262 

Report ; no. 95-882. 

Providing for the consideration of H.R. 
9757 : report to accompany H. Res. 
1024., 78-14427 

Report ; no. 95-883. 

Providing for the consideration of H.R. 


3377 : report to accompany H. Res. 
1030., 78-14428 


: seven- 
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Report ; no. 95-884. 

Alcohol and drug abuse education act 
amendments report to acompany 
H.R. 10569., 78-12263 

Report ; no. 95-885. 

Environmental education act amend- 
ments report to accompany H.R. 
10570., 78-12264 

Report ; no. 95-886. 

District of Columbia representation in 
Congress : report together with dis- 
senting and separate views to accom- 
pany H.J. Res. 554., 78-12265 


Report ; no. 95-887. 

White House Conference on the Arts 
and White House Conference on the 
Humanities : report to accompany H.J. 
Res. 649., 78-16347 

Report ; no. 95-888. 

Hubert H. Humphrey Institute of Public 
Affairs memorial act : report to ac- 
company H.R. 10606., 78-16348 

Report ; no. 95-889. 

Emergency highway and transportation 
repair act of 1978 : report to accom- 
pany H.R. 10979., 78-12266 


Report ; no. 95-890. 

Home rule charter amendment providing 
for initiative and referendum : report 
to accompany H. Con. Res. 464., 78- 
12267 


Report ; no. 95-891. 

Home rule charter amendment providing 
for recall of elected officials : report to 
accompany H. Con. Res. 471., 78- 
12268 

Report ; no. 95-892. 

Federal Trade Commission amendments 
of 1978 : conference report to accom- 
pany H.R. 3816., 78-12269 


Report ; no. 95-893. 

Abolition of diversity of citizenship ju- 
risdiction : report to accompany H.R. 
9622., 78-12270 


Report ; no. 95-894. 

Prohibition of union organization of the 
Armed Forces : report together with 
supplemental views to accompany S. 
274 /, 78-24700 

Report ; no. 95-895. 

Full employment and balanced growth 
act of 1978 report together with 
minority, supplemental, and additional 
views to accompany H.R. 50., 78- 
12271 

Report ; no. 95-896. 

First budget rescission bill, fiscal year 
1978 : report to accompany H.R. 
10982., 78-12272 

Report ; no. 95-897. 

Providing funds for the Committee on 
the District of Columbia : report to ac- 
company H. Res. 953., 78-12273 
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Report ; no. 95-898. 

Providing for funds for the Select Com- 
mittee on Assassinations : report to ac- 
company H. Res. 956., 78-10247 


Report ; no. 95-899. 

Providing funds for the Committee on 
Veterans’ Affairs : report to accom- 
pany H. Res. 957., 78-12274 


Report ; no. 95-900. 

Providing funds for the expenses of the 
investigations and studies to be con- 
ducted by the Committee on Banking, 
Finance, and Urban Affairs : report to 
accompany H. Res. 976., 78-12275 


Report ; no. 95-901. 

Providing for the expenses for the second 
session activities of the Committee on 
Interior and Insular Affairs : report to 
accompany H. Res. 979., 78-12276 


Report ; no. 95-902. 

Providing for the expenses of investiga- 
tions, studies, oversight, and functions 
to be conducted by the Committee on 
Government Operations : report to ac- 
company H. Res. 1001., 78-12277 


Report ; no. 95-903. 

Providing funds for the Committee on 
Public Works and Transportation, and 
for other purposes : report to accom- 
pany H. Res. 1003., 78-12278 

Report ; no. 95-904. 

Providing for the expenses of investiga- 
tions and studies to be conducted by 
the Committee on the Judiciary : re- 
port to accompany H. Res. 1010., 
78-14429 

Report ; no. 95-905. 

Providing funds for the Committee on 
Rules : report to accompany H. Res. 
1012., 78-12279 

Report ; no. 95-906. 

Providing for the expenses of the in- 
vestigations and studies to be con- 
ducted by the Committee on Aging, 
and for other purposes : report to ac- 
company H. Res. 1021., 78-12280 


Report ; no. 95-907. 

Providing funds for the Permanent Select 
Committee on Intelligence: report to 
accompany H. Res. 1034., 78-12281 


Report ; no. 95-908. 

Providing for the consideration of House 
Joint Resolution 554 : report to ac- 
company H. Res. 1048., 78-14430 


Report ; no. 95-909. 

Reducing speculation in excess lands 
purchased under the Federal reclama- 
tion laws by imposing additional 
restrictions on sales and resales of such 
excess lands originally sold to qualify 
for water rights under such laws, and 
for other purposes : report together 
with dissenting views to accompany 
H.R. 3420., 78-12282 





Report ; no. 95-910. 

International banking act of 1978 : re- 
port together with additional and dis- 
senting views to accompany H.R. 
10899., 78-10248 

Report ; no. 95-911. 

Basic workweek of Federal firefighters : 
report together with minority views to 
accompany H.R. 3161., 78-12283 

Report ; no. 95-912. 

Federal employees flexible and com- 
pressed work schedules act of 1978 : 
report together with supplemental 
views to accompany H.R. 7814., 78- 
12284 

Report ; no. 95-913. 

Civil service annuities in the case of 
Federal judges : report to accompany 
H.R. 4320., 78-12285 

Report ; no. 95-914. 

Urgent power supplemental appropria- 
tions : report to accompany H.J. Res. 
746., 78-14431 

Report ; no. 95-915. 

Home production of beer and wine : re- 
port to accompany H.R. 2028., 78- 
12286 

Report ; no. 95-916. 

Excise tax on tires and tread rubber : re- 
port to accompany H.R. 5103., 78- 
12297 

Report ; no. 95-917. 

Waiver authority under title I of the Ele- 
mentary and secondary education act : 
report to accompany H.R. 10551., 
78-12287 

Report ; no. 95-918. 

National Architectural Barrier Awareness 
Week : report to accompany H.J. Res. 
578., 78-10249 

Report ; no. 95-919. 

Sun Day : report to accompany H.J. Res. 
715., 78-10250 

Report ; no. 95-920. 

Right to representation : report together 
with minority views to accompany 
H.R. 3793., 78-10251 

Report ; no. 95-921. 

Rate of interest on individual retirement 
bonds report to accompany H.R. 
6635., 78-12288 

Report ; no. 95-922. 

Rebating practices in the United States 
foreign trade : report together with ad- 
ditional views to accompany H.R. 
9518., 78-12289, 78-16349 

Report ; no. 95-923. 

Public debt limit : report together with 
dissenting views to accompany H.R. 
11180 /, 78-24701 
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Report ; no. 95-924. 

Amending the Mineral leasing act of 
1920, and for other purposes : report 
together with supplemental, minority 
and dissenting views to accompany 
H.R. 1609 /, 78-22573 

Report ; no. 95-925. 

Providing for the consideration of H.R. 
11180 : report to accompany H. Res. 
1056., 78-12290 

Report ; no. 95-926. 

Providing for the consideration of H.R. 
50 : report to accompany H. Res. 
1057., 78-14432 

Report ; no. 95-927. 

Designating the Absaroka-Beartooth Wil- 
derness, Custer and Gallatin National 
Forests, in the State of Montana : re- 
port to accompany S. 1671., 78- 
10252 

Report ; no. 95-928. 

Travel expenses of government officials 
paid by private foundations : report to 
accompany H.R. 810., 78-12291 

Report ; no. 95-929. 

Tax treatment of certain crop payments 
and State legislators’ travel expenses : 
report to accompany H.R. 11055., 
78-12292 

Report ; no. 95-930. 

Airline deregulation and aviation safety : 
nineteenth report /, 78-10253 

Report ; no. 95-931. 

Redwood Park expansion : conference 
report to accompany H.R. 3813., 78- 
10255 

Report ; no. 95-932. 

Federal employees part-time career em- 
ployment act of 1978 : report to ac- 
company H.R. 10126., 78-12293 

Report ; no. 95-933. 

Report on the activity of the Committee 
on Interstate and Foreign Commerce, 
House of Representatives., 78-16350 

Report ; no. 95-934. 

Providing for the consideration of H.R. 
3161 : report to accompany H. Res. 
1067., 78-14433 

Report ; no. 95-935. 

Mrs. Sun Pok Winer : report to accom- 
pany H.R. 1396., 78-14434 

Report ; no. 95-936. 

Gilberto Taneo Gilberstadt : report to 
accompany H.R. 1779., 78-14435 

Report ; no. 95-937. 

Santos Marques Arellano : report to ac- 
company H.R. 1938., 78-14436 

Report ; no. 95-938. 

Carmen Cecilia Blanquicett : report to 
accompany H.R. 2291., 78-14437 
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Report ; no. 95-939. 
Michelle Lagrosa Sese : report to accom- 
pany H.R. 2555., 78-14438 


Report ; no. 95-940. 

William Mok : report to accompany H.R. 
4607., 78-14439 

Report ; no. 95-941. 

Jung In Bang : report to accompany H.R. 
5230., 78-14440 

Report ; no. 95-942. 

Jonathan Winston Max : report to ac- 
company H.R. 5933., 78-14441 

Report ; no. 95-943. 

Hye Jin Wilder : report to accompany 
H.R. 6801., 78-14442 

Report ; no. 95-944. 

Donna Marainne Benney : report to ac- 
company H.R. 6934., 78-14443 


Report ; no. 95-946. 
Veronica Judith Hudson : report to ac- 
company H.R. 7795., 78-14444 


Report ; no. 95-947. 
Jae Keun Christianson : report to accom- 
pany H.R. 8308., 78-14445 


Report ; no. 95-948. 

Prohibition of sex discrimination based 
on pregnancy : report together with 
dissenting views to accompany H.R. 
6075., 78-14446 

Report ; no. 95-949. 

Amending the Small business act and the 
Small business investment act of 1958 
: report to accompany H.R. 11318., 
78-14447 

Report ; no. 95-950. 

Age discrimination in employment act 
amendments of 1978 : conference re- 
port to accompany H.R. 5383., 78- 
14448 

Report ; no. 95-951. 

Middle income student assistance act : 
report together with additional views, 
individual views, and dissenting views 
to accompany H.R. 11274., 78-12294 

Report ; no. 95-952. 

Providing for the consideration of H.R. 
9518 : report to accompany H. Res. 
1074., 78-14449 

Report ; no. 95-953. 

Directing the Secretary of the Interior to 
purchase and hold certain lands in 
trust for the Zuni Indian Tribe of New 
Mexico, conferring jurisdiction on the 
Court of Claims with respect to land 
claims of such tribe, and authorizing 
such tribe to purchase and exchange 
land in the States of New Mexico and 
Arizona : report to accompany H.R. 
3787., 78-14450 

Report ; no. 95-954. 

Relating to the settlement between the 
United States and the Ak-chin Indian 
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community of certain water right 
claims of such community against the 
United States : report to accompany 
H.R. 8099., 78-14451 

Report ; no. 95-955. 

Effectiveness of the export promotion 
policies and programs of the Depart- 
ments of Commerce and State : fol- 
lowup report : twentieth report /, 78- 
14452 

Report ; no. 95-956. 

Lucy Davao Jara Graham : report to ac- 
company H.R. 1751., 78-14453 


Report ; no. 95-957. 

Andree McGiffin and Jean-Manuel 
Henry report to accompany H.R. 
8192., 78-14454 

Report ; no. 95-958. 

Ah Young Cho Kwak : report to accom- 
pany S. 833., 78-14455 


Report ; no. 95-959. 

Authorizing funds for the standing and 
select committees of the House of 
Representatives : report to accompany 
H. Res. 1070., 78-14456 


Report ; no. 95-960. 

Providing for the consideration of H.R. 
7700 : report to accompany H. Res. 
1078., 78-14457 

Report ; no. 95-961. 

Habib Haddad : report to accompany 
H.R. 3995., 78-14458 

Report ; no. 95-962. 

Irene Hoffman : report to accompany 
H.R. 5612., 78-14459 

Report ; no. 95-963. 

Providing funds for the expenses of the 
investigations and studies to be con- 
ducted by the Committee on Interstate 
and Foreign Commerce : report to ac- 
company H. Res. 978., 78-14460 

Report ; no. 95-964. 

To provide funds for the Select Commit- 
tee on Congressional Operations : re- 
port to accompany H. Res. 985., 78- 
14461 

Report ; no. 95-965. 

Providing for the expenses of investiga- 
tions and studies to be conducted by 
the Select Committee on Population : 
report to accompany H. Res. 989., 
78-16351 

Report ; no. 95-966. 

Providing funds for the expenses of the 
investigation and study authorized by a 
resolution adopted on February 3, 
1977, by the Committee on Interna- 
tional Relations : report to accompany 
H. Res. 996., 78-14462 

Report ; no. 95-967. 

Providing funds for the further expenses 
of the investigations and studies of the 
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Committee on Small Business : report 
to accompany H. Res. 997., 78- 
14463 


Report ; no. 95-968. 

Providing for the expenses of investiga- 
tions and studies to be conducted by 
the Committee on Merchant Marine 
and Fisheries : report to accompany H. 
Res. 1000., 78-14464 


Report ; no. 95-969. 

Providing funds for the Committee on 
Post Office and Civil Service : report 
to accompany H. Res. 1041., 78- 
14465 


Report ; no. 95-970. 

Providing funds for the Ad Hoc Select 
Committee on the Outer Continental 
Shelf : report to accompany H. Res. 
1045., 78-14466 


Report ; no. 95-971. 

Providing funds for the Committee on In- 
ternational Relations with expenses in- 
curred in connection with visits to the 
United States by foreign heads of state 

. to discuss matters relevant to U.S. 
relations with other countries : report 
to accompany H. Res. 1047., 78- 
14467 


Report ; no. 95-972. 

Providing funds for the Ad Hoc Commit- 
tee on Energy : report to accompany 
H. Res. 1051., 78-14468 


Report ; no. 95-973. 

Authorizing appropriations to the Na- 
tional Aeronautics and Space Adminis- 
tration : report together with addi- 
tional views to accompany H.R. 
11401., 78-14469 


Report ; no. 95-974. 

Authorizing appropriations to the 
Federal Aviation Administration for 
research and development : report to 
accompany H.R. 11495., 78-14470 


Report ; no. 95-975. 
Lourdes Marie Hudson : report to ac- 
company H.R. 8449., 78-14471 


Report ; no. 95-976. 

Constructive sale price for excise tax on 
certain trucks, buses, tractors, etc. : re- 
port to accompany H.R. 1337., 78- 
14472 


Report ; no. 95-977. 

Authorizing appropriations for the Stan- 
dard reference data act : report to ac- 
company H.R. 11232., 78-14473 

Report ; no. 95-978. 

National Oceans Week : report to ac- 
company H.J. Res. 730., 78-14474 

Report ; no. 95-979. 

White House personnel authorization : 
report together with supplemental 


views to accompany H.R. 11003., 78- 
14475 
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Report ; no. 95-980. 

Coverage of medical housestaff under 
the National labor relations act : re- 
port including minority views to ac- 
company H.R. 2222., 78-14476 

Report ; no. 95-981. 

Mrs. Young Hee Kim Kang, Hee Jae 
Kang, Hee Jin Kang, and Hee Soo 
Kang report to accompany H.R. 
3996., 78-14477 

Report ; no. 95-982. 

Federal election campaign act amend- 
ments of 1978 : report together with 
minority, supplemental, and additional 
views to accompany H.R. 11315., 78- 
12295 

Report ; no. 95-983. 

Expressing the sense of the Congress re- 
garding the operation of certain rail 
passenger service by the National Rail- 
road Passenger Corporation : report to 
accompany H. Con. Res. 494., 78- 
14478 

Report ; no. 95-984. 

Extending the temporary debt limit : re- 
port together with dissenting views to 
accompany H.R. 11518., 78-14479 

Report ; no. 95-985. 

Authorizing appropriations to the Office 
of Research and Development, En- 
vironmental Protection Agency : re- 
port together with additional views to 
accompany H.R. 11302., 78-14480 

Report ; no. 95-986. 

Agricultural credit act of 1978 : report 
together with supplemental views and 
separate views to accompany H.R. 
11504., 78-14481, 78-16352 

Report ; no. 95-987. 

Providing for the consideration of H.R. 
11518 : report to accompany H. Res. 
1092., 78-14482 

Report ; no. 95-988. 

Exemption of certain trailers from excise 
tax : report together with dissenting 
views to accompany H.R. 2984., 78- 
14483 

Report ; no. 95-989. 

Fire prevention study act of 1978 : re- 
port to accompany H.R. 7684 ...,  78- 
16353 

Report ; no. 95-990. 

Disaster relief supplemental appropria- 
tion : report to accompany H.J. Res. 
796., 78-14484 

Report ; no. 95-991. 

Providing for the consideration of H.R. 
11315 : report to accompany H. Res. 
1093., 78-14485 

Report ; no. 95-992. 

Authorizing appropriations for the 
Federal fire prevention and control act 





of 1974 : report to accompany H.R. 
11291., 78-14486 

Report ; no. 95-993. 

Authorizing appropriations to the Na- 
tional Science Foundation report 
together with additional and dissenting 
views to accompany H.R. 11400., 78- 
14487 

Report ; no. 95-994. 

Grade and pay retention for certain em- 
ployees : report to accompany H.R. 
9279., 78-19293 

Report ; no. 95-995. 

Joint economic report., 


Report ; no. 95-996. 

Movie ratings and the 
producer : a report of the Subcommit- 
tee on Special Small Business 
Problems of the Committee on Small 
Business, House of Representatives, 
Ninety-fifth Congress, second session., 
78-12296 

Report ; no. 95-997. 

Product liability insurance : a report of 
the Subcommittee on Capital, Invest- 
ment, and Business Opportunities of 
the Committee on Small Business, 
House of Representatives, Ninety-fifth 
Congress, second session, together 
with additional and dissenting views., 
78-14488 

Report ; no. 95-998. 

Refund of excise tax on fuels used by 
aerial applicators for farming purposes 
: report to accompany H.R. 2852., 
78-14489 

Report ; no. 95-999. 

Providing for the consideration of H.R. 
11400 : report to accompany H. Res. 
1099., 78-14490 

Report ; no. 95-1000. 

Providing for the consideration of H.R. 
11495 : report to accompany H. Res. 
1100., 78-14491 

Report ; no. 95-1001. 

Ernesto J. Garcia, Jr. 
pany H.R. 2660., 

Report ; no. 95-1002. 

Martina Navratilova report together 
with dissenting views to accompany 
H.R. 10210., 78-14492 

Report ; no. 95-1003. 

Public disclosure of Lobbying act of 
1978 : report together with additional 
and dissenting views to accompany 
H.R. 8494.,  78-16355 

Report ; no. 95-1004. 

Clinical laboratory improvement act of 
1978 : report /, 78-16356, 78- 
24703 

Report ; no. 95-1005. 

Recombinant DNA act 
19294 


78-16354 


independent 


: report to accom- 
78-24702 


: report /, 78- 
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Report ; no. 95-1010. 

Authorizing appropriations for the Secu- 
rities and Exchange Commission : re- 
port together with additional views to 
accompany H.R. 11567., 78-19295 

Report ; no. 95-1011. 

Sea grant authorization for fiscal years 
1979 and 1980 : report to accompany 
H.R. 10822., 78-24704 

Report ; no. 95-1013. 

NACOA authorization for fiscal year 
1979 : report to accompany H.R. 
10823., 78-24705 


Report ; no. 95-1016. 


Providing recognition of the services of 


Gen. Thaddeus Kosciuszko : report to 
accompany H. Con. Res. 359., 78- 
26888 
Report ; no. 95-1019. 
Recognition of Indian tribes 
accompany H.R. 2497., 


: report to 
78-24706 
Report ; no. 95-1020. 

Providing that a certain tract of land in 
Pinal County, Ariz,. held in trust by 
the United States for the Papago Indi- 
an Tribe, be declared a part of the 
Papago Indian Reservation 
accompany H.R. 8397., 


: report to 
78-26889 
Report ; no. 95-1021. 

Providing for the extension of certain 
Federal benefits, benefits [sic] services 
and assistance to the Pascua Yaqui In- 
dians of Arizona, and for other pur- 
poses report to accompany H.R. 
6612., 78-26890 

Report ; no. 95-1023. 

Providing for the establishment of the 
Lowell National Historical Park in the 
Commonwealth of Massachusetts and 
for other purposes : report together 


with separate views to accompany 


H.R. 11662., 78-22576 


Report ; no. 95-1024. 

Fishery conservation and 1 anagement 
act of 1976 authorization 
accompany H.R. 10732., 


: report to 
78-19296 
Report ; no. 95-1025. 

Authorization for conservation programs 
on military reservations : 
company H.R. 10882., 


report to ac- 

78-26891 

Report ; no. 95-1026. 

Endangered species act of 1973 
authorization report to accompany 
H.R. 10883., 78-19297 

Report ; no. 95-1027. 

Council on 
authorization report to accompany 
H.R. 10884., 78-19298 

Report ; no. 95-1028. 

Marine mammal protection act of 1972 
authorization 
H.R. 10730., 


Environmental Quality 


report to accompany 
78-19299 
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Report ; no. 95-1029. 

Fishermen's protective act amendments : 
report to accompany H.R. 10878., 
78-26892 

Report ; no. 95-1030. 

Coast Guard authorization, fiscal year 
1979 : report to accompany H.R. 
11465., 78-19300 

Report ; no. 95-1031. 

Antarctic conservation act of 1977 : re- 
port to accompany H.R. 7749 /, 78- 
22577 

Report ; no. 95-1033. 

Charles P. Abbott : report to accompany 
H.R. 3994., 78-24707 

Report ; no. 95-1035. 

First Baptist Church of Paducah, Ky. : 
report to accompany S. 422., 78- 
24708 

Report ; no. 95-1036. 

Nongame fish and wildlife program : re- 
port to accompany H.R. 10255., 78- 
22578 

Report ; no. 95-1037. 

SBA programs and authorization : report 
together with additional remarks and 
additional views to accompany H.R. 
11445., 78-19301 

Report ; no. 95-1038. 

Refund of excise tax on _ alcoholic 
beverages destroyed by vandalism or 
malicious mischief : report together 
with dissenting views to accompany 
H.R. 1920., 78-26893 

Report ; no. 95-1039. 

Permissible holdings of certain private 
foundations in certain public utilities : 
report together with dissenting views 
to accompany H.R. 4030., 78-26894 

Report ; no. 95-1040. 

Providing for the consideration of H.R. 
11302 : report to accompany H. Res. 
1112., 78-16357 

Report ; no. 95-1041. 

Providing for the consideration of H.R. 
11662 : report to accompany H. Res. 
1113., 78-16358 

Report ; no. 95-1042. 

Providing for the consideration of H.R. 
10899 : report to accompany H. Res. 
1114., 78-16359 

Report ; no. 95-1043. 

Overseas Private Investment Corporation 
amendments act of 1978 : conference 
report to accompany H.R. 9179., 78- 
16360 

Report ; no. 95-1044. 

Emergency agricultural act of 1978 


conference report to accompany H.R. 
6782., 78-16361 
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Report ; no. 95-1046. 

Providing for the consideration of H.R. 
11291 : report to accompany H. Res. 
1118., 78r16362 

Report ; no. 95-1047. 

Waiving points of order against the con- 
ference report on H.R. 6782 : report 
to accompany H. Res. 1121., 78- 
16363 

Report ; no. 95-1048. 

Authorization of appropriations under 
the Arms control and disarmament act, 
fiscal year 1979 : report together with 
supplemental views to accompany H. 
R. 11832., 78-26895 

Report ; no. 95-1049. 

Peace Corps act amendments of 1978 : 
together with supplemental and oppos- 
ing views, report to accompany H.R. 
11877., 78-19302 

Report ; no. 95-1050. 

Providing for the consideration of H.R. 
3787 : report to accompany H. Res. 
1126., 78-16364 

Report ; no. 95-1051. 

Providing for the consideration of H.R. 
11003 : report to accompany H. Res. 
1127., 78-16365 

Report ; no. 95-1052. 

The microwave landing system (MLS) 
controversery : twenty-first report /, 
78-16366 

Report ; no. 95-1053. 

FAA determination of “tno hazard” for 
structures near airports twenty- 
second report /, 78-16367 


Report ; no. 95-1054. 

Providing for the consideration of H.R. 1 
: report to accompany H. Res. 1128., 
78-16368 

Report ; no. 95-1055. 

First concurrent resolution on the 
budget, fiscal year 1979 : report of the 
Committee on the Budget, House of 
Representatives, to accompany H. 
Con. Res. 559 ... together with supple- 
mental, additional, dissenting, minori- 
ty, and additional minority views., 
78-14493 

Report ; no. 95-1056. 

Tuition tax credit act of 1978 : report 
together with additional, dissenting, 
and minority views to accompany H.R. 
12050., 78-24709 

Report ; no. 95-1057. 

U.S. contribution to international tin 
buffer stock : report to accompany 
H.R. 9486., 78-22579 

Report ; no. 95-1058. 

Civil rights of institutionalized persons : 
report together with dissenting views 
to accompany H.R. 9400., 78-19303 
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Report ; no. 95-1059. 

Temporary suspension of duty of 2- 
Methyl, 4-Chlorophenol : report to ac- 
company H.R. 5551., 78-26896 

Report ; no. 95-1060. 

International Trade Commission 
authorization, 1979 : report to accom- 
pany H.R. 11005., 78-16369 

Report ; no. 95-1061. 

Adjustment assistance for workers and 


firms : report together with supplemen- 


tal views to accompany H.R. 11711., 
78-26897 


Report ; no. 95-1062. 


Establishing a Hubert H. Humphrey fel- 
lowship in social and political thought 
at the Woodrow Wilson International 
Center for Scholars at the Smithsonian 
Institution and to establish a trust fund 
to provide a stipend for such fellow- 


ship : report to accompany H.R. 
10392., 78-22580 


Report ; no. 95-1063. 


Providing for the consideration of H.R. 


8494 : report to accompany H. Res. 
1139., 78-16370 


Report ; no. 95-1064. 
Providing for the reappointment of A. 
Leon Higginbotham, 


of the Smithsonian Institution 


16371 
Report ; no. 95-1065. 


Providing for the reappointment of John 


Paul Austin as a citizen regent of the 


Board of Regents of the Smithsonian 


Institution : report to accompany S.J. 
Res. 107., 78-16372 

Report ; no. 95-1066. 

Providing for the appointment of Anne 
Legendre Armstrong as a citizen re- 
gent of the Board of Regents of the 
Smithsonian Institution : report to ac- 
company S.J. Res. 108., 78-16373 


Report ; no. 95-1067. 
Authorizing the Secretary of the Treasu- 
ry to designate an Assistant Secretary 


to serve in his place as a member of 


the Library of Congress Trust Fund 
Board : report to accompany S. 2220., 
78-16374 

Report ; no. 95-1068. 

Providing for the consideration of H.R. 
11504 : report to accompany H. Res. 
1140., 78-16375 

Report ; no. 95-1069. 

Reorganization plan no. 1 of 1978 : re- 
port together with additional views to 
accompany H. Res. 1049., 78-19304 

Report ; no. 95-1070. 

Amending the Federal election campaign 
act of 1971 to extend the authorization 
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Junior, as a 
citizen regent of the Board of Regents 
: report 
to accompany S.J. Res. 106., 78- 





of appropriations contained in such act 
: report to accompany H.R. 11983., 
78-16376 

Report ; no. 95-1071. 

Creating a solar and renewable energy 
sources loan program : report together 
with dissenting views., 78-16377 

Report ; no. 95-1072. 

Providing for the consideration of H.R. 
11401 : report to accompany H. Res. 
1143., 78-16378 

Report ; no. 95-1073. 

Providing for the consideration of H.R. 
11832 : report to accompany H. Res. 
1144., 78-16379 

Report ; no. 95-1074. 

Providing for the consideration of H.R. 
11877 : report to accompany H. Res. 
1145., 78-16380 

Report ; no. 95-1075. 

Authorizing appropriations for fiscal year 
1979 for intelligence and intelligence- 
related activities of the U.S. Govern- 
ment, the Intelligence Community 
Staff, the Central Intelligence Agency 
Retirement and Disability System ... : 
report to accompany H.R. 12240., 
78-19305 

Report ; no. 95-1076. 

Retired pay eligibility for certain other- 
wise ineligible reserves : report to ac- 
company H. R. 11823., 78-26898 

Report ; no. 95-1077. 

Reserve survivors’ benefits act of 1978 : 


report to accompany H.R. 11797., 
78-26899 


Report ; no. 95-1079. 
Central, Western, and South Pacific 
fisheries development act authorization 


: report to accompany H.R. 11657., 
78-22581 


Report ; no. 95-1080. 

Recommending that the case of Claude 
Powell, Jr., be certified to the U.S. at- 
torney for contempt of Congress : re- 
port., 78-16381 

Report ; no. 95-1081. 

Period for payment for excise taxes on 
fishing rods, creels, etc. report 
together with dissenting views to ac- 
company H.R. 6853., 78-26900 

Report ; no. 95-1082. 

Noisy aircraft revenue and credit act of 
1978 : report together with additional 
and dissenting views to accompany H. 
R. 11980., 78-26901 

Report ; no. 95-1083. 

Supplemental appropriations for the 
United States Railway Association : re- 


port to accompany H.J. Res. 859., 
78-16382 





Report ; no. 95-1084. 

Providing for the consideration of H.R. 
2222 : report to accompany H. Res. 
1149., 78-19306 

Report ; no. 95-1085. 

Providing for the consideration of H.R. 
9400 : report to accompany H. Res. 
1150., 78-16383 

Report ; no. 95-1086. 

Providing for the expenses of investiga- 
tions and studies to be conducted by 
the Committee on Science and 
Technology : report to accompany H. 
Res. 1013., 78-19307 

Report ; no. 95-1087. 

International development and _ food 
assistance act of 1978 : report of the 
Committee on International Relations, 
together with supplemental and addi- 
tional views on H.R. 12222 ..., 78- 
14494 

Report ; no. 95-1088. 

Extending the authority for 
purchase of U.S. obligations by 
Federal Reserve banks report 
together with dissenting views to ac- 
company H.J. Res. 816., 78-26902 

Report ; no. 95-1089. 

Authorizing appropriations to the 
Nuclear Regulatory Commission in ac- 
cordance with section 261 of the 
Atomic energy act of 1954, as 
amended, and section 305 of the Ener- 
gy reorganization act of 1974, as 
amended, and for other purposes : re- 
port together with additional views to 
accompany H.R. 12355., 78-19308 

Report ; no. 95-1090. 

Nuclear power costs : twenty-third report 
/, 78-14495 

Report ; no. 95-1091. 

Tax treatment of returns of magazines, 
paperbacks, and records : report to ac- 
company H.R. 3050., 78-26903 

Report ; no. 95-1092. 

Treatment of certain payments for credit 
for household and dependent care ex- 
penses : report together with dissenting 
views to accompany H.R. 8535., 78- 
26904 

Report ; no. 95-1095. 

Lake Herbert G. West : report to accom- 
pany H.R. 10838., 78-19309 

Report ; no. 95-1103. 

Emergency agricultural act of 1978 
conference report to accompany H.R. 
6782., 78-19310 

Report ; no. 95-1104. 

Amending the D.C. self-government and 
governmental reorganization act of 


1973 : report to accompany H.R. 
12116., 78-26905 


direct 
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Report ; no. 95-1105. 

Small Business Administration disaster 
loan supplemental appropriation : re- 
port to accompany H.J. Res. 873., 
78-19311 

Report ; no. 95-1106. 

Extension of nondiscriminatory treatment 
to products of Hungary : report to ac- 
company H. Con. Res. 555., 78- 
24710 

Report ; no. 95-1108. 

Authorizing appropriations for the De- 
partment of Energy for national securi- 
ty programs for fiscal year 1979 : re- 
port to accompany H.R. 11686., 78- 
24711 

Report ; no. 95-1109. 

Waiving points of order against the con- 
ference report on H.R. 6782 : report 
to accompany H. Res. 1162., 78- 
16384 

Report ; no. 95-1110. 

Providing for the consideration of H.R. 


12222 : report to accompany H. Res. 
1164., 78-16385 


Report ; no. 95-1111. 

Providing for the consideration of H.R. 
7814 : report to accompany H. Res. 
1165., 78-16386 

Report ; no. 95-1112. 

Authorizing appropriations for certain in- 
sular areas of the United States, and 
for other purposes : report to accom- 
pany H.R. 12481., 78-26906 

Report ; no. 95-1113. 

John F. Kennedy Center authorization : 
report to accompany H.R. 12098., 
78-19312 

Report ; no. 95-1114. 

Authorizing an appropriation to reim- 
burse certain expenditures for part I 
social services provided by the States 
prior to October 1, 1975, under titles 
I, IV-A, VI, X, XIV, and XVI of the 
Social security act : report to accom- 
pany H.R. 11370/, 78-22582 

Report ; no. 95-1115. 

Amending and extending the Export-Im- 
port Bank act of 1945 report 
together with supplemental, additional, 
and dissenting views to accompany 
H.R. 12157., 78-24712 

Report ; no. 95-1116. 

Emergency interim Consumer product 
safety rule act of 1978 : report to ac- 
company H.R. 11998., 78-26907 

Report ; no. 95-1118. 

Department of Defense appropriation 
authorization act, 1979 report 
together with separate, additional, and 


dissenting views to accompany H.R. 
10929., 78-14496 
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Report ; no. 95-1119. 

Providing for the consideration of H.R. 
12157 : report to accompany H. Res. 
1168., 78-16387 

Report ; no. 95-1120. 

Establishment of a solar power satellite 
research, development, and demonstra- 
tion program : report together with ad- 
ditional and dissenting views to accom- 
pany H.R. 12505., 78-26908 

Report ; no. 95-1121. 

Authorizing appropriations for activities 
and programs carried out by the Secre- 
tary of the Interior through the Bureau 
of Land Management : report to ac- 
company H.R. 10787., 78-26909 

Report ; no. 95-1122. 

Improving the range conditions of the 
public grazing lands : report to accom- 
pany H.R. 10587., 78-26910 

Report ; no. 95-1124. 

Comprehensive employment and training 
amendments of 1978 : report together 
with additional and supplemental views 
to accompany H.R. 12452., 78-24713 

Report ; no. 95-1126. 

Exchange Stabilization Fund : report to 
accompany S. 2093., 78-19313 

Report ; no. 95-1127. 

Domestic violence assistance act of 1978 
: report to accompany H.R. 12299., 
78-24714 

Report ; no. 95-1129. 

New York City financial assistance act of 
1978 : report together with supplemen- 
tal, additional, and dissenting views to 
accompany H.R. 12426 /, 78-22583 

Report ; no. 95-1130. 

Temporary public debt limit : report to 
accompany H.R. 12641., 78-26911 

Report ; no. 95-1131. 

Providing for the consideration of H.R. 
11983 : report to accompany H. Res. 
1172., 78-16388 

Report ; no. 95-1132. 

Providing for the consideration of H.R. 
10392 : report to accompany H. Res. 
1173., 78-16389 

Report ; no. 95-1133. 

Providing for the consideration of H.R. 
11686 : report to accompany H. Res. 
1174., 78-16390 

Report ; no. 95-1134. 

International maritime satellite telecom- 
munications act : report to accompany 
H.R. 11209 /, 78-22584 

Report ; no. 95-1137. 

A report on the education amendments 
of 1978, H.R. 15 together with addi- 


tional and supplemental views /, 78- 
16391 
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Report ; no. 95-1138. 

Providing for the consideration of H.R. 
12641 : report to accompany H. Res. 
1176., 78-16392 

Report ; no. 95-1139. 

Making appropriations for the govern- 
ment of the District of Columbia : con- 
ference report to accompany H.R. 
9005., 78-16393 

Report ; no. 95-1140. 

Civil Rights Commission act of 1978 : re- 
port together with supplemental rules 
to accompany H.R. 12432., 78-19314 

Report ; no. 95-1141. 

International security assistance act of 
1978 : report of the Committee on In- 
ternational Relations, together with 
supplemental, separate, and additional 
views on H.R. 12514...,  78-19315 

Report ; no. 95-1142. 

Providing for the consideration of H.R. 
12050 : report to accompany H. Res. 
1178., 78-16394 

Report ; no. 95-1145. 

Amending the Marine protection, 
research, and sanctuaries act of 1972 : 
report to accompany H.R. 10661., 
78-16395 

Report ; no. 95-1146. 

Naval petroleum reserves authorization 
act, 1979 : report together with dis- 
senting views to accompany H.R. 
12557., 78-26912 

Report ; no. 95-1147. 

Military construction authorization act, 
1979 : report to accompany H.R. 
12602., 78-19316 

report ; no. 95-1148. 

Department of Justice appropriation 
authorization act, fiscal year 1979 : re- 
port together with dissenting and addi- 
tional views to accompany H.R. 
12005., 78-19317 

Report ; no. 95-1149. 

Comprehensive rehabilitation services 
amendments of 1978 : report to ac- 
company H. R. 12467., 78-26913 

Report ; no. 95-1150. 

Comprehensive Older Americans act 
amendments of 1978 : report to ac- 
company H.R. 12255., 78-26914 

Report ; no. 95-1151. 

Economic opportunity and community 
services amendments of 1978 : report 
together with minority and additional 
views to accompany H.R. 7577., 78- 
16396 

Report ; no. 95-1152. 

Domestic volunteer service amendments 
of 1978 : report together with minority 


and additional views to accompany 
H.R. 11922., 78-19318 
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Report ; no. 95-1153. 

Child nutrition amendments of 1978 : re- 
port together with minority views to 
accompany H.R. 12511., 78-19319, 
78-24715 

Report ; no. 95-1154. 

Amendments to International investment 
survey act of 1976 : report to accom- 
pany H.R. 12589., 78-22585 


Report ; no. 95-1155. 

Maritime appropriation authorization act 
for fiscal year 1979 : report together 
with additional views to accompany 
H.R. 10729., 78-19320 


Report ; no. 95-1158. 

Amending the Water resources planning 
act (75 Stat. 244, as amended) : report 
to accompany H.R. 11655., 78-26915 

Report ; no. 95-1159. 

Increasing the authorization for the 
Federal payment to the District of 
Columbia : report together with addi- 


tional views to accompany H. R. 
12594., 78-26916 


Report ; no. 95-1160. 

Foreign relations authorization act, fiscal 
year 1979 : report of the Committee 
on International Relations, on H.R. 
12598 ..., 78-19321 


Report ; no. 95-1161. 

Housing and community development 
amendments of 1978 : report together 
with supplemental, additional, and 
minority views to accompany H.R. 
12433., 78-26917 

Report ; no. 95-1162. 

National traffic and motor vehicle infor- 
mation and cost savings authorizations 
act : report together with separate 
views to accompany H.R. 11286., 78- 
26918 


Report ; no. 95-1163. 

Authorization for Toxic substances con- 
trol act : report together with minority 
views to accompany H.R. 12441., 78- 
19322 

Report ; no. 95-1164. 

Extension of Consumer product safety 
act : report together with additional 
and separate views to accompany H.R. 
12442., 78-26919 

Report ; no. 95-1165. 

Providing for increases in appropriations 
ceilings, development ceilings, land 
acquisition and boundary changes in 
certain Federal park and recreation 
areas ... : report together with supple- 
mental views to accompany H.R. 
12536., 78-26920 

Report ; no. 95-1166. 

Authorizing appropriations to the De- 
partment of Energy and the Federal 
Energy Regulatory Commission, pur- 
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suant to section 660 of the Depart- 
ment of Energy organization act, and 
for other purposes : report together 
with supplemental views to accompany 
H.R. 11392 ..., 78-26921 

Report ; no. 95-1167. 

Fuels transportation safety amendments 
act of 1978 : report /, 78-22586 

Report ; no. 95-1168. 

James Madison Memorial Building : re- 
port to accompany H.R. 12342., 78- 
24716 

Report ; no. 95-1171. 

Extending the provisions of the Noise 
control act of 1972 : report to accom- 
pany H.R. 12647., 78-26922 

Report ; no. 95-1173. 

First concurrent resolution on_ the 
budget, fiscal year 1979 : conference 
report to accompany S. Con. Res. 80., 
78-19323 

Report ; no. 95-1174. 

Authorizing appropriations for the Office 
of Rail Public Counsel report 
together with minority views to accom- 
pany H.R. 12162., 78-19324 

Report ; no. 95-1175. 

Authorizing additional appropriations for 
the purchase of securities of the Con- 
solidated Rail Corporation report 
together with additional and separate 
views to accompany H.R. 12161., 78- 
26923 

Report ; no. 95-1176. 

Federal railroad safety authorization act 
of 1978 : report together with separate 
and supplemental views to accompany 
H.R. 12577., 78-19325 

Report ; no. 95-1177. 

Coordination of Federal research efforts 
in Chesapeake Bay : report to accom- 
pany H.R. 12631 /, 78-26924 

Report ; no. 95-1178. 

Public telecommunications financing act 
of 1978 : report to accompany H.R. 
12605., 78-24717 

Report ; no. 95-1179. 

Forest and rangeland renewable 
resources research act of 1978 : report 
to accompany H.R. 11778., 78-26925 

Report ; no. 95-1180. 

Expansion of the Forest Service’s volun- 
teer program : report to accompany S. 
2370., 78-16397 

Report ; no. 95-1181. 

Commodity exchange act extension and 
amendments : report together with ad- 
ditional views and separate views to 
accompany H.R. 10285., 78-22587 

Report ; no. 95-1182. 

Amtrak improvement act of 1978 : re- 
port together with minority and sup- 





plemental views to accompany H.R. 
11493., 78s19326 

Report ; no. 95-1183. 

Cooperative forestry assistance act of 
1978 : report to accompany H. 11777., 
78-26926 

Report ; no. 95-1184. 

Renewable resources extension act of 
1978 : report to accompany H.R. 
11779., 78-26927 

Report ; no. 95-1185. 

Health planning and resources develop- 
ment amendments of 1978 : report /, 
78-26928 

Report ; no. 95-1186. 

Health centers amendments of 1978 : re- 
port /, 78-26929 

Report ; no. 95-1188. 

Developmental disabilities act amend- 
ments of 1978 : report /, 78-26930 

Report ; no. 95-1191. 

Health services amendments of 1978 : 
report /, 78-26931 

Report ; no. 95-1193. 

Psychotropic substances act of 1978 : re- 
port /, 78-26932 

Report ; no. 95-1194. 

North Pacific fisheries act amendments : 
report to accompany H.R. 126371 [i.e. 
12637]., 78-26933 

Report ; no. 95-1195. 

Polar living marine resources conserva- 
tion act of 1978 : report to accompany 
H.R. 12668., 78-26934 

Report ; no. 95-1196. 

Component parts of ammunition tax : re- 
port together with additional views to 
accompany H.R. 3633., 78-26935 

Report ; no. 95-1197. 

Refuge revenue sharing act of 1978 : re- 
port to accompany H.R. 8394., 78- 
26936 

Report ; no. 95-1198. 

Authorizing appropriations for the 
United States Railway Association : re- 
port together with minority views to 
accompany H.R. 10898., 78-16398 

Report ; no. 95-1199. 

Providing for the consideration of H.R. 
39 : report to accompany H. Res. 
1186., 78-16399 

Report ; no. 95-1200. 

Providing for the consideration of H.R. 
8099 : report to accompany H. Res. 
1187., 78-16400 

Report ; no. 95-1201. 

Federal statistical activity control act of 
1978 : report together with supplemen- 


tal views to accompany H.R. 11253., 
78-24718 
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Report ; no. 95-1202. 

Providing for the consideration of H.R. 
10929 : report to accompany H. Res. 
1188., 78-19327 

Report ; no. 95-1203. 

Providing for the consideration of H.R. 
10729 : report to accompany H. Res. 
1190., 78-16401 

Report ; no. 95-1204. 

Providing for the consideration of H.R. 
12481 : report to accompany H. Res. 
1191., 78-16402 

Report ; no. 95-1205. 

Providing for the consideration of H.R. 
12602 : report to accompany H. Res. 
1193., 78-i19328 

Report ; no. 95-1207. 

Federal employee administrative hearing 
rights guarantee act : report together 
with minority views to accompany 
H.R. 6225., 78-19329, 78-22588 

Report ; no. 95-1211. 

Air service improvement act of 1978 : 
report together with minority and addi- 
tional views to accompany H.R. 
12611., 78-26937 

Report ; no. 95-1212. 

Union Station improvement act of 1978 : 
report together with dissenting views 
to accompany H.R. 12796., 78-26938 

Report ; no. 95-1213. 

Allocation of budget totals under the 
first concurrent resolution on the 
budget for fiscal year 1979 /, 78- 
16403 

Report ; no. 95-1215. 

Fishery conservation zone transition act 
amendment : report together with dis- 
senting views to accompany H.R. 
12571., 78-26939 

Report ; no. 95-1216. 

Providing for the consideration of H.R. 
12598 : report to accompany H. Res. 
1204., 78-19330 

Report ; no. 95-1217. 

Providing for the consideration of H.R. 
12240 : report to accompany H. Res. 
1205., 78-19331 

Report ; no. 95-1218. 

Providing for the consideration of H.R. 
12426 : report to accompany H. Res. 
1206., 78-19332 

Report ; no. 95-1225. 

Veterans’ and survivors’ pension im- 
provement act of 1978 
company H.R. 10173., 

Report ; no. 95-1226. 

Veterans’ disability compensation and 
survivor benefits act of 1978 : report 
to accompany H.R. 11886., 78-19334 


: report to ac- 
78-19333 
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Report ; no. 95-1227. 

Increased rates of dependency and in- 
demnity compensation for needy 
parents : report to accompany H.R. 
11887., 78-26940 

Report ; no. 95-1228. 

Increased compensation for 
rated 40 percent disabled : 
accompany H.R. 11888., 

Report ; no. 95-1229. 

Providing additional pension to recipients 
of the Congressional Medal of Honor : 
report to accompany H.R. 11889., 
78-26942 

Report ; no. 95-1230. 

Providing dependency and _ indemnity 
compensation benefits for certain sur- 
vivors of service-connected veterans 
rated totally and permanently disabled 
at time of death : report to accompany 
H.R. 11890., 78-26943 

Report ; no. 95-1231. 

Increased aid and attendance allowance 
for severely disabled service-connected 
veterans who require constant medical 
attention : report to accompany H.R. 
11891., 78-26944 

Report ; no. 95-1232. 

Taxation or [sic] fringe benefits : report 
together with additional views to ac- 
company H.R. 12841., 78-26945 


Report ; no. 95-1234. 

Providing for the consideration of H.R. 
15 : report to accompany H. Res. 
1208., 78-19335 

Report ; no. 95-1235. 

Small Business Committee allocation of 
budget totals to subcommittees for 
fiscal year 1979 /, 78-16404 

Report ; no. 95-1241. 

Cost of living adjustments for retired 
Comptrollers General : report to ac- 
company H.R. 12196., 78-22589 


Report ; no. 95-1243. 

To increase the veterans’ burial al- 
lowance from $250 to $350 : report to 
accompany H.R. 12258., 78-26946 

Report ; no. 95-1246. 

Military construction appropriation bill, 
1979 : report to accompany H.R. 
12927., 78-19336 

Report ; no. 95-1247. 

Public works for water and power 
development and energy research ap- 
propriation bill, 1979 : report to ac- 
company H.R. 12928., 78-19337 

Report ; no. 95-1248. 

Departments of Labor and Health, Edu- 
cation, and and related agencies ap- 
propriation bill, 1979 : report together 
with supplemental and additional views 
to accompany H.R. 12929., 78-19338 


veterans 
report to 
78-26941 
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Report ; no. 95-1249. 

Treasury, Postal Service, and general 
government appropriation bill, 1979 : 
report together with additional views 
to accompany H.R. 12930., 78-22590 

Report ; no. 95-1250. 

Foreign assistance and related programs 
appropriation bill, 1979 report 
together with minority and additional 
views to accompany H.R. 12931., 78- 
19339 

Report ; no. 95-1251. 

Department of the Interior and related 
agencies appropriation bill, 1979 : re- 
port to accompany H.R. 12932., 78- 
19340 

Report ; no. 95-1252. 

Department of Transportation and re- 
lated agencies appropriation bill, 1979 

report together with separate and 
supplemental views to accompany H.R. 
12933., 78-19341 

Report ; no. 95-1253. 

Departments of State, Justice, and Com- 
merce, the Judiciary, and related agen- 
cies appropriation bill, fiscal year 1979 
: report together with additional views 
to accompany H.R. 12934., 78-19342 

Report ; no. 95-1254. 

Legislative branch appropriation bill, 
1979 : report together with minority 
views to accompany H.R. 12935., 78- 
19343 

Report ; no. 95-1256. 

Providing for the consideration of H.R. 
11493 : report to accompany H. Res. 
1212., 78-19344 

Report ; no. 95-1257. 

Providing for the consideration of H.R. 
12250 : report to accompany H. Res. 
1213., 78-19345 

Report ; no. 95-1258. 

Providing for the consideration of H.R. 
12433 : report to accompany H. Res. 
1214., 78-19346 

Report ; no. 95-1259. 

Providing for the consideration of H.R. 
12505 : report to accompany H. Res. 
1215., 78-19347 

Report ; no. 95-1261. 

Authorizing the printing of additional co- 
pies of volume II of the Senate 
hearings entitled ‘Korean influence 
inquiry” : report to accompany S. Con. 
Res. 89., 78-19348 

Report ; no. 95-1263. 

Amending sections 3303a and 1503 of 
title 44, U.S. Code, to require manda- 
tory application of the general records 
schedules to all Federal agencies and 
to resolve conflict between authoriza- 
tions for disposal and to provide for 
the disposal of Federal Register docu- 
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ments : report to accompany S. 1267., 
78-22591 

Report ; no. 95-1264. 

Authorizing the printing as a House 
document the folder “The United 
States Capitol” : report to accompany 
H. Con. Res. 561., 78-19349 

Report ; no. 95-1265. 

Providing for the printing of the report 
of the report “New perspectives in 
health care for older Americans” : re- 
port to accompany H. Con. Res. 441., 
78-19350 

Report ; no. 95-1266. 

Providing for the printing of a booklet 
entitled ‘“‘Duties of the Speaker” : re- 
port to accompany H. Res. 1136., 
78-19351 

Report ; no. 95-1267. 

Providing for the printing of the commit- 
tee print “‘Federal responsibility to the 
elderly” : report to accompany H. Res. 
934., 78-19352 

Report ; no. 95-1268. 

Providing for the printing of the report 
“Senior transportation, ticket to digni- 
ty” : report to accompany H. Res. 
933., 78-19353 

Report ; no. 95-1269. 

Providing for the printing of the report 
“Mandatory retirement, the social and 
human cost of enforced idleness” : re- 
port to accompany H. Res. 932., 78- 
19354 

Report ; no. 95-1270. 

Providing for the printing as a House 
document of a print of the Committee 
on Science and Technlogy [sic] : re- 
port to accompany H. Res. 847., 78- 
19355 

Report ; no. 95-1271. 

Waiving certain points of order against 
H.R. 12930 : report to accompany H. 
Res. 1218., 78-19356 

Report ; no. 95-1273. 

Waiving certain points of order against 
H.R. 12933 : report to accompany H. 
Res. 1219., 78-19357 

Report ; no. 95-1274. 

Waiving certain points of order against 
H.R. 12929 : report to accompany H. 
Res. 1220., 78-19358 

Report ; no. 95-1275. 

Providing for the consideration of H.R. 
10285 : report to accompany H. Res. 
1221., 78-19359 

Report ; no. 95-1276. 

Providing for the consideration of H.R. 


12005 : report to accompany H. Res. 
1222., 78-19360 
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Report ; no. 95-1277. 

Waiving certain points of order against 
H.R. 12935 : report to accompany H. 
Res. 1223., 78-19361 

Report ; no. 95-1278. 

Waiving certain points of order and 
providing certain procedures during 
consideration of H.R. 12928 : report 
to accompany H. Res. 1224., 78- 
19362 

Report ; no. 95-1279. 

Waiving certain points of order and 
providing certain procedures during 
consideration of H.R. 12932 : report 
to accompany H. Res. 1225., 78- 
19363 

Report ; no. 95-1280. 

Waiving certain points of order against 
H.R. 12936 : report to accompany H. 
Res. 1226., 78-19364 

Report ; no. 95-1281. 

Waiving certain points of order against 
H.R. 12934 : report to accompany H. 
Res. 1227., 78-19365 


Report ; no. 95-1286. 

Miscellaneous revenue act of 1978 : re- 
port to accompany H.R. 12578., 78- 
24719 

Report ; no. 95-1287. 

Waiving certain points of order against 
H.R. 12927 : report to accompany H. 
Res. 1229., 78-22592 

Report ; no. 95-1290. 

Agriculture, rural development, and re- 
lated agencies appropriation bill, 1979 
: report to accompany H.R. 13125., 
78-22593 

Report ; no. 95-1291. 

Providing for conveyance of certain 
lands in the Wenatchee National 
Forest, Wash., by the Secretary of 
Agriculture : report to accompany S. 
2033., 78-22594 

Report ; no. 95-1292. 

Waiving certain points of order and 
providing certain procedures during 
consideration of H.R. 12932 : report 
to accompany H. Res. 1230., 78- 
19366 

Report ; no. 95-1293. 

Providing for the consideration of H.R. 
10587 : report to accompany H. Res. 
1233., 78-19367 

Report ; no. 95-1294. 

Providing for the consideration of H.R. 
7577 : report to accompany H. Res. 
1234., 78-19368 

Report ; no. 95-1295. 

Providing for the consideration of H.R. 


12432 : report to accompany H. Res. 
1235., 78-19369 





Report ; no. 95-1296. 

Waiving certain points of order and 
providing certain procedures during 
consideration of H.R. 12928 : report 
to accompany H. Res. 1236., 78- 
22595 

Report ; no. 95-1298. 

Declaring that all right, title, and interest 
of the United States in 2,700 acres ... 
are hereby held in trust for the Paiute 
and Shoshone Tribes of the Fallon In- 
dian Reservation and Colony, Fallon, 
Nev. ... : report to accompany S. 785., 
78-22596 

Report ; no. 95-1300. 

Report of the Committee on Public 
Works and Transportation /, 78- 
22597 

Report ; no. 95-1302. 

Waiving certain points of order against 
H.R. 12931 : report to accompany H. 
Res. 1239., 78-22598 

Report ; no. 95-1303. 

Providing for the consideration of H.R. 


3350 : report to accompany H. Res. 
1240., 78-22599 


Report ; no. 95-1305. 

Declaring certain federally owned land 
known as the Yardeka School land to 
be held in trust for the Creek Nation 


of Oklahoma : report to accompany S. 
947., 78-22600 


Report ; no. 95-1306. 

Declaring that certain lands of the 
United States situated in the State of 
Oklahoma are held by the United 
States in trust for the Cheyenne- 
Arapaho Tribes of Oklahoma ... : re- 
port to accompany S. 1291., 78- 
22601 

Report ; no. 95-1308. 

American Indian religious freedom : re- 
port to accompany H.J. Res. 738., 
78-26947 

Report ; no. 95-1309. 

Report of the Committee on the District 
of Columbia pursuant to section 
302(b) of the Congressional budget 
act of 1974., 78-24720 

Report ; no. 95-1310. 

Report of the Committee on House Ad- 
ministration /, 78-22602 

Report ; no. 95-1311. 

Report of the Committee on Post Office 
and Civil Service /, 78-22603 

Report ; no. 95-1313. 

Providing for the consideration of H.R. 
12536 : report to accompany H. Res. 
1243., 78-22604 

Report ; no. 95-1315. 

Electronic fund transfer act report 
together with additional and dissenting 
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views to accompany H.R. 13007., 78- 
26948 

Report ; no. 95-1316. 

Allocation of budget totals by program : 
report of the Committee on Govern- 
ment Operations /, 78-22605 

Report ; no. 95-1318. 

Waiving certain points of order and 
providing certain procedures during 
consideration of H.R. 12931 : report 
to accompany H. Res. 1247., 78- 
22606 

Report ; no. 95-1319. 

Report of the Committee on Veterans’ 
Affairs /, 78-22607 

Report ; no. 95-1327. 

National Grandparents Day : report to 
accompany H.J. Res. 613., 78-22608 

Report ; no. 95-1328. 

National Port Week : report to accom- 
pany H.J. Res. 773., 78-22609 

Report ; no. 95-1329. 

Making appropriations for the Depart- 
ment of Transportation and related 
agencies : conference report to accom- 
pany H.R. 12933., 78-22610 

Report ; no. 95-1330. 

Providing for the consideration of H.R. 
1609 : report to accompany H. Res. 
1252., 78-22611 

Report ; no. 95-1331. 

Providing for the consideration of H.R. 
12796 : report to accompany H. Res. 
1253., 78-22612 

Report ; no. 95-1332. 

Veterans’ housing improvements act of 
1978 : report to accompany H.R. 
12028., 78-26949 

Report ; no. 95-1333. 

Peace Corps act amendments of 1978 : 
conference report to accompany H.R. 
11877., 78-22613 


Report ; no. 95-1334. 

Joint fisheries ventures : report to ac- 
company H.R. 13340., 78-26950 

Report ; no. 95-1335. 

Asian/Pacific American Heritage Week : 
report to accompany H.J. Res. 1007., 
78-24721 

Report ; no. 95-1336. 

Humane methods of slaughter act of 
1978 : report to accompany H.R. 
1464., 78-24722 

Report ; no. 95-1337. 

Amending the Packers and stockyards 
act of 1921 report to accompany 
H.R. 9482., 78-22614 

Report ; no. 95-1338. 

Agricultural trade act of 1978 : report 
together with dissenting and supple- 
mental views to accompany H.R. 
10584 /, 78-2695! 


Do not order from index; see indicated entry 





Report ; no. 95-1339. 

Providing for the extension of benefits 
and services to the Pascua Yaqui Indi- 
ans of Arizona : conference report to 
accompany S. 1633., 78-22615 

Report ; no. 95-1342. 

Workfare pilot projects : report to ac- 
company H.R. 13149., 78-26952 

Report ; no. 95-1343. 

Providing for the consideration of H.R. 
12163 : report to accompany H. Res. 
1261., 78-22616 

Report ; no. 95-1344. 

Agricultural credit act of 1978 : con- 
ference report to accompany H.R. 
11504., 78-22617, 78-24723 

Report ; no. 95-1346. 

Providing for the consideration of H.R. 
11392 : report to accompany H. Res. 
1264., 78-22618 

Report ; no. 95-1347. 

Providing for the consideration of Senate 
Joint Resolution 4 : report to accom- 
pany H. Res. 1265., 78-22619 

Report ; no. 95-1348. 

Providing for the consideration of H.R. 
7308 : report to accompany H. Res. 
1266., 78-22620 

Report ; no. 95-1349. 

Temporary public debt limit report 
together with minority and dissenting 
views to accompany H.R. 13385., 78- 
26953 

Report ; no. 95-1350. 

Second supplemental appropriations bill, 
1978 : report to accompany H.R. 
13467., 78-24724 

Report ; no. 95-1351. 

District of Columbia appropriation bill, 
1978 : report to accompany H.R. 
13468., 78-26954 

Report ; no. 95-1353. 

Temporary suspension of duty on stronti- 
um nitrate : report to accompany H.R. 
5044., 78-26955 

Report ; no. 95-1354. 

Temporary suspension of duty on fluor- 
spar : report to accompany H. R. 
5265., 78-26956 

Report ; no. 95-1357. 

Extension of existing suspension of duties 
on certain forms of zinc : report to ac- 
company H.R. 9911., 78-26957 

Report ; no. 95-1358. 

Suspension of duty on certain nitrocellu- 
lose : report to accompany H.R. 9628., 
78-26958 

Report ; no. 95-1359. 

Suspension of duty on natural graphite : 


report to accompany H.R. 10625., 
78-26959 
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Report ; no. 95-1364. 

Magistrate act of 1978 : report together 
with dissenting views to accompany S. 
1613., 78-22621 

Report ; no. 95-1366. 

District of Columbia reciprocal tax col- 
lection act : report to accompany S. 
1103., 78-26960 

Report ; no. 95-1367. 

Restricting the carrying of weapons : re- 
port to accompany S. 2511., 78- 
24725 

Report ; no. 95-1369. 

New York City financial assistance act of 
1978 : conference report to accom- 
pany H.R. 12426., 78-22622 

Report ; no. 95-1370. 

National Lupus Week : report to accom- 
pany H.J. Res. 682., 78-24726 

Report ; no. 95-1371. 

National Family Week : report to accom- 
pany H.J. Res. 684., 78-22623 

Report ; no. 95-1372. 

National Guard Day : report to accom- 
pany H.J. Res. 946., 78-22624 

Report ; no. 95-1374. 

Providing for the consideration of H.R. 
13385 : report to accompany H. Res. 
1277., 78-24727 

Report ; no. 95-1376. 

Firefighters’ Memorial Sunday : report to 
accompany H.J. Res. 685., 78-22625 

Report ; no. 95-1377. 

National P.O.W.-M.1.A. Recognition Day 
: report to accompany H.J. Res. 963., 
78-22626 

Report ; no. 95-1378. 

Providing for the consideration of H.R. 
13007 : report to accompany H. Res. 
1278., 78-24728 

Report ; no. 95-1381. 

Ocean shipping act of 1978 
accompany H.R. 9998., 

Report ; no. 95-1384. 

Port safety and tank vessel safety act of 
1978 : report together with minority 
views to accompany H.R. 13311., 78- 
24729 

Report ; no. 95-1387. 

Caroline M. Babcock : report to accom- 
pany H.R. 2656., 78-24730 

Report ; no. 95-1388. 

Gail Williamson : report to accompany 
H.R. 8428., 78-24731 

Report ; no. 95-1389. 

Relief of Anthony Casamento : report to 
accompany H.R. 3307., 78-24732 

Report ; no. 95-1392. 

Providing for the consideration of H.R. 


12514 : report to accompany H. Res. 
1286., 78-24733 


: report to 
78-26961 
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Report ; no. 95-1393. 

Providing for the consideration of H.R. 
9486 : report to accompany H. Res. 
1287., 78-24734 

Report ; no. 95-1394. 

Providing for the consideration of H.R. 
11711 : report to accompany H. Res. 
1288., 78-24735 


Report ; no. 95-1397. 


Clayton act amendments of 1978 : report 


together with additional, dissenting, 
and minority views to accompany H.R. 
11942., 78-24736, 78-26962 


Report ; no. 95-1399. 


National consumer cooperative bank act 


: conference report to accompany H.R. 
2777., 78-24737 

Report ; no. 95-1402. 

Department of Defense appropriation 
authorization act, 1979 : conference 
report to accompany H.R. 10929., 
78-24738 


Report ; no. 95-1403. 


Civil service reform act of 1978 : report 


of the Committee on Post Office and 
Civil Service on H.R. 11280 ..., 78- 
24739 


Report ; no. 95-1406. 

Waiving certain points of order against 
H.R. 13635 : report to accompany H. 
Res. 1291., 78-24740 

Report ; no. 95-1410. 

Amending title 28, United States Code, 
to provide for action against insurers 
on claims against persons entitled to 
diplomatic immunity : report together 
with dissenting views to accompany 
H.R. 7679., 78-24741 

Report ; no. 95-1412. 


Stefan Kowalik : report to accompany 
H.R. 1400., 78-24742 


Report ; no. 95-1413. 
Juana Todd Atherley : report to accom- 
pany H.R. 1931., 78-24743 


Report ; no. 95-1414. 
Irma Victoria Bolarte Alvarado 
to accompany H.R. 3613., 


Report ; no. 95-1415. 

Marinelle Khristy Cruz 
company H.R. 5163., 

Report ; no. 95-1416. 

Amending the act incorporating the 
American Legion so as to redefine 
eligibility for membership therein : re- 
port to accompany S. 2424., 78- 
24746 

Report ; no. 95-1420. 

Intelligence and intelligence-related ac- 
tivities authorization act for fiscal year 
1979 : conference report to accom- 
pany H.R. 12240., 78-24747 


: report 
78-24744 


: report to ac- 
78-24745 
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Report ; no. 95-1422. 

Rosario A. Calvin : report to accompany 
H.R. 1402., 78-24748 

Report ; no. 95-1423. 

Noel Abueg Emde : report to accompany 
H.R. 7387., 78-24749 

Report ; no. 95-1424. 

Francesco Giuttari : report to accompany 
H.R. 8751., 78-24750 

Report ; no. 95-1425. 

Raymond Vishnu Clemons : report to ac- 
company H.R. 9610., 78-24751 

Report ; no. 95-1426. 

Eustace John D’Souza : report to accom- 
pany H.R. 9613., 78-24752 

Report ; no. 95-1430. 

Elisabetta Basso Gallizio 
company H.R. 4530., 


Report ; no. 95-1431. 
Margaret Somerville Jefferis : report to 
accompany H.R. 7604., 78-24754 


Report ; no. 95-1432. 
Vasilios Georgios Valcanos : report to 
accompany H.R. 7419., 78-24755 


Report ; no. 95-1433. 

Shin Myong Yo Purdom, also known as 
Myong Yo Sin : report to accompany 
S. 1335., 78-24756 

Report ; no. 95-1434. 

Chong Cha Williams : report to accom- 
pany S. 405., 78-24757 

Report ; no. 95-1435. 

Lily Lirio Galindo : report to accompany 
H.R. 6664., 78-24758 

Report ; no. 95-1436. 

Joanne Lapointe : report to accompany 
H.R. 7550., 78-24759 

Report ; no. 95-1437. 

Providing for the consideration of H.R. 
8729 : report to accompany H. Res. 
1293., 78-24760 

Report ; no. 95-1438. 

Providing for the consideration of H.R. 
12452 : report to accompany H. Res. 
1294., 78-24761 

Report ; no. 95-1439. 

Providing for the consideration of House 
Joint Resolution 638 : report to ac- 
company H. Res. 1295., 78-24762 

Report ; no. 95-1440. 

Lester Bruce Priday 
pany H.R. 1446., 

Report ; no. 95-1441. 

Rolando R. Gaza and Teresita C. Gaza : 
report to accompany H.R. 2655., 78- 
24764 

Report ; no. 95-1442. 

Monika Grantz : 
H.R. 8927., 


: report to ac- 
78-24753 


: report to accom- 
78-24763 


report to accompany 
78-24765 
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Report ; no. 95-1443. 

James William Dibben : report to accom- 
pany H.R. 9352., 78-24766 

Report ; no. 95-1444. 

Craig Day : report to accompany H.R. 
9611., 78-24767 

Report ; no. 95-1445. 

Revenue act of 1978 : report of the 
Committee on Ways and Means, U.S. 
House of Representatives, together 
with additional, supplemental, 
separate, and dissenting views ... on 
H.R. 13511., 78-24768 

Report ; no. 95-1446. 

Derrick Tan : report to accompany H.R. 
2939., 78-24769 

Report ; no. 95-1448. 

Military construction authorization act, 
1979 : report to accompany H.R. 
12602., 78-24770 

Report ; no. 95-1449. 

Providing for the consideration of H.R. 
12303 : report to accompany H. Res. 
1300., 78-24771 

Report ; no. 95-1450. 

Providing for the consideration of H.R. 
12347 : report to accompany H. Res. 
1301., 78-24772 

Report ; no. 95-1451. 

Providing for the consideration of H.R. 
12584 : report to accompany H. Res. 
1302., 78-24773 

Report ; no. 95-1457. 

Making appropriations for the legislative 
branch for fiscal year 1979 : con- 
ference report to accompany H.R. 
12935., 78-24774 

Report ; no. 95-1461. 

Providing for the consideration of H.R. 
13511 : report to accompany H. Res. 
1306., 78-24775 

Report ; no. 95-1473. 

Providing for the consideration of H.R. 
11280 : report to accompany H. Res. 
1307., 78-24776 

Report ; no. 95-1474. 

Outer continental shelf lands act amend- 
ments of 1978 : conference report to 
accompany S.9., 78-24777 

Report ; no. 95-1476. 

Providing for the consideration of H.R. 
11622 : report to accompany H. Res. 
1311., 78-24778 

Report ; no. 95-1478. 

Amtrak improvement act of 1978 : con- 
ference report to accompany S. 3040., 
78-24779 

Report ; no. 95-1479. 

Health maintenance organization amend- 
ments of 1978: report /, 78-26963 
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Report ; no. 95-1481. 
Child health assurance act of 1978 : re- 
port /, 78-26964 


Report ; no. 95-1485. 

Surface transportation assistance act of 
1978 : report of the Committee on 
Public Works and _ Transportation 
together with minority, supplemental, 
and separate views, on H.R. 11733 ..., 
78-24780 

Report ; no. 95-1489. 

National climate program act : con- 
ference report to accompany H.R. 
6669., 78-26965 

Report ; no. 95-1490. 

Public works for water and power 
development and energy research ap- 
propriation bill, fiscal year 1979 : con- 
ference report to accompany H.R. 
12928., 78-26966 

Report ; no. 95-1492. 

Modifying the boundary of the White 
River National Forest in the State of 
Colorado report to accompany S. 
2101., 78-26967 


Report ; no. 95-1494. 

Amending the Water resources planning 
act : conference report to accompany 
S.2701., 78-24781 


Report ; no. 95-1495. 


Military construction appropriations 
conference report to accompany H.R. 
12927., 78-24782 


Report ; no. 95-1496. 

Clarifying status of certain Presidential 
appointees under employee leave 
system : report to accompany S. 1626., 
78-24783 

Report ; no. 95-1502. 

Providing for the consideration of H.R. 
10898 : report to accompany H. Res. 
1321., 78-24784 

Report ; no. 95-1503. 

Providing for the consideration of S. 
1613 : report to accompany H. Res. 
1322., 78-24785 

Report ; no. 95-1505. 

Providing for the consideration of H.R. 1 
: report to accompany H. Res. 1323., 
78-26968 

Report ; no. 95-1506. 

Providing for the consideration of H.R. 
12611 : report to accompany H. Res. 
1324., 78-26969 

Report ; no. 95-1507. 

Providing for the consideration of H.R. 
13059 : report to accompany H. Res. 
1325., 78-26970 

Report ; no. 95-1508. 

Providing for the consideration of H.R. 


11733 : report to accompany H. Res. 
1326., 78-26971 


Do not order from index; see indicated entry 





Report ; no. 95-1517. 

Customs procedural reform : conference 
report to accompany H.R. %149., 78- 
26972 

Report ; no. 95-1522. 

Acceptance and use of records by 
General Services Administration : re- 
port to accompany S. 1265., 78- 
26973 

Report ; no. 95-1531. 

Department of Education organization 
act : report together with additional 
and dissenting views to accompany 
H.R. 13778., 78-26974 

Report ; no. 95-1533. 

Medicare amendments of 1978 : report 
of the Committee on Ways and Means, 
U.S. House of Representatives, to ac- 
company H.R. 13097., 78-26975 

Report ; no. 95-1534. 

Amendments’ to health programs 
authorized under Social security act : 
report of the Committee on Ways and 
Means, House of Representatives ... to 
accompany H.R. 13817 ..., 78-26976 

Report ; no. 95-1535. 

Foreign relations authorization act, fiscal 
year 1979 : conference report to ac- 
company H.R. 12598., 78-26977 

Report ; no. 95-1536. 

Providing for the consideration of H.R. 
13471 : report to accompany H. Res. 
1333., 78-26978 

Report ; no. 95-1543. 

Prohibiting discrimination in _ rates 
charged by the Southwestern Power 
Administration : report together with 
dissenting views to accompany H.R. 
13069., 78-26979 

Report ; no. 95-1544. 

Providing for the establishment of the 
Jean Lafitte National Historical Park 
and Preserve in the State of Louisiana, 
and for other purposes report 
together with dissenting views to ac- 
company S. 1829., 78-26980 

Report ; no. 95-1545. 

International development and _ food 
assistance act of 1978 : conference re- 
port to accompany H.R. 12222., 78- 
26981 

Report ; no. 95-1546. 

International security assistance act of 
1978 : conference report to accom- 
pany S. 3075., 78-26982 

Report ; no. 95-1547. 

Redesignating the U.S. Meat Animal 
Research Center in honor of Senator 
Roman L. Hruska : report to accom- 
pany S. 409., 78-26983 

Report ; no. 95-1552. 

Authorizing the Secretary of Agriculture 
to relinquish exclusive legislative ju- 
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risdiction over property under his con- 
trol : report to accompany S. 2946., 
78-26984 

Report ; no. 95-1557. 

Federal Trade Commission amendments 
of 1978 : conference report to accom- 
pany H.R. 3816., 78-26985 

Report ; no. 95-1562. 

Providing for the consideration of H.R. 
11545 : report to accompany H. Res. 
1343., 78-26986 

Report ; no. 95-1564. 

International emergency wheat reserve 
act of 1978 : report together with sup- 
plemental views, minority report, and 
additional minority views /, 78-26987 

Report ; no. 95-1566. 

Providing for the consideration of H.R. 
6853 : report to accompany H. Res. 
1345., 78-26988 

Report ; no. 95-1567. 

Providing for the consideration of H.R. 
13488 : report to accompany H. Res. 
1346., 78-26989 

Report ; no. 95-1571. 

Providing for the consideration of H.R. 
10909 : report to accompany H. Res. 
1348., 78-26990 

Report ; no. 95-1587. 

Providing for the consideration of H.R. 
13750 : report to accompany H. Res. 
1354., 78-26991 

Report ; no. 95-1588. 

Providing for the consideration of H.R. 
13778 : report to accompany H. Res. 
1355., 78-26992 

Report ; no. 95-1589. 

Waiving certain points of order against 
the conference report on H.R. 3816 : 
report to accompany H. Res. 1356., 
78-26993 

Report ; no. 95-1595. 

Providing for the consideration of H.R. 
12161 : report to accompany H. Res. 
1365., 78-26994 

Report ; no. 95-1596. 

Providing for the consideration of H.R. 
12299 : report to accompany H. Res. 
1366., 78-26995 

Report ; no. 95-1597. 

Providing for the consideration of H.R. 
13335 : report to accompany H. Res. 
1367., 78-26996 

Report ; no. 95-1598. 

Providing for the consideration of H.R. 
14042 : report to accompany H. Res. 
1368., 78-26997 

Report ; no. 95-1610. 

Providing for the consideration of H.R. 


12355 : report to accompany H. Res. 
1373., 78-26998 


Page I- 1138 





Author Index 


Report ; no. 95-1611. 

Providing for the consideration of H.R. 
12533 : report to accompany H. Res. 
1374., 78-26999 

Report ; no. 95-1639. 

White House personnel authorization : 
conference report to accompany H.R. 
11003., 78-27000 

Report ; no. 95-1641. 

Providing for the consideration of H.R. 
12577 : report to accompany H. Res. 
1385., 78-27001 

Report ; no. 95-1642. 

Providing for the consideration of H.R. 
11979 : report to accompany H. Res. 
1386., 78-27002 

Report ; no. 95-1643. 

Omnibus judgeship bill : conference re- 
port to accompany H.R. 7843., 78- 
27003 

Report ; no. 95-1655. 

Providing for the consideration of H.R. 
11488 : report to accompany H. Res. 
1390., 78-27004 

Report ; no. 95-1717. 

Civil service reform act of 1978 : con- 


ference report to accompany S. 2640., 
78-27005 


United States. 95th Congress, 2d session, 


1978. Senate. 

Document ; no. 95-78. 

Annual report - National Academy of 
Sciences., 78-24806 

Document ; no. 95-79. 

Report of the Senatorial Delegation to 
the Republic of Panama, /, 78-14505 


Document ; no. 95-80. 

Report of delegation studying the 
Panama Canal treaties and other mat- 
ters of interest to the U.S. in Latin 
America, January 3-14, 1978., 78- 
12312 


Document ; no. 95-91. 

Study on Federal regulation : prepared 
pursuant to S. Res. 71 , to authorize a 
study of the purpose and current effec- 
tiveness of certain Federal agencies /, 
78-12313 

Document ; no. 95-92. 

Summary of legislative achievements., 
78-16416 

Document ; no. 95-93. 

A brief history of the Senate Committee 
on Commerce, Science, and Transpor- 
tion and its activities since 1947., 78- 
19396 

Document ; no. 95-95. 

Election law guidebook; summary of 
Federal and State laws regulating the 


nomination and election of United 
States Senators., 78-16417 
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Document ; no. 95-98. 

Semiannual report of the Architect of 
the Capitol., 78-24807 

Document ; no. 95-100. 

Progress in the prevention and control of 
air pollution., 78-24808 

Document ; no. 95-101. 

Special bridge replacement program., 
78-24678 

Document ; no. 95-102. 


Report of the Secretary of the Senate., 
78-22627 


Document ; no. 95-115. 

Rescission : message from the President 
of the United States .... 78-24809 

Executive document ; no. 95-A. 

International sugar agreement, 1977 
message from the President of the 
United States ..., 78-11957 

Executive document ; no. 95-B. 

Agreement with the International Atomic 
Energy Agency for the application of 
safeguards in the United States of 
America, with protocol : message from 
the President of the United States ..., 
78-18820 

Executive document ; no. 95-C-F. 

Four treaties pertaining to human rights : 
message from the President of the 
United States ..., 78-18821 

Executive document ; no. 95-G. 

Treaty with Bolivia on the execution of 
penal sentences : message from the 


President of the United States ..., 78- 
18822 


Executive document ; no. 95-H. 

Tax convention with the Kingdom of 
Morocco : message from the President 
of the United States., 78-18823 


Executive report ; no. 95-12. 

Panama Canal treaties : report of the 
Committee on Foreign Relations, 
United States Senate : with supplemen- 
tal and minority views on Executive N, 
95th Cong., Ist sess. ..., 78-16085 

Executive report ; no. 95-13. 

Nomination as Deputy Director of Cen- 
tral Intelligence of Ambassodor Frank 
C. Carlucci : report of the Select Com- 
mittee on Intelligence, United State 
Senate., 78-16086 

Executive report ; no. 95-14. 

William H. Webster to be Director of the 
Federal Bureau of Investigation : re- 
port ..., 78-16087 

Executive report ; no. 95-15. 

Nomination of Lynn R. Coleman to be 
General Counsel of the Department of 


Energy : report together with minority 
and additional views ..., 78-11958 





Executive report ; no. 95-16. 

Nomination of James T. McIntyre, Jr. to 
be Director of the Office of Manage- 
ment and Budget: report., 78-11959 

Executive report ; no. 95-17. 

Benjamin R. Civiletti to be Deputy At- 
torney General : report together with 
separate and additional views ..., 78- 
18824 


Executive report ; no. 95-18. 

Tax convention with the United Kingdom 
of Great Britain and Northern Ireland : 
report of the Committee on Foreign 
Relations, United States Senate, on Ex- 
ecutive K, 94th Cong., 2d sess. 
78-18825 

Executive report ; no. 95-19. 

Tax convention with the Republic of 
Korea : report of the Committee on 
Foreign Relations, United States 
Senate, on Executive P, 94th Cong., 
2d sess. ..., 78-18826 

Executive report ; no. 95-20. 

Nomination of Robert D. Thorne to be 
Assistant Secretary for Energy 
Technology of the Department of 
Energy : report together with minority 
views., 78-18827 

Executive report ; no. 95-21. 

Nomination of Milton D. Stewart to be 
Chief Counsel for Advocacy of the 
Small Business Administration 


together with a minority view 
22285 


Report ; no. 95-615. 
Employment preference for certain em- 
ployees of the Bureau of Indian Affairs 
and the Indian Health Service 
to accompany S. 666., 


Report ; no. 95-616. 

Authorizing the Secretary of the Treasu- 
ry to designate an Assistant Secretary 
to serve in his place as a member of 
the Library of Congress Trust Fund 
Board : report to accompany S. 2220., 
78-16418 


Report ; no. 95-617. 

Authorizing supplemental expenditures 
by the Special Committee on Aging for 
inquiries [sic] and investigations : re- 
port to accompany S. Res. 288., 78- 
10266 


Report ; no. 95-618. 

Authorizing supplemental expenditures 
by the Committee on Agriculture, 
Nutrition, and Forestry for inquiries 
and investigations : report to accom- 
pany S. Res. 291., 78-10267 

Report ; no. 95-619. 

Authorizing supplemental expenditures 
by the Committee on Armed Services 
for inquiries and investigations : report 
to accompany S. Res. 314., 78-10268 


eeeg 


: report 
is a 


: report 
78-10265 
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Report ; no. 95-620. 

Increasing the limitation on expenditures 
by the Committee on Environment and 
Public Works for the procurement of 
consultants : report to accompany S. 
Res. 339., 78-10269 

Report ; no. 95-621. 

Authorizing the Secretary of the Interior 
to memorialize the 56 Signers of the 
Declaration of Independence in Con- 


stitution Gardens in the District of 


Columbia : report to accompany H.R. 
2960., 78-10270 

Report ; no. 95-622. 

Public air space in the District of Colum- 
bia : report to accompany H.R. 7766., 
78-10271 

Report ; no. 95-623. 

Participation in judicial proceedings : re- 
port to accompany S. Res. 373., 78- 
10272 

Report ; no. 95-624. 

Absaroka-Beartooth Wilderness : 
to accompany S. 1671., 

Report ; no. 95-625. 

Funds for study of U.S. foreign policy : 
report to accompany S. Res. 377., 
78-10274 


Report ; no. 95-626. 


report 
78-10273 


Endangered American wilderness act of 


1978 : conference report to accom- 
pary H.R. 3454., 78-10275 

Report ; no. 95-627. 

Authorizing additional expenditures by 
the Committee on Rules and Adminis- 
tration for inquiries and investigations : 
report to accompany S. Res. 380., 
78-10276 

Report ; no. 95-628. 

Labor law reform act of 1978 : report 
together with additional and separate 
views to accompany S. 2467., 78- 
10277 

Report ; no. 95-630. 

Providing for radio coverage of the 
proceeding of the Senate during con- 
sideration of the Panama Canal trea- 
ties : report to accompany S. Res. 
268., 78-10278 


Report ; no. 95-631. 


Amending the Federal aviation act of 


1958 : report together with additional 
and minority views of the Senate Com- 
mittee on Commerce, Science, and 
Transportation, on S. 2493 ..., 78- 
10279 


Report ; no. 95-632. 

Settlement of retroactive social services 
claims : report to accompany S. 2360., 
78-10280 


Report ; no. 95-633. 


Defense, maintenance, and operation of 


the Panama Canal, including adminis- 
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tration and government of the Canal 
Zone : report ..., 78-12314 

Report ; no. 95-634. 

Emergency action to bolster the farm 
economy report to accompany S. 
Res. 393., 78-10281 

Report ; no. 95-635. 

Report on the New York City loan pro- 
gram from the Committee on Banking, 
Housing, and Urban Affairs, United 
States Senate., 78-12315 

Report ; no. 95-636. 

Appalachian Trail bill : report to accom- 
pany H.R. 8803., 78-12316 


Report ; no. 95-637. 

Amending title V of the Federal aviation 
act of 1958 : report to accompany S. 
2516., 78-12317 

Report ; no. 95-638. 

Amending title IV of the Federal aviation 
act of 1958 report to accompany 
H.R. 9851., 78-12318 

Report ; no. 95-639. 

Blind trusts : report of the Committee on 
Governmental Affairs, United States 
Senate, together with minority views /, 
78-12319 

Report ; no. 95-640. 

Authorizing additional expenditures by 
the Committee on the Judiciary for 
inquiries and investigations : report to 
accompany S. Res. 398., 78-12320 

Report ; no. 95-641. 

The importance of a strong and indepen- 
dent Department of Agriculture : re- 
port to accompany S. Res. 407., 78- 
12321 

Report ; no. 95-642. 

Tuition tax relief act of 1978 : report to 
accompany H.R. 3946., 78-12322 


Report ; no. 95-643. 

College opportunity act of 1978 : report 
together with additional views to ac- 
company S. 2539., 78-12323 

Report ; no. 95-645. 

Authorizing additional expenditures by 
the Committee on Armed Services for 
inquiries and investigations : report to 
accompany S. Res. 385., 78-12324 

Report ; no. 95-646. 

Authorizing additional expenditures by 
the Committee on Banking, Housing, 
and Urban Affairs for inquiries and in- 
vestigations : report to accompany S. 
Res. 371., 78-12325 

Report ; no. 95-647. 

Authorizing additional expenditures by 
the Committee on the Budget for 
inquiries and investigations 
accompany S. Res. 387., 


: report to 
78-12326 
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Report ; no. 95-648. 

Authorizing additional expenditures by 
the Committee on Commerce, Science, 
and Transportation for inquiries and 
investigations : report to accompany S. 
Res. 374., 78-12327 

Report ; no. 95-649. 

Authorizing additional expenditures by 
the Committee on Energy and Natural 
Resources for inquiries and investiga- 
tions : report to accompany S. Res. 
367., 78-12328 

Report ; no. 95-650. 

Authorizing additional expenditures by 
the Committee on Environment and 
Public Works for inquiries and in- 
vestigations : report to accompany S. 
Res. 379., 78-12329 

Report ; no. 95-651. 

Authorizing additional expenditures by 
the Committee on Finance for inqui- 
ries and investigations : report to ac- 
company S. Res. 392., 78-12330 

Report ; no. 95-652. 

Authorizing additional expenditures by 
the Committee on Foreign Relations 
for a study of matters pertaining to the 
foreign policy of the United States : re- 
port to accompany S. Res. 377., 78- 
12331 


Report ; no. 95-653. 


Authorizing additional expenditures by 
the Committee on Governmental Af- 
fairs for inquiries and investigations : 


report to accompany S. Res. 370., 
78-12332 


Report ; no. 95-654. 

Authorizing additional expenditures by 
the Committee on Human Resources 
for inquiries and investigations : report 
to accompany S. Res. 361., 78-10282 

Report ; no. 95-655. 

Authorizing additional expenditures by 
the Committee on the Judiciary for 
inquiries and investigations : report to 
accompany S. Res. 398.,  78-12333 

Report ; no. 95-656. 

Authorizing additional expenditures by 
the Committee on Veterans’ Affairs 
for inquiries and investigations : report 
to accompany S. Res. 382., 78-12334 

Report ; no. 95-657. 

Authorizing additional expenditures by 
the Select Committee on Small Busi- 
ness for inquiries and investigations : 
report to accompany S. Res. 378., 
78-12335 

Report ; no. 95-658. 

Authorizing additional expenditures by 
the Select Committee on Intelligence : 


report to accompany S. Res. 383., 
78-12336 
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Report ; no. 95-659. 

Authorizing expenditures by the Special 
Committee on Aging : report to ac- 
company S. Res. 375., 78-10283 

Report ; no. 95-660. 

Authorizing expenditures by the Select 
Committee on Indian Affairs : report 
to accompany S. Res. 368., 78-12337 


Report ; no. 95-661. 

Exchange Stabilization Fund amend- 
ments of 1978 : report of the Commit- 
tee on Banking, Housing, and Urban 
Affairs, United States Senate, to ac- 
company S. 2093., 78-10284 


Report ; no. 95-662. 

Providing for the reappointment of A. 
Leon Higginbotham, Jr., as a citizen 
regent of the Board of Regents of the 
Smithsonian Institution : report to ac- 
company S.J. Res. 106., 78-10285 


Report ; no. 95-663. 

Providing for the reappointment of John 
Paul Austin as a citizen regent of the 
Board of Regents of the Smithsonian 
Institution : report to accompany S.J. 
Res. 107., 78-10286 


Report ; no. 95-664. 

Providing for the appointment of Anne 
Legendre Armstrong as a citizen re- 
gent of the Board of Regents of the 
Smithsonian Institution : report to ac- 
company S.J. Res. 108., 78-10287 


Report ; no. 95-665. 

Authorizing the printing of the commit- 
tee print entitled “Study on Federal 
regulation, volume V, regulatory or- 
ganization” as a Senate document : re- 
port to accompany S. Res. 359., 78- 
12338 

Report ; no. 95-666. 

Providing the Special Committee on 
Aging regular permanent staff, six 
professional and six clerical : report to 
accompany S. Res. 376., 78-12339 

Report ; no. 95-667. 

Authorizing the printing of additional co- 
pies of the committee print entitled 
“The Panama Canal—a_reexamina- 
tion” : report to accompany S. Res. 
400., 78-12340 

Report ; no. 95-668. 

Authorizing the printing of a compilation 
entitled ‘“‘Majority and minority leaders 
of the Senate” (S. Doc. 95-24) : report 
to accompany S. Res. 408., 78-12341 

Report ; no. 95-669. 

Authorizing the printing of a revised edi- 
tion of the “Election law guidebook” 
as a Senate document : report to ac- 
company S. Res. 409., 78-12342 

Report ; no. 95-670. 

Providing for the designation of libraries 
of accredited law schools as depository 
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libraries of Government publications : 
report to accompany H.R. 8358., 78- 
10288 

Report ; no. 95-671. 

Expansion of the Forest Service’s volun- 
teer program : report to accompany S. 
2370., 78-12343 

Report ; no. 95-672. 

Aproving an amendment to the District 
of Columbia Charter relating to the re- 
call of elected officials : report to ac- 
company H. Con. Res. 471., 78- 
12344 

Report ; no. 95-673. 

Aproving an amendment to the District 
of Columbia Charter relating to initia- 
tive and referendum : report to accom- 
pany H. Con. Res. 464., 78-12345 

Report ; no. 95-674. 

Diesel fuel and gasoline conservation act 
of 1977 report to accompany S. 
1699., 78-12346 

Report ; no. 95-675. 

Doctor Nazeeh A. L. Abdul-Hadi : re- 
port to accompany S. 222., 78-14506 

Report ; no. 95-676. 

Brigitte Marie Harwood : report to ac- 
company S. 391., 78-14507 

Report ; no. 95-677. 

Denno Chung-Sang Li, Nicholas Lit- 
Yung Lam, and Augustine Ka-Cheung 
Wu : report to accompany S. 513., 
78-14508 

Report ; no. 95-678. 

Russell Warren Howe : report to accom- 
pany S. 1079., 78-14509 

Report ; no. 95-679. 

Young-Soon Choi : report to accompany 
S.1135., 78-14510 

Report ; no. 95-680. 

Kwan Do Sun : report to accompany S. 
1399., 78-14511 

Report ; no. 95-681. 

Mrs. Desolina Sciulli : report to accom- 
pany H.R. 1432., 78-14512 

Report ; no. 95-682. 

Meda Abilay Florin : report to accom- 
pany H.R. 1939., 78-14513 

Report ; no. 95-683. 

Su-Hwan Choe : report to accompany 
H.R. 2761., 78-14514 

Report ; no. 95-684. 

Mrs. Chong Sun Yi Rauch : report to ac- 
company H.R. 3081.,  78-14515 

Report ; no. 95-685. 

Kwi Sok Buckingham (nee Kim) : report 
to accompany H.R. 4401., 78-14516 

Report ; no. 95-686. 


Sun Day : report to accompany H.J. Res. 
715., 78-10289 





Report ; no. 95-687. 

Samy Ennabe : report to accompany S. 
219., 78n14517 

Report ; no. 95-688. 

Tin Foo Chan (also known as Michael 
Chan) : report to accompany S. 511., 
78-14518 

Report ; no. 95-689. 

Ernesto Garcia, Jr. : report to accom- 
pany S.958., 78-14519 

Report ; no. 95-690. 

Shenn-Song Theresa Lee : report to ac- 
company S. 1639., 78-14520 

Report ; no. 95-691. 

Anwar : report to accompany S. 1933., 
78-14521 

Report ; no. 95-692. 

Oh Soon Yi : report to accompany H.R. 
1552., 78-14522 

Report ; no. 95-693. 

Shin Myong Yo Purdom, also known as 
Myong Yo Sin : report to accompany 
S. 1335., 78-14523 

Report ; no. 95-694. 

Sang Soo Lee : report to accompany S. 
1418., 78-14524 

Report ; no. 95-695. 

Miriama Jones : report to accompany S. 
337., 78-14525 

Report ; no. 95-696. 

Estate of Harry Eugene Walker, 
deceased report to accompany S. 
1476., 78-14526 

Report ; no. 95-697. 

Increase in number of administrative law 
judge positions : report to accompany 
H.R. 6975., 78-16419 

Report ; no. 95-698. 

Bretton Woods agreements act amend- 
ments of 1978 : report of the Commit- 
tee on Banking, Housing, and Urban 
Affairs, United States Senate, to ac- 
company S. 2152 together with addi- 
tional views., 78-14527 

Report ; no. 95-699. 

Emergency agricultural act of 1978 : re- 
port to accompany H.R. 6782., 78- 
14528 

Report ; no. 95-700. 

National Fallen Heroes Memorial Sunday 
: report to accompany S.J. Res. 101., 
78-14529 

Report ; no. 95-701. 

Foreign intelligence surveillance act of 
1978 : report together with additional 
views to accompany S. 1566., 78- 
12347 

Report ; no. 95-702. 

Will the family farm survive in America? 
: Federal reclamation policy : report of 
the Select Committee on Small Busi- 
ness, United States Senate., 78-14530 
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Report ; no. 95-703. 
Fishing vessel loan guarantees : 
accompany H.R. 9169., 


Report ; no. 95-704. 

Flexible parity act of 1978 report 
together with additional views to ac- 
company S. 2481., 78-14532 

Report ; no. 95-705. 

Emergency agricultural act of 1978 : re- 
port to accompany H.R. 6782., 78- 
14533 

Report ; no. 95-706. 

Hubert H. Humphrey Institute of Public 
Affairs and the Everett McKinley Dirk- 
sen Congressional Leadership 


report to 
78-14531 


Research Center assistance act : report 


to accompany S. 2452., 78-19397 

Report ; no. 95-707. 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of H.R. 6782 : report to ac- 
company S. Res. 415., 78-14534 

Report ; no. 95-708. 

Waiver of section 402(a) of the Congres- 


sional budget act with respect to con- 


sideration of S. 2481 
company S. Res. 418., 


Report ; no. 95-709. 


: report to ac- 
78-14535 


Native Americans’ right to believe and 
exercise their traditional native reli- 


gions free of Federal Government in- 
terference : report to accompany S.J. 
Res. 102., 78-14536 

Report ; no. 95-710. 

Amending chapter 21 of title 44, United 


States Code, to include new provisions 
relating to the acceptance and use of 
records transferred to the custody of 


the Administrator of General Services : 
report to accompany S. 1265., 78- 
14537 

Report ; no. 95-711. 

Mandatory application of the Federal 
records schedules to 
Federal agencies to assist in the or- 
derly disposition of such records : re- 
port to accompany S. 1267., 78- 
14538 

Report ; no. 95-712. 

Extending authorizations of appropria- 
tions for the American Folklife Center 
at the Library of Congress : report to 
accompany H.R. 5981., 78-16420 

Report ; no. 95-713. 

Increased authorization for the work in- 
centive program : report to accompany 
S. 2779., 78-14539 

Report ; no. 95-714. 

End stage renal disease program : report 
to accompany H.R. 8423., 78-16421 

Report ; no. 95-715. 

Federal acquisition act of 1977 : report 
of the Committee on Governmental 
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Affairs, United States Senate, to ac- 
company S. 1264 ... together with ad- 
ditional views., 78-19398 

Report ; no. 95-716. 

Renegotiation exemption act report 
together with additional views to ac- 
company S. 2790., 78-19399 

Report ; no. 95-717. 

Renegotiation abeyance act of 1978 : re- 
port together with additional views to 
accompany S. 2791., 78-19400 

Report ; no. 95-719. 

Extension of benefits and services to the 
Pascua Yaqui Indians of Arizona : re- 
port to accompany S. 1633., 78- 
16422 

Report ; no. 95-720. 

Truth in lending simplification and 
reform act : report of the Committee 
on Banking, Housing and Urban Af- 
fairs, United States Senate, to accom- 
pany S. 2802., 78-19401 

Report ; no. 95-721. 

Naming the lake located behind Lower 
Memorial Lock and Dam, Washington, 
“‘Lake Herbert G. West’’ : report to 
accompany S. 1568., 78-19402 

Report ; no. 95-722. 

Contract dredging : report together with 
additional views to accompany H.R. 
7744., 78-16423 

Report ; no. 95-723. 

Federal banking agency audit act : report 
to accompany H.R. 2176., 78-16424 

Report ; no. 95-724. 

Annual report - Subcommittee on the 
Constitution., 78-27044 

Report ; no. 95-725. 

Authorizing reimbursement of marshal’s 
service : report to accompany S. Res. 
428., 78-19403 

Report ; no. 95-726. 

American Legion : report to accompany 
S. 2424., 78-19404 

Report ; no. 95-727. 

National Architectural Barrier Awareness 
Week : report to accompany H.J. Res. 
578., 78-16425 

Report ; no. 95-728. 

Authorizing district court to be held at 
Hempstead, New York : report to ac- 
company S. 2597., 78-19405 

Report ; no. 95-729. 

Lee Metcalf fair employment relations 
resolution : report of the Committee 
on Governmental Affairs, United 
States Senate, to accompany S. Res. 
431..., 78-19406 

Report ; no. 95-730. 

Antitrust and Monopoly Subcommittee 
activities report, 1977 : report of the 
Committee on the Judiciary, United 
States Senate /, 78-16426 
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Report ; no. 95-731. 

Petroleum marketing practices act : re- 
port together with minority and addi- 
tional views to accompany H.R. 130., 
78-14540 

Report ; no. 95-732. 

Petroleum marketing practices act : re- 
port together with minority and addi- 
tional views to accompany S. 743., 
78-14541 

Report ; no. 95-733. 

Immigration : report of the Committee 
on the Judiciary, United States Senate 
/, 78-19407 

Report ; no. 95-734. 

Criminal laws and procedure, annual re- 
port., 78-24810 


Report ; no. 95-735. 
Juvenile delinquency annual report., 
78-24811 


Report ; no. 95-736. 

White House Conference on the Arts 
and White House Conference on the 
Humanities : report to accompany H.J. 
Res. 649., 78-16427 


Report ; no. 95-737. 
Citizens and shareholders rights and 
remedies., 78-24812 


Report ; no. 95-738. 

Disapproving energy action DOE no. | : 
report to accompany S. Res. 429., 
78-19408 

Report ; no. 95-739. 

First concurrent resolution on_ the 
budget, FY 1979 : report of the Com- 
mittee on the Budget, United States 
Senate, to accompany S. Con. Res. 80 
... together with additional and minori- 
ty views., 78-14542 

Report ; no. 95-740. 

National climate act report of the 
Senate Committee on Commerce, 
Science, and Transportation, on H.R. 
6669 ..., 78-16428 

Report ; no. 95-741. 

Maritime appropriation authorization act 
for fiscal year 1979 : report to accom- 
pany S. 2553., 78-16429 

Report ; no. 95-742. 

An act to encourage travel in the United 
States : report to accompany S. 2552., 
78-16430 

Report ; no. 95-743. 

Jean Lafitte National Park : report to ac- 
company S. 1829., 78-16431 

Report ; no. 95-744. 

Authorizing appropriations for fiscal year 
1979 for intelligence activities of the 
U. S. Government, the Intelligence 
Community Staff, the Central Intel- 
ligence Agency Retirement and Disa- 
bility System (CIARDS), and for other 
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purposes report to accompany S. 
2939., 78-19409, 78-24813 

Report ; no. 95-745. 

Technical corrections act of 1978 : re- 
port of the Committee on Finance, 
United States Senate, on H.R. 6715., 
78-14543 

Report ; no. 95-746. 

Tax treatment extension act of 1978 : re- 
port of the Committee on Finance, 
United States Senate, on H.R. 9251., 
78-19410 


Report ; no. 95-747. 

Establishing a senior citizen internship 
program in the Senate : report to ac- 
company S. Res. 219., 78-19411 

Report ; no. 95-748. 

Authorizing the printing of the commit- 
tee print entitled “‘Voting rights in 
major corporations” as a Senate docu- 
ment : report to accompany S. Res. 
421., 78-16432 

Report ; no. 95-749. 

Prepaid health plans and health main- 
tenance organizations : report of the 
Committee on Governmental Affairs, 
United States Senate /, 78-16433 

Report ; no. 95-750. 

Reorganization plan no. | of 1978 : re- 
port together with additional views to 
accompany S. Res. 404., 78-19412 

Report ; no. 95-751. 

Separation of powers, annual report., 
78-24814 

Report ; no. 95-752. 

Agricultural credit assistance act of 1978 
: report to accompany S. 2146., 78- 
14544 

Report ; no. 95-753. 

The Diversion act of 1978 : report to ac- 
company S. 1819., 78-16434 

Report ; no. 95-754. 

Authorizing appropriations for the Office 
of Rail Public Counsel : report to ac- 
company S. 2789., 78-19413 

Report ; no. 95-755. 

Establishing fees for services performed 
by U.S. marshals : report to accom- 
pany S. 2016., 78-16435 

Report ; no. 95-756. 

Establishing fees and allowing per diem 
and mileage expenses for witnesses be- 
fore U.S. courts : report to accompany 
S. 2049., 78-16436 

Report ; no. 95-757. 

Amending the Jury selection and service 
act of 1968, as amended : report to ac- 
company S. 2075., 78-16437 

Report ; no. 95-758. 

Amending the Jury selection and service 
act of 1968, as amended, with respect 
to the selection and qualification of ju- 
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rors, and to extend to all jurors in 
United States district courts the provi- 
sions of title 5, United States Code, 
applicable to Federal employee ser- 
vice-related injuries : report to accom- 
pany S. 2074., 78-16438 

Report ; no. 95-759. 

Amending the Jury selection and service 
act of 1968, as amended : report to ac- 
company S. 2072., 78-16439 

Report ; no. 95-760. 

United States marshals’ transportation 
expenses act : report to accompany S. 
2411., 78-16440 


Report ; no. 95-761. 

Imposing a moratorium on any increase 
in the public lands grazing fee for the 
1978 grazing year : report to accom- 
pany H.R. 9757., 78-16441 


Report ; no. 95-762. 

Income of mutual or cooperative 
telephone companies : report to ac- 
company H.R. 7581., 78-16442 


Report ; no. 95-763. 

The Securities investor protection act 
amendment of 1978 : report to accom- 
pany H.R. 8331., 78-16443 


Report ; no. 95-764. 

Authorizing the printing of additional co- 
pies of part 1 of the report entitled 
“Developments in aging, 1977” : re- 
port to accompany S. Res. 434., 78- 
16444 


Report ; no. 95-765. 

Authorizing the printing of the report en- 
titled ‘“‘Progress in the prevention and 
control of air pollution in 1977” as a 
Senate document : report to accom- 
pany S. Res. 435., 78-16445 


Report ; no. 95-766. 

Authorizing the printing of the report en- 
titled ‘““Special bridge replacement pro- 
gram, seventh annual report to Con- 
ress” as a Senate document : report to 
accompany S. Res. 436., 78-16446 

Report ; no. 95-767. 

Amending the Independent safety board 
act of 1974 : report to accompany S. 
2616., 78-19414 

Report ; no. 95-768. 

Natural gas pipeline safety act of 1968 
authorization : report to accompany S. 
1895., 78-19415 

Report ; no. 95-769. 

Authorizing appropriations for the ad- 
ministrative expenses of the United 
States Railway Association : report to 
accompany S. 2508., 78-16447 

Report ; no. 95-770. 

Amateur sports act of 1978 : report of 
the Senate Committee on Commerce, 


Science, and Transportation, on S. 
2727 ..., 78-19416 





Report ; no. 95-771. 

Developments in aging; a report of the 
Special Committee on Aging, United 
States Senate., 78-24815 

Report ; no. 95-772. 

Waiver of section 303(a) of the Congres- 
sional budget act with respect to con- 
sideration of H.R. 6782 : report to ac- 
company S. Res. 443., 78-16448 

Report ; no. 95-773. 

Belgrade Conference on Security and 
Cooperation in Europe : report to ac- 
company H. Con. Res. 549., 78- 
19417 

Report ; no. 95-774. 

Terrorism in Italy : report to accompany 
S. Res. 419., 78-19418 

Report ; no. 95-775. 

Administrative practice and procedure : 
report of the Committee on the Judici- 
ary, United States Senate /, 78-16449 

Report ; no. 95-776. 

Labor law reform act of 1977 : report to 
accompany H.R. 8410., 78-16450 

Report ; no. 95-777. 

Beef import act of 1978 : report to ac- 
company H.R. 5052., 78-19419 

Report ; no. 95-778. 

Customs procedural reform and simplifi- 
cation act of 1978 report of the 
Committee on Finance, United States 
Senate, on H.R. 8149., 78-19420 

Report ; no. 95-779. 

Tax status of funds expended by a politi- 
cal committee : deduction for senatori- 
al expenses incurred while living away 
from home : report /, 78-19421 

Report ; no. 95-780. 

Extending the authorization for the 
Federal Election Commission : report 
to accompany S. 3025., 78-19422 

Report ; no. 95-781. 

Improvements in judicial machinery, an- 
nual report., 78-27045 

Report ; no. 95-782. 

National Railroad Passenger Corporation 
authorization act of 1978 : report to 
accompany S. 3040., 78-19423 

Report ; no. 95-783. 

Authorizing the Smithsonian Institution 
to construct museum support facilities 
: report to accompany S. 1029., 78- 
19424 

Report ; no. 95-784. 

Authorizing $8,868,000 for agents to the 
government of Guam for construction 
of public facilities, and for other pur- 
poses : report to accompany S. 2821., 
78-19425 

Report ; no. 95-785. 

Amend the Intervention on the high seas 
act : report to accompany S. 2380., 
78-19426 
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Report ; no. 95-786. 
Standard reference data act 
accompany H.R. 11232., 

Report ; no. 95-787. 

Oil import fees : report to accompany S. 
Con. Res. 73., 78-19427 

Report ; no. 95-788. 

Increasing authorizations in the Surface 


: report to 
78-16451 


mining control and reclamation act of 


1977 : report to accompany S. 2463., 
78-19428 

Report ; no. 95-789. 

Bureau of Land Management quadrenni- 
al authorization fiscal years 1979 
through 1982 : report to accompany S. 
2234., 78-19429 

Report ; no. 95-790. 

Reduction in rate of excise tax on invest- 
ment income of private foundations : 
report to accompany H.R. 112., 78- 
16452 

Report ; no. 95-791. 

Archeological and historic preservation : 
report to accompany S. 2699., 78- 
19430 


Report ; no. 95-792. 


Prohibition of rate discrimination : report 


to accompany S. 2249., 
Report ; no. 95-793. 
Authorizing the Smithsonian Institution 

to acquire the Museum of African Art 


78-19431 


: report to accompany S. 2507., 78- 


19432 


Report ; no. 95-794. 

Establishing a Hubert H. Humphrey fel- 
lowship in social and political thought 
at the Woodrow Wilson International 
Center for Scholars at the Smithsonian 
Institution : report to accompany S. 
2730., 78-19433 


Report ; no. 95-795. 


National consumer cooperative bank act 


: report of the Committee on Banking, 
Housing, and Urban Affairs, United 
States Senate, to accompany H.R. 
2777 together with additional views., 
78-16453 

Report ; no. 95-796. 

Reduction of the import duty on levulose 
: report to accompany H.R. 5176., 
78-19434 

Report ; no. 95-797. 

Revision of miscellaneous timing require- 
ments of the revenue laws : report to 
accompany H.R. 7320., 78-16454 

Report ; no. 95-798. 

National Fire Prevention and Control 
Administration : report to accompany 
S. 1794., 78-19435 

Report ; no. 95-799. 

NASA authorization for fiscal year 1979 
: report of the Committee on Com- 
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merce, Science, and Transportation, 
on H.R. 11401 ..., 78-16455 

Report ; no. 95-800. 

Supplemental appropriations for the 
United States Railway Association : re- 
port to accompany H.J. Res. 859., 
78-16456 

Report ; no. 95-801. 

Small Business Administration disaster 
loan supplemental appropriation : re- 
port to accompany H.J. Res. 873., 
78-19436 

Report ; no. 95-802. 

Federal oil shale commercialization test 
act : report together with minority 
views to accompany S. 419.., 78- 
19437 


Report ; no. 95-803. 

Amending the act of October 20, 1976 
(90 STAT. 2662) : report to accom- 
pany S.74., 78-19438 

Report ; no. 95-804. 

Repeal of obsolete animal and plant 
quarantine notice requirements : re- 
port to accompany S. 286., 78-19439 

Report ; no. 95-805. 

Lee Metcalf fair employment relations 
resolution : report to accompany S. 
Res. 431., 78-19440 

Report ; no. 95-806. 

Action by the Congress on certain 
proposed sales of aircraft to Egypt, 
Israel, and Saudi Arabia report 
together with individual views to ac- 
company S. Con. Res. 86., 78-19441 


Report ; no. 95-807. 

Amending further the Peace Corps act : 
report to accompany H.R. 11877., 
78-19442 

Report ; no. 95-808. 

The National park system access act : re- 
port to accompany S. 975., 78-16457 

Report ; no. 95-809. 

Pennsylvania Avenue Development Cor- 
poration report to accompany S. 
2566., 78-19443 

Report ; no. 95-810. 

Reclamation safety of dams act of 1978 : 
report to accompany S. 2820., 78- 
19444 


Report ; no. 95-811. 

Amendments to national park system 
legislation : report to accompany S. 
2876., 78-19445 

Report ; no. 95-812. 

Chattahoochee River National Recrea- 
tion Area : report to accompany H.R. 
8336., 78-16458 

Report ; no. 95-813. 

Lowell National Historical Park : report 
together with minority and additional 
views to accompany H.R. 11662., 78- 
19446 
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Report ; no. 95-814. 

Hazardous materials transportation act 
authorization for fiscal year 1979 : re- 
port to accompany S. 1896., 78- 
19447 

Report ; no. 95-815. 

Fishery conservation and management 
act of 1976 authorization : report to 
accompany H.R. 10732., 78-19448 


Report ; no. 95-816. 

Fishermen's protective act amendment : 
report to accompany H.R. 10878., 
78-19449 


Report ; no. 95-817. 

Coast Guard authorization, fiscal year 
1979 : report to accompany H.R. 
11465., 78-19450 

Report ; no. 95-818. 

Amend the Central, Western, and South 
Pacific fisheries development act : re- 
port to accompany H.R. 11657., 78- 
19451 

Report ; no. 95-819. 

Alcohol and drug abuse education 
amendments of 1978 : report to ac- 
company S. 2915., 78-19452 


Report ; no. 95-820. 

Drug abuse office, prevention, and treat- 
ment amendments of 1978 : report to 
accompany S. 2916., 78-19453 


Report ; no. 95-821. 
Alcohol and drug abuse 
amendments of 1978 
company H.R. 10569., 


Report ; no. 95-822. 

Voluntary family planning _ services, 
population research, and sudden infant 
death syndrome amendments of 1978 : 
report of the Committee on Human 
Resources, United States Senate, to ac- 
company S. 2522., 78-19454 


Report ; no. 95-823. 

Domestic volunteer service act amend- 
ments of 1978 : report of the Commit- 
tee on Human Resources, United 


States Senate, to accompany S. 2617., 
78-19455 


Report ; no. 95-824. 

Domestic violence prevention and ser- 
vices act : report of the Committee on 
Human Resources, United States 
Senate, to accompany S. 2759., 78- 
19456 


Report ; no. 95-825. 

Veterans’ programs extension act of 
1978 : report of the Committee on 
Veterans’ Affairs, United States 
Senate, to accompany H.R. 5029., 
78-19457 

Report ; no. 95-826. 

Authorizing appropriations for fiscal year 
1979 for military procurement, 
research and development, active duty, 


education 
: report to ac- 
78-16459 
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selected reserve, and civilian personnel 
strengths, civil defense, and for other 
purposes : report to accompany S. 
2571... /, 78-16460 

Report ; no. 95-827. 

Amending the Small business act : report 
to accompany H.R. 11445., 78- 
19458, 78-22628 

Report ; no. 95-828. 

Small business energy loan act : report to 
accompany H.R. 11713., 78-16461, 
78-22629 

Report ; no. 95-829. 

Guayule rubber demonstration and 
economic development act of 1978 : 
report to accompany S. 1816., 78- 
19459 

Report ; no. 95-830. 

Dam safety amendments : report to ac- 
company S. 2444., 78-16462 

Report ; no. 95-831. 

Nonperforming arts functions of the John 
F. Kennedy Center for the Performing 
Arts : report to accompany S. 2973., 
78-19460 

Report ; no. 95-832. 

Marine protection, research, and sanc- 
tuaries act authorizations : report to 
accompany S. 3072., 78-19461 

Report ; no. 95-833. 

Federal-aid highway act of 1978 : report 
of the Committee on Environment and 
Public Works, United States Senate, to 
accompany S. 3073., 78-19462 

Report ; no. 95-834. 

State dam safety and inspection act : re- 
port to accompany S. 2437., 78- 
16463 

Report ; no. 95-835. 

Amending the Water resources planning 
act : report to accompany S. 2701., 
78-19463 


Report ; no. 95-836. 


Water research and development act of 


1978 : report to accompany S. 2704., 
78-19464 

Report ; no. 95-837. 

Health maintenance organization act 
amendments of 1978 : report to ac- 
company S. 2534., 78-19465 

Report ; no. 95-838. 

The Community mental health centers 
extension and the Biomedical research 
extension acts of 1978 : report to ac- 
company S. 2450., 78-19466 

Report ; no. 95-839. 

The National Institutes of Health Care 
Research act of 1978 : report to ac- 
company S. 2466., 78-19467 

Report ; no. 95-840. 

The International development assistance 
act of 1978 : report of the Committee 
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on Foreign Relations, United States 
Senate, together with additional views 
on S. 3074 ...,  78-19468 


Report ; no. 95-841. 

The International security assistance act 
of 1978 report to accompany S. 
3075., 78-19469 

Report ; no. 95-842. 

Foreign relations authorization act, fiscal 
year 1979 : report of the Committee 
on Foreign Relations, United States 
Senate, together with additional views, 
on S. 3076 ...,  78-19470 


Report ; no. 95-843. 

An act to authorize appropriations under 
the Arms control and disarmament act 
for the fiscal year 1979, and for other 
purposes : report to accompany H.R. 
11832., 78-27046 

Report ; no. 95-844. 

Export-Import Bank act amendments of 
1978 : report of the Committee on 
Banking, Housing, and Urban Affairs, 
United States Senate, to accompany S. 
3077, together with additional views., 
78-19471 


Report ; no. 95-845. 

Health planning amendments of 1978 : 
report to accompany S. 2410., 78- 
19472 


Report ; no. 95-846. 
National defense stockpile act : report to 
accompany H.R. 4895., 78-16464 


Report ; no. 95-847. 
Military construction authorization fiscal 


year 1979 : report to accompany S. 
3079., 78-19473 


Report ; no. 95-848. 

Nuclear Regulatory Commission 
authorizations : report of the Commit- 
tee on Environment and Public Works, 
United States Senate, to accompany S. 
2584., 78-19474 


Report ; no. 95-849. 

Farm credit system loans to producers 
and harvesters of aquatic products : re- 
port to accompany S. 3045., 78- 
27047 


Report ; no. 95-850. 

Reauthorization of the Commodity Fu- 
tures Trading Commission : report of 
the Committee on Agriculture, Nutri- 
tion, and Forestry, United States 
Senate, to accompany S. 2391., 78- 
16465 


Report ; no. 95-851. 

National Science Foundation authoriza- 
tion act for fiscal years 1979 and 1980 
: report together with minority views 
to accompany S. 2549., 78-19475 

Report ; no. 95-852. 

President’s Commission for the Protec- 
tion of Human Subjects of Biomedical 





and Behavioral Research act of 1978 : 
report to accompany S. 2579., 78- 
19476 

Report ; no. 95-853. 

National Science Foundation authoriza- 
tion act for fiscal year 1979 : report to 
accompany H.R. 11400., 78-16466 

Report ; no. 95-854. 

Extension of the Farmer-to-consumer 
direct marketing act of 1976 : report 
to accompany S. 2833., 78-19477 

Report ; no. 95-855. 

Older Americans act of 1978 : report to 
accompany S. 2850., 78-19478 

Report ; no. 95-857. 

The Federal public transportation act of 
1978 : report of the Committee on 
Banking, Housing, and Urban Affairs, 
United States Senate, to accompany S. 
2441 together with additional views., 
78-22630 

Report ; no. 95-858. 

Public telecommunications financing act 
of 1978 report to accompany S. 
2883., 78-24816 

Report ; no. 95-860. 

Health services extension and primary 
health care act of 1978 : report to ac- 
company S. 2474., 78-19479 

Report ; no. 95-861. 

National traffic safety and motor vehicle 
information authorization and amend- 
ments act of 1978., 78-24817 

Report ; no. 95-862. 

NACOA authorization, fiscal year 1979 : 
report to accompany H.R. 10823., 
78-24818 

Report ; no. 95-863. 

International investment survey act of 
1976 authorization : report to accom- 
pany S. 2928., 78-19480 

Report ; no. 95-864. 

Federal physicians comparability al- 
lowance act of 1978 : report to accom- 
pany S. 990., 78-24819 

Report ; no. 95-865. 

Federal railroad safety act amendments 
act of 1978 : report to accompany S. 
3081., 78-19481 

Report ; no. 95-866. 

First concurrent resolution on_ the 
budget, fiscal year 1979 : conference 
report to accompany S. Con. Res. 80., 
78-16467 

Report ; no. 95-867. 

Basic workweek of Federal firefighters : 
report to accompany H.R. 3161., 78- 
16468 

Report ; no. 95-869. 

District of Columbia retirement reform 
act : report to accompany S. 2316., 
78-19482 
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Report ; no. 95-870. 

Highway safety act of 1978 : report to 
accompany S. 2541., 78-19483 

Report ; no. 95-871. 

Housing and community development 
amendments of 1978 : report of the 
Committee on Banking, Housing, and 
Urban Affairs, United States Senate, to 
accompany S. 3084 together with addi- 
tional views., 78-19484 

Report ; no. 95-872. 

Federal aid in Nongame fish and wildlife 
conservation act of 1978 : report to 
accompany S. 1140., 78-19485 

Report ; no. 95-873. 

Sikes act amendments of 1978 : report to 
accompany S. 2987., 78-19486 


Report ; no. 95-874. 


Endangered species act amendments of 


1978 : report to accompany S. 2899., 
78-19487 

Report ; no. 95-875. 

Quiet communities act of 1978 : report 
to accompany S. 3083., 78-24820 

Report ; no. 95-876. 

Council on Environmental Quality 
authorizations : report to accompany 
H.R. 10884., 78-19488 

Report ; no. 95-877. 


Environmental research, development, 


and demonstration authorization act of 


1979 : report to accompany H.R. 
11302., 78-16469 

Report ; no. 95-878. 

Agricultural act of 1978 : report to ac- 
company S. 2912., 78-19489 


Report ; no. 95-879. 


Cooperative forestry assistance act of 


1978 : report to accompany S. 3033., 
78-24821 

Report ; no. 95-880. 

Forest and rangeland renewable 
resources research act of 1978 : report 
to accompany S. 3034., 78-27048 


Report ; no. 95-881. 


Renewable resources extension act of 


1978 : report to accompany S. 3035., 
78-27049 


Report ; no. 95-882. 

Authorizing the Secretary of Agriculture 
to relinquish exclusive legislative ju- 
risdicition over property under his con- 
trol : report to accompany S. 2946., 
78-19490 

Report ; no. 95-884. 

Child nutrition amendments of 1978 : re- 
port to accompany S. 3085., 78- 
16470 


Report ; no. 95-885. 
Regional rail reorganization act amend- 


ments of 1978 : report to accompany 
S. 2788., 78-19491 
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Report ; no. 95-886. 

Marine protection, research, and sanc- 
tuaries act amendments of 1978 : re- 
port to accompany S. 2767., 78- 
19492 

Report ; no. 95-887. 

Extending authorization of appropria- 
tions for the national sea grant pro- 
gram : joint report to accompany H.R. 
10822, together with the views of the 
Committee on Human Resources., 
78-19493 

Report ; no. 95-888. 

Marine mammal 
authorization report to accompany 
H.R. 10730., 78-19494 

Report ; no. 95-889. 

Consumer product safety act authoriza- 
tion act of 1978 : report to accompany 
S. 2796., 78-19495 

Report ; no. 95-890. 

Rehabilitation, comprehensive services, 
and developmental disabilities act of 
1978 : report to accompany S. 2600., 
78-24822 

Report ; no. 95-891. 

Comprehensive employment and training 
act amendments of 1978 : report to 
accompany S. 2570., 78-19496 

Report ; no. 95-892. 

Economic opportunity act amendments 
of 1978 report to accompany S. 
2090., 78-16471 

Report ; no. 95-893. 

Restricting the carrying of weapons : re- 
port to accompany S. 2511., 78- 
24823 

Report ; no. 95-894. 

Arrest of material witnesses : report to 
accompany S. 2512., 78-27050 

Report ; no. 95-895. 

District of Columbia Bail Agency title 
change report to accompany S. 
2556., 78-27051 

Report ; no. 95-896. 

Kainoosh-Fard Bullock and her son, 
Kami Bullock : report to accompany S. 
1826., 78-24824 

Report ; no. 95-897. 

Eugenia Cortes : report to accompany S. 
2247., 78-24825 

Report ; no. 95-898. 

Jesusa Navarro Romero and Antonio An- 
geles Romero : report to accompany S. 
2379., 78-24826 

Report ; no. 95-899. 

Dr. Allan Joseph Cawley : report to ac- 
company S. 2687., 78-24827 

Report ; no. 95-900. 

Lee Myong Sook 
S. 2237., 


protection act 


: report to accompany 
78-24828 
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Report ; no. 95-901. 
Charles P. Abbott : report to accompany 
H.R. 3994., 78-24829 


Report ; no. 95-902. 

Young Hee Kim Kang and her children 
Hee Jae Kang, Hee Jin Kang, and Hee 
Soo Kang : report to accompany H.R. 
3996., 78-24830 

Report ; no. 95-903. 

Uniformity in Federal employee health 
benefits and coverage : report to ac- 
company H.R. 2931., 78-16472 

Report ; no. 95-904. 

Correction of survivor annuity inequities 
: Teport to accompany H.R. 3447., 
78-19497 

Report ; no. 95-905. 

Restoration of survivor annuities for cer- 
tain widows and widowers : report to 
accompany H.R. 3755., 78-16473 

Report ; no. 95-906. 

Authorizing additional funding for the 
construction of the Library of Con- 
gress James Madison Memorial Build- 
ing., 78-27052 

Report ; no. 95-907. 

Amending the Anadromous fish conser- 
vation act : report to accompany S. 
415., 78-27053 

Report ; no. 95-908. 

An act to combat international terrorism 
: report of the Committee on Govern- 
mental Affairs, United States Senate, 
to accompany S. 2236 ..., 78-27054 

Report ; no. 95-911. 

Department of Justice authorization bill, 
fiscal year 1979 : report to accompany 
S.3151., 78-24831 

Report ; no. 95-912. 

Relief of William H. Klusmeier : report 
to accompany H.R. 1436., 78-24832 

Report ; no. 95-913. 

Additional carryover of certain invest- 
ment credits : report to accompany 
H.R. 3790., 78-19498 

Report ; no. 95-914. 

U.S. International Trade Commission 
budget authorization : report to ac- 
company H.R. 11005., 78-19499 

Report ; no. 95-915. 

Fair fund transfer act : report of the 
Committee on Banking, Housing, and 
Urban Affairs, United States Senate to 
accompany S. 3156, together with ad- 
ditional views., 78-27055 

Report ; no. 95-916. 

Report on the conduct of monetary pol- 
icy from the Committee on Banking, 
Housing, and Urban Affairs, United 
States Senate., 78-24833 

Report ; no. 95-917. 

Pretrial services agencies : report to ac- 
company §.2937., 78-27056 
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Report ; no. 95-918. 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of H.R. 11877 : report to 
accompany S. Res. 450., 78-22631 

Report ; no. 95-919. 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 3075 : report to ac- 
company S. Res. 453., 78-16474 

Report ; no. 95-920. 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 3076 : report to ac- 
company S. Res. 455., 78-16475 

Report ; no. 95-921. 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 3067 : report to ac- 
company S. Res. 456., 78-19500 

Report ; no. 95-922. 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 312 : report to accom- 
pany S. Res. 460., 78-16476 


Report ; no. 95-923. 

Study of the adequacy of the national 
transportation system for agriculture 
and rural development : report to ac- 
company S. 1835., 78-27057 


Report ; no. 95-925. 

The Strategic and critical materials 
transaction act of 1978 report 
together with additional views to ac- 
company S. 2635., 78-27058 

Report ; no. 95-926. 

Report of the Committee on Banking, 
Housing, and Urban Affairs pursuant 
to section 302(b) of the Congressional 
budget act of 1974., 78-24834 

Report ; no. 95-927. 

Report of the Committee on Environ- 
ment and Public Works pursuant to 
section 302(b) of the Congressional 
budget act of 1974., 78-24835 

Report ; no. 95-928. 

Report of the Senate Committee on 
Commerce, Science, and Transporta- 
tion submitted pursuant to section 


302(b) of the Congressional budget 
act of 1974., 78-24836 


Report ; no. 95-929. 

Report of the Committee on Rules and 
Administration pursuant to section 
302(b) of the Congressional budget 
act of 1974., 78-24837 

Report ; no. 95-932. 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 3082 : report to ac- 
company S. Res. 471., 78-22632 
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Report ; no. 95-933. 

Authorizing the printing of the commit- 
tee print entitled “Interlocking 
directorates among major U.S. cor- 
porations” as a Senate document : re- 
port to accompany S. Res. 452., 78- 
19501 

Report ; no. 95-935. 

Fishery conservation and management 
act amendments : report to accompany 
S. 3050., 78-27059 

Report ; no. 95-936. 

Countering international terrorism : re- 
port to acompany S. Con. Res. 72., 
78-27060 

Report ; no. 95-938. 

Department of Transportation and re- 
lated agencies appropriation bill, 1979 
: report to accompany H.R. 12933., 
78-24838 

Report ; no. 95-939. 

Treasury, Postal Service, and general 
government appropriation bill, 1979 : 
report to accompany H.R. 12930., 
78-24839 


Report ; no. 95-940. 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 3151 : report to ac- 
company S. Res. 467., 78-22633 


Report ; no. 95-941. 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 2937 : 
company S. Res. 470., 


Report ; no. 95-942. 
National Good Neighbor Day : report to 
accompany S.J. Res. 133., 78-24840 


Report ; no. 95-946. 

Authorizing additional expenditures by 
the Committee on Appropriations for 
routine purposes 
pany S. Res. 478., 

Report ; no. 95-949. 

Extension of nondiscriminatory treatment 
to products of Hungary : report to ac- 
company H. Con. Res. 555., 78- 
24842 

Report ; no. 95-951. 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 2635 
company S. Res. 474., 

Report ; no. 95-952. 

New York City loan guarantee act of 
1978 : report of the Committee on 
Banking, Housing, and Urban Affairs, 
United States Senate, to accompany 
H.R. 12426 together with additional 
views., 78-22636 


report to ac- 
78-22634 


: report to accom- 
78-24841 


: report to ac- 
78-22635 





Report ; no. 95-953. 

Study of the major Federal retirement 
systems : report to accompany S. Res. 
244., 78-22637 

Report ; no. 95-955. 

The 1978 United States-Canadian 
reciprocal fisheries agreement : joint 
report to accompany H.R. 12571., 
78-27061 

Report ; no. 95-957. 

Local public works administrative 
authorizations : report to accompany 
S. 3243., 78-27062 

Report ; no. 95-958. 

Diplomatic relations act : 
company H.R. 7819., 

Report ; no. 95-959. 

Psychotropic substances act of 1978 : re- 
port of the Committee on the Judicia- 
ry, United States Senate, on S. 2399 
wry 7178-24843 

Report ; no. 95-960. 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of H.R. 12426 : 
accompany S. Res. 492., 

Report ; no. 95-961. 

Department of Energy national security 
and military applications of nuclear 
energy authorization act of 1979 : re- 
port together with additional views to 
accompany S. 2693., 78-27063 

Report ; no. 95-962. 

Racketeering in the sale and distribution 
of cigarettes : report to accompany S. 
1487., 78-22640 

Report ; no. 95-963. 

Victims of crime act of 1978 : report to 
accompany S. 551., 78-27064 

Report ; no. 95-964. 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of H.R. 11445 
accompany S. Res. 451., 

Report ; no. 95-965. 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of H.R. 1105 
company S. Res. 488., 

Report ; no. 95-966. 

Shipping act amendments of 1978 : re- 
port together with supplemental views 
to accompany H.R. 9518., 78-22643 

Report ; no. 95-969. 

Civil service reform act of 1978 : report 
of the Committee on Governmental 
Affairs, United States Senate, to ac- 
company S. 2640 ... together with ad- 


ditional and minority views., 78- 
27065 


report to ac- 
78-22638 


report to 
78-22639 


: report to 
78-22641 


: report to ac- 
78-22642 
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Report ; no. 95-970. 

To counter international terrorism : re- 
port to accompany S. 2236 /, 78- 
24844 

Report ; no. 95-971. 

Nominations for appointments to the 
Merchant Marine Academy : report to 
accompany H.R. 3489., 78-27066 


Report ; no. 95-972. 

The Rhode Island claims settlement act : 
report to accompany S. 3153., 78- 
27067 

Report ; no. 95-975. 

Standards for no-fault motor vehicle ac- 
cident benefits act report of the 
Senate Committee on Commerce, 
Science, and Transportation on S. 


1381 together with minority views ..., 
78-22644 


Report ; no. 95-976. 


Aircraft and airport noise reduction act 


of 1978 report to accompany S. 
3279., 78-27068 

Report ; no. 95-977. 

Multilateral action on 
economic issues : 
S. Res. 440., 78-27069 

Report ; no. 95-980. 

Days of Remembrance of Victims of the 
Holocaust : report to accompany S.J. 
Res. 135., 78-24845 


Report ; no. 95-981. 


The Program reauthorization and evalua- 
tion act of 1978 : report of the Com- 
mittee on Rules and Administration 


together with additional views to ac- 
company S. [2] ...,  78-24846 

Report ; no. 95-984. 

Consolidated clerks of court revision : 
report to accompany S. 3107., 78- 
27070 


Report ; no. 95-985. 


The Supreme Court jurisdiction act of 


1978 : report to accompany S. 3100., 
78-24847 


Report ; no. 95-986. 
Report of the Committee on Veterans’ 


Affairs pursuant to section 302(b) of 


the Congressional budget act of 1974., 
78-24848 

Report ; no. 95-988. 

Powerplant and industrial fuel use : con- 
ference report to accompany H.R. 
5146., 78-22645 

Report ; no. 95-989. 

Bankruptcy reform act of 1978 : report 
to accompany S. 2266., 78-24849 

Report ; no. 95-990. 

International environmental assessment : 


report to accompany S. Res. 49., 78- 
24850 
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Report ; no. 95-991. 

Dr. Kok Liong Tan, and his wife, Gloria 
Siao Tan report to accompany S. 
140., 78-24851 

Report ; no. 95-992. 

Dr. Belinda A. Aquino : report to ac- 
company S. 340., 78-24852 

Report ; no. 95-993. 

Michael Bruce Holland : report to ac- 
company S. 1484., 78-24853 

Report ; no. 95-994. 

Tomiko Fukuda Eure : report to accom- 
pany S. 1564., 78-24854 


Report ; no. 95-995. 

Rohini : report to accompany S. 2243., 
78-24855 

Report ; no. 95-996. 

Anupama Alis Chandrakala : report to 
accompany S. 2326., 78-24856 

Report ; no. 95-997. 

Muradali P. Gillani : report to accom- 
pany S. 2377., 78-24857 

Report ; no. 95-998. 

Rudolfo N. Arriola : report to accom- 
pany S. 2509., 78-24858 


Report ; no. 95-999. 
Lucy Davao Jara Graham : report to ac- 
company H.R. 1751., 78-24859 


Report ; no. 95-1000. 
Michelle Lagrosa Sese 
pany H.R. 2555., 


Report ; no. 95-1001. 
Mrs. Amelia Doria Nicholson : report to 
accompany H.R. 2945., 78-24861 


Report ; no. 95-1002. 

Habib Haddad report to accompany 
H.R. 3995., 78-24862 

Report ; no. 95-1003. 

William Mok : report to accompany H.R. 
4607., 78-24863 


Report ; no. 95-1004. 
Miss Coralia Raposo 
pany H.R. 5928., 


Report ; no. 95-1005. 

Raul Arriaza, his wife, Maria Marquart 
Schubert Arriaza, and their children, 
Andres Arriaza and Daniel Aivouich 
Arriaza : report to accompany S. 85., 
78-24865 

Report ; no. 95-1006. 

Kwok Hung Poon and his wife, Sandra 
Shau Man Lai Poon : report to accom- 
pany S.613., 78-24866 

Report ; no. 95-1007. 

Dr. Angelito Dela Cruz : report to ac- 
company S. 2061., 78-24867 


Report ; no. 95-1008. 
Cesar B. Ibanez Il, Doctor of Medicine : 


report to accompany S. 2067., 78- 
24868 


: Teport to accom- 
78-24860 


: report to accom- 
78-24864 
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Report ; no. 95-1009. 

Nelio S. Abrenica, Doctor of Medicine : 
report to accompany S. 2068., 78- 
24869 

Report ; no. 95-1010. 

Munnie Surface : report to accompany S. 
2209., 78-24870 

Report ; no. 95-1011. 

Susanna Shu-Hui Jean : report to accom- 
pany S. 2248., 78-24871 

Report ; no. 95-1012. 

Joselyn Buccat Lalley and Jodelyn Buc- 
cat Lalley : report to accompany S. 
2294., 78-24872 

Report ; no. 95-1013. 

Mrs. Kerry Ann Wilson and Jason John 
Barba : report to accompany S. 2639., 
78-24873 

Report ; no. 95-1014. 

Lourdes Marie Hudson : report to ac- 
company H.R. 8449., 78-24874 

Report ; no. 95-1015. 

Thankful Giving resolution : report to ac- 
company S. Con. Res. 32., 78-24875 

Report ; no. 95-1016. 

Veterans’ and survivors’ pension im- 
provement act : report of the Commit- 
tee on Veterans’ Affairs, United States 
Senate, to accompany S. 2384., 78- 
27071 

Report ; no. 95-1018. 

Jozef Swiderski : report to accompany S. 
1951., 78-24876 

Report ; no. 95-1019. 

Military construction appropriation bill, 
1979 : report to accompany H.R. 
12927., 78-24877 

Report ; no. 95-1020. 

Child nutrition amendments of 1978 : re- 
port to accompany S. 3085., 78- 
24878 

Report ; no. 95-1024. 

Legislative branch appropriations, 1979 : 
report to accompany H.R. 12935., 
78-24879 

Report ; no. 95-1025. 

District of Columbia retirement reform 
act : report to accompany H.R. 6536., 
78-24880 

Report ; no. 95-1026. 

Waiver of section 303(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 3085 : report to ac- 
company S. Res. 522., 78-24881 

Report ; no. 95-1027. 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 3153 : report to ac- 
company S. Res. 508., 78-22646 

Report ; no. 95-1028. 

Authorizing appropriations for fiscal year 
1979 for intelligence activities of the 
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U.S. Government, the Intelligence 
Community Staff, the Central Intel- 
ligence Agency Retirement and Disa- 
bility System ... : report to accompany 
S. 2939., 78-24882 

Report ; no. 95-1029. 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 3243 : report to ac- 
company S. Res. 494., 78-22647 

Report ; no. 95-1030. 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 2693 : report to ac- 
company S. Res. 498., 78-22648 

Report ; no. 95-1031. 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 1487 : report to ac- 
company S. Res. 499., 78-22649 


Report ; no. 95-1032. 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 551 : report to accom- 
pany S. Res. 500., 78-22650 


Report ; no. 95-1033. 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 2692 : report to ac- 
company S. Res. 505., 78-22651 


Report ; no. 95-1034. 
National historic trails : report to accom- 
pany H.R. 6900., 78-27072 


Report ; no. 95-1035. 

Judicial tenure act : report together with 
additional views to accompany S. 
1423., 78-24883 


Report ; no. 95-1036. 
International maritime satellite telecom- 


munications act : report to accompany 
H.R. 11209., 78-24884 


Report ; no. 95-1039. 

Export-Import Bank act amendments of 
1978 : report to accompany S. 3077., 
78-27073 

Report ; no. 95-1040. 

Gold and silver labeling and advertising 
act : report to accompany S. 2782., 
78-27074 


Report ; no. 95-1041. 

Requiring ConRail to make premium 
payments under certain medical and 
life insurance plans : report to accom- 
pany H.R. 5646., 78-24885 

Report ; no. 95-1042. 

Temporary public debt limit : report to 
accompany H.R. 13385., 78-27075 

Report ; no. 95-1043. 

Departments of State, Justice, and Com- 
merce, the Judiciary, and related agen- 
cies appropriation bill, 1979 : report 
together with additional views to ac- 
company H.R. 12934., 78-24886 
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Report ; no. 95-1044. 

Authorizing the reprinting of book II of 
the Senate report entitied ‘‘Intelligence 
activities and the rights of Americans” 
(S. rept. 94-755) : report to accom- 
pany S. Con. Res. 96., 78-24887 

Report ; no. 95-1045. 

Authorizing the reprinting of the com- 
mittee print entitled ‘Preliminary 
guide to export opportunities to 
Japan” : report to accompany S. Con. 
Res. 97., 78-24888 

Report ; no. 95-1052. 

Extension of the food stamp program 
workfare pilot projects : report to ac- 
company S. 3271., 78-27076 

Report ; no. 95-1053. 

Amending the Packers and stockyards 
act of 1921 : report to accompany S. 
3272., 78-27077 


Report ; no. 95-1054. 

Veterans disability compensation and 
survivors benefits improvements act of 
1978 : report of the Committee on 
Veterans’ Affairs, United States 
Senate, to accompany S. 2828., 78- 
27078 


Report ; no. 95-1055. 
Veterans’ housing benefits improvement 


act of 1978 : report to accompany 
H.R. 12028., 78-27079 


Report ; no. 95-1056. 

Civil rights of institutionalized persons : 
report of the Committee on the Judici- 
ary, United States Senate, on S. 1393 
together with minority views., 78- 
24889 


Report ; no. 95-1057. 

Amending the Securities exchange act of 
1934 : report to accompany H.R. 
11567., 78-24890 


Report ; no. 95-1058. 

Agriculture, rural development, and re- 
lated agencies appropriation bill, 1979 
: report to accompany H.R. 13125., 
78-24891 

Report ; no. 95-1059. 

Humane methods of slaughter act of 
1978 : report to accompany S. 3092., 
78-27080 

Report ; no. 95-1061. 

Second supplemental appropriations bill, 
1978 : report to accompany H.R. 
13467., 78-24892 

Report ; no. 95-1061. 

Second supplemental appropriations bill, 
1978 : report to accompany H.R. 
13467 [errata]., 78-24893 

Report ; no. 95-1062. 

Report of the Committee on Veterans’ 
Affairs pursuant to section 302(b) of 


the Congressional budget act of 1974., 
78-24894 





Report ; no. 95-1063. 

Department of the Interior and related 
agencies appropriation bill, 1979 : re- 
port to accompany H.R. 12932., 78- 
24895 

Report ; no. 95-1063. 

Department of the Interior and related 
agencies appropriation bill, 1979 : re- 
port to accompany H.R. 12932 
[errata]., 78-24896 

Report ; no. 95-1064. 

Waiver of section 303(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 2600 : report to ac- 
company S. Res. 517., 78-24897 

Report ; no. 95-1065. 

Tuition tax relief act of 1978 : adverse 
report together with additional and 
minority views to accompany H.R. 
3946., 78-24898 

Report ; no. 95-1066. 

Tuition tax relief act of 1978 : report to 
accompany H.R. 12050., 78-24899 

Report ; no. 95-1066. 

Tuition tax relief act of 1978 : report to 
accompany H.R. 12050 [errata]., 78- 
24900 

Report ; no. 95-1067. 

Waiver of section 303(a) of the Congres- 
sional budget act with respect to con- 
sideration of H.R. 3946 : report to ac- 
company S. Res. 524., 78-24901 

Report ; no. 95-1069. 

Energy and water development ap- 
propriation bill, 1979 : report to ac- 
company H.R. 12928., 78-27081 

Report ; no. 95-1070. 

Amending the Small business act and the 
Small business investment act of 1958 
: report to accompany H.R. 11318., 
78-27082 

Report ; no. 95-1071. 

Establishment of offices of inspector and 
auditor general in certain executive de- 
partments and agencies : report of the 
Committee on Governmental Affairs, 
United States Senate, to accompany 
H.R. 8588 ..., 78-24902 

Report ; no. 95-1073. 

International banking act of 1978 : re- 
port of the Committee on Banking, 
Housing, and Urban Affairs, United 
States Senate, to accompany H.R. 
10899., 78-24903 

Report ; no. 95-1074. 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. Res. 2640 : report to 
accompany S. Res. 530., 78-24904 

Report ; no. 95-1075. 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
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sideration of H.R. 11567 : report to 
accompany S. Res. 531., 78-24905 

Report ; no. 95-1078. 

Department of Education organization 
act of 1978 : report of the Committee 
on Governmental Affairs, United 
States Senate, to accompany S. 991 ... 
together with additional views., 78- 
24906 

Report ; no. 95-1079. 

An act to combat international terrorism 
: report to accompany S. 2236., 78- 
27083 

Report ; no. 95-1080. 

Amending subchapter III of chapter 83 
of title 5, United States Code : report 
to accompany H.R. 4319., 78-24907 

Report ; no. 95-1081. 

Extending certain benefits to former em- 
ployees : report to accompany S. 408., 
78-24908 

Report ; no. 95-1082. 

Amending chapter 83 of title 5, United 
States Code report to accompany 
H.R. 4320., 78-24909 

Report ; no. 95-1083. 

Federal employee withholding of local 
taxes : report to accompany H.R. 
8342., 78-24910 

Report ; no. 95-1084. 

Amending title 5, United States Code : 
report to accompany H.R. 8771., 78- 
24911 

Report ; no. 95-1085. 

Amending title 5, United States Code : 
report to accompany H.R. 9471., 78- 
24912 

Report ; no. 95-1087. 

National Port Week : report to accom- 
pany S.J. Res. 148., 78-24913 


Report ; no. 95-1088. 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 3279 : report to ac- 
company S. Res. 510., 78-24914 

Report ; no. 95-1089. 

Waiver of section 303(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 3279 : report to ac- 
company S. Res. 527., 78-24915 

Report ; no. 95-1090. 

For relief of Roland L. Outlaw and wife : 
report to accompany S. 1680., 78- 
24916 

Report ; no. 95-1092. 

Dr. Timothy Kam-Hung Chung : report 
to accompany S. 153., 78-24917 

Report ; no. 95-1093. 


Keum Sun Lee : report to accompany S. 
2366., 78-24918 
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Report ; no. 95-1094. 

Soo Yung Kim : report to accompany S. 
2547., 78-24919 

Report ; no. 95-1095. 

Renuka Pavla : report to accompany S. 
2977., 78-24920 

Report ; no. 95-1096. 

Kirthi Chandher : report to accompany 
S. 3001., 78-24921 

Report ; no. 95-1097. 

Dr. Manuel Javier Mariano and his wife, 
Lilia Zapanta Mariano : report to ac- 
company S. 399., 78-24922 

Report ; no. 95-1098. 

James Edward Slowey, Carole Anne 
Slowey, Christopher James Slowey, 
Elaine Margaret Slowey, and Carole- 
Ann Slowey : report to accompany S. 
2333., 78-24923 

Report ; no. 95-1099. 

National P.O.W.-M.1.A. Recognition Day 
: report to accompany H.J. Res. 963., 
78-24924 

Report ; no. 95-1101. 

National Lupus Week : report to accom- 
pany H.J. Res. 682., 78-24925 

Report ; no. 95-1102. 

National Guard Day : report to accom- 
pany H.J. Res. 946., 78-24926 


Report ; no. 95-1103. 

Court-annexed arbitration act of 1978 : 
report to accompany S. 2253., 78- 
27084 

Report ; no. 95-1106. 

Bankruptcy reform act of 1978 : report 
to accompany S. 2266., 78-24927 


Report ; no. 95-1108. 
Diplomatic relations act : report to ac- 
company H.R. 7819., 78-24928 


Report ; no. 95-1111. 

Medicare-medicaid administrative and 
reimbursement reform act : report to 
accompany H.R. 5285., 78-24929 

Report ; no. 95-1112. 

Refund of excise tax on _ alcoholic 
beverages destroyed by vandalism or 
malicious mischief : report to accom- 
pany H.R. 1920., 78-27085 

Report ; no. 95-1113. 

Revocability of election to _ receive 
retired pay as judge of Tax Court : re- 
port to accompany H.R. 8811., 78- 
24930 

Report ; no. 95-1116. 

Federal employees part-time career em- 
ployment act : report of the Commit- 
tee on Governmental Affairs, United 


States Senate, to accompany S. 518 ..., 
78-27086 
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Report ; no. 95-1117. 

Interstate horseracing act of 1978 : re- 
port to accompany S. 1185., 78- 
24931 

Report ; no. 95-1119. 

Departments of Labor and Health, Edu- 
cation, and Welfare, and related agen- 
cies appropriation bill, 1979 : report to 
accompany H.R. 12929., 78-27087 

Report ; no. 95-1125. 

Deep seabed mineral resources act : re- 
port of the Committees on Energy and 
Natural Resources and Commerce, 
Science, and Transportation, United 
States Senate, together with minority 
views to accompany S. 2053., 78- 
24932 

Report ; no. 95-1126. 

Natural gas : conference report to ac- 
company H.R. 5289., 78-27088 

Report ; no. 95-1127. 

Constructive sale price for excise tax on 
certain trucks, buses, tractors, et 
cetera report to accompany H.R. 
1337., 78-27089 

Report ; no. 95-1131. 

Pueblo of Zia land transfer : report to 
accompany S. 2358., 78-27090 


Report ; no. 95-1132. 

Pueblo of Santa Ana land transfer : re- 
port to accompany S. 2588., 78- 
27091 

Report ; no. 95-1133. 

Providing that a certain tract of land in 
Pinal County, Ariz., held in trust by 
the United States for the Papago Indi- 
an Tribe, be declared a part of the 
Papago Indian Reservation : report to 
accompany H.R. 8397., 78-27092 

Report ; no. 95-1134. 

Authorizing change of name of a publi- 
cation of the U.S. Naval Observatory : 
report to accompany H.R. 3532., 78- 
27093 

Report ; no. 95-1136. 

Authorizing the Governor of the State of 
Wyoming to exhibit the nameplate, 
ship’s bell, and silver service of the 
U.S.S. “Wyoming” without restriction : 
report to accompany H.R. 8471., 78- 
27094 

Report ; no. 95-1138. 

Making improvements in the survivor 
benefit program for retired military 
personnel : report to accompany H.R. 
3702., 78-27095 

Report ; no. 95-1139. 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 991 : report to accom- 
pany S. Res. 532., 78-24933 


Page I- 1150 





Author Index 


Report ; no. 95-1140. 

Small business investment act of 1978 : 
report to accompany H.R. 11318., 
78-27096 

Report ; no. 95-1142. 

Agricultural export trade expansion act 
of 1978 Treport to accompany S. 
3447., 78-27097 

Report ; no. 95-1143. 

Federal employees flexible and com- 


pressed work schedules act : report of 


the Committee on Governmental Af- 
fairs and the Committee on Human 
Resources, United States Senate, to ac- 
company S. 517 ..., 78-27098 

Report ; no. 95-1150. 

National Port Week : report to accom- 
pany H.J. Res. 773., 78-24934 

Report ; no. 95-1152. 

Oil pollution liability and compensation 
act of 1978 : report of the Committee 
on Environment and Public Works, 
United States Senate, to accompany S. 
2083 together with additional views., 
78-27099 

Report ; no. 95-1155. 

Authorizing the reprinting of the com- 


mittee print entitled “Colonization of 


the West Bank territories by Israel” : 
report to accompany S. Res. 538., 
78-24935 


Report ; no. 95-1163. 

Pretrial release or detention 
accompany H.R. 7747., 

Report ; no. 95-1168. 

National aquaculture policy act of 1978 : 
report to accompany S. 3408 /, 78- 
27101 

Report ; no. 95-1169. 

Coal leasing amendments of 1978 : re- 
port to accompany S. 3189., 78- 
27102 

Report ; no. 95-1172. 

National Visitors. Center improvement 
act of 1978 : report to accompany S. 
2995 /, 78-27103 


Report ; no. 95-1175. 


: report to 
78-27100 


Fish and wildlife improvement act of 


1978 : report to accompany H.R. 
2329., 78-24936 

Report ; no. 95-1177. 

Full employment and balanced growth 
act of 1977 : joint report of the Com- 
mittee on Human Resources and the 
Committee on Banking, Housing, and 
Urban Affairs, United States Senate, to 
accompany S. 50 together with addi- 
tional and supplemental views., 78- 
27104 

Report ; no. 95-1178. 

Tribal-state compact act : report to ac- 
company S. 2502., 78-27105 
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Report ; no. 95-1179. 

Antirecession and supplementary fiscal 
assistance for State and local govern- 
ments report to accompany H.R. 
2852., 78-27106 

Report ; no. 95-1180. 

Deep seabed mineral resources act : re- 
port to accompany S. 2053., 78- 
27107 

Report ; no. 95-1188. 

Federal pesticide act of 1978 : con- 
ference report to accompany S. 1678., 
78-27108 

Report ; no. 95-1189. 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of H.R. 11092 : report to 
accompany S. Res. 544., 78-27109 

Report ; no. 95-1190. 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 2083 : report to ac- 
company S. Res. 549., 78-27110 

Report ; no. 95-1191. 

Postal Service amendments act of 1978 : 
report of the Committee on Govern- 
mental Affairs, United States Senate, 
to accompany H.R. 7700 ... together 
with additional views., 78-27111 

Report ; no. 95-1194. 

Foreign assistance and related programs 
appropriation bill, 1979 : report to ac- 
company H.R. 12931., 78-27112 

Report ; no. 95-1195. 

Establishing limitations on the use of the 
frank report to accompany H.R. 
7792., 78-27113 

Report ; no. 95-1198. 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 3161 
company S. Res. 546., 


Report ; no. 95-1199. 

Native Hawaiian education act : report 
to accompany S. 857., 78-27115 

Report ; no. 95-1201. 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of H.R. 2852 : report to ac- 
company S. Res. 553., 78-27116 

Report ; no. 95-1202. 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 2 : report to accom- 
pany S. Res. 561.,  78-27117 

Report ; no. 95-1207. 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 2995 
company S. Res. 551., 


: report to ac- 
78-27114 


: Teport to ac- 
78-27118 





Report ; no. 95-1208. 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of H.R. 2329 : report to ac- 
company S. Res. 558., 78-27119 

Report ; no. 95-1236. 

Comprehensive older Americans act 
amendments of 1978 : conference re- 
port to accompany H.R. 12255., 78- 
27120 

Report ; no. 95-1238. 

National Family Week : report to accom- 
pany S.J. Res. 29., 78-27121 


Report ; no. 95-1240. 

Amend the Intercoastal shipping act of 
1933 report to accompany H.R. 
6503., 78-27122 

Report ; no. 95-1244. 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of H.R. 7700 : report to ac- 
company S. Res. 560., 78-27123 

Report ; no. 95-1246. 

National Jogging Day : report to accom- 
pany S.J. Res. 166., 78-27124 

Report ; no. 95-1257. 

Omnibus judgeship bill : conference re- 
port to accompany H.R. 7843., 78- 
27125 

Report ; no. 95-1258. 

White House personnel authorization 
conference report to accompany H.R. 
11003., 78-27126 

Report ; no. 95-1265. 

Tuition tax credit act of 1978 
ference report to accompany 
12050., 78-27127 

Report ; no. 95-1272. 

Civil service reform act of 1978 : con- 
ference report to accompany S. 2640., 
78-27128 

United States Army Institute of Dental 

Research. 

United States Army Dental Corps post- 
graduate short courses : 1978-1979., 
78-25169 
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8272 

Absence from work, measuring the hours 
lost, May 1973-76 /, 78-7446 

Absolute calibration of the RADSCAT 
scatterometer using precision spheres / 
William L. Grantham, Lyle C. Schroeder, 
and John L. Mitchell ; Langley Research 
Center., 78-11678 

Absolute Rayleigh scattering cross sections 
of gases and freons of stratospheric in- 
terest in the visible and ultraviolet re- 
gions /, 78-11751 

Abstracts of current literature on venereal 
disease, 78-3271 

Abstracts of earthquake reports for the 
United States, 78-7263, 78-13744, 
78-21501 

Abundance, composition, and distribution 
of crustacean zooplankton in relation to 
hypolimnetic oxygen depletion in west- 
central Lake Erie /, 78-7348 

AC impedance measurements used to 
locate faults in mining power cables /, 
78-4961 

Academic missions of family medicine /, 
78-15426 

Academic R&D expenditures up 9 percent 
in FY 1976, 78-9473 

Accelerated/abbreviated test methods 
study 4 of task 3 (encapsulation) of the 
low-cost silicon solar array project ... /, 
78-13063, 78-13065 

Accelerated/abbreviated test methods, 
study 4 of task 3 (encapsulation) of the 
low-cost silicon solar array project /, 
78-13064, 78-20827, 78-23303 

Accelerated/abbreviated test methods, 
study 4 of task 3 (encapsulation) of the 
low-cost silicon solar array project / J.M. 
Kolyer ... N.R. Mann ..., 78-6668 

Accelerated decay of non-fuel evaporative 
emissions : task no. 1 /, 78-17041 


78-7315, 
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Acceptability of associate ratings at branch 
basic schools /, 78-20223 

Acceptable methods, techniques, and prac- 
tices. Aircraft alterations., 78-3775 

Acceptable methods, techniques, and prac- 
tices - aircraft alterations., 78-7913 

Acceptance and reporting of travel expen- 
ses paid for by third parties under Senate 
Rule 51 : report to accompany S. Res. 
319., 78-6042 

Acceptance and use of records by General 
Services Administration : report to ac- 
company S. 1265., 78-26973 

Acceptance and use of records, the 
disposal of records, and renegotiation of 
leases involving real property : hearing 
before the Subcommittee on Civil Ser- 
vice and General Services of the Com- 
mittee on Governmental Affairs, United 
States Senate, Ninety-fifth Congress, first 
session, on S. 1265, S. 1267, and S. 
1273, October 17, 1977., 78-16227 

Acceptance of aeronautical information 
publications (AIPs) and foreign instru- 
ment approach procedures (FIAPs)., 
78-5364 

Accepted meat and poultry equipment., 
78-2539, 78-10497 

Access., 78-2547 

Access (Washington), 78-2547 

Access and disengagement measurements., 
78-22987 

Access area switching and signaling : con- 
cepts, issues, and alternatives /, 78- 
22986 

Access national parks : a guide for han- 
dicapped visitors., 78-15609 

Access roads construction agreement 
between the United States of America 
and Gabon, signed at Libreville February 
21, 1976., 78-5216 

Access to excellence 
13447 

Access to oil : the United States relation- 
ships with Saudi Arabia and Iran /, 78- 
8273 

Access travel - airports : a guide to accessi- 
bility of terminals., 78-5340 

Accessing numeric data via flags and tags : 
a final report on a real world experiment 
/, 78-26338 

Accession bulletin. Solid waste information 
retrieval system, 78-3105 

Accessions list. Bangladesh., 
78-11662, 78-24196 

Accessions list. Nepal., 78-24194 

Accessions list. Southeast Asia; cumulative 
list of Malaysia, Singapore and Brunei 
serials., 78-13877 


remarks /, 78- 


78-11661, 
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Accessions list. Sri Lanka., 
78-11660, 78-24195 

Accessions list. Bangladesh, 
78-11662, 78-24196 

Accessions list, Brazil., 78-3575 

Accessions list, Eastern Africa., 78-3573 

Accessions list. Eastern Africa. Annual 
publishers’ directory, monographs and 
serials, 78-3573 

Accessions list, India., 78-3570 

Accessions list. India. Quinquennial serials 
cumulation., 78-11658 

Accessions list. India. Annual supplement, 
cumulative list of serials, 78-3570 

Accessions list, Indonesia, Malaysia, Sin- 
gapore, and Brunei, 78-3574 

Accessions list. Indonesia, Malaysia, Sin- 
gapore, and Brunei; cumulative list of 
serials, 78-13877 

Accessions list, Middle East., 78-3572 

Accessions list. Nepal, 78-24194 

Accessions list, Pakistan., 78-3571 

Accessions list, Southeast Asia., 78-3574 

Accessions list. Sri Lanka, 78-11659, 
78-11660, 78-24195 

Accident analysis SNR (fast sodium reac- 
tor) according to probability theory /, 
78-13079 

Accident and speed studies in construction 
zones /, 78-852 

Accident avoidance skill training and per- 
formance testing /, 78-9776 

Accident bulletin, 78-22143 

Accident/incident bulletin., 


78-11659, 


78-11661, 


78-22143 


Accident investigation and reporting activi- 


ties, 78-22274 

Accident involvement and crash injury 
rates by make, model, and year of car /, 
78-18783 

The accident prevention counselor pro- 
gram., 78-14150 

Accident risk forecasting : a subject 
bibliography from Highway safety litera- 
ture /, 78-891 

Accidental hypothermia : an experimental 
study of practical rewarming methods /, 
78-18770 

Accidental vapor phase explosions on 
transportation routes near nuclear plants 
: final report January-April 1977 /, 78- 
18958 

Accidents and accident prevention., 78- 
25831 

Accidents of class | motor carriers of pas- 
sengers, 78-14088 

Accidents of large motor carriers of pro- 
perty, 78-14087 

Accidents of motor carriers of passengers., 
78-14088 

Accidents of motor carriers of property., 
78-14087 ; 

Accommodation of utility plant within the 
rights of way of urban streets and 
highways., 78-22071 

Accommodations for judges of the court of 
appeals report to accompany H.R. 
2770., 78-8495 
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Accomodations for senior judges of the 
Court of Appeals : report to accompany 
H.R. 2770., 78-10136 

Accountability : its meaning and _ its 
relevance to the health care field /, 78- 
1959 

Accountability and control of warheads in 
the custody of the Department of 
Defense and the Energy Research and 
Development Administration : report to 
the Congress /, 78-1887 

Accounting and auditing., 78-357 

Accounting and auditing act of 
amendments., 78-2360 

Accounting and auditing practices and 
procedures : hearings before the Sub- 
committee on Reports, Accounting, and 
Management of the Committee on 
Governmental Affairs, United States 
Senate, Ninety-fifth Congress, first ses- 
sion ..., 78-5576 

Accounting and _ finance 
12640, 78-12641, 
16941, 78-20130 

Accounting code book., 78-17656 

Accounting emergency operations plan., 
78-18653 

Accounting for accrued annual leave in 
revolving funds., 78-6980 

Accounting for accrued expenditures., 78- 
6979 

Accounting for automatic data processing 
costs needs improvement : report to the 
Congress /, 78-13235 

Accounting manual for Federal credit 
unions : (condensed version) effective 
January 1975., 78-18321 

Accounting principles and standards for 
federal agencies /, 78-6977 

Accounting standards guide for construc- 
tion grant projects /, 78-4569 

Accounts, 78-23685 

Accuracy of data for selected population 
characteristics as measured by reinter- 
views., 78-22853 

Accuracy of records and reported quality 
of military male enlistees : Department 
of Defense : report to the Congress by 
the Comptroller General of the United 
States., 78-1744 

Accuracy test of an air-to-air ranging and 
bearing system /, 78-18746 

Aces and aerial victories the United 
States Air Force in Southeast Asia, victo- 
ries, 1965-1973 /, 78-4520 

Acetic acid production from marine algae., 
78-20615 

Achievements - U.S. Civil Service Commis- 
sion, 78-25085 

Achieving America’s goals : national ser- 
vice or the all-volunteer armed force? : 
Study /, 78-12038 

Achieving needed organizational change : a 
Customs Service dilemma: report /, 78- 
17344 

Achieving the goals of the Employment act 
of 1946—thirtieth anniversary review., 
78-9923 


1950, 


manual., 78- 
78-12642, 78- 
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Acid mine drainage and subsidence : ef- 
fects of increased coal utilization /, 78- 
20732 

Acid sulphite pulping., 78-15247 

Acorn weevils, rodents, and deer all con- 
tribute to oak-regeneration difficulties in 
Pennsylvania /, 78-16579 

Acoustic and aerodymanics performance of 
a variable-pitch 1.83-meter- (6-ft.) 
diameter 1.20-pressure-ratio fan stage 
(QF-9) /, 78-11739 

Acoustic and aerodynamic performance of 
a 1.5-pressure-ratio, 1.83-meter (6-ft) 
diameter fan stage for turbofan engines 
(QF-2) /, 78-7500 

Acoustic emission during unloading of 
elastically stressed magnesium alloy /, 
78-5160 

Acoustic emission spectral analysis of fiber 
composite failure mechanisms /, 78- 
18224 

An acoustic emissions monitoring system 
for avalanche snowpacks /, 78-14705 

Acoustic imaging of a titanium casting /, 
78-25329 

Acoustic measurements of a large cavity in 
a wind tunnel /, 78-26332 

Acoustic performance of two 1.83-meter- 
diameter fans designed for a wind-tunnel 
drive system /, 78-13963 

Acoustic radiation and surface pressure 
characteristics of an airfoil due to in- 
cident turbulence /, 78-21838 

Acoustic tests of augmentor wing model /, 
78-7498 

Acoustic tracking of Woodhead seabed 
drifters /, 78-15758 

Acquire safety management data-now : 
about our computer TSP/MIS., 78-9789 

Acquiring forest insect impact data /, 78- 
16602 

Acquisition, construction, & improvement 
appropriation., 78-14174 

Acquisition of land and extension of prima- 
ry runway, Jackson Municipal Airport, 
Jackson, Minnesota : negative declara- 
tion and section 16(c)(4) environmental 
impact assessment report., 78-22178 

Acquisition of land, construction of new 
runway and related airport improvements 
: Peru Municipal Airport, Peru, Indiana : 
proposed negative declaration and Sec- 
tion 16 (c) (4) environmental impact as- 
sessement report., 78-7879 

Acquisition of land for joint highway and 
community development /, 78-7766 

Acquisition of land for joint highway and 
community development : case studies /, 
78-18569 

Acquisition of land for joint highway and 
community development executive sum- 
mary /, 78-22078 

Acquisition of land, runway extension, and 
miscellaneous improvements, Connner- 
sville Municipal Airport, Connersville, 
Indiana : proposed section 16 (c) (4) en- 
vironmental impact assessment report., 
78-9686 





Acquisition of landrights in SCS financially 
assisted projects., 78-4011 

Acquisition of public housing by the Akron 
Metropolitan Housing Authority, Akron, 
Ohio Department of Housing and 
Urban Development /, 78-1785 

Acquisition of supplies and/or services 
from or through government agencies., 
78-5351 

Acquisition of the Museum of African Art 
by the Smithsonian Institution : hearing 
before the Committee on Rules and Ad- 
ministration, United States Senate, 
Ninety-fifth Congress, second session, on 
S. 2507 ... April 25, 1978., 78-22544 

Acquisition trends, 78-3594 

Acreage., 78-10485, 78-22790 

Acreage limitations on Bureau of Reclama- 
tion projects : hearing before the Sub- 
committee on Public Lands and 
Resources of the Committee on Energy 
and Natural Resources, United States 
Senate, Ninety-fifth Congress, first ses- 
sion, on S. 242 ..., 78-8270, 78-19096 

Acrobatics : precision flying with a pur- 
pose., 78-7921 

An act authorizing additional appropria- 
tions for prosecution of projects in cer- 
tain comprehensive river basin plans for 
flood control, water conservation, recrea- 
tion, hyroelectric power and other pur- 
poses., 78-2352 

An act authorizing an increase in the 
monetary authorization for nine com- 
prehensive river basin plans., 78-12231 

An act authorizing appropriations to the 
Secretary of the Interior for services 
necessary to the nonperforming arts 
functions of the John F. Kennedy Center 
for the Performing Arts ..., 78-24796 

An act authorizing the Wichita Indian 
Tribe of Oklahoma ... to file with the In- 
dian Claims Commission any of their 
claims against the United States for lands 
taken without adequate compensation 
78-14498 

An act granting an extension of patent to 
the United Daughters of the Confedera- 
cy., 78-5880 

An act granting the consent of Congress to 
an amendment to the Sabine River Com- 
pact entered into by the States of Texas 
and Lousiana., 78-5848 

An act making appropriations for military 
construction for the Department of 
Defense for the fiscal year ending Sep- 
tember 30, 1978, and for other pur- 
poses., 78-5854 

An act making appropriations for the De- 
partment of Housing and Urban 
Development, and for sundry indepen- 
dent executive agencies, boards, bureaus, 
commissions, corporations, and offices 
for the fiscal year ending September 30, 
1978, and for other purposes., 78-8431 

An act making appropriations for the De- 
partments of State, Justice, and Com- 
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merce, the Judiciary, and related agen- 
cies for the fiscal year ending September 
30, 1978, and for other purposes., 78- 
12221 

An act making appropriations for the 
government of the District of Columbia 
and other activities chargeable in whole 
or in part against the revenues of said 
District for the fiscal year ending Sep- 
tember 30, 1978, and for other pur- 
poses., 78-19393 

An act making appropriations for the Trea- 
sury Department, the United States 
Postal Service, the Executive Office of 
the President, and certair. independent 
agencies, for the fiscal year ending Sep- 
tember 30, 1978, and for other pur- 
poses., 78-5851 

An act making supplemental appropriations 
for the fiscal year ending September 30, 
1978, and for other purposes., 78- 
12305, 78-27031 

An act pertaining to the inheritance of 
trust or restricted lands on the Umatilla 
Indian Reservation., 78-16415 

An act relating to the disposition of certain 
recreational demonstration project lands 
by the State of Oklahoma., 78-27022 

An act relating to the settlement between 
the United States and the Ak-Chin Indi- 
an community of certain water right 
claims of such community against the 
United States., 78-27013 

An act relating to the year for including in 
income certain payments under the 
Agricultural Act of 1949 ... and to ex- 
tend for one year the existing treatment 
of State legislators’ travel expenses away 
from home., 78-16409 

An act to amend certain Federal laws per- 
taining to community development, hous- 
ing and related programs., 78-5866 

An act to amend certain provisions of the 
Internal Revenue Code of 1954 relating 
to distilled spirits, and for other pur- 
poses., 78-8443 

An act to amend chapter 89 of title 5, 
United States Code, to _ establish 
uniformity in Federal employee health 
benefits and coverage by preempting cer- 
tain State or local laws which are incon- 
sistent with such contracts, and for other 
purposes., 78-27038 

An act to amend chapter 639 of title 10, 
United States Code, to enable the Secre- 
tary of the Navy to change the name of a 
publication of the Naval Observatory 
providing data for navigators and as- 
tronomers., 78-27033 

An act to amend Public Law 95-18, provid- 
ing for emergency drought relief mea- 
sure., 78-5859 

An act to amend Public Law 95-18, provid- 
ing for emergency drought relief mea- 
sures., 78-10258 

An act to amend section 2 of the Safe 
drinking water act (Public Law 93-523) 
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to extend and increase authorizations 
provided for public water systems., 78- 
5893 

An act to amend section 10 of the 
Merchant marine act, 1936., 78-5887 

An act to amend section 14(e) of the Na- 
tional forest management act of 1976., 
78-12298 

An act to amend section 142 of title 28, 
United States Code, relating to the 
furnishing of accomodations to judges of 
the courts of appeals of the United 
States., 78-8451 

An act to amend section 441 of the District 
of Columbia _ Self-Government and 
governmental reorganization act., 78- 
8447 

An act to amend the Accounting and audit- 
ing act of 1950 to provide for the audit 
by the Comptroller General of the 
United States of the Federal Reserve 
System, the Federal Deposit Insurance 
Corporation, and the Office of the 
Comptroller of the Currency ..., 78- 
24803 

An act to amend the act incorporating the 
American Legion so as to redefine eligi- 
bility for membership therein., 78- 
27026 

An act to amend the Act of August 25, 
1958, respect to staff allowances for 
former presidents., 78-8433 

An act to amend the act of October 2, 
1968, an act to establish a Redwood Na- 
tional Park in the State of California, and 
for other purposes., 78-14501 

An act to amend the Administrative Con- 
ference act., 78-24788 

An act to amend the Age discrimination in 
employment act of 1967 to extend the 
age group of employees who are pro- 
tected by the provisions of such act, and 
for other purposes., 78-16407 

An act to amend the Alaska native claims 
settlement act., 78-5888 

An act to amend the Alcohol and drug 
abuse education act to extend the 
authorizations and appropriations for 
carrying out the provisions of such act, 
and for other purposes., 78-27018 

An act to amend the American folklife 
preservation act to extend the authoriza- 
tions of appropriations contained in such 
act., 78-16410 

An act to amend the Appalachian regional 
development act of 1965 to permit an 
extension of the period of assistance for 
child development programs while a 
study is conducted on methods of phas- 
ing out Federal assistance to these pro- 
grams., 78-8450 

An act to amend the Arms control and dis- 
armament act to authorize appropriations 
for fiscal year 1978, and for other pur- 
poses., 78-2353 

An act to amend the Central, Western, and 
South Pacific fisheries development act, 
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to increase the appropriation authoriza- 
tion through fiscal year 1982, to expand 
the United States fisheries development 
effort, and to cooperate in the formation 
and research of the South Pacific re- 
gional agency ..., 78-24789 

An act to amend the Communications act 
of 1934 to provide for the regulation of 
utility pole attachments., 78-12299 

An act to amend the conditions for schools 
receiving capitation grants under section 
770 of such act, and for other purposes., 
78-8463 

An act to amend the Controlled substances 
act to extend for three fiscal years the 
authorization of appropriations under the 
act for the expenses of the Department 
of Justice in carrying out that act., 78- 
12224 

An act to amend the corporate name of 
AMVETS (American Veterans of World 
War II), and for other purposes., 78- 
5853 

An act to amend the Council on Wage and 
Price Stability act to extend its termina- 
tion date, and for other purposes., 78- 
5864 

An act to amend the District of Columbia 
Self-Government and governmental reor- 
ganization act with respect to the bor- 
rowing authority of the District of 
Columbia, and for other purposes., 78- 
5868, 78-8464 

An act to amend the Fair labor standards 
act of 1938 to increase the minimum 
wage rate under that act, and for other 
purposes., 78-12226 

An act to amend the Federal aviation act 
of 1958 relating to eligibility for registra- 
tion of aircraft., 78-12306 

An act to amend the Federal aviation act 
of 1958 to improve cargo air service., 
78-12309 

An act to amend the Federal charter of the 
Big Brothers of America to include Big 
Sisters International, incorporated, and 
for other purposes., 78-5879 

An act to amend the Federal coal mine 
health and safety act to improve the 
black lung benefits program established 
under such act, and for other purposes., 
78-12304 

An act to amend the Federal crop in- 
surance act., 78-5846 

An act to amend the Federal Crop In- 
surance act, and for other purposes., 
78-8445 

An act to amend the Federal election cam- 
paign act of 1971 to extend the 
authorization on appropriations con- 
tained in such act., 78-5865 

An act to amend the Fishery conservation 
zone act in order to give effect during 
1977 to the Reciprocal Fisheries Agree- 
ment between the United States and 
Canada., 78-10164 
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An act to amend the Foreign assistance act 
of 1961 with respect to the activities of 
the Overseas Private Investment Cor- 
poration., 78-19373 

An act to amend the Higher education act 
of 1965 to include the Trust Territory of 
the Pacific Islands in the definition of the 
term ‘State’ for the purpose of par- 
ticipation in programs authorized by that 
act., 78-8444 

An act to amend the Indian Claims Com- 
mission act of August 13, 1946, and for 
other purposes., 78-14497 

An act to amend the Internal Revenue 
Code of 1954 with respect to the treat- 
ment of mutual or cooperative telephone 
company income from nonmember 
telephone companies, and for other pur- 
poses., 78-27025 

An act to amend the Interstate commerce 
act to authorize appropriations for the 
Office of Rail Public Counsel for fiscal 
year 1978., 78-10263 

An act to amend the Legal Services Cor- 
poration act to provide authorization of 
appropriations for additional fiscal years, 
and for other purposes., 78-12239 

An act to amend the Marine protection, 
research, and sanctuaries act of 1972 to 
authorize appropriations to carry out the 
provisions of such act for fiscal year 
1978., 78-2366 

An act to amend the National Advisory 
Committee on Oceans and Atmosphere 
act of 1977 to authorize appropriations 
to carry out the provisions of such act 
for fiscal year 1979 and for other pur- 
poses., 78-27007 

An act to amend the National school lunch 
act and the Child nutrition act of 1966 in 
order to revise and extend the summer 
food program, to revise the special milk 
program ..., 78-5878 

An act to amend the National trails system 
act, and for other purposes., 78-14499 

An act to amend the Public Health Service 
act to extend through the fiscal year end- 
ing September 30, 1978 ... to amend the 
Community mental health center act to 
extend it through the fiscal year ending 
September 30, 1978; to extend the 
assistance programs for home health ser- 
vices, and for other purposes., 78- 
10166 

An act to amend the Regional rail reor- 
ganization act of 1073 to authorize addi- 
tional appropriations for the United 
States Railway Association, and for other 
purposes., 78-8453 

An act to amend the Securities exchange 
act of 1934 to authorize appropriations 
for the Securities and Exchange Commis- 
sion for fiscal year 1978., 78-8460 

An act to amend the Securities investor 
protection act of 1970., 78-19388 

An act to amend the Social security act 
and the Internal Revenue Code of 1954 


Do not order from index; see indicated entry 





to strengthen the financing of the social 
security system, and for other purposes., 
78-10170 

An act to amend the statute of limitations 
provisions in section 2415 of title 28, 
United States Code, relating to claims by 
the United States on behalf of Indians., 
78-5856 

An act to amend the Surface mining con- 
trol and reclamation act of 1977 (Public 
Law 95-87) to raise certain authorized 
funding levels contained therein, and for 
other purposes., 78-27023 

An act to amend the Tariff schedules of 
the United States to provide duty-free 
treatment of any aircraft engine used as 
a temporary replacement for an aircraft 
engine being overhauled within the 
United States if duty was paid ... during a 
previous importation., 78-8452 

An act to amend the Urban mass transpor- 
tation act of 1964 to revise the program 
of Federal operating assistance provided 
under section 17 of such act., 78-8448 

An act to amend the Veterans’ Administra- 
tion physician and dentist pay compara- 
bility act of 1975, as amended, in order 
to extend the authority to enter into spe- 
cial-pay agreements with physicians and 
dentists .... 78-8454 

An act to amend title 3 of the United 
States Code to change the name of the 
Executive Protective Service., 78-5889 

An act to amend title 4 of the United 
States Code to make it clear that Mem- 
bers of Congress may not, for purposes 
of State income tax laws, be treated as 
residents of any State other than the 
State from which they were elected., 
78-8429 

An act to amend title IV of the Employee 
retirement income security act of 1974 
to postpone ... the date on which the 
corporation first begins paying benefits 
under terminated multiemployer plans., 
78-8462 

An act to amend title 5, United States 
Code, to provide for the application of 
local withholding taxes to Federal em- 
ployees who are residents of such locali- 
ty., 78-27037 

An act to amend title 5, United States 
Code, to provide that hearing examiners 
shall be known as administrative law 
judges, and to increase the number of 
such positions ..., 78-14502 

An act to amend title XI of the Merchant 
marine act, 1936, to permit the guaran- 
tee of obligations for financing fishing 
vessels ..., 78-16408 

An act to amend title 18 of the United 
States Code relating to the sexual ex- 
ploitation of minors, and for other pur- 
poses., 78-10257 

An act to amend title 28, United States 
Code, to move the place for holding 
court for the district court of the Eastern 





District of New York to Brooklyn and 
Hampstead, and for other purposes., 
78-19376 

An act to amend title 38 of the United 
States Code to increase the rates of disa- 
bility and death pension and to increase 
the rates of dependency and indemnity 
compensation for parents, and for other 
purposes., 78-8457 

An act to amend title 38 of the United 
States Code to provide an automobile 
assistance allowance and to provide au- 
tomotive adaptive equipment to veterans 
of World Warl., 78-5861 

An act to amend title 38, United States 
code, to increase the rates of disability 
compensation for disabled veterans, to 
increase the rates of dependency and in- 
demnity compensation for their sur- 
vivors, and for other purposes., 78- 
5862 

An act to amend title 38, United States 
Code, to increase the rates of vocational 
rehabilitation, educational assistance, and 
special training allowance paid to eligi- 
bile veterans ..., 78-8455 

An act to amend title 44, United States 
Code, to provide for the designation of 
libraries of accredited law schools as 
depository libraries of Government publi- 
cations., 78-16412 

An act to amend titles II and XVIII of the 
Social security act to make improve- 


ments in the end stage renal disease pro- 
gram presently authorized under section 


226 of that act ..... 78-24787 

An act to amend titles XVIII and XIX of 
the Social security act to provide pay- 
ment for rural health clinic services and 
for other purposes., 78-8459 

An act to approve with modifications cer- 
tain proposed amendments to the 
Federal rules of criminal procedure, to 
disapprove other such proposed amend- 
ments, and for other related purposes., 
78-10165 

An act to authorize appropriations during 
fiscal year 1978, in addition to amounts 
previously authorized, for procurement 
of aircraft and missiles for the Navy and 
the Air Force and for research, develop- 
ment, test, and evaluation for the Air 
Force and Defense agencies, and for 
other purposes., 78-8446 

An act to authorize appropriations for ac- 
tivities of the Environmental Protection 
Agency, and for other purposes., 78- 
5874 

An act to authorize appropriations for cer- 
tain insular areas of the United States, 
and for other purposes., 78-27028 

An act to authorize appropriations for 
fiscal year 1978 for certain maritime pro- 
grams of the Department of Commerce, 
and for other purposes., 78-5885 

An act to authorize appropriations for 
fiscal year 1978, for procurement of air- 
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craft, missiles, naval vessels, tracked 
combat vehicles, torpedoes, and other 
weapons, and research, development, 
test, and evaluation for the Armed 
Forces ..., 78-5849 

An act to authorize appropriations for 
fiscal year 1978 to carry out the Marine 
mammal protection act of 1972., 78- 
2362 

An act to authorize appropriations for 
fiscal years 1978, 1979, and 1980 to 
carry out State cooperative programs 
under the Endangered species act of 
1973., 78-12237 

An act to authorize appropriations for 
Nuclear Regulatory Commission for the 
fiscal year 1978 and for other purposes., 
78-8458 

An act to authorize appropriations for the 
Energy Research and Development Ad- 
ministration for national security pro- 
grams for fiscal years 1977 and 1978, 
and for other purposes., 78-5891 

An act to authorize appropriations for the 
fiscal year 1979 for certain maritime pro- 
grams of the Department of Commerce 
wy» 78-24791 

An act to authorize appropriations for the 
Peace Corps for fiscal year 1978., 78- 
5855 

An act to authorize appropriations to carry 
out the Standard reference data act, and 
to authorize appropriations for the Na- 
tional Bureau of Standards., 78-24805 

An act to authorize appropriations to the 
Council on Environmental Quality for 
fiscal years 1979, 1980, and 1981., 78- 
24793 

An act to authorize appropriations to the 
Department of Energy, for energy 
research, development, and demonstra- 
tion, and related programs ..., 78-12303 

An act to authorize appropriations to the 
United States International Trade Com- 
mission, to provide for greater efficiency 
in the administration of the Commission, 
and for other purposes., 78-5858 

An act to authorize appropriations under 
the Arms control and disarmament act 
for the fiscal year 1979, and for other 
purposes report to accompany H.R. 
11832., 78-27046 

An act to authorize certain appropriations 
for the territories of the United States, to 
amend certain acts relating thereto, and 
for other purposes., 78-5871 

An act to authorize certain construction at 
military installations for fiscal year 1979, 
and for other purposes., 78-27032 

An act to authorize funds for the Hubert 
H. Humphrey Institute of Public Affairs 
and for the Everett McKinley Dirksen 
Congressional Leadership Research 
Center., 78-19375 

An act to authorize the Architect of the 
Capitol to furnish chilled water to the 
Folger Shakespeare Library., 78-5890 
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An act to authorize the creation of a 
record of admission for permanent re- 
sidence in the cases of certain refugees 
from Vietnam, Laos, or Cambodia, and 
to amend the Indochina migration and 
refugee assistance act of 1975 ..., 78- 
5873 

An act to authorize the Governor of the 
State of Wyoming to exhibit the 
nameplate, ship’s bell, and silver service 
of the United States Ship Wyoming 
without restriction as to the place of 
such exhibition., 78-27034 

An act to authorize the Mayor of the Dis- 
trict of Columbia to enter into an agree- 
ment with the United States Postal Ser- 
vice with respect to the use of certain 
public air space in the District of Colum- 
bia., 78-12300 

An act to authorize the Secretary of 
Agriculture to convey certain homesites 
within the Chugach and Tongass Na- 
tional Forests, Alaska., 78-8442 

An act to authorize the Secretary of 
Agriculture to convey certain lands in 
the Sierra National Forest, California, to 
the Madera Cemetery District., 78- 
5881 

An act to authorize the Secretary of 
Agriculture to permit recreational access 
and geothermal explorations for six 
months within a portion of the Bull Run 
Reserve, Mount Hood National Forest, 
Oregon., 78-2341 

An act to authorize the Secretary of the In- 
terior to contract with the Middle Rio 
Grande Conservancy District of New 
Mexico for the payment of operations ... 
on certain Pueblo Indian lands., 78- 
10262 

An act to authorize the Secretary of the In- 
terior to memorialize the fifty-six signers 
of the Declaration of Independence in 
Constitution Gardens in the District of 
Columbia., 78-16411 

An act to authorize the Secretary of the 
Treasury to designate an Assistant Secre- 
tary to serve in his place as a member of 
the Library of Congress Trust Fund 
Board., 78-19382 

An act to authorize the Secretary of Trea- 
sury to invest public moneys, and for 
other purposes., 78-8438 

An act to bring the governing international 
fishery agreement with Mexico within the 
purview of the Fishery conservation zone 
transition act., 78-8465 

An act to combat international terrorism : 
hearings before the Committee on 
Governmental Affairs, United States 
Senate, Ninety-fifth Congress, second 
session, on S. 2236..., 78-22486 

An act to combat international terrorism : 
report of the Committee on Governmen- 
tal Affairs, United States Senate, to ac- 
company S. 2236 ..., 78-27054 
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An act to combat international terrorism : 
report to accompany S. 2236., 78- 
27083 

An act to continue to suspend for a tempo- 
rary period the import duty on certain 
horses, and for other purposes., 78- 
5876 

An act to convey to the Ely Indian Colony 
the beneficial interest in certain Federal 
land., 78-8449 

An act to create a solar energy and energy 
conservation loan program within the 
Small Business Administration ..., 78- 
24799 

An act to declare certain federally owned 
land held in trust by the United States 
for the Te-Moak Bands of Western 
Shoshone Indians., 78-5870 

An act to declare certain federally owned 
land known as the Yardeka School land 
to be held in trust for the Creek Nation 
of Oklahoma., 78-27014 

An act to declare that all right, title, and 
interest of the United States in two 
thousand seven hundred acres, more or 
less, are hereby held in trust for the 
Paiute and Shoshone Tribes of the Fallon 
Indian Reservation and Colony, Fallon, 
Nevada ..., 78-27019 

An act to declare that certain lands of the 
United States situated in the State of 
Oklahoma are held by the United States 
in trust for the Cheyenne-Arapaho Tribes 
of Oklahoma, and to authorize the Secre- 
tary of the Interior to accept conveyance 
from the Cheyenne-Arapaho Tribes of 
Oklahoma of certain other lands in 
Oklahoma to be held in trust by the 
United States for such tribes., 78-27012 

An act to designate the Absaroka-Bear- 
tooth Wilderness, Custer and Gallatin 
National Forests, in the State of Mon- 
tana., 78-14500 

An act to direct the Secretary of Agricul- 
ture to carry out forest and rangeland 
renewable resources research, and for 
other purposes., 78-27008 

An act to direct the Secretary of the Interi- 
or to convey certain public and acquired 
lands in the State of Nevada to the coun- 
ty of Mineral, Nevada., 78-19370 

An act to distinguish Federal grant and 
cooperative agreement relationships from 
Federal procurement relationships, and 
for other purposes., 78-10256 

An act to encourage travel in the United 
States : report to accompany S. 2552., 
78-16430 

An act to establish a policy for the 
management of oil and natural gas in the 
Outer Continental Shelf, to protect the 
marine and coastal environment, to 
amend the Outer Continental Shelf lands 
act, and for other purposes., 78-27041 

An act to establish uniform structural 
requirements for intermodal cargo con- 
tainers, subject to the jurisdiction of the 
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United States, designed to be transported 
interchangeably by sea and land carriers 
.-y» 78-12236 

An act to establish within the Department 
of Justice the position of Associate At- 
torney General., 78-8434 

An act to exempt disaster payments made 
in connection with the 1977 crops of 
wheat, feed grains, upland cotton, and 
rice from the payment limitations con- 
tained in the Agricultural act of 1970 
and the Agricultural act of 1949., 78- 
8441 

An act to extend and revise the Library 
services and construction act, and for 
other purposes., 78-2358 

An act to extend by seven months the term 
of the National Commission on New 
Technological Uses of Copyrighted 
Works., 78-8437 

An act to extend certain oil and gas leases 
by a period sufficient to allow the drilling 
of an ultradeep well., 78-2347 

An act to extend certain programs under 
the Elementary and secondary education 
act of 1965 for one year, and for other 
purposes., 78-10167 

An act to extend certain Social security act 
provisions, and for other purposes., 78- 
5883 

An act to extend for an additional tempo- 
rary period the existing suspension of du- 
ties on certain classifications of yarns of 
silk, and for other purposes., 78-5884 

An act to extend the authority for the flexi- 
ble regulation of interest rates on 
deposits and accounts in depository in- 
stitutions, to promote the accountability 
of the Federal Reserve system, and for 
other purposes., 78-12230 

An act to extend the existing temporary 
debt limit., 78-14503 

An act to extend the provisions of the 
Fishermen’s protective act of 1967, relat- 
ing to the reimbursement of seized com- 
merical fishermen, until October 1, 
1978., 78-5895 

An act to extend the supervision of the 
United States Capitol Police to certain 
facilities leased by the Office of 
Technology Assessment., 78-5886 

An act to extend until October 1, 1980, the 
appropriation authorizations for the 
Great Dismal Swamp and San Francisco 
Bay National Wildlife Refuges., 78- 
24792 

An act to impose a moratorium on any in- 
crease in the public lands grazing fee for 
the 1978 grazing year ..., 78-24804 

An act to impose an excise tax on the sale 
of coal by the producer, to establish a 
Black Lung Disability Trust Fund, and 
for other purposes., 78-10259 

An act to increase the temporary debt 
limit, and for other purposes., 78-12222 

An act to lower the duty on levulose until 
the close of June 30, 1980., 78-24795 
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An act to name a certain Federal building 
in Washington, District of Columbia, the 
“Hubert H. Humphrey Building.”, 78- 
8435 

An act to name the lake located behind 
Lower Monumental Lock and Dam, 
Washington, “‘Lake Herbert G. West”’., 
78-19390 

An act to promote the healthy develop- 
ment of children who would benefit from 
adoption by facilitating their placement 
in adoptive homes, to extend and im- 
prove the provisions of the Child abuse 
prevention and treatment act ..., 78- 
19371 

An act to provide duty-free treatment for 
certain copying lathes used for making 
rough or finished shoe lasts and for parts 
of such lathes, and for other purposes., 
78-2369 

An act to provide for a temporary increase 
in the public debt limit., 78-27016 

An act to provide for certain additions to 
the Tinicum National Environmental 
Center., 78-2365 

An act to provide for conveyance of cer- 
tain lands adjacent to the Gund Ranch, 
Grass Valley, Nevada, to the University 
of Nevada., 78-19383 

An act to provide for conveyance of cer- 
tain lands in the Wenatchee National 
Forest, Washington, by the Secretary of 
Agriculture., 78-24798 

An act to provide for Federal regulation of 
participation by foreign banks’ in 
domestic financial markets., 78-27039 

An act to provide for furthering the conser- 
vation, protection, and enhancement of 
the Nation’s soil, water, and related 
resources for sustained use, and for other 
purposes., 78-5894 

An act to provide for increased participa- 
tion by the United States in the Interna- 
tional Bank for Reconstruction and 
Development, the International Develop- 
ment Association, the International 
Finance Corporation, the Asian Develop- 
ment Bank and the Asian Development 
Fund, and for other purposes., 78-5863 

An act to provide for the efficient and 
regular distribution of current informa- 
tion on Federal domestic assistance pro- 
grams., 78-8466 

An act to provide for the establishment of 
a Center for the Book in the Library of 
Congress, and for other purposes., 78- 
5867 

An act to provide for the study of certain 
lands to determine their suitability for 
designation as wilderness in accordance 
with the Wilderness act of 1964, and for 
other purposes., 78-8440 

An act to provide improved authority for 
the administration of certain National 
Forest System lands in Oregon., 78- 
12233 





An act to provide price and income protec- 
tion for farmers and assure consumers of 
an abundance of food and fiber at 
reasonable prices, and for other pur- 
poses., 78-5860 

An act to provide that a certain tract of 
land in Pinal County, Arizona, held in 
trust by the United States for the Papago 
Indian Tribe, be declared a part of the 
Papago Indian Reservation., 78-27035 

An act to provide that the salaries of cer- 
tain positions and individuals which were 
increased as a result of the operation of 
the Federal salary act of 1967 shall not 
be increased by the first comparability 
pay adjustment occurring after the date 
of the enactment of this Act., 78-2344 

An act to raise the limitation on appropria- 
tions for the United States Commission 
on Civil Rights., 78-5869 

An act to remove the limitation on the 
amount authorized to be appropriated 
under the Volunteers in the national 
forests act of 1972., 78-19394 

An act to repeal section 3306 of title 5, 
United States Code, to eliminate the 
requirement of apportionment of ap- 
pointments in the departmental service in 
the District of Columbia., 78-10260 

An act to require studies concerning car- 
cinogenic and other toxic substances in 
food, the regulation of such food, the im- 
purities in and toxicity of saccharin 
78-8456 

An act to rescind certain budget authority 
contained in the message of the Pre- 
sident of January 27, 1978 (H. Doc. 95- 
285), transmitted pursuant to the Im- 
poundment control act of 1974., 78- 
16405 

An act to rescind certain budget authority 
recommended in the message of the Pre- 
sident of July 19, 1977 (H. Doc. 94- 
188), transmitted pursuant to the Im- 
poundment control act of 1974., 78- 
5892 

An act to restore the Confederated Tribes 
of Siletz Indians of Oregon as a federally 
recognized sovereign Indian tribe, to 
restore to the Confederated Tribes of Sil- 
tez Indians of Oregon and its members 
those Federal services and _ benefits 
furnished to federally recognized Amer- 
ican Indian tribes and their members ...., 
78-5896 

An act to revise the basis for estimating the 
annual Federal payment to the District of 
Columbia for water and water services 
and sanitary sewer services furnished to 
the United States., 78-8432 

An act to strengthen the capability of the 
Government to detect, prosecute, and 
punish fraudulent activities under the 
medicare and medicaid programs, and 
for other purposes., 78-8436 

An act to suspend until July 1, 1978, the 
rate of duty on mattress blanks of latex 
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rubber, and for other purposes., 78- 
5882 

An act to suspend until the close of June 
30, 1980, the duty on certain latex 
sheets, and for other purposes., 78- 
2367 

An act to suspend until the close of June 
30, 1980, the duty on synthetic tan- 
talum/columbium concentrate, and for 
other purposes., 78-2368 

An act with respect to the powers of the 
President in time of war or national 
emergency., 78-8468 

Actinomycete distribution in northern 
Green Bay and the Great Lakes : taste 
and odor relationships in eutrophication 
of nearshore waters and embayments ... 
/, 78-25572 

Action being taken to prevent refundable 
payments of social security and federal 
unemployment taxes by charitable or- 
ganizations : Internal Revenue Service : 
report to the Joint Committee on Inter- 
nal Revenue Taxation, Congress of the 
United States /, 78-13264 

Action by the Congress on certain 
proposed sales of aircraft to Egypt, 
Israel, and Saudi Arabia : report together 
with individual views to accompany S. 
Con. Res. 86., 78-19441 

ACTION domestic operations programming 
and training., 78-6255, 78-10505 

Action handbook : managing growth in the 
small community /, 78-25599 

Action needed to make the executive 
branch financial disclosure system effec- 
tive : report to the Congress /, 78-4660 

ACTION news digest., 78-2543 

Action of governors under 39 U.S.C., sec- 
tion 3625, and supporting record in 
matter of changes in rates of postage and 
fees, docket R77-1 before the Postal 
Rate Commission., 78-22360 

Action of governors under 39 U.S.C., sec- 
tion 3625 and supporting record in the 
matter of the mail classification schedule, 
1976, implementing legislative amend- 
ments (Pub. L. 94-421), docket no. 
MC77-1 before the Postal Rate Commis- 
sion., 78-22358 

Action of the Board; applications and re- 
ports., 78-3195 

Action of the governors under 39 U.S.C., 
section 3625, and suporting record in the 
matter of the mail classifiction schedule, 
1976, before the Postal Rate Commission 
concerning stipulated proposal for zone- 
rated military mail, docket nos. MC76-1, 
MC76-2, MC76-3 and MC76-4., 78- 
22356 

Action of the governors under 39 U.S.C., 
section 3625, and supporting record in 
the matter of mail classification schedule, 
1976, before the Postal Rate Commission 
concerning stipulated proposal for 
mailings of Alaskan gold, docket no. 
MC76-4., 78-22357, 78-22359 
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Action on aging legislation in 94th Con- 
gress /, 78-8222 

Action plans : summary report /, 

ACTION, 
6254 

Actions in docket cases, 78-2913 

Actions in the United States of America re- 
lated to stratospheric monitoring; semi- 
annual report to the Secretary of Trans- 
portation., 78-26459 

Actions needed to improve the Federal 
Communications Commission’s financial 
disclosure system : report to the Con- 
gress /, 78-1740 

Actions needed to improve the nutrition 
program for the elderly : report /, 78- 
13322 

Actions needed to improve the safety of 
coal mine waste disposal sites : report to 
the House Subcommittee on Energy and 
Power, Committee on Interstate and 
Foreign Commerce /, 78-4629 

Actions needed to increase the safety of 
dams built by the Bureau of Reclamation 
and the Corps of Engineers : report of 
the Comptroller General of the United 
States., 78-1692 

Actions needed to strengthen 
defense internal audit service 
ment of Defense., 78-13231 

Actions recommended to make the Foreign 
gifts and decorations act more effective : 
Department of State : report to the Con- 
gress /, 78-1795 

Activated carbon adsorption of trace or- 
ganic compounds /, 78-15270 

Activation and metabolism of carcinogens., 
78-3299 

Active Americans over 65: a case against 
mandatory retirement : hearing before 
the Select Committee on Aging, House 
of Representatives, Ninety-fifth Congress, 
first session, July 11, 1977, and New 
York, N.Y., 78-5491 

Active Americans over 65 speak on retire- 
ment age policies : hearing before the 
Select Committee on Aging, House of 
Representatives, Ninety-fifth Congress, 
first session, held May 25, 1977., 78- 
951 

Active duty personnel Army ROTC 
scholarships are available., 78-4333 

An active nutation damper for spacecraft /, 
78-18295 

Activities carried out under the Veterans’ 
Administration medical school assistance 
and health manpower act of 1972 
(Public Law 92-541)., 78-16301 

Activities of the Committee on Govern- 
ment Operations : report of the Commit- 
tee on Governmental Affairs, United 
States Senate, and its subcommittees for 
the Ninety-fourth Congress., 78-10210 

Activities of the Department of Energy in 
energy education : a description of pro- 
grams for schools of the Department of 
Energy and its predecessor agencies., 
78-20649 


78-9645 
1976-77 Ohio directory., 78- 
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Activities of the Office of Solid Waste 
Management Programs. Annual report., 
78-17084 

Activities of the Subcommittee on Im- 
provements in Judicial Machinery, 78- 
27045 

Activities of the Water Resources Division 
in California., 78-26126 

Activities of the Water Resources Division 
of the U.S. Geological Survey in the 
Caribbean area., 78-15527 

Activities relating to Title II, Ports and 
waterways safety act of 1972., 78- 
14190 

Activity report to the Congress., 78-3633 

Actual and recommended maintenance 
practice for light-duty vehicles for 1975 
and later model years /, 78-12849 

Actuarial cost estimates for the old-age, 
survivors, disability, hospital, and supple- 
mentary medical insurance systems, as 
modified by Public Law 95-216 /, 78- 
19244 

Actuarial note., 78-8918, 
8920, 78-17409 

Acupuncture /, 78-9250 

Acute conditions : incidence and associated 
disability, United States, July 1975-June 
1976 /, 78-13539 

Ad Hoc Panel on Advanced and Conven- 
tional Propulsion Systems NASA 
Research and Technology Advisory 
Committee on Space Propulsion and 
Power : final report presented September 
25,1972 /, 78-26316 

ADA operations and intelligence assistant., 
78-20199 

ADA signal 
20182 

ADAMHA, an agency serving people., 
78-17631 

Adams Creek and tributaries, Tulsa and 
Wagoner Counties, Oklahoma., 78- 
23131 

Adaptability of selected tree species 
planted in Hawaii forests /, 78-10396 

Add-on automotive adaptive equipment for 
passenger automobiles., 78-16068 

Added to adolescence : foster parenting an 
adolescent., 78-21332 

Addendum to the final 1976 cooperative 
western spruce budworm pest manage- 
ment plan., 78-16657 

Addendum to user’s guide for climatologi- 
cal dispersion model /, 78-1561 

Adding tracer can reduce effectiveness of 
acephate /, 78-24961 

Additional arms control impact statements 
and evaluations for fiscal year 1978 : 
arms control impact statements /, 78- 
14359 

Additional assistance program for projects 
with HUD-insured or HUD-held 
mortgages., 78-11336 

Additional carryover of certain investment 
credits report to accompany H.R. 
3790., 78-19498 


78-8919, 78- 


operatons battalion., 78- 
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Additional cost of the all-volunteer force : 
report to the Congress /, 78-23632 

Additional Federal judgeships report 
together with additional views to accom- 
pany H.R. 7843., 78-16344 

Additional flood control at Upper Baker 
project, Skagit River basin, Washington., 
78-23161 

Additional safeguards needed for Tennes- 
see Valley Authority trades and labor 
employees to protect their interests in 
collective bargaining report /, 78- 
15350 

Additional weather information : domestic 
and flag air carriers., 78-7925 

Additive reactions in high temperature 
deposition tests /, 78-20403 

Address /, 78-6082, 78-8915, 78- 
11172, 78-17428 

An address by Roderick M. Hills, Chair- 
man, Securities and Exchange Commis- 
sion, January 7, 1976, [before] Amer- 
ican Institute of Certified Public Accoun- 
tants, Statler Hilton Hotel, Washington, 
D.C., 78-803 

An address by Roderick M. Hills, Chair- 
man, Securities and Exchange Commis- 
sion, June 21, 1976, [before] American 
Enterprise Institute, Mayflower Hotel, 
Washington, D.C., 78-805 

An address by Roderick M. Hills, Chair- 
man, Securities and Exchange Commis- 
sion, March 15, 1976, [before] Associa- 
tion of the Bar, New York, New York., 
78-804 

Address by Secretary of Commerce Juanita 
M. Kreps prepared for delivery before 
the National League of Cities’ Congres- 
sional city conference, Washington Hil- 
ton Hotel, Washington, D.C., March 6, 
1977., 78-103 

Address by Secretary of Transportation, 
William T. Colemen, Jr. : at the Univer- 
sity of Pennsylvania on the occasion of 
the 200th anniversary of Phi Beta Kapa 
Society and the Delta Chapter, 
December 5, 1976., 78-5267 

Address by the Honorable Henry A. 
Kissinger, Secretary of State, before the 
fourth ministerial meeting of the United 
Nations Conference on Trade and 
Development, Nairobi, Kenya, May 6, 
1976., 78-18396 

Address by the Honorable Karl E. Bakke, 
Chairman, Federal Maritime Commis- 
sion, before the Pacific Traffic Associa- 
tion, San Francisco, California, February 
8, 1977., 78-6887 

Address list regional and _ subregional 
libraries for the blind and physically han- 
dicapped., 78-26306 

Address list for Engineering and Manufac- 
turing District Offices., 78-14171 

Address list of state offices of emergency 
medical services., 78-5388 

Addressing continuing high levels of unem- 
ploymennt : an interim report to the Pre- 
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sident and the Congress of the National 
Commission for Manpower Policy., 78- 
16119 

Adelaida Rea Berry : report to accompany 
H.R. 5555., 78-6050 

Adelida Rea Berry : report to accompany 
H.R. 5555., 78-1207 

The adequacy of unemployment insurance 
benefits an analysis of adjustments 
under taken through thirteen and twenty- 
five weeks of unemployment/, 78- 
26298 

An adequate loan program for historic 
resources : hearings before the Subcom- 
mittee on Historic Preservation and 
Coinage of the Committee on Banking, 
Finance, and Urban Affairs, House of 
Representatives, Ninety-fifth congress, 
first session on H.R. 7796 ... May 24, 
June 29, and July 27, 1977., 78-8247, 
78-22403 

Adhesion and friction of iron and gold in 
contact with elemental semiconductors /, 
78-11736 

Adhesives for products from wood., 78- 
16546 

Adhesives in building construction /, 78- 
10312 

Adjusting hours to increase jobs : an analy- 
sis of the options /, 78-8184 

Adjustment assistance for workers and 
firms : report together with supplemental 
views to accompany H.R. 11711., 78- 
26897 

Adjustment assistance under the Trade act 
of 1974 to Pennsylvania apparel workers 
often has been untimely and inaccurate : 
report to the Congress /, 78-21033 

Adjustment in agriculture and the Trade 
act of 1974/, 78-14827 

Adjustment of high technology organiza- 
tions to reduced military spending : the 
Western European experience /, 78- 
18342 

Adjustment of high technology organiza- 
tions to reduced military spending : the 
Western European experience : executive 
summary /, 78-18343 

Adjustment of zero bracket amount for re- 
sidents of certain states : hearing before 
the Subcommittee on Taxation and Debt 
Management Generally of the Committee 
on Finance, United States Senate, 
Ninety-fifth Congress, second session, on 
S. 2554 ... March 1, 1978., 78-22465 

Adjustments in levels of compensation for 
members of the uniformed services 
message from the President of the United 
States ..., 78-10086 

The Adjutant General’s Office., 

Administration., 78-2694 

Administration (Springfield), 78-2694 

Administration and management of scien- 
tific and technical libraries /, 78-9313 

Administration for Children, Youth, and 
Families : need to better use its research 
results and clarify its role : report to the 
Congress /, 78-15355 


78-20231 





Administration of compensatory ¢éduca- 
tion., 78-410 

Administration of HUD’s section 518(b) 
program : hearing before a subcommittee 
of the Committee on Government Opera- 
tions, House of Representatives, Ninety- 
fifth Congress, first session, April 15, 
1977., 78-1041 

Administration of income tax., 

Administration of 
mortgages., 78-11332 

Administration of marketing orders for 
fresh fruits and vegetables : Agricultural 
Marketing Service, Department of 
Agriculture : report to the Subcommittee 
for Consumers, Committee on Com- 
merce, United States Senate., 78-1719 

Administration of Public Laws 81-874 & 
81-815., 78-4785 

Administration of repair contracts needs 
improvement General Services Ad- 
ministration : report to the Congress /, 
78-1851 

An administration of some of the effects of 
increasing the duration of regular unem- 
ployment insurance benefits., 78-24189 

Administration of the AFDC program : a 
report to the Committee on Government 
Operations /, 78-8288 


78-5184 
insured home 


Administration of the AFDC program 
hearings before a subcommittee of the 
Committee on Government Operations, 
House of Representatives, Ninety-fifth 


Congress, first session ..., 78-8289 

Administration of the Employee retirement 
income security act; report of the Secre- 
tary of Labor to the Congress., 78- 
24101 

Administration of the Federal reclamation 
program : hearing before the Committee 
on Energy and Natural Resources, 
United States Senate, Ninety-fifth Con- 
gress, first session, on S.J. Res. 93 ... S.J. 
Res 96 November 10, 1977., 78- 
19097 

Administration of the Foreign agents regis- 
tration act, 78-21665 

Administration of the Welfare and pension 
plans disclosure act, calendar year 1974 : 
annual report of the Secretary of Labor 
to the Senate and House of Representa- 
tives pursuant to the WPPDA., 78- 
17945 

Administration of the workers’ compensa- 
tion program : United States Postal Ser- 
vice : report of the Comptroller General 
of the United States., 78-1776 

Administration of title I of ESEA., 78- 
9926 

Administration of U.S. embassies abroad : 
hearings before a subcommittee of the 
Committee on Government Operations, 
House of Representatives, Ninety-fifth 
Congress, second session, July 12 and 
13, 1978., 78-26794 

Administration requests for executive level 
positions : hearings before the Subcom- 
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mittee on Employee Ethics and Utiliza- 
tion of the Committee on Post Office 
and Civil Service, House of Representa- 
tives, Ninety-fifth Congress, second ses- 
sion, May 9 and 11, 1978., 78-24645 

Administration supports repeal of Byrd 
amendment : statement /, 78-18408 

Administration’s comprehensive program 
for the steel industry : hearings before 
the Subcommittee on Trade of the Com- 
mittee on Ways and Means, House of 
Representatives, Ninety-fifth Congress, 
second session ... January 25 and 26, 
1978., 78-24665 

Administration’s proposed extension of the 
highway trust fund : hearing before the 
Committee on Ways and Means, House 
of Representatives, Ninety-fifth Congress, 
second session, February 8, 1978., 78- 
19254 

The Administration’s welfare reform 
proposal: an analysis of the program for 
better jobs and income., 78-19269 

Administration’s welfare reform proposal : 
joint hearings before the Welfare Reform 
Subcommittee of the Committee on 
Agriculture, Committee on Education 
and Labor, Committee on Ways and 
Means, U.S. House of Representatives, 
Ninety-fifth Congress, first session, on 
H.R. 9030 ..., 78-9890, 78-12022, 
78-16168, 78-19006 

Administrative action for Wyoming project 
M-4304 Elk Street (U.S. 187) Jct. U.S. 
30 to Jct. 1-80, Sweetwater County, 
Wyoming : final environmental impact 
statement., 78-9635 

Administrative communications, Air Force 
directory of unclassified addresses., 78- 
15127 

Administrative Conference act : hearing 
before the Subcommittee on Administra- 
tive Law and Governmental Relations of 
the Committee on the Judiciary, House 
of Representatives, Ninety-fifth Congress, 
first session, on H.R. 7662 ... July 26, 
1977., 78-19182 

Administrative Conference authorization : 
hearing before the Subcommittee on Ad- 
ministrative Practice and Procedure of 
the Committee on the Judiciary, United 
States Senate, Ninety-fifth Congress, first 
session, on S. 1792 ... August 2, 1977., 
78-5620 

Administrative 
11309 

Administrative facilities : design manual., 
78-4511 

Administrative instructions., 78-25165 

Administrative issues., 78-5547 

Administrative law process 
management is needed 
Congress /, 78-21021 

The admiristrative organization of EPSDT 
/, 78-528 

Administrative personnel, 78-23686 

Administrative policies for historical areas 
of the National Park System., 78-26199 


control of funds., 78- 
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Administrative practice and procedure : re- 
port of the Committee on the Judiciary, 
United States Senate /, 78-16449 

Administrative procedure act, reprimand of 
administrative law judge, 78-17908 

Administrative procedures for nursing 
homes and/or intermediate care facili- 
ties., 78-11344 

Administrative reemployment rights., 78- 
11295 

Administrative reform in welfare : a report 
of the Commission on Federal Paper- 
work., 78-8210 

Administrative reorganization and legisla- 
tive management : communication from 
the chairman, Commission and Adminis- 
trative Review, U.S. House of Represen- 
tatives, transmitting a report ... together 
with minority views., 78-16318 

Administrative reorganization and legisla- 
tive management : hearings and meetings 
before the Commission on Administra- 
tive Review, U.S. House of Representa- 
tives, Ninety-fifth Congress, first session 
.» 78-8219 

Administrative reorganization and legisla- 
tive management : recommendations and 
rationales of the Commission on Ad- 
ministrative Review, U.S. House of 
Representatives, concerning administra- 
tive units and work management 
(including House Resolution 766), with 
minority views., 78-8218 

Administrator’s alert, 78-2972 

Administrator’s alert from the Executive 
Director, U.S. Civil Service Commission., 
78-2972 

Admission of 15,000 Indochinese 
ment /, 78-9495 

Adolescent health care : a guide for BCHS 
supported programs and projects., 78- 
13525 

Adolescent health services, and Pregnancy 
prevention care act of 1978 : hearing be- 
fore the Subcommittee on Health and 
the Environment of the Committee on 
Interstate and Foreign Commerce House 
of Representatives, Ninety-fifth Congress, 
second session, on H.R. 12146 ... June 
28, 1978., 78-26815 

Adolescent pregnancy : hearings before the 
Subcommittee on Select Education of 
the Committee on Education and Labor, 
House of Representatives, Ninety-fifth 
Congress, second session, on H.R. 12146 
... July 24, 1978., 78-26766 

Adolescent pregnancy January 1975 
through April 1978, 254 citations /, 78- 
17563 

ADP manual for the U.S. Army Corps of 
Engineers Automated Military Construc- 
tion Progress Reporting System 
AMPRS., 78-4462 

Adult education., 78-2255, 
78-13417 

Adult education : futures and amendments 
: survey of State support, section IL, 
78-8159 
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Adult group leader guide for use with Dial 
A-L-C-O-H-O-L and Jackson Junior High 
: two film series on alcohol education /, 
78-4888 

Advance bulletin of Interstate commerce 
acts annotated., 78-3499 

Advance data on peat., 78-21572 

Advance monthly retail sales., 78-2555 

The advance payment program : an uncon- 
trolled experiment : report to the Con- 
gress /, 78-23623 

Advance shutdown methods and after-heat 
removal possibilities for high temperature 
reactors with spherical fuel elements, 
parts | and2/, 78-316 

Advanced coal fueled combustor/heat 
exchanger technology study., 78-20587, 
78-20588 

Advanced coal gasification system for elec- 
tric power generation /, 78-6715, 78- 
8784 

Advanced fossil fuels and the environment 
: an executive report., 78-6589 

Advanced fuel metering demonstration /, 
78-15230 

Advanced-fueled fusion reactors suitable 
for direct energy conversion /, 78- 
25542 

Advanced isotope separation, 78-17027 

Advanced power systems program., 78- 
17026 

Advanced productivity analysis methods for 
air traffic control operations /, 78- 
16004 

Advanced scavenge systems for an in- 
tegrated engine inlet particle separator : 
final report for period 21 March 1975-21 
March 1977 /, 78-10815 

Advanced simulation in undergraduate 
pilot training : an overview : final report 
for period 15 March 1971 - July 1975 /, 
78-15140 

Advanced technical topics in urban trans- 
portation planning course : February 13- 
17, 1978., 78-9744 

Advanced technology helicopter landing 
gear : final report for period Apr. 1975- 
Apr. 1977 /, 78-10816 


Advanced thermal energy storage concept 
definition study for solar Brayton power 


plants., 78-20640, 
23382, 78-25527 

Advanced wastewater treatment techniques 
and new equipment., 78-21343 

Advances in engineering science : 13th an- 
nual meeting, Society of Engineering 
Science, Hampton, VA, November 1-3, 
1976 /, 78-18237 

Adverse actions, appeals and grievances., 
78-26582 

Adverse actions by agencies, 78-2954 

Adverse effects of diazepam on the fetus 
and neonate : January !969 through 
June 1978, 60 citations /, 78-21216 

Adverse effects of oral contraceptives : 
July 1974 through December 1977. 659 
citations in English /, 78-17564 


78-23381, 78- 
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Adverse effects of polybrominated biphen- 
yls (PBB’s) : hearings before the Sub- 
committee on Oversight and Investiga- 
tions of the Committee on Interstate and 
Foreign Commerce, House of Represen- 
tatives, Ninety-fifth Congress, first ses- 
sion August 2 and 3, 1977., 78- 
16239 

Adverse personnel actions against profes- 
sional staff members at the Federal 
Power Commission : executive hearings 
before the Subcommittee on Oversight 
and Investigations of the Committee on 
Interstate and Foreign Commerce, House 
of Representatives, Ninety-fifth Congress, 
first session April 28 and May 5, 1977., 
78-5605 

Adverse personnel actions against profes- 
sional staff members at the Federal 
Power Commission report, together 
with minority and separate views, by the 
Subcommittee on Oversight and In- 
vestigations of the Committee on In- 
terstate and Foreign Commerce, House 
of Representatives, Ninety-fifth Congress, 
first session., 78-5598 

Advertising guidelines for small retail firms 
/, 78-18449 

Advertising of proprietary medicines 
hearings before the Subcommittee on 
Monopoly and Anticompetitive Activities 
of the Select Committee on Small Busi- 
ness, United States Senate, Ninety-fourth 
and Ninety-fifth Conresses, first sessions 
ey 78-12183 

The advisability of regulating electric vehi- 
cles for energy conservation /, 78- 
15928 

Advisor; Office 
Navy., 78-3057 

Advisor (Washington. 1975), 78-3057 

Advisory bulletin - Office of Pipeline Safety 
Operations., 78-3810 

Aeolian features of southern California : a 
comparative planetary geology guide- 
book /, 78-13893 

Aerial application of agricultural chemi- 
cals., 78-12362 

Aerial drainage surveys : 
program., 78-22109 

Aerial photographic coverage arrange- 
ment between the United States of 
America and Colombia signed at Bogota 
July 4, 1975., 78-775 

Aerial remote — sensing 
archeology /, 78-13791 

Aerial sensor specialist., 78-20192 

Aerial sensor specialist (OV-1D)., 78- 
25190 

An aerial test of Orthene against the larch 
casebearer /, 78-14677 

Aerodynamic and acoustic performance of 
high Mach number inlets /, 78-9324 

Aerodynamic and acoustic tests of duct- 
buring turbofan exhaust nozzles /, 78- 
9404 
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Aerodynamic characteristics at Mach 
number 0.2 of a wing-body concept for a 
hypersonic research airplane /, 78- 
26399 

Aerodynamic characteristics at Mach num- 
bers from 0.6 to 2.16 of supersonic 
cruise fighter configuration with a design 
Mach mumber of 1.8 /; 78-13937 

Aerodynamic characteristics at Mach num- 
bers from 0.33 to 1.20 ‘of wing-body 
design concept for a hypersonic research 
airplane /, 78-18270 

Aerodynamic characteristics at Mach 6 of 
a hypersonic research airplane concept 
having a 70 swept delta wing /, 78- 
21824 

Aerodynamic characteristics of a 1/6-scale 
powered model of the rotor systems 
research aircraft /, 78-21827 

Aerodynamic characteristics of airplanes at 
high angles of attack /, 78-9388 

Aerodynamic characteristics of two single- 
stage-to-orbit vehicles at Mach 20.3 /, 
78-9373 

Aerodynamic characteristics of wing-body 
configuration with two advanced general 
aviation airfoil sections and simple flap 
systems /, 78-9350 

Aerodynamic design guidelines and com- 
puter program for estimation of subsonic 
wind tunnel performance /, 78-11676 

Aerodynamic forces on freight trains /, 
78-9651 

Aerodynamic heating in large cavities in an 
array of RSI [reusable surface insulation] 
tiles /, 78-21808 

Aerodynamic performance of wind turbines 
/, 78-6679 

Aerodynamic performance of 0.4066-scale 
model of JT8D refan stage with S-duct 
inlet /, 78-9325 

Aerodynamic stability of proposed Ohio 
River cable-stayed bridge /, 78-18599 

Aeroelastic analysis for rotorcraft in flight 
or in a wind tunnel /, 78-13925 

Aerographer’s mate 1 & C., 78-4498 

The aeromedical significance of sickle-cell 
trait: a review /, 78-22187 

An aeronautical and maritime satellite 
technology bibliography /, 78-7988 

Aeronautical engineering; a special bibliog- 
raphy with indexes., 78-3610 

Aeronautical engineering newsletter., 78- 
3798 

The aeronautical radar video map : a 
necessary tool for the air traffic con- 
troller /, 78-19926 

Aeronautical statutes and related materi- 
als., 78-2666, 78-19791, 78-22896 

Aeronautics and space, 78-25838 

Aeronautics and space report of the Pre- 
sident., 78-18233 

AEROS manual series /, 
25606 

AEROS user’s manual., 78-25606 

AEROSAT access control summary /, 
11919 
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Aerosol measurements and modeling for 
fast reactor safety : quarterly progress re- 
port, October 1-December 31, 1977 /, 
78-18964 

Aerospace medicine and biology; a con- 
tinuing bibliography with indexes., 78- 
3612 

Aerospace medicine and biology; an an- 
notated bibliography, 78-3612 

Aerospace safety., 78-3088 

Aesthetic and environmental considerations 
in the design of elevated transportation 
structures /, 78-7707 

AF procurement newsletter, 78-3081 

Affirmative action for disabled people : a 
pocket guide on sections 503 and 504 of 
the Rehabilitation act of 1973 and the 
Vietnam era veterans readjustment 
assistance act of 1974., 78-11803 

Affirmative action in Salt Lake’s criminal 
justice agencies : a report /, 78-19992 

Affirmative action or inaction? : the pursuit 
of equal employment opportunity in 
Cleveland : a report /, 78-10616 

Affirmative action plan, 78-17549, 78- 
24448 

The affirmative action programs in three 
Bureaus of the Department of Justice 
should be improved report /, 78- 
23636 

Affirmative action/vocational rehabilitation 
and employment of the handicapped : 
what’s in it for me? : resource guide for 
employers., 78-23872 

Affirmative admissions programs at law and 
medical schools., 78-19999 

Africa., 78-1906 

Africa report to the Committee on 
Foreign Relations, United States Senate 
/, 78-1035 

Africa and West Asia agricultural situa- 
tion., 78-22767 

Africa in a global perspective 
78-15853 

After action report : operation foresight, 
Great Lakes exclusive of Lake Superior, 
1973-1974., 78-4448 

After decision : implementation of judicial 
decrees in correctional settings /, 78- 
2092 

After years of effort, accident rates are still 
unacceptably high in mines covered by 
the Federal metal and nonmetallic mine 
safety act : Department of the Interior : 
report to the Congress /, 78-1699 

Age differences in health care spending, 
fiscal year 1975, 78-8926 

Age differences in health care spending, 
fiscal year 1976, 78-8942 

Age discrimination in employment act, 
amendments of 1977 : report together 
with additional and individual views to 
accompany H.R. 5383., 78-8409 

Age discrimination in employment act 
amendments of 1978 : conference report 
to accompany H.R. 5383., 78-14448 
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Age discrimination in employment act of 
1967; a report covering activities under 
the act., 78-24172 

Age discrimination in Federally-assisted 
programs., 78-12550 

Age discrimination in Federally-assisted 
programs : hearing before the United 
States Commission on Civil Rights : hear- 
ing held in Miami, Florida August 22-23, 
1977., 78-6323, 78-14941 

Age discrimination in Federally-assisted 
programs, hearing., 78-6319, 78-6324, 
78-16889, 78-16890 

The age discrimination study : a report /, 
78-19991 

The age discrimination study : a report of 
the United States Commission on Civil 
Rights., 78-6313 

Age-specific radiation dose commitment 
factors for a one-year chronic intake /, 
78-8187 

Age sterotyping and television : hearing be- 
fore the Select Committee on Aging, 
House of Representatives, Ninety-fifth 
Congress, first session, September 8, 
1977., 78-5493 

Agencies implementation of and com- 
pliance with the Privacy act can be im- 
proved : report /, 78-25801 

Agency for Consumer Protection : hearings 
before a subcommittee of the Committee 
on Government Operations, House of 
Representatives, Ninety-fifth Congress, 
first session, on H.R. 6118 ... April 20 
and 21, 1977., 78-1038 

Agenda : Fair Housing and Fair Lending 
Seminar, University of San Francisco, 
San Francisco, California, September 30, 
1977, and October 1, 1977., 78-7166 

The agent-distributor service., 78-22974 

Agent for the disadvantaged, 78-17607 

Agglomerating burner gasification process : 
design installation, and operation of a 
25-ton-a-day process development unit ... 
/, 78-6714, 78-8783, 78-17286, 78- 
20848 

Aggregate auto travel forecasting : state of 
the art and suggestions for future 
research /, 78-15932 

Aggregate reserves and member 
deposits., 78-3165 

Aging., 78-3247, 78-17367 

Aging in the world of tomorrow : hearing 
before the Subcommittee on Federal, 
State, and Community Services of the 
Select Committee on Aging, House of 
Representatives, Ninety-fifth Congress, 
first session ..., 78-12015 

Aging studies of the synthoil proauct /, 
78-25717 

The aging veteran : present and future 
medical needs., 78-8122 

Agreement with Canada concerning transit 
pipelines : report to accompany Ex. F, 
95-1., 78-8139 

Agreement with the International Atomic 
Energy Agency for the application of 


bank 
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safeguards in the United States of Amer- 
ica, with protocol : message from the 
President of the United States ..., 78- 
18820 

Agribusiness growth in the Tennessee 
Valley counties of Alabama., 78-26705 

Agricola., 78-10411 

Agricultural act of 1978 : report to accom- 
pany S. 2912., 78-19489 

Agricultural aircraft operations, 78- 
11887, 78-22154, 78-24389 

Agricultural aviation research : a workshop 
/, 7178-26357 

Agricultural chemical and pesticides : a 
subfile of the NIOSH registry of toxic ef- 
fects of chemical substances /, 78-1979 

Agricultural chemicals technology for crop 
protection and modification., 78-6227 

Agricultural commodities agreement 
between the United States of America 
and Guinea, signed at Conakry May 8, 
1975, with memorandum of understand- 
ing signed at Conakry October 7, 1975., 
78-765, 78-784, 78-790, 78-2133, 
78-2134, 78-5182, 78-5183, 78- 
5187, 78-5192, 78-5226, 78-7575, 
78-7592, 78-7604, 78-15879, 78- 
15880, 78-15881, 78-21945, 78- 
21965, 78-21966, 78-21972, 78- 
21973, 78-21975, 78-24301, 78- 
26499 

Agricultural commodities agreement 
between United States and Tunisia 
amending the agreement of January 21, 
1977 effected by exchange of notes dates 
at Tunis, July 27 and 28, 1977., 78- 
26479 

Agricultural commodities : transfer under 
Title II : agreement between the United 
States of America and Somalia, signed at 
Mogadiscio, June 7, 1976., 78-26501, 
78-26502, 78-26503, 78-26504, 78- 
26505 

Agricultural commodities : transfers under 
title II, agreement between the United 
States of America and Peru signed at 
Lima and Washington July 21 and Au- 
gust 8, 1976, and amending agreement 
signed at Lima December 14 and 20, 
1976., 78-15875, 78-15876, 78- 
15877, 78-21970, 78-21971, 78- 
24300 

Agricultural commodities agreement 
between the United States of America 
and Indonesia signed at Jakarta May 17, 
1977, with agreed minutes., 78-7600 

Agricultural commodities agreement 
between the United States of America 
and Lebanon signed at Beirut Apr. 25, 
1977., 78-7599 

Agricultural commodity grader : opportuni- 
ties in the Federal government., 78-175 

Agricultural conservation program., 78- 
10461, 78-10462 

Agricultural Conservation Program : prac- 
tice accomplishments by states : 40 year 
summary, 1936 through 1975., 78- 
10452 
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Agricultural conservation program accom- 
plishments., 78-22750 

Agricultural cooperative development 
agreement between the United States of 
America and Liberia, signed at Mon- 
rovia, August 12, 1977., 78-26500 

Agricultural cooperative federations 
development : agreement between the 
United States of America and Peru 
signed at Lima September 29, 1976., 
78-7603 

Agricultural credit act of 1978 : [an act to 
amend the Consolidated farm and rural 
development act, provide an economic 
emergency loan program for farmers and 
ranchers, extend the Emergency 
livestock credit act of 1974 ...], 78- 
27017 

Agricultural credit act of 1978 : conference 
report to accompany H.R. 11504., 78- 
22617, 78-24723 

Agricultural credit act of 1978 : report 
together with supplemental views and 
separate views to accompany H.R. 
11504., 78-14481, 78-16352 

Agricultural credit assistance act of 1978 : 
report to accompany S. 2146., 78- 
14544 

Agricultural 
2526 

Agricultural export trade expansion act of 
1978 : report to accompany S. 3447., 
78-27097 

Agricultural finance outlook., 
78-19614 

Agricultural finance review., 

Agricultural-food __ policy 
10490 

Agricultural labor certification programs 
and small business : hearings before the 
Select Committee on Small Business, 
United States Senate, Ninety-fifth Con- 
gress, first session ..., 78-16293, 78- 
19232 

Agricultural labor survey., 78-22774 

Agricultural libraries information notes., 
78-2402 

Agricultural mathematics for Peace Corps 
volunteers., 78-10512 

Agricultural open burning, state of the art., 
78-8740 

Agricultural outlook., 78-2512 

Agricultural outlook chartbook, 78-10313 

Agricultural outlook digest, 78-2512 

Agricultural pest control, plant., 78- 
17192 

Agricultural price, annual summary., 78- 
16736 

Agricultural prices., 78-2501 

Agricultural prices, annual summary, 78- 
16736, 78-19627 

Agricultural prices; season average prices 
and value of production, 78-10483 

Agricultural research., 78-2457 

Agricultural research : agreement ‘between 
the United States of America and Ban- 
gladesh, signed at Dacca March 29, 


economics research., 78- 


78-10489, 


78-19629 
review., 78- 
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1976, with related letter., 
78-21955 

Agricultural research (Washington), 78- 
2457 

Agricultural Research Service of United 
States Department of Agriculture., 78- 
12407 

Agricultural research, _ statistics, 
economic reports., 78-13395 

Agricultural runoff management (ARM) 
model version II : refinement and testing 
/, 78-255 

Agricultural sector loan agreement 
between the United States of America 
and the Dominican Republic, signed at 
Santo Domingo September 30, 1976., 
78-7572 

Agricultural situation., 78-2506 

Agricultural situation in Africa and West 
Asia, 78-22767 

The Agricultural Stabilization and Conser- 
vation Service., 78-10457 

Agricultural statistics., 78-14857, 78- 
22659 

Agricultural supply & demand estimates., 
78-2385 

Agricultural technology and grain quality 
Agroteckhnika i kachestvo zerna /, 78- 
22318 

Agricultural trade act of 1978 : hearings 
before the Subcommittee on Department 
Investigations, Oversight, and Research 
of the Committee on Agriculture, House 
of Representatives, Ninety-fifth Congress, 
second session ... February 28, March 1, 
and May 31, 1978., 78-24558 

Agricultural trade act of 1978 : report 
together with dissenting and supplemen- 
tal views to accompany H.R. 10584 /, 
78-26951 

Agricultural trade development and 
assistance act of 1954 and amendments 
/, 78-9830 

Agricultural trade outlook 
78-8508 

Agricultural transportation problems : hear- 
ing before the Subcommittee on Agricul- 
tural Production, Marketing, and Sta- 
bilization of Prices of the Committee on 
Agriculture, Nutrition, and _ Forestry, 
United States Senate, Ninety-fifth Con- 
gress, first session ..., 78-8234, 78- 
19012 

Agricultural water quality act : hearing be- 
fore the Subcommittee on Conservation 
and Credit of the Committee on Agricul- 
ture, House of Representatives, Ninety- 
fifth Congress, first session, on H.R. 
8150 September 16, 1977., 78-12021 

Agriculture, 78-21093, 78-21094, 78- 
23687, 78-25835, 78-25836 

Agriculture & food., 78-2710 

Agriculture and logging and lumber mill 
products industries., 78-15715 

Agriculture and related agencies appropria- 
tions for fiscal year 1978 : hearings be- 
fore a subcommittee of the Committee 


78-5185, 


and 
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on Appropriations, United States Senate, 
Ninety-fifth Congress, first session., 78- 
5499 

Agriculture and the property tax : a for- 
ward look based on a historical perspec- 
tive /, 78-6110 

Agriculture decisions, 78-2383 

Agriculture decisions; decisions of the 
Secretary of Agriculture under the regu- 
latory laws administered in the United 
States Department of Agriculture., 78- 
2383 

Agriculture, energy, and society 
10,11,12., 78-10872 

Agriculture, rural development, and related 
agencies appropriation bill, 1979 : report 
to accompany H.R. 13125., 78-22593, 
78-24891 

Agriculture, rural development, and related 
agencies appropriations for fiscal year 
1979 : hearings before a subcommittee 
of the Committee on Appropriations, 
United States Senate, Ninety-fifth Con- 
gress, second session., 78-22388 

Agriculture, rural development, and related 
agencies appropriations for 1979 
hearings before a subcommittee of the 
Committee on Appropriations, House of 
Representatives, Ninety-fifth Congress, 
second session /, 78-12026, 78-14280, 
78-16171 

Agriculture USA., 78-6186, 78-14834 

Agriculture yearbook,, 78-10295 

Ah Young Cho Kwak : report to accom- 
pany S. 833., 78-6052, 78-14455 

AH-15 high-survivable transmission system 
: final report for October 1975-August 
1977., 78-20334 

AHECs : a response to geographic & spe- 
cialty maldistribution., 78-1956 

Aid for maintaining air quality during 
prescribed burns in the South /, 78- 
16594 

Aid to families with dependent children., 
78-397, 78-13434 

Aid to families with dependent children : a 
chartbook., 78-23698 

Aid to families with dependent children: 
State maximums and other limitations on 
money payments, and Federal matching 
provisions under the Social security act., 
78-23708 

Aileron and Kruger nose flaps effectiveness 
measured on an oblique wing /, 78- 
18117 

Aileron roll hystersis effects on entry of 
space shuttle orbiter /, 78-18076 

The air almanac., 78-12768, 78-23190 

Air and water transportation occupations., 
78-15695 

Air carrier financial statistics., 

Air carrier operations bulletins., 
78-26595 

Air carrier operations inspector's hand- 
book., 78-5368, 78-7904, 78-18682, 
78-26594 

Air carrier traffic statistics., 
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The air cavalry combat 
23097 

Air charter services : agreement between 
the United States of America and the 
United Kingdom of Great Britian and 
Northern Ireland, renewing and amend- 
ing the memorandum of understanding of 
April 28, 1976, effected by exchange of 
notes dated at Washington April 11, 
1977 with related letter signed at Lon- 
don March 11, 1977., 78-5210, 78- 
11818 

Air charter services understanding 
between the United States of America 
and the United Kingdom of Great Britian 
and Northern Ireland, effected by 
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Allegations concerning lax security in the 
domestic nuclear industry oversight 
hearing before the Subcommittee on 
Energy and the Environment of the 
Committee on Interior and Insular Af- 
fairs, House of Representatives, Nineth- 
fifth Congress, first session ...., 78-9986 

Allegations of poor construction practices 
on the North Anna nuclear powerplants : 
Nuclear Regulatory Commission : report 
to the House Committee on Interstate 
and Foreign Commerce /, 78-13219 

Allegations that IRS harassed Mississippi 
civil rights activists unsupported : report 
of the Comptroller General of the United 
States., 78-11115 

Alleged Nazi war criminals : hearing before 
the Subcommittee on _ Immigration, 
Citizenship, and International Law of the 
Committee on the Judiciary, House of 
Representatives, Ninety-fifth Congress, 
first session ..., 78-22520 

Allegheny River, Cattaraugus County, New 
York., 78-12745 

Allied health education programs in junior 
and senior colleges., 78-17618 

Allied health education programs in junior 
and senior colleges, 1975., 78-11248 

Allocation budget report by Select Com- 
mittee on Indian Affairs : report con- 





cerning allocation of budget totals., 78- 
5978 

Allocation of budget authority and outlays 
for fiscal year 1978 : report of the Com- 
mittee on Banking, Finance, and Urban 
Affairs, House of Representatives, 
Ninety-fifth Congress, first session /, 
78-5779 

Allocation of budget totals by program : re- 
port of the Committee on Government 
Operations pursuant to section 302(b) of 
the Congressional budget act of 1974., 
78-5757, 78-22605 

Allocation of budget totals for fiscal year 
1978 /, 78-1198, 78-5755, 78-5766 

Allocation of budget totals for fiscal year 
1978, second concurrent resolution on 
the Budget : report pursuant to section 
302(b) of the Congressional budget act 
of 1974., 78-5963 

Allocation of budget totals to subcommit- 
tees for fiscal year 1978 /, 78-5751 

Allocation of budget totals under the first 
concurrent resolution on the budget for 
fiscal year 1979 /, 78-16403 

Allocation of budget totals under the 
second concurrent resolution on the 
budget for fiscal year 1978 /, 78-5743 

Allocation of petroleum feedstock : Bal- 
timore Gas and Electric Company, Sol- 
lers Point SNG Plant, Sollers Point, Bal- 
timore County, Maryland : final environ- 
mental impact statement., 78-25406 

Allocation of petroleum feedstock, Bal- 
timore Gas and Electric Company, Sol- 
lers Point, Maryland, SNG Plant : draft 
environmental impact statement., 78- 
20978 

Allocation of resources in the Soviet Union 
and China—1977 : hearings before the 
Subcommittee on Priorities and Econo- 
my in Government of the Joint 
Economic Committee, Congress of the 
United States, Ninety-fifth Congress, first 
session ...., 78-1006, 78-19085 

Allocation to subcommittees of budget 
totals from the first concurrent resolution 
for fiscal year 1978 /, 78-26884 

Allocation to subcommittees of budget 
totals from the second concurrent resolu- 
tion for fiscal year 1978 ... /, 78-5991 

Allowing any attorney employed or 
retained by the Committee on Standards 
of Official Conduct to take the deposi- 
tion of any person for the purpose of 
conducting any inquiry or investigation 
pursuant to H. Res. 252 : report toac- 
company H. Res. 752., 78-10111 

Alloy catalysts with monolith supports for 
methanation of coal-derived gases 
phase 1 /, 78-8801 

Alloy catalysts with monolith supports for 
methanation of coal-derived gases 
phase 2/, 78-6748 

Alloys for the fusion reactor environment : 
a technical assessment., 78-6542 
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Alma Unit No. 6 and related 161 kV trans- 
mission lines : final environmental impact 
statement., 78-14782 

Almond Lake master 
Susquehanna _ River 
Creek., 78-4446 

Almost everything you ever wanted to 
know about boating : but were ashamed 
to ask., 78-874 

Alternate hosts of Blepharipa pratensis 
(Meigen) /, 78-1358 

Alternate methods of manure handling /, 
78-20734 

An alternative approach in police patrol : 
the Wilmington split-force experiment /, 
78-17900 

Alternative concepts for underground rapid 
transit systems : executive summary /, 
78-9572 

Alternative DOD budgets : hearing before 
the Task Force on National Security and 
International Affairs of the Committee 
on the Budget, House of Representatives, 
Ninety-fifth Congress, second session, 
February 22, 1978., 78-19058 

Alternative electrical transmission systems 
and their environmental impact /, 78- 
18890 

Alternative energy conservation strategies : 
an economic appraisal /, 78-26855 

Alternative energy transmission systems 
from OTEC [ocean thermal energy con- 
version] plants .../, 78-6613 

Alternative energy transmission 
from OTEC piants /, 
20821 

Alternative financing methods., 78-18879 

Alternative food delivery systems : an ex- 
ploratory assessment /, 78-7531 

Alternative fuels demonstration program., 
78-6594 

Alternative futures for world food in 1985 
/, 78-16747, 78-16750 

Alternative long-range energy strategies : 
joint hearing before the Select Commit- 
tee on Small Business and the Committee 
on Interior and Insular Affairs, United 
States Senate, Ninety-fourth Congress, 
second session ... December 9, 1976 : 
additional appendixes, 1977., 78-10031 

Alternative methods for funding U.S. sup- 
port of International Atomic Energy 
Agency activities : Department of State 
and other Federal agencies : report of 
the Comptroller General of the United 
States., 78-4743 

Alternative mortgage instruments : hearings 
before the Subcommittee on Financial 
Institutions of the Committee on Bank- 
ing, Housing, and Urban Affairs, United 
States, Senate, Ninety-fifth Congress, 
first session, ... October 6 and 7, 1977., 
78-9912 

Alternative mortgage instruments research 
study., 78-11093 

Alternative policies for controlling non- 
point agricultural sources of water pollu- 
tion /, 78-17149 


plan 
basin, 


update 
Canakadea 


systems 
78-13050, 78- 
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Alternative proposals for flood control & 
allied purposes, South Fork of the Santa 
Clara River, Santa Clarita Valley, 
California., 78-20236 

Alternative scenarios for federal transporta- 
tion policy /, 78-7721 

Alternative surveillance concepts and 
methods for freeway incident manage- 
ment /, 78-7794 

Alternative techniques for analysis of price 
effects of changes in National Forest 
timber flows : a background report /, 
78-4000 

Alternatives analysis for multiple use 
management : a case study /, 78-16589 

Alternatives available for reducing require- 
ments for spare aircraft engines : report 
to the Congress /, 78-6956 

Alternatives for improving urban transpor- 
tation : a management overview /, 78- 
22100 

Alternatives for long-term management of 
defense high-level radioactive waste 
Hanford Reservations, Richland, 
Washington., 78-8773 

Alternatives for long-term management of 
defense high-level radioactive waste 
Idaho Chemical Processing Plant, Idaho 
Falls, Idaho., 78-4620 

Alternatives for meeting TST information 
requirements /, 78-22015 

Alternatives for small wastewater treatment 
systems., 78-6591 

Alternatives in controlling Department of 
Defense manpower costs : report to the 
Congress /, 78-1840 

Alternatives in the world of work /, 78- 
22361 

Alternatives to chlorination for control of 
condenser tube bio-fouling /, 78-12962 

Alternatives to constructing a new Denver 
mint : Bureau of the Mint : report to the 
Senate Committee on Banking, Housing, 
and Urban Affairs., 78-1818 

Alternatives to conventional criminal adju- 
dication., 78-9203 

Alternatives to conventional criminal adju- 
dication : guidebook for planners and 
practitioners /, 78-7413 

Alternatives to gold alloys in dentistry /, 
78-431 

Alternatives to retirement : hearings before 
the Subcommittee on Retirement Income 
and Employment of the Select Commit- 
tee on Aging, House of Representatives, 
Ninety-fifth Congress, first session 
78-5492 

Altitude test of several afterburner configu- 
rations on a turbofan engine with a 
hydrogen heater to simulate an elevated 
turbine discharge temperature / Roy L. 
Johnsen and Richard R. Cullom., 78- 
18281 

Altitude tolerance of general aviation pilots 
with normal or partially impaired 
spirometric function /, 78-867 

Alton Coal Field, Kane County, Utah., 
78-7351, 78-11590 
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The Alumax environmental statement., 
78-612 

Aluminum., 78-3462, 

Aluminum and bauxite., 

Aluminum foil 
78-19677 

Aluminum imports and exports., 

Aluminum industry, 78-3462 

Aluminum ingot and magnesium mill 
products, 78-2588 

Aluminum ingot and mill products., 78- 
2588 

Aluminum, iron, and steel, and foundry in- 
dustries., 78-17983 

{Aluminum wire system problems : CPSC’s 
viewpoint on the hazards], 78-22288 

Aluminum wiring., 78-11965 

AM/FM/stereo radio receivers in automo- 
biles : hearing before the Subcommittee 
on Antitrust, Consumers, and Employ- 
ment of the Committee on Small Busi- 
ness, House of Representatives, Ninety- 
fifth Congress, first session ... September 
21, 1977., 78-19228 

Amateur radio _ service, 
16884 

Amateur sports act 


78-4966 
78-11542 
converted., 78-10546, 


78-2874 


78-162, 78- 


: hearings before the 
Committee on Commerce, Science, and 
Transportation, United States Senate, 
Ninety-fifth Congress, first session on S. 
2036 ... October 18 and 19, 1977., 78- 
19064 

Amateur sports act of 1978 : report of the 
Senate Committee on Commerce, 
Science, and Transportation, on S. 2727 
wy 78-19416 

Ambient monitoring aloft of ozone and 
precursors near and downwind of St. 
Louis /, 78-20677 

Ambient monitoring guidelines for preven- 
tion of significant deterioration (PSD)., 
78-23442 

Ambient temperature and humidity cor- 
rection factors for exhaust emissions 
from two classes of aircraft turbine en- 
gines /, 78-8003 

Ambient temperature fatigue tests of ele- 
ments of an actively cooled honeycomb 
sandwich structural panel /, 78-9376 

Amelia Earhart., 78-7624 

Amend credit provisions for farm and rural 
development programs : hearings before 
the Subcommittee on Conservation and 
Credit of the Committee on Agriculture, 
House of Representatives, Ninety-fifth 
Congress, first session, on H.R. 6407 and 
H.R. 8315, October 26 and 27, 1977., 
78-9885 

Amend Federal crop’ insurance act 
(increase capital stock) : hearings before 
the Subcommittee on Conservation and 
Credit of the Committee on Agriculture, 
House of Representatives, Ninety-fifth 
Congress, first session, on H.R. 4194, 
March 23, 1977, and H.R. 9704, Oc- 
tober 25, 1977., 78-22376 
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Amend the Bankruptcy act : hearing before 
the Subcommittee on Improvements in 
Judicial Machinery of the Committee on 
the Judiciary, United States Senate, 
Ninety-fifth Congress, second session, on 
S. 3107 ... June 19, 1978., 78-26832 

Amend the Central, Western, and South 
Pacific fisheries development act : report 
to accompany H.R. 11657., 78-19451 

Amend the Indian self-determination and 
education assistance act : hearings before 
the United States Senate Select Commit- 
tee on Indian Affairs, Ninety-fifth Con- 
gress, second session, on S. 2460 
March 14 and 22, 1978., 78-22495 

Amend the Intercoastal shipping act of 
1933 : report to accompany H.R. 6503., 
78-27122 

Amend the Intervention on the high seas 
act : report to accompany S. 2380., 78- 
19426 

Amend the Shipping act of 1916 : hearing 
before the Subcommittee on Merchant 
Marine and Tourism of the Committee 
on Commerce, Science, and Transporta- 
tion, United States Senate, Ninety-fifth 
Congress, second session, on S. 2386 ... 
March 8, 1978., 78-19082 

Amend the Soil conservation and domestic 
allotment act : hearing before the Sub- 
committee on Conservation and Credit 
of the Committee on Agriculture, House 
of Representatives, Ninety-fifth Congress, 
first session, on H.R. 7269, June 6, 
1977., 78-9889 

Amending and extending the Export-Import 
Bank act of 1945 : report together with 
supplemental, additional, and dissenting 
views to accompany H.R. 12157., 78- 
24712 

Amending chapter 21 of title 44, United 
States Code, io include new provisions 
relating to the acceptance and use of 
records transferred to the custody of the 
Administrator of General Services : re- 
port to accompany S. 1265., 78-14537 

Amending chapter 49 of title 10, United 
States Code, to prohibit union organiza- 
tion and membership in the Armed 
Forces, and for other purposes : report 
to accompany S. 274., 78-5934 

Amending chapter 83 of title 5, United 
States Code : report to accompany H.R. 
4320., 78-24909 

Amending disaster loan interest rates : re- 
port to accompany S. 1306., 78-5804 

Amending further the Peace Corps act : re- 
port to accompany H.R. 11877., 78- 
19442 

Amending public health service act, 
Federal food, drug, and cosmetic act : 
report together with supplemental views 
to accompany S. 1750., 78-5917 

Amending Public Law 92-314 authorizing 
appropriations to the Energy Research 
and Development Administration for 
financial assistance to limit radiation ex- 
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posure from uranium mill tailings used 
for construction, and for other purposes : 
report to accompany S. 266., 78-5748 

Amending Public Law 95-18, providing for 
emergency drought relief measures : re- 
port to accompany H.R. 10532., 78- 
16341 

Amending section 16(b) of the Alaska na- 
tive claims settlement act : report to ac- 
company H.R. 8499., 78-5776 

Amending section 771 of Public health ser- 
vice act : report together with additional 
views to accompany S. 2159., 78-8488 

Amending sections 3303a and 1503 of title 
44, U.S. Code, to require mandatory ap- 
plication of the general records schedules 
to all Federal agencies and to resolve 
conflict between authorizations for 
disposal and to provide for the disposal 
of Federal Register documents : report to 
accompany S. 1267., 78-22591 

Amending subchapter III of chapter 83 of 
title 5, United States Code : report to ac- 
company H.R. 4319., 78-24907 

Amending the act incorporating the Amer- 
ican Legion so as to redefine eligibility 
for membership therein : report to ac- 
company S. 2424., 78-24746 

Amending the act of April 17, 1954, which 
preserved within Manassas National Bat- 
tlefield Park, Va., important historic pro- 
perties relating to the battles of Manas- 
sas, and for other purposes : report to 
accompany H.R. 2437., 78-1195 

Amending the act of October 2, 1968, an 
act to establish a Redwood National Park 
in the State of California, and for other 
purposes report to accompany H.R. 
3813., 78-1229, 78-5726 

Amending the act of October 20, 1976 (90 
STAT. 2662) : report to accompany S. 
74., 78-19438 

Amending the Age discrimination in em- 
ployment act amendments of 1977 : re- 
port together with additional views to ac- 
company H.R. 5383., 78-10206 

Amending the American folklife preserva- 
tion act to extend authorizations of ap- 
propriations : report to accompany H.R. 
5981., 78-16346 

Amending the Anadromous fish conserva- 
tion act : report to accompany S. 415., 
78-27053 

Amending the Council on Wage and Price 
Stability act : hearing before the Com- 
mittee on Banking, Housing, and Urban 
Affairs, United States Senate, Ninety- 
fifth Congress, first session, on S. 1542 ... 
July 19, 1977., 78-978 

Amending the D.C. self-government and 
governmental reorganization act of 1973 
: report to accompany H.R. 12116., 78- 
26905 

Amending the Endangered species act of 
1973 : hearings before the Subcommittee 
on Resource Protection of the Commit- 
tee on Environment and Public Works, 





United States Senate, Ninety-fifth Con- 
gress, second session, on S. 2899 ... April 
13 and 14, 1978., 78-24650 

Amending the Federal aviation act of 1958 

report together with additional and 

minority views of the Senate Committee 
on Commerce, Science, and Transporta- 
tion, on S. 2493 ..., 78-10279 

Amending the Federal charter of the Big 
Brothers of America to include Big 
Sisters International, Inc., and for other 
purposes report to accompany H.R. 
7249., 78-10138 

Amending the Federal election campaign 
act of 1971 to extend the authorization 
of appropriations contained in such act : 
report to accompany H.R. 11983., 78- 
16376 

Amending the Independent safety board 
act of 1974 : report to accompany S. 
2616., 78-19414 

Amending the Jury selection and service 
act of 1968, as amended : report to ac- 
company S. 2072., 78-16439 

Amending the Jury selection and service 
act of 1968, as amended : report to ac- 
company S. 2075., 78-16437 

Amending the Jury selection and service 
act of 1968, as amended, with respect to 
the selection and qualification of jurors, 
and to extend to all jurors in United 
States district courts the provisions of 
title 5, United States Code, applicable to 


Federal employee service-related injuries 


report to accompany S. 
16438 

Amending the Marine protection, research, 
and sanctuaries act of 1972 : report to 
accompany H.R. 10661., 78-16395 

Amending the Mineral leasing act of 1920, 
and for other purposes : report together 
with supplemental, minority and dissent- 
ing views to accompany H.R. 1609 /, 
78-22573 

Amending the National trails system act, 
and for other purposes : report to ac- 
company H.R. 8803., 78-5793 

Amending the Packers and stockyards act 
of 1921 report to accompany H.R. 
9482., 78-22614 

Amending the Packers and stockyards act 
of 1921 : report to accompany S. 3272., 
78-27077 

Amending the Rules of the House of 
Representatives and establish a _ Per- 
manent Select Committee on Intelligence 
: report to accompany H.Res. 658., 78- 
$707 

Amending the Securities exchange act of 
1934 : report to accompany H.R. 11567., 
78-24890 

Amending the Small business act 
to accompany H.R. 11445., 
78-22628 

Amending the Small business act and the 
Small business investment act of 1958 : 
report to accompany H.R. 11318., 78- 
14447, 78-27082 


2074., 78- 


: report 
78-19458, 
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Amending the standing rules of the Senate 
relative to political fund activity : report 
to accompany S. Res. 188., 78-2370 

Amending the statute of limitation provi- 
sions in section 2415 of title 28, United 
States Code, relating to claims by the 
United States on behalf of Indians : con- 
ference report to accompany S. 1377., 
78-1206 

Amending the subpena authority of the 
Select Committee on Ethics contained in 
section 3 (d) of Senate Resolution 338, 
agreed to July 24, 1964 : report to ac- 
company S. Res. 312., 78-6031 

Amending the Trading with the enemy act : 
hearing before the Subcommittee on In- 
ternational Finance of the Committee on 
Banking, Housing, and Urban Affairs, 
United States Senate, Ninety-fifth Con- 
gress, first session, on H.R. 7738 ... Sep- 
tember 8, 1977., 78-983 

Amending the Water resources planning 
act : conference report to accompany S. 
2701., 78-24781 

Amending the Water resources planning 
act : report to accompany S. 2701., 78- 
19463 

Amending the Water resources planning 
act (75 Stat. 244, as amended) : report 
to accompany H.R. 11655., 78-26915 

Amending title 4 of the United States Code 
to make it clear that members of Con- 
gress may not, for purposes of State in- 
come tax laws, be treated as residents of 
any State other than the State from 
which they were elected : report to ac- 
company H.R. 6893., 78-5694 

Amending title IV, Employee retirement in- 
come security act of 1974 report 
together with additional views to accom- 
pany S. 2125., 78-8494 

Amending title IV of the Federal aviation 
act of 1958 : report to accompany H.R. 
9851., 78-12318 

Amending title 5, United States Code : re- 
port to accompany H.R. 8771., 78- 
24911 

Amending title 5, United States Code : re- 
port to accompany H.R. 9471., 78- 
24912 

Amending title VII, Civil rights acts of 
1964 : report, together with supplemen- 
tal views, to accompany S. 995., 78- 
5912 

Amending title 10 of the United States 
Code, to establish a ceiling for payments 
to physicians under CHAMPUS : report 
to accompany H.R. 8647., 78-5838 

Amending title 10, United States Code : re- 
port to accompany H.R. 2637., 78- 
10146 

Amending title XIII of the Federal aviation 
act of 1958 : conference report to ac- 
company H.R. 6010., 78-10144 

Amending title 18, United States Code, to 
make a crime the willful destruction of 
any interstate pipeline system : report to 
accompany S. 1502., 78-5913 
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Amending title 28, United States Code, to 
provide for action against insurers on 
claims against persons entitled to diplo- 
matic immunity : report together with 
dissenting views to accompany H.R. 
7679., 78-24741 

Amending title V of the Federal aviation 
act of 1958 : report to accompany S. 
2516., 78-12317 

Amendment of the Administrative Con- 
ference Act : report to accompany S. 
1792., 78-10215 

Amendment to proposed supplemental ap- 
propriations for fiscal year 1978 : com- 
munication from the President of the 
United States ..., 78-10186 

Amendment to Reorganization plan no. 2 
of 1977 : message from the President of 
the United States ..., 78-10095, 78- 
10097 

Amendment to the budget for fiscal year 
1978 for the Department of Defense- 
Military : communication from the Pre- 
sident of the United States .... 78-10179 

Amendment to the Employee retirement 
income security act of 1974 : report to 
accompany H.R. 9378., 78-10127 

Amendment to the fiscal year 1978 budget 
for the Veterans’ Administration : com- 
munication from the President of the 
United States ...,  78-10177 

Amendments to Alaska native claims settle- 
ment act : hearing before the Committee 
on Interior and Insular Affairs, United 
States Senate, Ninety-fourth Congress, 
first session ..., 78-9982 

Amendments to Federal insecticide, fungi- 
cide, and rodenticide act : report to ac- 
company H.R. 8681., 78-8416 

Amendments to health programs 
authorized under Social security act : re- 
port of the Committee on Ways and 
Means, House of Representatives ... to 
accompany H.R. 13817 ..., 78-26976 

Amendments to International investment 
survey act of 1976 : report to accompany 
H.R. 12589., 78-22585 

Amendments to _ national 
legislation report 
2876., 78-19445 

Amendments to proposed supplemental ap- 
propriations for the fiscal year 1978 : 
communication from the President of the 
United States ...,  78-10182 

Amendments to regulation Q., 78-15331 

Amendments to Reorganization plan no. | 
of 1977 : message from the President of 
the United States ..., 78-10080 

Amendments to the Age discrimination in 
employment act of 1967 : hearing before 
the Subcommittee on Employment Op- 
portunities of the Committee on Educa- 
tion and Labor, House of Representa- 
tives, Ninety-fifth Congress, first session 
on H.R. 65 H.R. 1115 
1977., 78-1008 


park system 
to accompany S. 


. June 2, 


Page I-1201 





Amendments to the Federal tort claims act, 
S. 2117 : joint hearing before the Sub- 
committee on Citizens and Shareholders 
Rights and Remedies and the Subcom- 
mittee on Administrative Practice and 
Procedure of the Committee on the Ju- 
diciary, United States Senate, Ninety- 
fifth Congress, second session ..., 78- 
22531 

Amendments to the fiscal year 1978 budget 
for the Department of Transportation 
and the Washington Metropolitan Area 
Transit Authority : communication from 
the President of the United States .. 
78-10180 

Amendments to the SBA’s surety bond pro- 
gram., 78-26864 

Amendments to the schedule to the Inter- 
national Whaling Convention of 1946., 
78-15863 

Amendments to title I (LEAA) of the Om- 
nibus crime control and safe streets act : 
hearing before the Subcommittee on 
Criminal Laws and Procedures of the 
Committee on the Judiciary, United 
States Senate, Ninety-fourth Congress, 
second session ..., 78-14380 

America air almanac, 78-23190 

America on the move., 78-7679 

American air almanac, 78-12768 

American and spiny lobsters., 78-12537 

American association of spanish-speaking 
and national association of minority cer- 
tified public accounting firms., 78- 
10528 

The American buffalo., 

American culture : 
arts., 78-16816 

American education., 78-3267 

The American ephemeris and nautical al- 
manac., 78-23191 

The American experience with peaceful 
nuclear explosions., 78-24987 

American experiments on Cosmos 782., 
78-9394 

The American farmer., 78-14816 

American foreign economic policy, an 
overview : hearings before the Subcom- 
mittee on Foreign Economic Policy of 
the Committee on Foreign Relations, 
United States Senate, Ninety-fifth Con- 
gress, first session ..., 78-5572 

American Fork Canyon-Provo 
Planning Unit., 78-16646 

American Indian calendar., 78-15544 

The American Indian in films., 78-13765 

American Indian pow wows and festivals., 
78-16817 

American Indian religious freedom 
hearings before the United States Senate 
Select Committee on Indian Affairs, 
Ninety-fifth Congress, second session, on 
S.J. Res. 102 ... February 24 and 27, 
1978., 78-19139 

American Indian religious freedom 
to accompany H.J. Res. 738., 78-26947 

American Indian SSI beneficiaries: esti- 
mates for selected areas, 78-8936 


78-653 
centers for performing 


Peak 


: report 
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American industry : tours and visits., 78- 
16818 

American issues forum : a national pro- 
gram for the Bicentennial year., 78- 
7529 

American Legion : report to accompany S. 
2424., 78-19404 

American National Standard N433.1 : safe 
design and use of self-contained, dry 
source storage gamma __irradiators 
(category I)., 78-25025 

American National Standard N542 : sealed 
radioactive sources, classification., 78- 
22869 

American National Standards Committee 
Z39 : recommended future directions., 
78-16118 

American nautical almanac, 

American Postal Workers 
1976., 78-14943 

American practical navigator; an epitome 
of navigation., 78-8670 

American rehabilitation., 78-3252 

The American Revolution., 78-23680 

American Revolution Bicentennial flag., 
78-18649 

The American University in Cairo : alterna- 
tives for U.S. government support : re- 
port of the Comptroller General of the 
United States., 78-13332 

American women on the move., 78-8216 

American women workers in a full employ- 
ment economy : a compendium of papers 
/, 78-2254 

American women workers in a full employ- 
ment economy : hearing before the Sub- 
committee on Economic Growth and 
Stabilization of the Joint Economic Com- 
mittee, Congress of the United States, 
Ninety-fifth Congress, first session, Sep- 
tember 16, 1977., 78-26765 

Americans missing in action in Southeast 
Asia : hearings before the Subcommittee 
on Asian and Pacific Affairs of the Com- 
mittee on International Realations, 
House of Representatives, Ninety-fifth 
Congress : a status report, markup on H. 
Con. Res. 331, 78-19174 

Americas : the decorative arts in Latin 
America in the era of the Revolution /, 
78-9535 

America’s seed bank : the National Seed 
Storage Laboratory in Fort Collins, 
Colorado., 78-19519 

America’s wild horses : fitting "em in : a so- 
cial studies subject for upper elementary 
students : teacher’s guide., 78-26223 

Amherst County, Virginia, unincorporated 
areas., 78-15454 

Ammonia absorption/ammonium bisulfate 
regeneration pilot plant for flue gas 
desulfurization /, 78-12917 

Ammonia toxicity /, 78-12811 

Ammonium thiocyanate does not increase 
herbicidal control of salmonberry /, 78- 
14685 

Ammunition foreman 
78-4383, 78-4384 


78-12771 
Union plan, 


: soldier’s manual., 
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78-202 
commander's 


Ammunition specialist., 
Ammunition _ specialist 
manual., 78-10692 
Ammunition storage : agreement between 
the United States of America and Thai- 
land, signed at Bangkok, March 22, 
1977., 78-26493 

Ammunitions specialist : soldier’s manual., 
78-10693 

The Amoco Cadiz oil spill : a preliminary 
scientific report /, 78-22947 

Amphibious vehicles., 78-16957 

Amplitude functions and the analog of the 
Kelvin Wedge for three-dimensional in- 
ternal waves generated by a moving 
disturbance /, 78-20376 

AMPRS : ADP manual for the U.S. Army 
Corps of Engineers Automated Military 
Construction Progress Reporting System., 
78-4462 

AMPRS : reference manual for the U.S. 
Army Corps of Engineers Automated 
Military Construction Progress Reporting 
System., 78-4461 

AMPRS : user manual for the U.S. Army 
Corps of Engineers Automated Military 
Construction Progress Reporting System., 
78-6497 

AMS food purchases. Annual summary, 
78-22773 

AMS organization and management hand- 
book., 78-18641 

Amtrak: effectiveness of the act; report to 
the President and the Congress., 78- 
21626, 78-21627 

Amtrak improvement act of 1978 : con- 
ference report to accompany S. 3040., 
78-24779 

Amtrak improvement act of 1978 : report 
together with minority and supplemental 
views to accompany H.R. 11493., 78- 
19326 

Amtrak’s incentive contracts with railroads 
: considerable cost, few benefits : Na- 
tional Railroad Passenger Corporation : 
report to the Congress /, 78-1682 

Amtrak’s route structure., 78-26240 

Amtrak’s service reductions : hearings be- 
fore the Subcommittee on Transportation 
and Commerce of the Committee on In- 
terstate and Foreign Commerce, House 
of Representatives, Ninety-fifth Congress, 
first session ... October 12 and 13, 1977., 
78-19161 

AMVETS report to accompany H.R. 
1952., 78-1185, 78-5921 

Amyotrophic lateral sclerosis Lou 
Gehrig’s disease : research strikes back., 
78-1943 

Amyotrophic lateral sclerosis : report to ac- 
company S. Con. Res. 26., 78-8499 

Anaheim-Santa Ana-Garden Grove, 
California, metropolitan area, 78-11650 

Analog and digital computer simulation of 
Coulomb friction /, 78-22132 

Analog-model simulations for secondary 
canal controls and forward pumping 





water-management schemes in southeast 
Florida /, 78-23993 

Analyses of grab samples from fixed-bed 
coal gasification processes /, 78-17172 

Analyses of natural gases., 78-26181 

Analyses of water, core material, and 
elutriate samples collected near Buras, 
Louisiana (New Orleans to Venice, Loui- 
siana, Hurricane Protection Project) /, 
78-615 

Analysis and compilation of missile 
aerodynamic data., 78-9441, 78-9442 

Analysis and design of a refracrive virtual 
image system /, 78-18280 

Analysis and development of regenerated 
desiccant systems for industrial and 
agricutural drying., 78-25510 

Analysis and documentation of QCSEE 
(quiet clean short-haul experimental en- 
gine) over-the-wing exhaust system 
development /, 78-9432 

Analysis and evaluation of the non-service- 
connected pension program : a study /, 
78-10039 

Analysis and forecast of electrical distribu- 
tion system materials : final report /, 
78-288, 78-6605, 78-10981 

Analysis and management of a pipeline 
safety information system /, 78-7688 

Analysis and radiant heating tests of a heat- 
pipe-cooled leading edge /, 78-9327 

Analysis and simulation of recycle SO2- 
lime slurry in TCA scrubber system /, 
78-20756 

Analysis & summary of accident investiga- 
tions, 1973-1976., 78-7835 

Analysis aptitude test for selection of air- 
men for the radio communications analy- 
sis specialist course : development and 
validation /, 78-15213 

Analysis for mercury in water : a prelimina- 
ry study of methods /, 78-12937 

Analysis of a national coal reserve pro- 
gram., 78-15307 

Analysis of a worldwide strong motion data 
sample to develop an improved correla- 
tion between peak acceleration, seismic 
intensity and other physical parameters /, 
78-18904 

Analysis of Administration’s 1978 small 
business tax proposals and certain alter- 
native approaches., 78-19237 

Analysis of aerosol particles undergoing 
gravitational agglomeration annual 
progress report, December 15, 1976 - 
September 30, 1977 /, 78-18938 

An analysis of aerospace/defense economic 
impact and industrial development op- 
portunities in Huntsville, Alabama : re- 
port /, 78-25132 

Analysis of aircraft accident data, U.S. air 
carrier operations, 78-18563 

Analysis of airfield runaway 
criteria /, 78-7972 

Analysis of alternatives in alleviating rail- 
road-community conflicts in Jefferson 
Parish, Louisiana., 78-18633, 78- 
22139 


roughness 
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An analysis of Amtrak’s five year plan : 
study /, 78-13361 

Analysis of assaults on Federal officers, 
78-21656, 78-21657 

Analysis of bridge collision incidents /, 
78-8040 

Analysis of cargo tank integrity in rollovers 
:/, 78-22079 

Analysis of child abuse 
research., 78-17667 

Analysis of closure orders issued under the 
Federal metal and nonmetallic mine 
safety act of 1966 : Department of the 
Interior report of the Comptroller 
General of the United States., 78-1893 

An analysis of coal hydrogasification 
processes /, 78-17251, 78-20584 

Analysis of combined potassium topping, 
steam bottom cycles using fluidized-bed 
combustion of consol char /, 78-20875 

An analysis of computer safeguards for de- 
tecting and preventing intentional com- 
puter misuse /, 78-4141 

Analysis of consolidation of earth and 
rockfill dams : final report /, 78-10758 

An analysis of continued operation of 
selected airport traffic control 
(ATCT) /, 78-9684 

An analysis of current and proposed 
Federal legislation seeking to control the 
use of toxic materials., 78-17049 

Analysis of current pulmonary research 
programs, 78-13497 

Analysis of current pulmonary research 
programs supported by the National 
Heart, Lung, and Blood Institute., 78- 
13497 

Analysis of current technology on electrical 
connections in residential branch circuit 
wiring [errata]., 78-25027 

Analysis of data systems requirements for 
global crop production forecasting in the 
1985 time frame /, 78-26386 

Analysis of Department of Defense 
unobligated budget authority : report to 
the Task Force on National Security and 
International Affairs, House Committee 
on the Budget /, 78-13359 

Analysis of differential absorption lidar 
technique for measurements of an- 
hydrous hydrogen chloride from solid 
rocket motors using a deuterium fluoride 
laser /, 78-21807 

Analysis of dynamic inlet distortion applied 
to a parallel compressor model /, 78- 
7501 

Analysis of effect of human interactions on 
HTGR safety and reliability /, 78-17258 

Analysis of effects of impurities inten- 
tionally incorporated into silicon., 78- 
13075, 78-13076, 78-20829 

Analysis of effects of several specified al- 
ternative automobile emission control 
schedules upon fuel economy and costs., 
78-19631 

Analysis of explosively generated ground 
motions using Fourier techniques /, 78- 
25250 


and neglect 


towers 
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Analysis of Federal and State campaign 
finance law. Quick-reference charts., 
78-18841 

Analysis of Federal and State campaign 
finance law. Summaries., 78-24445 

Analysis of Federal and state campaign 
finance law. Quick-reference charts, 
78-24446 

Analysis of Federal and state campaign 
finance law. Summaries, 78-24446 

Analysis of Federal and State campaign 
finance law. Summaries and quick- 
reference charts., 78-24446 

An analysis of Federal incentives used to 
stimulate energy production /, 78- 
25521 

An analysis of Federal incentives used to 
stimulate energy production : an execu- 
tive summary to Division on Conserva- 
tion and Solar Applications, Department 
of Energy, Washington D. C. /, 78- 
25520 

Analysis of federal population research, 
78-13480 

An analysis of Federal R&D funding by 
function., 78-13980, 78-18350 

Analysis of funding and procurement 
procedures for oil, and shale 
technology., 78-13119 

Analysis of GaAs and Si 
hybrid systems /, 78-18166 

Analysis of general aviation 
developed with and without 
financial assistance., 78-7870 

Analysis of general aviation airports 
developed with and without Federal 
financial assistance : by Burns & McDon- 
nell., 78-5336 

Analysis of housing data collected in a 
lead-based paint survey in Pittsburgh, 
Pennsylvania /, 78-6274 

An analysis of how eligibility criteria are 
applied for paticipation in the 8(a) pro- 
gram : report /, 78-21003 

Analysis of injuries associated with main- 
tenance and repair in metal and non- 
metal mines /, 78-13810 

Analysis of internal flow of J85-13 
multistage compressor /, 78-7492 

An analysis of IRS’s proposed tax adminis- 
tration system : lessons for the future : 
report to the Congress /, 78-13292 

Analysis of Kansas test track beam 
response /, 78-22123 

Analysis of laser fluorosensor systems for 
remote algae detection and quantifica- 
tion /, 78-13916 

Analysis of low altitude atmospheric turbu- 
lence data measured in flight /, 78- 
18187 

An analysis of low-level solid radioactive 
wastes from LWRs through 1975 /, 78- 
12999 

Analysis of news agency coverage of the 
U.S. supplied to the Near East and North 
Africa /, 78-7363 


gas, 
solar energy 


airports 
Federal 
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Analysis of newspaper coverage of the U.S. 
in the Near East, North Africa and South 
Asia /, 78-7364 

Analysis of no. 2 heating oil prices for the 
1977-78 heating season, June 30, 1978., 
78-23412 

Analysis of observed soil skin moisture ef- 
fects on reflectance /, 78-20322 

Analysis of operating expenses in New 
York City’s fiscal year 1978 capital 
budget report of the Comptroller 
General of the United States., 78-13284 

Analysis of permanent deformations of 
flexible airport pavements : final report /, 
78-10753 

Analysis of pesticide residues in human and 
environmental samples : a compilation of 
methods selected for use in pesticide 
monitoring programs /, 78-23437 

Analysis of plasmas generated by fission 
fragments /, 78-9424 

Analysis of policy options for accelerating 
commercialization of solar heating and 
cooling systems., 78-25488 

Analysis of population exposure to air pol- 
lution in New York-New Jersey-Connec- 
ticut tri-State Region /, 78-17058 

Analysis of potential ice jam sites on the 
Connecticut River at Windsor, Vermont 
/, 7178-20267 

Analysis of pressure distortion testing /, 
78-9417 

Analysis of prison industries and recom- 
mendations for change., 78-21645 

Analysis of problems in the application of 
radar sensors to automotive collision 
prevention : (Executive summary) /, 
78-9788 

Analysis of projected vs. actual costs for 
nuclear and coal-fired power plants /, 
78-6821 

An analysis of radio frequency surveillance 
systems for air traffic control /, 78- 
7986, 78-15980 

An analysis of radio navigation sensor ac- 
curacies associated with area navigation 
(RNAV) /, 78-18711 

Analysis of radioactive contaminants in by- 
products from coal-fired power plant 
operations /, 78-25646 

Analysis of regenerated single-shaft ceram- 
ic gas-turbine engines and resulting fuel 
economy in a compact car /, 78-9368 

Analysis of runoff from small drainage 
basins in Wyoming /, 78-26142 

An analysis of salinity in streams of the 
Green River Basin, Wyoming /, 78- 
11451 

Analysis of selected general 
stall/spin accidents /, 78-18738 

Analysis of separation of the space shuttle 
orbiter from a large transport airplane /, 
78-18123 

Analysis of Shoalwater Bay Indian tribal 
development proposals., 78-21523 

Analysis of short-term variations in beach 
morphology (and concurrent dynamic 


aviation 
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processes ) for summer 
periods, 1971-72, Plum 
sachusetts /, 78-20288 

The analysis of single and related time se- 
ries into components proposals for im- 
proving X-11 : for presentation at the 
National Bureau of Economic 
Research/Bureau of the Census Con- 
ference on Seasonal Analysis of 
Economic Time Series, Washington, D.C. 
September 9-10, 1976 /, 78-14844 

Analysis of small business participation in 
the photovoltaic area of solar technolo- 
gy-, 78-23356 

Analysis of soybean shipments at U.S. 
origin and overseas destination /, 78- 
16521 

Analysis of specialized pesticide problems : 
invertebrate control agents ; efficacy test 
methods : report to the Environmental 
Protection Agency /, 78-17191, 78- 
20783 

Analysis of SRC pilot plant data : com- 
parison of Wilsonville and Ft. Lewis Pilot 
plants /, 78-6781 

Analysis of State fire control laws : general 
administration : environmental protection 
and pollution [sic] control /, 78-16542 

Analysis of strong-interaction dynamic stall 
for laminar flow on airfoils /, 78-26354 

Analysis of subpoenaed television data /, 
78-22293 

Analysis of surface tris (2-3- 
dibromopropyl) phosphate on chlorobu- 
tyl rubber SCAPE suits /, 78-26340 

An analysis of the crashworthiness of exist- 
ing urban rail vehicles., 78-14195 

An analysis of the current economic feasi- 
bility of solar water and space heating /, 
78-12798 

An analysis of the cyclical dynamics of in- 
dustrialized countries /, 78-15827 

Analysis of the development of dynamic 
stall based on oscillating airfoil experi- 
ments /, 78-11730 

Analysis of the displacement field for local- 
ized disturbances in a stratified fluid with 
shear /, 78-25335 

Analysis of the economic potential of solar 
thermal energy to provide industrial 
process heat /, 78-13035 

An analysis of the effects of route restric- 
tion removal and discretionary authority 
: the transition to a less-regulated en- 
vironment., 78-15920, 78-18516 

An analysis of the financial impacts of non- 
capital alternatives at the large air trans- 
portation hubs of the United States /, 
78-7685 

Analysis of the need for additional family 
housing at the Navy’s Trident submarine 
base : report of the Comptroller General 
of the United States., 78-25728 

Analysis of the performance of image glide 
slope antenna in the presence of trun- 
cated ground /, 78-24396 


and winter 
Island, Mas- 
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Analysis of the potential application of 
space communications systems to U.S. 
Coast Guard missions /, 78-11924 

An analysis of the President’s budgetary 
proposals for fiscal year 1979 /, 78- 
12197 

Analysis of the proposed national energy 
plan., 78-939 

An analysis of the recycling of metals : 
final report /, 78-25539 

An analysis of the requirements for the 
benefits and costs of the national 
microwave landing system (MLS)., 78- 
22149 

Analysis of the theory of high-energy ion 
transport /, 78-24214 

An analysis of the UNCTAD integrated 
programme for commodities /, 78- 
16748 

Analysis of travel activities of certain regu- 
latory commissioners during 1971-75 
report of the Comptroller General of the 
United States., 78-1641 

Analysis of TST R&D management 
requirements /, 78-22013 

An analysis of U.S. air carrier domestic 
route authority /, 78-7678 

Analysis of U.S. fertilizer port facilities., 
78-26710 

An analysis of U.S. foreign direct invest- 
ment policy and economic development 
/, 78-21978 

Analysis of urban transportation needs with 
implications for AGT systems /, 78- 
22245 

An analysis of weather spectra variance in 
a tornado storm /, 78-10577 

An analysis of world-wide contributions to 
Nuclear science abstracts, volumes 29 
and 30 (1974) /, 78-23587 

Analytic studies of local-severe-storm ob- 
servables by satellites /, 78-18176 

An analytical and experimental evaluation 
of concrete cross tie and fastener loads /, 
78-14095 

An analytical and experimental investiga- 
tion of a 1.8 by 3.7 meter Fresnel lens 
solar concentrator /, 78-15771 

Analytical and experimental studies of 
acoustic performance of segmented liners 
in a compressor inlet /, 78-13958 

Analytical comparison of effects of solid- 
friction and viscous structural damping 
on panel flutter /, 78-11679 

Analytical determination of TACAN/DME 
system performance in a DABS environ- 
ment /, 78-15984 

Analytical methodology 
description spent fuel 
23256 

Analytical prediction of the performance 
and stability of a J85-13 compressor with 
distorted inlet flow /, 78-7494 

Analytical procedure for 
speckle-effect 
11776 


and facility 
policy., 78- 


evaluating 
instrumentation /, 78- 





An analytical sea current model for coastal 
regions with application to the New York 
Bight /, 78-8035 

Analytical structural efficiency studies of 
borsic/aluminum compression panels /, 
78-13901 

Analytical study of a _ free-wing/free- 
trimmer concept /, 78-26348 

Analytical study of acousto-optical holog- 
raphy : interfacing methods for acousti- 
cal and optical holography NDT research 
/, 78-9423 

Analytical study of effects of surface and 
environmental thermal properties on 
moisture in composites /, 78-13938 

Analytical study of mixed-flow JT8D ex- 
haust emissions measurements for fixed- 
probe requirements /, 78-15995 

Analytical study of ride smoothing benefits 
of control system configurations op- 
timized for pilot handling qualities /, 
78-18310 

An analytical study of the irreversible 
losses associated with vapor flow in the 
evaporator of a solar sea power plant, 
the manifold problem /, 78-6641 

Analyzing heavy ends of crude : Bartlett oil 
/, 78-13014 

Analyzing impacts of extension programs /, 
78-72 

Analyzing transit options for small urban 
communities /, 78-26647 


Anatomy of a mine from prospect to 


production., 78-14743 

Ancient Hawaii shore zone fishponds : an 
evaluation of survivors for historical 
preservation /, 78-17842 

Andersonville., 78-7337 

Andorra, San Marino, 78-21900 

Andree McGiffin and Jean-Manuel Henry : 
report to accompany H.R. 8192., 78- 
14454 

Anesthesiology research 
port : Bethesda, Maryland, June 22-23, 
1976 /, 78-432 

Aneurysm clip data collection and in vitro 
testing : final report /, 78-23823 

ANG Coal Gasification Company 
(ANGCGC), North Dakota project, 
Pick-Sloan Missouri basin program 
draft environmental  statement., 78- 
21528 

Angell Civilian Conservation Center, Star 
Route North-Box 900, Yachats, Ore., 
78-24104 

Angle measurements for broad-beam-array 
radars /, 78-23187 

Anglers’ guide to the United States Pacific 
coast : marine fish, fishing grounds & 
facilities /, 78-19892 

Angola’s agricultural economy in brief /, 
78-98 

Anhydrous ammonia., 78-18009 

Animal and Plant Health Inspection Ser- 
vice., 78-4031 

Animal colonization of man-initiated salt 
marshes on dredge spoil /, 78-20292 


: a workshop re- 





December 1978 


The animal in art : selections from the 
Hirshhorn Museum collection., 78-7630 

Animal models of thrombosis and hemorr- 
hagic diseases., 78-17507 

Animal morbidity report., 
16746 

Animal resources : a research resources 
directory /, 78-421 

Animal specialist : commander's manual., 
78-1520, 78-4339 

Animal specialist : soldier's manual., 78- 
199, 78-8681 

The Animal welfare act : how it protects 
your dog and cat., 78-101 

Anion exchange method for the determina- 
tion of plutonium in water single- 
laboratory evaluation and interlaboratory 
collaborative study /, 78-25685 

An anlysis of radiofrequency and 
microwave absorption data with con- 
sideration of thermal safety standards /, 
78-20786 

Annapolis - The United States 
Academy catalog., 78-12763 

Annotated bibliography for water quality 
management., 78-17087 

Annotated bibliography of NOAA publica- 
tions of hydrometeorological interest /, 
78-14921 

Annotated bibliography of the Air Force 
Human Resources Laboratory technical 
reports - 1968 through 1975 : final re- 
port for period January 1968 - December 
1975 /, 78-20423 

Annotated bibliography on biological ef- 
fects of metals in aquatic environments., 
78-20694 

Annotated bibliography on high-intensity 
linear accelerators /, 78-25504 

An annotated bibliography on river recrea- 
tion /, 78-16633 

An annotated catalog of the carpenter bees 
(genus Xylocopa Latreille) of the 
Western Hemisphere (Hymenoptera: 
Anthophoridae) /, 78-26532 

Annotated checklist of New World insects 
associated with Prosopis (Mesquite) /, 
78-6072 

An annotated compilation of NAFEC 
visual aid letter and data reported, 1971- 
1975 /, 78-7995 

Annotated list of publications of the Pacific 
Northwest Forest and Range Experiment 
Station., 78-19533 

Annotated manual of statutes and regula- 
tions., 78-3150, 78-17292 

Announcement., 78-3578 

Announcement and invitation - FAR part 
135 regulatory review program., 78- 
14143 

Announcement from the Copyright Office, 
Library of Congress, 78-3578 

Announcement (including guidelines) fy 
1978 university research and training 
program., 78-9753 

Announcement of availability - Federal 
Aviation Administration technical reports 


78-2536, 78- 


Naval 
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on airport capacity and aircraft delay., 
78-15961 

Announcement of opportunity for out-of- 
ecliptic mission., 78-13962 

Announcement of opportunity for outer 
planets orbiter/probe (Jupiter)., 78- 
18234 

Announcement of opportunity for space 
telescope., 78-9451 

Announcement to users of the consumer 
price index., 78-7440 

Announcing ... the 62nd National Con- 
ference on Weights & Measures theme, 
New horizons in metrology, July 17-22, 
1977, Sheraton-Dallas Hotel, Dallas, 
Texas., 78-22857 

Announcing EEO courses : EEO Training 
Institute October-December 1976., 
78-6363 

Announcing general personnel management 
courses January-March, 1976., 78- 
16895 

Annual and final report of the Emergency 
Loan Guarantee Board to the Congress 
of the United States., 78-24447 

Annual and seasonal precipitation proba- 
bilities /, 78-277 

Annual catalog - United States Air Force 
Academy., 78-23217 

Annual collection and storage of solar 
energy for the heating of buildings,, 78- 
20629 

Annual collection and storage of solar 
energy for the heating of buildings, re- 
port no. 1/, 78-11079 

Annual contractors’ 
13499 

Annual Contractors’ Conference of the Ar- 
tificial Kidney Program of the National 
Institute of Arthritis, Metabolism, and 
Digestive Diseases; proceedings., 78- 
13499 

Annual crop summary, 78-19620 

Annual cycle energy system, ACES., 78- 
25380 

Annual Defense Department report., 78- 
23028 

Annual ecnomic report of airfreight forwar- 
ders; reporting more then $10,000,000 
transportation revenues., 78-22906 

Annual evaluation report on programs ad- 
ministered by the U.S. Office of Educa- 
tion., 78-11168, 78-17413 

Annual financial report, 78-18687, 78- 
22177 

Annual fire report for the National forests, 
78-10330, 78-12375 

Annual fish passage report, 78-16947 

Annual housing survey: housing charac- 
teristics for selected metropolitan areas. 
Atlanta, Ga. standard metropolitan 
statistical area., 78-4112 

Annual housing survey: housing charac- 
teristics for selected metropolitan areas. 
Chicago, Ill. standard metropolitan 
statistical area., 78-4113 


conference, 78- 
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Annual housing survey: housing charac- 
teristics for selected metropolitan areas. 
Cincinnati, OhiolKy.-Ind. standard 
metropolitan statistical area., 78-4114 

Annual housing survey: housing charac- 
teristics for selected metropolitan areas. 
Colorado Springs, Colo. standard 
metropolitan statistical area., 78-4115 

Annual housing survey: housing charac- 
teristics for selected metropolitan areas. 
Columbus, Ohio standard metropolitan 
statistical area., 78-4116 

Annual housing survey: housing charac- 
teristics for selected metropolitan areas. 
Hartford, Conn. standard metropolitan 
statistical area., 78-4117 

Annual housing survey: housing charac- 
teristics for selected metropolitan areas. 
Kansas City, Mo.-Kans. standard 
metropolitan statistical area., 78-4118 

Annual housing survey: housing charac- 
teristics for selected metropolitan areas. 
Madison, Wis. standard metropolitan 
statistical area., 78-4111 

Annual housing survey: housing charac- 
teristics for selected metropolitan areas. 
Miami, Fla. standard metropolitan 
Statistical area., 78-4119 

Annual housing survey: housing charac- 
teristics for selected metropolitan areas. 
Milwaukee, Wis. standard metropolitan 
statistical area., 78-4120 

Annual housing survey: housing charac- 
teristics for selected metropolitan areas. 
New Orleans, La. standard metropolitan 
statistical area., 78-4121 

Annual housing survey: housing charac- 
teristics for selected metropolitan areas. 
Newport News-Hampton, Va. standard 
metropolitan statistical area., 78-4122 

Annual housing survey: housing charac- 
teristics for selected metropolitan areas. 
Paterson-Clifton-Passaic, N.J. standard 
metropolitan statistical area., 78-4123 

Annual housing survey: housing charac- 
teristics for selected metropolitan areas. 
Philadelphia, Pa.-N.J. standard 
metropolitan statistical area., 78-4124 

Annual housing survey: housing charac- 
teristics for selected metropolitan areas. 
Portland, Oreg.-Wash. standard 
metropolitan statistical area., 78-4125 

Annual housing survey: housing charac- 
teristics for selected metropolitan areas. 
San Antonio, Tex. standard metropolitan 
statistical area., 78-4126 

Annual housing survey: housing charac- 
teristics for selected metropolitan areas. 
San Bernadino-Riverside-Ontario, Calif. 
standard metropolitan statistical area., 
78-4127 

Annual housing survey: housing charac- 
teristics for selected metropolitan areas. 
San Diego, Calif. standard metropolitan 
statistical area., 78-4128 

Annual housing survey: housing charac- 
teristics for selected metropolitan areas. 
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San Francisco-Oakland, Calif. standard 
metropolitan statistical area., 78-4129 
Annual housing survey: housing charac- 
teristics for selected metropolitan areas. 
Springfield-Chicopee-Holyoke, Mass.- 
Conn. standard metropolitan statistical 

area., 78-4130 

Annual housing survey: supplementary re- 
ports. No. 1. Summary of housing 
characteristics for selected metropolitan 
areas., 78-22847 

Annual housing survey: United States and 
regions. Pt. A. General housing charac- 
teristics, 78-12505 

Annual housing survey: United States and 
regions. Pt. B. Indicators of housing and 
neighborhood quality., 78-12506 

Annual housing survey: United States and 
regions. Pt. C. Financial characteristics 
of the housing inventory, 78-12507 

Annual housing survey: United States and 
regions. Pt. D. Housing characteristics of 
recent movers., 78-12508 

Annual housing survey: United States and 
regions. Pt. E. Urban and rural housing 
characteristics., 78-12509 

Annual housing survey: United States and 
regions. Pt. F. Financial characteristics 
by indicators of housing and neighbor- 
hood quality., 78-12510 

Annual law enforcement services report., 
78-13770, 78-13771 

Annual letter - Institute 
Forestry., 78-22686 

Annual livestock slaughter, 78-22781 

Annual meeting - Veterans Administration, 
Voluntary Service National Advisory 
Committee., 78-24421 

Annual occupational radiation exposure re- 
port., 78-24501 

Annual peak _ discharges 
drainage areas in Montana., 78-26132 

Annual physical and chemical oceano- 
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Annual report of the Secretary of Com- 
merce on implementation of the Federal 
fire prevention and control act of 1974, 
78-10612 

Annual report of the Secretary of Defense 
on reserve forces., 78-23027 

Annual report of the Secretary of the Trea- 
sury on the state of the finances., 78- 
21993 


Judicial 





Annual report of the Secretary of Trans- 
portation on hazardous materials con- 
trol., 78r14065, 78-18550 
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78-9777 

Anthropometric test dummy, model 825-50 
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Antibiotics and the food you eat, 78- 
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Antibiotics in animal feeds : hearings be- 
fore the Subcommittee on Oversight and 
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Appalachian child development : hearing 
before the Subcommittee on Economic 
Development of the Committee on 
Public Works and Transportation, House 
of Representatives, Ninety-fifth Congress, 
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Appendices to Opinion and recommended 
decision., 78-16147 
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suant to oversight hearings on current 
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timicrobial drug sensitivity testing /, 78- 
13914 

Application of fluidized technology to in- 
dustrial boilers /, 78-12958 
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Application of tactical data systems for 
training : DEVTOS feasibility determina- 
tion and selection of an_ instructional 
operating system /, 78-20222 
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model of thermoluminescence to ther- 
moluminescence dosimeters /, 78- 
13140 

Application of the Global Positioning 
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Applications of closed-cycle crycoolers to 
small superconducting devices 
proceedings of a conference held at the 
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An approach for establishing best available 
technology economically achievable 
(BATEA) under public law 92-500 with 
applications to the organics, synthetics 
and plastics industry., 78-20665 

Approach lighting system configurations 
and energy conservation., 78-7935 

An approach to liquefied natural gas 
(LNG) safety and environmental control 
research., 78-8731 

Approaches to human services planning., 
78-17400 

Appropriated fund support for nonap- 
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the Department of Defense : report to 
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78-15262 

An assessment of prewhitening in estimat- 
ing power spectra of atmospheric turbu- 
lence at long wavelengths /, 78-11684 
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/, 78-7722 

Assessment of resident care in intermediate 
care facilities for the mentally retarded : 
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Coast Guard /, 78-22232 

Assessment of  strength-probability-time 
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Associate Administrator for Women’s Busi- 
ness Enterprise within the Small Business 
Administration : report to accompany S. 
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At square one : proceedings of the Con- 
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78-9013 

Atlantic flyway, 78-13799 
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Atomic energy : reprocessing of special 
nuclear material : agreement between the 
United States of America and Japan, 
signed at Washington September 12, 
1977, with joint communique., 78- 
15888 

Atomic energy : research and development 
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company H.R. 10882., 78-26891 

Authorization for Marine protection, 
research, and sancutaries act of 1972 : 
hearing before the Committee on Com- 
merce, Science, and Transportation, 
United States Senate, Ninety-fifth Con- 
gress, second session, on S. 2767 ... S. 
2769 ... March 20, 1978., 78-19075 

Authorization for river basin plans : report 
to accompany H.R. 9881., 78-5824 

Authorization for the Highway safety act : 
hearing before the Subcommittee for 
Consumers of the Committee on Com- 
merce, Science, and Transportation, 
United States Senate, Ninety-fifth Con- 
gress, second session, on S. 2541 ... April 
7, 1978., 78-19077 

Authorization for the International invest- 
ment survey act hearing before the 
Committee on Commerce, Science, and 
Transportation, United States Senate, 
Ninety-fifth Congress, second session, on 
S. 2928 ... April 19, 1978., 78-22431 

Authorization for the National Transporta- 
tion Safety Board : hearing before the 
Committee on Commerce, Science, and 
Transportation, United States Senate, 
Ninety-fifth Congress, second session, on 
S. 2616 ... March 20, 1978., 78-19079 

Authorization for the Office of Rail Public 
Counsel : hearing before the Subcommit- 
tee on Surface Transportation of the 
Committee on Commerce, Science, and 
Transportation, United States Senate, 
Ninety-fifth Congress, second session ... 
March 9, 1978., 78-19071 

Authorization for the Public telecommuni- 
cations financing act of 1978 : hearings 
before the Subcommittee on Communi- 
cations of the Committee on Commerce, 
Science, and Transportation, United 
States Senate, Ninety-fifth Congress, 
second session, on S. 2883 and S. 2901 
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to accompany H.R. 12441., 78-19322 

Authorization for United States Railway 
Association : hearing before the Subcom- 
mittee on Surface Transportation of the 
Committee on Commerce, Science, and 
Transportation, United States Senate, 
Ninety-fifth Congress, second session, on 
S. 2788 ... April 13, 1978., 78-22430 

Authorization of appropriations under the 
Arms control and disarmament act, fiscal 
year 1979 : report together with supple- 
mental views to accompany H. R. 
11832., 78-26895 
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Authorization of sale of obsolete vessels : 
report to accompany H.R. 7928., 78- 
8420 

Authorization of the Standard reference 
data act and review of the National Bu- 
reau of Standards : hearings before the 
Subcommittee on Science, Technology, 
and Space of the Committee on Com- 
merce, Science, and Transportation 
,United States Senate, Ninety-fifth Con- 
gress, second session, on S. 2615 ... 
February 15 and April 6, 1978., 78- 
19080 

Authorization of U.S. participation in the 
supplementary financing facility of the 
International Monetary Fund report 
together with supplemental, dissenting, 
and additional dissenting views to accom- 
pany H.R. 9214., 78-10233 

Authorizations for certain maritime pro- 
grams for fiscal years 1979-80 : hearing 
before the Subcommittee Merchant 
Marine and Tourism of the Committee of 
Commerce, Science, and Transportation, 
United States Senate, Ninety-fifth Con- 
gress, second session, on S. 2553 ... S. 
2678 ... March 10, 1978., 78-19073 

Authorizations relating to travel in the 
United States : hearing before the Sub- 
committee on Merchant Marine and 
Tourism of the Committee of Commerce, 
Science, and Transportation, United 
States Senate, Ninety-fifth Congress, 
second session, on S. 2552 ... March 15, 
1978., 78-19074 

Authorize appropriations for rail safety 
programs, 1979-80 : hearing before the 
Subcommittee on Surface Transportation 
of the Committee on Commerce, 
Science, and _ Transportation, United 
States Senate, Ninety-fifth Congress, 
second session, on S. 2897 ... S. 2898 ... 
April 21, 1978., 78-22435 

Authorize appropriations for the Coast 
Guard for fiscal years 1979 and 1980 
and nominations : hearing before the 
Committee on Commerce, Science, and 
Transportation, United States Senate, 
Ninety-fifth Congress, second session, on 
S. 2839 ... April 12, 1978., 78-22428 

Authorize appropriations for the Hazardous 
materials transportation act : hearing be- 
fore the Committee on Commerce, 
Science, and Transportation, United 
States Senate, Ninety-fifth Congress, 
second session, on S. 1896 ... April 18, 
1978., 78-19083 

Authorize the financing of capital improv- 
ments on the Alaska Railroad : hearing 
before the Committee on Commerce, 
Science, and Transportation, United 
States Senate, Ninety-fifth Congress, first 
session, on S. 550 ... August 22, 1977., 
78-8261 

Authorized construction, Washington, D.C. 
urea., 78-2638 
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Authorizing a bust or statue of Martin 
Luther King, Jr., to be placed in the 
Capitol : report to accompany H. Con. 
Res. 60., 78-5704 

Authorizing additional appropriations for 
the purchase of securities of the Con- 
solidated Rail Corporation report 
together with additional and separate 
views to accompany H.R. 12161., 78- 
26923 

Authorizing additional expenditures by the 
Committee on Appropriations for routine 
purposes : report to accompany S. Res. 
478., 78-24841 

Authorizing additional expenditures by the 
Committee on Armed Services for inqui- 
ries and investigations : report to accom- 
pany S. Res. 385., 78-12324 

Authorizing additional expenditures by the 
Committee on Banking, Housing, and 
Urban Affairs for inquiries and investiga- 
tions : report to accompany S. Res. 371., 
78-12325 

Authorizing additional expenditures by the 
Committee on Commerce, Science, and 
Transportation for inquiries and _ in- 
vestigations report to accompany S. 
Res. 374., 78-12327 

Authorizing additional expenditures by the 
Committee on Energy and _ Natural 
Resources for inquiries and investigations 
: report to accompany S. Res. 367., 78- 
12328 

Authorizing additional expenditures by the 
Committee on Environment and Public 
Works for inquiries and investigations : 
report to accompany S. Res. 379., 78- 
12329 

Authorizing additional expenditures by the 
Committee on Finance for inquiries and 
investigations : report to accompany S. 
Res. 392., 78-12330 

Authorizing additional expenditures by the 
Committee on Foreign Relations for a 
study of matters pertaining to the foreign 
policy of the United States : report to ac- 
company S. Res. 377., 78-12331 

Authorizing additional expenditures by the 
Committee on Governmental Affairs for 
inquiries and investigations : report to 
accompany S. Res. 370., 78-12332 

Authorizing additional expenditures by the 
Committee on Human Resources for 
inquiries and investigations : report to 
accompany S. Res. 361., 78-10282 

Authorizing additional expenditures by the 
Committee on Rules and Administration 
for inquiries and investigations : report to 
accompany S. Res. 380., 78-10276 

Authorizing additional expenditures by the 
Committee on Rules and Administration 
for routine purposes : report to accom- 
pany S. Res. 298., 78-5998 

Authorizing additional expenditures by the 
Committee on the Budget for inquiries 
and investigations : report to accompany 
S. Res. 387., 78-12326 
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Authorizing additional expenditures by the 
Committee on the Judiciary for inquiries 
and investigations : report to accompany 
S. Res. 398., 78-12320, 78-12333 

Authorizing additional expenditures by the 
Committee on Veterans’ Affairs for 
inquiries and investigations : report to 
accompany S. Res. 382., 78-12334 

Authorizing additional expenditures by the 
Select Committee on Intelligence : report 
to accompany S. Res. 383., 78-12336 

Authorizing additional expenditures by the 
Select Committee on Small Business for 
inquiries and investigations : report to 
accompany S. Res. 378., 78-12335 

Authorizing additional funding for the con- 
struction of the Library of Congress 
James Madison Memorial Building., 78- 
27052 

Authorizing an appropriation to reimburse 
certain expenditures for part I social ser- 
vices provided by the States prior to Oc- 
tober 1, 1975, under titles I, IV-A, VI, 
X, XIV, and XVI of the Social security 
act : report to accompany H.R. 11370 /, 
78-22582 

Authorizing approporiations for the Energy 
Research and Development Administra- 
tion : conference report to accompany S. 
1811., 78-1258 

Authorizing appropriations during the fiscal 
year 1978 for procurement of aircraft 
and missiles, and research, development, 
test, and evaluation for the Armed 
Forces, and for other purposes : report 
to accompany S. 1863., 78-5961 

Authorizing appropriations for activities 
and programs carried out by the Secreta- 
ry of the Interior through the Bureau of 
Land Management : report to accom- 
pany H.R. 10787., 78-26909 

Authorizing appropriations for certain insu- 
lar areas of the United States, and for 
other purposes : report to accompany 
H.R. 12481., 78-26906 

Authorizing appropriations for fiscal year 
1978 for intelligence activities of the 
United States Government, the Intel- 
ligence Community Staff, the CIA 
Retirement and_ Disability System 
(CIARDS) ... : report to accompany S. 
1539., 78-5900 

Authorizing appropriations for fiscal year 
1979 for intelligence activities of the U. 
S. Government, the Intelligence Commu- 
nity Staff, the Central Intelligence Agen- 
cy Retirement and Disability System 
(CIARDS), and for other purposes : re- 
port to accompany S. 2939., 78-19409, 
78-24813, 78-24882 

Authorizing appropriations for fiscal year 
1979 for intelligence and intelligence-re- 
lated activities of the U.S. Government, 
the Intelligence Community Staff, the 
Central Intelligence Agency Retirement 
and Disability System ... : report to ac- 
company H.R. 12240., 78-19305 





Authorizing appropriations for fiscal year 
1979 for military procurement, research 
and development, active duty, selected 
reserve, and civilian personnel strengths, 
civil defense, and for other purposes : re- 
port to accompany S. 2571 ... /, 78- 
16460 

Authorizing appropriations for the Ad- 
ministrative Conference of the United 
States : report to accompany H.R. 7662., 
78-5797 

Authorizing appropriations for the adminis- 
trative expenses of the United States 
Railway Association : report to accom- 
pany S. 2508., 78-16447 

Authorizing appropriations for the Depart- 
ment of Energy for national security pro- 
grams for fiscal year 1979 : report to ac- 
company H.R. 11686., 78-24711 

Authorizing appropriations for the Energy 
Research and Development Administra- 
tion : conference report to accompany S. 
1811., 78-5777, 78-5977 

Authorizing appropriations for the Federal 
fire prevention and control act of 1974 : 
report to accompany H.R. 11291., 78- 
14486 

Authorizing appropriations for the Office 
of Rail Public Counsel : report to accom- 
pany S. 2789., 78-19413 


Authorizing appropriations for the Office 
of Rail Public Counsel : report together 
with minority views to accompany H.R. 


12162., 78-19324 

Authorizing appropriations for the Securi- 
ties and Exchange Commission : report 
together with additional views to accom- 
pany H.R. 11567., 78-19295 

Authorizing appropriations for the Securi- 
ties and Exchange Commission for fiscal 
year 1978 : conference report to accom- 
pany H.R. 3722., 78-8423 

Authorizing appropriations for the Stan- 
dard reference data act : report to ac- 
company H.R. 11232., 78-14473 

Authorizing appropriations for the United 
States Railway Association report 
together with minority views to accom- 
pany H.R. 10898., 78-16398 

Authorizing appropriations for the use of 
the Energy Research and Development 
Administration for fiscal year 1978 for 
national security programs : report to ac- 
company H.R. 6566., 78-5691 

Authorizing appropriations to the Depart- 
ment of Energy : hearings before the 
Subcommittee on Energy and the En- 
vironment of the Committee on Interior 
and Insular Affairs, House of Representa- 
tives, Ninety-fifth Congress, second ses- 
sion, on H.R. 11392 ... April 25, 27, and 
28, 1978., 78-26817 

Authorizing appropriations to the Depart- 
ment of Energy and the Federal Energy 
Regulatory Commission, pursuant to sec- 
tion 660 of the Department of Energy 
organization act, and for other purposes : 
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report together with supplemental views 
to accompany H.R. 11392 ...,  78-26921 

Authorizing appropriations to the Federal 
Aviation Administration for research and 
development : report to accompany H.R. 
11495., 78-14470 

Authorizing appropriations to the National 
Aeronautics and Space Administration : 
report together with additional views to 
accompany H.R. 11401., 78-14469 

Authorizing appropriations to the National 
Science Foundation report together 
with additional and dissenting views to 
accompany H.R. 11400., 78-14487 

Authorizing appropriations to the Nuclear 
Regulatory Commission in accordance 
with section 261 of the Atomic energy 
act of 1954, as amended, and section 
305 of the Energy reorganization act of 
1974, as amended, and for other pur- 
poses : report together with additional 
views to accompany H.R. 12355., 78- 
19308 

Authorizing appropriations to the Office of 
Research and Development, Environ- 
mental Protection Agency report 
together with additional views to accom- 
pany H.R. 11302., 78-14480 

Authorizing change of name of a publica- 
tion of the U.S. Naval Observatory : re- 
port to accompany H.R. 3532., 78- 
27093 

Authorizing district court to be held at 
Hempstead, New York : report to ac- 
company S. 2597., 78-19405 

Authorizing expenditures by the Select 
Committee on Indian Affairs : report to 
accompany S. Res. 368., 78-12337 

Authorizing expenditures by the Special 
Committee on Aging : report to accom- 
pany S. Res. 375., 78-10283 

Authorizing funds for the investigation of 
Korean-American relations being con- 
ducted by the Subcommittee on Interna- 
tional Organizations of the Committee on 
International Relations report to ac- 
company H. Res. 915., 78-10156 

Authorizing funds for the standing and 
select committees of the 
Representatives : report to 
H. Res. 879., 78-5816 

Authorizing funds for the standing and 
select committees of the House of 
Representatives : report to accompany 
H. Res. 1070., 78-14456 

Authorizing reimbursement of marshal’s 
service : report to accompany S. Res. 
428., 78-19403 

Authorizing retirement of certain reserve 
members after 20 years of active duty : 
report to accompany H.R. 10341., 78- 
16342 

Authorizing supplemental expenditures by 
the Committee on Agriculture, Nutrition, 
and Forestry for inquiries and investiga- 
tions : report to accompany S. Res. 291., 
78-10267 


House of 
accompany 
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Authorizing supplemental expenditures by 
the Committee on Armed Services for 
inquiries and investigations : report to 
accompany S. Res. 314., 78-6034, 78- 
10268 

Authorizing supplemental expenditures by 
the Committee on Armed Services, the 
Committee on Energy and Natural 
Resources, the Committee on Environ- 
ment and Public Works, and the Com- 
mittee on Foreign Relations for inquiries 
and investigations : report to accompany 
S. Res. 297., 78-5997 

Authorizing supplemental expenditures by 
the Committee on Banking, Housing, and 
Urban Affairs for inquiries and investiga- 
tions : report to accompany S. Pes. 243., 
78-1305, 78-5952 

Authorizing supplemental expenditures by 
the Committee on Rules and Administra- 
tion : report to accompany S. Res. 269., 
78-5959 

Authorizing supplemental expenditures by 
the Special Committee on Aging for 
inquiries [sic] and investigations : report 
to accompany S. Res. 288., 78-10266 

Authorizing supplemental expenditures for 
the Committee on Agriculture, Nutrition, 
and Forestry : report to accompany S. 
Res. 291., 78-5983 

Authorizing the disposition of certain in- 
terests in recreational demonstration pro- 
ject lands by the State of Oklahoma : re- 
port to accompany S. 920., 78-8483 

Authorizing the Governor of the State of 
Wyoming to exhibit the nameplate, ship’s 
bell, and silver service of the U.SS. 
“Wyoming” without restriction : report 
to accompany H.R. 8471., 78-27094 

Authorizing the printing, as a House docu- 
ment, of a certain committee print of the 
Subcommittee on the City of the Com- 
mittee on Banking, Finance, and Urban 
Affairs : report to accompany H. Res 
654., 78-1221 

Authorizing the printing as a House docu- 
ment of a “The 
Capitol” : report to accompany H. Con 
Res. 222., 78-6028 

Authorizing the printing as a House docu- 
ment of the pamphlet entitled “Black 
Americans in Congress” : report to ac- 
company H. Con. Res. 182., 78-6025 

Authorizing the printing as a House docu- 
ment the dedication ceremony of the 
portrait of Hon. Peter W. Rodino, Jr., 
chairman, Committee on the Judiciary 
report to accompany H. Res. 662., 78- 
5828 

Authorizing the printing as a House docu- 
ment the folder “The United States 
Capitol” : report to accompany H. Con. 
Res. 561., 78-19349 

Authorizing the printing of a compilation 
entitled “Majority and minority leaders 
of the Senate” (S. Doc. 95-24) 
to accompany S. Res. 408., 


revised edition of 


report 
78-12341 


Page I-1223 





Authorizing the printing of a revised edi- 
tion of “Our American Government” as 
a House document : report to accom- 
pany H. Con. Res. 205., 78-1217 

Authorizing the printing of a revised edi- 
tion of “Our flag’ as a House document 
: report to accompany H. Con. Res. 204., 
78-1218 

Authorizing the printing of a revised edi- 
tion of ‘“‘The Capitol’’ as a House docu- 
ment : report to accompany H. Con. Res. 
222., 78-1202 

Authorizing the printing of a revised edi- 
tion of ‘“‘The Constitution of the United 
States of America” as a House document 
: report to accompany H. Con. Res. 217., 
78-6027 

Authorizing the printing of a revised edi- 
tion of the “Election law guidebook” as 
a Senate document : report to accom- 
pany S. Res. 409., 78-12342 

Authorizing the printing of additional co- 
pies of hearings entitled “Panama Canal 
treaties” : report to accompany S. Con. 
Res. 53., 78-5830, 78-6020 

Authorizing the printing of additional co- 
pies of part 1 of the report entitled 
“Developments in aging, 1977” : report 
to accompany S. Res. 434.,  78-16444 

Authorizing the printing of additional co- 
pies of the booklet entitled ‘‘The Senate 
Chamber, 1810-1859” : report to accom- 
pany S. Con. Res. 52., 78-5829 

Authorizing the printing of additional co- 
pies of the committee print entitled 
“Protective services for the elderly” : re- 
port to accompany S. Res. 203., 78- 
1292 

Authorizing the printing of additional co- 
pies of the committee print entitled “The 
Panama Canal—a reexamination” : re- 
port to accompany S. Res. 400., 78- 
12340 

Authorizing the printing of additional co- 
pies of the Senate hearing entitled 
“Panama Canal treaty (disposition of 
United States territory), part 2”. : report 
to accompany S. Res. 289., 78-5987 

Authorizing the printing of additional co- 
pies of the Senate hearing entitled 
“Panama Canal treaty (disposition of 
United States territory), part 1” : report 
to accompany S. Res. 290., 78-5988 

Authorizing the printing of additional co- 
pics of the Senate report entitled 
“Kickbacks among medicaid providers” : 
report to accompany S. Res. 183/, 78- 
1277 

Authorizing the printing of additional co- 
pies of volume II of the Senate hearings 
entitled ‘‘Korean influence inquiry” : re- 
port to accompany S. Con. Res. 89., 
78-19348 

Authorizing the printing of the brochure 
entitled “How our laws are made” (H. 
Doc. 94-509) as a House document : re- 
port to accompany H. Con. Res. 190, 
78-6026 
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Authorizing the printing of the committee 
print entitled ““Compendium of materials 
on zero base budgeting in the States” as 
a Senate document : report to accom- 
pany S. Res. 192:, 78-1276 

Authorizing the printing of the committee 
print entitled “Interlocking directorates 
among major U.S. corporations” as a 
Senate document : report to accompany 
S. Res. 452., 78-19501 

Authorizing the printing of the committee 
print entitled “Study on Federal regula- 
tion, volume V, regulatory organization” 
as a Senate document : report to accom- 
pany S. Res. 359., 78-12338 

Authorizing the printing of the committee 
print entitled “Study on Federal regula- 
tion, volume IV, Delay in the regulatory 
process’”’ as a Senate document : report 
to accompany S. Res. 276., 78-6021 

Authorizing the printing of the committee 
print entitled “Study on Federal regula- 
tion, volume III, Public participation in 
regulatory agency proceedings” as a 
Senate document : report to accompany 
S. Res. 277., 78-6022 

Authorizing the printing of the committee 
print entitled “The Coordination of 
United States international economic 
policy” : report to accompany H. Res. 
837., 78-5827 

Authorizing the printing of the committee 
print entitled “Voting rights in major 
corporations” as a Senate document : re- 
port to accompany S. Res. 421., 78- 
16432 

Authorizing the printing of the report enti- 
tled “Progress in the prevention and con- 
trol of air pollution in 1976” as a Senate 
document : report to accompany S. Res. 
285., 78-6023 

Authorizing the printing of the report enti- 
tled ‘‘Progress in the prevention and con- 
trol of air pollution in 1977”’ as a Senate 
document : report to accompany S. Res. 
435., 78-16445 

Authorizing the printing of the report enti- 
tled “Special bridge replacement pro- 
gram, seventh annual report to Conress” 
as a Senate document : report to accom- 
pany S. Res. 436., 78-16446 

Authorizing the printing of 100,000 addi- 
tional copies of the subcommittee print 
of the Subcommittee on Consumer Af- 
fairs of the Committee on Banking, 
Finance, and Urban Affairs entitled 
“Give yourself credit, guide to consumer 
credit laws” : report to accompany H. 
Con. Res. 241., 78-6024 

Authorizing the reprinting of book II of the 
Senate report entitled ‘Intelligence ac- 
tivities and the rights of Americans” (S. 
rept. 94-755) : report to accompany S. 
Con. Res. 96., 78-24887 

Authorizing the reprinting of the commit- 
tee print entitled “Colonization of the 
West Bank territories by Israel” : report 
to accompany S. Res. 538., 78-24935 
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Authorizing the reprinting of the commit- 
tee print entitled ‘Preliminary guide to 
export opportunities to Japan” : report 
to accompany S. Con. Res. 97., 78- 
24888 

Authorizing the Secretary of Agriculture to 
convey certain homesites within the Chu- 
gach and Tongass National Forest, 
Alaska : report to accompany S. 2118., 
78-8487 

Authorizing the Secretary of Agriculture to 
convey certain lands in the Sierra Na- 
tional Forest, Calif., to the Madera 
Cemetery District : report to accompany 
H.R. 2527., 78-6003 

Authorizing the Secretary of Agriculture to 
permit general recreational access and 
geothermal explorations for 6 months 
within a portion of the Bull Run Reserve, 
Mount Hood National Forest, Oreg. : re- 
port to accompany H.R. 7606., 78- 
1196 

Authorizing the Secretary of Agriculture to 
relinquish exclusive legislative jurisdici- 
tion over property under his control : re- 
port to accompany S. 2946., 78-19490 

Authorizing the Secretary of Agriculture to 
relinquish exclusive legislative jurisdic- 
tion over property under his control : re- 
port to accompany S. 2946., 78-26984 

Authorizing the Secretary of the Interior to 
contract with the Middle Rio Grande 
Conservancy District of New Mexico for 
the payment of operation and main- 
tenance charges on certain Pueblo Indian 
lands : report to accompany H.R. 2719., 
78-1224 

Authorizing the Secretary of the Interior to 
convey the interest of the United States 
in certain lands in Adams County, Miss., 
notwithstanding a limitation in the Color 
of title act : report to accompany H.R. 
1403., 78-6002 

Authorizing the Secretary of the Interior to 
erect a memorial in honor of the 56 
signers of the Declaration of Indepen- 
dence in Constitution Gardens in the 
District of Columbia : report to accom- 
pany H.R. 2960 ..., 78-8408 

Authorizing the Secretary of the Interior to 
memorialize the 56 Signers of the 
Declaration of Independence in Constitu- 
tion Gardens in the District of Columbia 
: report to accompany H.R. 2960., 78- 
10270 

Authorizing the Secretary of the Interior to 
transfer franchise fees received from cer- 
tain concession operations at Grand 
Canyon National Park, Ariz., to the 
Grand Canyon Unified School District, 
Arizona, and for other purposes : report 
to accompany S. 2076., 78-14423 

Authorizing the Secretary of the Treasury 
to designate an Assistant Secretary to 
serve in his place as a member of the 
Library of Congress Trust Fund Board : 
report to accompany S. 2220., 78- 
16374, 78-16418 





Authorizing the Select Committee on As- 
sassinations or any subcommittee thereof 
to make applications to courts; and to 
bring and defend lawsuits arising out of 
subpenas, orders immunizing witnesses 
and compelling them to testify, testimony 
or the production of evidence, and the 
failure to testify or produce evidence : 
report to accompany H. Res. 760., 78- 
5735 

Authorizing the Smithsonian Institution to 
acquire the Museum of African Art : re- 
port to accompany S. 2507., 78-19432 

Authorizing the Smithsonian Institution to 
construct museum support facilities : re- 
port to accompany S. 1029., 78-19424 

Authorizing the State of Hawaii to use the 
proceeds from sale, lease, or other 
disposition of certain real property for 
any public purpose : report to accom- 
pany S. 1318., 78-8480 

Authorizing the Wichita Indian Tribe of 
Oklahoma, and its affiliated bands and 
groups of Indians, to file with the Indian 
Claims Commission any of their claims 
against the United States for lands taken 
without adequate compensation, and for 
other purposes : report together with ad- 
ditional dissenting and supplemental 
views, to accompany H.R. 3377., 78- 
2312 

Authorizing $8,868,000 for agents to the 
government of Guam for construction of 
public facilities, and for other purposes : 
report to accompany S. 2821., 78- 
19425 

Authors’ publishing and recording arrange- 
ments., 78-21778 

Auto-answer circuit design for an Anderson 
Jacobson AD 342 modem /, 78-23482 

Auto headlight glass : visible features of 
forensic utility /, 78-19737 

Auto parts price behavior, 
staff report., 78-756 


1971-1976 


Auto repair and maintenance : program to 


reduce consumer loss /, 

Auto restricted zone/multi-user vehicle 
system study /, 78-16039, 78-16040 

Auto safety and your child., 78-7160 

Autobiography of Rear Admiral Charles 
Wilkes, U.S. Navy, 1798-1877 /, 78- 
20360 

Automated array assembly /, 78-8769 

Automated array assembly : annual report 
/, 78-13057 

Automated array assembly task : phase | ... 
/, 78-17211, 78-20826 

Automated array assembly task, phase | ... 
/, 78-4607, 78-6665, 78-13062 

Automated data acquisition and data 
reduction for low-Btu gasification of coal 
for electric power generation : final re- 
port R&D task 8 (phase I), period 
February 1975-August 1976 /, 78-8788 

Automated Great Lakes wave forecasts /, 
78-10585 


78-18813 
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Automated guideway transit : an assess- 
ment of PRT and other new systems, in- 
cluding supporting panel reports 
prepared at the request of the Senate 
Committee on Appropriations, Transpor- 
tation Subcommittee /, 78-26700 

Automated guideway transportation 
between and within cities, 78-22137 

Automated monthly reporting program for 
exporters., 78-22948 

Automated mutual-assistance vessel rescue 
system., 78-8017, 78-8018, 78-8019, 
78-8020, 78-8021 

Automated photomask inspection /, 78- 
19735 

Automated prediction of thunderstorms 
and severe local storms /, 78-10575 

An automated procedure for slope map 
construction : final report /, 78-15075 

Automated radar terminal system, ARTS II 

preliminary site adaption plan., 78- 
7872 

Automated scanning low-energy electron 
probe (ASLEEP) for semiconductor 
wafer diagnostics /, 78-14869 

An automated system for collecting, 
processing, and displaying environmental 
baseline data : final report /, 78-25227 

Automated test item banking /, 78-23212 

Automatic data processing activities sum- 
mary in the United States government., 
78-25841 

Automatic data processing equipment in- 
ventory in the United States govern- 
ment., 78-21104 

Automatic data processing NCO., 78- 
10722 

Automatic dissolved oxygen meter, model 
2010-00A, 78-10591 

Automatic exchange resin pilot plant for 
removal of textile dye wastes /, 78- 
17119 

Automatic interaction detector-version 4 
(AID)-4 reference manual addendum | : 
final report for period October 1973- 
April 1977 /, 78-20440 

Automatic landing, rollout, and turnoff 
using MLS and magnetic cable sensors /, 
78-18201 

Automatic path delay corrections to GOES 
satellite time broadcasts /, 78-19777 

Automatic pressure altitude 
systems and transponders 
and inspection practices., 78-5374 

An automatic recording plastometer for 
plastic properties of coal /, 78-23378 

Automation of long-path absorption cell 
measurements /, 78-20321 

The automobile consumer information 
study : Title Il, Public Law 92-513 /, 
78-24405 

Automobile crash protection report 
together with minority and supplemental 
views of the Committee on Commerce, 
Science, and Transportation, on S. Con. 
Res. 31 ...,  78-10204 

Automobile credit., 78-3186 

Automobile drivelines /, 78-15935 


encoding 
maintenance 
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Automobile fuel economy : hearings before 
the Subcommittee on Science, Technolo- 
gy, and Space of the Committee on 
Commerce, Science, and Transportation, 
United States Senate, Ninety-fifth Con- 
gress, first session ... July 12 and 14, 
1977., 78-5535 

Automobile _ installment 
ments, 78-3186 

Automobile insurance., 78-15375 

Automobile jacks., 78-8077 

Automobile museums., 78-16821 

Automobile passive restraint systems and 
what they mean to you., 78-886 

Automobiles, buses, and _ trucks., 78- 
12580, 78-20061, 78-23045 

Automobiles sedans and station wagons 
(internal combustion engine powered)., 
78-13424 

Automotive fuel economy program. Annual 
report to the Congress., 78-22277 

Automotive gas turbine ceramic refrigera- 
tor design and reliability program /, 78- 
20806 

Automotive gas turbine ceramic regenera- 
tor design and reliabiliby program ... /, 
78-6623 

Automotive repairman, skill level one/two., 
78-20167 

Automotive repairman, skill level three., 
78-8687 

Automotive 


credit develop- 


rust - 

78-9814 

Auxiliaries per dentist in relation to certain 
dental practice  characteristics., 78- 
13546 

Auxiliary two-way airborne radio system in- 
stallations., 78-15953 

Availability and quality of ground water in 
the Lake George area, southeastern Park 
County, Colorado /, 78-23994 

Availability of census records about in- 
dividuals., 78-14856 

Availability of engineering personnel for 
U.S. energy development programs /, 
78-11082 

Availability of heavy fuel oils by sulfur 
levels, 78-3436 

Availability of manual manpower for U.S. 
energy development programs /, 78- 
20955 

Availability of selected materials and 
equipment commodities for U.S. energy 
development programs /, 78-6850 

Availability of the International Fire Ser- 
vice Training Association’s (IFSTA) air- 
craft fire protection and_ rescue 
procedures manual., 78-5389 

Available consumer memos, 78-21236 

Available information, Animal and Plant 
Health Inspection Service., 78-4031 

Available information materials, 78- 
12870, 78-23446 

Avalanche dynamics 


its causes and preven- 
tion., 


: engineering applica- 
tions for land use planning /, 78-6141 
Average earnings of workers in large 

metropolitan areas, 1969, 78-8927 
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Average monthly weather outlook., 78- 
2729 

Average timber characteristics of the better 
stocked, natural stands in North Carolina 
and eastern Virginia /, 78-16620 

Avian mortality at man-made structures : 
an annotated bibliography /, 78-26219 

Avian tumor viruses., 78-3280 

Avian use of livestock watering ponds in 
Western South Dakota /, 78-6176 

Aviation : provision of materials and ser- 
vices : agreement between the United 
States of America and Bolivia, signed at 
Washington and La Paz, May 27 and Au- 
gust 24, 1976., 78-26468 

Aviation : provision of parts and services : 
agreement between the United States of 
America and Pakistan, signed November 
23 and December 20, 1976., 78-18426 

Aviation : provision of services : agreement 
between the United States of America 
and Cape Verde, signed at Washington 
and Praia October 13 and November 19, 
1976., 78-15890 

Aviation boatswain’s mate E 1 & C., 78- 
15115 

Aviation boatswain’s mate E 3 & 2., 78- 
20361 

Aviation boatswain’s mate F 3 & 
15116 

Aviation boatswain’s mate H 3 & 
20363 

Aviation cost allocation study. analysis of 
user taxes imposed by the Airport and 
airway revenue act of 1970., 78-9592 

Aviation electrician’s mate 3 & 2., 78- 
25312 

Aviation fire control technician 3 & 2., 
78-1536 

Aviation forecasts fiscal years 1976-1987., 
78-22170 

Aviation forecasts, fiscal years 1978-1989., 
78-5401 

Aviation forecasts fy 1977-1988 : summary 
and briefing conference., 78-7951 

Aviation information and training materi- 
als., 78-15370 

Aviation insurance and reinsurance : report 
to accompany H.R. 6010., 78-5692 

Aviation maintenance technician schools, 
78-24391 

Aviation noise policy cost benefit analysis 
of alternative retrofit/replacement pro- 
grams., 78-7880 

Aviation protocols hearing before the 
Committee on Foreign Relations, United 
States Senate, Ninety-fifth Congress, first 
session, on Ex. A, 95th Cong., Ist Sess. 
. and Ex. B. 95th Cong., Ist Sess., July 
26, 1977., 78-14319 

Aviation reference data., 78-15043 

Aviation regulatory reform 
fore 


Ve 


3 os 


: hearings be- 
the Subcommittee on Aviation of 
the Committee on Public Works and 
Transportation, House of Representa- 
tives, Ninety-fifth Congress, first session, 
on H.R. 8813 (introduced August 13, 
1977) ...,  78-10017, 78-22542 
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Aviation safety : aircraft passenger educa- 
tion, the missing link in air safety 
hearings before the Subcommittee on In- 
vestigations and Review of the Commit- 
tee on Public Works and Transportation, 
U.S. House of Representatives, Ninety- 
fifth Congress, first session, June 12, 13, 
and 14, 1977., 78-14397 

Aviation security : carriage of weapons and 
escorted persons., 78-7922 

Aviation storekeeper 3 & 2., 78-8724 

Aviation support equipment technician M 3 
& 2., 78-4500 

Aviation support equipment technician | & 
C., 78-12760 

Aviation weather services : a supplement to 
Aviation weather AC 00-6A /, 78-859 

Aviation’s well of knowledge /, 78-7938 

Avon water project : Cape Hatteras Water 
Association : draft environmental state- 
ment /, 78-10467 

AVP bulletin., 78-3777 

Awards by _ program/subprogram., 78- 
24258 

Awards to 
26559 


academic institutions., 78- 


B 


B.L.M. in 
24059 

Baby boom equals career bust /, 78-401 

The bachelor military tenant., 78-20011 

Back-up report for the proposed standard 
for the flammability (cigarette ignition 
resistance) of upholstered furniture, PFF 
6-76 /, 78-22891 

Background and development of the Na- 
tional Reporting System for Family 
Planning Services /, 78-21282 

Background and_ history’ of 
homesteading., 78-7170 

Background and interest measures as pre- 
dictors of success in undergraduate pilot 
training : [errata], 78-4522 

Background and interest measures as pre- 
dictors of success in undergraduate pilot 
training : final report for period 28 Au- 
gust 1972 - Dec. 1975 /, 78-4524, 78- 
15160 

Background and summary regarding the In- 
ternational Conference on Tanker Safety 
and Pollution Prevention held in London, 
England, 6-17 February, 1978., 78- 
18756 

Background document : acid sulfite pulping 
/, 78-15247 

Background document 
bustion in sugar mills /, 78-20664 

Background documents relating to the 
Panama Canal :, 78-8285 

Background information on administrative 
units, members’ offices, and committees 
and leadership offices : communication 
from the Chairman, Commission on Ad- 
ministrative Review, U.S. House of 
Representatives ..., 78-5684 


Wyoming, 78-21603, 78- 


urban 


bagasse com- 


Do not order from index; see indicated entry 





Background information on hydrocarbon 
emissions from marine terminal opera- 
tions /, 78-10906 

Background material on the multifiber ar- 
rangement /, 78-12193 

Background materials for hearings on so- 
cial security., 78-1149 

Background materials on the authorization 
of appropriations for the United States 
International Trade Commission _ for 
fiscal year 1978 /, 78-9950 

Background notes., 78-3672 

Background notes. Andorra, San Marino., 
78-21900 

Background notes. Argentina., 

Background notes. Australia., 

Background notes. Bahrain., 

Background notes. Belgium., 78-14015 

Background notes. Benin., 78-7559 

Background notes. Bermuda., 78-26448 

Background notes. Botswana., 78-26449 

Background notes. Brazil., 78-9500 

Background notes. Bulgaria., 78-14016 

Background notes. Cameroon., 78-21901 

Background notes. Central African Em- 
pire., 78-21902 

Background notes. Chad., 78-21903 

Background notes. Chile., 78-7560 

Background notes. Colombia., 78-9501 

Background notes. Cuba., 78-14017 

Background notes. France., 78-9502 

Background notes. German Democratic 
Republic., 78-7561 

Background notes. Germany, 
Republic of., 78-7562 

Background notes. Ghana., 78-21904 

Background notes. Grenada., 78-9503 

Background notes. Haiti., 78-7563 

Background notes. Hong Kong., 78-21905 

Background notes. Hungary., 78-21906 

Background notes. Index., 78-21921 

Background notes. India., 78-21907 

Background notes. Indonesia., 78-24292 

Background notes. Italy., 78-9504 

Background notes. Japan., 78-21908 

Background notes. Jordan., 78-7564 

Background notes. Kuwait., 78-21909 

Background notes. Lebanon., 78-7565 

Background notes. Liberia., 78-7566 

Background notes. Luxembourg., 78- 
21910 

Background 
21911 

Background notes. Mexico., 78-11809 

Background notes. Monaco., 78-7567 

Background notes. Netherlands Antilles., 
78-21912 

Background 
14018 

Background notes. Nigeria., 

Background notes. 
7569 

Background notes. Norway., 

Background notes. Panama., 
78-21913 

Background notes. Papua New Guinea., 
78-11810 

Background notes. Peru., 


78-7558 
78-11807 
78-11808 


Federal 


notes. Madagascar., 78- 


notes. New Zealand., 78- 


78-9505 
North Yemen., 78- 


78-26450 
78-9506, 


78-21914 





Background notes. Poland., 

Background notes. Romania., 

Background notes. Rwanda., 

Background notes. Saudi 
14020 

Background notes. Seychelles., 

Background notes. Sierra 
24293 

Background notes. South Africa., 78-7568 

Background notes. South Vietnam., 78- 
21916 

Background notes. Spain., 78-21917 

Background notes. Sudan., 78-9508 

Background notes. Swaziland., 78-14021 

Background notes. Switzerland., 78-21918 

Background notes. Thailand., 78-14022 

Background notes. Togo., 78-21919 

Background notes. Tonga., 78-11812 

Background notes. Trinidad and Tobago., 
78-9509 

Background notes. U.S.S.R., 78-24295 

Background notes. Uganda., 78-24294 

Background notes. United Arab Emirates., 
78-24296 

Background notes. United Kingdom., 78- 
11813 

Background notes. Uruguay., 

Background notes. Yugoslavia., 78-14023 

Background notes. Zaire., 78-24297 

Background notes. Dahomey, 78-7559 

Background report on outdoor-indoor noise 
reduction calculation procedures employ- 
ing the exterior wall noise 
(EWNR) method /, 78-22102 

Background report on professional stan- 
dards review organizations : report of a 
Yale University study group /, 78-1067 

Background report on surgery in state 
medicaid programs : staff report /, 78- 
1068 

Backgrounder on the Federal boat safety 
act of 1971., 78-8022 

Backlog of orders for aerospace compa- 
nies., 78-2610, 78-8626 


78-11811 
78-14019 
78-9507 
Arabia., 78- 


78-21915 
Leone., 78- 


78-21920 


rating 


Backlog of orders for aircraft companies, 


78-2610, 78-8626 

Bacteriological water quality of Tul- 
pehocken Creek basin, Berks and 
Lebanon Counties, Pennsylvania /, 78- 
17792 

Badger Jordan planning unit : final environ- 
mental statement : Mt. Hood National 
Forest., 78-12386 

Badlands National 
Dakota., 78-21582 

Bag cleaning technology (high temperature 
tests), 78-12970 

Bags, envelopes, and shipping sacks., 78- 
23046 

Bahrain, 78-11808 

The balance of changing regulatory and 
competitive pressures : remarks /, 78- 
8881 

Balance of plant standard analysis report : 
BOPSSAR : Fluor Pioneer Inc. /, 78- 
20915 

Balance sheet of agriculture, 


Monument, South 


78-19512 





December 1978 


The balance sheet of the farming sector., 
78-19512, 78-22664 

Ball to separator contact forces in angular 
contact ball bearings under thrust and 
radial loads /, 78-26355 

Ballast and subgrade materials evaluation /, 
78-22124 

Ballistic sphere techniques for measuring 
atmospheric parameters /, 78-20324 

Baltimore and Ohio Railroad Company, 
Parkersburg, West Virginia : February 
26, 1973., 78-5301 

Baltimore District, U.S. Army Corps of En- 
gineers, 1774-1974., 78-20235 

Baltimore, Maryland, metropolitan area, 
78-11631 

Ban on TRIS (2,3-dibromopropyl) 
phosphate (chemical flame retardant) : 
hearing before the TRIS Hearing Panel 
of the Committee on the Judiciary, 
United States Senate, Ninety-fifth Con- 
gress, first session, on S. 1503 ... July 26, 
1977., 78-8330 

Bandera County, Texas, 
areas., 78-25940 

Bands, markers, plates, and signs /, 78- 
6384 

Banfield high occupancy vehicle lanes /, 
78-18605 

Banfield high occupancy vehicle lanes : ap- 
pendices /, 78-18606 

Bangladesh, 78-11662 

Bank debits and demand _ deposits; 
seasonally adjusted summary figures, by 
disticts, by months, individual centers by 
months., 78-25722 

Bank debits, deposits, and deposit tur- 
nover., 78-3167 

Bank earnings and capital adequacy /, 78- 
8885 

Bank on US: What 
about., 78-817 

Bank operating statistics., 78-14245 

Bank rates on short-term business loans., 
78-3179 

Banking and insurance occupations., 78- 
15688 

Bankruptcy court revision : hearings before 
the Subcommittee on Civil and Constitu- 
tional Rights of the Committee on the 
Judiciary, House of Representatives, 
Ninety-fifth Congress, first session, on 
H.R. 8200 ... December 12, 13, and 14, 
1977., 78-19187 

Bankruptcy law revision 
Committee on the Judicary, together 
with separate, supplemental, and 
separate additional views, to accompany 
H.R. 8200., 78-5732 

Bankruptcy laws of the United States /, 
78-5443 

The Bankruptcy reform act : hearings be- 
fore the Subcommittee on Improvements 
in Judicial Machinery of the Committee 
on the Judiciary, United States Senate, 
Ninety-fourth Congress, first session, on 
S. 235 and S. 236 ..., 78-12214 


unincorporated 


you should know 


report of the 
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Bankruptcy reform act of 1978 : hearings 
before the Subcommittee on Improve- 
ments in Judicial Machinery of the Com- 
mittee on the Judiciary, United States 
Senate, Ninety-fifth Congress, first ses- 
sion, on S. 2266 and H.R. 8200, 
November 28, 29, and December 1, 
1977., 78-16264 

Bankruptcy reform act of 1978 
accompany S. 2266., 
24927 

Banks = and 
25837 

Bannack scenic withdrawal., 

Banned products., 78-24436 

Banning distribution of Tris : hearings be- 
fore the Subcommittee on Antitrust, 
Consumers, and Employment of the 
Committee on Small Business, House of 
Representatives, Ninety-fifth Congress, 
first session ... April 28 and May 19, 
1977., 78-19231 

Banning environmental 
10526 

The banning of saccharin, 1977: hearing 
before the Subcommittee on Health and 
Scientific Research of the Committee on 
Human Resources, United States Senate, 
Ninety-fifth Congress, first 
June 7, 1977., 78-12119 

Banning of the drug Laetrile from in- 
terstate commerce by FDA : hearing be- 
fore the Subcommittee on Health and 
Scientific Research of the Committee on 
Human Resources, United States Senate, 
Ninety-fifth Congress, first session 
12, 1977., 78-14342 

Barbers Point Harbor, Oahu, Hawaii : sup- 
plement to the final environmental state- 
ment., 78-10808 

Barite., 78-7320, 78-11564, 

Barite : a statistical summary /, 


: report to 
78-24849, 78- 


banking., 78-13386, 78- 


78-24065 


warfare., 78- 


session 


.. July 


78-17808 

78-9178 

Barnwell nuclear fuels plant - applicability 
study., 78-15220, 78-15221 

Barrier islands of the Atlantic and Guif 
coasts of the United States an an- 
notated bibliography /, 78-21599 

Barrier penetration database /, 78-24516 

Barriers for radon in uranium mines /, 78- 
9173 

The barriers to equal opportunity in rural 
housing markets : case studies and analy- 
sis of twelve selected markets : 
port., 78-4890, 78-25918 

Base-age conversion and site-index equa- 
tions for Engelmann spruce stands in the 
central and southern Rocky Mountains /, 
78-14675 

Baseline elements and information sources 
for environmental quality management of 
military installations : final report /, 78- 
20253 

Baseline gas turbine development program 
.. /, 78-6631, 78-6632 

Baseline performance of solar collectors for 
NASA Langley solar building test facility 
/, 78-21830 


final re- 
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Basic concepts of environmental health., 
78-7084 

Basic data on urban storm-water quality, 
Portland, Oregon /, 78-23982 

Basic data relating to the National In- 
stitutes of Health., 78-13472, 78- 
23757 

Basic economic indicators : American and 
spiny lobsters, 1947-1973., 78-12537 

Basic economic indicators : oysters, 1947- 
73., 78-12538 

Basic education rights for the hearing im- 
paired, 78-23706 

Basic educational opportunity grant pro- 
gram., 78-17419 

Basic educational opportunity grant pro- 
gram, 1978-79 family contributions 
schedule : hearing before the Subcom- 
mittee on Postsecondary Education of 
the Committee on Education and Labor, 
House of Representatives, Ninety-fifth 
Congress, first session ... September 12, 
1977., 78-12076 

Basic educational opportunity grant student 
guide; basic grants., 78-23722 

Basic flight information and 
procedures, 78-22158, 78-22159 

Basic flight manual and ATC procedures, 
78-3763 

Basic grant student guide, 

Basic grants., 78-23722 

A basic guide for fire prevention and con- 
trol master planning /, 78-14938 

Basic health services : agreement between 
the United States of America and 
Afghanistan, signed at Washington, June 
30, 1976., 78-26476 

Basic helicopter handbook., 78-9675 

Basic laws and authorities on housing and 
community development, revised through 
January 3, 1978 /, 78-19040 

Basic life skills results manual., 78- 
15399 

Basic management functions : instructor's 
guide, including participant handouts., 
78-173 

Basic management functions : participant 
workbook, 1977 : a training course /, 
78-174 

Basic military requirements., 78-1539 

Basic personnel records and files system, 
78-2942 

Basic petrochemicals industry., 78-20719 

Basic questions, when are we going to 
answer them? : remarks by A. A. Som- 
mers, Jr. Commissioner, Securities and 
Exchange Commission, [before] Finani- 
cal Executive Institute, Michigan As- 
sociation of CPA’s - Indiana Association 
of CPA’s and the National Accountants 
Association, University of Notre Dame, 
South Bend, Indiana, March 17, 1976., 
78-810 

Basic radiological defense officer : 
& examination., 78-4324 

Basic research, applied 
development in industry, 


ATC 


78-23722 


quizzes 


research, 
78-15811 


and 
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Basic research in the mission agencies, 
agency perspectives on the conduct and 
support of basic research, 78-26420 

Basic study on the possibility of waste heat 
utilization in the home : second interim 
report, period July 1, 1975 through 
December 31, 1975 /, 78-301 

Basic techniques of home guardianship., 
78-9205 

Basic training course, emergency medical 
technician : course guide., 78-8099 

Basic training course, emergency medical 
technician : instructor’s lesson plans., 
78-8098 

Basic training course, emergency medical 
technician : student study guide., 78- 
8100 

Basic water monitoring program /, 78- 
4568, 78-25597 

Basic workweek of Federal firefighters : re- 
port to accompany H.R. 3161., 78- 
16468 

Basic workweek of Federal firefighters : re- 
port together with minority views to ac- 
company H.R. 3161., 78-12283 

Bassoon player, skill levels 1, 2, 3., 78- 
8693 

Bathtub and shower injuries., 78-11967 

Battered women : issues of public policy : a 
consultation sponsored by the United 
States Commission on Civil Rights., 78- 
19998 

Batteries I, 
23047 

Bauxite., 

Bauxite 
11470 

Bay to Bay Sanitary District., 

BCD, 78-2894 

BCD; business conditions digest, 78-2894 

Be an energy miser in your home., 78- 
21335 

[Be on the poison lookout 
says poison-proof your bathroom, 
kitchen, and storage area teaching 
poison prevention, posters], 78-24437 

Be safe from insects in recreation areas /, 
78-24949 

BEA economic areas., 78-25079 

The BEA economic areas structural 
changes and growth, 1950-73., 78- 
19984 

Beach and_ nearshore’ processes’ in 
southeastern Florida /, 78-20278 

Beach camping : back country adventures 
in Alaska’s national forests., 78-10325 

Beach changes caused by the Atlantic 
Coast storm of 17 December 1970 /, 
78-25268 

Beach fauna study of the CERC Field 
Research Facility, Duck, North Carolina 
/, 78-23115 

Beach nourishment techniques., 

Beargrass Creek basin : 
vironmental impact 
25281 

Bearing and bushing, plain., 78-20062 

Bearing, antifriction /, 78-23048 


78-6385, 78-12582, 78- 


78-3459 


and alumina, 78-3459, 78- 


78-20776 


: Safety Sadie 


78-20246 
revised draft : en- 
statement., 78- 
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Because you care for kids., 78-897 

Beckman fieldlab dissolved oxygen system, 
78-10592 

Bed forms generated in the laboratory 
under an oscillatory flow., 78-4459 

Bedding poorly drained sites for planting 
loblolly and slash pines in southwest 
Louisiana /, 78-16600 

Bedford County, Virginia (unincorporated 
areas)., 78-25943 

Beef and veal in family meals 
consumers /, 78-10314 

Beef cattle breeding /, 78-6093 

Beef cattle feedlot runoff and control in 
eastern Nebraska /, 78-267 

Beef import act of 1978 : report to accom- 
pany H.R. 5052., 78-19419 

Beef production., 78-6228 

Beef slaughtering, cutting, preserving, and 
cooking on the farm /, 78-3 

Before construction of military projects - 
more economic analyses needed : De- 
partment of Defense., 78-13341 

Before the Federal Maritime Commission, 
Washington, D.C., Council of North At- 
lantic Shipping Associations, et al. vs. 
American Mail Lines, Ltd., et al., docket 
73-38 : brief of the United States Depart- 
ment of Transportation to the adminis- 
trative law judge., 78-7681 

Behavior and physiological correlates of 
varying noise environments /, 78-282 

Behavior & society., 78-2701 

Behavior modification : a transcript of a 
community service radio program with 
guests from the Alcohol, Drug Abuse, 
and Mental Health Administration., 78- 
1983 

Behavior of 


: a guide for 


aircraft antiskid braking 
systems on dry and wet runway surfaces : 
a slip-ratio-controlled system with ground 
speed reference from unbraked nose 
wheel /, 78-13919 

Behavior of aircraft antiskid braking 
systems on dry and wet runway surfaces : 
a velocity-rat-controlled, pressure-bias- 
modulated system /, 78-21799 

The behavior of concrete structures in fire 
: a method for prediction by calculation 
/, 78-19772 

A behavioral analysis of automobile owner- 
ship and modes of travel /, 78-9550 

Behavioral science specialist : commander’s 
manual., 78-1509 

Behavioral science 
manual., 78-1510, 

Behavioral tolerance : research and treat- 
ment implications /, 78-8996 

Being a bouillabaisse of fascinating facts 
about fish : the most-asked questions., 
78-19858 

BEIRMOD, a computer program for calcu- 
lating the effects of exposure to ionizing 
radiation /, 78-18917 

Belgium, 78-14015 

Belgium : a study of the international travel 
market /, 78-19823 


specialist soldier’s 


78-4366 





Belgrade Conference on Security and 
Cooperation in Europe : report to ac- 
company H. Con. Res. 549., 78-19417 

The Belgrade followup meeting to the Con- 
ference on Security and Cooperation in 
Europe : a report and appraisal /, 78- 
19170 

The Belgrade followup meeting to the Con- 
ference on Security and Cooperation in 
Europe, October 4, 1977-March 9, 
1978., 78-21926 

Belgrade preparatory conference for review 
of the Helsinki agreement : report to ac- 
company S. Con. Res. 30., 78-5907 

The Bellevue experience : a case study., 
78-6548 

Belts, straps, and related items., 

The Beltsville Agricultural 
Center, Beltsville, Maryland 
tion & program., 78-16721 

Bench scale and pilot plant investigations., 
78-260 

Benchmark revision of national income and 
product accounts : advanced tables., 
78-1490 

Benchnotes, 78-3036 

Beneficial disposal of water purification 
plant sludges in wastewater treatment /, 
78-23473 

Beneficiation of Alabama clays /, 78- 
26171 

Benefit-cost evaluation of the ERDA fossil 
energy combustion and advanced power 
development program /, 78-6820 


78-23049 
Research 
: organiza- 


Benefit series service, unemployment in- 


surance., 78-3564 

Benefits and beneficiaries under public em- 
ployee retirement systems, calendar year 
1976, 78-23702 

Benefits and problems associated with im- 
proving the ratio of U.S. combat troops 
to military support personnel in Europe : 
report to the Congress /, 78-25809 

Benefits derived from the Outer Continen- 
tal Shelf environmental studies program 
are questionable : report /, 78-25731 

Benefits from flexible work schedules 
legal limitations remain : Civil Service 
Commission, other federal agencies : re- 
port to the Congress /, 78-4668 

Benefits General Services Administration 
provides by operating cafeterias in 
Washington, D.C., Federal buildings : re- 
port /, 78-21046 

The benefits of using a travel agent : con- 
sumer’s guide to travel information., 
78-19819 

Benefits to the United States from Amer- 
ican technical assistance activities abroad 
: some case studies /, 78-21976 

Benin, 78-7559 

Benjamin R. Civiletti to be Deputy Attor- 
ney General report together with 
separate and additional views ..., 78- 
18824 

Bens Branch, Montgomery County, Texas., 
78-10797, 78-12740 
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The benthic fauna and sediments of the 
nearshore zone off Panama City Beach, 
Florida /, 78-15095 

Bermuda, 78-26448 

Beryllium., 78-11471, 78-11575 

The best and worst of times: the United 
States Army Chaplaincy, 1920-1945 /, 
78-12650 

Beta-blocker heart attack trial., 78-23815 

Beta-blocker heart attack trial : guidelines 
for obtaining informed consent., 78- 
23758 

Better access to fire literature., 78-22978 

Better analysis of uncertainty needed for 
water resource projects : report /, 78- 
25813 

Better criteria needed for awarding grants 
for school desegregation : report of the 
Comptroller General of the United 
States., 78-11122 

Better data collection and planning is 
needed to justify advanced waste treat- 
ment construction : Environmental Pro- 
tection Agency : report to the Congress 
/, 78-1651 

Better evaluations needed to weed out use- 
less Federal advisory committees 
to the Congress /, 78-4675 

Better health care for America begins here 
: U.S. Health and Nutrition Examination 
Survey : you are an important part of the 
picture., 78-11239 

Better information needed for oversight 
and evaluation of selected elementary 
and secondary education programs : re- 
port /, 78-23669 

Better jobs and income act., 78-19002 

Better lawns : establishment, maintenance, 
renovation, lawn problems, grasses /, 
78-16509 

Better management needed in exchanging 
Federal and State tax information : re- 
port /, 78-25767 

Better management of defense communica- 
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Borough of Palmerton, Pennsylvania, Car- 
bon County., 78-21441 

Borough of Palmyra, New Jersey, Burling- 
ton County., 78-11415 

Borough of Parryville, Pennsylvania, Car- 
bon County., 78-4929 

Borough of Peapack and Gladstone, New 
Jersey, Somerset County., 78-584 

Borough of Port Carbon, Pennsylvania, 
Schuylkill County., 78-587 

Borough of Port Royal, Pennsylvania, Ju- 
niata County., 78-588 

Borough of Prospect Park, New Jersey, 
Passaic County., 78-7238 

Borough of Renovo, Clinton 
Pennsylvania., 78-11421 

Borough of Reynoldsville, Pennsylvania, 
Jefferson County., 78-9137 

Borough of  Riegelsvile, Pennsylvania, 
Bucks County., 78-9138 

Borough of Roselle, New Jersey, Union 
County., 78-13699 


Pennsylvania, 


Bergen 


County, 
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Borough of Rutherford, New 
(Bergen County), 78-11422 
Borough of Sellersville, Pa., Bucks County., 
78-2044 

Borough of Sharpsburg, Pennsylvania, Al- 
legheriy County., 78-26075 

Borough of Smethport, Pennsylvania, 
McKean County., 78-9147 

Borough of Sylvania, Pennsylvania, Brad- 
ford County., 78-7245 

Borough of Walnutport, Pennsylvania, 
Northampton County., 78-11432 

Borough of West Elizabeth, Pennsylvania, 
Allegheny County., 78-26098 

Borough of Wheatland, Pennsylvania, 
Mercer county., 78-4948 

Borough of Williamsburg, Pennsylvania, 
Blair County., 78-4950 

Boston Glacier Research Natural Area /, 
78-16563 

Boston, Massachusetts, metropolitan area, 
78-11642 

Boston, nontraditional occupations 
gram for women., 78-18012 

Boston residential energy consumption /, 
78-9014 

Botanical composition of cattle diets on a 
southern pine-bluestem /, 78- 
14727 

Botetourt County, Virginia, unincorporated 
areas., 78-13605 

Botswana, 78-26449 

Bottom obstructions in the southwestern 
North Atlantic, Gulf of Mexico, and 
Caribbean Sea /, 78-4153 

Boulder-Grand Divide Unit : draft environ- 
mental statement., 78-16666 

Boulder Laboratories Library 
handbook /, 78-19635 

Boulos Stephan : report to accompany H.R. 
2292., 78-1165 

Boundary lines needed in the Southern Re- 
gion., 78-14579 

Boxes and crates /, 78-23050 

Brackets /, 78-6387, 78-6388, 78- 
20064 

Bradley and McMinn Counties, Tennessee., 
78-25047 

The Braff crystal spectrometer as a diag- 
nostic tool /, 78-20389 

Braille book review., 78-3580 

Brain electrophysiological concomitants of 
hemispheric laterality while processing 
altimeter display information /, 78- 
20426 

Brakes : a_ subject bibliography from 
Highway safety literature., 78-8109 

Brass group leader, MOS 02P, skill level 4., 
78-10719 

Brassieres, girdles, and allied garments., 
78-8600, 78-19675 

Brattice window method for measuring 
leakage through mine stoppings/, 78- 
636 

Brazed Borsic/aluminum structural panels /, 
78-11756 

Brazil, 78-9500 

Brazil’s cotton industry /, 


Jersey, 


pro- 


range 


reference 


78-16713 
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Brazos River, Fort Bend County Texas., 
78-4476 

Breakaway barricades procedures for 
State highway department participation., 
78-18621 

Breakeven analysis., 78-24316 

Breaking new ground in wildlife manage- 
ment: remarks /, 78-6081 

The breakout of Alaska’s Lake George /, 
78-26130 

Breakwater stability study, Imperial Beach, 
California hydraulic model investiga- 
tion, final report /, 78-10750 

Breeding and production florist 
nursery crops., 78-6220 

Breeding and production : forage crops for 
hay, pastures, and other uses including 
turf., 78-6221 

Breeding biology of the spectacled caiman, 
Caiman crocodilus crocodilus, in the 
Venezuelan Llanos /, 78-654 

BRENDA : a dynamic simulator for a sodi- 
um-cooled fast reactor power plant /, 
78-24518 

Bretton Woods agreements act amend- 
ments of 1978 : report of the Committee 
on Banking, Housing, and Urban Affairs, 
United States Senate, to accompany S. 
2152 together with additional views., 
78-14527 

Bretton Woods agreements amendments 
act of 1977 : report of the Committee on 
Foreign Relations, United States Senate, 
on §. 2152 ..., 78-6053 

BRH bulletin., 78-3339 

BRH publications index., 78-7093 

Brian Hall and Vera W. Hall : report to ac- 
company H.R. 5099., 78-5787 

Brian Patrick Webb and his wife, Laurene 
Anne Webb : report to accompany S. 
1052., 78-6049 

Bridge and highway damage resulting from 
the 1976 Guatemala earthquake /, 78- 
18588 

Bridge grafting and inarching damaged fruit 
trees /, 78-10301 

Bridge replacement and rehabilitation act 
of 1977 : hearing before the Subcommit- 
tee on Transportation of the Committee 
on Environment and Public Works, 
United States Senate, Ninety-fifth Con- 
gress, first session, on S. 394 ... May 21, 
1977, Ankeny, lowa., 78-5642 

Bridge specialist., 78-10681 

Bridge specialist, MOS 12C, skill level 3 : 
soldier's manual., 78-12655 

Bridge specialist MOS 12C, skill level 4 : 
soldier’s manual., 78-10683 

Bridge specialist MOS 12C, skill levels 1 
and 2 : soldier’s manual., 78-10682 

Bridgeport, Conn. : how an old industrial 
city adapts to change : hearing before 
the Subcommittee on the City of the 
Committee on Banking, Finance, and 
Urban Affairs, House of Representatives, 
Ninety-fifth Congress, first session, 
December 12, 1977., 78-19036 


and 
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Bridges over navigable waters of the United 
States., 78-9719, 78-16021 

Bridging the gap : a reassessment : a report 
/, 78-6315 

A brief description of medicare for railroad 
workers and their families., 78-26439 

A brief explanation of environmental im- 
pact statements., 78-6552 

Brief history of measurement systems with 
a chart of the modernized metric 
system., 78-19733 

A brief history of the Medicaid Early and 
Periodic Screening Diagnosis and Treat- 
ment program : EPSDT /, 78-527 

A brief history of the Senate Committee on 
Commerce, Science, and Transportion 
and its activities since 1947., 78-19396 

Brief of the United States Department of 
Transportation to the Administrative 
Law Judge., 78-7681 

Brief summary of testimony presented to 
the Subcommittee on Social Security 
during public hearings held July 18-22 
and July 26-27, on H.R. 8218, the 
“Social security financing, benefits index- 
ing, and equal rights amendments of 
1977,” and other social security issues., 
78-1152 

Briefing by Postal Rate Commission : hear- 
ing before the Committee on Post Office 
and Civil Service, House of Representa- 
tives, Ninety-fourth Congress, first ses- 
sion, March 6, 1975., 78-14387 


Briefing on Department of Energy : hearing 
before the Subcommittee on Environ- 
ment and the Atmosphere of the Com- 
mittee on Science and Technology, U.S. 
House of Representatives, Ninety-fifth 


Congress, first session, 
1977., 78-10029 

Briefing on the National Oceanic and At- 
mospheric Administration : hearings be- 
fore the Subcommittee on the Environ- 
ment and the Atmosphere of the Com- 
mittee on Science and Technology, U.S. 
House of Representatives, Ninety-fifth 
Congress, first session, May 17, 18, 
1977., 78-12180 

Briefing on the proposed Public broadcast- 
ing financing act of 1978 /, 78-16236 

Briefings on SALT negotiations : hearings 
before the Committee on Foreign Rela- 
tions, United States Senate, Ninety-fifth 
Congress, first session ... November 3 
and 29, 1977., 78-26790 

Briefs of accidents [in] U.S. civil aviation, 
78-3738 

Briefs of accidents involving aerial applica- 
tion operations, U. S. general aviation, 
78-24362 

Briefs of accidents involving aerial applica- 
tions operations, U. S. general aviation., 
78-18552 

Briefs of accidents involving air taxi opera- 
tions, U.S. general aviation., 78-22032, 
78-24363 


November 4, 
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Briefs of accidents involving alcohol as a 
cause/factor, U.S. general aviation., 78- 
22033 

Briefs of accidents involving alcohol as a 
cause/factor, United States general avia- 
tion., 78-18556, 78-24358 

Briefs of accidents involving amateur built 
(homebuilt) aircraft, U.S. general avia- 
tion, 78-24361 

Briefs of accidents involving amateur/home 
built aircraft, U.S. general aviation., 78- 
18554, 78-24361 

Briefs of accidents involving commuter air 
carriers and on-demand air taxi opera- 
tions, U.S. general aviation., 78-24363 

Briefs of accidents involving cor- 
porate/executive aircraft, U.S. general 
aviation., 78-24360 

Briefs of accidents involving midair colli- 
sions, U.S. general aviation., 78-24354 

Briefs of accidents involving missing air- 
craft, U.S. general aviation, 78-18555, 
78-24359 

Briefs of accidents involving missing and 
missing later recovered aircraft, U.S. 
general aviation., 78-18555, 78-24359 

Briefs of accidents involving rotorcraft, 
U.S. general aviation., 78-18553, 78- 
24356 

Briefs of accidents involving turbine 
powered aircraft, U.S. general aviation., 
78-18558, 78-24355 

Briefs of accidents involving weather as a 
cause/factor, U.S. general aviation, 78- 
24352, 78-24357 

Briefs of aircraft accidents involving air 
taxi operations, U.S. general aviation, 
78-22032 

Briefs of aircraft accidents involving al- 
coholic impairment of efficiency and 
judgement as a cause/factor, U.S. general 
aviation, 78-22033, 78-24358 

Briefs of aircraft accidents involving cor- 
porate/executive aircraft, U.S. general 
aviation, 78-24360 

Briefs of aircraft accidents involving rotor- 
craft, U.S. general aviation, 78-18553, 
78-24356 

Briefs of aircraft accidents involving tur- 
bine powered aircraft, U.S. general avia- 
tion, 78-24355 

Briefs of fatal accidents involving weather 
as a cause/factor, U.S. general aviation., 
78-18557, 78-24352, 78-24357 

A bright future, your guide to work., 78- 
7542 

Brigitte Marie Harwood : report to accom- 
pany S. 391., 78-14507 

Bringing the chemical threat under con- 
trol., 78-25612 

British air almanac, 78-12768, 78-23190 

British public opinion on the President's 
forthcoming visits to China and the 
USSR., 78-5078 

Broadcast actions, 78-2910 

Broadcast applications, 78-2912 
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Broadcasting the proceedings of the House 
: a report of the Committee on Rules on 
its study of alternative methods of 
providing complete and unedited audio 
and visual broadcasting of the 
proceedings of the House of Representa- 
tives /, 78-12262 

Broadwoven fabric (gray)., 78-2599 

Brochures available from FDA, 78-21230 

Broiler breeder house : double “A”., 78- 
1317 

Bromine., 78-7321, 
11566, 78-17810 

Bromine chloride an alternative to 
chlorine for fouling control in condenser 
cooling systems /, 78-15282 

Brookhaven National Laboratory, Upton, 
New York., 78-25407 

Brooklyn Eastern’ District Terminal, 
Brooklyn, New York : March 16, 1973., 
78-5302 

Brown County, Minnesota, unincorporated 
areas., 78-15460 

Brown County, Wisconsin, (unincorporated 
areas), 78-9043 

Browns Ferry Nuclear Plant, 1976., 78- 
24543 

Brucellosis outbreak in New York and Ver- 
mont : hearings before the Subcommittee 
on Department Investigations, Oversight, 
and Research of the Committee on 
Agriculture, House of Representatives, 
Ninety-fifth Congress, first session Sep- 
tember 30, 1977, Watertown, N.Y., Oc- 
tober 1, 1977, Burlington, Vt., 78-9884 

Brucellosis surveillance. Annual summary., 
78-13558 

Brucellosis surveillance (Annual summary), 
78-13558 

Brush, electrical contact /, 78-23051 

Bubble behaviorin LMFBR core disruptive 
accidents : annual report, July 1, 1976 - 
September 30, 1977 /, 78-18926 

Buchanan County, Missouri, unincor- 
porated areas., 78-15461 

Buckingham County, Virginia 
(unincorporated areas)., 78-15462 

Budget - National Transportation Safety 
Board, 78-14068 

Budget allocation report of Committee on 
Governmental Affairs : report., 78-1297 

Budget amendment and supplemental ap- 
propriations : communication from the 
President of the United States ...,  78- 
10076 

Budget authority for foreign military sales 
is substantially understated : report /, 
78-25814 

Budget estimates - Urban Mass Transporta- 
tion Administration, 78-14202 

Budget estimating techniques : a training 
course /, 78-16891 

Budgec of the District of Columbia fiscal 
year 1979 : message from the President 
of the United States ..., 78-22575 

The budget of the United States Govern- 
ment., 78-24277, 78-24278 


78-7322, 78- 





The budget of the United States Govern- 
ment. Appendix., 78-24278 

Budget of the United States government, 
1979, and economic report of the Pre- 
sident, January 1978., 78-8891 

Budget revisions : communication from the 
Acting Director, Office of Management 
and Budget, Executive Office of the Pre- 
sident ..., 78-16335 

Budget scorekeeping report, 78-3949 

Budget. Supplemental request - Board for 
International Broadcasting., 78-16091 

Budget views and estimates., 78-8354 

Budgetary strategies for fiscal years 1979- 
1983 : a report to the Senate and House 
Committee on the Budget., 78-12198 

Budgeting and planning guidance, 78- 
23438 

Buff book, 78-3887 

Buffalo, New York, metropolitan area, 
78-11648 

Buffet characteristics of the F-8 supercriti- 
cal wing airplane /, 78-9385 

Buffet simulation for advanced simulator 
for pilot training (ASPT) /, 78-4547, 
78-15197 

Building and fencing materials : prices, 
margins, and marketing practices /, 78- 
19626 

Building design for radiation shielding and 
thermal efficiency., 78-10675 

Building industry technology., 78-2699 

Building international order : speech /, 
78-18393 

Building standards and energy conservation 
in public school buildings : an overview 
of three states, Colorado, Rhode Island, 
Virginia /, 78-13178 

Building stoppings in mines with large 
openings /, 78-26179 

Building technology, 78-2699 

Building technology publications : 
ment 1, 1976., 78-1428 

Building the solar home : some early les- 
sons learned., 78-23895 

Buildings and community 
17025 

Bulgaria, 

Bulletin, 
78-3690 

Bulletin - National Clearinghouse for 
Poison Control Centers., 78-3333 

Bulletin - National Science Foundation., 
78-3627 

Bulletin - Southwest Fisheries Center., 78- 
2839 

Bulletin - Transportation Systems Center, 
Technical Information Center., 78-3729 

Bulletin, Income tax rulings, 78-3708 

Bulletin index-digest system, 78-11825, 
78-21998 

Bulletin index-digest system, service one : 
Income tax., 78-825 

Bulletin index-digest system. Service 1. In- 
come tax., 78-3709 

Bulletin index-digest system. Service 2. 
Estate and gift taxes., 78-3710 


supple- 


systems, 78- 


78-14016 


78-3071, 78-3359, 78-3630, 
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Bulletin index-digest system. Service 3. Em- 
ployment taxes., 78-3711 

Bulletin index-digest system. Service 4. Ex- 
cise taxes., 78-3712 

Bulletin index-digest system, service one. 
Income tax, 78-3709 

Bulletin information report, 78-22340, 
78-22341, 78-22342, 78-22343 

Bulletin of information - Coast Guard 
Academy., 78-22226 

Bulletin of prosthetics 
26663 

Bunk beds., 

Bunker fuels, 78-2617, 78-19685, 78- 
19686, 78-22823, 78-22949 

Bunker fuels; oil and coal laden in the 
United States on vessels engaged in 
foreign trade., 78-2617, 78-19685, 
78-19686, 78-22823, 78-22949 

The Bureau of Indian Affairs needs to 
determine how well its Indian training 
program is working and assist tribes in 
their training efforts report of the 
Comptroller General of the United 
States., 78-13207 

Bureau of Indian Affairs not operating 
boarding schools efficiently : report of 
the Comptroller General of the United 
States., 78-13211 

Bureau of Indian Affairs organization 
hearings before the United States Senate 
Select Committee on Indian Affairs, 
Ninety-fifth Congress, first session... July 
13, August 1, 1977., 78-22494 

Bureau of Land Management quadrennial 
authorization fiscal years 1979 through 
1982 : report to accompany S. 2234., 
78-19429 

Bureau of Medical Services annual statisti- 
calsummary, 78-23826 

Bureau of Mines damage-resistant brattice 
/, 78-11461 

Bureau of Mines research; a summary of 
significant results in mining, metallurgy 
and energy., 78-24033 

Bureau of Mines research on 
recovery reclamation, utilization, 
disposal and stablization /, 78-2074 

Bureau of Naval Personnel manual., 78- 
3066 

The Bureau of Outdoor Recreation and its 
responsibilities., 78-21611 

Bureau of Power staff report : electric 
power supply and demand 1977-1986 as 
projected by the regional electric relia- 
bility councils in their April 1, 1977 
responses to FPC order 383-4, docket R- 
362., 78-8850 

The Bureau of Radiological Health : a look 
at FDA’s program to protect the Amer- 
ican consumer from radiation., 78-1947 

Bureau of Radiological Health research 
grants program., 78-13516 

Bureau of Radiological Health research 
grants program (Washington), 78- 
13516 

Bureau of the Census catalog., 


research., 78- 


78-11993 


resource 


78-2612 
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Bureau of the Census catalog. Monthly 
supplement., 78-2611 
Burglary game., 78-9205 
Burlington Northern, Inc., Butte, Montana : 
November 19, 1973., 78-5312 
Burlington Northern, Inc. South Seattle, 
Wash., February 23, 1972., 78-22146 
Burlington Northern, Incorporated, 
Hastings, Nebraska : June 30, 1973., 
78-5305 
Burma floods., 78-5228 
Burner fuel oils., 78-17802 
Bus interior design for improved safety /, 
78-22234 
Business and business management., 78- 
15368 
Business & economics., 78-2708 
Business conditions digest., 78-2894 
Business conditions digest, supplement., 
78-6311 
Business credit and assistance, 
Business development loan to Keystone 
Georgia Metal Company inadequately 
justified : Department of Commerce : re- 
port of the Comptroller Ceneral of the 
United States., 78-13192 
Business establishments, employment and 
taxable payrolls, by industry groups, 
under old-age and survivors insurance 
program. Alabama, 78-1392, 78-1393, 
78-1394, 78-1395, 78-1396, 78- 
1397, 78-1398, 78-1399, 78-1400, 
78-1401, 78-1402, 78-1403, 78- 
1404, 78-1405, 78-1406, 78-1407, 
78-1408, 78-1409, 78-1410, 78- 
1411, 78-1412, 78-1413, 78-1414, 
78-1415, 78-1416, 78-1417, 78- 
1418, 78-1419, 78-1420, 78-1421, 
78-4093, 78-4094, 78-4095, 78- 
4096, 78-4097, 78-4098, 78-4099, 
78-4100, 78-4101, 78-4102, 78- 
4103, 78-4104, 78-4105, 78-4106, 
78-4107, 78-4108, 78-4109, 78- 
4110, 78-12483, 78-12484, 78- 
12485, 78-12486, 78-12487, 78- 
12488, 78-12489, 78-12490, 78- 
12491, 78-12492, 78-12493, 78- 
12494, 78-12495, 78-12496, 78- 
12497, 78-12498, 78-12499, 78- 
12500, 78-12501, 78-16791, 78- 
16792, 78-16793, 78-16794, 78- 
16795, 78-16796, 78-16797, 78- 
16798, 78-16799, 78-16800, 
19692, 78-19693, 78-19695, 
19696, 78-19697, 78-19698, 
19700, 78-19701, 78-19702, 
19703, 78-19704, 78-19705, 
19706, 78-19707, 78-19708, 
19709, 78-19710, 78-19711, 
19712, 78-19713, 78-19714, 78- 
22844 
Business ethnics and the free enterprise 
system : remarks by A. A. Sommers, Jr. 
Commissioner, Securities and Exchange 
Commission, [before] National Associa- 
tion of Truck Stop Operators Seminar, 
San Antonio, Texas, February 16, 1976., 
78-807 


78-23689 
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Business firms, 78-19961, 
78-19963, 78-19964 

A business guide to the Near East & North 
Africa /, 78-19965 

Business income tax returns, 
78-24330 

Business involvement in CETA—the STIP 
experience., 78-24179 

Business machines., 78-23052 

Business occupations., 78-17981 

Business of farming : quik-quiz., 78-16531 

Business opportunities for minority-owned 
businesses., 78-7840 

Business record exemption of the Freedom 
of information act : hearings before a 
subcommittee of the Committee on 
Government Operations, House of 
Representatives, Ninety-fifth Congress, 
first session, October 3 and 4, 1977., 
78-9958 

Business research and analysis, effects of 
electrical power variations upon compu- 
ters., 78-19950 

Business service check list; a biweekly 
guide to Department of Commerce publi- 
cations, plus key business indicators., 
78-2545 

Business service checklist, 78-2545 

Business statistics; a weekly supplement to 
the Survey of current business., 78- 
2897 

Business statistics (Weekly), 78-2897 

Business statistics data finder., 78-25012 

Business use of your home., 78-11828 

Busing of schoolchildren : hearings before 


78-19962, 


78-22001, 


the Committee on the Judiciary, United 
States Senate, Ninety-fifth Congress, first 


session, on S. 1651 ..., 78-1089 

The Buy American act amendments of 
1977 : hearings before the Subcommittee 
on Federal Spending Practices and Open 
Government of the Committee on 
Governmental Affairs, United States 
Senate, Ninety-fifth Congress, second 
session, on S. 2318 ... March 17, 1978, 
Pittsburgh, Pa., March 23, April 5, 1978, 
Washington, D.C., 78-26800 

Buying food a guide for calculating 
amounts to buy and comparing costs /, 
78-24953 

Buying transportation : what the consumer 
and small business owner should know 
about freight rates and passenger fares., 
78-17886 

By design a ten-year report by the 
Architecture Environmental Arts Pro- 
gram, 1966-1976., 78-2108 

By making the Lawrence Berkeley Labora- 
tory a Federal computer center the De- 
partment of Energy can save millions 
while serving government agencies., 78- 
13225 


Cc 


Cabinets and racks., 78-23053 
Cable assemblies, electrical and electronic., 
78-20065 
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Cable-stayed bridges : a compilation of 
Papers presented at Engineering Sym- 
posium, Cable-Stayed Bridges, Pasco, 
Washington, December 6-7, 1977/, 78- 
22111 

Cable television : hearings before the Sub- 
committee on Communications of the 
Committee on Commerce, Science, and 
Transportation, United States Senate, 
Ninety-fifth Congress, first session 
June 6, 7, and 8, 1977., 78-995 

Cable television actions, 78-2926 

Cable television and a regulatory policy : 
Federal Communications Commission : 
report to the Subcommittee on Commu- 
nications, Committee on Interstate and 
Foreign Commerce /, 78-1635 

Cable television authorization actions, 78- 
2927 

Cable television certificate of compliance 
actions, 78-2930 

Cable television relay service (CARS) ap- 
plications, 78-2929 

Cable television service applications, 78- 
2928 

Cadmium., 
11552 

Caffeine, 78-21231 

Cahaba River wastewater facilities., 78- 
25695 

Calcasieu Parish, Louisiana 
(unincorporated areas)., 78-21364 

Calcium and calcium compounds., 78- 
11474 

Calculating a yearly limit depth to the ac- 
tive beach profile /, 78-10773 

Calculation methods for compressible tur- 
bulent boundary layers—1976 /, 78- 
5150 

Calculation of cost in design of machinery 
Raschety sebestoimosti proyektiruyemkh 
mashin /, 78-22319 

Calculation of emission factors for agricul- 
tural burning activities /, 78-12820 

Calculation of laminar and turbulent boun- 
dary layers for two-dimensional time-de- 
pendent flows /, 78-18174 

Calculation of releases of radioactive 
materials in gaseous effluents from 
nuclear-powered merchant ships (NMS- 
GEFF code) /, 78-24504 

Calculation of selected atmospheric com- 
position parameters for the mid-latitude, 
September stratosphere /, 78-20318 

Calculation of the longitudinal aerodynam- 
ics characteristics of wing-flap configura- 
tions with externally blown flaps /, 78- 
9408 

Calculations, and comparison with an ideal 
minimum, of trimmed drag for conven- 
tional and canard configurations having 
various levels of static stability /, 78- 
18068 

Calendar - Court of Claims., 

Calendar of business - 
House Administration, 
House of Representatives., 


78-3474, 78-11473, 78- 


78-3513 

Committee on 

United States 
78-3920 
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Calendar of business - Senate of the United 
States., 78-3818 

Calendar of business - United States House 
of Representatives. Committee on House 
Administration, 78-3920 

Calendar of events; public sector labor 
relations information exchange., 78- 
3524 

Calendar of the Smithsonian Institution., 
78-3687 

Calendars of the United States House of 
Representatives and history of legisla- 
tion., 78-3816 

Calibrating two 6-port reflectometers with 
only one impedance standard /, 78- 
22886 

Calibration and related measurement ser- 
vices of the National Bureau of Stan- 
dards /, 78-19732 

Calibration of a mathematical model of the 
Antelope Valley ground-water basin, 
California /, 78-15533 

Calibration of quartz stress gauge current 
in impace experiments /, 78-20342 

Calibration of time response of thermome- 
ters : concepts and model calculations /, 
78-14881 

Calibration of transonic and supersonic 
wind tunnels /, 78-18211 

California, 78-4835 

California bearing ratio design curves., 
78-6494 

The California condor, 1966-76 : a look at 
its past and future /, 78-21600 

California condors : status of the recovery 
effort /, 78-22714 

The California Desert Conservation Area., 
78-13804 

California drought of 1976 and 1977 — ex- 
tent, damage, and governmental response 
: report of the Comptroller General of 
the United States., 78-6903 

California, monthly averages of tempera- 
ture ..., 78-4213 

California, monthly normals of temperature 
wy 78-4168 

The California residential energy standards 
: problems and recommendations relating 
to implementation, enforcement, and 
design., 78-17280 

California State supplement to USDA 
Forest Service environmental statement., 
78-16674, 78-16675 

California trials with lean concrete base 
(LCB) /, 78-14075 

The call-a-bus demonstration project : spe- 
cialized transportation for the elderly and 
handicapped in Syracuse, New York /, 
78-8059 

Call for estimates - facilities and equipment 
: (RIS : BU 2500-4)., 78-18654 

Calleguas Creek, Simi Valley to Moorpark, 
Ventura County, California : letter from 
the Secretary of the Army, transmitting, 
a letter from the Chief of Engineers, De- 
partment of the Army, dated June 21 , 
1976, submitting a report, together with 





accompanying papers and _ illustrations, 
on Calleguas Creek, Simi Valley to 
Moorpark, Ventura County, California, 
in partial response to a resolution of the 
Committee on Public Works of the 
Senate, adopted June 22, 1965., 78- 
12716 

Callus proliferation and differentiation of 
Ribes spp. in vitro /, 78-14674 

Calumet tunnel system., 78-20778 

Cambridge Harbor, channel and turning 
basin, Cambridge, Dorchester County, 
Maryland., 78-4486, 78-4487 

Cameroon, 78-21901 

Camilla A. Hester : report to accompany S. 
1269., 78-5790 

Camouflage materials for fixed-installation 
concealment : final report /, 78-20260 

Campbell County, Virginia, unincorporated 
areas., 78-25955 

Camping facilities in areas administered by 
the National Park Service,, 78-15611 

Camping in the national park system., 
15611 

Campsite _ reservation 
camper’s viewpoint /, 

Campus, 78-3063 

Campus; the Navy education and training 
monthly., 78-3063 

Can Congress control the power of the 
purse? : hearings before the Committee 
on the Budget, United States Senate, 
Ninety-fifth Congress, second session, 
January 17, 1978... January 18, 1978 ... 
January 19, 1978 ..., 78-14299 

Can drug abuse be prevented in the black 
community?, 78-511 

Can feedlot lambs be fed economically to 
heavier weights? /, 78-16755 

Can health maintenance organizations be 
successful? : an analysis of 14 federally 
qualified “‘HMOs” : report to the Con- 
gress /, 78-25789 

Can the Army’s $2.8 billion program to 
modernize the CH-47 helicopter be im- 
proved? : report to the Congress /, 78- 
13372 

Can they do that? : hot or exempt., 
21618 

Canada., 78-13421 

Canada-United States Interparliamentary 
Group : report on the eitheenth meeting, 
held at Victoria, British Columbia, May 
27-31, 1977 /, 78-5569 

Canadian automobile agreement., 78- 
8275 

Canadian feed grain policy /, 78-12450 

Canadian tax provisions on U.S. broadcast- 
ing : report to accompany S. Res. 152., 
78-5928 

Canceling or 
14125 

Cancer and coal tar hair dyes : 
lated hazard to consumers : report of the 
Comptroller General of the United 
States., 78-6945 
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Cancer-causing chemicals : hearings before 
the Subcommittee on Oversight and In- 
vestigations of the Committee on In- 
terstate and Foreign Commerce, House 
of Representatives, Ninety-fifth Congress, 
second session ..., 78-22498 

Cancer chemotherapy reports. Part 1, 78- 
3276 

Cancer chemotherapy reports. Part 2, 78- 
3276 

Cancer chemotherapy reports. Part 3, 78- 
3276 

Cancer drugs that work /, 78-17579 

Cancer information service., 78-21190 

Cancer patient survival : report number 5 :, 
78-423 

Cancer testing technology and saccharin., 
78-14261 

Cancer treatment reports., 78-3276 

CANDE user manual /, 78-846 

Candidate protectants for wheat against 
stored-grain insects /, 78-3973 

Canned fishery products, annual summary., 
78-12540, 78-19897 

Canned food report, 78-2630 

Canned food, stocks, pack, shipments., 
78-2630 

Canning, freezing and storage of foods., 
78-21066 

Canning, freezing, storing garden produce., 
78-6097 

Cannon crewman., 78-20148 

Cannon fire direction specialist, MOS13E., 
78-20149 

Cannon fire direction specialist skill level 
3., 78-10686 

Cannon fire direction specialist skill level 
4., 78-10687 

Cannon/missile senior sergeant, MOS 13Y., 
78-20150 

Cannon/missile senior sergeant 
manual., 78-20151 

Cantilever beam tests on reinforced ice /, 
78-25244 

Canton, Ohio metropolitan area., 
78-11621, 78-24154 

Capabilities and applications of the pro- 
gram to optimize simulated trajectories 
(POST) : program summary document /, 
78-9419 

Capability for intrusion detection at 
nuclear fuel sites., 78-18944 

Capacitor-resistor., 78-20067 

Capacitors, fixed., 78-20068 

Capacity and productivity implications of 
enroute air traffic control automation /, 
78-7966 

Capacity building., 78-4889 

Capacity-building : index to methods and 
documents : improved decision-making 
and problem-solving in local government 
/, 78-7163 

Capacity-building : strategies for manage- 
ment change : improved decision-making 
and problem-solving in local government 
/, 78-7161 
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78-697, 
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Capacity-building : strategies for providing 
assistance improved decision-making 
and problem-solving in local government 
/, 78-7162 

Capacity of refrigerated warehouses., 78- 
22789 

Capacity of refrigerated warehouses in the 
United States., 78-22789 

Capacity utilization; manufacturing and 
materials., 78-3199 

Capacity utilization in manufacturing, 78- 
3199 

Cape Cod Canal : Bourne & Sandwich, 
Massachusetts., 78-23151 

Capital and operating costs of selected air 
pollution control systems /, 78-17031 

Capital assistance to bus transit systems : a 
summary report., 78-18773 

Capital cost : low and high sulfur coal 
plants—800 MWe /, 78-5476 

Capital costs : high and low sulfur coal 
plants—1200 MWe /, 78-2202 

Capital formation hearings before the 
Select Committee on Small Business, 
United States Senate, Ninety-fifth Con- 
gress, second session ..., 78-22556 

Capital formation in an uncertain financial 
environment : remarks /, 78-8880 

Capital markets today and tomorrow : an 
address by Ray Garrett, Jr., Chairman, 
Securities and Exchange Commission, 
March 22, 1974, [before] Executives 
Club of Chicago, LaSalle Hotel, Chicago, 
Illinois., 78-801 

Capital projects and economic develop- 
ment programs : consulting services : 
agreement between the United States of 
America and the Philippines, signed at 
Manila March 11, 1976., 78-5186 

Capital punishment 1976., 78-7421 

Caps and plugs., 78-23054 

Caps, radiator and tank /, 78-4299 

Capsizing/swamping accident investigations 
for 1976 season /, 78-9740 

Capsizing/swamping accident investigations 
of small, lightweight boats for 1974 
season /, 78-8045 

Capsule summaries of plants and laborato- 
ries, FY 1975 /, 78-6688 

Capsules (for medicinal purposes)., 78- 
377 

Captial cost addendum 
and nuclear stations /, 78-24499 

Carbon black., 78-3465, 78-15570 

Carbon dioxide sources and oilfields in a 
nine-state area of the southwest United 
States /, 78-13005 

Carbon disulfide, carbonyl sulfide : litera- 
ture review and environmental 
ment /, 78-25573 

Carbon formation in methanators .. 
Whalen., 78-6786 

Carbon-in-pulp silver adsoption from cya- 
nide leach slurries of a silver ore /, 78- 
15551 

Carbon monoxide (CO) contamination in 
aircraft : detection and prevention., 78- 
14122 
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Carbon oxidation catalyst mechanism study 
for fuel cells /, 78-10929 

Carbon steel plate from Japan : determina- 
tion of injury in investigation no. 
AA1921-179 under the Antidumping act, 
1921, as amended, together with the in- 
formation obtained in the investigation., 
78-22003 

Carbon tetrachloride contamination of 
public drinking water : hearing before 
the Subcommittee on Oversight and In- 
vestigations of the Committee on In- 
terstate and Foreign Commerce, House 
of Representatives, Ninety-fifth Congress, 
first session, April 13, 1977., 78-1071 

Carbon tetrachloride contamination of the 
Ohio River, a case study on Federal ef- 
forts to ensure the availability of safe 
drinking water : report /, 78-1064 

Carbonated soft drink bottles., 78-10561 

Carboniferous microfacies, microfossils, 
and corals, Lisburne Group, Arctic 
Alaska /, 78-13754 

Carbonyl formation in coal 
plants ... /, 78-6787 

Carburization and heat treatment to cause 
carbide precipitation in gamma/gamma’- 
delta eutectic alloys /, 78-7497 

Carcinogenesis abstracts., 78-3275 

Carcinogenicity of azo dyes, aryl amines, 
and related compounds., 78-3301 

Carcinogenicity of nitroso compounds., 
78-3292 

Carcinogenicity of polycyclic aromatic 
hydrocarbons and related compounds., 
78-3298 

Carcinogens - regulation and control : a 
management guide to carcinogens - regu- 
lation and control., 78-4873 

Carcinogens - regulation and control 
working with carcinogens : a guide to 
good health practices., 78-1966 

Carcinogens relating to coal conversion 
processes., 78-17224 

Card/tape writer skill level 1/2.,  78-12685 

Cardiac specialist : commander's manual., 
78-1515 

Cardiac specialist 
1514 

Cardiorespiratory assessment of decon- 
gestant-antihistamine effects on altitude, 
Gz, and fatigue tolerances /, 78-18698 

Cardiovascular conditions of children 6-11 
years and youth 12-17 years : United 
States, 1963-1965 and 1966-1970 /, 78- 
21284 

Cardiovascular system., 78-5425 

Cards /, 78-4300, 78-20066 

Care and disorders of the eyes., 78-25825 

Care and independent living services for 
aging competency based teaching 
module., 78-4788 

Care labeling of textile products and 
leather wearing apparel : staff report /, 
78-23605 

Career and 
technical 


gasification 


: soldier’s manual., 78- 
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report 
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summary volume 
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career and occupational development re- 
port no. 05-COD-21 /, 78-25864 

Career area rotation model : supplemental 
user’s manual : final report for period 
October 1974 - May 1975 /, 78-15135 

Career development needs of adults : how 
to improve career development programs 
/, 78-403 

Career development needs of nine-year 
olds : how to improve career develop- 
ment programs /, 78-405 

Career development needs of seventeen- 
year olds how to improve career 
development programs / by, 78-7055 

Career development needs of thirteen-year 
olds : how to improve career develop- 
ment programs /, 78-404 

Career education : conference report to ac- 
company H.R. 7., 78-5839 

Career education : what proof do we have 
that it works? /, 78-17432 

Career education and minorities /, 78- 
8959 

Career education and the Comprehensive 
employment and training act /, 78- 
17416 

Career education implementation incentive 
act, 1977 : hearings before the Subcom- 
mittee on Education, Arts, and Humani- 
ties of the Committee on Human 
Resources, United States Senate, Ninety- 
fifth Congress, first session, on S. 1328 ... 
June 6, 1977, Portland, Maine, June 14, 
1977, Washington, D.C., 78-5584 

Career education incentive act., 78-12235 

Career education incentive act : report to 
accompany S. 1328., 78-5990 

Career education teaching/learning process 
/, 78-17415 

A career in labor-management relations as 
an attorney., 78-21783 

Career opportunities for attorneys with the 
Civil Aeronautics Board., 78-25038 

Career opportunities in the Environmental 
Protection Agency., 78-17035 

Career opportunities in the trucking indus- 
try., 78-15737 

Career outlines : National Park Service., 
78-17841 

Career paths in the Department of Labor., 
78-17944 

Career status for certain employees in 
overseas limited appointments : hearing 
before the Subcommittee on Manpower 
and Civil Service of the Committee on 
Post Office and Civil Service, House of 
Representatives, Ninety-fourth Congress, 
first session, on H.R. 509 ... July 10, 
1975., 78-14388 

Career thresholds : a longitudinal study of 
the educational and labor market ex- 
perience of young men /, 78-9229 

Careers for women., 78-21480 

Careers for women in Navsec., 78-20336 

Careers in FDA where equal employment 
is the rule, 78-21233 

Careers with HUD., 78-7164 
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Cargo claims adjustment act : hearing be- 
fore the Subcommittee on Surface Trans- 
portation of the Committee on Com- 
merce, Science, and Transportation, 
United States Senate, Ninety-fifth Con- 
gress, first session, on S. 1188 ... June 
23, 1977., 78-5533 

Cargo preference programs for govern- 
ment-financed ocean shipments could be 
improved : report to the Congress /, 78- 
25734 

Cargo tank bottom loading of flammable 
liquids /, 78-18570 

Cargo tanks : bottom loading of flammable 
liquids /, 78-841 

Cargo theft and organized crime : a desk- 
book for management and law enforce- 
ment /, 78-17890 

Caribbean area, annual report, 78-19599 

Carload waybill statistics., 78-22118 

Carload waybill statistics; territorial dis- 
tribution, traffic and revenue by com- 
modity classes, 78-22118 

Carmela Scudieri : report to accompany 
H.R. 1748., 78-1162 

Carmen Cecilia Blanquicett : report to ac- 
company H.R. 2291., 78-14437 

Carmen Prudence Hernandez : report to 
accompany H.R. 2758., 78-5709 

Caroline M. Babcock : report to accom- 
pany H.R. 2656., 78-24730 

Carpenter., 78-20140 

Carpet and rugs., 78-2598, 78-8618 

Carpet certification program procedural 
handbook., 78-11348 

Carpinteria Valley Watershed project 
Santa Barbara County, California : final 
environmental impact statement., 78- 
19575 

Carriers by water, 
78-17880 

Carroll County, Maryland (unincorporated 
areas)., 78-21365 

Carroll County, Mississippi, unincorporated 
areas., 78-13612 

A “‘cartbench”’ and track system for green- 
house production of containerized tree 
seedlings /, 78-14696 

The Carter economic program, confusion 
or consistency /, 78-108 

Carters Lake, Coosawattee River, Georgia., 
78-25210 

Cartridge and propellant actuated devices 
and components., 78-12585 

Cartridges, weapon /, 78-4301, 78- 
12583, 78-12584 

Carver County, Minnesota, unincorporated 
areas., 78-9050 

The case for a common core : keynote ad- 
dress /, 78-21112 

A case history of Port Mansfield Channel, 
Texas /, 78-4460 

Case history report of the Wambli Archery 
Company, Eagle Nest District, Wanblee, 
South Dakota /, 78-9970 

Case law under the Federal water pollution 
control act amendments of 1972 /, 78- 
16279 


78-7392, 78-7398, 





Case management and court management 
in United States district courts /, 78- 
7438 

Case management in delivery systems., 
78-17399 

Case studies of pavement performance : 
phase 1, Kentucky /, 78-24369 

Case study evaluation of the Boston area 
carpooling program /, 78-22019 

Case study of a watershed rehabilitation 
project : Alkali Creek, Colorado /, 78- 
14662 

A case study of hazardous wastes in Class I 
landfills /, 78-20731 

Casehandling manual., 78-24203 

Casehandling manual - National 
Relations Board., 78-3599 

Caseload statistics: State vocational reha- 
bilitation agencies., 78-17405, 78- 
17671 

Caseload statistics. State vocational reha- 
bilitation agencies, 78-17405, 78- 
17671 

Cases adjudged in the Supreme Court, 
78-S111, 78-17932, 78-17933, 78- 
17934 

Cases decided in the United States Court 
of Claims, 78-21687 

Cases decided in the United States Court 
of Claims; with report of decisions of the 
Supreme Court in Court of Claims 
cases., 78-5110, 78-17931, 78- 
21687, 78-24098 

Cases decided in United States Court of 
Customs and Patent Appeals., 78- 
24099 

Cash and investment management of De- 
partment of Defense nonappropriated 
funds need to be improved : report of 
the Comptroller General of the United 
States., 78-15351 

Cash flow analysis of alternative ap- 
proaches to commercialization of coal 
conversion technologies., 78-20561 

Cassette books., 78-13891 

Cast-in-place 2-foot concrete trapezoidal 
flow-measuring flumes /, 78-10306 

Cast-iron cooking ware : report to the Pre- 
sident on investigaton no. TA-201-21 
under secton 201 of the Trade act of 
1974, 78-18500 

Catalog - United States Air Force Acade- 
my, 78-23217 

Catalog and quick index to taxpayer infor- 
mation publications., 78-11830 

Catalog, national exhibition of prints., 78- 
21779 

Catalog of artifacts on display in the NBS 
museum : interim report /, 78-19783 

Catalog of ATC communications and con- 
troller activity data /, 78-7873 

Catalog of audiovisual materials., 78- 
13471 

Catalog of copyright entries. Third series. 
Part 1: Books and pamphlets., 78-5142, 
78-13888 
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Catalog of copyright entries. Third series. 
Part 2: Periodicals., 78-5143, 78- 
7474, 78-7475, 78-1804i 

Catalog of copyright entries. Third series. 
Part 5: Music., 78-5144, 78-7473, 
78-9240, 78-9242, 78-18040 

Catalog of copyright entries. Third series. 
Part 6: Maps and atlases., 78-5145, 
78-24197 

Catalog of copyright entries. Third series. 
Part 11B: Commercial prints and labels., 
78-9244 

Catalog of copyright entries; Third series. 
Part 14: Sound recordings., 78-7479, 
78-9246 

Catalog of copyright entries. Third series. 
Parts 3-4: Dramas and works prepared 
for oral delivery., 78-7476, 78-9241 

Catalog of copyright entries. Third series. 
Parts 7-11A: Works of art., 78-7477, 
78-9243 

Catalog of copyright entries. Third series. 
Parts 12-13: Motion pictures., 78-7478, 
78-9245, 78-24198 

Catalog of copyright entries, Books, index, 
78-5142, 78-13888 

Catalog of copyright entries, Commercial 
prints and labels, 78-9244 

Catalog of copyright entries, Current and 
renewal registrations, 78-5142, 78- 
13888 

Catalog of copyright entries, Dramas, 78- 
7476, 78-9241 

Catalog of copyright entries, Motion pic- 
tures, 78-7478, 78-9245, 78-24198 

Catalog of copyright entries, Music, Cur- 
rent and renewal registrations, 78-5144, 
78-9240, 78-9242, 78-18040 

Catalog of copyright entries, Music, Index, 
78-7473, 78-9242, 78-18040 

Catalog of copyright entries, Periodicals, 
78-5143, 78-7474, 78-7475, 78- 
18041 

Catalog of copyright entries, 
recordings, 78-7479, 78-9246 

Catalog of copyright entries, Works of art, 
78-7477, 78-9243 

Catalog of digital bathymetric data for the 
United States coastal regions 34-45 north 
latitude, Atlantic coast /, 78-25066 

Catalog of Federal assistance programs, 
78-9480 

Catalog of Federal domestic assistance., 
78-3652, 78-9480, 78-24279 

A catalog of Federal grant-in-aid programs 
to State and local governments : grants 
funded fy 1975 : the intergovernmental 
grant system : an assessment and 
proposed policies., 78-14232 

Catalog of Federal loan guarantee pro- 
grams /, 78-974 

Catalog of Federal programs related to 
community education /, 78-1920 

Catalog of flammable products and ignition 
sources., 78-16093 

Catalog of grants, contracts and interagen- 
cy transfers., 78-22981 


Sound 
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A catalog of guides to outdoor recreation 
areas and facilities., 78-11593 

Catalog of ideas relating education to 
work., 78-17418 

Catalog of information & education materi- 
als., 78-17535, 78-17536 

Catalog of materials for Job Corps., 78- 
$139 

Catalog of NIE education products 
ject and title index /, 78-15398 

Catalog of particles and fields data : 
1965 /, 78-18231 

Catalog of particles and fields data : 
1973 /, 78-18232 

Catalog of publications, 78-23693 

Catalog of resident and field training activi- 
ties Staff College, Battle Creek, 
Michigan., 78-6436 

Catalog of resource material on community 
education /, 78-17417 

Catalog of seismogram archives /, 78- 
25067 

Catalog of selected computer programs : 
COSMIC., 78-18048 

Catalog of selected NMAB reports., 78- 
24206 

Catalog of solar radiation measuring equip- 
ment /, 78-11081 

A catalog of the type-specimens of recent 
Cephalopoda in the National Museum of 
Natural History /, 78-26537 

Catalog of United States census publica- 
tions, 78-2612 

Catalog. Supplement - Food and Nutrition 
Information and Educational Materials 
Center., 78-10413 

Cataloging service., 78-3587 

A catalogue of community achievement., 
78-26666 

Catalogue of courses., 78-18760 

Catalogue of Federal tax return forms and 
related forms, form letters, notices., 78- 
7643 

Catalyst development for coal liquefaction 
/, 78-13115, 78-13116, 78-17240 

Catalyst development program for 
hydrodesulfurization and liquefaction of 
coal to produce clean boiler fuels /, 78- 
6806, 78-6807, 78-20555, 78-20556 

Catalysts for upgrading coal-derived liquids 
/, 78-6758, 78-20513, 78-20868 

Catalytic activity of coal mineral matter /, 
78-6784, 78-11046 

Catalytic conversion of coal 
hydrogen /, 78-13101 

Catalytic hydrogentation 
liquids /, 78-1620 

Catalytic reduction of nitrogen oxides with 
ammonia : utility pilot plant operation /, 
78-20752 

Catalytic synthesis of gaseous hydrocarbons 
: first annual report for the period, May 
1975-May 1976 /, 78-15296 

Catchbasin technology overview and assess- 
ment /, 78-17111 

Categorical grants : their role and design : 
the intergovernmental grant system, an 
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1966- 
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assessment and proposed policies., 78- 
18829 

Catering services 
teaching module., 

Cathy Gee Yuen : report to accompany 
H.R. 1777., 78-1189 

Cattle., 78-10477, 78-10478, 78-19623 

Cattle : final estimates for 1970-75., 78- 
8503 

Cattle and calf losses in feeder cattle 
production /, 78-19522 

Cattle and calves on feed, 

Cattle on feed., 78-2503 

Cattle, sheep and goat 
10477, 78-10478, 
19623 

CATV (Community Antenna TV) /, 78- 
9261 

A causal analysis of relationships between 
performance and satisfaction in eight air- 
man specialities /, 78-23199 

The cause of thermal fatigue cracking in 
Metroliner wheels : /, 78-7857 

Causes and consequences of the U.S. trade 
deficit and developing problems in U.S. 
exports : hearings before the Subcommit- 
tee on Trade of the Committee on Ways 
and Means, House of Representatives, 
Ninety-fifth Congress, first session, 
November 3 and 4, 1977., 78-10045 

Causes, detection, and treatment of child- 
hood depression., 78-8993 

CAVE : a computer code for two-dimen- 
sional transient heating analysis of con- 
ceptual thermal protection systems for 
hypersonic vehicles /, 78-18194 

Cavity nesting bird habitat in the oak- 
hickory forest : a review /, 78-1362 

Cavity-nesting birds of North American 
forests /, 78-14568 

The CBO multipliers project : a methodolo- 
gy for analyzing the effects of alternative 
economic policies., 78-10051 

CDC veterinary public health notes., 78- 
3352 

CDIF combustor design 
78-6870 

CDIF instrumented test section : final re- 
port., 78-17282, 78-20972 

CDIF-MHD generator system conceptual 
design /, 78-17283 

Cdr. Edward White Rawlins, USN (ret.) : 
report to accompany H.R. 1445., 78- 
5690 

Cdrs call., 78-3022 

Cedar Run Watershed, Fauquier County, 
Virginia., 78-19576 

Ceiling visibility wind tabulations : sample 
forms of records available at National 
Climatic Center, Federal Building, 
Asheville, North Carolina 28801., 78- 
19889 

Celery., 


competency based 
78-4789 


78-2503 


inventory, 78- 
78-10479, 78- 


: final report /, 


78-2494 

Celest computer program for computing 
satellite orbits /, 78-20346 

Cellulosic fiber insulating board [errata]., 
78-25026 
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Cement., 
11475 

Cement 
11467 

Cement plant construction agreement 
between the United States of America 
and Egypt, signed at Cairo, July 31, 
1976., 78-21934, 78-26463 

The Cenozoic rocks : a discussion to ac- 
company the geologic map of the United 
States /, 78-17786 

Census Bureau methodological research., 
78-19684 

Census of agriculture., 78-6995 

Census of agriculture. v. 1., 78-8582 

Census of agriculture. v. 1. State and coun- 
ty data., 78-8580, 78-8581, 78-8583 

Census of agriculture. v. 2. Statistics by 
subject., 78-22801, 78-22802, 78- 
22803 

Census of agriculture. v. 4. Special reports., 
78-22800, 78-22804 

Census of agriculture. v. 2. General report, 
Statistics by subject, 78-22801, 78- 
22802, 78-22803 

Census of business., 78-8896 

Census of construction., 78-13391 

Census of construction industries., 78- 
19948, 78-19949 

Census of housing., 78-25833 

Census of manufacturers., 78-374 

Census of population., 78-15371 

Census of transportation., 78-8895 

Census of U.S. civil aircraft., 78-14161 

The Census reform act : hearings before 
the Subcommittee on Census and Popu- 
lation of the Committee on Post Office 
and Civil Service, House of Representa- 
tives, Ninety-fifth Congress, first session, 
on H.R. 8871 ... September 12 and 23, 
1977., 78-8341 

Census surveys : measuring America., 78- 
10532 

Centers for performing arts., 78-16816 

Central administrative offices and auxilia- 
ries., 78-19943 

Central African Empire, 78-21902 

Central flow control automation program 
cost-benefit analysis /, 78-18743 

Central flow control computer program 
specifications /, 78-16002 

Central flow control software systems anal- 
ysis /, 78-16003 

Central flyway, 78-13800 

Central interior area guide : preliminary., 
78-37 

A central manager is needed to coordinate 
the military diagnostic and calibration 
program : Department of Defense., 78- 
13346 

Central nervous system., 78-5426 

Central Pacific : Loran-A table., 78-191, 
78-192 

Central Railroad Company of New Jersey, 
Bayonne, New Jersey : September 25, 
1974., 78-5316 


78-3428, 78-11467, 78- 


(Washington), 78-3428, 78- 
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The Central Railroad Company of New 
Jersey, Plainfield, New Jersey 
December 3, 1974., 78-5317 

Central receiver solar thermal 
system : phase 1., 78-6859, 
78-8832 

Central receiver solar thermal power 
system : phase 1, CDRL item 2 : pilot 
plant preliminary design report., 78- 
25523 

Central receiver solar thermal power 
system : phase 1, Preliminary design re- 
port., 78-10884 

Central receiver solar thermal power 
system : pilot plant preliminary design re- 
port., 78-12807, 78-17002 

Central receiver solar thermal 
phase 1... /, 78-8830 

Central Regional Laboratory., 

Central Rocky Mountain area plan 
preliminary., 78-40 

Central States Teamsters Fund : hearings 
before the Subcommittee on Oversight of 
the Committee on Ways and Means, 
House of Representatives, Ninety-fifth 
Congress, second session, March 22, 
1978., 78-26873 

Central water and 
(ownership and 
11329 

Central, Western, and South Pacific fishe- 
ries development act authorization : re- 
port to accompany H.R. 11657., 78- 
22581 

Central, Western and South Pacific fishe- 
ries development program., 78-19925 

Centralized Department of Defense 
management of cargo shipped in con- 
tainers would save miilions and improve 
service., 78-13340 

Centralized direction needed for calibration 
program : Office of Management and 
Budget., 78-13345 

Centrifugal fluidized combustion of coal /, 
78-6828, 78-13135 

Centrifugals, separators and filters., 78- 
16939 

Centrifuge biohazards : proceedings of a 
cancer research safety symposium., 78- 
21205 

Centrifuge enrichment : benefits and risks : 
report /, 78-13228 

Centrifuge model testing of soils : a litera- 
ture review : final report /, 78-15079 

Centrifuges for coal conversion and related 
processes : phase 1, feasibility study /, 
78-10883 

Century industrial products FRP-100 wet 
scrubber evaluation /, 78-17169 

Ceramic regenerator systems development 
program., 78-23287 

CERCular, 78-3037 

Certain above-ground swimming pools., 
78-18502 

Certain activities of the New York District 
Office of the Immigration and Natu- 
ralization Service, Department of Justice, 
and the Department of State., 78-6963 


power 
78-8831, 


system, 


78-12815 


sewage systems 
organization)., 78- 





Certain aeronautical facilities and services 
in Greenland : between the United States 
of America and Denmark amending the 
agreement of July 7, 1960, effected by 
exchange of notes dated at Copenhagen 
March 26 and September 6, 1976., 78- 
5206 

Certain employees of the Naval Ordnance 
Systems Command : report to accom- 
pany H.R. 1612., 78-10105 

Certain exercising devices., 78-18501 

Certain postmasters cahrged with postal 
deficiencies : report to accompany H.R. 
1613., 78-10203 

Certain tax provisions relating to distilled 
spirits : hearings before the Subcommit- 
tee on Taxation and Debt Management 
Generally of the Committee on Finance, 
United States Senate, Ninety-fifth Con- 
gress, first session, on S. 1717 ... October 
14, 1977., 78-8277 

Certain water right claims of the Ak-Chin 
Indian community : hearing before the 
U.S. Senate Select Committee on Indian 
Affairs, on S. 1582 ... July 25, 1977., 
78-1062 

Certificate of need/1122 project reviews : 
an annotated bibliography /, 78-1953 

Certificated airplane noise levels., 78- 
9673 

Certificated Alaska air routes., 
78-6285 

Certification - pilot schools., 

Certification, airmen other than flight 
crewmembers, 78-11885, 78-22152 

Certification and operation of amateur- 
built aircraft., 78-14123 

Certification and operations, air travel 
clubs using large airplanes, 78-3758 

Certification and operations, domestic, flag, 
and supplemental air carriers and com- 
mercial operators of large aircraft, 78- 
3757 

Certification and operations: domestic, flag, 
and supplemental air carriers and com- 
merical operation United States. Federal 
Aviation Administration., 78-26576 

Certification and operations, land airports 
serving CAB-certificated scheduled air 
carriers, 78-3759 

Certification and operations of scheduled 
air carriers and helicopters, 78-14108 

Certification and operations of scheduled 
air carriers with helicopters, 78-26577 

Certification and use of acidic potassium 
dichromate solutions as an ultraviolet ab- 
sorbance standard SRM 935 /, 78-8647 

Certification, flight crewmembers other 
than pilots, 78-3754 

Certification of airworthiness for imported 
aircraft : agreement between the United 
States of America and Switzerland, 
amending the agreement of October 13, 
1961 effected by exchange of notes 
signed at Washington January 7, 1977., 
78-785 

Certification of transportation engineering 
technicians : a program /, 78-22058 


78-6284, 


78-18681 
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Certification, pilots and flight instructors, 
78-14106, 78-22151, 78-24387 

Certification procedures for products and 
parts, 78-3748 

Certification study of a derivative model of 
a small jet transport airplane using a 
piloted research simulator /, 78-18751 

Certified copies of Copyright Office 
records., 78-7463 

Certifying workers for adjustment 
assistance - the first year under the 
Trade act : Department of Labor : report 
to the Congress /, 78-4750 

Cesar B. Ibanez II, Doctor of Medicine : 
report to accompany S. 2067., 78- 
24868 

Cesium and rubidium., 78-11576 

CETA prime sponsor management deci- 
sions and program goal achievement /, 
78-15736 

The CETA program in Des Moines 
port /, 78-19993 

CETA program models., 78-26291 

CETA title VI project description reports., 
78-18016 

CFCC [coal fired combined 
development program., 78-20899 

CFCC development program., 78-25714 

CFR index and finding aids, 78-17382 

CH-54 heavy helicopter repairer., 78- 
12690, 78-15063 

Chad, 78-21903 

Chain and wire rope., 78-20069 

Chain, power transmission /, 78-23055 

The challenge of meeting shelter needs in 
less developed countries : report to the 
Congress /, 78-4752 

Challenge of the future : film on energy for 
today & tomorrow : study /, 78-1547 

Challenge of world population explosion : 
to slow growth rates while improving the 
quality of life : Agency for International 
Development : report to the Congress /, 
78-4725 

Challenges of protecting personal informa- 
tion in an expanding Federal computer 
network environment report to the 
Congress /, 78-25796 

Challenges to reducing government equip- 
ment in contractors’ plants : Department 
of Defense : report of the Comptroller 
General of the United States., 78-4766 

Challis grazing unit., 78-23975 

Chambers Creek., 78-20766 

CHAMPUS basic program., 78-8665 

CHAMPUS, civilian health and medical 
program of the uniformed services., 78- 
12566 

CHAMPUS contractors CHAMPUS, 
civilian health and medical program of 
the uniformed services., 78-6369 

CHAMPUS program for the handicapped : 
CHAMPUS, civilian health and medical 
program of the uniformed services., 78- 
8664 

CHAMPV A : civilian health and medical 
program of the Veterans Administration : 


: a re- 


cycle] 
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VA health benefits services for depen- 
dents and survivors., 78-8128 

A change of climate., 78-19882 

The changeable interaction between soils 
and pressure cells : tests and reviews at 
the Waterways Experiment Station : final 
report /, 78-20255 

Changes : research on aging and the aged., 
78-21223 

Changes among operating banks 
branches., 78-24452, 78-26672 

Changes in bankruptcy tax law : hearing 
before the Committee on Ways and 
Means, House of Representatives, 
Ninety-fifth Congress, second session, on 
H.R. 9973 ... February 22, 1978., 78- 
19251 

Changes in black and white perceptions of 
the army’s race relations/equal opportu- 
nity programs—1972 to 1974 /, 78- 
4444 

Changes in excise taxes on distilled spirits : 
report to accompany H.R. 4458., 78- 
10141 

Changes in farm production and efficiency 
/, 78-6065 

Changes in Farmers Home Administration 
loan programs : hearings before the Sub- 
committee on Agricultural Credit and 
Rural Electrification of the Committee 
on Agriculture, Nutrition, and Forestry, 
United States Senate, Ninety-fifth Con- 
gress, first session, on S. 312 ... S. 2126 
.. S. 2146 ..., 78-12024, 78-19007 

Changes in navy ship overhaul practices 
could improve fleet capability and crew 
effectiveness : Department of Defense, 
Department of the Navy., 78-13253 

Changes in output of industrial timber 
products in Florida, 1969-1975 /, 78- 
3997 

Changes in postal services : report to ac- 
company H.R. 9146 ..., 78-5821 

Changes in rates of postage and fees, 
docket R77-1 before the Postal Rate 
Commission., 78-22360 

Changes in ribonuclease activity resulting 
from stem infections of western white 
pine by blister rust /, 78-14676 

Changes in social studies performance, 
1972-76 selected results from the 
second assessment of social studies : so- 
cial studies report no. 07-SS-01 /, 78- 
25865 

Changes in state member banks, 78-3182 

Changes in state member banks, announce- 
ment., 78-3182 

Changes in status of banks and branches., 
78-3183 

Changes in stratigraphic nomenclature by 
the U.S. Geological Survey, 1976 /, 78- 
11444 

Changes in the regional balance of income 
and population in the United States, 
1940-70 /, 78-1378 

Changes in thermal regime after prescribed 
burning and select tree removal (Grass 
Camp, 1975) /, 78-22698 


and 
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Changes needed in procedures for setting 
freight-car rental rates., 78-13195 

Changes needed in the Relocation act to 
achieve more uniform treatment of per- 
sons displaced by Federal programs : re- 
port to the Congress /, 78-13283 

Changes needed in the United States Postal 
Service’s rural carrier pay systems : re- 
port /, 78-23645 

Changes proposed for the funding of public 
works projects would expedite economic 
development and job opportunities : De- 
partment of Commerce : report to the 
Congress /, 78-1693 

Changes to the Federal Employees Group 
Life Insurance program are needed 
Civil Service Commission : report to the 
House Committee on Post Office and 
Civil Service /, 78-4658 

Changing fire company locations : five im- 
plementation case studies /, 78-23874 

Changing minority markets., 78-19957 

Changing national-subnational relations in 
health : opportunities and constraints /, 
78-21222 

Changing ownership of mutual savings and 
loan associations : an _ evaluation 
Federal Home Loan Bank Board : report 
to the Senate Committee on Banking, 
Housing and Urban Affairs /, 78-1737 

Changing patterns of Federal aid to State 
and local governments, 1969-75 : report 
to the Congress /, 78-6967 

Changing public attitudes on governments 
and taxes : a Commission survey, i977., 
78-14233 

The changing scene for municipal securities 
: remarks by A. A. Sommers, Jr. Com- 
missioner, Securities and Exchange Com- 
mission, [before] Executive Enterprises, 
Inc. Municipal Bonds Conference, New 
York City, March 11, 1976., 78-808 

Channel erosion surveys along TAPS route, 
Alaska, 1975 /, 78-11442 

Channel erosion surveys along TAPS route, 
Alaska, 1976 /, 78-13733 

Channel Islands _ [National 
Calif.]., 78-13786 

The channeled scabland : a guide to the 
geomorphology of the Columbia Basin, 
Washington : prepared for the Compara- 
tive Planetary Geology Field Conference 
held in the Columbia Basin, June 5-8, 
1978 /, 78-24217 

Chaparral/Redeye repairer : MOS 
commander's manual., 78-12671 

Chaparral/Redeye repairer : MOS 27G : 
skill levels | and 2 : soldier’s manual., 
78-12672 

Chaparral/Redeye repairer, MOS 27G, skill 
level 3 : soldier’s manual., 78-15049 

Chaparral system mechanic., 78-15061, 
78-20200 

Chapter 7 Occupational 
statistics., 78-712 

Character of random inlet pressure fluctua- 
tions during flights of F-111A airplane /, 
78-7512 


Monument, 
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Character structure and character parity 
sense for parallel-by-bit data communica- 
tion in the code for information in- 
terchange., 78-129 

Character structure and character parity 
sense for serial-by-bit data communica- 
tion in the code for information in- 
terchange., 78-128 

Characteristic marine molluscan fossils 
from the Dakota sandstone and interton- 
gued Mancos shale, West-central New 
Mexico /, 78-4958 

Characteristics and hybridization of impor- 
tant intermountain shrubs /, 78-14630 

Characteristics and meteorological impacts 
of pollutants from the Kennecott Copper 
smelter /, 78-22917 

Characteristics of American children and 
youth, 1976, 78-22828 

Characteristics of American coals in rela- 
tion to their conversion into clean energy 
fuels ... /, 78-17223, 78-20517, 78- 
20870, 78-20871 

Characteristics of American coals in rela- 
tion to their conversion into clean energy 
fuels ... / by W. Spackman ... [et al.]., 
78-6766 

Characteristics of apartments completed., 
78-22846 

Characteristics of burglary incidents., 78- 
673 

Characteristics of doctoral scientists and 
engineers in the United States., 78- 
18349 

Characteristics of Federal land bank loans., 
78-20982, 78-20983 

Characteristics of financing U.S. exports, 
third quarter 1975., 78-19650 

Characteristics of medically disqualified 
airman applicants in calender years 1973 
and 1974/, 78-15970 

Characteristics of multilane 
from aerial data /, 78-7705 

Characteristics of State plans for aid to 
families with dependent children under 
the Social security act, Title IV-A : and 
for Guam, Puerto Rico & Virgin 
Islands—old age assistance, aid to the 
blind, aid to the permanently & totally 
disabled, under titles I, X, XIV, and XVI 
(AABD) of the Social security act., 78- 
395 

Characteristics of the motions, turbulence 
intensity, diffusivity, flux of momentum 
and sensible heat in the upper at- 
mosphere /, 78-9428 

Characteristics of the national sample of 
scientists and engineers, 1974., 78- 
26419 

Characteristics of U.S. citizens seeking 
transfer from foreign to U.S. medical 
schools in 1975 via COTRANS : final re- 
port /, 78-482 

Characterization and analysis of Devonian 
shales as related to release of gaseous 
hydrocarbons., 78-13157 

Characterization and generation of metal 
aerosols /, 78-12984 


traffic flow 
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Characterization and in-plant reduction of 
wastewater from hog slaughtering opera- 
tions /, 78-20724 

Characterization and research investigation 
of methanol and methyl fuels /, 78- 
8736, 78-15290 

Characterization of ash from _ coal-fired 
power plants /, 78-6586 

Characterization of coal-derived liquids and 
other fossil fuel related materials employ- 
ing mass spectrometry ... /, 78-6830, 
78-20911, 78-23341 

Characterization of coal liquids ... 
6757, 78-13095 

Characterization of coal liquids / A. J. 
DeRosset., 78-1611 

Characterization of effluents from the 
HYGAS and CO,Acceptor Pliot Plants /, 
78-6827 

Characterization of emissions from plutoni- 
um-uranium oxide fuel fabrication /, 
78-17167 

Characterization of hydrotreated TOSCO 
shale oil /, 78-20486 

Characterization of nongaussian atmospher- 
ic turbulence for prediction of aircraft 
response statistics /, 78-18206 

Characterization of open-cycle coal-fired 
MHD generators, revision A /, 78- 
20578 

Characterization of selected low-level 
radioactive waste generated by four com- 
mercial light-water reactors., 78-13000 

Characterization of the chemical comminu- 
tion of coal /, 78-6829, 78-11063, 
78-20582 

Characterization of the heterocyclic com- 
pounds in coal liquefaction products : 
part 1, nitrogen compounds /, 78-17274 

Characterization of the Washington, D.C. 
oxidant problem : final report /, 78- 
10915 

Characterization of Washington, D.C. car- 
bon monoxide problem /, 78-10914 

Characterization of wear debris generated 
in accelerated rolling-element fatigue 
tests /, 78-26409 

Characterizations of open-cycle coal-fired 
MHD generators /, 78-16984 

Charger, battery., 78-23056 

Charges for care and sources of payment 
for residents in nursing homes, United 
States : National Nursing Home Survey, 
August 1973-April 1974 /, 78-8981 

Charity disclosure legislation : hearings be- 
fore the Subcommittee on Postal Person- 
nel and Modernization of the Committee 
on Post Office and Civil Service, House 
of Representatives, Ninety-fifth Congress, 
first session, on H.R. 41 ... March 24, 29, 
and 30, 1977., 78-12159 

Charles M. Metott : report to accompany 
H.R. 6760., 78-5802 

Charles P. Abbott : report to accompany 
H.R. 3994., 78-24707, 78-24829 

Charles P. Bailey : report to accompany 
H.R. 8212., 78-5807 


/, 78- 





Charpie task force report., 
78-23390 

A chart book of indicators of scientific & 
technical communication in the United 
States /, 78-24253 

Chartbook for use in UCFE 
seminars., 78-26295 

Chartbook on occupational injuries and ill- 
nesses in 1976., 78-24159 

Chartbook on occupational injuries and ill- 
nesses, 1975., 78-713 

Chartbook on prices, wages, and produc- 
tivity., 78-3546 

Charter township of Oscoda, 
Iosco County., 78-21439 

Charter trips by foreign air carriers, 
12519 

Charting a new course : Southeast Asia in a 
time of change : a report /, 78-8283 

Chattahoochee River National Recreation 
Area : report to accompany H.R. 8336., 
78-16458 

Chattahoochee River National Recreation 
Area, Ga. {an act to authorize the 
establishment of the Chattahoochee 
River National Recreation Area in the 
State of Georgia, and for other pur- 
poses]., 78-27024 

Chattanooga, Tennessee-Georgia, 
metropolitan area, 78-11636 

CHDS executive summary report /, 78- 
25575 

Checklist for 
9527 

Checklist for profit watching /, 78-26529 

Checklist of birds, mammals, fish, reptiles, 
amphibians, present on forest and range- 
lands in California., 78-22674 

A checklist of keyboard instruments at the 
Smithsonian Institution /, 78-7619 

Cheese in family meals : a guide for con- 
sumers /, 78-1328 

Cheese varieties and descriptions., 78- 
10311 

Chemical accident contamination control., 
78-23088 

Chemical analyses of surface water in Il- 
linois, 1958-74 /, 78-15542 

Chemical analysis and laboratory instru- 
ments., 78-20115 

Chemical analysis of high temperature gas- 
cooled reactor fuel material /, 78-6844 

Chemical and fertilizer mineral industry., 
78-25622 


78-20647, 


training 


Michigan, 


78- 


going into business., 78- 


Chemical and pharmaceutical products : 


manufacturing machinery., 78-20118 

Chemical and physical properties of Cum- 
berland Plateau and Highland Rim forest 
soils /, 78-8532 

Chemical and physical stability of refracto- 
ries for use in coal gasification /, 78- 
8762, 78-20811, 78-20812 

Chemical behavior of fluorine in the 
production of wet-process phosphoric 
acid /, 78-26707 

Chemical characterization, handling, and 
refining of SRC [solvent refined coal] to 
liquid fuels /, 78-6754 
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Chemical characterization, handling, and 
refining of SRC to liquid fuels /, 78- 
13093, 78-20867, 78-25712 

Chemical characterization, handling, and 
refining of SRC to liquid fuels : a bibliog- 
raphy of English references from 1957 to 
1975 /, 78-6687 

Chemical characterization, handling, and 
refining of SRC to liquid fuels : final re- 
port on task 3, handling characteristics 
of SRC /, 78-20866 

Chemical characterization of diesel exhaust 
particulates /, 78-6852 

Chemical _ explosives 
demonstrations 
13012 

Chemical forest fire retardants : acute tox- 
icity to five freshwater fishes and a scud 
/, 78-655 

Chemical grouts for soils /, 78-18594 

Chemical kinetic modeling of propane ox- 
idation behind shock waves /, 78-9343 

Chemical market input/output analysis of 
selected chemical substances to assess 
sources of environmental contamination : 
task III, asbestos, 78-25574 

Chemical products /, 78-4302 

Chemical properties of chaparral fuels 
change during preheating before flaming 
/, 78-10385 

Chemical properties of Synthoil products 
and feeds .../, 78-8735 

Chemical vapor deposition growth /, 78- 
4604, 78-11021 

Chemically active fluid bed (CAFB) 
process solids-transport studies /, 78- 
12974 

Chemically active fluid-bed process for 
sulphur removal during gasification of 
heavy fuel oil (third phase) /, 78- 
12903 

Chemicals for microemulsion flooding in 
E.O.R./, 78-25486 

Chemicals from coal /, 
11036, 78-13089, 
20506 

Chemistry., 78-2711, 78-3862, 78- 
9869, 78-16115, 78-24482 

Chemistry and physiology of bile pigments 
|, 78-444 

Chemistry and structure of coal-derived 
asphaltenes : phase I., 78-20872 

Chemistry and structure of coal-derived 
asphaltenes : phase il /, 78-6768, 78- 
13098, 78-20518 

Chemistry and structure of coal-derived 
asphaltenes : phase III., 78-20519, 78- 
20520 

Chemistry and structure of coal-derived 
asphaltenes : phase I /, 78-6767, 78- 
20873 

Chemistry of hot gas cleanup in coal gasifi- 
cation and combustion /, 78-23367 

Chemistry of lignite liquefaction /, 78- 
13102, 78-20525, 78-20878, 78- 
20879 

Chemists in the Agricultural Research Ser- 
vice., 78-6215 


fracturing 
final 


field 
report /, 78- 


78-6726, 78- 
78-20505, 78- 
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Chemult Planning Unit : final environmen- 
tal statement., 78-16655 

Cherries, 78-22764 

Cherry utilization., 78-22764 

Chesapeake and Ohio Railway Company, 
Port Huron, Michigan January 23, 
1975., 78-5331 

Chesapeake Bay research coordination act 
of 1978., 78-26924 

Chesapeake fisheries, annual summary., 
78-16851, 78-19896 

Chester Chun Ket Young (also known as 
Chun-Kit Yeung) : report to accompany 
S. 1165., 78-6017 

Chests, cases, packages, special containers, 
shipping and storage containers /, 78- 
6389, 78-20070 

Chicago and North Western Transportation 
Company, Clinton, lowa : November 7, 
1974., 78-5313 

Chicago, Ill., SMSA, 78-4113 

Chicago, Ill. standard metropolitan statisti- 
cal area, 78-4113 

Chicago, Illinois, metropolitan area, 78- 
11633 

Chicago residential energy consumption /, 
78-9015 

Chicago Short Line Railway Company, 
Chicago, Illinois : September 9, 1973., 
78-5309 

Chicagoland underflow plan, Illinois ; com- 
munication from the Secretary of the 
Army, transmitting a Corps of Engineers 
report on the Chicagoland underflow 
plan, Illinois, in response to resolutions 
of the Senate and House Committees on 
Public Works adopted March 29, 1978, 
and April 11, 1974, respectively, and in 
partial response to section 206 of Public 
Law 85-500., 78-23121 

Chickasaw National Recreation 
Oklahoma., 78-21587 

Chicken lice : how to control them /, 78- 
24941 

Chickens and eggs 
1970-75., 78-8504 

Chickens, eggs & broilers, production, 
disposition, cash receipts, gross income, 
78-16731 

Chicod Creek watershed : final environ- 
mental impact statement., 78-14776 

Child abuse : guide for Bureau of Commu- 
nity Health Services supported programs 
and projects., 78-7102 

Child abuse and neglect : a self-instruc- 
tional text for Head Start personnel /, 
78-532 

Child abuse and neglect audiovisual materi- 
als., 78-23868 

Child abuse and neglect reports., 

Child abuse and neglect 
21333 

Child abuse and neglect research; projects 
and publications., 78-21333 

Child abuse and neglect state reporting 
laws., 78-23870 

Child abuse case identification and report- 
ing., 78-7155 


Area, 


final estimates for 


78-3250 
research, 78- 
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Child abuse/neglect : a guide for detection, 
prevention, and treatment in BCHS pro- 
grams and projects., 78-461 

Child abuse, neglect and the family within 
a cultural context., 78-15444 

Child abuse prevention and 
amendments of 1977 : a report to ac- 
company H.R. 6693., 78-1241 

The child and family resource program : an 
overview., 78-17661 

Child care : a workshop guide., 78-2217 

Child care and disabled dependent care., 
78-2159 

Child care arrangements of A.F.D.C. 
recipients under the work incentive pro- 
gram, 78-3260 

Child care arrangements of AFDC 
recipients under the work incentive pro- 
gram., 78-3260 

A child-centered playground safety curricu- 
lum approach., 78-8149 

Child health assessment act : hearings be- 
fore the Subcommittee on Health and 
the Environment of the Committee on 
Interstate and Foreign Commerce, House 
of Representatives, Ninety-fifth Congress, 
first session ... August 8 and 9, 1977., 
78-12126 

Child health assurance act of 1978 : report 
/, 7178-26964 

Child health information for workers in the 
Medicaid early and periodic screening 
diagnosis and treatment program /, 78- 
529 

Child labor requirements in agriculture 
under the Fair labor standards act., 78- 
21754 

The Child nutrition amendments of 1978 : 
hearing before the Subcommittee on Ele- 
mentary, Secondary, and Vocational 
Education of the Committee on Educa- 
tion and Labor, House of Representa- 
tives, Ninety-fifth Congress, second ses- 
sion, on H.R. 12343 and H.R. 11699 ... 
April 27, 1978., 78-26768 

Child nutrition amendments of 1978 
hearings before the Subcommittee on 
Nutrition of the Committee on Agricul- 
ture, Nutrition, and Forestry, United 
States Senate, Ninety-fifth Congress, 
second session, on S. 2630 ... S. 2809 ... 
S. 2824 ... and administration views 
78-22381 

Child nutrition amendments of 1978 : re- 
port to accompany S. 3085., 78-16470, 
78-24878 

Child nutrition amendments of 1978 : re- 
port together with minority views to ac- 
company H.R. 12511., 78-19319, 78- 
24715 

Child restraint systems for your automo- 
bile., 78-24416 

Child support enforcement : supplemental 
report to the Congress for the period 
ending September 30, 1976., 78-21106 

Childhood environment and mental health : 
a conversation with Dr. Jerome Kagan /, 
78-8992 


treatment 
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Childhood solid tumors and lymphomas., 
78-3311 

Children, 78-3249 

Children and youth., 78-23676 

Children in custody : a report on the ju- 
venile detention and correctional facility 
census of 1973., 78-15668 

Children in custody : advance report on the 
juvenile detention and correctional facili- 
ty census of 1975., 78-7420 

Children in foster care institutions - steps 
government can take to improve their 
care: Social and Rehabilitation Service, 
Department of Health, Education, and 
Welfare : report to the Congress /, 78- 
4691 

Children, nature, and the urban environ- 
ment : proceedings of a symposium-fair., 
78-10404 

Children of working mothers, March 1974., 
78-17998 

Children of working mothers, March 1975., 
78-21738 

Children of working mothers, March 1976 
/, 78-9221 

Children of working mothers, March 1978 : 
almost half of all children have mothers 
in the labor force /, 78-21717 

Children served by public welfare agencies 
and voluntary child welfare agencies and 
institutions., 78-13436 

Children today., 78-3249 

Children who received physicians’ services 
under the crippled children’s program : 
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78-2505 

Cold storage summary, 78-16739, 78- 
16740, 78-16741, 78-19628 

Cold water drowning : a new lease on life., 
78-18759 

Cold weather operation of aircraft., 78- 
9677 

Colder ... darker : the energy crisis and 
low-income Americans : an analysis of 
impact and options /, 78-12564 

Collaboration of architect and behavioral 
scientist in research /, 78-15090 

Collected reprints, 78-16856 


Page I- 1254 





Title Index 


Collected reprints - Atlantic Oceanographic 
and Meteorological Laboratories., 78- 
4252, 78-4253 

Collected reprints - Institute for Oceanog- 
raphy, 78-4252, 78-4253 

Collected reprints - National Ocean Sur- 
vey., 78-16856 

Collection and publication of world popula- 
tion data : hearings before the Subcom- 
mittee on Census and Population of the 
Committee on Post Office and Civil Ser- 
vice, House of Representatives, Ninety- 
fifth Congress, first session, on H.R. 
3950 ... March 30 and April 25, 1977., 
78-2238, 78-2288 

Collection efforts not keeping pace with 
growing number of defaulted student 
loans : Office of Education, Department 
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Colorado Springs, Colo., SMSA, 78-4115 

Colorado Springs, Colo. standard 
metropolitan area, 78-4115 

Colorado timber production 
residues, 1974 /, 78-8535 

Columbia and Lower Willamette River : 
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Commander's manual : MOS 12E, atomic 
demolitions munitions specialist., 78- 
10684 

Commander’s manual : 
worker., 78-8684 

Commander's manual : MOS 45R, [missile 
tank turret mechanic], MOS 45N [tank 
turret mechanic], MOS 45PN [Sheridan 
turret mechanic]., 78-20186 

Commander’s manual : MOS 45L, artillery 
repairman., 78-201 

Commander’s manual : MOS 63J : quarter- 
master equipment repairman., 78- 
20168 

Commander's 
mechanical 
78-20169 

Commander’s manual 
specialist., 78-4376 

Commander’s manual 
eletronics specialist., 

Commander’s manual 
helicopter repairer 
10733 

Commander’s manual 
therapy specialist., 78-1512 

Commander's manual office machine 
repairman, MOS 41J., 78-10697 

Commander’s manual operating 
specialist., 78-1506 

Commander's manual 
specialist., 78-1529 

Commander’s manual 
cialist., 78-4349, 

Commander’s manual : parachute rigger, 
MOS 43E., 78-10700 

Commander’s manual : patient administra- 
tion specialist, clinical out patient health 
record [capper manual for MOS 71G]}., 
78-4353 

Commander’s manual : Pershing electrical- 
mechanical repairer, MOS 21L, MOS 
46N., 78-12661 

Commander's manual : Pershing electronics 
material specialist/supervisor MOS 21G., 
78-12657 

Commander's manual : petroleum laborato- 
ry specialist, MOS 92C., 78-20178 

Commander’s manual : petroleum supply 
specialist, MOS 76W., 78-6454 

Commander’s manual physical therapy 
specialist., 78-1530 

Commander’s manual : power generation 
equipment repairer, MOS 52 D., 78- 
20145 

Commander’s manual 
cialist., 78-195 

Commander's manual : remote sensor spe- 
cialist., 78-8700 

Commander's manual 
cialist., 78-1524 

Commander's manual : senior supply serge- 
ant, MOS 76Z., 78-12683 

Commander's manual : short-range ADA 
gunnery crewman., 78-207 

Commander's manual : short-range ADA 
missle crewman., 78-206 
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Commander’s manual : topographic instru- 
ment repair specialist, MOS 41B., 78- 
20143 

Commander’s manual 
senior sergeant., 78-4409 

Commander’s manual : turret repairman, 
MOS 45K., 78-4382 

Commander’s manual : unit and organiza- 
tion supplyman, MOS 76Y., 78-20175 

Commander’s manual : utilities equipment 
repairer, MOS 52C., 78-20144 

Commander’s manual : utility helicopter 
repairer, MOS 67N., 78-20202 

Commander’s manual Veterinary 
cialist., 78-1516 

Commander’s manual 
repairer, MOSC 27F., 78-12669 

Commander’s manual vulcan/FAAR 
system mechanic [MOS 24M]., 78- 
15060 

Commander’s manual : x-ray specialist., 
78-1531 

Commander’s manual : 34E NCR 500 com- 
puter repairman [MOS34E]., 78- 
20180 

Commander’s manual : 34F digital sub- 
scriber terminal equipment repairman, 
[MOS 34F]., 78-15053 

Commander’s manual 34H ADMSE 
repairer : [MOS34H]., 78-20181 

Commander's manual for MOS 11E armor 
crewman /, 78-6460 

Commentary on recording and coding 
guide for the structure inventory and ap- 


transportation 


spe- 


Vulcan/FAAR 


praisal of the nation’s bridges., 78- 
22072 

Comments by FCC Commissioner James H. 
Quello before the Georgia Cable Televi- 


sion Association, Buford, 
February 17, 1978., 78-19989 

Comments on the study “Consequences of 
deregulation of the scheduled air trans- 
portation industry” : Air Transport As- 
sociation of America : report to the Con- 
gress /, 78-1666 

Commerce America., 78-2548 

Commerce America Nevada., 

Commerce America, reprint., 78-1477, 
78-1480, 78-1481, 78-1482, 78-1484 

Commerce business daily., 78-2877 

Commerce district offices service business., 
78-19952 

Commerce in explosives : (part 181 of title 
27, Code of Federal regulations)., 78- 
9544 

Commerce in firearms and ammunition : 
(part 178 of title 27, Code of Federal 
regulations) : Federal laws relating to 
firearms and ammunition., 78-9543 

Commerce library bulletin., 78-2550 

Commerce publications catalog & index, 
78-16769 

Commerce reports, 78-2896 

Commerce science and technology fellow- 
ship program, 78-16768 

Commerce today, 78-2548 

Commercial and industrial loans outstand- 
ing by industry., 78-3190 


Georgia, 


78-2549 
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Commercial apples; production by varie- 
ties., 78-10473 

A commercial application of fire retardants 
to dry-formed hardboards /, 78-14628 

Commercial applications of solar total 
energy systems., 78-13002 

Commercial broilers., 78-19608 

Commercial fact sheet for U.S. business., 
78-6307 

Commercial 
16742 

Commercial fertilizers (Washington), 78- 
2510 

Commercial fisheries review, 78-2864 

Commercial import detentions., 78-3338 

Commercial International Corporation. of 
solar total energy systems., 78-13003 

Commercial livestock slaughter and meat 
production, 78-2502 

Commercial news for the foreign service., 
78-2882 

Commercial nuclear fuel facilities need 
better security., 78-13221 

Commercial practices, 
25839 

Commercial prints and labels, 78-9244 

Commercial scale demonstration, enhanced 
oil recovery by miscellar-polymer flood- 
ing., 78-17207 

Commercial scale demonstration, enhanced 
oil recovery by miscellar-polymer flood- 
ing M-1 project., 78-20793 

Commercial scale expanded bed 
hydroprocessing of solvent refined coal 
(SRC) extract interim technical 
progress report /, 78-23321 

Commercial steel forgings., 78-22816 

Commercial vehicles in collisions involving 
vehicles parked or stopped on highway 
shoulders., 78-14086 

Commerical building unitary heat pump 
system with solar heating : final report, 
May 1, 1976-October 31, 1977 /, 78- 
25444 

Commission on Domestic and International 
Hunger and Malnutrition : report to ac- 
company H. Res. 784 ..., 78-8419 

Commission on Domestic and International 
Hunger and Malnutrition : report to ac- 
company S. Res. 271., 78-5992 

Commission staff reports : impact of 1978- 
79 winter curtailment for twenty-nine 
pipeline companies, docket nos. TC78-5, 
etal., 78-25565 

Commissioned and warrant officer billet 
manual., 78-22215 

Commissioner of Patents and Trademarks 
annual report., 78-6275, 78-19784 

Commissioner of Patents annual report, 
78-6275, 78-19784 

Commissioner’s report on the education 
professions., 78-13452 

Commitment., 78-3346 

Commitment (Washington), 

Commitment to excellence : a history of 
the Sacramento District, U.S. Army 
Corps of Engineers, 1929-1973 /, 78- 
4450 


fertilizers, 78-2510, 78- 


78-7003, 78- 


78-3346 
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Commitments of traders in commodity fu- 
tures (with market concentration ratios), 
78-3827 

Commitments of traders in commodity fu- 
tures, with market concentration ratios., 
78-3826 

Committee budget and justification state- 
ments /, 78-8301, 78-12122 

Committee on Aeronautical and Space 
Sciences, United States Senate, 1958- 
1976., 78-8220 

Committee on Aeronautical and Space 
Sciences, United States Senate, 1958- 
1976 : addendum., 78-16159 

Committee publications and _ policies 
governing their distribution., 78-16197 

Committee rules and rules for investigative 
hearings conducted by subcommittees of 
the Committee on Armed Services, U.S. 
House of Representatives, Ninety-fifth 
Congress, 1977-78., 78-8236 

Commodity Credit Corporation., 78- 
10458 

Commodity Credit Corporation charts., 
78-10464 

Commodity data summaries., 78-13781 

Commodity exchange act extension and 
amendments : report together with addi- 
tional views and separate views to ac- 
company H.R. 10285., 78-22587 

Commodity groupings by world area, 78- 
22821 

Commodity import program : agreement 
between the United States of America 
and Egypt, signed at Cairo July 22, 
1976., 78-787, 78-2135, 78-24307 

Commodity program provisions under the 
Food and Agriculture Act of 1977., 78- 
10322 

Commodity programs and related legisla- 
tion through the years., 78-10460 

Commodity subgroups, 78-19669 

Common carrier actions, 78-2915 

Common carrier services information, 78- 
2914 

Common challenges of democracies : Pre- 
sident Carter before the Indian Parlia- 
ment January 2, 1978, New Dehli., 78- 
15849 

Common cold., 78-427 

Common command language for file 
manipulation and network job execution 
:anexample /, 78-22864 

The common core : remarks /, 78-13448 

Common environmental terms., 78-12844 

The common plants of the hemlock-spruce 
forests of Alaska /, 78-10342 

Common sense in buying a new car., 78- 
18510 

Communication., 78-2721 

Communication (Springfield), 78-2721 

Communication system performance model 
for VHP and higher frequencies /, 78- 
1385 

Communications - electronics, operation of 
citizens band radio equipment., 78- 
25171 





Communications - related occupations., 
78-15714 

Communications act amend- 
ments—penalities and forfeitures authori- 
ty and regulation of cable television pole 
attachments by the Federal Commu- 
nicaions Commission : report to accom- 
pany S. 1547., 78-6039 

Communications act amendments of 1977 : 
hearings before the Subcommittee on 
Communications of the Committee on 
Commerce, Science, and Transportation, 
United States Senate, Ninety-fifth Con- 
gress, first session, on S. 1547 ... June 23 
and 24, 1977., 78-8260 

Communications and clerical skills pro- 
gram; schedule of courses., 78-21897 

Communications and rural America /, 78- 
14301 

Communications and time /, 

Communications-electronics operations, 
orders, records, and reports., 78-23098 

Communications-electronics fundamentals : 
basic principles : direct current., 78- 
20183 

Communications-electronics fundamentals : 
digital computers., 78-10715 

Communications equipment and systems., 
78-157 

Communications manual., 78-26654 

Communications technology satellite out- 
put-tube design and development /, 78- 
7488 

Communicator; a public information ser- 
vice., 78-3837 

Communicator (Ann Arbor), 78-3837 

Communist aid to the less developed coun- 
tries of the free world, 1976., 78-13995 

Communist Chinese scientific abstracts, 
78-8169 

Communist international radio broadcast- 
ing - 1974., 78-7376 

Communist international 
ing - 1975., 78-7381 

Communist Party of the Soviet Union 
(CPSU) Politburo and Secretariat : posi- 
tions and responsibilities., 78-21863 

Communist states and developing coun- 
tries, aid and trade., 78-21891, 78- 
21892, 78-24298 

Community action 
23026 

Community action, selected literature and 
information sources., 78-i7913 

The community and its involvement in the 
study planning action process /, 78- 
23844 

Community based organizations in man- 
power programs and policy 
ference report., 78-18870 

Community College of the Air 
general catalog., 78-12778 

Community crime prevention 
bibliography /, 78-668 

Community crime prevention 
Washington., 78-666 

Community development block grant pro- 
gram : staff report /, 78-12042 


78-12408 


radio broadcast- 


how it works., 78- 
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Community development block grant pro- 
gram administration : hearing before the 
Subcommittee on General Oversight and 
Renegotiation of the Committee on 
Banking, Finance, and Urban Affairs, 
House of Representatives, Ninety-fifth 
Congress, first session, November 14, 
1977, Indianapolis, Ind., 78-9906 

Community development block grant pro- 
gram annual report., 78-17707, 78- 
23892 

Community development block grant pro- 
gram urban counties., 78-548 

Community education and state education 
agencies : an assessment of existing and 
future roles /, 78-1921 

Community education in community and 
junior colleges /, 78-13454 

Community education project descriptions., 
78-13453 

Community emergency drought relief pro- 
gram : loans and grants to help commu- 
nities in drought-designated areas : final 
report 1977., 78-6293 

Community factors, racial composition of 
drug abuse treatment programs and out- 
comes /, 78-8998 

The community health nurse and alcohol- 
related problems : a book of readings /, 
78-21320 

Community health scene., 
13529 

Community involvement in career educa- 
tion : a metropolitan area example /, 
78-13439 

Community mental health centers and 
Biomedical research extension acts of 
1978 : hearing before the Subcommittee 
on Health and Scientific Research of the 
Committee on Human Resources, United 
States Senate, Ninety-fifth Congress, 
second session, on S. 2450 ... February 
8, 1978., 78-22487 

The Community mental health centers ex- 
tension and the Biomedical research ex- 
tension acts of 1978 : report to accom- 
pany S. 2450., 78-19466 

Community nutrition in preventive health 
care services : a critical review of the 
literature /, 78-23831 

Community planning and development 
evaluation citizen participation, ex- 
perience and trends in community 
development block grant entitlement 
communities., 78-11363 

Community planning and development 
evaluation community development 
block grant program urban counties : the 
first year experience., 78-548 

Community program statistics 
1975., 78-10465 

Community property and the Federal in- 
come tax., 78-7663 

Community relations guide to Job Corps : 
under the Comprehensive employment 
and training act of 1973., 78-729 


78-13528, 78- 


1940- 
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The Community Relations Service, U-S. 
Department of Justice : a synopsis., 78- 
9216 

Community service and continuing educa- 
tion, 78-11177 

Community stabilization program 
study /, 78-549 

Community supervision, probation, restitu- 
tion, community service., 78-21673 

Community workers and the energy they 
use : grade 2., 78-4559 

Commuter air carrier 
26607 

Commuter air carrier traffic statistics., 
78-16811, 78-16812, 78-22990 

Commuter airline airport facilities : study 
of four air carrier airports., 78-5337 

Commuter and V/STOL air carrier hand- 
book., 78-5367 

Commuter railroad safety activities on 
Conrail’s lines in New York should be 
improved : report /, 78-15347 

Como comprar carne para conservar en el 
refrigerador., 78-16511 

Como lograr el maximo en una prueba de 
aptitud., 78-21701 

Comparability adjustment for Federal statu- 
tory pay systems : message from the Pre- 
sident of the United States ..., 78-5682 

Comparative analysis of a remodeled versus 
a new dairy products processing plant /, 
78-16518 

Comparative analysis of nurse and medical 
service personnel : final report for period 
2 January 1974 - 31 July 1975 /, 78- 
4528 

Comparative analysis of selected general 
aviation airports., 78-5336 

Comparative analysis of the relative validity 
for subjective time rating scales /, 78- 
15143 

Comparative analysis of the 1976 ERDA 
plan and program., 78-26697 

A comparative analysis of urban transpor- 
tation requirements : /, 78-9614, 78- 
9620, 78-11856 

Comparative automotive engine operation 
when fueled with ethanol and methanol., 
78-16999 

Comparative climatic data., 78-22930 

Comparative costs of urban transportation 
systems /, 78-18565 

Comparative evaluation of costs, quality, 
and system effects of ambulatory surgery 
performed in alternative settings 
tive summary., 78-23859 

Comparative evaluation of technical and 
economic indices for MHD and _ ther- 
mionic toppers for steam turbine facili- 
ties /, 78-10978 

Comparative evaluation of the performance 
of package wastewater 
systems., 78-21344 

Comparative evaluation of visual distress 
signals /, 78-9736 

Comparative growth in manufacturing 
productivity and labor costs in selected 
industrialized countries., 78-703 


: a Case 


operators., 78- 


> execu- 


treatment 
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Comparative life cycle cost : a case study : 
study /, 78-25811 

Comparative occupational survey’ of 
civilian and military members in the 
pavements maintenance and construction 
equipment operator specialists /, 78- 
25359 

Comparative occupational survey of USAF 
civilian and military members in three 
civil engineering specialites : final report 
for period 1 October 1975 - 31 August 
1977 /, 78-15214 

Comparative performance of solar heating 
with air and liquid systems ... /, 78- 
6636 

Comparative performance of structural 
layers in pavement systems /, 78-7963 

Comparative shortwall and room-and-pillar 
mining costs /, 78-644 

Comparative treatment of the U.S. and the 
USSR in the Yugoslav press., 78-13831 

Comparative U.S./USSR tests of hot-side 
electrostatic precipitator /, 78-6574 

Comparing incidence of diseased tissue and 
use of blood between military and 
civilian hospitals : report to the Subcom- 
mittee on Retirement and Employee 
Benefits, Committee on Post Office and 
Civil Service, House of Representatives /, 
78-1784 

Comparision of methods for the determina- 
tion of total available residual chlorine in 
various sample matrices /, 78-20746 

A comparison between dispersed nuclear 
power plants and a nuclear energy center 
at a hypothetical site on Kentucky Lake, 
Tennessee /, 78-17266 

A comparison of a laboratory and field 
study of annoyance and acceptability of 
aircraft noise exposures /, 78-9421 

Comparison of accident data collected on- 
scene with follow-on data /, 78-8065 

Comparison of BERC re-refining process 
with acid/clay/distillation process /, 78- 
23278 

Comparison of capabilities and costs of 
dedicated airplane and spacecraft mis- 
sions for remote water monitoring of 
U.S. coastal zones /, 78-13942 

Comparison of coal liquefaction processes : 
final report on task 006 /, 78-25477 

Comparison of compensation paid scientists 
and engineers in research and develop- 
ment : DOE National Survey of Compen- 
sation : 1977 data / prepared by Oak 
Ridge Operations Office., 78-20648 

Comparison of computer codes for calcu- 
lating dynamic loads in wind turbines /, 
78-23297 

Comparison of District of Columbia 
firefighters and a nationwide sample., 
78-181 

Comparison of dynamic stall phenomena 
for pitching and vertical translation mo- 
tions /, 78-18165 

Comparison of ecological impacts of postu- 
lated oil spills at selected Alaskan loca- 
tions /, 78-16029 
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Comparison of employment features of the 
Civil Service and Commissioned Corps of 
the Public Health Service., 78-21276 

Comparison of enlisted Air Force acces- 
sions, 1972-1974 /, 78-15158, 78- 
20420 

Comparison of five types of low-energy 
scrubbers for dust control /, 78-21532 

Comparison of fossil and wood fuels /, 
78-6569 

Comparison of four unattended ground 
sensor displays /, 78-214 

Comparison of jet Mach number decay 
data with a correlation and jet spreading 
contours for a large variety of nozzles /, 
78-9323 

Comparison of mast and boom wind speed 
and direction measurements on USS. 
GATE B-scale ships /, 78-19835 

A comparison of measured data and its 
model predictions : VOR and TACAN 
signal strenghts /, 78-26618 

Comparison of minority aspirants to health 
careers., 78-487 

A comparison of oxidation ditch plants to 
competing processes for secondary and 
advanced treatment of municipal wastes 
/, 78-17142 

Comparison of ozone measurement 
techniques using aircraft, balloon, and 
ground-based measurements /, 78-7499 

Comparison of performance and career 
progression of high school graduates and 
non-graduates in the Air Force : final re- 
port for period 1 July 1974 - 9 Sep- 
tember 1975 /, 78-15148, 78-20415 

A comparison of present day ATCRBS per- 
formance with that of the proposed 
ATCRBS/DABS /, 78-18750 

Comparison of production costs for grade 
A and grade B milk /, 78-14829 

Comparison of remotely sensed continen- 
tal-shelf wave spectra with spectra com- 
puted by using a wave refraction com- 
puter model /, 78-11716 

Comparison of respirable dust concentra- 
tions measured with personal gravimetric 
sampling instruments operated on-section 
and portal-to-portal /, 78-17866 

Comparison of selected operational capa- 
bilities of fifty-four geographic informa- 
tion systems /, 78-24047 

Comparison of silvicultural methods at 
Coyote Creek watersheds in 
southwestern Oregon : a case history /, 
78-10379 

Comparison of test retest results of male 
and female enlistees on the Armed ser- 
vices vocational aptitude battery : final 
report for period July 1974 - October 
1975 /, 78-15177 

Comparison of the assumptions, 
methodologies and conclusions of three 
residential space conditioning system stu- 
dies /, 78-20601 

A comparison of the 
aerodynamic 


experimental 
characte;istics of an 
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oblique wing with those of a swept wing 
/, 78-9371 

A comparison of the frequency distribution 
of four-hour totals of manually digitized 
radar data with flooding over a portion 
of the southeastern United States /, 78- 
4161 

Comparison of the Health Care Financing 
Administration’s Medicare bureau Clains 
processing costs for 1973 and fiscal year 
1975 : House of Representatives report 
to the Committee on Ways and Means /, 
78-11118 

Comparison of the NAVSTAR program 
with the acquisition plan recommended 
by the Commission on Government 
Procurement : report to the Congress /, 
78-1865 

Comparison of the Ohio State University 
and Penn State University skid system 
water nozzle /, 78-18607 

Comparison of the Pershing II program 
with the acquisition plan recommended 
by the Commission on Government 
Procurement : Department of Defense : 
report to the Congress /, 78-4772 

A comparison of the radiation hazard of 
fission and fusion reactors ... articie /, 
78-6682 

A comparison of the results of dynamic 
wind-tunnel test with theoretical predic- 
tions for an aeromechanical gust-allevia- 
tion system for light airplanes /, 78- 
18108 

Comparison of the Russian services of the 
four major broadcasters (VOA, BBC, 
DW,RL)/, 78-7367 

Comparison of the shipboard intermediate 
range combat system with the acquisition 
plan recommended by the Commission 
on Government Procurement : Depart- 
ment of Defense : report to the Congress 
/, 78-1864 

A comparison of the VOA and Soviet 
media /, 78-7372 

Comparison of theoretical and experimen- 
tal steady wing loads on a space shuttle 
configuration at Mach numbers of 0.6 
and 1.4/, 78-9356 

Comparison of thermal analytic model with 
experimental test results for 30-centime- 
ter-diameter engineering model mercury 
ion thruster /, 78-7513 

Comparison of two computer programs by 
predicting turbulent mixing of helium in 
a ducted supersonic airstream /, 78- 
24239 

Comparison of two HSGT_ magnetic 
suspension systems (attraction) /, 78- 
7844 

A comparison of two independent measure- 
ments and analyses of jet aircraft flyover 
noise /, 78-13907 

Comparison of various methods for predict- 
ing the loudness and acceptability of 
noise /, 78-1553 





Comparison of VGH data from wide-body 
and narrow-body long-haul  turbine- 
powered transports /, 78-18093 

Comparison of wood preservatives in stake 
tests : 1977 progress report /, 78-10364 

Comparison testing of an analog and digital 
rank order quantizer /, 78-18727 

Comparisons among treatment means in an 
analysis of variance /, 78-4018 

Comparisons between abbreviated and con- 
trolled officer effectiveness reports : final 
report for period 15 December 1975 - 31 
March 1976 /, 78-15182 

Compassion and common sense : selected 
speeches of Secretary David Mathews, 
1975-1977 [i.e. 1976].,  78-11157 

Compatibility check of measured aircraft 
responses using Kinematic equations and 
extended Kalman filter /, 78-9346 

Compatibility of Ohio trail users /, 78- 
14681 

Compendium., 78-21113 

A compendium of computer codes for the 
safety analysis of fast breeder reactors., 
78-16975 

Compendium of Copyright Office prac- 
tices., 78-3577 

A compendium of energy-dependent sen- 
sitivity profiles for the TRX-2 thermal 
lattice /, 78-25511 

Compendium of international air stan- 
dardization agreements : ASCC, CENTO, 
NATO., 78-6518 

Compendium of materials on zero-base 
budgeting in the States /, 78-10175 

A compendium of NAS enroute system 
performance, analysis and modeling 
documentation relative to the model 
A3d2 enroute operational system /, 78- 
8006 

A compendium of selected health-related 
Federally supported programs : a guide 
to program relationships., 78-469 

Compensating victims of violent crime 
potential costs and coverage of a na- 
tional program /, 78-17921 

Compensation elements and related man- 
power cost items, their purpose and 
legislative background., 78-6368 

Compensation for transport delays 
produced by computer image generation 
systems /, 78-25374 

Compensation of professional employees 
on service contracts : hearing before a 
subcommittee of the Committee on 
Government Operations, House of 
Representatives, Ninety-fifth Congress, 
second session, on H.R. 4873 ... March 
15, 1978., 78-19120 

Compensation provided to American clai- 
mants through foreign claims settlements 
: Foreign Claims Settlement Commission, 
Department of the Treasury : report of 
the Comptroller General of the United 
States., 78-4748 

The compensatory education study : execu- 
tive summary., 78-25859 





December 1978 


Competence in the medical professions : a 
Strategy., 78-483 

Competencies for university programs in 
bilingual education /, 78-23720 

Competency based teacher education 
toward a consensus /, 78-18839 

Competition and market share instability : 
staff report to the Federal Trade Com- 
mission /, 78-17325 

Competition-density effects in a loblolly 
pine seedling stand /, 78-8527 

Competition for negotiated government 
procurement can and should be im- 
proved : report to the Congress /, 78- 
4775 

Competition in the health care sector, past, 
present, and future : proceedings of a 
conference sponsored by the Bureau of 
Economics, Federal Trade Commission /, 
78-23604 

Competition in the sulfuric acid industry /, 
78-347 

Competition review act : hearings before 
the Select Committee on Small Business, 
United States Senate, Ninety-fifth Con- 
gress, second session ... January 24 and 
25, 1978., 78-16294 

Competitive aspects of President Carter’s 
energy plan : hearings before the Sub- 
committee on Antitrust and Monopoly of 
the Committee on the Judiciary, United 
States Senate, Ninety-fifth Conress, first 
session ... June 23 and July 15, 1977., 
78-19190 

Competitive problems in the drug industry : 
hearings before Subcommittee on 
Monopoly and Anticompetitive Activities 
of the Select Committee on Small Busi- 
ness, United States Senate, Ninety-fifth 
Congress, first session ..., 78-22557 

A compilation and analysis of cyclic triaxial 
test data /, 78-22093 

Compilation and evaluation of leaching test 
methods /, 78-23475 

Compilation of clinical protocol summa- 
ries., 78-13493 

A compilation of Federal education laws, 
as amended through June 30, 1977 /, 
78-5546 

A compilation of Federal laws and execu- 
tive orders for nondiscrimination and 
equal opportunity programs : study /, 
78-25792 

A compilation of Federal laws relating to 
conservation and development of our na- 
tion’s fish and wildlife resources, en- 
vironmental quality, and oceanography., 
78-2282 

Compilation of judicial decisions which 
have an impact on coal mine inspections 
/, 78-7358 

Compilation of rate constants for the reac- 
tions of metal ions in unusual valency 
states /, 78-22888 

Compilation of recommendations to the 
Office of Management and Budget for 
improving government operations : re- 
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port to the House Committee on Govern- 
ment Operations /, 78-13276 

Compilation of securities laws within the 
jurisdiction of the Committee on In- 
terstate and Foreign Commerce ... /, 
78-19150 

Compilation of selected acts within the ju- 
risdiction of the Committee on Interstate 
and Foreign Commerce : prepared for 
the use of the House Committee on In- 
terstate and Foreign Commerce., 78- 
12123 

A compilation of state water quality stan- 
dards for marine waters., 78-20689 

Compilation of statutes relating to soil con- 
servation, set aside, acreage diversion, 
marketing quotas and allotments, wheat 
certificates, Commodity Credit Corpora- 
tion, price support, export and surplus 
removal, Public Law 480, crop in- 
surance, sugar payments and quotas, 
marketing agreements and orders, school 
lunch, child nutrition, food stamp, and 
related statutes., 78-19514 

Compilation of the Comprehensive employ- 
ment and training act of 1973, as 
amended, and other related Federal laws 
/, 78-9925 

Compilation of the Housing and communi- 
ty development act of 1977 /, 78-14292 

A compilation of wind current, bottom- 
pressure, and STD-CTD measurements in 
the northeast Gulf of Alaska, February- 
May 1975 /, 78-1460 

Complaints concerning the Farmers Home 
Administration’s rural housing loan pro- 
gram in five Arkansas counties : Depart- 
ment of Agriculture : report to the Inter- 
governmental Relations Subcommittee, 
Committee on Government Operations, 
House of Representatives., 78-1717 

A complementary MOS process /, 78- 
21791 

Complete aircraft, 

Complete aircraft 
2594 

A Complete disposal-recycle scheme for 
agricultural solid wastes /, 78-263 

Compliance and enforcement efforts of the 
Consumer Product Safety Commission : 
hearing before the Subcommittee for 
Consumers of the Committee on Com- 
merce, United States Senate, Ninety- 
fourth Congress, second session, on S. 
3755 ... September 9, 1976., 78-989 

Compliance and Regulatory Affairs., 78- 
17929 

A compliance guide for petroleum impor- 
ters., 78-8844 

A compliance guide for propane pricing by 
independent resellers., 78-333 

Compliance monitoring and wastewater 
characterization of NL Industries, Inc., 
St. Louis, Missouri, June 1976., 78- 
20676 

Complications in implementing home 
weatherization programs for the poor : 
report to the Congress /, 78-25793 


78-2594 


aircraft engines., 78- 
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Component parts of ammunition tax : re- 
port together with additional views to ac- 
company H.R. 3633., 78-26935 

Composer/librettist fellowships., 78-11797 

Composition and properties of working 
fluids in open cycle mag- 
netohydrodynamic generators., 78- 
23224 

The composting option for human waste 
disposal in the backcountry /, 78-48 

Composting sewage sludge by high-rate 
suction aeration techniques : the process 
as conducted at Bangor, Maine, and 
some guides of general applicability /, 
78-12872 

Comprehensive audit manual., 78-25818 

Comprehensive career criminal program 
guide., 78-7411 

Comprehensive data handling system, air 
quality data handling subsystem 
(AQDHS-II) program, documentation 
and user’s guide., 78-23535 

Comprehensive emergency services : 
munity guide /, 78-534 

Comprehensive emergency services 
ing guide /, 78-535 

Comprehensive employment and training 
act., 78-170 

Comprehensive employment and training 
act : hearing before the Subcommittee 
on Employment Opportunities of the 
Committee on Education and Labor, 
House of Representatives, Ninety-fifth 
Congress, first session ... Oakland, Calif., 
November 16, 1977., 78-19091 


com- 


: train- 


Comprehensive employment and training 
act : hearing before the Task Force on 
Human Resources of the Committee on 
the Budget, House of Representatives, 
Ninety-fifth Congress, first session, June 


30, 1977., 78-985 

Comprehensive employment and training 
act amendments of 1978 : report to ac- 
company S. 2570., 78-19496 

Comprehensive employment and training 
act of 1973., 78-15733 

The Comprehensive employment and train- 
ing act of 1973 : Job Corps catalog of 
materials., 78-5139, 78-15733 

Comprehensive employment and training 
act of 1973 : Job Corps health program : 
a working document for standing orders., 
78-13870 

Comprehensive employment and _ training 
act of 1973, forms preparation hand- 
book., 78-7452 

Comprehensive employment and _ training 
act program models., 78-24186, 78- 
26288 

Comprehensive employment and _ training 
act title 6 project description reports., 
78-18016 

Comprehensive employment and _ training 
amendments of 1978 : hearings before 
the Subcommittee on Employment Op- 
portunities of the Committee on Educa- 
tion and Labor, House of Representa- 
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tives, Ninety-fifth Congress, second ses- 
sion, on H.R. 11086 ...,  78-22441 

Comprehensive employment and training 
amendments of 1978 : report together 
with additional and supplemental views 
to accompany H.R. 12452., 78-24713 

A comprehensive field test and evaluation 
of an electronic signpost AVM system /, 
78-22241 

Comprehensive final report on State regu- 
latory agencies & professional associa- 
tions., 78-7435 

A comprehensive manpower system for 
energy research, development, and 
demonstration., 78-25500 

Comprehensive occupational data analysis 
programs (CODAP) : use of REXALL to 
identify divergent raters., 78-6526 

Comprehensive older Americans act 
amendments of 1978 : conference report 
to accompany H.R. 12255., 78-27120 

Comprehensive Older Americans act 
amendments of 1978 : report to accom- 
pany H.R. 12255., 78-26914 

Comprehensive program & plan _ for 
Federal energy education, extension, & 
information activities., 78-17008 

Comprehensive _ rehabilitation _ services 
amendments of 1978 : report to accom- 
pany H. R. 12467., 78-26913 

Comprehensive security planning : a pro- 
gram for Arthur Capper Dwellings, 
Washington, D.C. final draft., 78- 
17685 

Comprehensive Sickle Cell Center program 
: a bibliography, 1972-1977 /, 78-1940 

Comprehensive tax guide to U.S. civil ser- 
vice retirement benefits., 78-11824, 
78-18489 

Compressive strength of ship hull girders /, 
78-2213 

Comptroller General of the United States 
[decisions], B- [series]., 78-3207 

Comptroller General’s report on establish- 
ment of Health Care Financing Adminis- 
tration in HEW : hearing before the Sub- 
committee on Health of the Committee 
on Finance, United States Senate, 
Ninety-fifth Congress, first session, July 
21, 1977., 78-1031 

Comptroller’s handbook for national trust 
examiners., 78-26548 

Computation of the incomplete gamma 
function ration /, 78-20341 

Computation of the percentage points of 
the Chi-square distribution /, 78-10820 

Computation of transonic boattail flow with 
separation /, 78-15778 

Computation of unsteady transonic flows 
through rotating and stationary cascades 
/, 78-18198 

Computation of unsteady transonic flows 
through rotating and stationary cascades 
: Il - User’s guide to Fortran program 
B2DATL /, 78-18197 

Computational methods to predict railcar 
response to track cross-level variations /, 
78-7851 
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A computational system for aerodynamic 
design and analysis of supersonic aircraft 
: part 2, user’s manual /, 78-13945 

Computed tomography scanners :b oppor- 
tunity for coordinated Federal planning 
before substantial acquisitions : report to 
the Congress /, 78-13314 

Computer-aided analysis of dissipation 
losses in isolated and coupled transmis- 
sion lines for microwave and millimeter- 
wave integrated-circuit applications /, 
78-20379 

Computer aided and programmed instruc- 
tion in medical education : May 1974 
through April 1978, 90 citations in En- 
glish /, 78-17566 

Computer-aided building design 
78-23665 

Computer-aided estimates of concentrating- 
grade iron resources in the Negaunee 
Iron-formation, Marquette District, 
Michigan /, 78-13759 

Computer-aided industrial process design ... 
/, 78-13109 

Computer-aided industrial process design : 
the Aspen project /, 78-20626 

Computer-aided industrial process design : 
the ASPEN project : functional specifica- 
tions for ASPEN., 78-23368 

Computer aided nonlinear electrical net- 
works analysis /, 78-9439 

Computer assisted and programmed in- 
struction in dental education : May 1974 
through April 1978, 25 citations /, 78- 
21217 

Computer assisted and programmed in- 
struction in nursing education May 
1974 through May 1978, 48 citations /, 
78-21215 

Computer assisted instruction in Air Force 
medical training : preliminary findings : 
interim report for period February 1974 
- March 1976 /, 78-20432 

Computer-assisted testing with live ex- 
aminees; : a rendezvous with reality /, 
78-14955 

Computer auditing in the executive depart- 
ments : not enough is being done : report 
to Congress /, 78-1730 

Computer-based resource accounting 
model for automobile technology impact 
assessment /, 78-15929 

A computer code for calculating doses, 
population doses, and ground depositions 
due to atmospheric emissions of 
radionuclides /, 78-17193 

Computer code for transportation network 
design and analysis /, 78-9587 

Computer considerations for real time 
simulation of a generalized rotor model /, 
78-9444 

Computer drives tester training : final - 
training program for 24 June 1974 - 23 
September 1975 /, 78-15171 

Computer evaluation of existing 
proposed fire lookouts /, 78-16639 

Computer graphics : two-and three-dimen- 
sional clipping /, 78-20431 


: study /, 


and 





Computer image generation imagery im- 
provement : circles, contours, and tex- 
ture : final report for period June 1976 - 
August 1977 /, 78-15212 

Computer/machine operator, 
1/2.,  78-20184 

Computer/machine operator, skill level 3., 
78-6459 

Computer mode for life cycle costing : 
user’s guide /, 78-10821 

A computer model for the KALC process 
studies in the ORGPD off-gas decon- 
tamination pilot plant /, 78-20949 

A computer model of municipal 
removal /, 78-10769 

Computer modeling of coal gasification 
reactors., 78-8794 

Computer modeling of five-spot well pat- 
tern fluid flow during in situ uranium 
leaching /, 78-21530 

Computer output microfilm (COM) /, 78- 
9262 

Computer output microform (COM) for- 
mats and reduction ratios, 16 mm and 
105 mm., 78-25034 

Computer Performance Evaluation Users 
Group (CPEUG) : proceedings of the 
thirteenth meeting, held at New Orleans, 
Louisiana, October 11-14, 1977 /, 78- 
19742 

Computer program abstracts., 78-3616 

Computer program for analysis of coupled- 
cavity traveling-wave tubes /, 78-9338 


skill level 


snow 


A computer program for analyzing PERT 


networks /, 78-1363 

A computer program for analyzing un- 
resolved Mossbauer hyperfine spectra /, 
78-26330 

Computer program for obtaining sound 
speeds from digitized environmental data 
/, 78-20377 

Computer program for obtaining ther- 
modynamic and transport properties of 
air and products of combustion of 
ASTM-A-1 fuel and air /, 78-26382 

Computer program for organ doses in diag- 
nostic radiology /, 78-21266 

Computer program for  reservoir-water 
budgets /, 78-8571 

A computer program for variable density 
yield tables for loblolly pine plantations 
/, 78-16644 

A computer program functional design of 
the simulation subsystem of an auto- 
mated central flow control system /, 78- 
15998 

A computer program (POWREQ) for 
power requirements of mass transit vehi- 
cles /, 78-22242 

Computer programs for the interpretation 
of low resolution mass spectra : program 
for calculation of molecular formulas /, 
78-9380 

Computer programs in basic language for 
atomic absorption flame spectroscopy /, 
78-25548 
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Computer relay chassis tester training 
final - training program for 28 June 1974 
- 23 September 1975 /, 78-15172 

Computer Science and Statistics—Tenth 
Annual Symposium on the Interface : 
proceedings of the 10th annual symposi- 
um held at the National Bureau of Stan- 
dards, Gaithersburg, Maryland, April 14- 
15,1977 /, 78-19751 

Computer science & technology, an 
architecture for a robot hierarchical con- 
trol system., 78-4140 

Computer science series GS-1550., 78- 
6347, 78-6348 

Computer security and the data encryption 
standard : proceedings of the Conference 
on Computer Security and the Data 
Encryption Standard held at the National 
Bureau of Standards in Gaithersburg, 
Maryland, on February 15, 1977 /, 78- 
14874 

Computer simulation incorporating a 
helicopter model for evaluation of air- 
craft avionics systems /, 78-18122 

Computer simulation of human thoracic 
skeletal response /, 78-16045, 78- 
24404 

Computer simulation of human thoracic 
skeletal response : abstract summary re- 
port /, 78-24403 

Computer simulation of SNOWMELT /, 
78-14658 

A computer simulation of the afterburning 
processes occurring within solid rocket 
motor plumes in the troposphere /, 78- 
11691 

Computer simulation of the effect of road 
roughness on tire-pavement forces in 
braking and corning /, 78-9629 

Computer simulations of ATCRBS 
processing equipment for use with the 
AIMS and transient effects performance 
prediction models /, 78-18710 

Computer software for the assessment of 
growth histories of weather radar echoes 
/, 78-4158 

A computer study and site analysis of the 
Buffalo, New York runway 23 glidescope 
site /, 78-7967 

Computer training courses and seminars : 
1978-1979., 78-8962 

Computerized slope stability analysis of 
refuse piles and impoundments by the 
simplified Bishop method /, 78-21614, 
78-26229 

Computerized tidal currents of Long Island 
Sound for search and rescue planning /, 
78-8034 

Computers and mathematical programming 
: proceedings of the Bicentennial Con- 
ference on Mathematical Programming 
held at the National Bureau of Stan- 
dards, Gaithersburg, Maryland, 
November 29-December 1, 1976 /, 78- 
19750 

Computers cards tester training : final - 
training program for 24 June 1974 - 23 
September 1975 /, 78-15173 
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Computers, control & information theory., 
78-2696 

Computers for real time flight simulation : 
a market survey /, 78-18186 

Computing and measuring devices., 78- 
21775 

Computing at LASL 
1950s /, 78-20617 

Computing your tax under the 
averaging method., 78-7648 

The Con Edison power failure of July 13 
and 14, 1977., 78-23401 

Concentrating dilute oleoresin samples for 
analysis on monoterpenes by gas chro- 
matography /, 78-6162 

Concept for fluidized bed combustion of 
consol char using a closed-cycle helium 
power plant with an estimate of the price 
of electric power /, 78-6774 

Concept for fluidized bed combustion of 
consol char using a closed-cycle helium 
power plant with an estimate of the price 
of electric power : final report /, 78- 
1597 

Concept of internally sealed concrete /, 
78-22082 

Concepts and methods of refrigaeration for 
superconducting power transmission ca- 
bles : final report /, 78-1584 

Concepts and practices in Fish and Wildlife 
Administration /, 78-24045 

Concepts for using modeling as a research 
tool /, 78-22747 

Concepts of fracture toughness and struc- 
tural integrity /, 78-20394 

Conceptual commerical design and com- 
mercial feasibility evaluation for clean 
boiler fuel facility ... : final report, task 
assignment number 3, engineering sup- 
port services /, 78-6744 

Conceptual design and analysis of the 
tracked magnetically levitated vehicle 
technology program (TMLYV) : repulsion 
scheme., 78-11872 

Conceptual design for 
liquefaction commercial 
6793, 78-8809, 78-17232, 

Conceptual design for 
liquefaction 
20890 

Conceptual design for an atmospheric 
fluidized-bed direct combustion power 
generating plant : phase I, commercial 
plant conceptual design., 78-13138, 
78-20912, 78-25482 

Conceptual design of a CDIF instrumented 
test section : final report /, 78-13179 

Conceptual design of a coal to methanol 
commercial plant /, 78-13125 

Conceptual design of an atmospheric 
fluidized-bed combustion electric power 
generating plant ... /, 78-20575, 78- 
23335 

Conceptual designs of commercial plants ; 
coal to methanol and methanol to 
gasoline., 78-20645 

A conceptual framework for occupational 
health surveillance /, 78-23849 


in the 1940s and 


income 


coal 
plant., 78- 

78-20889 
advanced coal 
commerical plant., 78- 


advanced 
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Conceptual studies of toroidal field mag- 
nets for the Tokamak Experimental 
Power Reactor : final report, large coil 
project /, 78-11080 

Conceptual studies of toroidal field mag- 
nets for the Tokamak (Fusion) Experi- 
mental Power Reactor : final report /, 
78-20954 

Concerted effort needed to improve Indian 
education : Bureau of Indian Affairs, De- 
partment of the Interior : report of the 
Comptroller General of the United 
States., 78-1657 

The Concorde - results of a supersonic air- 
craft’s entry into the United States : re- 
port of the Comptroller General of the 
United States., 78-1707 

Concorde monitoring monthly report, 
Dulles International Airport, 78-3778 

Concorde monitoring summary report, 
Dulles International Airport, 78-18688 

Concordia Parish, Louisiana, unincor- 
porated areas., 78-9058 

Concrete performance in Glen Canyon 
Dam : 10-year core report /, 78-7294 

Concrete products point source category., 
78-25604 

Concurrent studies of enhanced heat 
transfer and materials for ocean thermal 
exchangers ... /, 78-6624, 78-13031 

A concurrent validational study of the 
NCHS general well-being schedule /, 
78-1954 

Concurring in the Senate amendment to 
H.R. 9290 : report to accompany H. Res. 
804., 78-1253 

Condemnations of private property for 
public use., 78-5255 

Condensation of fuel onto the above-core 
structure during an LMFBR core-disrup- 
tive accident /, 78-2207 

Condensation rates in steam-water mixing : 
quarterly progress report, June 1, 1977 - 
September 1, 1977 /, 78-18942 

The Condition of education, 78-13462, 
78-17455 

The condition of education; a statistical re- 
port on the condition of American edu- 
cation., 78-13462 

The condition of education; statistical re- 
port., 78-17455 

The condition of hearing aids worn by chil- 
dren in a public school program., 78- 
398 

Conditions affecting fatigue-crack-growth 
rate : relevance to test method selection 
and data interpretation /, 78-23186 

Conditions and limitations on the general 
license provisions of 10 CFR 150.20 : 
rules and regulations., 78-16142 

Conditions for change in the health care 
system., 78-1951 

Conditions in South Africa : hearing before 
the Subcommittee on African Affairs of 
the Committee on Foreign Relations, 
United States Senate, Ninety-fifth Con- 
gress, second session, on February 3, 
1978 ...,  78-16219 
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Conditions of competition in U.S. markets 
between domestic and foreign live cattle 
and cattle meat fit for human consump- 
tion : report on investigation no. 332-85 
under section 332 of the Tariff Act of 
1930., 78-9547 

Condominium homeownership opportuni- 
ties could be increased : report to the 
Congress /, 78-15345 

Conduct and discipline., 78-7895 

Conduct on monetary policy, 78-16330, 
78-24833 

Conducting followup research on drug 
treatment programs /, 78-521 

Conduit electrical /, 78-6390 

Conduit outlets., 78-12588 

Cone and seed maturation of southern 
pines /, 78-16598 

Cone maturation in ponderosa pine foliage 
scorched by wildfire /, 78-10384 

Confectionery and competitive chocolate 
products, manufacturers’ sales, 78- 
2564, 78-22809 

Confectionery, including chocolate 
products., 78-2564, 78-22809 

Confectionery manufacturers’ sales & dis- 
tribution., 78-10608 

Conference briefs., 78-2659 

Conference comparison on the energy tax 
provisions of H.R. 5263 /, 78-19238 

Conference on Materials for Coal Conver- 
sion and Utilization, Germantown, Mary- 
land, September 30-October 1, 1976., 
78-6603 

Conference on Particulate Collection 
Problems in Converting to Low Sulfur 
Coals /, 78-12947 

Conference proceedings, Policy leadership 
in fire protection, third conference, Oc- 
tober 24-26, 1977., 78-25078 

Conference report on evaluating the 1977 
economic stimulus package., 78-26255 

Confidential funding a study of un- 
vouchered accounts /, 78-14300 

Confidentiality and privacy : a report of the 
Commission on Federal Paperwork., 
78-8195 

Confidentiality of alcohol and drug abuse 
patient records and child abuse and 
neglect reporting : a joint policy state- 
ment /, 78-21307 

Confidentiality of medical records : hearing 
before the Subcommittee on Health of 
the Committee on Finance, United States 
Senate, Ninety-fifth Congress, first ses- 
sion, September 15, 1977., 78-5561 

Confidentiality of research and statistical 
data., 78-7412 

Configuration heating for a hypersonic 
research airplane concept having a 70 
swept double-delta wing /, 78-26375 

Confined boiling rates of liquefied petrole- 
um gas on water /, 78-25492 

Conflict and detente between social issues 
and clinical practice., 78-17643 

Conflict of interest in regulatory agencies : 
hearings before the Subcommittee on 
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Oversight and Investigations of the Com- 
mittee on Interstate and Foreign Com- 
merce, House of Representatives, Ninety- 
fifth Congress, first session, May 23 and 
24, and June 2, 1977., 78-5601 

Conflicting Congressional policies’ - 
veterans’ preferences and apportionment 
vs. equal employment opportunity : re- 
port to the Congress /, 78-1759 

Congenital malformations surveillance., 
78-3353 

Congential malformations surveillance., 
78-13551 

Congregate housing services act of 1978 : 
hearing before the Subcommittee on 
Housing and Urban Affairs of the Com- 
mittee on Banking, Housing, and Urban 
Affairs, United States Senate, Ninety- 
fifth Congress, second session, on S. 
2691 ... April 13, 1978., 78-19045 

Congress and foreign policy., 78-8320 

Congress and foreign policy : report of the 
Special Subcommittee on Investigations 
of the Committee on International Rela- 
tions, House of Representatives., 78- 
9988 

Congress evolves: the changing politics of 
American defense /, 78-7629 

Congressional advisers report of the Con- 
ference on _ International Economic 
Cooperation (the North/South Con- 
ference) : report /, 78-5898 

Congressional Budget Office publications., 
78-376 

Congressional budget reform : Public law 
93-344, enacted July 12, 1974 /, 78- 
12053 

Congressional budget scorekeeping report., 
78-3949 

Congressional clarification needed on eligi- 
bility for waivers of non-Federal con- 
tributions for dredged material confined 
disposal plants : report of the Comp- 
troller General of the United States., 
78-6902 

Congressional control of expenditures /, 
78-9916 

Congressional directory., 78-6994 

Congressional Directory supplement, 78- 
16274 

Congressional district data book; a Statisti- 
cal abstract supplement, 78-14849 

Congressional district data, CDD, 78- 
14849 

Congressional district ranking by selected 
programs and commodities : 93rd Con- 
gress /, 78-12412 

Congressional globe, 
78-2179, 78-2180, 
11943, 78-11944, 
18817, 78-22279 

Congressional policy guidance should im- 
prove military hospital planning : Depart- 
ment of Defense : report to the Commit- 
tee on Appropriations, House of 
Representatives /, 78-4685 


78-2177, 78-2178, 
78-3813, 78- 
78-11945, 78- 





Congressional 
2178, 78-2179, 
78-3814, 


record, 78-2177, 78- 
78-2180, 78-3813, 

78-11942, 78-11943, 78- 
11944, 78-11945, 78-14222, 78- 
18817, 78-18818, 78-22279 

Congressional record. Daily digest of the 
Congress., 78-11942, 78-18818 

Congressional record; proceedings 
debates of the Congress., 
78-2178, 78-2179, 
3813, 78-11943, 
11945, 78-18817, 78-22279 

Congressional record; proceedings 
debates of the Congress. Index., 
14222 

Congressional record (Daily edition), 78- 
3813 

Congressional record index, 

Congressional record index; 
and debates of the Congress., 

Congressional record review., 78-3679 

Congressional salary deferral report 
together with supplemental views to ac- 
company H.R. 9282 ..., 78-5780 

Congressional serial set., 78-5668, 78- 
5669, 78-5671, 78-8365, 78-10053, 
78-10054, 78-12215, 78-12217, 78- 
14421, 78-14422, 78-16307, 78- 
22571, 78-22572, 78-24673, 78- 
24675 

Congressional symposium : railroads, 1977 
and beyond, problems and promises : 
background material /, 78-12124 

Congressional Symposium, Rail- 
roads—1977 and Beyond, Problems and 
Promises /, 78-19149 

Conifer regeneration on burned and un- 
burned clearcuts on granitic soils in 
northern California /, 78-8543 

Coniferous understory influences 
maple (Acer saccharum 
production /, 78-16581 

Connecticut, 78-4837 

Connecticut River, West River, 
merston, Vermont., 78-23123 

Connector, electrical., 78-15020, 78- 
15021 

Connectors and couplers, electronic and 
electrical /, 78-6392 

ConRail service to small shippers : hearings 
before the Subcommittee on Minority 
Enterprise and General Oversight of the 
Committee on Small Business, House of 
Representatives, Ninety-fifth Congress, 
second session, April 6, 11, and 12, 
1978., 78-24656 

Conrail’s attempts to improve its use of 
freight cars : report to the Congress /, 
78-13201 

Conrail’s profitability : framework for anal- 
ysis : study /, 78-21054 

Conscientious objection to joining a labor 
organization : report together with sup- 
plemental views to accompany H.R. 
3384., 78-10142 

Conseils de sante a la famille Africaine : 
manuel d’education sanitaire a l’usage du 
personnel educateur /, 78-10523 


and 
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proceedings 
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Consequences of deregulation of the 
scheduled air transportation industry., 
78-1666 

Conservation districts., 78-22724 

Conservation for all seasons : a report, 
1976, the bicentennial year., 78-4001 

Conservation now for future quality 
Delaware SCS accomplishments in 1975., 
78-4003 

Conservation of Antarctic seals : conven- 
tion between the United States of Amer- 
ica and other governments done at Lon- 
don, June 1, 1972., 78-26480 

Conservation of energy in FAA occupied 
office space and buildings., 78-18662 

Conservation progress report., 78-12389 

Conservation progress report, South 
Dakota, 78-12389 

Conservation prototype grants management 
and planning system., 78-25418 

Conservation research and technology, 
78-17022 

Conserve and manage agricultural water 
resources., 78-6238 

Conserving North Dakota resources., 78- 
73, 78-10414 

Conserving our fish and wildlife heritage, 
78-24044 

Conserving the nutritive values in foods /, 
78-3968 

Consideration of a waiver of the moratori- 
um and return of management of certain 
marine mammals to the State of Alaska., 
78-1473, 78-19924 

Considerations for and against the reduc- 
tion of Federal penalties for possession 
of small amounts of marihuana for per- 
sonal use : report of the Select Commit- 
tee on Narcotics Abuse and Control, 
Ninety-fifth Congress, first session., 78- 
5630 

Considerations for commercializing the 
liquid metal fast breeder reactor : Energy 
Research and Development Administra- 
tion : report to the Congress /, 78-4634 

Considerations for sampling nuclear materi- 
als for SNM accounting measurements /, 
78-18965 

Considerations in the selection of security 
measures for automatic data processing 
systems /, 78-22863 

Consistent and uniform treatment of infla- 
tion needed in program cost estimates 
provided to the Congress : Report to the 
Congress /, 78-15364 

Consolidate listing of FAA certificated 
repair stations., 78-861 

Consolidated clerks of court revision : re- 
port to accompany S. 3107., 78-27070 

Consolidated Federal supply catalog 
identification list hospital furniture, 
equipment, utensils, and supplies., 78- 
4322 

Consolidated list of persons or firms cur- 
rently debarred for violations of various 
public contracts acts incorporating labor 
standards provisions., 78-3213 
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Consolidated listing of recent Official 
gazette notices, re Patent and Trademark 
Office practices and procedures., 78- 
6279 

Consolidated master cross reference list., 
78-12644, 78-12645, 78-12646, 78- 
20132 

(Consolidated rail systems diagram maps /, 
78-15643, 78-15644, 78-15645, 78- 
15646, 78-15647, 78-15648, 78- 
15649, 78-15650 

Consolidating Alaska natives governing 
bodies hearings before the United 
States Senate, Select Committee on Indi- 
an Affairs, Ninety-fifth Congress, first 
session, on S. 1920 ... S. 2046 ..., 78- 
26810 

Consolidation and rescheduling of certain 
debts., 78-9515 

Consolidation of the Air Force’s environ- 
mental and radiological health laborato- 
ries : Department of Defense : report of 
the Comptroller General of the United 
States., 78-1827 

Constitution, Jefferson’s Manual, and Rules 
of the House of Representatives of the 
United States : Ninety-fifth Congress /, 
78-5670 

The Constitution of the United States of 
America, as amended : analytical index, 
unratified amendments /, 78-10098 

Constitutional and statutory provisions with 
citations providing for the disposition of 
State and territorial motor-fuel tax 
receipts., 78-7749 

Constitutive acoustic-emission elastic-stress 
behavior of magnesium alloy /, 78-5159 

Constitutive parameters of coal at radio 
frequencies using a _ two-path 
ferometer /, 78-11077 

Constraints on coal development : over- 
sight hearing before the Subcommittee 
on Energy and the Environment of the 
Committee on Interior and Insular Af- 
fairs, House of Representatives, Ninety- 
fifth Congress, first session ... June 9, 
1977., 78-8310 

Constructing an effective anticoyote elec- 
tric fence /, 78-10303 

Constructing and operating a small solar- 
heated lumber dryer /, 78-14760 

Constructing new VA hospital in Camden, 
New Jersey, unjustified : report of the 
Comptroller General of the United 
States., 78-13320 

Construction, 78-2887 

Construction and building materials, 78- 
2887 

The construction and demolition of the 
Rockdale Apartment Project, Atlanta, 
Ga. : hearing before the Subcommittee 
on Housing and Community Develop- 
ment of the Committee on Banking, 
Finance and Urban Affairs, House of 
Representatives, Ninety-fifth Congress, 
second session, February 22, 1978., 78- 
22407 
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Construction and operation of cable-chain 
drag for nest searches /, 78-7344 

The construction and utility of three in- 
dexes of intellectual achievement : an 
index of intellectual development (ID), a 
socio-intellectual-status (SIS) index, a 
differential-intellectual-development 
(DID) index : U.S. children and youths, 
6-17 years /, 78-4824 

The construction complaints and section 
§18(a) and (b) handbook., 78-11328 

Construction criteria for Army facilities., 
78-1265 1 

Construction equipment maintenance su- 
pervisor : MOS 62B, skill level 3 : soldi- 
er’s manual., 78-20147 

Construction equipment repair supervisor, 
MOS 62B, skill level 4 soldier’s 
manual., 78-15046 

Construction equipment repairer, MOS 
62B : commander’s manual., 78-15045 

Construction equipment repairer : soldier's 
manual., 78-20146 

Construction grants for educational facili- 
ties., 78-23839 

Construction industries., 

Construction industry 
21702 

Construction industry seasonality : 
hour report., 78-21702 

Construction machinery., 
10547, 78-22818 

Construction management problems have 
delayed completion of the new plutoni- 
um facilities at Rocky Flats, Colorado : 
report /, 78-23672 

Construction occupations : finishing., 
17982 

Construction occupations - structural., 
78-15694 

Construction of driven-rod ground beds., 
78-11464 

Construction of museum support facilities 
by the Smithsonian Institution : hearing 
before the Committee on Rules and Ad- 
ministration, United States Senate, 
Ninety-fifth Congress, second session, on 
S. 1029 ... April 12, 1978., 78-22545 

Construction problems with Country Club 
Estates, Merrimack, New Hampshire - a 
section 235 housing project : Department 
of Housing and Urban Development : re- 
port of the Comptroller General of the 
United States., 78-1638 

A construction report for the cement 
modified emulsified asphalt treated base 
course project in Calhoun County, Mis- 
sissippi /, 78-7816 

Construction reserve fund., 78-22907 

Construction review., 78-2887 

Construction standards and interpretations, 
78-3551, 78-24170 

Construction statistics., 78-14863 

Construction status report: nuclear power 
plants; data for decisions., 78-3886 

The construction, technical evaluation, and 
fictional determination of an aluminum 
storm sewer system /, 78-23463 
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Constructionman., 78-25313 
Constructive sale price for excise tax on 
certain trucks, buses, tractors, et cetera : 


report to accompany H.R. 1337., 78- 
27089 

Constructive sale price for excise tax on 
certain trucks, buses, tractors, etc. : re- 
port to accompany H.R. 1337., 78- 
14472 

Consultations of market disruption., 
$225 

Consultative planning conference on air- 
craft separation assurance presenta- 
tions., 78-7875 

Consumer awareness and use of unit pric- 
ing /, 78-22782 

Consumer buying indicators., 78-2629 

Consumer buying intentions, 78-2629 

Consumer complaint handling system., 
78-11349 

Consumer 
14887 

Consumer credit, 78-3188 

Consumer credit protection : a report of 
the Commission on Federal Paperwork., 
78-8193 

Consumer credit protection act, amend- 
ments., 78-2354 

The Consumer credit protection act 
amendments of 1977 : hearings before 
the Subcommittee on Consumer Affairs 
of the Committee on Banking, Finance, 
and Urban Afairs, House of Representa- 
tives, Ninety-fifth Congress, first session, 
on H.R. 8753..., 78-8245, 78-16185, 
7178-24574 

Consumer demand analysis, solar heating 
and cooling of buildings /, 78-8758 

The consumer deputy program., 78-16098 

Consumer deputy program for household 
survey of oral prescription drugs., 78- 
898 

Consumer education on how to buy food., 
78-1 

Consumer electronics industry., 78-10614 

Consumer expenditure survey : diary sur- 
vey, July 1972-June 1974., 78-704 

Consumer expenditure survey series : diary 
survey 1973., 78-21726 

Consumer expenditure survey series, inter- 
view survey, 1972 and 1973 : average 
annual expenditures for motor vehicle 
purchases, maintenance, repair, and 
operations, selected data, 1972 and 
1973., 78-17989 

Consumer expenditure survey series: inter- 
view survey, 1972-73 : average annual 
income and expenditures for commodity 
and service groups classified by family 
characteristics., 78-13866 

Consumer expenditures survey series 
diary survey, July 1973-June 1974., 78- 
17988 

Consumer financial services act of 1977 : 
report of the Committee on Banking, 
Housing, and Urban Affairs, United 
States Senate, to accompany S. 2055, 


78- 


complaints summary., 78- 
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together with additional and minority 
views., 78-5930 

(Consumer follow-up action on aluminum 
wire system problems], 78-22289 

A consumer guide to FDA., 78-8973 

Consumer income., 78-2628, 78-4091, 
78-4092, 78-8645, 78-8646, 78- 
16789, 78-22836, 78-22837, 78- 
22838 

Consumer information., 78-23673 

The consumer information catalog., 
3233 

Consumer information crash test program 
prediction of dynamic crash responses 
for vehicle and occupants /, 78-18790 

Consumer instalment credit., 78-3188 

Consumer news., 78-3251 

Consumer news (Washington), 78-3251 

Consumer preference for graded maple 
syrup /, 78-19534 

Consumer price index, 78-3529 

The consumer price index : concepts and 
content over the years., 78-9220, 78- 
17993 

The consumer price index revision, 1978., 
78-15680 

The consumer price index, revision, 1978 : 
announcement to users of the consumer 
price index., 78-7440 

The consumer price index revision, 1978 : 
escalation and the CPI: information for 
users., 78-7441 

The consumer price index revision, 1978 : 
facts about the revised consumer price 
index., 78-7439 

Consumer product 
24435 

Consumer product-related injuries treated 
in hospital emergency rooms, contiguous 
United States January 1, 1976 - 
Decmeber 31, 1976 /, 78-22292 

Consumer product safety act., 78-8150 

Consumer product safety act authorization 
act of 1978 : report to accompany S. 
2796., 78-19495 

Consumer Product Safety Commission 
hearing before the Subcommittee on 
Civil Service of the Committee on Post 
Office and Civil Service, House of 
Representatives, Ninety-fifth Congress, 
second session, March 9, 1978., 78- 
24644 

Consumer Product Safety Commission 
oversight : hearings before the Subcom- 
mittee on Oversight and Investigations 
and the Subcommittee on Consumer Pro- 
tection and Finance of the Committee on 
Interstate and Foreign Commerce, House 
of Representatives, Ninety-fifth Congress, 
first session ..., 78-12128 

The Consumer Product Safety Commission 
has no assurance that product defects are 
being reported and corrected : report to 
the Congress /, 78-13317 

The Consumer Product Safety Commission 
needs to issue safety standards faster : re- 
port to the Congress /, 78-6942 


78- 


hazard index., 78- 





The Consumer Product Safety Commission 
should act more promptly to protect the 
public from hazardous products : report 
to the Congress /, 78-25788 

Consumer product safety curriculum 
development and enrichment on selected 
product categories., 78-14239 

Consumer protection and education in 
energy conservation : hearings before the 
Subcommittee for Consumers of the 
Committee on Commerce, Science and 
Transportation, United States Senate, 
Ninety-fifth Congress, first session... Sep- 
tember 15 and 16, 1977., 78-16192 

Consumer protection aspects of EFT 
systems : hearing before the Subcommit- 
tee on Consumer Affairs of the Commit- 
tee on Banking, Housing, and Urban Af- 
fairs, United States Senate, Ninety-fifth 
Congress, second session, on S. 2546 ... 
S. 2470 February 24, 1978., 78- 
22411 

Consumer protection under the Federal 
odometer law., 78-22256 

Consumer register, 78-3251 

Consumer, scientific and industrial glass- 
ware., 78-22814 

Consumer, scientific, technical and indus- 
trial glassware., 78-8606, 78-16775 

Consumer services competency based 
teaching module., 78-4791 

Consumer transpotopics., 78-3734 

Consumers’ guide to air charters., 78-137 

A consumer’s guide to postal services and 
products., 78-26426 

Consumer's guide to travel information., 
78-19819 

Consumer’s guide to travel information : 
State & territorial tourism offices., 78- 
10573, 78-16815 

Consumers of justice how the public 
views the Federal judicial process /, 78- 
687 

Consumption of commercial fertilizers in 
the United States, 78-16742 

Consumption of selected metal mill shapes 
and forms., 78-22954 

Consumption on the cotton system., 
2570, 78-10537 

Consumption on the woolen and worsted 
systems., 78-2569, 78-25001 

Consumption planning guide for contingen- 
cy operations., 78-6473 

Consumption planning guide for contingen- 
cy operations: crane wheel mounted: 20 
ton w/boom, crane 30 ft, w/blk & tkle, 
20 ton, MDL 2385: NSN: 3810-00-043- 
5354; LIN: F39378., 78-6472 

Consumption planning guide for contingen- 
cy operations: electronics: radio set: 
AN/ARC-115 & AN/ARC-116; 
NSN:5821-00-935-5072; 5821-00-935- 
5073; LIN:Q25991, Q25992., 78-20197 

Consumption planning guide for contingen- 
cy operations, truck tractor., 78-4404 

Contabilidad para la micro empresa 
manual de ensenanza/, 78-10524 


78- 
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Contact deformation in gage block com- 
parisons /, 78-22876 

Contact toxicity of 29 insecticides to 
southern pine beetle adults /, 78-6164 

Container-grown ponderosa pine seedlings 
respond to fertilization /, 78-16611 

Container-oriented logistics system - will it 
be ready when needed by the Depart- 
ment of Defense : report to the Congress 
/, 78-6954 

Container transfer report for the Port of 
Houston., 78-19802 

Containers and packaging, 78-2891 

Containers and packaging; quarterly indus- 
try report., 78-2891 

Contaminants associated with direct and in- 
direct reuse of municipal wastewater /, 
78-15280 

Contemplated legislation to provide 
telecommunications for the deaf : report 
/, 78-25802 

Contemporary art from Alaska., 78-21991 

A content analysis of VOA audience mail., 
78-13820 

Continental drift /, 78-9312 

Contingency approaches to leadership : a 
review and synthesis : interim report for 
period 1 September 1974 - 1 June 1975 
/, 78-15167 

Contingent employer liability insurance 
Status report to the Congress., 78- 
22354 

Continuation of safeguards and guarantee 
provisions of the agreement of April 9, 
1962, as amended, agreement between 
the United States of America and 
Colombia., 78-5189 

Continuation of safeguards and guarantee 
provisions of the agreement of July 12, 
1955, as amended and extended, agree- 
ment between the United States of 
America and Israel., 78-5190 

Continuation of the nomination of G. Wil- 
liam Miller : hearings before the Com- 
mittee on Banking, Housing, and Urban 
Affairs, United States Senate, Ninety- 
fifth Congress, second session ... Februa- 
ry 27 and 28, 1978., 78-19051 

Continued evaluation of compact 
exchangers for OTEC application., 
23294 

Continuing appropriations, 1978 [joint 
resolution making further continuing ap- 
propriations for the fiscal year 1978, and 
for other purposes]., 78-10169 

Continuing education : right or privilege? : 
recommendations of the National Ad- 
visory Council on Extension and Con- 
tinuing Education., 78-14243 

Continuing education for women 
developments., 78-18011 

Continuing education in science and en- 
gineering., 78-18337 

Continuing most-favored-nation tariff treat- 
ment of imports from Romania, 1977 : 
hearing before the Subcommittee on In- 
ternational Trade of the Committee on 
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Finance, United States Senate, Ninety- 
fifth Congress, first session, June 27, 
1977., 78-5565 

Continuing need, continuing response, con- 
tinuing education, 78-18846 

Continuing need for improved operation 
and maintenance of municipal waste 
treatment plants : Environmental Protec- 
tion Agency : report to the Congress /, 
78-15337 

Continuing need to establish uniform 
guidelines for controlling and accounting 
for ground vehicle fuels : Department of 
Defense., 78-13339 

Continuing planning seminar., 78-22067 

Continuity of the Federal government in a 
critical national emergency : a neglected 
necessity : report to the Congress /, 78- 
21049 

Continuous recorder to monitor mine roof 
displacement /, 78-11462 

Continuous subsurface injection of liquid 
dairy manure /, 78-264 

Contract administration manual for con- 
tract administration services., 78- 
12643, 78-16943 

Contract audit manual, 78-23033 

Contract compliance handbook, executive 
order 11246., 78-11361 

Contract disputes hearings before the 
Subcommittee on Administrative Law 
and Governmental Relations of the Com- 
mittee on the Judiciary, House of 
Representatives, Ninety-fifth Congress, 
first session, on H.R. 664 and related 
bills ... November 10 and 11, 1977., 
78-19186 

Contract dredging : hearing before the Sub- 
committee on Water Resources of the 
Committee on Environment and Public 
Works, United States Senate, Ninety-fifth 
Congress, second session, on H.R. 7744 
... January 24, 1978., 78-19211 

Contract dredging : report together with 
additional views to accompany H.R. 
7744., 78-16423 

Contract integrated, 
marketing system /, 

Contract integrated, cooperative cattle 
marketing system : supplement to mar- 
keting research report 1078 /, 78-26 

Contract law enforcement a practical 
guide to program development., 78- 
17924 

Contract procedures in the Near East & 
North Africa., 78-19951 

Contract research & technology program., 
78-23183 

Contracting for 
architect/engineering 
25554 

Contracting for correctional services in the 
community /, 78-21671 

Contracting for military exchange conces- 
sions : report of the Comptroller General 
of the United States., 78-15349 
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78-25 
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services., 78- 
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Contracting for Navy ship repairs and over- 
haul—need for change : Department of 
Defense, Department of the Navy : re- 
port to the Congress /, 78-1863 

Contracting out of defense functions and 
services : hearing before the Subcommit- 
tee on Manpower and Personnel of the 
Committee on Armed Services, United 
States Senate, Ninety-fifth Congress, first 
session, July 12, 1977., 78-5508 

Contracting out of jobs and services 
hearings before the Subcommittee on 
Employee Ethics and Utilization of the 
Committee on Post Office and Civil Ser- 
vice, House of Representatives, Ninety- 
fifth Congress, first session ..., 78- 
12157 

Contracting with the United States Depart- 
ment of Transportation., 78-9551 

Contractions., 78-3780, 78-14170, 78- 
26609 

Contractor employment compliance 
orientation guide., 78-10670 

Contractor pension plan costs : more con- 
trol could save Department of Defense 
millions : report to the Congress /, 78- 
1881 

Contracts and grants for cooperative 
research on enhancement of recovery of 
oil and gas /, 78-13017, 78-20794, 
78-20795, 78-20796 

Contrary to nature : cancer /, 78-1928 

Contribution to the engineering soil classifi- 
cation of cohesionless soils : final report 
/, 78-25236 

The contributions of automobile regula- 
tion., 78-24401 

Contributions of platform motion to simu- 
lator training effectiveness : study I - 
basic contract /, 78-25366 

Contributions to the simulation of turbu- 
lence /, 78-21841 

Contributory plan of VA 
assistance., 78-20012 

Control carriers : hearings before the Sub- 
committee on Merchant Marine of the 
Committee on Merchant Marine and 
Fisheries, House of Representatives, 
Ninety-fifth Congress, second session, on 
H.R. 9998 ...,  78-26843 

Control characteristics of carbon beds for 
gasoline vapor emissions /, 78-10935 

Control leveling /, 78-25054 

Control light /, 78-6391 

Control of animal production odors : the 
state-of-the art /, 78-20736 

Control of hydrocarbons from tank truck 
gasoline loading terminals., 78-23441 

Control of hydrogen sulfide emission from 
geothermal power plants ... /, 78-10994 

Control of insects affecting livestock., 78- 
6230 

Control of insects on deciduous fruits and 
tree nuts in the home orchard - without 
insecticides /, 78-22 

The control of nitrate as a water pollutant 
/, 78-266 


educational 


Page I- 1266 





Title Index 


Control of occupational exposure to N20 in 
the dental operatory /, 78-490 

Control of odors from anaerobic lagoons 
treating food processing waste-waters /, 
78-25637 

Control of particulate emissions 
wood-fired boilers /, 78-15255 

Control of sewer overflows by polymer in- 
jection /, 78-279 

Control of snowmobile noise /, 78-20685 

Control of steel plant scarfing emissions 
using wet electrostatic precipitators /, 
78-20701 

Control of utility boiler and gas turbine 
pollutant emissions by combustion 
modification : phase 1/, 78-25658 

Control of volatile organic emissions from 
existing stationary sources., 78-23440, 
78-25607 

Control of volatile organic emissions from 
solvent metal cleaning /, 78-12861 

Control of Water erosion, wind erosion, 
and sedimentation., 78-6237 

Control schemes for the activated-sludge / 
by Robert Smith, Richard G. Eilers., 
78-10945 

Control strategies for signalized diamond 
interchanges : technology sharing report., 
78-18608 

Control strategy preparation manual for 
particulate matter., 78-12860 

Control techniques for nitrogen oxides 
emissions from stationary sources., 78- 
25610 

Control techniques for volatile organic 
emissions from stationary sources., 78- 
25586 

Controlled fusion and plasma research : a 
literature search /, 78-13173 

Controlled substances act extension : re- 
port to accompany H.R. 5742., 78- 
5955 

Controller/computer interface with an air- 
ground data link /, 78-15985 

Controlling access in highrise buildings : 
approaches and guidelines /, 78-545 

Controlling diet food claims /, 78-17580 

Controlling foreign investment in national 
interest sectors of the U.S. economy : 
Office of Management and Budget and 
other federal agencies : report to the 
Congress /, 78-4742 

Controlling frost heaving of ponderosa pine 
seedlings in Arizona /, 78-14657 

Controlling oil : British oil policy and the 
British National Oii Corporation /, 78- 
14308 

Controlling police corruption 
of reform policies 
78-15670 

Controlling pollution through combustion 
research., 78-23424 

Controlling SO,emissions for 
steam-electric generators : solid waste 
impact /, 78-25661, 78-25662 

Controlling SO,emissions from coal-fired 
steam-electric generators : water pollu- 
tion impact /, 78-23513, 78-25663 


from 


: the effects 
: summary report /, 
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Controlling the brown recluse spider /, 
78-10302 

Controlling wasps /, 78-10316 

Controls and associated equipment /, 78- 
6393, 78-25138 

Controls are needed over Indian self-deter- 
mination contracts, grants, and training 
and technical assistance activities to in- 
sure required services are provided to In- 
dians : report of the Comptroller General 
of the United States., 78-13206 

Controls over vocational rehabilitation 
training services need improvement 
Rehabilitation Services Administration, 
Department of Health, Education and 
Welfare : report to the Congress /, 78- 
4680 

Convention on cultural property implemen- 
tation act : hearing before the Subcom- 
mittee on International Trade of the 
Committee on Finance, United States 
Senate, Ninety-fifth Congress, second 
session, on H.R. 5643 S. 2261 
February 8, 1978., 78-22458 

Convention with the Union of Soviet So- 
cialist Republics on the conservation of 
migratory birds and their environment : 
message from the President of the United 
States ..., 78-8136 

Conventional and advanced sewer design 
concepts for dual purpose flood and pol- 
lution control : a preliminary case study, 
Elizabeth, New Jersey /, 78-25624 

Conventions 1975., 78-21712 

Conversations between heart and brain., 
78-25908 

Conversion : an attempt to create efficien- 
cies in the regional market associated 
with reductions in military spending : 
hearing before the Task Force on Na- 
tional Security and International Affairs, 
Task Force on Community and Physical 
Resources, Task Force on Human 
Resources of the Committee on the 
Budget, House of Representatives, 
Ninety-fifth Congress, second session, 
March 22, 1978., 78-26752 

Conversion of biomass materials into gase- 
ous products, phase I., 78-20962 

Conversion of cattle feedlot manure to 
ethylene and ammonia synthesis gas,, 
78-17137 

Conversion of temporary administrative law 
judges : report to accompany H.R. 5723 
.-y 78-10112 

Converted flexible packaging products., 
78-2602, 78-8621, 78-25010 

Convertible mobile home communities., 
78-12654 

Converting chlorohydrocarbon wastes by 
chlorolysis /, 78-20709 

Conveying to the Ely Indian Colony the 
beneficial interest in certain Federal land 
: report to accompany H.R. 6348., 78- 
10113 

Convincing the public to buy the more 
fuel-efficient cars : an urgent national 





need, Environmental Protection Agency, 
Federal Energy Administration ; report 
to the Congress /, 78-4631 

Cookbooks and recipes., 78-23679 

Cooked, boneless turkey rolls : the effect 
of ground skin and frozen storage on 
quality and acceptance /, 78-25298 

Cooking meat and poultry : storing meat 
and poultry., 78-12442 

Cooling and crystallization of tholeiitic 
basalt, 1965 Makaopuhi Lava Lake, 
Hawaii /, 78-632 

Cooling and vesiculation of Alae Lava 
Lake, Hawaii /, 78-15537 

Cooperation in racial conflict : CRS and 
the business community., 78-7432 

Cooperation in transportation : agreement 
between the United States of America 
and the Federal Republic of Germany, 
signed at- Washington September 3, 
1975., 78-18423 

Cooperative approach to crafts /, 78- 
16496 

Cooperative assistance, research, and ex- 
tension legislation : hearing before the 
Subcommittee on Forests of the Commit- 
tee on Agriculture, House of Representa- 
tives, Ninety-fifth Congress, second ses- 
sion ... February 2, 1978., 78-19000 

Cooperative brands and processed foods /, 
78-96 

Cooperative economic insect report, 78- 
2535 

Cooperative education, 78-11181 

Cooperative facts., 78-19630 

Cooperative financing facility 
and procedures., 78-24450 

The cooperative forest management pro- 
gram, past and future : a summary re- 
port., 78-14580 

Cooperative forestry assistance act of 1978 
: report to accompany H. 11777., 78- 
26926 

Cooperative forestry assistance act of 1978 
: report to accompany S. 3033., 78- 
24821 

Cooperative in agribusiness., 78-4029 

Cooperative Instream Flow Service Group : 
the first year., 78-5068 

Cooperative observers climatological obser- 
vatons : sample forms of records availa- 
ble at National Climatic Center, Federal 
Building, Asheville, North Carolina 
28801, 78-19888 

Cooperative pilot control project of Dylox, 
Matacil, and Sumithion for spruce bud- 
worm control in Maine., 78-16541 

Cooperative plant pest report., 78-2535 

Cooperative program of experiments in- 
volving changes in railroad operations, 
78-26570 

Cooperative radiation effects simulation 
program : semiannual progress report for 
the period 1 September 1976 to 28 
February 1977 /, 78-10847 

Cooperative radiation effects simulation 
program semiannual progress report for 
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the period | April to 31 August 1976 /, 
78-20400 

Cooperative research units, fishery and wil- 
dlife, annual report., 78-26206 

Cooperative State-Federal bovine tubercu- 
losis eradication program, statistical ta- 
bles., 78-12448 

Cooperative State-Federal brucellosis eradi- 
cation program; statistical tables., 78- 
22770 

Cooperative strategies for the pork industry 
/, 78-19517 

Cooperative units program, fishery & wil- 
dlife, annual report, 78-26206 

Cooperative western spruce budworm pest 
management plan., 78-16656 

Coordinated safeguards for materials 
management in a nitrate-to-oxide conver- 
sion facility /, 78-23362 

Coordinated water use and control in the 
Roseau River basin., 78-15862 

Coordinating draft Army training and 
evaluation program : medical platoons 
and sections organic to combat and com- 
bat support battalions/squadrons., 78- 
23105 

Coordinating transportation for the elderly 
and handicapped : a state of the art re- 
port /, 78-536 

Coordination and cooperation in Indian 
education, an emerging phenomenon, 
78-24461 

[Coordination directory for planning stu- 
dies and reports, August 1971] , Change 
notice 3., 78-18990 

[Coordination directory for planning stu- 
dies and reports, August 1971], Change 
notice 2., 78-18989 

[Coordination directory for planning stu- 
dies and reports, August 1971], Change 
notice 5., 78-18991 

Coordination of Federal research efforts in 
Chesapeake Bay : report to accompany 
H.R. 12631 /, 78-26924 

Coordination of Federal statistics gathering 
programs : a staff study /, 78-10005 

Coordination of international exchange and 
training programs opportunities and 
limitations : report to the Congress /, 
78-23659 

Coordination of United States international 
economic policy hearing before the 
Subcommittee on International 
Economic Policy and Trade of the Com- 
mittee on International Relations, House 
of Representatives, Ninety-fifth Congress, 
first session, September 15, 1977., 78- 
9987 

Coordinator’s guide for labor-management 
relations : part 2, unfair labor practices : 
a video-assisted basic supervision course., 
78-8129 

Coping : books about young people surviv- 
ing special problems a_ bibliography 
based on the acquisitions of EDMARC /, 
78-4786 
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Coping with uncertainty : a conceptual ap- 
proach for timber management planning 
/, 78-65 

Copper, 78-2890, 
78-7311, 
21570 

Copper; quarterly report., 78-2890 

Copper and silver recovery from a sulfide 
concentrate by ferrous chloride-oxygen 
leaching /, 78-21533 

Copper-base mill and foundry products., 
78-2559, 78-10536, 78-24999 

Copper industry., 78-3443, 78-7311, 
78-21570 

Copper industry (Washington), 
78-21570 

Copper production., 

Copper; quarterly 
2890 

Copper sulfate., 78-3468 

Coproduction programs and licensing ar- 
rangements in foreign countries : Depart- 
ments of Defense and State : report to 
the Committee on International Rela- 
tions, House of Representatives /, 78- 
4721 

Copyright and the librarian., 78-7466 

Copyright decisions, 78-18034 

Copyright fees., 78-7461, 78-7462 

Copyright fees effective January |, 1978., 
78-9232, 78-18037 

Copyright in computer-readable works 
policy impacts of technological change /, 
78-122 

Copyright license : agreement between the 
United States of America and the Union 
of Soviet Socialist Republic, signed at 
Washington February 14, 1977., 78- 
5197 

The copyright notice., 

Copyright 
names, 
13884 

Core engine noise control program /, 
7964, 78-9694 

Corn and Hog farming., 78-68 

Corn diseases in the United States 
their control /, 78-16502 

Corporate author entries, 78-20969 

Corporate author headings used by the 
U.S. Atomic Energy Commission in 
cataloging reports, 78-20969 

Corporate business practices and United 
States foreign policy : hearing before the 
Subcommittee on Internatioal Economic 
Policy and Trade, United States House, 
Ninety-fifth Congress, first session, Sep- 
tember 7, 1977., 78-14361 

Corporation income tax 
18493, 78-21999 

Corporations and the Federal income tax., 
78-5254 

Corpsman, 78-3560 

Corpus Christi, Texas, metropolitan area., 
78-11627 

Correction of survivor annuity inequities : 
report to accompany H.R. 3447., 78- 
19497 


78-4974, 
78-11532, 


78-7308, 
78-19977, 78- 


78-3443, 


78-3444 
industry report, 78- 


78-2103 
protection not available 
titles, or short phrases., 


and 


returns., 78- 


Page I-1267 





Correctional 
20188 

Correctional specialist : skill level 3 : soldi- 
er’s manual., 78-12686 

Correctional specialist, skill level 1/2., 78- 
8699 

Correctional specialist : soldier’s manual : 
skill level 1 & 2., 78-15054 

Correlating microfilm mine maps_ with 
topographic maps /, 78-2076 

Correlation : Textile and apparel categories 
with tariff schedules of the United States 
annotated /, 78-6304, 78-14931, 78- 
14932 

Correlation between transmissivity and 
basal area in Arizona ponderosa pine 
forests /, 78-16610 

Correlation of full-scale helicopter rotor 
performance in air with model-scale 
freon data /, 78-11700 

Correlation of laser velocimeter measure- 
ments over a wing with results of two 
prediction techniques /, 78-26388 

Correlation of part-span damper losses 
through transonic rotors operation near 
design point /, 78-7514 

Correlation of self-contamination experi- 
ments in orbit and scattering return flux 
calculations /, 78-11749 

Correlation of total, diffuse, and direct 
solar radiation /, 78-11753 

Correlation of total, diffuse, and direct 
solar radiation [errata]., 78-26320 

A correlation study of SL-7 containership 
loads and motions : model tests and com- 
puter simulation /, 78-18979 

Correlations of leaf area with length and 
width measurements of leaves of black 
oak, white oak, and sugar maple /, 78- 
22704 

Correspondence and messages., 78-4319 

Correspondence courses : chapters 34 and 
35, Title 38, United States Code., 78- 
894 

Correspondence guide., 78-26256 

Corrosion : facts for the consumer., 78- 
19781 

Corrosion and erosion evaluation of turbine 
materials in an environment simulating 
the CPU-400 combustor operating on 
coal /, 78-8786 

Corrosion and metal artifacts : a dialogue 
between conservators and archaeologists 
and corrosion scientists /, 78-118 

Corrosion and protection of steel piles in a 
natural seawater environment [errata]., 
78-22873 

Corrosion control for aircraft., 78-5338 

A corrosion critique of the 2 1/4 Cr-1 Mo 
steel for LMFBR_ steam _§ generation 
system applications /, 78-8191 

Corrosion/erosion analysis of construction 
materials at the CRESAP pilot plant /, 
78-13088 

Corrosion inhibitors for solar heating and 
cooling systems /, 78-11742 
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Corrosion of metallic pipes transporting 
potable water laboratory _ testing 
methods /, 78-22881 

Corrosion on rural electric distribution 
systems., 78-24979 

Cosmetics, 78-21238 

COSMIC : a catalog of selected computer 
programs., 78-18048 

Cost Accounting Standards Board stan- 
dards, rules and regulations., 78-8158 

Cost analysis of correctional standards : 
community supervision, probation, 
restitution, community service /, 78- 
21673 

Cost analysis of correctional standards : 
pretrial programs /, 78-21674 

Cost and service impacts of deinstitu- 
tionalization of status offenders in ten 
States : “Responses to angry youth” /, 
78-15653 

Cost/benefit analysis of government pro- 
gram alternatives regarding hot water 
geothermal power., 78-23379 

Cost-benefit analysis of space technology /, 
78-11767 

Cost-benefit analysis requirements of ap- 
pendix I to CFR part 50 : their applica- 
tion to certain nuclear power plants 
docketed before January 2, 1971 /, 78- 
18899 

Cost components of farm-retail 
spreads /, 78-3975 

Cost containment under P.L. 93-641 
strengthening the partnership between 
health planning and regulation : final re- 
port /, 78-21277 

Cost-effectiveness and safety of alternative 
roadway delineation treatments for rural 
two-lane highways /, 78-22098, 78- 
24376 

Cost effectiveness of physicians assistants 
in a maximum-substitution model., 78- 
17619 

Cost-effectiveness review of railroad elec- 
trification /, 78-7859 

Cost estimates methodology for once- 
through cooling water discharge modifi- 
cations /, 78-17097 

Cost estimation for project mortgage in- 
surance., 78-11339 

Cost impact analysis for the construction 
recommendations in the report titled, A 
Methodology for seismic design and con- 
struction of single family dwellings., 78- 
9025 

Cost, management, and _ utilization of 
human resources program evaluation, 
1977 : hearings before the Committee on 
Human Resources, United States Senate, 
Ninety-fifth Congress, first session ... Oc- 
tober 6 and 27, 1977., 78-24617 

Cost of landspreading and hauling sludge 
from municipal wastewater treatment 
plants : case studies., 78-12873 

Cost-of-living adjustments for new Federal 
retirees : more rational and less costly 
processes are needed : report to the Con- 
gress /, 78-6931 


price 
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Cost of living adjustments for retired 
Comptrollers General : report to accom- 
pany H.R. 12196., 78-22589 

Cost-of-living adjustments for retired 
Comptrollers General and their survivors 
: hearing before a subcommittee of the 
Committee on Government Operations, 
House of Representatives, Ninety-fifth 
Congress, second session, on H.R. 12196 
... May 17, 1978., 78-22472 

Cost of living allowance : hearings before 
the Subcommittee on Compensation and 
Employee Benefits of the Committee on 
Post Office and Civil Service, House of 
Representatives, Ninety-fifth Congress, 
first session, July 8 and October 27, 
1977., 78-10007 

Cost of living allowance (Virgin Islands and 
Puerto Rico) : hearings before the Sub- 
committee on Compensation and Em- 
ployee Benefits of the Committee on 
Post Office and Civil Service, House of 
Representatives, Ninety-fifth Congress, 
second session, February 10 and 13, 
1978., 78-26848 

Cost of owning and operating an automo- 
bile, 1976 /, 78-9603 

Cost of retrofitting coke oven particulate 
controls /, 78-15240 

Cost of spinal cord injuries in the United 
States and progress in spinal cord 
regeneration : study by the staff of the 
Comptroller General of the United 
States., 78-13310 

Cost of training granted to foreign students 
under the military assistance program : 
Departments of Defense and State : re- 
port to the Congress /, 78-4727 

Cost of transporting freight : class I and Il 
motor common carriers of general com- 
modities, 1973 : Middle Atlantic region, 
Southern (Intra) region, East-South Ter- 
ritory, South-Central Territory., 78- 
21629 

Cost of transporting freight by class I and 
class II motor common carriers of 
general commodities by regions or terri- 
tories., 78-21628 

The cost of water supply and water utility 
management /, 78-6578 

Cost principles applicable to grants and 
contracts with State and local govern- 
ments., 78-15379 

Cost reduction journal, 78-2987 

Cost-share-help for the forest landowner : 
what you should know about the 
Forestry Incentives Program : forestry in- 
centives., 78-14581 

Cost study, shop assembly vs. field as- 
sembly of heavy wall coal gasifier reactor 
vessels., 78-6756 

Costa Rica., 78-1422 

Costs of cargo preferences : report of the 
Comptroller General of the United 
States., 78-11135 

The costs of government regulation of busi- 
ness : a study /, 78-22438 





Costs of producing milk in the United 
States, final 1976, estimated 1977, and 
projections for 1978 /, 78-19009 

Costs of the all-volunteer force : hearing 
before the Subcommittee on Manpower 
and Personnel of the Committee on 
Armed Services, United States Senate, 
Ninety-fifth Congress, second session, 
February 6, 1978., 78-24573 

Cotton, 78-2423 

Cotton and grain futures acts, Commodity 
exchange and warehouse acts and other 
laws relating thereto /, 78-8132 

Cotton and tobacco insect control., 78- 
6223 

Cotton and wool situation., 78-2524 

Cotton broadwoven gray goods, 78-2599 

Cotton fiber and processing test results., 
78-2471 

Cotton gin equipment., 78-22754 

Cotton ginnings., 78-2551, 78-2552 

Cotton ginnings in the United States., 78- 
12463, 78-16861, 78-19661 

Cotton, manmade fiber staple, and linters, 
78-2570, 78-10537 

Cotton price _ statistics., 
12432 

Cotton quality crop., 78-12431 

Cotton research in Phoenix., 78-22746 

Cotton situation, 78-2524 

Cotton varieties planted, 1973-1977., 78- 
12433 


78-2470, 78- 


Cottonseed, cottonseed quality, 


78-12434 

Cottonseed quality., 78-12434 

Cottontail responses to forest management 
in southwestern ponderosa pine /, 78- 
14701 

Cottonwood Creek, El Paso County, Colo., 
78-4473 

Cottonwood response to nitrogen related to 
plantation age and site /, 78-10393 

Couer d’Alene Indian Tribe., 78-13767 

Council on Environmental Quality 
authorization : report to accompany H.R. 
10884., 78-19298 

Council on Environmental Quality 
authorizations report to accompany 
H.R. 10884., 78-19488 

Council on Wage and Price Stability 
amendments of 1977 : report to accom- 
pany S. 2056., 78-5931 

The Council on Wage and Price Stability’s 
steel industry report : hearing before the 
Subcommittee on Economic Stabilization 
of the Committee on Banking, Finance, 
and Urban Affairs, House of Representa- 
tives, Ninety-fifth Congress, first session, 
October 18, 1977., 78-12048 

Counseling alcoholic clients : basic commu- 
nication skills /, 78-21319 

Counseling alcoholic clients : basic commu- 
nication skills : participant handbook /, 
78-9011 

Counseling and related occupations., 78- 
15710 

Counsuler services abroad can be improved 
: process of evaluating need for posts 
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questioned : report to the Congress /, 
78-11124 

Counter-top cooking appliances (portable), 
78-11991 

Countercurrent rinsing on high-speed 
halogen tinplating line /, 78-17121 

Counterforce issues for the U.S. strategic 
nuclear forces /, 78-12202 

Countering international terrorism 
to acompany S. Con. Res. 
27060 

Counterintelligence agent for skill levels 
2/3/4/5S., 78-8701 

Counterintelligence agent, MOS 97B., 78- 
15058 

Countries, dependencies, and areas of spe- 
cial sovereignty., 78-126 

Country market survey., 78-2881 

Country nodes : an anthropological evalua- 
tion of William Key’s Desert Queen 
Ranch, Joshua Tree National Monument, 
California /, 78-24043 

Country reports on human rights practices : 
report /, 78-16255 

County and city data book, 78-14849 

County business patterns. Alabama., 78- 
1392, 78-16791 

County business patterns. 
4093, 78-19694 

County business patterns. 
4094, 78-16792 

County business patterns. Arkansas., 78- 
1393, 78-19695 

County business patterns. California., 78- 
4095, 78-22844 

County business patterns. Colorado., 78- 
1394, 78-12485 

County business patterns. Connecticut., 
78-4096, 78-12486 

County business patterns. Delaware., 
1395, 78-19696 

County business patterns. District of 
Columbia., 78-1396, 78-19697 

County business patterns. Florida., 78- 
1397 

County business patterns. Georgia., 78- 
1398, 78-19698 

County business patterns. 
4097, 78-19699 

County business 
1399, 78-12487 

County business patterns. 
1400 

County business patterns. 
1401, 78-19700 

County business patterns. Iowa., 
78-19701 

County business 
1403, 78-19702 

County business patterns. Kentucky., 78- 
4098, 78-16794 

County business patterns. Louisiana., 78- 
1404, 78-19703 

County business 
12488 

County business patterns. Maryland., 78- 
1405, 78-19704 


: report 
72., 78- 


Alaska., 78- 


Arizona., 78- 


78- 


Hawaii., 
patterns. Idaho., 
Illinois., 
Indiana., 78- 
78-1402, 


patterns. Kansas., 78- 


patterns. Maine., 78- 
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County business patterns. Massachusetts., 
78-4099, 78-12489 

County business patterns. Michigan., 78- 
1406, 78-16795 

County business patterns. Minnesota., 78- 
4100, 78-19705 

County business patterns. Mississippi., 78- 
1407, 78-19706 

County business patterns. Missouri., 78- 
1408, 78-12490 

County business patterns. Montana., 
4101, 78-12491 

County business patterns. Nebraska., 78- 
1409, 78-12492 

County business patterns. 
1410, 78-12493 

County business patterns. New Hampshire., 
78-12494 

County business patterns. New Jersey., 
78-1411, 78-16796, 78-19692 

County business patterns. New Mexico., 
78-1412, 78-12495 

County business patterns. New York., 78- 
4102, 78-16793, 78-16797 

County business patterns. North Carolina., 
78-4103 

County business patterns. North Dakota., 
78-4104, 78-12496 

County business patterns. Ohio., 
78-16798 

County business patterns. Oklahoma., 78- 
1414, 78-19707 

County business patterns. Oregon., 78- 
1415, 78-19708 

County business patterns. Pennsylvania., 
78-1416, 78-12484, 78-16799 

County business patterns. Rhode Island., 
78-4105, 78-12497 

County business patterns. South Carolina., 
78-4106, 78-19709 

County business patterns. South Dakota., 
78-1417, 78-12498 

County business patterns. Tennessee., 78- 
1418, 78-19710 

County business 
1419, 78-19711 

County business patterns. United States., 
78-19693 

County business patterns. Utah., 
78-12499 

County business patterns. Vermont., 78- 
12500 

County business patterns. Virginia., 78- 
4108, 78-12483, 78-19712 

County business patterns. Washington., 
78-1420, 78-19713 

County business patterns. West Virginia., 
78-1421, 78-19714 

County business patterns. Wisconsin., 78- 
4109, 78-16800 

County business patterns. Wyoming., 78- 
4110, 78-12501 

County government finances., 78-22843 

County market survey : computers and re- 
lated equipment, Japan., 78-19969 

County of Doniphan, Kansas 
(unincorporated areas)., 78-11391 


Nevada., 78- 


78-1413, 


patterns. Texas., 78- 


78-4107, 
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County of Jackson, Missouri 
(unincorporated areas)., 78-26009 

County of San Miguel, Colorado 
(unincorporated areas)., 78-26072 

County veterans population, March 1977., 
78-16078 

Coupled gasdynamics and kinetics during 
condensation by a rarefaction wave /, 
78-7297 

Course manual for machine sources of X- 
rays (GS-461)., 78-454 

Course manual for X-ray applications (GS- 
463)., 78-455 

Course manual for X-ray measurements 
(GS-462)., 78-453 

Courses in personnel management : 
tober 1976-March 1977., 78-6364 

The Court-annexed arbitration act of 1978 
: hearing before the Subcommittee on 
Improvements in Judicial Machinery of 
the Committee on the Judiciary, United 
States Senate, Ninety-fifth Congress, 
second session, on S. 2253 April 
1978., 78-26835 

Court-annexed arbitration act of 1978 : re- 
port to accompany S. 2253., 78-27084 

Court decisions., 78-20996 

Court history, part 1, the judges, 1855- 
1976, 78-17931 

Court management statistics, 78-7437 

Court of Customs and Patent Appeals, 
78-24099 

Court proceedings and actions of vital in- 
terest to the Congress, 78-8265 


Oc- 


The coutumes of France in the Library of 
Congress : an annotated bibliography /, 
78-26304 


Coverage for employees of certain non- 


profit organizations : report to accom- 
pany H.R. 8490., 78-5739 

Coverage of Federal employees within the 
social security system., 78-10125 

Coverage of medical housestaff under the 
National labor relations act : report in- 
cluding minority views to accompany 
H.R. 2222., 78-14476 

Coveralls, pajamas, and suits., 78-12590 

Covers and doors, access., 78-12589 

Covers and pads, individual equipment /, 
78-4305 

Cow Mountain 
24063 

Coyote control : a simulation of evaluation 
of alternative strategies /, 78-19521 

CPI detailed report., 78-3529 

Cradle of the Corps : a history of the New 
York District, U.S. Army Corps of En- 
gineers, 1775-1975 /, 78-20237 

Craig Day : report to accompany 
9611., 78-24767 

Cranberries., 78-16734 

Cranberries, indicated, 
16734 

Crane, Ind., 78-24167 

Cranes and crane-shovels /, 78-1500 

The cranium of the newborn infant : an 
atlas of tomography and anatomical sec- 
tions /, 78-430 


: recreation guide., 78- 


H.R. 


production, 78- 
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Crash testing of experimental safety vehi- 
cles /, 78-18791 

Crashworthiness of the subcompact vehicle 
/, 78-16046 

Crashworthy gunner seat testing program : 
final report for period May 1975- 
December 1977 /, 78-20335 

Crashworthy troop seat testing program : 
final report for period May 1974- 
December 1976 /, 78-10810 

CRC subsystem handbook., 78-23879 

Creating a solar and renewable energy 
sources loan program : report together 
with dissenting views., 78-16377 

Creating energy choices for the future., 
78-8770 

Creating jobs through construction of 
public works projects in areas of high 
unemployment., 78-10570 

Creating jobs through public works projects 
in areas of high unemployment., 78- 
10571 

Creating mathematical models of judgment 
processes : from policy-capturing to pol- 
icy-specifying : final report for period 1 
July 1975 - 1 July 1976 /, 78-15204 

Credit : a workshop guide., 78-2218 

Credit programs for small farmers in Latin 
America can be improved : report to the 
Congress /, 78-6946 

Credit sales by dealers in personal proper- 
ty., 78-7650 

Credit union statistics., 78-3624 

Credit unions and EFTS /, 78-18322 

Creep and tensile properties of several 
oxide-dispersion-strengthened nickel-base 
alloys at 1365 K /, 78-21813 

Creep degradation in oxide-dispersion- 
strengthened alloys /, 78-11744 

CRESAP test center inspection and ac- 
ceptance services : R and D report no. 
82, interim report no. 8 /, 78-20499 

The crew size dispute in the railroad indus- 
try /, 78-11882 

Crime against the elderly 
bibliography /, 78-669 

Crime and its effect on small business : 
hearings before the Subcommittee on 
Special Small Business Problems of the 
Committee on Small Business, House of 
Representatives, Ninety-fifth Congress, 
first session ..., 78-5651 

Crime and its effect upon the elderly in In- 
dianapolis, Ind. hearings before the 
Subcommittee on Housing and Consumer 
Interests of the Select Committee on 
Aging, House of Representatives, Ninety- 
fifth Congress, first session, September 
17, 1977, Indianapolis, Ind., 78-9881 

Crime in eight American cities : national 
crime panel surveys of Atlanta, Bal- 
timore, Cleveland, Dallas, Denver, 
Newark, Portland, and St. Louis : ad- 
vance report., 78-17892 

Crime in Federal recreation areas : hearing 
before a subcommittee of the Committee 
on Government Operations, House of 


a_ selected 
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Representatives, Ninety-fifth Congress, 
second session, February 9, 1978., 78- 
19121 

Crime in Federal recreation areas - a seri- 
ous problem needing Congressional and 
agency action : report to the Congress /, 
78-1767 

Crime in service industries., 78-151 

Crime in the United States, 78-21655 

Crime, kidnapping and prison laws /, 78- 
9832 

Crime resistance : a way to protect your 
family against crime., 78-15665 

Crime scene handbook., 78-25378 

Crime-specific analysis : an empirical ex- 
amination of burglary offender charac- 
teristics /, 78-674, 78-17916 

Crime-specific analysis : the characteristics 
of burglary incidents /, 78-673 

Crimes and victims a report on the 
Dayton-San Jose pilot survey of vic- 
timization., 78-9202 

Criminal careers of habitual felons /, 78- 
24093 

Criminal code reform act of 1977 : report 
of the Committee on the Judiciary, 
United States Senate, to accompany S. 
1437., 78-10216 

Criminal courts : the defendant’s perspec- 
tive /, 78-15671 

Criminal courts : the defendant’s perspec- 
tive : executive summary /, 78-11604 

Criminal investigation : agreement between 
the United States of America and India, 
signed at Washington August 19, 1977., 
78-15886 

Criminal investigations agreement 
between the United States of America 
and other governments, done at Abidjan 
November 29, 1972., 78-2136, 78- 
2142, 78-2144, 78-5195, 78-15884, 
78-15885, 78-21974, 78-26464 

Criminal justice audiovisual materials 
directory., 78-11599 

Criminal justice education and training., 
78-17898 

Criminal justice organization, financing, 
and structure : essays and explorations /, 
78-17894 

Criminal justice research solicitation : per- 
formance measurement theory., 78- 
7405 

Criminal law materials., 78-23168 

Criminal laws and procedure, annual re- 
port., 78-24810 

Criminal victimization in the 
States., 78-21668, 78-21669 

Criminal victimization in the United States 
: a comparison [sic] of 1975 and 1976 
findings., 78-9212 

Criminal victimization surveys in Boston., 
78-9211 

Criminal victimization surveys in Buffalo., 
78-5101 

Criminal victimization surveys in Cincin- 
nati., 78-5102 

Criminal victimization surveys in Houston., 
78-5103 


United 





Criminal victimization surveys in Miami., 
78-5104 

Criminal victimization surveys in Milwau- 
kee., 78-5105 

Criminal victimization 
neapolis., 78-5106 

Criminal victimization surveys in New Orle- 
ans., 78-5107 

Criminal victimization surveys in Oakland., 
78-5108 

Criminal 
sburgh., 

Criminal victimization 
Diego., 78-5109 

Criminal victimization surveys in San Fran- 
cisco., 78-676 

Criminal victimization surveys in Washing- 
ton, D.C., 78-677 

Crisis decision setting and response : the 
Hungarian Revolution /, 78-20052 

Crisis relocation planning in highly ur- 
banized areas., 78-8676 

Criteria for a recommended standard, oc- 
cupational exposure to asphalt fumes., 
78-7130 

Criteria for a recommended standard, oc- 
cupational exposure to chloroprene., 
78-496 

Criteria for a recommended standard, oc- 
cupational exposure to coal-tar 
products., 78-7131 

Criteria for a recommended standard: oc- 
cupational exposure to. cresol., 78- 
17629 

Criteria for a recommended standard, oc- 
cupational exposure to decomposition 
products of fluorocarbon polymers., 78- 
1975 

Criteria for a recommended standard, oc- 
cupational exposure to dinitro-ortho- 
cresol., 78-15441 

Criteria for a recommended standard, oc- 
cupational exposure to dioxane., 78- 
7129 

Criteria for a recommended standard, oc- 
cupational exposure to ethylene dibro- 
mide., 78-1974 

Criteria for a recommended standard, oc- 
cupational exposure to hydroquinone., 
78-21296 

Criteria for a recommended standard, oc- 
cupational exposure to polychlorinated 
biphenyls (PCBs)., 78-1977 

Criteria for a recommended standard, oc- 
cupational exposure to Refined Petrole- 
um Solvents., 78-1976 

Criteria for a recommended standard, oc- 
cupational exposure to tungsten and ce- 
mented tungsten carbide., 78-4877 

Criteria for a recommended standard, oc- 
cupational exposure to vanadium., 78- 
1978 

Criteria for acceptance of ownership and 
servicing of civil aviation interest(s) 
navigational and air traffic control 
systems and equipment., 78-5394 

Criteria for approval of category Illa land- 
ing weather minima., 78-5383 
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Criteria for evaluating alternative transit 
station designs /, 78-15922 

Critical analysis of European load manage- 
ment practices : final report for period 
January-July 1976., 78-8751 

Critical contributions in MHD power 
generation., 78-13104, 78-17225, 
78-17226, 78-20881, 78-20882, 78- 
20883, 78-20884, 78-20885 

Critical experiments, measurements, and 
analyses to establish a crack arrest 
methodology for nuclear pressure vessel 
steels : quarterly report, April-June 1977 
/, 78-18962 

Critical experiments, measurements, and 
analyses to establish a crack arrest 
methodology for nuclear pressure vessel 
steels : quarterly report, January-March 
1977 /, 78-18961 

Critical experiments, measurements and 
analyses to establish a crack arrest 
methodology for nuclear pressure vessel 
steels : third annual progress report, Oc- 
tober 1976-September 1977 /, 78- 
18953 

Critical factors affecting Saudi Arabia’s oil 
decisions : report to the Congress /, 78- 
21042 

Critical path processing terminal operating 
procedures., 78-11319 

Critical review of estimating benefits of air 
and water pollution control /, 78-25641 

The critical role of government in interna- 
tional air transport : report to the Con- 
gress /, 78-15358 

Critical separation between subcritical 
clusters of 4.29 WT o/o 235U enriched 
UO2 rods in water with fixed neutron 
poisons /, 78-18957 

A critical technical review of six hazard as- 
sessment models /, 78-8041 

Critical water problems facing the eleven 
Western States., 78-17798 

Critical water problems facing the eleven 
Western States : state comments 
wide study report., 78-17799 

A critique of the performance of the 
Defense Systems Acquisition Review 
Council billions in public funds in- 
volved : report to the Congress /, 78- 
11138 

Critique of the solid angle method /, 78- 
18929 

Crop forecasting by satellite : progress and 
problems : report to the Congress /, 78- 
17359 

Crop production., 78-2508 

Crop production; acreage, yield, produc- 
tion. Annual summary., 78-19620 

Crop production, prospective plantings, 
78-10482, 78-10501, 78-22775 

Crop values; season average prices received 
by farmers and value of production., 
78-10483 

Cropland erosion /, 78-16679 

A cross-sectional epidemiologic survey of 
vinyl chloride workers /, 78-494 


: west- 
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The cross-sectional story of early career 
development : as revealed by the Na- 
tional Assessment of Educational 
Progress /, 78-406 

Cross Timbers hiking trail, Lake Texoma., 
78-25211 

Crosscut saw manual /, 78-16558 

Crosshole : an interpretive computer code 
for crosshole seismic test results, docu- 
mentation, and examples /, 78-25240 

CRS — a national review., 78-7429 

Crude oil equalization tax : hearings before 
the Committee on Energy and Natural 
Resources, United States Senate, Ninety- 
fifth Congress, first session 
16 and 19, 1977., 78-9932 

Crude oil transport alternate from naval 
petroleum reserve no. 1., 78-25409 

Crude petroleum and petroleum products., 
78-15584 

Crude petroleum, petroleum products, and 
natural gas liquids in P.A.D. District V, 
78-3435 

Crustacea: Branchiura., 

Cryobiology /, 78-11671 

Cryogenic adhesives and sea- 
lants—abstracted publications /, 78- 
26342 

Cryogenic fluids, density reference system : 
provisional accuracy statement /, 78- 
19770 

Cryptologic technician M 3 & 2., 78- 
20364 

Crystal and glass industries machinery., 
78-16938 

Crystallization and differentiation of the 
alae magma, Alae Lava Lake, Hawaii /, 
78-21505 

CSCE and detente : Speech /, 

CSP correctional 
manual, skill level 5., 78-15055 

CSU-FDA Collaborative Radiological 
Health Laboratory annual report., 78- 
13517 

CSU-PHS Collaborative Radiological 
Health Laboratory annual report, 78- 
13517 

Cuba, 78-14017 

Cuban party and government leadership., 
78-18367 

Cucharas River & tributaries, 
Colorado., 78-4480 

CUE, correction - update - extension., 78- 
14854 

Cultivating client information systems /, 
78-385 

Cultivation of neglected tropical fruits with 
promise /, 78-10438 

Cultivation on sewage of microalgae har- 
vestable by microstrainers : progress re- 
port /, 78-10887 

Cultural relations : agreement between the 
United States of America and Syria, 
signed at Damascus May 12, 1977., 78- 
2151 

Cultural relations 
1979 
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78-25052 
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States of America and the Union of 
Soviet Socialist Republics effected by 
exchanges of notes dated at Washington, 
October 22, 1976., 78-21937 

Cultural relations : physical education and 
sports, protocol between the United 
States of America and Portugal signed at 
Lisbon December 22, 1976., 78-5222 

Cultural resources evaluation of the 
northern Gulf of Mexico continental 
shelf /, 78-9179 

Cumberland Island / a place apart /, 78- 
7330 

Cumulated abridged index medicus., 78- 
11224 

Cumulated annotations - Clearinghouse on 
Health Indexes., 78-3348, 78-17613 

Cumulated index medicus., 78-11225 

Cumulative bulletin, 78-11825, 78- 
21998 

Cumulative bulletin - Bureau of Alcohol, 
Tobacco, and Firearms., 78-14047 

Cumulative index-digest of unpublished 
decisions., 78-23970 

Cumulative list of CFR sections affected, 
78-3229 

Cumulative list of Malaysia, Singapore, and 
Brunei serials, 78-13877 

Cumulative list of organizations described 
in section 170 (c) of the Internal 
Revenue Code of 1954., 78-3701, 78- 
24328 

Cumulative production/consumption effects 
of the crude oil price incentive ru- 
lemakings : final environmental impact 
statement : final statement to FEA-DES- 
77-7., 78-23259 

Cumulative report on rescissions and defer- 
rals., 78-16314, 78-16317, 78- 
16319, 78-16323, 78-16332, 78- 
16333, 78-24684, 78-24688, 78- 
24693, 78-24698 

Cumulative report on rescissions and defer- 
rals, November 1977 : communication 
from the Acting Director, Office of 
Management and Budget, Executive Of- 
fice of the President ..., 78-8407 

Cumulative report on rescissions and defer- 
rals of budget authority., 78-16327, 
78-16328 

Cumulative supplement to the Digest of 
Federal Indian probate law, January 1, 
1972 - December 31, 1974., 78-13726 

Cuprous oxide photovoltaic cells., 78- 
15303 

Curbing the repeat offender 
prosecutors., 78-680 

Curecanti storage unit 
Dam., 78-24002 

Curlew Civilian Conservation Center, Star 
Route, Box 200, Wauconda, Wa., 78- 
24103 

Current activities in DOE’s commercial 
waste management program., 78-12789 

Current and future utilization of scientific 
and technical personnel in energy-related 
activities, 78-18344 
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Current and prospective supply and de- 
mand for milk and dairy products and 
Dairy herd reduction act of 1978 
hearings before the Subcommittee on 
Dairy and Poultry of the Committee on 
Agriculture, House of Representatives, 
Ninety-fifth Congress, second session, on 
H.R. 10768, April 6 and 20, 1978., 78- 
22377 

Current awareness list, 78-2657 

Current awareness service; publications and 
reports of interest in cryogenics noted 
during the week, 78-2657 

Current bibliography of epidemiology, 78- 
13508 

Current bibliography of epidemiology; a 
guide to the literature of epidemiology, 
preventive medicine, and public health., 
78-13508 

Current business reports. Monthly selected 
services receipts (Washington), 78- 
19726 

Current cancer research on clinical diagno- 
sis, prognosis and treatment of cancers of 
the digestive tract., 78-15418 

Current cancer research on_ etiology, 
biochemistry, and pathology of hepatic 
neoplasms /, 78-11215 

Current cancer research on_ etiology, 
epidemilogy [sic] and related biology of 
gastrointestinal, oral, esophageal and 
pancreatic cancers., 78-11214 

Current cancer research on_ isolation, 
synthesis, and screening of anticancer 
agents., 78-13495 

Current cancer research on murine tumor 
viruses., 78-11213 

Current cancer research on pathogenesis 
and biology of cancer of the lower 
respiratory tract., 78-15419 

Current cancer research on the relationship 
of viruses to human cancer., 78-13494 

Current catalog, 78-13504 

Current catalog. Cumulative listing, 78- 
3325 

Current developments and trends in the 
Andean common market /, 78-10607 

Current developments in the farm real 
estate market, 78-10487 

Current directions in family nurse practi- 
tioner curricula : proceedings of a Na- 
tional Conference of Representatives 
from Family Nurse Practitioner Pro- 
grams, Chapel Hill, North Carolina, 
January 29-31, 1976 /, 78-485 

Current discharge at selected stations in 
Pacific Northwest, 78-3411 

Current discharge at selected stations in 
Pacific Northwest: report., 78-3411 

Current economic research on food stamp 
use /, 78-22787 

Current estimates from the Health inter- 
view survey : United States, 1976 /, 78- 
4826 

Current events. Power reactors., 78-3884 

Current Federal examination announce- 
ments., 78-2935 
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The current fiscal condition of cities : a 
survey of 67 of the 75 largest cities., 
78-998 

Current list of medical literature, 78-3327 

Current literature on venereal disease., 
78-3271 

A current literature report on the car- 
cinogenic properties of ionizing and non- 
ionizing radiation., 78-21298 

Current local announcements covering 
Washington, D.C., metropolitan area., 
78-2937 

Current negotiations on the Comprehensive 
test ban treaty : hearings before the In- 
telligence and Military Application of 
Nuclear Energy Subcommittee of the 
Committee on Armed Services, House of 
Representatives, Ninety-fifth Congress, 
second session, March 15 and 16, 1978., 
78-24571 

Current oil and gas production from North 
American upper Cretaceous chalks /, 
78-7264 

Current patterns and distribution of river 
waters in inner Bristol Bay, Alaska /, 
78-143 

Current population reports: population esti- 
mates: Ser. P-25, 78-2624 

Current population reports. Series P-23, 
78-2623 

The current population survey : design and 
methodology., 78-12503 

Current publications., 78-16150 

Current report of the national longitudinal 
survey for women., 78-6261 

Current reports, 78-23447 

The current state of human services profes- 
sional education /, 78-17404 

Current survey statistics : available from 
the Bureau of the Census., 78-113 

Current trends - Division of Corporation 
Finance, Office of the Chief Financial 
Analyst., 78-24322 

Current wage developments., 78-3535 

Curriculum case studies are of questionable 
quality but helped precollege curriculum 
activities : National Science Foundation : 
report of the Comptroller General of the 
United States., 78-4693 

Curry County, Oregon 
areas)., 78-7200 

Curved Girder Workshop /, 
78-7761 

Custodians of the coast : history of the 
United States Army Engineers at Gal- 
veston /, 78-4447 

Customs antidumping 
26549 

Customs bulletin., 78-3694, 78-5242 

Customs bulletin; treasury decisions under 
customs and other laws., 78-5242 

Customs’ efforts to develop a system for as- 
Signing inspectors need top management 
support: report /, 78-17346 

Customs highlights for government person- 
nel, civilian & military., 78-21996 


(unincorporated 


78-7752, 


handbook., 78- 





Customs’ penalty assessment and mitigation 
procedures : changes would help both 
the government and importers : report to 
the Congress /, 78-13282 

Customs procedural reform : conference 
report to accompany H.R. 8149., 78- 
26972 

Customs procedural reform : report to ac- 
company H.R. 8149., 78-10114 

Customs procedural reform act of 1977 : 
hearing the Subcommittee on Interna- 
tional Trade of the Committee on 
Finance, United States Senate, Ninety- 
fifth Congress, second session, on H.R. 
8149 ... February 2, 1978., 78-22459 

Customs procedural reform act of 1977 : 
hearings before the Subcommittee on 
Trade of the Committee on Ways and 
Means, House of Representatives, 
Ninety-fifth Congress, first session, on 
H.R. 8149 ... and H.R. 8222 ..., 78- 
1158 

Customs procedural reform and simplifica- 
tion act of 1978 : report of the Commit- 
tee on Finance, United States Senate, on 
H.R. 8149., 78-19420 

The Customs reception - relatively few 
complaints but they could be handled 
better : U.S. Customs Service, Depart- 
ment of the Treasury : report of the 
Comptroller General of the United 
States., 78-1779 


Customs regulations of the United States., 


78-3700, 78-18486 

Customs Service mail opening : hearings 
before a subcommittee of the committee 
on Government Operations, House of 
Representatives, Ninety-fifth Congress, 
first session ..., 78-12095 

Customs services : agreement between the 
United States of America and Mexico 
signed at Mexico September 30, 1976., 
78-9513 

Cutter Radar Project newsletter., 78-3799 

Cuttings of selected men’s garments, 78- 
2572 

Cybernetics, computers, and automation 
technology., 78-3863, 78-9870, 78- 
18866 

Cyclic intermediates, 78-14051 

Cylindrical duct fire spread /, 78-4962 

Cypress Creek Watershed, Lauderdale 
County, Alabama, and Wayne County, 
Tennessee., 78-19577 


Cytogenetics and cancer., 78-3290 


D 


D.C. criminal code revisions : hearings be- 
fore the Subcommittee on the Judiciary 
of the Committee on the District of 
Columbia, House of Representatives, in 
conjunction with the Judiciary Commit- 
tee of the Council and the Law Revision 
Commission of the District of Columbia, 
Nintey-fifth Congress, first session 
78-14302 





December 1978 


DAAS Defense automatic addressing 
system., 78-12581 

DACOWITS fail meeting, October 5-9, 
1975 : minutes., 78-15012 

Dahlgren /, 78-15112 

Daily and weekly upwelling indices, west 
coast of North America, 1967-73 /, 78- 
14911 

Daily bulletin of orders affecting the postal 
service, 78-3636 

Daily congressional notification of grants 
and contracts awarded., 78-3632 

Daily depository shipping list., 78-3216 

Daily digest of the Congress, 78-11942, 
78-18818 

Daily series, synoptic weather maps. Part I. 
Northern Hemisphere sea level and 500 
millibar charts., 78-2742 

Daily series, synoptic weather maps. Part I: 
Northern Hemisphere sea level and 500 
millibar charts, 78-2742 

Daily spot cotton quotations., 78-2468 

Daily spot market price indexes and prices, 
78-3537 

Daily statement of the United States Trea- 
sury, 78-3691 

Daily Treasury statement; cash and debt 
operations of the United States Treasu- 
ry., 78-3691 

Daily weather and 
buquerque, New Mexico., 

Daily weather map, 78-2741 

Daily weather maps. Weekly series., 78- 
2741 

Dairy, 78-2429 

Dairy calf nursery., 

Dairy Division 
78-14808 

A dairy goat for home milk production /, 
78-16490 

Dairy-herd-improvement-association letter, 
78-2460 

Dairy herd improvement letter., 78-2460 

Dairy market statistics, 78-12351 

Dairy market statistics, annual summary., 
78-12351, 78-22656 

Dairy plants surveyed and approved for 
USDA grading service., 78-2475 

Dairy price policy : setting, problems, alter- 
natives /, 78-12370 

Dairy production., 78-12410 

Dairy products., 78-2490 

Dairy products annual 
10472, 78-19622 

Dairy situation., 78-2517 

Dairy technology and production : a list of 
serials /, 78-16676 

Dairying today., 78-14574 

Dallas-Fort Worth, Texas, 
area, 78-13853 

Dam safety eighteenth 
10246 

Dam safety : hearings before a subcommit- 
tee of the Committee on Government 
Operations, House of Representatives, 
Ninety-fifth Congress, first session, 
March 15, 17, and June 30, 1977., 78- 
1039 


78-2732 


78-12358 
: listing of key personnel., 


summary., 78- 


metropolitan 


report /, 78- 
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Dam safety amendments : report to accom- 
pany S. 2444., 78-16462 

Damascus-Dera’a highway project : agree- 
ment between the United States of 
America and Syria, signed at Damascus 
July 22, 1976., 78-777 

Dan and Sue meet the milk family., 78- 
14763 

Dance., 78-747, 78-9465 

Dance program, 78-9465 

Dance touring program., 78-11795 

Dance touring program. Directory of dance 
companies., 78-9466 

Dance touring program. Guidelines for 
State arts agencies., 78-18324 

Dance touring program: guideline for 
dance companies, 78-11795 

Dance touring program: guidelines for 
sponsors, 78-11795 

Dance touring program: guidelines for 
State arts agencies, 78-11795 

Dane County, Wisconsin (unincorporated 
areas)., 78-23910 

DASC publications and forms index., 78- 
8674 

Data and analysis for 1981-1984 passenger 
automobile fuel economy standards 
Document 2, automotive design and 
technology., 78-26650 

Data and materials for the Finance Com- 
mittee report under the Congressional 
budget act., 78-24602 

Data available on earth sciences equip- 
ment., 78-3979 

Data base system for State water quality 
management information system /, ©78- 
25640 

Data buoy technical bulletin, 78-2728 

Data definitions for allocations to state 
governments for Entitlement Period 5., 
78-26544 

Data element dictionary., 78-15018 

Data element dictionary and glossary of 
terms/acronyms., 78-25144 

Data from selected accelerograph stations 
at Wilshire Boulevard, Century City, and 
Ventura Boulevard, Los Angeles, Califor- 
nia /, 78-22348 

Data from the Client 
Acquisition Process 
17648, 78-17649, 
25912 

Data from the 
Acquisition 
3364 

Data from the National Drug Abuse Treat- 
ment Utilization Survey (NDATUS), 
78-25913, 78-25914 

Data-handling considerations for advanced 
high-resolution multispectral scanners /, 
78-9337 

Data link subsystem laboratory tests /, 78- 
7944 

Data on distribution of wealth in the 
United States : hearings before the Task 
Force on Distributive Impacts of Budget 
and Economic Policies of the Committee 


Oriented Data 
(CODAP), 78- 
78-17650, 78- 


Client 
Process 


Oriented Data 
(DODAP), 78- 
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on the Budget, House of Representatives, 
Ninety-fifth Congress, first session, Sep- 
tember 26 and 29, 1977., 78-12057 

Data on foreign ownership of property 
within the United States : hearing before 
the Subcommittee on Census and Popu- 
lation of the Committee on Post Office 
and Civil Service, House of Representa- 
tives, Ninety-fifth Congress, first session, 
on H.R. 7411 ... July 15, 1977., 78- 
2287 

Data on Privacy act and Freedom of infor- 
mation act provided by Federal law en- 
forcement agencies : report /, 78-23661 

Data on the medicaid program : eligibility, 
services, expenditures, fiscal years 1966- 
78., 78-21322 

Data on the Spanish ancestry population : 
available from the 1970 census of popu- 
lation and housing., 78-14926 

Data on Vietnam era veterans., 78-8124 

A data-pooling approach to estimate em- 
ployment multipliers for small regional 
economics /, 78-14553 

Data preparation of the current mortality 
sample, 1978., 78-8980 

Data processing at BLS /, 78-21727 

Data processing for small businesses /, 78- 
795 

Data relating to H.R. 3199 (Clean water 
act of 1977)., 78-14398 

Data report, high altitude meteorological 
data., 78-2838 

Data report, meteorological rocket network 
firings, 78-2838 

Data storage and retrieval system for pilot 
watewater treatment research /, 78- 
15275 

Data user education and training activities., 
78-19649 

Data user guide to the University science 
statistics program integrated data base., 
78-21856 

Data user news., 78-2646 

Data user training, 78-19649 

Database administration : concepts, tools, 
experiences, and problems /, 78-19743 

Dates of latest editions. VFR aeronautical 
charts., 78-2870 

Davenport-Rock Island-Moline, lowa-Il- 
linois, metropolitan area, 78-11619, 
78-24139 

Davis-Besse Nuclear Power Station : units 
2 and 3, Toledo Edison Company : con- 
struction-permit stage /, 78-20916 

Davis-Besse Nuclear Power Station, units 2 
and 3, Toledo Edison Company, et al., 
78-22335 

Dawn quarterly report; a report from the 
Drug Abuse Warning Network., 78- 
3512 

Day of the killer tornadoes : 
nadoes., 78-20138 

The daylight saving time study : a report to 
Congress from the Secretary of Trans- 
portation., 78-7682 


a film on tor- 
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Days of Remembrance of Victims of the 
Holocaust : report to accompany S.J. 
Res. 135., 78-24845 

Dayton, Ohio, metropolitan area., 78- 
24126 

Daytona Beach, Florida, metropolitan area, 
78-11635 

DCAS manufacturing cost control digest., 
78-194, 78-12647 

Deactivation of Raney nickel methanation 
catalyst /, 78-13161 

Dear employer....., 78-13992 

Death investigation : an analysis of laws 
and policies of the United States, each 
state and jurisdiction (as of January 31, 
1977) /, 78-8977 

The debate on the structure of Federal 
regulation of banks : Federal Deposit In- 
surance Corporation, Federal Reserve 
System, Comptroller of the Currency, 
Department of the Treasury US. 
General Accounting Office issue paper., 
78-13356 

Decay in yellow-popular, maple, black 
gum, and ash in the central hardwood re- 
gion /, 78-1355 

Decay of grand fir in the Blue Mountains 
of Oregon and Washington /, 78-10354 

Decennial index-digests of the Department 
of the Interior, 78-23970 

Decision and report to Congress on the 
Alaska natural gas transportation system 
: selected materials /, 78-1024 

Decision list - Federal Energy Administra- 
tion, Office of Exceptions and Appeals, 
78-3144 

Decision list - United States Board on Geo- 
graphic Names, 78-3482 

Decisions and drinking 
prevention : a course for blacks., 78- 
9002, 78-9003, 78-9004 

Decisions and drinking : reflections in a 
glass : a course for women., 78-9008, 
78-9009, 78-9010 

Decisions and drinking : the power of posi- 
tive parenting : a course for parents of 
young children., 78-9005, 78-9006, 
78-9007 

Decisions 


an ounce of 


and interpretations of the 


Federal Labor Relations Council, 78-_ 


9849, 78-22296 

Decisions and orders of the National Labor 
Relations Board., 78-15747, 78- 
15748, 78-21784, 78-21785 

Decisions and rulings of the Assistant 
Secretary of Labor for Labor-Manage- 
ment Relations pursuant to executive 
order 11491, as amended., 78-24111 

Decisions by Director, NIH, on recommen- 
dations of grants peer review study 
team., 78-21192 

Decisions of the Administrator and deci- 
sions of the General Counsel., 78- 
12986 

Decisions of the Comptroller General., 
78-13405 

Decisions of the Comptroller General of 
the United States., 78-3206, 78-4628 
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Decisions of the Comptroller of the Treasu- 
ry, 78-3206 

Decisions of the Department of the Interi- 
or., 78-3400, 78-21481 

Decisions of the Department of the Interior 
(1955), 78-3400 

Decisions of the Employees’ Compensation 
Appeals Board., 78-9222 

Decisions of the Employees’ Compensation 
Appeals Board : index digest, supplement 
V, July 1, 1973-September 30, 1976, 
volumes 25-27., 78-18008 

Decisions of the Federal Maritime Board, 
and Maritime Administration, Dept. of 
Commerce, 78-23598 

Decisions of the Federal Maritime Commis- 
sion., 78-23598 

Decisions of the Interstate Commerce 
Commission of the United States, 78- 
9190, 78-9191, 78-9192, 78-9193, 
78-9198, 78-9199, 78-15651 

Decisions of the United States courts in- 
volving copyright., 78-18034 

Decisions of the United States Customs 
Court, 78-21688 

Decisions of the United States Department 
of the Interior., 78-21481 

Decisions on geographic names 
United States., 78-3482 

Decisions on names in the United States, 
78-3482 

Declaring certain federally owned land held 
in trust by the United States for the Te- 
Moak Bands of Western Shoshone Indi- 
ans : report to accompany S. 667., 78- 
10117 

Declaring certain federally owned land 
known as the Yardeka School land to be 
held in trust for the Creek Nation of 
Oklahoma : report to accompany S. 947., 
78-22600 

Declaring that all right, title, and interest of 
the United States in 2,700 acres ... are 
hereby held in trust for the Paiute and 
Shoshone Tribes of the Fallon Indian 
Reservation and Colony, Fallon, Nev. ... : 
report to accompany S. 785., 78-22596 

Declaring that certain lands of the United 
States situated in the State of Oklahoma 
are held by the United States in trust for 
the Cheyenne-Arapaho’ Tribes’ of 
Oklahoma ... : report to accompany S. 
1291., 78-22601 

The decline of supplemental air carriers in 
the United States : hearings before the 
Subcommittee on Monopoly and An- 
ticompetitive Activities of the Select 
Committee on Small Business, United 
States Senate, Ninety-fifth Congress, first 
session ..., 78-5653 

Declining enrollment : the challenge of the 
coming decade /, 78-17441 

Declining root strength in Douglas-fir after 
felling as a factor in slope stability /, 
78-16578 

Decommissioning a reference nuclear fuel 
reprocessing plant., 78-2203 


in the 





Decommissioning and decontamination 
hearings before the Subcommittee on the 
Environment and the Atmosphere of the 
Committee on Science and Technology, 
U.S. House of Representatives, Ninety- 
fifth Congress, first session, June 15, 
1977., 78-5650 

Decommissioning and decontamination of 
nuclear facilities : report /, 78-16286 

Decomposition characteristics of phenol 
under synthane gasifier conditons /, 78- 
11084 

Decontamination of HEPA filters 
June 1977 /, 78-17261 

Decontamination of HEPA filters 
ry-March 1977 /, 78-13151 

The decorative designs of Frank Lloyd 
Wright /, 78-7623 

Deduction for medical and dental expen- 
ses., 78-2158 

Deep-draft navigation 
recovery options and 
24351 

Deep ocean mining—actions needed to 
make it happen : report to the Congress 
/, 78-23671 

Deep sea acoustic release 
model 096R, 78-10588 

Deep Sea Drilling Project : memorandum 
of understanding between the United 
States of America and the United King- 
dom of Great Britain and Nothern Island, 
signed at London September 29, 1975., 
78-2130, 78-2131, 78-2137 

Deep seabed hard minerals act : report 
together with dissenting, separate, and 
additional views to accompany H.R. 
3350 ..., 78-5727, 78-16340 

Deep seabed hard minerals resources act : 
hearings and markup before the Commit- 
tee on International Relations and _ its 
Subcommittees on International Or- 
ganizations and = on International 
Economic Policy and Trade, House of 
Representatives, Ninety-fifth Congress, 
second session, on H.R. 3350 ..., 78- 
22514 

Deep seabed mineral resources act : report 
of the Committees on Energy and Natu- 
ral Resources and Commerce, Science, 
and Transportation, United States 
Senate, together with minority views to 
accompany S. 2053., 78-24932 

Deep seabed mineral resources act : report 
to accompany S. 2053., 78-27107 

Deep seabed minerals : resources, diploma- 
cy, and strategic interest /, 78-16259 

Deep seabed mining : hearings before the 
Subcommittee on Oceanography and the 
Committee on Merchant Marine and 
Fisheries, House of Representatives, 
Ninety-fifth Congress, first session ... 
78-1092 

Deep seabed mining and the law of the sea 
: hearings before the Subcommittee on 
International Organizations of the Com- 
mittee on International Relations, House 
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of Representatives, Ninety-fifth Congress, 
first session, May 17 and 18, 1977., 78- 
1081 

Deep water pipe, pump and mooring study 
: ocean thermal energy conversion pro- 
gram .../, 78-20807 

Deepwater port inspection methods and 
procedures /, 78-22231 

Deer habitat potential of pine-hardwood 
forests in Louisiana /, 78-1352 

Defective radiographic devices, 78-22342 

Defense : development of an advanced sur- 
face-to-air missile system : memorandum 
of understanding between the United 
States of America and the Federal 
Republic of Germany signed at Washing- 
ton and Bonn July 16 and 22, 1976., 
78-15867 

Defense : production and acquisition of 
Sparrow ship-to-air missile : agreement 
between the United States of America 
and Japan, effected by exchange of notes 
signed at Tokyo, July 12, 1977., 78- 
26515 

Defense : region operations control centers 
: ageement between the United States of 
America and Canada, signed at Ottawa 
and Washington, March 5 and April 11, 
1977., 78-26506 

Defense acquisition radar crewman 
mander’s manual., 78-205 

Defense action to reduce charges for 
foreign military training will result in the 
loss of millions of dollars : Department 
of Defense : report of the Comptroller 
General of the United States., 78-1728 

Defense and energy spur Federal R&D 
growth from FY 1974 to FY 1978, 78- 
9475 

The defense and neutrality of the Panama 
Canal under the new treaties, 78-5180 

Defense automatic addressing system., 78- 
12581 

Defense Civil Preparedness Agency : hear- 
ing before the Subcommittee on General 
Legislation of the Committee on Armed 
Services, United States Senate, Ninety- 
fifth Congress, first session, October 6, 
1977., 78-5509 

Defense Civil Preparedness Agency an- 
nouncement of FY78 course in fallout 
shelter analysis., 78-6437 

Defense contract audit manual., 
78-23033 

Defense Department-Deputy and Under 
Secretaries of Defense, position changes : 
{an act to amend title 10, United States 
Code, to abolish one of the two positions 
of Deputy Secretary of Defense and 
establish the position of Under Secretary 
of Defense for Policy and to change the 
title of the Director of Defense Research 
and Engineering to the Under Secretary 
of Defense for Research and Engineer- 
ing]., 78-12225 

Defense disposal manual., 
12594, 78-12595, 
23059, 78-23060 


: com- 


78-2989, 


78-12593, 
78-12596, 78- 


78- 
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Defense European and Pacific Redistribu- 
tion activity (DEPRA) procedures., 78- 
23069, 78-25151 

Defense inactive item program could be 
more effective : Defense Supply Agency., 
78-11128 

Defense indicators., 78-2895 

Defense industrial base industrial 
preparedness and nuclear war survival : 
hearings before the Joint Committee on 
Defense Production, Congress of the 
United States, Ninety-fourth Congress, 
second session ..., 78-22437 

Defense information guidance series; a 
monthly bulletin of policies and pro- 
grams of interest to DoD personnel., 
78-2993 

The defense integrated data system - is it 
efficient and effective? : report of the 
Comptroller General of the United 
States., 78-13336 

Defense integrated data system (DIDS) 
data element dictionary., 78-15018 

Defense integrated data system (DIDS) 
materiel management decision rule ta- 
bles., 78-20105, 78-20106, 78-20107 

Defense integrated data system (DIDS) 
procedures handbook., 78-15024, 78- 
15025, 78-16919 

Defense integrated data system DIDS 
procedures manual., 78-6395, 78- 
12591, 78-12592, 78-15022, 78- 
15023, 78-16908, 78-16909, 78- 
16910, 78-16911, 78-16912, 78- 
16913, 78-16914, 78-16915, 78- 
16916, 78-16917, 78-16918, 78- 
20071, 78-20072, 78-20073, 78- 
20074 

Defense integrated data system (DIDS) 
procedures manual : [data element dic- 
tionary and glossary of terms/acronyms]., 
78-25144 

Defense integrated data system (DIDS) 
procedures manual : [development and 
maintenance of item logistics data 
tools]., 78-25140 

Defense integrated data system (DIDS) 
procedures manual : [document identifi- 
er code (DIC) input/output (I/O) for- 
mats (fixed length)]., 78-25142 

Defense integrated data system 
procedures manual [item 
tion]., 78-25141 

Defense integrated data system 
procedures manual : [multiple 
tion procedures]., 78-25139 

Defense integrated data system (DIDS) 
procedures manual : [multiple applica- 
tion references/instructions/tables and 
grids]., 78-25143 

Defense integrated material management 
manual for consumable items : commodi- 
ty oriented items., 78-25149 

Defense Logistics Agency index of publica- 
tions., 78-3006 

Defense Logistics procurement regulation., 
78-4317 


(DIDS) 
identifica- 


(DIDS) 
applica- 
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Defense, maintenance and operation of the 
Panama Canal, including administration 
and government of the Canal Zone : 
hearings before the Committee on 
Armed Services, United States Senate, 
Ninety-fifth Congress, second session, 
January 24, 31, February 1, 1978., 78- 
9903 

Defense, maintenance, and operation of the 
Panama Canal, including administration 
and government of the Canal Zone : re- 
port ..., 78-12314 

Defense management journal., 

Defense manpower /, 78-4296 

Defense manpower and the all-volunteer 
force : hearings before the Task Force 
on National Security and International 
Affairs of the Committee on the Budget, 
House of Representatives, Ninety-fifth 
Congress, first session, July 12 and 13, 
1977., 78-986 

Defense materials system and defense pri- 
orities system., 78-152 

Defense officer personnel management act 
: report of the Committee on Armed Ser- 
vices, House of Representatives, to ac- 
company H.R. 5503., 78-5720 

Defense officer personnel management act 
: report to accompany H.R. 5503., 78- 
5721 

Defense planning for the future : the 
second National Security Affairs Con- 
ference proceedings : the National War 
College, Washington, D.C., July 14-15, 
1975., 78-8667 

Defense planning for the 1980’s & the 
changing international environment 
proceedings /, 78-8666 

Defense procurement circular., 78-2986 

Defense production act amendments of 
1977 : report to accompany S. 695., 
78-5936 


78-2987 


Defense retail interservice support program 


: single points of contacts., 78-12578 

Defense Supply Agency index of publica- 
tions., 78-3005, 78-3006 

Defense systems management review., 78- 
2991 

Defense work measurement standard time 
data program., 78-15037, 78-15038, 
78-15039, 78-15040, 78-15041, 78- 
16929, 78-16930, 78-16931, 78- 
16932, 78-16933, 78-16934 

Defense’s response to the issues in the 
Defense Manpower Commission report : 
report /, 78-25764 

Defensive works of subarctic snow /, 78- 
25262 

Deferral of funds for ERDA’s intense 
neutron source facility : communication 
from the Comptroller General of the 
United States ...,  78-10073 

Deferrals : message from the President of 
the United States transmitting a new 
deferral of budget authority for ERDA’s 
intense neutron source facility, pursuant 
to section 1013(a) of Public Law 93- 
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344, and a revision to a previously re- 
ported deferral for the antirecession 
financial assistance fund of the Treasury, 
pursuant to section 1014(c) of the act., 
78-5680, 78-8404, 78-10072, 78- 
10101, 78-12219, 78-12252, 78- 
16334 

Deferred maintenance : roadside vegetation 
and drainage facilities /, 78-7813 

Define fire situation., 78-6308 

Defining disability : a cross-cultural study /, 
78-7047 

Definition and measurement of errors in 
the AFDC program and national AFDC 
error rate standards : hearings before the 
Subcommittee on Public Assistance and 
Unemployment Compensation of the 
Committee on Ways and Means, House 
of Representatives, Ninety-fifth Congress, 
second session, June 14, and 15, 1978., 
78-26874 

Definition of air quality measurements for 
monitoring space shuttle launches /, 78- 
18227 

Definition of ‘substantial contributor” for 
purposes of section 4941 of the Internal 
Revenue Code of 1954 : report to ac- 
company H.R. 7003., 78-10132 

Definition study for photovoltaic residential 
prototype system /, 78-23558 

Definitions and abbreviations, 78-3747, 
78-24381 

Definitions, policy statements, and general 
tulings., 78-11326 

Deflectors., 78-20075 

Defoliation by the gypsy moth : how it 
hurts your tree : gypsy moth handbook /, 
78-10319 

Defoliation of cotton, state of the art., 78- 
17116 

Degradation of cellulosic biomass and its 
subsequent utilization for the production 
of chemical feedstocks /, 78-6644 

Dehydrating magnesium chloride by dou- 
ble-salt decomposition /, 78-15557 

Deicing-chemical rates on open-graded 
pavements : final report [of studies in 
Maine, Michigan, Utah, Vermont] /, 
78-22101 

Del Valle Reservoir, Alameda Creek Pro- 
ject, Alameda County, California : letter 
from the Secretary of the Army, trans- 
mitting, a letter from the Chief of En- 
gineers, Department of the Army, dated 
June 27, 1975, submitting a _ report, 
together with accompanying papers and 
illustrations, on Del Valle Reservoir, 
Alameda Creek Project, Alameda Coun- 
ty, California, in response to a resolution 
of the Committee on Public Works of 
the United States Senate, adopted Janua- 
ry 26, 1967., 78-12723 

Delaware, 78-4838 

Delaware, Maryland, monthly averages of 
temperature ..., 78-4215 

Delaware, Maryland, monthly normals of 
temperature ..., 78-4170 
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Delaware River, Philadelphia, Pennsylvania 
to Trenton, New Jersey : letter from the 
Secretary of the Army, transmitting, a 
letter from the Chief of Engineers, De- 
partment of the Army, dated October 24, 
1975, submitting a report, together with 
accompanying papers and _ illustrations, 
on Delaware River, Philadelphia, 
Pennsylvania to Trenton, New Jersey, 
requested by a resolution of the Commit- 
tee on Public Works, United States 
Senate, adopted May 3, 1962., 78- 
12724 

Delaware SCS accomplishments in 1975., 
78-4003 

Delay in decision on Alaska natural gas 
transportation system : communication 
from the President of the United States 
ey 78-8397 

Delayed graft incompatibility in western 
white pine /, 78-6147 

Delayed redevelopment was _ reasonable 
after flood disaster in West Virginia : 
multiagency /, 78-1654 

Delays in constructing waste treatment 
facilities after award of construction 
grants - improvements made : Environ- 
mental Protection Agency : report of the 
Comptroller General of the United 
States., 78-1644 

Delays in setting workplace standards for 
cancer-causing and other dangerous sub- 
stances : Department of Labor, Depart- 
ment of Health, Education, and Welfare : 
report to the Congress /, 78-4702 

Delineation conference : narrative summa- 
ry, part I-IV., 78-18614 

Delinquent returns and disposition of cases 
closed by district Audit Division and 
time applications by audit technicians., 
78-26550 

Delivering EPSDT services : outreach and 
follow-up in Medicaid’s program of early 
and periodic screening diagnosis and 
treatment /, 78-1986 

Delivery of checks and warrants to ad- 
dresses outside the United States, its ter- 
ritories and possessions., 78-7632 

The Delphi method and its application : a 
bibliography /, 78-10639 

Delusion and reality, the future of United 
States-Cuba relations report to the 
Senate Committee on Foreign Relations, 
United States Senate /, 78-14323 

The demand and price situation for forest 
products, 1976-77 /, 78-10307 

Demand projections for the northeast cor- 
ridor : financial analysis /, 78-15945 

Demographic and attitudinal characteristics 
of United States Air Force reserve en- 
listees final report for period June 
1974-May 1976 /, 78-15181, 78- 
20422 

Demographic aspects of aging and the 
older population in the United States, 
78-22827 

Demonstration houses built with COM- 
PLY products /, 78-8531 





Demonstration of an inductor 
motor/alternator/flywheel energy storage 
system .../, 78-11009, 78-20815 

A demonstration of areawide 
resources planning /, 78-17150 

A demonstration of areawide water 
resources planning : users manual /, 78- 
17151 

The demonstration of experimental lead 
paint hazard abatement methods in At- 
lanta, Georgia : final /, 78-19782 

Demonstration of Wellman-Lord/Allied 
Chemical EGD technology boiler 
operating characteristics /, 78-12959 

The demonstration project as a procedure 
for accelerating the application of new 
technology : (Charpie task force report)., 
78-20647, 78-23390 

Demonstration studies of funds allocation 
within districts : a report from the Na- 
tional Institute of Education., 78-7062 

Denaturants for ethanol/gasoline blends /, 
78-20603 

Dengue., 78-4810 

Denial of import relief for the U.S. bolt, 
nut, and large screw industry : communi- 
cation from the President of the United 
States ...,  78-12249 

Denial of import relief for the U.S. high 
carbon ferrochromium industry : commu- 
nication from the President of the United 
States .... 78-12247 


water 


Denial of 1977 comparability pay adjust- 
ments in case of certain positions : report 


to accompany S. 964., 78-5703 

The denitrogenation of coal liquids /, 78- 
23282 

Denmark’s national family guidance pro- 
gram : a preventive mental health pro- 
gram for children and families /, 78- 
17634 

Denno Chung-Sang Li, Nicholas Lit-Yung 
Lam, and Augustine Ka-Cheung Wu : re- 
port to accompany S.513., 78-14508 

Densification and hysteresis of sand under 
cyclic shear : final report /, 78-15086 

Dental assisting : a career on the move., 
78-17617 

The Dental Corps of the United States 
Navy : a chronology, 1962-1977., 78- 
224 

The dental implications of epilepsy., 78- 
15433 

Dental laboratory specialist., 

Dental laboratory specialist 
manual., 78-4350 

Dental laboratory specialist 
manual., 78-1504, 78-4351 

Dental prepayment : a method of financing 
the cost of dental services., 78-11247 

Dental specialist : commander’s manual., 
78-4364 

Dental specialist : 
4365 

Dental x-ray data., 

Denver-Boulder, 
area, 78-13860 


78-23091 
: commander's 


soldier's 


soldier's manual., 78- 


78-15432 


Colorado, metropolitan 
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Denver residential energy consumption., 
78-9016 

The Department of Agriculture should be 
authorized to charge for cotton classing 
and tobacco grading services : report to 
the Congress /, 78-1700 

Department of Agriculture’s beef grading : 
accuracy and uniformity need to be im- 
proved : report to the Congress /, 78- 
25742 

Department of Commerce’s proposed anti- 
boycott enforcement and_ regulation 
plans : hearings before a subcommittee 
of the Committee on Government Opera- 
tions, House of Representatives, Ninety- 
fifth Congress, first session, October 25 
and November 1, 1977., 78-14324 

Department of Defense air pollution con- 
trol : progress and delays : report to the 
Congress /, 78-1823 

Department of Defense appropriation act, 
1978., 78-2355 

Department of Defense appropriation 
authorization act, 1979 : conference re- 
port to accompany H.R. 10929., 78- 
24738 

Department of Defense appropriation 
authorization act, 1979 : report together 
with separate, additional, and dissenting 
views to accompany H.R. 10929., 78- 
14496 

Department of Defense appropriations 
hearings before a subcommittee of the 
Committee on Appropriations, House of 
Representatives, Ninety-fifth Congresss, 
first session /, 78-22385 

Department of Defense appropriations for 
fiscal year 1978 : hearings before a sub- 
committee of the Committee on Ap- 
propriations, United States Senate, 
Ninety-fifth Congress, first session, on 
H.R. 7933 ..., 78-965 

Department of Defense appropriations for 
fiscal year 1979 : hearings before a sub- 
committee of the Committee on Ap- 
propriations, United States Senate, 
Ninety-fifth Congress, second session., 
78-22390 

Department of Defense appropriations for 
1978 : hearings before a subcommittee 
of the Committee on Appropriations, 
House of Representatives, Ninety-fifth 
Congress, first session .... 78-964, 78- 
2241, 78-5498 

Department of Defense appropriations for 
1979 : Hearings before a subcommittee 
of the Committee on Appropriations, 
House of Representations, Ninety-fifth 
Congress, second session /, 78-16173, 
78-19013, 78-22386 

Department of Defense authorization for 
appropriations for fiscal year 1979 
hearings before the Committee on 
Armed Services, United States Senate, 
Ninety-fifth Congress, second session, on 
S. 2571 ..., 78-19033, 78-19034, 78- 
22397, 78-22398, 78-24572, 78- 
26740 
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Department of Defense civilian personnel, 
78-2982 

Department of Defense considerations of 
West Germany's Leopard as the Army’s 
new main battle tank : report to the Con- 
gress /, 78-11137 

The Department of Defense could save 
several million dollars annually through 
improved management and control of 
reusable containers : report /, 78-23662 

Department of Defense energy initiatives : 
hearings before the Subcommittee on 
Military Construction and Stockpiles of 
the Committee on Armed Services, 
United States Senate, Ninety-fifth Con- 
gress, first and second sessions ..., 78- 
22399 

Department of Defense pay practices for 
Japanese nationals should be changed : 
report /, 78-25763 

Department of Defense policy statement on 
export control of United States technolo- 
gy : hearing before the Subcommittee on 
International Economic Policy and Trade 
of the Committee on International Rela- 
tions, House of Representatives, Ninety- 
fifth Congress, first session, October 27, 
1977., 78-14363 

Department of Defense program to help 
minority-run businesses get subcontracts 
not working well : report of the Comp- 
troller General of the United States., 
78-1874 

Department of Defense provisioning and 
other preprocurement screening manual 
/, 78-23071 

Department of Defense should change pay 
setting for Korean nationals : report to 
the Senate Committee on Appropriations 
/, 78-13251 

The Department of Defense should in- 
crease efforts to implement vertical con- 
trols over military stock funds : report to 
the Committee on Appropriations, 
United States Senate /, 78-4767 

Department of Defense supplemental ap- 
propriation authorization act, 1978 : re- 
port together with dissenting views to ac- 
company H.R. 8390., 78-2316 

Department of Defense supplemental ap- 
propriation authorization for fiscal year 
1978 : conference report to accompany 
S. 1863., 78-2336 

Department of Defense value engineering 
program needs top management support 
: report to the Congress /, 78-4776 

The Department of Defense's continued 
failure to charge for using government- 
owned plant and equipment for foreign 
military sales costs millions : report to 
the Congress /, 78-17340 

Department of Education act of 1977 : 
hearings before the Committee on 
Governmental Affairs, United States 
Senate, Ninety-fifth Congress, first ses- 
sion ..., 78-14333 
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Department of Education organization act : 
report together with additional and dis- 
senting views to accompany H.R. 13778., 
78-26974 

Department of Education organization act 
of 1978 : report of the Committee on 
Governmental Affairs, United States 
Senate, to accompany S. 991 ... together 
with additional views., 78-24906 

Department of Energy : organization & 
functions : fact book., 78-1545 

Department of Energy authorization legisla- 
tion (National security programs) for 
fiscal year 1979., 78-19029 

Department of Energy fiscal year 1979 
authorization (energy production and 
supply) : hearings before the Subcommit- 
tee on Energy Production and Supply of 
the Committee on Energy and Natural 
Resources, United States Senate, Ninety- 
fifth Congress, second session, on S. 
2692 ... April 13 and 14, 1978., 78- 
22456 

Department of Energy national security 
and military applications of nuclear ener- 
gy authorization act of 1979 : report 
together with additional views to accom- 
pany S. 2693., 78-27063 

Department of Energy nomination : hearing 
before the Committee on Energy and 
Natural Resources, United States Senate, 
Ninety-fifth Congress, first 
December 13, 1977., 78-16207 

Department of Energy nominations 
hearings before the Committee on Ener- 
gy and Natural Resources, United States 
Senate, Ninety-fifth Congress, first ses- 
sion ... October 7, 1977., 78-14310, 
78-14312 

Department of Energy programs and objec- 
tives : energy conservation in agricultural 
production /, 78-23265 

Department of Health, Education, and 
Welfare act, 1977, limitation on Federal 
funds for abortions, 78-17910 

Department of Health, Education, and 
Welfare’s budget for fiscal year 1979 : 
hearing before the Task Force on Human 
Resources of the Committee on Budget, 
House of Representatives, Ninety-fifth 
Congress, second session, February 22, 
1978., 78-22421 

Department of Housing and Urban 
Development : noise abatement and con- 
trol policy., 78-284 

Department of Housing and Urban 
Development—independent agencies ap- 
propriations for 1979 : hearings before a 
subcommittee of the Committee on Ap- 
propriations, House of Representatives, 
Ninety-fifth Congress, second session /, 
78-12027, 78-19014 

Department of Housing and Urban 
Development could be streamlined : re- 
port of the Comptroller General of the 
United States., 78-4666 


session 
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Department of Housing and Urban 
Development, independent agencies ap- 
propriations : hearings before a subcom- 
mittee of the Committee on Appropria- 
tions, House of Representatives, Ninety- 
fifth Congress, second session /, 78- 
16176 

Department of Housing and Urban 
Development unresponsive to multifamily 
housing real estate tax problems : report 
to the Congress /, 78-4632 

Department of Justice appropriation 
authorization act, fiscal year 1979 : re- 
port together with dissenting and addi- 
tional views to accompany H.R. 12005., 
78-19317 

Department of Justice authorization 
hearings before the Committee on the 
Judiciary, House of Representatives, 
Ninety-fifth Congress, second session ..., 
78-14374, 78-22517 

Department of Justice authorization bill, 
fiscal year 1979 : report to accompany S. 
3151., 78-24831 

Department of Justice budget authorization 
: hearings before the Committee on the 
Judiciary, United States Senate, Ninety- 
fifth Congress, second session ..., 78- 
24635 

Department of Labor activities in response 
to IWY’75., 78-26277 

Department of Naval petroleum reserves : 
hearing before the Subcommittee on 
Military Construction and Stockpiles of 
the Committee on Armed Services, 
United States Senate, Ninety-fifth Con- 
gress, first session, November 18, 1977., 
78-12039 

The Department of State bulletin., 78- 
3662 

The Department of State has continuing 
problems in managing real estate over- 
seas : report to the Congress /, 78- 
23655 

Department of State newsletter, 78-3670 

Department of the Army historical summa- 
ty., 78-12754, 78-23170 

Department of the Army historical summa- 
ry (Washington), 78-12754, 78-23170 

Department of the Interior and related 
agencies appropriation bill, 1979 : report 
to accompany H.R. 12932., 78-19340, 
78-24895 | 

Department of the Interior and related 
agencies appropriation bill, 1979 : report 
to accompany H.R. 12932 [errata]., 
78-24896 

Department of the Interior and related 
agencies appropriations for fiscal year 
1978 : hearings before a subcommittee 
of the Committee on Appropriations, 
United States Senate, Ninety-fifth Con- 
gress, first session, on H.R. 7636 ..., 78- 
5500 

Department of the Interior and related 
agencies appropriations for 1979 
hearings before a subcommittee of the 
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Committee on Appropriations, House of 
Representatives, Ninety-fifth Congress, 
second session /, 78-12028, 78-14281, 
78-19015, 78-19016 

Department of the Interior final environ- 
mental statement on grazing management 
in the Dixie Resource Area Hot Desert /, 
78-26116 

Department of the Interior study of shut-in 
oil and gas well completions and leases 
— GAO observations : report of the 
Comptroller General of the United 
States., 78-6976 

The Department of the Interior’s compu- 
terized resources information bank : re- 
port to the Congress /, 78-23620 

The Department of the Interior’s minerals 
availibility system : report to the Con- 
gress /, 78-23619 

Department of Transportation and related 
agencies appropriation act, 1978., 78- 
2350 

Department of Transportation and related 
agencies appropriation bill, 1979 : report 
to accompany H.R. 12933., 78-24838 

Department of Transportation and related 
agencies appropriation bill, 1979 : report 
together with separate and supplemental 
views to accompany H.R. 12933., 78- 
19341 

Department of Transportation and related 
agencies appropriations : United States 
Railway Association fiscal year 1978 sup- 
plemental request : hearings before a 
subcommittee on the Committee on Ap- 
propriations, House of Representatives, 
Ninety-fifth Congress, second session /, 
78-19022 

Department of Transportation and related 
agencies appropriations for fiscal year 
1978 : hearings before a subcommittee 
of the Committee on Appropriations, 
United States Senate, Ninety-fifth Con- 
gress, first session., 78-2243 

Department of Transportation and related 
agencies appropriations for fiscal year 
1979 : hearings before a subcommittee 
of the Committee on Appropriations, 
United States Senate, Ninety-fifth Con- 
gress, second session., 78-22391 

Department of Transportation and related 
agencies appropriations for 1979 
hearings before a subcommittee of the 
Committee on Appropriations, House of 
Representatives, Ninety-fifth Congress, 
second session /, 78-14286, 78-16180 

Department of Transportation budget. Ex- 
cerpts from the President’s budget., 78- 
26560 

Department of Transportation, Federal 
Highway Administration : noise policy 
and related environmental procedures., 
78-23524 

Department of Transportation R. & D. Pro- 
grams : hearings before the Subcommit- 
tee on Transportation, Aviation, and 
Weather of the Committee on Science 





and Technology, U.S. House of 
Representatives, Ninetygfifth Congress, 
first session ..., 78-1133 

Departmental implementation of Executive 
Order 11644, as amended by Executive 
Order 11989, pertaining to use off-road 
vechicles on the public lands., 78- 
15526 

Departments of Labor and Health, Educa- 
tion, and and related agencies appropria- 
tion bill, 1979 : report together with sup- 
plemental and additional views to accom- 
pany H.R. 12929., 78-19338 

Departments of Labor and Health, Educa- 
tion, and Welfare, and related agencies 
appropriation bill, 1979 : report to ac- 
company H.R. 12929., 78-27087 

Departments of Labor and Health, Educa- 
tion, and Welfare and related agencies 
appropriations for fiscal year 1978 
hearings before a subcommittee of the 
Committee on Appropriations, United 
States Senate, Ninety-fifth Congress, first 
session, on H.R. 7555 ...., 78-966, 78- 
19023 

Departments of Labor and Health, Educa- 
tion, and Welfare appropriations for 
1979 : hearings before a subcommittee 
of the Committee on Appropriations, 
House of Representatives, Ninety-fifth 
Congress, second session /, 78-14282, 
78-16177, 78-19017, 78-19018 

Departments of State, Justice, and Com- 


merce, the Juciciary, and related agen- 


cies appropriations undocumented 
aliens : hearings before a subcommittee 
of the Committee on Appropriations, 
House of Representatives, Ninety-fifth 
Congress, second session /, 78-12025 

Departments of State, Justice, and Com- 
merce, the Juciciary, and related agen- 
cies appropriations for fiscal year 1979 : 
hearings before a subcommittee of the 
Committee on Appropriations, United 
States Senate, Ninety-fifth Congress, 
second session., 78-12034 

Departments of State, Justice, and Com- 
merce, the Juciciary, and related agen- 
cies appropriations for 1978 : hearings 
before a subcommittee of the Committee 
on Appropriations, House of Representa- 
tives, Ninety-fifth Congress, second ses- 
sion : Department of Commerce, repro- 
graming /, 78-9893 

Departments of State, Justice, and Com- 

‘merce, the Judiciary, and related agen- 
cies appropriation bill, fiscal year 1979 : 
report together with additional views to 
accompany H.R. 12934., 78-19342 

Departments of State, Justice, and Com- 
merce, the Judiciary, and related agen- 
cies appropriation bill, 1979 report 
together with additional views to accom- 
pany H.R. 12934., 78-24886 

Departments of State, Justice, and Com- 
merce, the Judiciary, and related agen- 


cies appropriations for 1979 : hearings 
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before a subcommittee of the Committee 
on Appropriations, House of Representa- 
tives, Ninety-fifth Congress, second ses- 
sion /, 78-14285 

Dependents’ education educational 
scholarships, loans, and financial aids., 
78-4420 

Dependents’ education high school 
completion programs for Army depen- 
dent spouses., 78-8705 

Depletion allowance : hearing before the 
Subcommittee on Energy of the Commit- 
tee on Finance, United States Senate, 
Ninety-fourth Congress, first session ... 
March 17, 1975., 78-8276 

Deployment methodology for fire depart- 
ments., 78-538 

The deployment of emergency services., 
78-537 

Deposit of copies or phonorecords without 
accompanying application or written 
request., 78-13879 

Depositional environment of 
Cretaceous black 
Western Interior /, 

Deposits, reserves, and borrowings of 
member banks., 78-3163 

The depressed condition of the U.S.-flag 
tanker industry hearing before the 
Committee on Commerce, United States 
Senate, Ninety-fourth Congress, first ses- 
sion ... February 7, 1975., 78-12058 

Dept. of Energy/Dept. of Transportation 
gas turbine transit bus demonstration 
program : program plan /, 78-20483 

Derrick Tan : report to accompany H.R. 
2939., 78-24769 

Des Moines 208 areawide waste treatment 
management., 78-20768 

DESAP |: a structural design program with 
stress and displacement constraints /, 
78-9433 

DESAP 2 : a structural design program 
with stress and buckling constaints /, 
78-9434 

Deschler’s Precedents of the United States 
House of Representatives including 
references to provisions of the Constitu- 
tion and laws, and to decisions of the 
courts /, 78-8364, 78-24674 

Deschler’s procedure : a summary of the 
modern precedents and practices of the 
U.S. House of Representatives, 86th 
Congress-94th Congress /, 78-8133 

Description and documentation of the 
dental school dental delivery system /, 
78-23840 

Description and expected performance of 
flight-model, 12-gigahertz, output stage 
tube for the communications technology 
satellite /, 78-11760 

Description and flight tests of an oculome- 
ter/, 78-13911 

Description and operating performance of 
a parallel-rail electric-arc system with 
helium driver gas for the Langley 6-inch 
expansion tube /, 78-18114 


Upper 
sandstones of the 
78-630 
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Description and technical documentation 
of the PICADAD file., 78-19652 

Description of CRIB, the GIPSY retrieval 
mechanism, and the interface to the 
General Electric MARK III service /, 
78-15530 

Description of H.R. 7320 : miscellaneous 
revisions relating to various timing 
requirements under the Internal Revenue 
Code /, 78-5662 

Description of individual data items and 
codes in CRIB /, 78-21498 

Description of manganese nodule 
processing activities for environmental 
studies /, 78-1451 

Description of path-in-the-sky contact 
analog piloting display /, 78-18134 

Description of S. 1514, a bill relating to 
private foundation leasing of business as- 
sets listed for a hearing by the Subcom- 
mittee on Taxation and Debt Manage- 
ment of the Committee on Finance on 
July 25, 1977 /, 78-22461 

Description of tariff bills listed for hearings, 
July 14, 1977 /, 78-8280 

A descriptive guide to 
materials /, 78-7154 

Descriptive study of enrolled medical stu- 
dents, 1975-1976 /, 78-7117 

Descriptive study of medical school appli- 
cants, 1974-75 /, 78-7112 

Desegregation and education concerns of 
the Hispanic community : conference re- 
port, June 26-28, 1977, Washington, 
D.C., 78-413 

Desegregation without turmoil : the role of 
the multi-racial community coalition in 
preparing for smooth transition., 78- 
7434 

Desert awareness /, 

Desert rodent 
Arizona in 
14711 

Desert Tortoise Natural Area., 78-26221 

Design alternatives for computer network 
security /, 78-12512 

Design and construction of continuously 
reinforced concrete airport pavements : 
final report /, 78-24393 

Design and construction of large-panel 
concrete structures /, 78-17674 

Design and demonstration of a system for 
routine, boomless supersonic flights /, 
78-9710 

Design and evaluation of laboratory ecolog- 
ical system studies /, 78-12875 

Design and fabrication of a basic mass 
analyzer and vacuum system /, 78- 
18172 

Design and fabrication of a low-specific- 
with parabolic dish solar concentrator /, 
78-18312 

Design and implementation of an environ- 
mental monitoring program for ERDA 
fossil fuel facilities /, 78-11062 

The design and implementation of the Na- 
tional Bureau of Standards’ network ac- 
cess machine (NMA) /, 78-19748 


CDA training 


78-2083 
abundance in southern 
relation to rainfall /, 78- 
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Design and modeling of solar sea power 
plants by geometric programming /, 78- 
290 

Design and traffic operations : highway en- 
gineer training program, January 27- 
February 5, 1976., 78-22056 

Design charts : vegetated channel trape- 
zoidal cross section., 78-14767 

Design charts for arbitrarily pivoted, liquid- 
lubricated, flat-sector-pad thrust bearing 
/, 78-9321 

Design consideration for residential solar 
heating and cooling systems utilizing 
evacuated tube solar collectors /, 78- 
13039 

Design, construction, and testing of a re- 
sidential solar heating and cooling system 
/, 78-6615 

Design, construction, and testing of the 
Colorado State University solar house I 
heating and cooling system /, 78-6616 

Design criteria for concrete arch and gravi- 
ty dams., 78-2070 

Design criteria for rocket exhaust scrubbers 
/, 78-25670 

Design, develop, and manufacture process 
gas lubricated hot recycle gas circulators 
: final technical report /, 78-8757 

Design, development, and demonstration of 
a fine particulate measuring device /, 
78-20722 

Design, development, fabrication, and test- 
ing of a synchronous condenser for a 
high-power three-phase traction drive /, 
78-5293 

Design, development, fabrication and test- 
ing of an operational prototype surge 
protective : final report., 78-25496 

Design, fabrication, and structural testing 
of a lightweight shadow shield for deep- 
space application /, 78-11698 

Design, fabrication, and testing of an ad- 
vance composite AH-1G tail section (tail 
boom/vertical fin) final report for 
period July 1973-February 1976 /, 78- 
20327 

Design features and operational charac- 
teristics of the Langley 0.3-meter 
transonic cryogenic tunnel /, 78-11692 

Design guide for metal and nonmetal tail- 
ing disposal /, 78-7300 

Design guide for reducing transportation 
noise in and around buildings /, 78- 
25028 

Design manual : administrative facilities., 
78-4511 

Design manual : architecture., 

Design manual 
12766 

Design manual : drawings and _ specifica- 
tions., 78-25319 

Design manual; electrical engineering., 
78-12765 

Design manual : harbor and coastal facili- 
ties /, 78-25320 

Design manual : structural engineering., 
78-15124 

Design manual : troop housing., 


78-12764 
civil engineering., 78- 


78-4512 
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Design manual, hospital and medical facili- 
ties., 78-229 


Design methods for reducing the risk of 
buildings 


progressive collapse in 
{errata]., 78-22872 

Design occupations., 78-15713 

Design of a blood-freezing system for leu- 
kemia research /, 78-18315 

Design of a comprehensive manpower in- 
formation system for energy research, 
development, and demonstration., 78- 
25500 

Design of a van-top low-profile HF antenna 
/, 78-4033 

Design of a water jet drill for development 
of geothermal resources ... /, 78-13032 

Design of arch dams : design manual for 
concrete arch dams., 78-2069 

Design of cold water pipe for sea thermal 
power plants .../, 78-4591 

Design of minimum-weight diffusion batte- 
ries /, 78-8739 

Design of open channels., 78-10428 

Design of reciprocating cylinder expanders 
for steam ; final report /, 78-17065 

Design of small dams., 78-17800 

Design of surface mine haulage roads : a 
manual /, 78-7301 

Design of systems, solar heating and cool- 
ing of residental buildings., 78-1445 

Design of transportation interface facilities 
: a procedural guide /, 78-832 

Design of transportation interface facilities 
: a procedural guide : executive summary 
/, 78-833 

Design optimization in underground coal 
systems .../, 78-6703, 78-6704 

Design patent of the United Daughters of 
the Confederacy : report to accompany 
S.810., 78-5798 

Design procedures for flutter-free surface 
panels /, 78-18167 

Design report : development work for an 
advanced coal gasification system for 
electric power generation from _ coal 
directed toward a commercial gasifica- 
tion generating plant : phase II., 78- 
20500, 78-20501, 78-20502, 78- 
23308 

Design report for PS-105 data acquisition 
system for biofouling studies of heat 
exchangers in seawater /, 78-25445 

Design requirements for uranium ion 
exchange from acidic solutions in a 
fluidized system /, 78-15559 

Design requirements for uranium ion 
exchange from ammonium bicarbonate 
solutions in a fluidized system /, 78- 
24012 

Design standards manuals : their meaning 
and use for Federal designers /, 78- 
9469 

Design study of steady-state 30-tesla liquid- 
neon-cooled magnet /, 78-11709 

Design study of toroidal magnets for 
tokamak experimental power reactors /, 
78-20953 
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Design wave 
Lakes : 
20245 

Design wave information the Great Lakes : 
report /, 78-10748 

Design weather conditions for prescribed 
burning /, 78-14918 

Designating certain endangered public 
lands for preservation as_ wilderness, 
providing for the study of additional en- 
dangered public lands for such designa- 
tion, furthering the purposes of the Wil- 
derness act of 1964, and other purposes : 
report together with supplemental and 
minority views to accompany H.R. 3454., 
78-1213 

Designating the Absaroka-Beartooth Wil- 
derness, Custer and Gallatin National 
Forests, in the State of Montana : report 
to accompany S. 1671., 78-10252 

Designation of Lawrence Berkeley Labora- 
tory computer facility as a Federal scien- 
tific data processing center could save 
millions : Energy Research and Develop- 
ment Administration, General Services 
Administration, Office of Management 
and Budget [sic] : report to the Congress 
/, 78-1801 

Designation of panels concerning interna- 
tional arms control and disarmament : 
hearings before the Intelligence and Mili- 
tary Application of Nuclear Energy Sub- 
committee of the Committee on Armed 
Service, House of Representatives, 
Ninety-fifth Congress, second session, 
May 4, 1978., 78-19032 

Designation of pilot examiners., 78-26596 

Designing for bank erosion control with 
vegetation /, 78-20276 

Designs for the calibration of standards of 
mass [errata]., 78-22875 

Desirability and feasibility of vault automa- 
tion in special nuclear material storage /, 
78-928 

Destination moon : a history of the Lunar 
Orbiter program /, 78-21826 

Destruction of the trans-Alaska pipeline 
system : report to accompany S. 1496., 
78-5914 

Desulfurization of steel mill sinter plant 
gases /c by Gary D. Brown ... [et al.]., 
78-6573 

Desulfurization of various midwestern coals 
by flotation /, 78-7299 

Detailed description of functional & infor- 
mation requirements of key DOT R&D 
managers /, 78-22014 

Detectability of selected genetic markers in 
dried blood upon aging /, 78-17895 

Detecting structural heat losses with mobile 
infrared thermography /, 78-20268 

Detecting suboutbreak populations of the 
Douglas-fir tussock moth by sequential 
sampling of early larvae in the lower tree 
crown /, 78-22699 

The detection, diagnosis, and therapy of 
colo-rectal cancers., 78-3308 


information for the Great 
report 3, Lake Michigan /, 78- 





The detection, diagnosis, and therapy of 
lung cancer., 78-3309 
The detection, diagnosis, therapy, and pre- 


clinical biology of breast cancer., 78- 
3310 


Detection of active decay at groundline in 
utility poles /, 78-6174 

Detection of gust fronts using surface sen- 
sors /, 78-10579 

Detection of moisture in 
materials /, 78-10765 

Detection of point sources of air pollution 
using ERTS-1 data /, 78-20956 

Detente and a new American Administra- 
tion : a report to the Committee on 
Foreign Relations, United States Senate 
/, 78-16217 

Determinate sentencing : reform or regres- 
sion? : proceedings of the Special Con- 
ference on Determinate Sentencing., 
78-15657 

Determination of a definition of solar grade 
silion ... /, 78-4597 

Determination of basic grant eligibility 
index, 78-17419 

Determination of channel capacity of the 
Sacramento River between Orbend and 
Glenn, Butte and Glenn 
California /, 78-21493 

Determination of consistency 
teristics of soils /, 78-2173 

Determination of constant-volume balloon 
capabilities for aeronautical research /, 
78-9436 

Determination of effects of ambient condi- 
tions on aircraft engine emissions engine 
testing /, 78-25578, 78-25579 

Determination of eligibility index, basic 
educational opportunity grant program., 
78-17419 

Determination of environmental levels of 
Pu-239, 240, Am-241, Cs-137 and Sr-90 
in large volume sea water samples /, 
78-13142 

Determination of kinetics of phosphorus 
mineralization in soils under oxidizing 
conditions /, 78-276 

Determination of officer grade require- 
ments by management engineering teams 
: final report for period 1 August 1974 - 
31 December 1975 /, 78-15151 

Determination of particulate emission fac- 
tors for boilers and incinerators, Bronx 
and Manhattan /, 78-17039 

Determination of performance criteria for 
high-level solidified nuclear waste /, 78- 
18882 

Determination of phosphate fluxes across 
the sediment-water surface of the New 
York Bight /, 78-14915 

Determination of seismically induced soil 
liquefaction potential at proposed bridge 
sites /, 78-18596 

Determination of Strouhal characteristics 
and power spectrum for elastically 
restrained H-shape sections /, 78-18602 


construction 


Counties, 


charac- 
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Determination of the effectiveness and 
feasibility of regenerative braking 
systems on electric and other automo- 
biles /, 78-25545 

Determination of the effectiveness and 
feasibility of regenerative braking 
systems on electric and other automo- 
biles : final report ... /, 78-20976 

Determination of the heat balance of the 
earth : interpretation of radiation mea- 
surements from satellites /, 78-21792 

Determination of tolerable flaw sizes in full 
size welded bridge details /, 78-18601 

Determination of trace metals in effluents 
by differential pulse anodic stripping vol- 
tametry /, 78-4577 

Determination of ,,N gamma radiation 
fields at BWR nuclear power stations /, 
78-13141 

Determining input variables for calculation 
of impact of new source performance 
standards /, 78-232 

Determining input variables for calculation 
of impact of new source performance 
standards worksheets for chemical 
processing industries /, 78-233 

Determining input variables for calculation 
of impact of new source performance 
standards : worksheets for metallurgical 
industries /, 78-6551 

Determining requirements for 
maintenance personnel could be im- 
proved : peacetime and wartime : De- 
partment of Defense report to the 
Senate Committee on Appropriations /, 
78-1832 

Determining requirements for war reserve 
spares and repair parts : importance of 
the wartime planning process : report /, 
78-25808 

Determining suitability for Federal employ- 
ment, 78-2953, 78-23017 

Determining the costs of community re- 
sidential services for the psychosocially 
disabled., 78-21311 

Determining the future mobility needs of 
the elderly development of a 
methodology /, 78-18539, 78-18546 

Detonation : proceedings, sixth symposium 
(international) on detonation, August 24- 
27, 1976, Coronado, California /, 78- 
8728 

Detoxification of Navy red dye by 
microwave plasma., 78-23472 

Detroit, Michigan, metropolitan area, 78- 
24144 

Deuterium tracer method for investigating 
the chemistry of coal liquefaction /, 78- 
13112, 78-13113, 78-17238 

Develop a concept for fluidized-bed com- 
bustion of consol char using closed-cycle 
gas turbine .../, 78-6775 

Develop improved program monitoring 
systems and techniques for 
ERDA/Division of Fossil Demonstration 
Plants., 78-13118 


aircraft 
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Developing an occupational drug abuse 
program considerations and  ap- 
proaches., 78-25915 

Developing empirical correlations from 
basic GPC data and deriving of funda- 
mental GPC parameters for a given 
system /, 78-17199 

Developing extomycorrhizae on 
tainerized pine seedlings /, 78-6161 

Developing models to forecast sales of 
natural Christmas trees /, 78-1343 

Developing/modifying coal grinding 
procedures and equipment to produce 
predictable size distributions during coal 
preparation., 78-17250, 78-20909, 
78-23339 

Developing State automated information 
systems to support Federal assistance 
programs : problems and opportunities : 
report to the Congress /, 78-25755 

Developing the Tennessee Valley’s natural 
resources., 78-26714 

Development and adaptation of field modu- 
lated generator systems for wind energy 
applications : final report /, 78-17214 

Development and application of an op- 
timization procedure for flutter suppres- 
sion using the aerodynamic energy con- 
cept /, 78-26372 

Development and evaluation of chemical 
soil stabilizers /, 78-18571 

Development and evaluation of masterbody 
forms for 3- and 6-year-old-child dum- 
mies /, 78-22184 

Development and evaluation of pretraining 
as an adjunct to a pilot training study : 
interim report for period April 1975 - 
October 1975 /, 78-15165 

Development and evaluation of weighted 
criteria, probability-of-use curves for in- 
stream flow assessments : fisheries /, 
78-24056 

Development and fabrication of a proto- 
type fibrous aerosol monitor (FAM) /, 
78-21290 

Development and implementation of a 
computer model for student management 
: phase I and Il. /, 78-25363 

The development and implementation of a 
curriculum model for community nurse 
practitioners., 78-13548 

Development and laboratory evaluation of 
a five-stage cyclone system /, 78-23490 

Development and maintenance of item lo- 
gistics data tools., 78-25140 

Development and performance of power 
processor system for 12-gigahertz, 200- 
watt amplifier for communications 
technology satellite /, 78-7495 

Development and study of high tempera- 
ture materials for various components of 
MHD installations : a scientific and 
technical report /, 78-309 

Development and test of low impact re- 
sistance structures : installation of ap- 
proach lighting systems at runway 31, 
NAFEC /, 78-15988 


con- 
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The Development and testing of a highly 
directional duallmode electronic siren /, 
78-19740 

Development and testing of incident detec- 
tion algorithms /, 78-9623 

Development and testing of shingle-type 
solar cell modules., 78-23306 

Development and use of military services’ 
staffing standards more direction, 
emphasis, and consistency needed / re- 
port of the Comptroller General of the 
United States., 78-8889 

Development and validation of an equation 
for predicting the comprehensibility of 
textual material : final report for period 
March 1974 -December 1976 /, 78- 
4550 

Development and validation of purged 
thermal protection systems for liquid 
hydrogen fuel tanks of hypersonic vehi- 
cles /, 78-5156 

Development and validation of the Air 
Force technical training student survey : 
interim report for period March 1973 - 
February 1977 /, 78-20438 

Development and verification of fire tests 
for cable systems and system components 
: quarterly reports 2 and 3, September 1, 
1977-February 28, 1978., 78-24512 

Development and verification of real-time, 
hybrid computer simulation of F100-PW- 
100(3) turbofan engine /, 78-9461 

Development digest., 78-3677 

Development document for inorganic 
chemicals manufacturing point source 
category., 78-12857 

Development document for proposed exist- 
ing source pretreatment standards for the 
electroplating point source category., 
78-17079 

Development document for the petroleum 
refining industry existing point source 
category., 78-12858 

Development lending and illegal immigra- 
tion : hearing before the Subcommittee 
on International Development Institu- 
tions and Finance of the Committee on 
Banking, Finance, and Urban Affairs, 
House of Representatives, Ninety-fifth 
Congress, first session, September 14, 
1977., 78-5513 

Development of a catalog of information 
on surface meteorological data /, 78- 
17772 

Development 
exchanger 
20583, 78-25480 

The Development of a classification 
scheme for brake linings /, 78-8068 

Development of a collapsing ring bridge 
railing system /, 78-11858 

Development of a continuous dry coal 
screw feeder .../, 78-6751, 78-20861 

Development of a continuous dry coal 
screw feeder : phase II., 78-6752, 78- 
20862, 78-23313, 78-23314 


of a ceramic 
with — relaxing 


tube heat 
joint., 78- 
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Development of a design of a relocatable 
command and control bunker : final re- 
port /, 78-20264 

Development of a digital automatic control 
law for steep glideslope capture and flare 
/, 78-21845 

Development of a fast fluid bed gasifier : 
phase 1, task 1., 78-15297 

Development of a frangible approach light 
/, 78-18748 

Development of a high-temperature/high- 
pressure electrostatic precipitator /, 78- 
23487 

Development of a_ kit for detecting 
hazardous material spills in waterways /, 
78-17143 

Development of a laser velocimeter system 
for flame studies /, 78-20716 

Development of a mathematical basis for 
relating sludge properties to FGD- 
scrubber operating variable /, 78-25673 

Development of a model and computer 
code to describe solar grade silicon 
production processes., 78-25448 

Development of a modular software system 
for the dynamic simulation of coal con- 
version plants., 78-11056, 78-20557, 
78-20558, 78-25465, 78-25466 

Development of a new collapsing ring 
bridge rail system /, 78-18576 

Development of a performance appraisal 
method based on the duty module con- 
cept /, 78-215 

Development of a performance criterion 
for enroute air traffic control personnel 
research through air traffic control simu- 
lation experiment I - parallel form 
development /, 78-18702 

Development of a plasma panel hard copy 
unit : final report for period February 
1975 - November 1975 /, 78-15152, 
78-23195 

Development of a polymeric cementing and 
encapsulating process for managing 
hazardous wastes /, 78-257 

Development of a practical photochemical 
energy storage system /, 78-20965, 
78-25532 

Development of a procedure to model 
high-resolution wind profiles from 
smoothed or low-frequency data /, 78- 
18282 

Development of a process for high capacity 
arc heater production of silicon for solar 
arrays., 78-13071, 78-13072 

Development of a screening methodology 
for entry into medical technical training 
courses /, 78-15205 

Development of a screening methodology 
for entry into medical technical training 
courses : final report for period October 
1975 - April 1977 /, 78-10856 

Development of a senior NCO promotion 
system : final report for period 17 March 
1975 - 30 April 1976 /, 78-15180 

The development of a_ shock-excited 
unipolar generator to supply a high-cur- 
rent electron accelerator /, 78-313 
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The development of a 
economic development 
14895 

Development of a thin film polycrystalline 
solar cell for large scale terrestrial use /, 
78-11017 

Development of a transfer function method 
for dynamic stability measurement /, 
78-9348 

Development of a uniform reporting system 
for Federal consultants and contractors : 
hearings before the Subcommittee on 
Reports, Accountings, and Management 
of the Committee on Governmental Af- 
fairs, United States Senate, Ninety-fifth 
Congress, first session, on S. 619 ... Sep- 
tember 13 and 15, 1977., 78-9961 

Development of a unitized school bus /, 
78-8072 

Development of a wind energy site selec- 
tion methodology ... /, 78-17275 

Development of an advanced surface-to-air 
missile system., 78-15867 

The development of an ATCRBS 
monopulse measurement capability at the 
Transportation Systems Center : fiscal 
year 1974 /, 78-11909 

Development of an  economics-based 
methodology for projecting future pollu- 
tion problems /, 78-20745 

The development of an electric fuel nozzle 
for combustors ... /, 78-20813 

Development of an enlisted psychomo- 
tor/perceptual test battery : final report 
for period June 1972 - July 1975 /, 78- 
15141 

Development of an improved extruded 
dielectric cable rated 230kV : final re- 
port /, 78-13023 

Development of an _ industry-government 
cooperative energy conservation program 
for small manufacturers : phase 1 /, 78- 
17204 

Development of an integrated configuration 
management/flight director system for 
piloted STOL approaches /, 78-13959 

Development of an iron-air battery system 
for electric vehicles., 78-25537 

Development of cementitious grouts for the 
incorporation of radioactive wastes: part 
2, continuation of cesium and strontium 
leach studies /, 78-11076 

Development of clinic-based occupational 
safety and health programs for small 
businesses /, 78-4871 

The development of coal-burning diesel en- 
gines in Germany a_ state-of-the-art 
review /, 78-1599 

Development of coal-feeding systems at the 
Morgantown Energy Research Center / 
by John Mark Hobday., 78-11067 

Development of coal screw feeder : phase- 
Il report., 78-23315 

Development of combustion data to utilize 
low-Btu gases as industrial process fuels., 
78-11061 


subnational 
policy., 78- 





Development of computerized emission 

projection and allocation system, phase 1 
preliminary feasibility study /, 78- 

20670 

Development of concrete-polymer materi- 
als by the Bureau of Reclamation : a 
summary report /, 78-7290 

Development of criteria and test methods 
for eye and face protective devices /, 
78-11260 

Development of criteria for seismic review 
of selected nuclear power plants /, 78- 
18966 

Development of design procedures for sta- 
bilized soil support systems for soft 
ground tunneling /, 78-5269 

Development of factor-referenced subscales 
for the vocational interest career ex- 
amination /, 78-6527 

Development of factor-referenced subscales 
for the vocational interest-career ex- 
amination interim report for period 
January 1975-January 1978 /, 78-20428 

Development of failure-rate models for 
semiconductor optoelectronic devices /, 
78-18718 

Development of fishes of the Mid-Atlantic 
Bight : an atlas of egg, larval, and ju- 
venile stages., 78-24046 

Development of HATREMS data base and 
emission inventory evaluation /, 78- 
20666 

Development of high-temperature 
subsystem technology to a_ technology 
readiness state : phase I., 78-23329 

Development of high-temperature 
subsystem technology to a_ technology 
readiness state : phase I, topical report, 
baseline combined-cycle system for 
operation with coal-derived gaseous fuel 
/, 78-20547 

Development of high-temperature 
subsystem technology to a_ technology 
readiness state : phase I, topical report, 
phase 2 technology development plan /, 
78-20543 

Development of high-temperature 
subsystem technology to a_ technology 
readiness state : phase | ... /, 78-20546 

Development of high-temperature 
subsystem technology to a_ technology 
readiness state : phase 1, topical report, 
phase 3 preliminary turbine subsystem 
technology readiness verification pro- 
gram plan /, 78-20545 

Development of high-temperature 
subsystem technology to a technology 
readiness state : phase I... /, 78-6803 

Development of high-temperature 
subsystem technology to a_ technology 
readiness state, phase 1., 78-20544 

Development of high temperature turbine 
subsystem technology to a “technology 
readiness status,” : phase I., 78-8802, 
78-23317, 78-25461 

Development of improved 
techniques., 78-9782, 


inflation 
78-16053 
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Development of interagency relationship in 
the regulation of nuclear materials and 
facilities : Nuclear Regulatory Commis- 
sion, Energy Research and Development 
Administration Teport to the Senate 
Committee on Government Operations /, 
78-1894 

Development of international awareness in 
Guatemalan secondary students., 78- 
13828 

Development of Korea Standards Research 
Institute : memorandum of understanding 
between the United States of America 
and the Republic of Korea signed at 
Seoul and Washington December 19, 
1975 and January 15, 1976., 78-5214 

Development of large ice saws /, 78- 
20273 

Development of low-cost, high energy-per 
unit-area solar cell modules /, 78- 
13073, 78-23305 

Development of management guidelines to 
prevent pollution by irrigation return 
flow from rice fields /, 78-20735 

Development of methods and procedures 
for high rate low energy expenditure 
fabrication of solar cells /, 78-23555 

Development of Nb3Sn conductor for AC 
superconducting power transmission ca- 
bles : final report /, 78-6610 

Development of performance oriented 
specifications for drums and pails used 
for packaging of hazardous materials for 
transportation /, 78-11846 

Development of physical demand profiles 
for four airman career ladders : interim 
report for period 1 July 1972 - 1 
November 1974 /, 78-15146 

Development of plastic honeycomb flat- 
plate solar collectors .../, 78-11086 

Development of potential uses for the 
residue from fluidized bed combustion 
processes., 78-15301, 78-16996, 78- 
23566 

Development of predictive wake vortex 
transport model for terminal area wake 
vortex avoidance /, 78-11912 

Development of procedures for nondestruc- 
tive testing of concrete structures : re- 
port /, 78-10754 

Development of qualification standards, 
78-2940 

Development of relaxation 
models /, 78-9429 

Development of representative driving pat- 
terns at various average route speeds /, 
78-15225 

Development of research in the construc- 
tion of transportation facilities : a study 
of needs, objectives, resources, and 
mechanisms for implementation /, 78- 
18547, 78-18548 

Development of specifications for a motor- 
cycle dynamometer and motorcycle cool- 
ing system .../, 78-17052, 78-25583 

Development of standards and tests for ac- 
ceptance of traffic signal lenses /, 78- 
7803 


turbulence 
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Development of state standards for general 
aviation airports., 78-5386 

Development of SURGE Il Program with 
application to the Sabine-Calcasieu area 
for Hurricane Carla and design hur- 
ricanes /, 78-15105 

Development of systems and techniques for 
landing an aircraft using onboard televi- 
sion /, 78-26390 

Development of the armed services voca- 
tional aptitude battery : forms 8, 9., and 
10 : final report for period 19 December 
1975 - 31 January 1977 /, 78-15200 

Development of the armed services voca- 
tional aptitude battery : forms 8, 9, and 
10 : final report for period 19 December 
1975 - 31 January 1977 /, 78-4554 

Development of the enlistment screening 
test - EST forms 5 and 6 : final report 
for period June 1975 - March 1976 /, 
78-15176 

Development of the enlistment screening 
test-EST forms 5 and 6 : final report for 
period June 1975 - March 1976 /, 78- 
4527 

Development of the flat conductor cable 
for commercial and residential wiring : 
final report /, 78-21816 

Development of the Forest Service trail 
traffic counter /, 78-16560 

Development of the hard mineral resources 
of the deep seabed : hearings before the 
Subcommittee on Mines and Mining of 
the Committee on Interior and Insular 
Affairs, House of Representatives, 
Ninety-fifth Congress, first session on 
H.R. 3350 ... and H.R. 3652 ..., 78- 
19165 

The development of the law of gambling : 
1776-1976., 78-662 

Development of the Nation’s Capital 
hearings before the Committee on the 
District of Columbia, House of Represen- 
tatives, Ninety-fifth Congress, first ses- 
sion ..., 78-8267 

Development of the speech reception test /, 
78-4823 

Development of the steam-iron process for 
hydrogen production ... /, 78-11058, 
78-13127 

Development of the steam-iron system for 
production of hydrogen for the hygas 
process /, 78-20849 

Development of ultrafiltration and _ inor- 
ganic adsorbents for reducing volumes of 
low-level and intermediate-level liquid 
waste, April-June 1977 /, 78-25507 

Development of ultrafiltration and _ inor- 
ganic adsorbents : January-March 1977 /, 
78-6842 

Development program for MHD direct 
coal-fired power generation test facility /, 
78-17220, 78-17221 

Development program for MHD direct 
coal-fired power generation test facility 
... John B. Dicks ... [et al.]., 78-6741, 
78-8793 
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Development program for MHD power 
generation .../, 78-6760 

Development program for MHD power 
generation : coal devolatilization /, 78- 
13096 

Development 
generation : 
78-6700 

Development program for MHD power 
generation superconducting magnet 
study., 78-20514 

A development program on _ pressurized 
fluidized-bed combustion /, 78-20748 

Development research digest, 78-3677 

Development studies on conversion of 
methanol and related oxygenates to 
gasoline : report /, 78-8795, 78- 
8796 

Development studies on selected conver- 
sion of synthesis gas from coal to high 
octane gasoline /, 78-13107, 78- 
20540, 78-20893 

Development study - VA hospital building 
system : application of the principles of 
systems integration to the design of VA 
hospital facilities /, 78-9822 

Development, testing and evaluation of 
MHD-materials /, 78-23567, 78-25484 


program for MHD power 
interim technical report., 


Development, testing and evaluation of 
MHD materials and component designs /, 
78-23565 

Development work for an advanced coal 
gasification system for electric power 


generation from coal directed toward a 
commercial gasification generating plant 
: phase Il., 78-6723, 78-25457 

Developmental disabilities abstracts., 78- 
3245 

Developmental disabilities act amendments 
of 1978 : hearings before the Subcom- 
mittee on Health and the Environment of 
the Committee on Interstate and Foreign 
Commerce, House of Representatives, 
Ninety-fifth Congress, second session ... 
April 4 and 5, 1978., 78-24623 

Developmental disabilities act amendments 
of 1978 : report /, 78-26930 

Developmental dyslexia and related reading 
disorders /, 78-25895 

Developmental estimates of the coverage of 
the population of states in the 1970 cen- 
sus, demographic analysis, 78-12476 

Developmental review in the early and 
periodic screening, diagnosis and treat- 
ment program : final report /, 78-1988 

Developments in aging; a report of the Spe- 
cial Committee on Aging, United States 
Senate., 78-8474, 78-24815 

Developments in cell biology and genetics : 
hearing before the Subcommittee on 
Health and the Environment of the Com- 
mittee on Interstate and Foreign Com- 
merce, House of Representatives, Ninety- 
fifth Congress, second session ... May 31, 
1978., 78-26813 

Developments in marketing spreads for 
food products in 1977 /, 78-14575 
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A device for rapid determination of ther- 
mophysical properties of phase-change 
wind-tunnel models /, 78-13929 

Device good manufacturing practices : an 
industry self-inspection program., 78- 
13524 

Devices to protect seedlings from deer 
browsing /, 78-1356 

Devils Postpile National 
California., 78-15610 

Dewey decimal classification: 
notes, and decisions., 78-3597 

Dextran bibliography : extensive coverage 
of research literature (exclusive of clini- 
cal) and patents 1861-1976 /, 78- 
16494 

DFSC fuel line., 78-3012 

Diabetes data compiled 1977., 78-17510 

Diabetes literature index., 78-3317, 78- 
21213 

Diabetes mellitus /, 

Diabetes-related 
3317, 78-21213 

Diagnosing vegetation injury caused by air 
pollution /, 78-23439 

Diagnosis and treatment of acute and 
chronic leukemia., 78-3304 

Diagnosis and treatment of Hodgkin’s dis- 
ease., 78-3305 

Diagnosis and treatment of non-Hodgkin's 
lymphomas., 78-3306 

Diagnosis and treatment of sarcomas and 
related tumors., 78-3312 

Diagnostic assessment of driver problems /, 
78-8073 

Diagnostic inspection., 78-22257 

Diagnostic motor vehicle inspection 
demonstration projects, program. en- 
gineering support /, 78-9780 

Diagnostic radiology quality 
catalog /, 78-450 

Dial A-L-C-O-H-O-L : a series of four films 
and related curriculum materials for 
grades 9 through 12 on responsible use 
or non-use of alcohol /, 78-522 

Diatomite., 78-7323, 78-11567, 78- 
15574, 78-24036 

Dickey-Lincoln School Lakes hydrothermal 
model study : hydraulic model investiga- 
tion /, 78-20251 

Dickinson Dam, North Dakota : hearing 
before the Subcommittee on Public 
Lands and Resources of the Committee 
on Energy and Natural Resources, 
United States Senate, Ninety-fifth Con- 
gress, second session, on S. 817 
February 22, 1978., 78-19100 

Dictionary for information processing 
category software, subcategory, docu- 
mentation., 78-1440 

Dictionary of occupational 
11657 

Dictrict of Columbia, 78-4839 

Did you know : items contains disaster 
readiness information., 78-25167 

DIDS procedure manual., 78-6395 

Dielectric properties of foods /, 78-8718 


Monument, 


additions, 


78-9305 


literature index, 78- 


assurance 


titles., 78- 
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Diesel fuel and gasoline conservation act of 
1977 : hearing before the Subcommittee 
on Energy Conservation and Regulation 
of the Committee on Energy and Natural 
Resources, United States Senate, Ninety- 
fifth Congress, first session, on S. 1699 ... 
June 27, 1977., 78-19104 

Diesel fuel and gasoline conservation act of 
1977 : report to accompany S. 1699., 
78-12346 

Diesel fuel oils, 1976 /, 78-13007 

Diesel fuel oils, 1977 /, 78-23274 

Diet and nutrition., 78-13380, 78-17370 

Diet management of PKU for infants and 
preschool children /, 78-458 

Diet related to killer diseases : hearings be- 
fore the Select Committee on Nutrition 
and Human Needs of the United States 
Senate, Ninety-fifth Congress, first ses- 
sion., 78-2285, 78-5632, 78-10001 

Dietary aspects of carcinogenesis., 78- 
3294 

Dietary goals for the United States /, 78- 
14383 

Dietary goals for the United States, supple- 
mental views /, 78-5631 

Dietary intake findings 
1971-1974 /, 78-477 

Dietetics : opportunities in the Federal 
government, GS-5/12., 78-6340 

Differences among traffic laws in the 
United States, 78-18805 

Differential disclosure, to each his own : an 
address by A. A. Sommer, Jr. Commis- 
sioner, Securities and Exchange Commis- 
sion, [before] Second Emanuel Saxe 
Distinguished Accounting Lecture, 
Baruch College, New York, New York, 
March 19, 1974., 78-813 

Differential incentive effects under varying 
instruction conditions : interim report for 
period January 1975 - June 1975 /, 78- 
15162, 78-23196 

Difficulties in coordinating farm assistance 
programs operated by Farmers Home 
Administration and Small Business Ad- 
ministration : report /, 78-25735 

Diffusion analysis for two-phase metal- 
matrix composite /, 78-11689 

The diffusion flame in free convection : 
buoyancy-induced flows, oscillations, 
radiative balance, and large-scale limiting 
rates /, 78-9174, 78-9175 

Diffusion under low windspeed, inversion 
conditions /, 78-19852 

Diffusion welding of a _ directionally 
solidified gamma/gamma’-delta eutectic 
alloy /, 78-7493 

A diffusivity model for fluid flow and heat 
conduction in porous media /, 78- 
17260 

Digest and index of published decisions of 
the Assistant Secretary for Labor- 
Management Relations pursuant to ex- 
ecutive order 11491, as amended, 78- 
24109 

Digest of education statistics., 

Digest of educational statistics, 


United States, 


78-17456 
78-17456 





Digest of Federal disaster assistance pro- 
grams., 78-17769 

Digest of Federal Indian probate law., 78- 
13726, 78-23968 

Digest of health and insurance plans., 78- 
3543 

Digest of public general bills and resolu- 
tions., 78-3579, 78-13889 

Digest of selected Federal 
systems., 78-23012 

Digest of selected pension plans., 78- 
3542, 78-24165 

Digest of U.S. practice in international law 
and Digest of international law., 78- 
13408 

Digest of United States practice in interna- 
tional law., 78-9510 

Digest of 100 selected pension plans under 
collective bargaining, 78-3542, 78- 
24165 

Digests of unpublished decisions of the 
Comptroller General of the United 
States. General government matters, ap- 
propriations and miscellaneous., 78- 
3209 

Digital avionics information system (DAIS) 
: current maintenance task analysis : final 
report for period May 1975-June 1976 /, 
78-20425, 78-23204 

Digital avionics information system (DAIS) 
: mid-1980’s maintenance task analysis : 
final report for period May 1975-Oc- 
tober 1976 /, 78-20444 

Digital communication performance 
parameters for proposed Federal stan- 
dard 1003., 78-22988 

Digital computers., 78-10715 

A digital data acquisition interface for the 
SMS Direct Readout Ground Station : 
concept and preliminary design /, 78- 
20315 

Digital model of ground-water flow in the 
Piceance basin, Rio Blanco and Garfield 
Counties, Colorado /, 78-21516 

Digital-simulation model of the Wenonah- 
Mount Laurel aquifer in the coastal plain 
of New Jersey /, 78-7257 

Digital subscriber terminal 
repairman., 78-8692 

Digital subscriber terminal 
repairman, MOS 34F., 78-15053 

Digital tone ranging mode : design and im- 
plementation /, 78-7984 

Digitization and integration of strong mo- 
tion accelerograms /, 78-2171 

Dimensions., 78-2649 

Dimensions : a catalog of ideas relating 
education to work /, 78-17418 

Dimensions (Washington), 78-2649 

Dimensions/NBS, 78-2649 

Dimensions of certain Army officer posi- 
tions derived by factor analysis /, 78- 
20224 

Dimensions of the army recruiter and 
guidance counselor job /, 78-20228 

Dimitrios Panoutsopoulos, Angeliki Panout- 
sopoulos, and Georgios Panoutsopoulos : 


retirement 


equipment 


equipment 
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report to accompany H.R. 1940., 78- 
10103 

Dinghies and dories., 78-9725 

Dip coating process silicon growth 
development for the large-area silicon 
sheet task of the low-cost silicon solar 
array project /, 78-23556 

Dip coating process : silicon sheet growth 
development for the large-area silicon 
sheet task of the low-cost silicon solar 
array project .../, 78-4602, 78-13059 

The diplomacy of human rights : the first 
year /, 78-15850 

Diplomatic immunity : hearing before the 
Subcommittee on Citizens and Sharehol- 
ders Rights and Remedies of the Com- 
mittee on the Judiciary, United States 
Senate, Ninety-fifth Congress, second 
session ... February 6, 1978., 78-19189 

Diplomatic immunity legislation : hearing 
before the Committee on Foreign Rela- 
tions, United States Senate, Ninety-fifth 
Congress, second session, on H.R. 7819 
... May 24, 1978., 78-26786 

Diplomatic list., 78-3663 

Diplomatic list (Washington), 78-3663 

Diplomatic reception rooms., 78-21878 

Diplomatic relations act : report to accom- 
pany H.R. 7819., 78-1211, 78-22638, 
78-24928 

Direct access radar channel 
specification., 78-9681 

A direct approach to the derivation of elec- 
tric dyadic Green's functions /, 78- 
14883 

Direct blue 6, direct black 38, and direct 
brown 95 dyes., 78-13491 

Direct combustion program, 

Direct Federal highway program : an 
evaluation., 78-15936 

Direct loan program for the elderly or han- 
dicapped., 78-7179, 78-17702 

Direct popular election of the President 
and Vice President of the United States : 
report together with minority and addi- 
tional views of the Committee on the Ju- 
diciary, United States Senate, on S.J. 
Res. 1., 78-10219 

Direct requirements of capital, manpower, 
materials, and equipment for selected 
energy futures /, 78-6849 

Direct sampling and characterization of 
gaseous species responsible for fireside 
corrosion in fossil fuel-fired systems ... /, 
78-6799, 78-6800, 78-13108, 78- 
20541 

Direct substitution of sulfur for asphalt in 
paving materials /, 78-26176 

Direct utilization of geothermal energy : a 
symposium, January 31, February 2, 
1978, San Diego, California /, 78- 
15218 

Directing the Secretary of the Interior and 
the Administrator of General Services to 
convey certain public and acquired lands 
in the State of Nevada to the County of 
Mineral, Nevada : report to accompany 
H.R. 4979., 78-1212 


(DARC), 


78-17017 
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Directing the Secretary of the Interior to 
convey certain lands to the County of 
Mineral, Nev. report to accompany 
H.R. 4979., 78-6006 

Directing the Secretary of the Interior to 
purchase and hold certain lands in trust 
for the Zuni Indian Tribe of New Mex- 
ico, conferring jurisdiction on the Court 
of Claims with respect to land claims of 
such tribe, and authorizing such tribe to 
purchase and exchange land in the States 
of New Mexico and Arizona : report to 
accompany H.R. 3787., 78-14450 

Direction; the Navy public affairs monthly., 
78-3050 

Direction (Washington), 78-3050 

Directionally solidified eutectic 
[gamma-beta], 78-18065 

Directionally solidified iron-base eutectic 
alloys /, 78-11717 

A directionally solidified iron-chromium- 
aluminum-tantalum carbide eutectic alloy 
/, 78-11758 

Directions in career education : questions 
people ask about education and work /, 
78-17444 

Directory : Federal, State and local govern- 
ment consumer offices., 78-389 

Directory - Dept. of Transportation., 78- 
3731 

Directory associated persons., 78-24434 

Directory, family planning service sites : 
United States., 78-13538 

Directory, Federally funded community 
mental health centers., 78-17633 

Directory, health systems agencies, state 
health planning and development agen- 
cies., 78-23828 

Directory of adult day care centers., 78- 
23863 

Directory of air quality monitoring sites., 
78-12810 

Directory of animal disease diagnostic 
laboratories., 78-12443 

Directory of approved projects. 
public works program., 78-14896 

Directory of area wage surveys : January 
1973-December 1974., 78-17971 

Directory of automatic data processing 
systems in the Public Health Service., 
78-13465 

Directory of certificates of compliance for 
radioactive materials packages., 78- 
5482 

Directory of community health centers., 
78-11232 

Directory of community high blood pres- 
sure control activities /, 78-422 

Directory of companies filing annual re- 
ports with the Securities and Exchange 
Commission under the Securities 
Exchange Act of 1934, 78-18454 

Directory of companies required to file an- 
nual reports with the Securities and 
Exchange Commission under the Secu- 
rites Exchange Act of 1934, alphabeti- 
cally and by industry groups., 78-18454 


alloy 


Local 
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A directory of computer software applica- 
tions : civil & structural engineering, 
1970-January 1978., 78-19830 

A directory of computer software applica- 
tions. Energy., 78-16826 

A directory of computer software applica- 
tions. Minicomputers & microcompu- 
ters., 78-16827 

Directory of dance companies, 78-9466 

Directory of education associations., 78- 
17433 

Directory of Federal agencies and depart- 
ments, Cleveland, Ohio., 78-24455 

Directory of Federal drought assistance., 
78-10290 

Directory of Federal noise professionals, 
78-23430 

Directory of Federal occupational health 
facilities., 78-4269 

Directory of Federal statistics for local 
areas : a guide to sources, 1976., 78- 
19657 

Directory of federal statistics for local 
areas; a guide to sources, 78-14849 

Directory of federal statistics for states; a 
guide to sources, 78-14849 

Directory of fertilizer plants in the United 
States, 1976., 78-26708 

Directory of field contacts for the coor- 
dination of the use of radio frequencies., 
78-16883 

A directory of forest tree nurseries in the 
United States., 78-6127 

Directory of important labor areas., 78- 
26283 

Directory of international mail, 78-3637 

Directory of Job Corps centers and cour- 
ses., 78-21759 

[Directory of judicial, Congressional and 
county boundaries]., 78-15675 

Directory of key officials 
Maritime Commission., 78-6886 

Directory of labor-management commit- 
tees., 78-16149 

Directory of law enforcement and criminal 
justice associations and research centers., 
78-14872 

Directory of local housing authorities 
housing management., 78-25917 

Directory of localities with community 
development block grant (CDBG) pro- 
perty rehabilitation financing activities., 
78-7165 

Directory of medical facilities : listing of 
facilities in alphabetical order by state, 
city within state, and facility name within 
city ( with provider numerical index) : 
all regions., 78-17657, 78-17659 

Directory of medical facilities : listing of 
facilities in alphabetical sequence by 
state, city within state, and facility name 
within city ( with provider numerical 
index) : all regions., 78-7152, 78- 
17658, 78-21324 

Directory of multifamily project mortgage 
insurance programs, 78-3386 


Federal 
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Directory of multifamily project mortgage 
insurance programs by project status., 
78-3386 

Directory of national, Federal, and local 
sickle cell disease programs., 78-21210 

Directory of national unions and employee 
associations, 1975., 78-699 

Directory of national unions and employee 
associations, 1975 : supplement to bul- 
letin 1937., 78-15681 

Directory of non-federal statistics for state 
and local areas; a guide to sources, 78- 
14849 

Directory of occupational wage surveys, 
Jan. 1970-Dec. 1976., 78-5124 

Directory of offices of the Employment 
Standards Administration., 78-5130 

Directory of officials of the German 
Democratic Republic., 78-26431 

Directory of officials of the People’s 
Republic of China., 78-11805, 78- 
26430 

Directory of operating small business in- 
vestment companies., 78-21980 

Directory of personnel responsible for 
radiological health programs., 78-7095, 
78-23822 

Directory of post offices; (with zip codes), 
78-13988 

A directory of preceptorship programs in 
the health professions /, 78-486 

Directory of primary wood-using industries 
of the Tennessee Valley counties in 
Alabama, Georgia, Kentucky, Mississippi, 
North Carolina, and Virginia., 78- 
26715 

Directory of program characteristics of 
community development block grant 
(CDBG) property rehabilitation financ- 
ing activities., 78-1992 

A directory of research natural areas on 
Federal lands of the United States of 
America., 78-18850 

Directory of State environmental planning 
agencies., 78-20409 

Directory of the Business Research Adviso- 
ry Council to the Bureau of Labor 
Statistics., 78-24162 

Directory of U.S. Government audiovisual 
personnel., 78-21091 

Directory of United States trade shows, ex- 
positions and conventions., 78-22914 

A directory of vehicles for elderly and han- 
dicapped : a listing of manufacturers and 
other sources producing equipment capa- 
ble of transporting persons having mo- 
bility limitations., 78-9746 

Disability adjudication structure /, 78- 
19242 

Disability days : 
78-21283 

Disability insurance, possible areas of sub- 
committee action /, 78-22567 

Disability insurance program, 1978 : hear- 
ing before the Subcommittee on Social 
Security of the Committee on Ways and 
Means, House of Representatives, 


United States, 1975 /, 
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Ninety-fifth Congress, second session ... 
February 21, 22, and 23, 1978., 78- 
19253 

Disability provision of Federal and District 
of Columbia employee _ retirement 
systems need reform report /, 78- 
23635 

Disabled American Veterans National Con- 
vention., 78-16320 

Disabled USA., 78-3648 

Disapproval of extension of Presidential 
authority to waive freedom of emigration 
requirements under section 402 of the 
Trade Act of 1974 with respect to 
Romania : adverse report to accompany 
H. Res. 534., 78-5718 

Disapproving energy action DOE no. | : re- 
port to accompany S. Res. 429., 78- 
19408 

Disarmament and arms control., 78-369 

Disaster assistance for farmers : current 
programs and 1978 policy issues /, 78- 
14278 

Disaster communications service, 78-163 

Disaster management information system : 
DMIS user’s guide., 78-25922 

Disaster payments exemption report 
together with opposing views to accom- 
pany H.R. 9090., 78-10121 

Disaster relief act oversight : hearings be- 
fore the Subcommittee on Regional and 
Community Development of the Com- 
mittee on Environment and _ Public 
Works, United States Senate, Ninety-fifth 
Congress, first session, June 14, and 23, 
1977., 78-1110 

Disaster relief, case report : Burma-floods, 
August 1974., 78-5228 

Disaster relief, case report 
drought, 1974-1975., 78-5229 

Disaster relief, case report : Jamaica-civil 
strife, January 1976., 78-5230 

Disaster relief, case report Malagasy 
Republic-cyclones, January and February 
1976., 78-5231 

Disaster relief, case report 
cyclone, February 6-7, 1975., 

Disaster relief, case report 
floods, July 1975., 78-5233 

Disaster relief, case report : Sierra Leone- 
tropical storm, June 1975., 78-5234 

Disaster relief, case report Somalia- 
drought, 1974-1975., 78-5235 

Disaster relief, case report : Sudan-floods, 
September 1975., 78-5236 

Disaster relief, case report Thailand- 
floods, January 1975., 78-5237 

Disaster relief, case report 
earthquake, September 6, 
5238 

Disaster relief supplemental appropriation : 
report to accompany H.J. Res. 796., 
78-14484 

Disaster temporary housing program; phase 
II occupant assistance., 78-11320 

Disbursing clerk 1 & C., 78-4502 


Ethiopia- 


Mauritius- 
78-5232 
Romania- 


Turkey- 
1975., 78- 





Disclosure of insurance policy information 
to veterans : hearings before the Sub- 
committee on Housing, Insurance, and 
Cemeteries of the Committee on 
Veterans’ Affairs, United States Senate, 
Ninety-fifth Congress, first session, on S. 
718, June 28 and 30, 1977., 78-8355 

Discomfort due to wind near buildings : 
aerodynamic concepts /, 78-19771 

Discontinue annuity payments during em- 
ployment as a Federal justice or judge : 
hearing before the Subcommittee on 
Compensation and Employee Benefits of 
the Committee on Post Office and Civil 
Service, House of Representatives, 
Ninety-fifth Congress, first session, on 
H.R. 4320 ... October 5, 1977., 78- 
10008 

The discrete-time compensated Kalman 
filter /, 78-18209 

Discrimination on the basis of pregnancy, 
1977 : hearings before the Subcommittee 
on Labor of the Committee on Human 
Resources, United States Senate, Ninety- 
fifth Congress, first session, on S. 995 ... 
April 26, 27, and 29, 1977., 78-1056 

Diseases in humans., 78-25823 

Diseases of black walnut., 78-14735 

Disestablishing one of the position of 
Deputy Secretary of Defense and 
establishing an Under Secretary of 
Defense for Policy, and for other pur- 
poses : report to accompany S. 1372., 
78-5904 

Disestablishment of the Air Force Special 
Weapons Center Department of 
Defense /, 78-1807 

Disinfectants, 78-3128 

Disinfectants and sanitizing agents : stan- 
dards for claims and protocols needed to 
substantiate acceptable claims for effica- 
cy., 78-23419 

Disinfection efficiency and residual toxicity 
of several wastewater disinfectants : /, 
78-10942 

Dismissing the election contest against W. 
Wyche Fowler, Jr. : report to accompany 
H. Res. 825., 78-5785 

Dismissing the election contest of Albert 
Dehr against Robert L. Leggett : report 
to accompany H. Res. 770.,  78-10123 

Dismissing the election contest of Elsa 
Debra Hill and Felix J. Panasigui against 
William Clay : report to accompany H. 
Res. 822., 78-5784 

Dispersing Bacillus thuringiensis for control 
of cankerworm in shelterbelts /, 78- 
10383 

Dispersion in the wake of a model industri- 
al complex /, 78-22333 

Dispersive effects of liners on nonlinear 
wave propagation in ducts /, 78-11836 

Displaced employee program., 78-14948 

The Displaced homemakers act : hearing 
before the Subcommittee on Employ- 
ment Opportunities of the Committee on 
Education and Labor, House of 
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Representatives, Ninety-fifth Congress, 
first session, on H.R. 28 ... July 14, 
1977., 78-1010 

Displaced homemakers act, 1977 : hearings 
before the Subcommittee on Employ- 
ment, Poverty, and Migratory Labor of 
the Committee on Human Resources, 
United States Senate, Ninety-fifth Con- 
gress, first session, on S. 418 ... 
tember 12 and 13, 1977., 78-12107 

Displaced persons in Cyprus : report of a 
Special Study Mission to Cyprus /, 78- 
8325 

Display and speech devices for simulator 
instructor/operator station applications : 
final report for period June 1975 - June 
1976 /, 78-15206 

Disposal of by-products from nonregenera- 
ble flue gas desulfurization systems 
second progress report /, 78-17160 

Disposal of flue gas cleaning wastes : EPA 
Shawnee field evaluation, initial report /, 
78-17095 

Disposal of surplus real property, for public 
and private use., 78-17378 

Disposal operating procedures : volume 2, 
property accounting., 78-8673 

Disposition of certain budget authority : 
communication from the General Coun- 
sel, General Accounting Office ..., 78- 
26881 

Disposition of public assistance cases in- 
volving questions of fraud., 78-4783 

Dissemination of safety and health stan- 
dards to business subject to the Occupa- 
tional Safety and Health Act of 1970 : 
Department of Labor : report to the 
Committee on Labor and Public Welfare, 
United States Senate /, 78-1897 

Dissolution techniques /, 78-20627 

Dissolved oxygen meter, model 57, 78- 
10590 

Dissolved oxygen regimen of the Wil- 
lamette River, Oregon, under conditions 
of basinwide secondary treatment /, 78- 
4955 

Distances between United States ports., 
78-19927 

Distinguished design awards., 
78-20309 

Distressed Hud-subsidized multifamily 
housing projects : hearings before the 
Committee on Banking, Housing, and 
Urban Affairs, United States Senate, 
Ninety-fifth Congress, first session ... Oc- 
tober 14 and 17, 1977., 78-9913 

Distributed energy systems in California’s 
future : interim report volume I & IL., 
78-25493 

A distributed vortex method for computing 
the vortex field of a missile /, 78-26397 

Distribution, abundance, and growth of ju- 
venile sockeye salmon, Oncorhynchus 
nerka, and associated species in the Nak- 
nek River system, 1961-64 / Robert J. 
Ellis ; National Marine Fisheries Service., 
78-14910 


Sep- 


78-12752, 
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Distribution and importance of phytoplank- 
ton in the Atchafalaya Basin /, 78- 
12886 

Distribution and use of denatured alcohol 
and rum : part 211 of title 27, Code of 
Federal regulations., 78-9545 

Distribution and use of tax-free alcohol : 
title 27, part 213, Code of Federal regu- 
lations., 78-9546 

Distribution of bottom sediments on the 
Continental Shelf, Northern Bering Sea /, 
78-7272 

Distribution of decapod Crustacea off 
Northeastern United States based on 
specimens at the Northeast Fisheries 
Center, Woods Hole, Massachusetts /, 
78-19841 

Distribution of Federal surplus property to 
State and local organizations : source 
book : amendments to the Federal pro- 
perty and administrative services act of 
1949 made by Public Law 94-519 (with 
regulations and statutes) /, 78-12100 

Distribution of mammals, reptiles, and am- 
phibians by BLM -physiographic regions 
and A.W. Kuchler’s associations for the 
eleven western states /, 78-657 

Distribution of metals in Elizabeth River 
sediments /, 78-23514 

Distribution of oven and beehive coke and 
breeze, 78-26183 

Distribution of phytoplankton in Alabama 
lakes /, 78-252 

Distribution of phytoplankton in Delaware 
lakes /, 78-15260 

Distribution of phytoplankton in Georgia 
lakes /, 78-12889 

Distribution of phytoplankton in 
lakes /, 78-23453 

Distribution of phytoplankton in Kentucky 
lakes /, 78-12890 

Distribution of phytoplankton in Maryland 
lakes /, 78-6566 

Distribution of phytoplankton in Mississippi 
lakes /, 78-1567 

Distribution of phytoplankton in New Jer- 
sey lakes /, 78-15257 

Distribution of phytoplankton in Ohio lakes 
/, 78-15258 

Distribution of phytoplankton in Tennessee 
lakes /, 78-15259 

Distribution of phytoplankton in Virginia 
lakes /, 78-1566 

Distribution of phytoplankton in West Vir- 
ginia lakes /, 78-1568 

Distribution of Seminole judgment funds : 
hearing before the United States Senate 
Select Committee on Indian Affairs, 
Ninety-fifth Congress, second session, on 
S. 2000 ... S. 2188 ... March 2, 1978., 
78-19140 

The distribution of some trace elements in 
the 1/2 ton per day synthoil process 
development unit /, 78-11083 

Distribution of the varieties and classes of 
wheat in the United States in 1974 /, 
78-16485 


Illinois 
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Distribution of tree species in an 
undisturbed northern hardwood-spruce 
fir forest, The Bowl, N.H./, 78-1357 

Distributive education programs : a pro- 
gram information publication., 78- 
25854 

Distributive impacts of proposed changes in 
national energy policies : hearings before 
the Task Force on Distributive Impacts 
of Budget and Economic Policies of the 
Committee on the Budget, House of 
Representatives, Ninety-fifth Congress, 
first session ..., 78-5528 

District Court for Northern Marianas : re- 
port to accompany S. 2149., 78-5973 

District of Columbia appropriation bill, 
1978 : report to accompany H.R. 9005., 
78-1310 

District of Columbia appropriation bill, 
1978 : report to accompany H.R. 13468., 
78-26954 

District of Columbia appropriation bill, 
1978 : report together with additional 
views to accompany H.R. 9005., 78- 
1237 

District of Columbia Armory Board fiscal 
year change : report to accompany S. 
1062., 78-5799 


District of Columbia Bail Agency title 


change : report to accompany S. 2556., 
78-2705 1 

District of Columbia code., 
78-19180 

The District of Columbia needs a program 


78-19179, 


to identify vacant houses and get them 
back on the market., 78-13290 

District of Columbia pension reform act : 
hearing before the Subcommittee on 
Governmental Efficiency and the District 
of Columbia of the Committee on 
Governmental Affairs, United States 
Senate, Ninety-fifth Congress, second 
session, on S. 1813, S. 2316, H.R. 6536, 
February 23, 1978., 78-22480 

District of Columbia reciprocal tax collec- 
tion act : report to accompany S. 1103., 
78-5903, 78-26960 

District of Columbia representation in Con- 
gress : hearings before the Subcommittee 
on the Constitution of the Committee on 
the Judiciary, United States Senate, 
Ninety-fifth Congress, second session, on 
S.J. Res. 65 ... April 17, 27, and 28, 
1978., 78-26836 

District of Columbia representation in Con- 
gress : report together with dissenting 
and separate views to accompany H.J. 
Res. 554., 78-12265 

District of Columbia retirement reform act 
: report to accompany H.R. 6536., 78- 
24880 

District of Columbia retirement reform act 
: report to accompany S. 2316., 78- 
19482 

The District of Columbia’s new detention 
center - careful planning essential for 
adequate addition : report of the Comp- 
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troller General of the United States., 
78-1876 

District V petroleum statement., 

Diurnal variations in visually observed 
breaking waves /, 78-15093 

The Diversion act of 1978 : report to ac- 
company S. 1819., 78-16434 

The diversion investigation unit program : 
Office of Compliance and Regulatory Af- 
fairs., 78-21685 

Diversity of citizenship jurisdiction / magis- 
trates reform : hearings before the Sub- 
committee on Courts, Civil Liberties, and 
the Administration of Justice of the 
Committee on the Judiciary, House of 
Representatives, Ninety-fifth Congress, 
first session ..., 78-9995 

Diverter design guidelines for mechanical 
grain samplers /, 78-14796 

Divide cut drainage structures, Tennessee- 
Tombigbee Waterway, Mississippi and 
Alabama : hydraulic model investigation 
/, 78-20249 

Dividends from wood research. Recent 
publications of the Forest Products 
Laboratory, Forest Service, U.S. Depart- 
ment of Agriculture., 78-22681 

Dividends from wood research, recent 
publications of the Forest Products 
Laboratory, Forest Service, USDA., 78- 
10329 

Division of Environmental 
Technology program., 78-23238 

Division of International Programs : Na- 
tional Science Foundation., 78-15797 

Division of Nursing selected publications., 
78-17620 

Divorces and divorce rates, United States /, 
78-17612 

DLA organization directory., 78-4318 

DM/URL language reference manual., 78- 
7889 

DNA tumor viruses in nonprimate systems., 
78-3289 

The do-it-yourself of moving personal pro- 
perty., 78-20209 

Do Sook Park : report to accompany S. 
1563., 78-6047 

Do you own acar?, 78-6549 

Docket No. MC76-4, concerning stipulated 
proposal for mailing of maps & the ... 
printed education reference chart ... be- 
fore the Postal Rate Commission, action 
of the board of governors under 39 
U.S.C. sect. 3625., 78-18973 

Docket no. MC76-4, concerning stipulated 
proposal for mailings of Alaskan gold., 
78-22357 

Docket no. MC77-1, further recommend 
decision on reconsideration implementat- 
ing legislative amendments and making 
related procedural disposition., 78- 
22359 

Docket no. MC77-1, mail classification 
schedule, legislative changes, before the 
Postal Rate Commission., 78-22358 


78-3435 


Control 
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Docket no. W-1270 : Mascony Transport 
and Ferry Service, Inc. initial operations, 
New London to Greenport, L.I., N.Y., 
78-15652 

Docket nos. MC76-1, -2, -3, & -4, concern- 
ing stipulated proposal for zone-related 
military mail., 78-22356 

Docket Nos. MC76-1, MC76-2, MC76-3, 
MC76-4, concerning mail classification 
schedule, 1976, stipulated proposal for 
express mail and mailgram, before the 
Postal Rate Commission, action of the 
board of governors under 39 U-S.C., 
Sect. 3625., 78-14260 

Doctor Lawrence C. B. Chan : report to 
accompany H.R. 1934., 78-5713, 78- 
5974 

Doctor Nazeeh A. L. Abdul-Hadi : report 
to accompany S. 222., 78-14506 

The doctor-patient relationship in the 
changing health scene : proceedings of 
an international conference sponsored by 
the John E. Fogarty Center for Ad- 
vanced Study in the Health Sciences, Na- 
tional Institutes of Health, held at the 
National Institutes of Health, Bethesda, 
Maryland, U.S.A., April 26-28, 1976 /, 
78-17572 

Document identifier 
input/output (I/O) 
lengths)., 78-25142 

Documenting disaster damage., 78-11439 

Documents on disarmament., 78-22794 

DOD directory of contract administration 
services components., 78-12586, 78- 
12587, 78-25137 

DOD problems in joining civilian sewer 
systems : report /, 78-25798 

DOD procurement practices., 

DOD report, 78-16905 

DOE assessment guide for safeguards and 
security /, 78-23357 

DOE headquarters publications, 78-23395 

DOE role in nuclear policies and programs 
: Official transcript of public briefing : 
addendum, December 13, 1977 /, 78- 
16965, 78-23228 

DOE role in nuclear policies and programs 
: official transcript of public briefing, 
December 13, 1977, Washington, D.C. ... 
/, 78-12782 

DOE role in support of small-scale ap- 
propriately distributed technology and 
addendum official transcript of public 
briefing, January 26, 1978, Washington, 
D.C., 78-20457 

DOE telephone directory., 78-20463 

Doing business with the National Park Ser- 
vice., 78-17840 

Doing your best on reading and arithmetic 
tests., 78-24107 

DOL/DHEW work incentive program., 
78-728 

A dollars and cents guide to energy-saving 
home improvements., 78-9028 

Dollars, diplomacy, and development 
hearings before the Subcommittees on 


code 
formats 


(DIC) 
(fixed 


78-22437 





International Economic Policy and Trade 
and on International Development of the 
Committee on International Relations, 
House of Representatives, Ninety-fifth 
Congress, first session, June 29 and July 
26, 1977., 78-16252 

Dollars for health research and develop- 
ment, 1968-1975., 78-13477 

Dolores River archeology : canyon adapta- 
tions as seen through survey /, 78-2085 

Dolos armor units used on rubble-mound 
breakwater trunks subjected to non- 
breaking waves with no overtopping /, 
78-25225 

Dolphins /, 78-9264 

Domestic and foreign coins manufactured 
by mints of the United States, 1793- 
1976., 78-18499 

Domestic crude oil composite price adjust- 
ment (energy action no. 11) : hearing 
before the Subcommittee on Energy and 
Power of the Committee on Interstate 
and Foreign Commerce, House of 
Representatives, Ninety-fifth Congress, 
first session ... March 29, 1977., 78- 
1069 

Domestic energy resource and reserve esti- 
mates : uses, limitations, and needed data 
: feport to the Congress /, 78-13215 

Domestic housing and community develop- 
ment : issues for planning : study by the 
staff of the United States General Ac- 
counting Office., 78-13188 

Domestic oceanborne and Great Lakes 
commerce of the United States, 78- 
22908 

Domestic policy issues stemming from U.S. 
direct investment abroad : report to the 
Senate Committee on Commerce, 
Science, and Transportation /, 78- 
13327 

Domestic postage rates, fees, and informa- 
tion., 78-18355 

Domestic programs fact book., 78-16764 

Domestic public land mobile radio service, 
78-2917 

Domestic resettlement of Indochinese refu- 
gees - struggle for self-reliance : Depart- 
ment of State, Department of Health, 
Education, and Welfare : report to the 
Congress /, 78-4690 

Domestic telecommunicataions common 
carrier policies : hearing before the Sub- 
committee on Communications of the 
Committee on Commerce, Science, and 
Transportation, United States Senate, 
Ninety-fifth Congress, first session 
78-8263 

Domestic violence hearings before the 
Subcommittee on Select Education of 
the Committee on Education and Labor, 
House of Representatives, Ninety-fifth 
Congress, second session, on H.R. 7927 
and H.R. 8948 March 16 and 17, 
1978., 78-22442 

Domestic violence assistance act of 1978 : 
report to accompany H.R. 12299., 78- 
24714 
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Domestic violence prevention and services 
act : report of the Committee on Human 
Resources, United States Senate, to ac- 
company S. 2759., 78-19456 

Domestic volunteer service act amend- 
ments of 1978 : report of the Committee 
on Human Resources, United States 
Senate, to accompany S. 2617., 78- 
19455 

Domestic volunteer service act of 1973, as 
amended /, 78-5591 

Domestic volunteer service amendments of 
1978 : hearings before the Subcommittee 
on Economic Opportunity of the Com- 
mittee on Education and Labor, House 
of Representatives, Ninety-fifth Congress, 
second session, on H.R. 11212 ... March 
21, 1978., 78-24587 

Domestic volunteer service amendments of 
1978 : report together with minority and 
additional views to accompany H.R. 
11922., 78-19318 

Domestic water use 
systems /, 78-16685 

Domestic waterborne trade of the United 
States., 78-22908 

Domesticated rabbit meat inspection : re- 
port to accompany H.R. 2521., 78- 
5918 

Donna Marainne Benney : report to ac- 
company H.R. 6934., 78-14443 

Don’t buy brucellosis : “one test is not 
enough”., 78-100 

Don’t talk, coummunicate., 78-15113 

Door County, Wisconsin, unincorporated 
areas., 78-7201 

Doors to the future : careers for women., 
78-21480 

Doppler generator CMA-546 training 
final-training program for 24 June 1974 - 
23 September 1975 /, 78-10867 

Doppler simulator CMA-544/T(H) training 
: final-training program for 24 June 1974 
- 23 September 1975 /, 78-10868 

Dora Alicia Adan : report to accompany S. 
58., 78-1265 

Dorchester, Whitman, Queset, Black, 
Beaver, Poquanticut, Mulberry and 
Gowards Brooks, Easton, Massachusetts., 
78-4472 

Doris Mauri Coonrad : report to accom- 
pany H.R. 5466., 78-5806 

Do’s and don'ts of sampling., 78-26565 

DOT test train program system instrumen- 
tation manual /, 78-11877 

DOT/TSC Technical Information Center 
bulletin, 78-3729 

Double insulated droll tests., 78-24191 

Dougherty County, Georgia, unincor- 
porated areas., 78-9062 

Douglas County, Oregon, unincorporated 
areas., 78-25973 

Douglas County, 
(unincorporated areas), 78-15471 

Douglas-fir tussock moth : an annotated 
bibliography /, 78-24964 


from non-central 


Washington 
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Douglas-fir tussock moth handbook 
to identify tussock moths 
pheromone traps /, 78-3966 

Douglas-fir tussock moth handbook : rear- 
ing the Douglas-fir tussock moth /, 78- 
14570 

Doukkala-Zemamra sprinkler irrigation 
system : agreement between the United 
States of America and Morocco, signed 
at Rabat June 14, 1976., 78-778 

Down Easter’s pocket credit guide., 78- 
10638 

Downhole drilling motors technical 
review, final report /, 78-13049 

Downstream influence of swept slot injec- 
tion in hypersonic turbulent flow /, 78- 
18103 


Downtowns - 


: how 
caught in 


reinvestment by design 
selected grants : Architecture Environ- 
mental Arts Program, FY 1966-1977., 
78-7527 

Dr. Allan Joseph Cawley : report to accom- 
pany S. 2687., 78-24827 

Dr. Angelito Dela Cruz : report to accom- 
pany S. 2061., 78-24867 

Dr. Belinda A. Aquino : report to accom- 
pany S. 340., 78-24852 

Dr. Daryl C. Johnson : report to accom- 
pany H.R. 5097., 78-5788 

Dr. John Alexis L. S. Tam and Yeut Shun 
Tam : report to accompany H.R. 2558., 
78-5716 

Dr. Kok Liong Tan, and his wife, Gloria 
Siao Tan : report to accompany S. 140., 
78-24851 

Dr. Manuel Javier Mariano and his wife, 
Lilia Zapanta Mariano : 
pany S. 399., 78-24922 

Dr. Timothy Kam-Hung Chung : report to 
accompany S. 153., 78-24917 

Draft economic and regulatory analysis : 
proposed standby gasoline 
plan., 78-25569 

Draft environmental impact statement., 
78-19807 

Draft environmental 


report to accom- 


rationing 


impact statement 
abandonment of rail lines in northwest 
Michigan : docket nos. AB 18 (sub-nos. 
5, 19, and 20), 78-9196 

Draft environmental impact 
abandonment of _ rail service’ in 
southwestern Wisconsin., 78-11598 

Draft environmental impact statement : al- 
location of petroleum feedstock, Bal- 
timore Gas and Electric Company, Sol- 
lers Point, Maryland, SNG Plant., 78- 
20978 

Draft environmental impact statement : ap- 
pendix volume : replacement airport for 
the Everglades jetport., 78-5402 

Draft environmental impact statement 
Cahaba River wastewater facilities : Jef- 
ferson, Shelby and St. Clair Counties, 
Alabama., 78-25695 

Draft environmental impact statement 
coal loan guarantee program (P.L. 94- 
163)., 78-16979 


Statement 
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Draft environmental impact statement 
East Bend station, units | and 2., 78- 
23152 

Draft environmental impact statement 
East Branch Brandywine Creek 
Watershed : Pennsylvania., 78-19573 

Draft environmental impact statement 
finance docket 28611 : Southern Pacific 
Transportation Company to discontinue 
the operation of passenger trains 
between San Francisco and San Jose and 
intermediate points., 78-24079 

Draft environmental impact statement 
Greater New Orleans Mississippi River 
Bridge No. 2 : Orleans Parish-Jefferson 
Parish, Louisiana /, 78-8046 

Draft environmental impact statement 
Kettle Range Planning Unit, Colville Na- 
tional Forest., 78-16672 

Draft environmental impact statement 
metropolitan Washington rapid transit 
system project IT-03-0032 Metrobus 
garage facility, Montgomery County, 
Maryland., 78-9774 

Draft environmental impact statement 
noise regulation and type certification al- 
ternatives for civil supersonic aircraft., 
78-22181 

Draft environmental impact statement 
proposed sludge management plan, 
Metropolitan District Commission, 
Boston, Massachusetts., 78-23520 

Draft environmental impact statement 
proposed 1979 OCS oil and gas lease 
sale 58, western and central Gulf of 
Mexico., 78-26119 

Draft environmental impact statement 
regulations requiring double bottoms on 
new tankers and segregated ballast on 
new and existing tankers., 78-18772 

Draft environmental impact statement 
Rocky Flats Plant Site, Golden, 
Colorado., 78-328, 78-13084 

Draft environmental impact statement 
subtherapeutic antibacterial agents in 
animal feeds /, 78-25902 

Draft environmental impact statement : up- 
grading and expansion of the Falling 
Creek wastewater treatment facility, 
Chesterfield County, Virginia /, 78- 
20779 

Draft environmental impact statement 
wastewater collection and _ treatment 
facilities : New Milford, Connecticut /, 
78-17187 

Draft environmental impact 
SOOKv international 
NSP-TR-1 Forbes, 
Manitoba, Canada Northern State 
Power Company., 78-23261 

Draft environmental impact statement for 
Project I 76-1(35) 1 25 to Wadsworth, 
Adams, Denver, and Jefferson Counties 
/, 78-7822 

Draft environmental impact statement for 
sludge disposal and land reclamation in 
Fulton County, Illinois /, 78-23521 


statement 
transmission line 
Minnesota to 


Page I- 1290 





Title Index 


Draft environmental impact statement for 
Sulphur Mines salt dome., 78-336 

Draft environmental impact statement for 
the construction and operation of a 
liquefied natural gas import terminal in 
West Deptford, New Jersey., 78-17311 

Draft environmental impact statement for 
the proposed expansion of existing waste- 
water treatment facilities at Scottsbluff, 
Gering, and Terrytown, Scotts Bluff 
County, Nebraska /, 78-20781 

Draft environmental impact statement for 
the proposed reservoir on the middle 
fork of the Powder River., 78-26226 

Draft environmental impact statement on 
the proposed Port Fourchon develop- 
ment plan, La Fourche Parish, Louisana., 
78-22925 

Draft environmental impact statement on 
wastewater treatment facilities, Granby 
Sanitation District, Granby, Colorado ... 
/, 78-20780 

Draft environmental impact statement, 
proposed 1979 outer Continental Shelf 
oil and gas lease sale offshore the Mid- 
Atlantic States., 78-21609 

Draft environmental impact statement, 
rules and regulations for implementing 
the Coastal energy impact program., 
78-1470 

Draft environmental impact statement, 
State of Massachusetts coastal manage- 
ment., 78-6297 

Draft environmental impact statement ; 
tunnel component of tunnel and reser- 
vior plan proposed by the the 
Metropolitan Sanitary District of Greater 
Chicago, mainstream tunnel system, 59th 
Street to Addison /, 78-20777 

Draft environmental impact statement, 
Whiteoak Creek, flood control., 78- 
23166 

Draft environmental statement 
tural conservation program., 
78-10462 

Draft environmental statement : authorized 
Fruitland Mesa project, Colorado., 78- 
26163 

Draft environmental statement : East San 
Rafael Baylands development, regulatory 
permit applications, Marin County, 
California., 78-25284 

Draft environmental statement : fiscal years 
1978 and 1979 navigation season exten- 
sion demonstration program., 78-25290 

Draft environmental statement general 
management plan, Yosemite National 
Park, California /, 78-26122 

Draft environmental statement : landowner- 
ship adjustment proposal from Chugach 
Natives, Inc., and Koniag, Inc., to the 
Chugach National Forest in Alaska., 
78-22721 

Draft environmental statement : proposed 
mining and reclamation plan : Pronghorn 
Mine Consolidation Coal Company, coal 
lease W-58112, Campbell County, 
Wyoming., 78-23974 


agricul- 
78-10461, 
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Draft environmental statement : proposed 
Palo Verde-Devers power transmission 
line /, 78-24064 

Draft environmental statement : Thompson 
Creek Land Use Plan., 78-16668 

Draft environmental statement Winter 
Park Management Unit, Arapaho Na- 
tional Forest., 78-10410 

Draft environmental statement, Alumax en- 
vironmental statement., 78-612 

Draft environmental statement: ANG Coal 
Gasification Company, (ANCGCG), 
North Dakota project, Pick-Sloan Mis- 
souri basin program., 78-21528 

Draft environmental statement, Cambridge 
Harbor, channel and turning basin., 78- 
4487 

Draft environmental statement for Min- 
nesota Route 43 in Winona County, Min- 
nesota : Minnesota project RF-U 042-1, 
from Interstate 90 at Wilson to U.S. 61 
in Winona /, 78-18616 

Draft environmental statement for Savage 
Run Unit., 78-16667 

Draft environmental statement for Williams 
Fork Land Management Plan., 78- 
16669 

Draft environmental statement, Halstead 
local flood protection project, Halstead, 
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vectoring on low-speed aerodynamic 
characteristics of a large-scale supersonic 
transport model /, 78-11687 

Effects of urbanization on streamflow and 
sediment transport in the Rock Creek 
and Anacostia River basins, Montgomery 
County, Maryland, 1962-74 /, 78-17787 

Effects of variations in gin and mill clean- 
ing on the lint and yarn quality of 
mechanically picked and stripped cottons 
/, 78-24951 

Effects of various spacings on loblolly pine 
growth 15 years after planting /, 78- 
14713 

Effects of visual-proprioceptive cue con- 
flicts on human tracking performance /, 
78-15201 

Effects of watering, shading, and size of 
stock on survival of planted lodgepole 
pine /, 78-8544 

Effects of weathering on impregnated char- 
coal performance /, 78-18943 

Effects of wing leading-edge radius and 
Reynolds number’ on _ longitudinal 
aerodynamic characteristics of highly 
swept wing-body configurations at sub- 
sonic speeds /, 78-21804 

Effects of winglets on first-generation jet 
transport wing /, 78-26385 

Effects of winglets on first-generation jet 
transport wing : IV - Stability charac- 
teristics for a full-span at Mach 0.30 /, 
78-18302 


Do not order from index; see indicated entry 





Effects on ground-water quality from ir- 
rigating pasture with sewage effluent 
near Lakeland, Florida., 78-15541 

Effects, uptake, and metabolism of methox- 
ychlor, mirex, and 2,4-D in seaweeds /, 
78-12874 

Efficacy of Orthene forest spray, Dylox 4, 
and Sevin 4 oil in controlling spruce bud- 
worm : a pilot control project, Maine, 
1976., 78-22678 

Efficient operation of slot forging furnaces 
/, 78-23384 

Efficient railcar use : an update of the In- 
terstate Commerce Commissions’s com- 
pliance and enforcement program : re- 
port of the Comptroller General of the 
United States., 78-1656 

Effluent monitoring procedures basic 
laboratory skills : staff guide for conduct- 
ing the course., 78-25697 

Efforts by the Environmental Protection 
Agency to protect the public from en- 
vironmental nonionizing radiation expo- 
sures: report /, 78-17333 

Efforts to implement the Employee retire- 
ment income security act of 1974 by the 
Department of Labor : report to the 
Senate Committee on Human Resources 
/, 78-4712 

Efforts toward sex fairness in the use of 
education division funds /, 78-9848 

EFT in the United States : policy recom- 
mendations and the public interest /, 
78-2193 

Egg and poultry price spreads, 1971-76 /, 
78-10299 

Egg grading manual., 78-16501 

Egg products, 78-2486 

Egg products; liquid, frozen, dried produc- 
tion under Federal inspection., 78-2486 

Egg products for use in a cook-freeze 
system /, 78-8719 

Eggs, chickens and turkeys., 
78-12439 

Egypt-United States cooperative energy as- 
sessment : report on preliminary discus- 
sions February 14-22, 1978, Cairo, 
Egypt., 78-20458 

Egypt’s capacity to absorb and_ use 
economic assistance effectively : report 
of the Comptroller General of the United 
States., 78-4751 

EHP, Environmental health perspectives., 
78-3324 

Eigenvalue/eigenvector assignment 
output feedback /, 78-18301 

The eigenvalue spectrum of the Orr-Som- 
merfeld problem /, 78-21790 

Eight and one-quarter percent Treasury 
bonds of 2000-2005, 78-18473 

Eight percent Treasury notes of February 
15, 1985, series A-1985., 78-18472 

Eighth annual Automatic Imagery Pattern 
Recognition Symposium proceedings on 
““Emerging patterns in AIPR” [with] 
abstracts, April 3-4, 1978, National Bu- 
reau of Standards, Gaithersburg, Mary- 
land., 78-19731 
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El Centro : informe sobre un programa en 
NIMH., 78-7132 

EL Dorado Micellar-Polymer Demonstra- 
tion Project : second annual report July 
1975-May 1976 /, 78-10970 

El planeamiento familiar y la salud., 78- 
4818 

Elastic distortion of flianged inner ring of 
high-speed cylindrical roller bearing /, 
78-9345 

Elastodynamic analysis 
finite crack /, 78-24511 

Elastohydrodynamic lubrication of elliptical 
contracts for materials of low elastic 
modulus : I. Fully flooded conjunction /, 
78-18110 

Elastomeric roofing : a survey /, 

Elastomers., 78-24343 

Elderly crime victimization : hearing before 
the Select Committee on Aging, House 
of Representatives, Ninety-fifth Congress, 
first session, held February 16, 1977, in 
New York, N.Y., 78-949 

Elderly crime victimization, residential 
security : hearing before the Subcommit- 
tee on Housing and Consumer Interests 
of the Select Committee on Aging, 
House of Representatives, Ninety-fourth 
Congress, second session, held March 15, 
1976., 78-8224 

The elderly population: estimates by coun- 
ty., 78-23871 

Election administrators’ bulletin, 78-3833 

Election law guidebook; summary of 
Federal and State laws regulating the 
nomination and election of United States 
Senators., 78-16417 

Electodialysis for closed loop control of 
cyanide rinse waters /, 78-268 

The electoral college and direct election : 
supplement : hearings before the Sub- 
committee on the Constitution of the 
Committee on the Judiciary, United 
States Senate, Ninety-fifth Congress, first 
session, on ... S.J. Res. 1, 8, and 18., 
78-8328 

Electric and gas utility rate and fuel adjust- 
ment clause increases, 1976 /, 78-1048 

Electric and hybrid vehicle act, Public Law 
94-413 demonstration program objective 
and schedule : hearing before the Sub- 
committee on Advanced Energy 
Technologies and Energy Conservation 
Research, Development, and Demonstra- 
tion of the Committee on Science and 
Technology, U.S. House of Representa- 
tives, Ninety-fifth Congress, first session, 
July 12, 1977., 78-19219 

Electric and hybrid vehicle performance 
and design goal determination study : 
final report /, 78-8834 

Electric baseboard heaters., 78-11984 

Electric cost of service program : staff re- 
port., 78-25563 

Electric curtain device for control 
removal of fine particles /, 78-12905 
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Electric, electronic handbook : engineered 
performance standards, public works 
maintenance., 78-6512 

Electric energy network : cross matching 
and integrating energy sources and uses., 
78-23255 

Electric energy systems, 78-25562 

Electric housewares and fans., 78-8614, 
78-19679 

Electric irons., 

Electric lamps, 
10604 

Electric lamps (monthly), 

Electric lamps (quarterly)., 

Electric lighting fixtures., 
25009 

Electric power generation and transmission 
decisions affecting fish and _ wildlife 
resources /, 78-26208 

Electric power in the southwestern power 
area : hearing before the Subcommittee 
Energy Production and Supply of the 
Committee on Energy and Natural 
Resources, United States Senate, Ninety- 
fifth Congress, second session, on S. 
2249 ... March 9, 1978., 78-24597 

Electric power Statistics., 78-3158 

Electric power statistics (Washington), 
78-3158 

Electric power supply and demand 1977- 
1986., 78-8850 

Electric utilities captive coal operations : 
staff report /, 78-25720 

Electric utility ratemaking : hearing before 
the Subcommittee on Oversight and In- 
vestigations of the Committee on In- 
terstate and Foreign Commerce, House 
of Representatives, Ninety-fifth Congress, 
first session, on review of a case study, 
Henderson, Nev., July 1, 1977., 78- 
9978 

The electric utility sector : 
tices, and problems : 
8303 

Electric vehicle systems, 

Electric vehicle systems 
20823 

Electrical and electronic properties measur- 
ing and testing instruments., 78-20108 

Electrical conditions near the bases of 
thunderclouds in the Southwestern 
United States /, 78-19834 

Electrical conductivity methods for detect- 
ing and delineating saline seeps and mea- 
suring salinity in northern Great Plains 
soils /, 78-16726 

Electrical connector parts /, 78-6396 

Electrical control equipment /, 78-4306 

Electrical engineering., 78-12765 

Electrical engineering regulations., 78- 
8027 

Electrical fittings., 78-12598 

Electrical generation : peak vs. energy., 
78-17849 

Electrical hazards in mining /, 

Electrical rotating machinery /, 
78-12599 
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78-2593, 78-8624, 78- 
78-2593 
78-2608 
78-16781, 78- 


concepts, prac- 
a report /, 78- 


78-23591 
: FY 1978 /, 78- 


78-24075 
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Electrical system compliance guideline., 
78-9727 

Electrically operated toys and children’s ar- 
ticles., 78-11987 

Electrician’s mate 3 & 2, 

Electricity sales statistics., 
24528 

Electroacoustic modeling of magnetostric- 
tive shells and rings /, 78-20374 

Electrodeposition of platinum-group metals 
/, 78-638 

Electrodes and welding rods., 
78-20080, 78-23062 

Electrodril system field test program /, 
78-23279 

Electrofluid dynamic (EFD) wind driven 
generator : final report /, 78-20816 

Electrokinetic densification of hydraulic 
backfill, a field test /, 78-26172 

Electromagnetic cosite analysis [EMCAN] 
model /, 78-10530 

Electromagnetic current 
CT/3, 78-10589 

Electromagnetic fields in biological media : 
part 1, dosimetry - a primer on bioelec- 
tromagnetics /, 78-25900 

Electromagnetic interference effects on 
motor vehicle electronic control and 
safety devices /, 78-18793 

Electromagnetic wave propagation within a 
subsurface coal seam for in-situ gasifica- 
tion application /, 78-13156 

Electron dynamics in a plasma focus /, 
78-11718 

Electron magnetic resonance intensity stan- 
dard : SRM-2601 : description and use., 
78-25018 

Electron microscopy in Veterans Adminis- 
tration hospitals : planning, distribution, 
and control need improvement : report /, 
78-23649 

Electron tubes and related hardware., 78- 
20077 

Electronic circuitry devices., 78-20079 

Electronic communications and the postal 
service : hearings before the Subcommit- 
tee on Energy, Nuclear Proliferation, and 
Federal Services of the Committee on 
Governmental Affairs, United States 
Senate, Ninety-fifth Congress, first ses- 
sion, May 26 and June 29, 1977., 78- 
12102 

Electronic composition : a study of costs /, 
78-14391 

Electronic fund transfer act report 
together with additional and dissenting 
views to accompany H.R. 13007., 78- 
26948 

Electronic fund transfer consumer protec- 
tion act : hearings before the Subcom- 
mittee on Conusmer Affairs of the Com- 
mittee on Banking, Housing, and Urban 
Affairs, United States Senate, Ninety- 
fifth Congress, first session, on S. 2065 ... 
October 3, 4, and 5, 1977.,  78-12050 

Electronic funds transfer and _ financial 
privacy : hearings before the Subcommit- 
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tee on Financial Institutions of the Com- 
mittee on Banking, Housing, and Urban 
Affairs, United States Senate, Ninety- 
fifth Congress, second session, on S. 
2096 ... S. 2293 ... S. 1460 ... April 18 
and 20 and May 17, 1978., 78-26745 

An electronic instrument for radon 
daughter dosimetry /, 78-2073 

Electronic manual administration and 
supply., 78-9728 

Electronic tracking system for studying the 
‘oscillatory effect’ in insects /, 78-4021 

Electronics and electrical engineering, 78- 
3871, 78-9871, 78-18867 

Electronics engineering information bul- 
letin., 78-3786 

Electrophoretic mobilities and cation 
exchange capacities of Florida phosphate 
slimes /, 78-26168 

Electrostatic precipitator malfunctions in 
the electric utility industry /, 78-17105 

Electrostatis capture of fine particles in 
fiber beds /, 78-20705 

Electrotechnology., 78-2714 

Elementary and secondary career educa- 
tion act of 1977 : report to accompany 
H.R. 7., 78-6001 

Elementary and secondary education 
message from the President of the United 
States ..., 78-12254 

Elementary education., 78-13413 

Elementary school aerospace activities : a 
resource for teachers., 78-9393 

Elements of electricity and radio., 78- 
15750 

Elements of management analysis., 78- 
12557 

Elements of U.S. policy toward the Soviet 
Union : statement /, 78-21895 

Elevated residential structures : reducing 
flood damage through building design : a 
guide manual., 78-17709 

ELF nonlinear processing experimental 
measurements /, 78-10838 

Eligibility for veterans’ benefits pursuant to 
discharge upgradings: hearing before the 
Committee on Veterans’ Affairs, United 
States Senate, Ninety-fifth Congress, first 
session on S. 1307 and related bills, June 
23, 1977., 78-12186 

Eligibility for veterans’ benefits pursuant to 
upgrading discharges of certain former 
service members : report to accompany 
H.R. 8698., 78-1228 

Eligibility, quality, and identification of ap- 
proved aeronautical replacement parts., 
78-7907 

Eligibility requirements pursuant to the In- 
ternational security assistance and arms 
export control act of 1976., 78-5196 

Eligiendo oficiales de uniones., 78-21711 

Eliminate administrative discharges in lieu 
of court-martial: guidance for plea agree- 
ments in military courts is needed : re- 
port to the Congress /, 78-17343 

Eliminating a conflict between the official 
cadastral survey and a private survey of 
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the so-called Wold Tract within the 
Medicine Bow National Forest, State of 
Wyoming : report to accompany H.R. 
2501., 78-6033 

Eliminating the requirement for inspections 
of the mobile home manufacturing 
process by the Administrator of 
Veterans’ Affairs : report to accompany 
H.R. 4341., 78-1227 

Elimination of apportionment requirement 
for Federal employment : report to ac- 
company H.R. 5054., 78-5730, 78- 
10223 

Elimination of mandatory retirement at age 
70 : hearings before the Subcommittee 
on Compensation and Employee Benefits 
of the Committee on Post Office and 
Civil Service, House of Representatives, 
Ninety-fifth Congress, first session, on 
H.R. 7945 ... June 23 and 28, 1977., 
78-1099 

Elimination of pollutants by utilization of 
egg breaking plant shell-waste /, 78- 
15276 

Elimination of washer slimes from the 
production of phosphate chemicals /, 
78-12896 

Elisabetta Basso Gallizio : report to accom- 
pany H.R. 4530., 78-24753 

Elizabeth Dumaboc Yee : report to accom- 
pany H.R. 4875., 78-2321 

Elk Creek Watershed : Barbour, Harrison, 
and Upshur Counties, West Virginia : en- 
vironmental statement for watershed pro- 
tection and flood prevention., 78-19578 

Elkhart River basin, Indiana., 78-6056 

Elm-ash-cottonwood forest type bibliog- 
raphy /, 78-16634 

Elutriator/microcosm system : pilot model 
and test /, 78-4573 

Elvi Engelsmann Jensen : 
pany S. 1401., 78-6045 

Embassy sites : agreement between the 
United States of America and the Union 
of Soviet Socialist Republics, effected by 
exchange of notes, dated at Moscow 
March 30, 1977., 78-2148 

An EMC analysis of the ASDE-3 airport 
surface detection equipment radar /, 
78-26625 

EMC analysis of the proposed AEROSAT 
VHF system with current inband commu- 
nications systems /, 78-18744 

Emergency action to bolster the farm 
economy : report to accompany S. Res. 
393., 78-10281 

Emergency agricultural act of 1978 : con- 
ference report to accompany H.R. 6782., 
78-16361, 78-19310 

Emergency agricultural act of 1978 : hear- 
ing before a subcommittee of the Com- 
mittee on Appropriations, United States 
Senate, Ninety-fifth Congress, second 
session : special hearing., 78-22389 

Emergency agricultural act of 1978 : report 
to accompany H.R. 6782., 78-14528, 
78-14533 
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Emergency animal 
guide /, 78-6251 
Emergency Broadcast System : the life-sav- 
ing public service program., 78-12649 
Emergency collection system for spilled 
hazardous materials /, 78-4576 
Emergency commuter parking management 
and carpooling incentives., 78-15315 
Emergency coordinators, emergency 
planning officers, relocation officers, re- 
gional and State officials of Department 
of Transportation, external Federal trans- 
portation agencies, State and territories., 
78-7684 

Emergency economic stabilization /, 78- 
4273 

Emergency highway and _ transportation 
repair act of 1978 : report to accompany 
H.R. 10979., 78-12266 

Emergency increase in the capital stock of 
the Federal Crop Insurance Corporation 
: report to accompany S. 2230., 78- 
8491 

Emergency interim Consumer product 
safety rule act of 1978 : report to accom- 
pany H.R. 11998., 78-26907 

Emergency lease and transfer of tobacco 
allotments : report to accompany H.R. 
9143., 78-10118 

Emergency locator 
receivers., 78-14129 

Emergency medical services a subject 
bibliography from Highway safety litera- 
ture /, 78-9812 

Emergency medical services statutes : U.S. 
state and territorial survey., 78-9783 

Emergency medical technician, his role, 
responsibility, and training., 78-9804 

Emergency municipal reconstruction and 
repair : agreement between the United 
States of America and Guatemala signed 
at Guatemala May 14, 1976., 78-21931 

Emergency natural gas legislation : com- 
pilation of statements of witnesses before 
the Ad Hoc Subcommittee on the Natu- 
ral Gas Emergency, January 28, 1977 /, 
78-14347 

Emergency operating assistance, 
mass transportation : 
pany H.R. 8346., 78-5791 

Emergency power generators used and 
managed inefficiently by Department of 
Defense., 78-15360 

Emergency preparedness guidelines : July 
1973., 78-7526 

Emergency preparedness in the electric 
power industry and the implications of 
the New York blackout for emergency 
planning hearings before the Joint 
Committee on Defense Production, Con- 
gress of the United States, Ninety-fifth 
Congress, first session, August 10 and 
11, 1977., 78-12066 

Emergency repairs afloat 
pocket guide., 78-2175 

Emergency school aid act., 78-2255 

Emergency shelters., 78-15042 
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Emergency unemployment compensation 
extension act of 1977, 78-8945 

Emerging patterns in AIPR., 78-19731 

Emigration of Soviet Jews : report of a spe- 
cial study subcommittee of the Commit- 
tee on the Judiciary on its trip to the 
Soviet Union, May 24-June 1, 1975 /, 
78-1086 

Emission characterization of 
NOx sources /, 78-25683 

Emission density zoning /, 78-15229 

Emission factor development for leaf burn- 
ing /, 78-15228 

Emission testing at the Magna Copper 
Company smelter, San Manuel, Arizona, 
May 12-22, 1976., 78-17040 

Emissions and total energy consumption of 
a multicylinder piston engine running on 
gasoline and a hydrogen-gasoline mixture 
/, 78-9336 

Emissions form synthetic fuels production 
facilities /, 78-1549 

Emissions testing and 
Ford/Koppers coke 
system /, 78-12910 

Emittance and absorptance of NASA 
ceramic thermal barrier coating system /, 
78-26400 

Emotions in the lives of children., 78- 
23852 

Empirical comparison of a fixed-base and a 
moving-base simulation of a helicopter 
engaged in visually conducted 
runs /, 78-24215 

Empirical examination of burglary offender 
characteristics., 78-674 

An empirical method of forecasting thun- 
derstorms for the White Sands Missile 
Range /, 78-8675 

Employee and labor relations manual., 
78-24275 

Employee Assistance programs, an alterna- 
tive to tragedy., 78-15946 

Employee Benefit Administration act of 
1977 : hearings before the Subcommittee 
on Labor Standards of the Committee on 
Education and Labor, House _ of 
Representatives, Ninety-fifth Congress, 
first session on H.R. 4340 ... March 17, 
April 20, 1977., 78-16201 

Employee compensation and payroll hours 
: drug manufacturing, 1973., 78-26266 

Employee compensation in the private non- 
farm economy., 78-24129 

Employee counseling and occupational 
health programs., 78-21337 

Employee counseling and occupational 
health programs (ECOHP)., 78-11302 

The employee development specialist cur- 
riculum plan : an outline of learning ex- 
periences for the employee development 
specialist., 78-1493 

The employee development specialist cur- 
riculum plan : an outlineof learning ex- 
periences for the employee development 
specialist., 78-1494 
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Employee education assistance programs : 
hearing before the Subcommittee on 
Taxation and Debt Management 
Generally of the Committee on Finance, 
United States Senate, Ninety-fifth Con- 
gress, second session, on S. 2388 
January 20, 1978., 78-16210 

Employee health and safety in the litho- 
graphic printing industry., 78-1969 

Employee relations., 78-6326 

Employee relations bibliography : public, 
non-profit and professional employment 
/, 78-26258 

Employee retirement income security act, 
report to Congress, 78-24101 

Employee rights and privacy., 78-19973 

Employee training in the Federal service., 
78-23022 

Employees of diplomatic missions., 78- 
3664 

Employer record clerk., 78-22854 

Employment : a workshop guidelines., 78- 
2220 

Employment act of 1946, as amended, with 
related laws and Rules of the Joint 
Economic Committee, Congress of the 
United States., 78-16195 

Employment and earnings., 

Employment and earnings 
3531 

Employment and earnings and monthly re- 
port on the labor force, 78-3531 

Employment and earnings of SSI beneficia- 
ries, December 1975, 78-8935 

Employment and earnings, states 
areas., 78-17972 

Employment and occupations., 78-17369 

Employment and training program 
highlights : facts for the consumer., 78- 
18017 

Employment and training programs : a re- 
port of the Commission on Federal 
Paperwork., 78-8196 

Employment and training programs for 
youth : what works best for whom? /, 
78-21762 

Employment and unemployment 
during 1977 /, 78-21737 

Employment and wages., 78-3547 

The employment aspects of the President’s 
budget proposals for fiscal year 1979 : 
hearing before the Task Force on Human 
Resources of the Committee on the 
Budget, House of Representatives, 
Ninety-fifth Congress, second session, 
February 14, 1978., 78-19059 

Employment discrimination and how to 
deal with it : a manual for people con- 
cerned with helping former drug abusers 
/, 78-519 

Employment in perspective a cyclical 
analysis of gross flows in the labor force., 
78-714 

Employment in the Mountain States., 78- 
3533 

Employment 
3534 


78-3531 
(1969), 78- 


and 


trends 


in the Plains States., 78- 
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Employment needs of women offenders : a 
program design., 78-720 

Employment of academic scientists and en- 
gineers increases 3 percent in 1976, 78- 
9474 

Employment of blind persons in the 
Federal service., 78-6353 

Employment of deaf persons in the Federal 
service., 78-6352 

Employment of handicapped people in lei- 
sure occupations /, 78-754 

Employment of mentally restored persons 
in the Federal service., 78-6350 

Employment of mentally retarded persons 
in the Federal service., 78-14944 

Employment of physically handicapped 
persons in the Federal service., 78-6351 

Employment of rehabilitated offenders in 
the Federal service., 78-6354 

Employment opportunities : U.S. Fish and 
Wildlife Service., 78-17851 

Employment opportunities in the schools : 
job patterns of minorities and women in 
public elementary and secondary schools, 
1975., 78-2194 

Employment outlook for 
agents., 78-17973 

Employment outlook for 
designers., 78-17975 

Employment outlook for interior designers., 
78-17976 

Employment outlook for shoe repairers., 
78-17974 

Employment outlook for social workers, so- 
cial service aides., 78-698 

Employment outlook in government occu- 
pations : Federal civilian employment, 
State and local governments, Armed 
Forces., 78-17977 

Employment patterns of recent entrants 
into science and engineering, 78-24262 

Employment perspective : job loss and 
other factors behind the recent increase 
in unemployment /, 78-21725 

Employment preference for certain em- 
ployees of the Bureau of Indian Affairs 
and the Indian Health Service : report to 
accompany S. 666., 78-10265 

Employment programs in Buffalo and Erie 
County under the Comprehensive em- 
ployment and training act can be im- 
proved : Department of Labor : report of 
the Comptroller General of the United 
States., 78-13295 

Employment requirements of mass transit : 
a case study of the Massachusetts Bay 
Transportation Authority., 78-26261 

Employment Security and Plant Productivi- 
ty Committee : ten coordinating steel 
companies : a presentation /, 78-11798 

Employment security statistical report, May 
1975., 78-21703 

The employment service 
analysis., 78-730 

The Employment Service : problems and 
opportunities for improvement : Depart- 
ment of Labor : report to the Congress /, 
78-4682 
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Employment services for the elderly /, 78- 
11279 

The employment situation., 

Employment tax, 78-3704 

Employment tax credits can reduce your 
income taxes and here’s how., 78- 
11608 

Employment taxes, 78-3711 

Employment under the executive assign- 
ment system, 78-2944 

Employment-unemployment : hearings be- 
fore the Joint Economic Committee, 
Congress of the United States, Ninety- 
fourth Congress, first session., 78- 
12070, 78-22439 

Emulation of an advanced G-seat on the 
advanced simulator for pilot training /, 
78-23209 

En route air traffic control, 78-3779 

Enactment of appropriation bills : commu- 
nication from the President of the United 
States ...,  78-10087 

Encephalitis., 78-13553 

End of year report. Regional program plans 
assessment., 78-23426 

End of year report - Northwest Federal Re- 
gional Council., 78-14254 

End-stage renal disease medical informa- 
tion system : special report : charac- 
teristics of ESRD transplant candidates /, 
78-17660 

End stage renal disease program : report of 
the Committee on Ways and Means, U.S. 
House of Representatives, on H.R. 8423., 
78-1214 

End stage renal disease program : report to 
accompany H.R. 8423., 78-16421 

End use energy consumption data base : se- 
ries | tables., 78-25566 

Endangered American wilderness act 
hearings before the Subcommittee on In- 
dian Affairs and Public Lands of the 
Committee on Interior and Insular Af- 
fairs, House of Representatives, Ninety- 
fifth Congress, first session, on H.R. 
3454 ..., 78-2279 

Endangered American wilderness act of 
1977 : hearings before the Subcommittee 
on Parks and Recreation of the Commit- 
tee on Energy and Natural Resources, 
United States Senate, Ninety-fifth Con- 
gress, first session, on S. 1180 ... Sep- 
tember 19 and 20, 1977., 78-16206 

Endangered American wilderness act of 
1977 : report to accompany H.R. 3454., 
78-5984 

Endangered American wilderness act of 
1978., 78-12302 

Endangered American wilderness act of 
1978 : conference report to accompany 
H.R. 3454., 78-10254, 78-10275 

Endangered species act amendments of 
1978 : report to accompany S. 2899., 
78-19487 

Endangered species act authorizations 
conference report to accompany S. 
1316., 78-10218 


78-3536 
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Endangered species act authorizations : re- 
port to accompany S. 1316., 78-10154 
Endangered species act of 1973 authoriza- 
tion : report to accompany H.R. 10883., 
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25432 

Energy audit workbook for bus stations., 
78-25430 

Energy audit workbook for die casting 
plants., 78-25427 

Energy audit workbook for hotels and 
motels., 78-25426 

Energy audit workbook for 
buildings., 78-25428 

Energy audit workbook for restaurants., 
78-25429 

Energy audit workbook for retail stores., 
78-25433 

Energy audit workbook for schools., 78- 
25425 

Energy audit workbook for warehouses., 
78-25431 

Energy conservatin in building design /, 
78-9311 

Energy conservation home heating 
systems : hearings before the Subcommit- 
tee on Energy and Power of the Commit- 
tee on Interstate and Foreign Commerce, 
House of Representatives, Ninety-fifth 
Congress, first session ..., 78-14350 

Energy conservation and employment im- 
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Energy crisis and low-income Americans., 
78-12564 

Energy demand, conservation potential and 
probable lifestyle changes : hearings be- 
fore the Subcommittee on Advanced 
Energy Technologies and Energy Conser- 
vation Research, Development, and 
Demonstration of the Committee on 
Science, and Technology, U.S. House of 
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Energy from the West : a progress report 
of a technology assessment of western 
energy resource development ... /, 78- 
23529 

Energy from the winds., 
20476 

Energy impact assistance, 78-23397 

Energy in focus : basic data., 78-12796 
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United States, Ninety-fifth Congress, first 
session, January 12 and 13, 1977., 78- 
999 

The Energy industry competition and 
development act of 1977, S. 1927 
hearings before the Subcommittee on 
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Energy-producing industries., 78-15716 

Energy production and conservation tax in- 
centive act : report of the Committee on 
Finance, United States Senate, on H.R. 
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Energy symposium., 78-1583 

Energy systems betting on 
11366 

Energy systems for automobiles propulsion 
|, 78-25544 

Energy tax act of 1977 : hearings before 
the Committee on Finance, United States 
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Engineering and geometric constraints of a 
six degree of freedom synergistic plat- 
form motion system /, 78-20430 
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energy storage demonstration plant /, 
78-17201 

Engineering of road links in the Lake Chad 
area : agreement between the United 
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Enhancement of releases from a stratified 
impoundment by _ localized mixing, 
Okatibbee Lake, Mississippi : final report 
/, 78-25229 

Enhancing the outdoor recreation opportu- 
nities for the people of the United States 
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Huron-Manistee National Forest., 78- 
16545 

Environmental and resource assessment 
program; program summary., 78-23244 

Environmental aspects of fuel conversion 
technology., 78-20762 

Environmental aspects of water spreading 
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furnace dust disposal methods /, 78- 
10934 

Environmental assessment of substance 
disposal of municipal wastewater treat- 
ment sludge : interim report ; prepared 
by Ronald Lofy., 78-241 

Environmental assessment of the Alaskan 
continental shelf : annual reports of prin- 
cipal investigators for the year ending 
March 1977., 78-25072 

Environmental assessment of the exemption 
of motor gasoline from the mandatory al- 
location and price regulations., 78- 
25412 

Environmental assessment of the HYGAS 
process., 78-13126 

Environmental assessment of the Senegal 
River basin agreement between the 
United States of America and the Or- 
ganization pour al mise en valeur du 
fleuve Senengal, signed at Dakar Februa- 
ry 25, 1976 with side letters., 78-2138 

Environmental assessment perspectives /, 
78-20702 

Environmental assessment 
analysis phased 
techniques for level 1 /, 78-12915 

Environmental assessment sampling and 
analytical strategy program /, 78-17099 

Environmental baseline descriptions for use 
in the management of Fort Carson natu- 
ral resources., 78-15076 


airport 
: appendix volume 


sampling and 
approach and 





December 1978 


Environmental biology, 78-24270 

Environmental challenges of the President's 
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Environmental development plan (EDP). 
Transportation energy conservation., 
78-17023 

Environmental development plan (EDP). 
Underground coal conversion program., 
78-25561 

Environmental development plan (EDP). 
Wind energy conversion., 78-17015 

Environmental dynamics at orbital altitudes 
/, 78-21843 

Environmental education act amendments : 
report to accompany H.R. 10570., 78- 
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the Cowanesque Lake EIS : relocation of 
the Town of Nelson, Tioga County, 
Pennsylvania., 78-25283 

Environmental living program., 78-13782 

Environmental monitoring : hearings before 
the Subcommittee on the Environment 
and the Atmosphere of the Committee 
on Science and Technology, U.S. House 
of Representatives, Ninety-fifth Congress, 
first session, September 13, 14, and 15, 
1977., 78-19221 

Environmental Monitoring and Support 
Laboratory : Las Vegas, Nevada., 78- 
17051 

Environmental monitoring at major U.S. 
Energy Research and Development Ad- 
ministration contractor sites, calendar 
year 1976: a compilation /, 78-320 

Environmental news., 78-3099, 78-3103 

Environmental pathways of selected chemi- 
cals in freshwater systems /, 78-23504 

Environmental planning for offshore oil 
and gas., 78-15613 

Environmental pollution & control., 78- 
2693 

Environmental program administrators., 
78-12993 

Environmental protection : message from 
the President of the United States 
78-10057 

Environmental protection : planning in the 
noise environment., 78-20410 

Environmental Protection Agency 
substances control : general provisions 
and inventory requirements, public 
meetings., 78-12845 

The Environmental Protection Agency and 
the protection of farmland : remarks by 
the Honorable Douglas M. Costle, Ad- 
ministrator, U.S. Environmental Protec- 
tion Agency, prepared for delivery be- 
fore the Massachusetts Farm Tour, Essex 
Agricultural and Technical Institute, 
Danvers, Mass., Thursday, August 25, 
1977., 78-4571 

The Environmental Protection Agency 
needs Congressional guidance and sup- 
port to guard the public in a period of 
radiation proliferation report to the 
Congress /, 78-13202 

Environmental Protection Agency planning 
and budgeting guidance., 78-23438 
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Environmental Protection Agency research 
authorization for appropriations for fiscal 
year 1978 : conference report to accom- 
pany H.R. 5101., 78-5783 

Environmental Protection Agency ’s con- 
struction grant program : stronger finan- 
cial controls needed., 78-17331 

Environmental protection issues facing the 
nation : study by the staff of the U.S. 
General Accounting Office., 78-11100 

Environmental protection newsletter., 78- 
11931 

Environmental quality., 78-11806 

Environmental quality (Washington), 78- 
11806 

Environmental quality control. Government 
finances., 78-19666, 78-19667 

Environmental quality control. Governmen- 
tal finances and employment, 78- 
19666, 78-19667 

Environmental radioactivity laboratory in- 
tercomparison studies program, 1978- 
1979 /, 78-25644 

Environmental radioactivity _ levels 
Sequoyah Nuclear Plant, August 1975- 
January 1976., 78-26716 

Environmental radioactivity levels, Browns 
Ferry Nuclear Plant., 78-24543 

Environmental radioactivity levels, 
Sequoyah Nuclear Plant., 78-24544 

Environmental requirements and pollution 
tolerance of common freshwater chiron- 
midae /, 78-1575 

Environmental research & the ERDA fossil 
energy research centers : a recom- 
mended complementary program /, 78- 
4618 

Environmental research at the National In- 
stitutes of Health, fiscal year 1979 : hear- 
ing before the Subcommittee on the En- 
vironment and the Atmosphere of the 
Committee on Science and Technology, 
U.S. House of Representatives, Ninety- 
fifth Congress, second session, March 1, 
1978., 78-26857 

Environmental research, development, and 
demonstration authorization act of 1979 
: report to accompany H.R. 11302., 78- 
16469 

Environmental research reserve networks : 
hearings before the Subcommittee on the 
Environment and the Atmosphere of the 
Committee on Science and Technology, 
U.S. House of Representatives, Ninety- 
fifth Congress, first session, July 28, 29, 
1977., 78-12171 

Environmental research to support the 
development of fossil energy technology 
options : final report /, 78-17003 

Environmental reviews done by communi- 
ties : are they needed? Are they 
adequate? : Department of Housing and 
Urban Development : report to the Con- 
gress /, 78-6900 

Environmental satellite imagery., 78-2835 

Environmental Sciences Division annual 
progress report., 78-20952 





Environmental Sciences Division annual 
progress report (Oak Ridge), 78-20952 
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occupations., 78-15698 
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tors /, 78-4016 
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Environmental statement (draft) for Savage 
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Research Center, Moffett Field, Calif., 
78-11787 
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Marshall Space Flight Center and Missis- 
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Environmental statement for the land use 
plan., 78-16647, 78-16650 

Environmental statement for the Mariner 
Jupiter/Saturn 1977  program., 78- 
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Eocene fluvial drainage patterns and their 
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Wyoming /, 78-21497 
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vanced program : first progress report., 
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EPA and the worldwide struggle to save 
our planet., 78-17043 

EPA assessment of fallout in the United 
States from atmospheric nuclear testing 
on September 26 and November 17, 
1976 by the People’s Republic of China 
/, 78-12996 

EPA compendium of registered pesticides. 
Volume |. Herbicides and plant regula- 
tors., 78-3124 

EPA compendium of registered pesticides. 
Volume 2. Fungicides and nematicides., 
78-3125 

EPA compendium of registered pesticides. 
Volume 3. Insecticides, acaricides, mol- 
luscicides and antifouling compounds., 
78-3126 

EPA compendium of registered pesticides. 
Volume 4. Rodenticides and mammal, 
bird and fish toxicants., 78-3127 

EPA compendium of registered pesticides. 
Volume 5. Disinfectants., 78-3128 

EPA cumulative bibliography, 1970-1976., 
78-6564 

EPA fabric filtration studies /, 
78-15286 

EPA/IERL-RTP interim procedures for 
level 2 sampling and analysis of organic 
materials /, 78-23493 

EPA industrial boiler FGD survey., 78- 
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EPA journal., 78-3120 
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date., 78-15239 

EPA policy guidance, 78-23438 

EPA publications., 78-23451 

EPA publications bibliography, 78-3109 
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EPA reports bibliography quarterly, 78- 
3108, 78-3109 
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78-3108 
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ment, 78-3108, 78-3109 
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EPA van operational manual /, 78-17077 

EPA wastes as fuel research development 
& demonstration program plan., 78- 
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EPAlert., 78-3101 

EPA’s position on the energy crisis., 78- 
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EPA’s position on the health implications 
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EPA’s stationary source combustion con- 
trol technology program : FY 1976 /, 
78-15285 
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Ephemeris of the sun and Polaris and ta- 
bles of azimuths and altitudes of Polaris, 
78-24060 

Ephemeris of the sun, Polaris and other 
selected stars with companion data and 
tables., 78-24060 

Epichlorohydrin manufacture and use : in- 
dustrial hygiene survey /, 78-21300 

An epidemiologic investigation of occupa- 
tion, age, and exposure in general avia- 
tion accidents /, 78-18692 

Epidemiology and cancer registries in the 
Pacific Basin a conference held in 
Maui, Hawaii, November 11-14, 1975., 
78-15413 

The epidemiology of heroin and other nar- 
cotics /, 78-7150 

Epidemiology reports from the world press, 
78-3872, 78-5473, 78-22316 

Epoxies for wood repairs in 
buildings /, 78-26235 

Eppley Airfield, Nebraska problems 
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ment of Transportation, Federal Aviation 
Administration : report of the the Comp- 
troller General of the United States., 
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EPSD&T : the possible dream., 78-21321 

EPSDT : a how-to guide for Head Start 
programs., 78-23867 

Equal access to courts : hearing before the 
Subcommittee on Improvements in Judi- 
cial Machinery of the Committee on the 
Judiciary, United States Senate, Ninety- 
fifth Congress, second session, on S. 
2354 ... March 13, 1978., 78-24633 

An equal chance : a parent’s introduction 
to sex fairness in vocational education. 
78-23715 

Equal employment opportunity., 78-5137 

Equal employment opportunity : a report 
of the Commission on Federal Paper- 
work., 78-8197 

Equal Employment Opportunity Commis- 
sion affirmative action plan., 78-24448 

Equal employment opportunity counseling : 
participant manual., 78-6334 

Equal employment opportunity directory., 
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and Drug Administration : for period 
September 30, 1976 to September 30, 
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Equal employment opportunity statistics., 
78-25099 

Equal opportunity assessment and affirma- 
tive action plan., 78-17549 

Equal opportunity in employment., 78- 
20004 

Equal opportunity in federal employment, 
78-2971 

Equal pay., 78-24176 

Equal rights amendment 
guide /, 78-2221 

The equal rights amendment and alimony 
and child support laws., 78-12007 
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Equal rights amendments extension 
hearings before the Subcommittee on 
Civil and Constitutional Rights of the 
Committee on the Judiciary, House of 
Representatives, Ninety-fifth Congress, 
first and second session, on H.J. Res. 638 
wy 78-26830 

Equal treatment of craft and industrial wor- 
kers, 1977 : hearings before the Subcom- 
mittee on Labor of the Committee on 
Human Resources, United States Senate, 
Ninety-fifth Congress, first session, on S. 
924 ... March 17, 18, and 22, 1977., 
78-14337 

An equation for [estimating the (value and 
/ volume) of (western larch trees)] /, 
78-14647 

An equation that describes material out- 
gassing for contamination modeling /, 
78-18090 
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ty from dewpoint and psychrometric data 
/, 78-11738 

Equilibrium chemical reaction of super- 
sonic hydrogen-air jets : Alma computer 
program /, 78-9411 

Equilibrium partical pressure of sulfur diox- 
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78-20712 

Equip tips data available on earth 
sciences equipment., 78-3979 

Equip tips : equipment-mounted air filter- 
ing system., 78-10332 

Equip tips : tractor light kit., 78-10333 

Equipment and supplies for collecting, 
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Equipment development & test program., 
78-10334 
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diatraeae /, 78-8573 

Equipment-mounted air filtering system., 
78-10332 

Equitable sharing of North Slope crude oil 
: a study requested by Congress in sec- 
tion 18 of the Alaska natural gas trans- 
portation act., 78-15309 

Equivalent ion[{o]spheric current represen- 
tations by a new method, illustrated for 
8-9 November 1969 magnetic 
disturbances /, 78-147 

The era of World War Il 
reference works, 
10809 

ERDA-—statutes and legislative histories., 
78-12167 

ERDA electric & hybrid vehicle demon- 
stration project., 78-17197 

ERDA energy information data base. Cor- 
porate author entries., 78-20969 

ERDA energy information data base. Serial 
titles., 78-20968 

ERDA Energy Information Data Base 
subject categories., 78-13174 

ERDA Energy Information Data Base : 
subject thesaurus., 78-8837, 78-13175 
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ERDA energy research abstracts., 78- 
3133, 78-4624, 78-16969, 78-25395 

ERDA energy research abstracts. Semian- 
nual index., 78-4624 

ERDA, Environment and Safety Office 
1978 authorization : hearing before the 
Subcommittee on the Environment and 
the Atmosphere of the Committee on 
Science and Technology, U.S. House of 
Representatives, Ninety-fifth Congress, 
first session, March 1, 1977., 78-1132 

The ERDA facilities a national 
resource for resolving energy problems., 
78-13082 

ERDA facilities solar design handbook., 
78-6690 

ERDA fiscal year 1978 authorization 
hearings before the Subcommittee on 
Energy Research and Development of 
the Committee on Energy and Natural 
Resources, United States Senate, Ninety- 
fifth Congress, first session, on S. 1340 ... 
S. 1341... S. 1811 ..., 78-9938 

ERDA headquarters reports., 78-20832, 
78-20836, 78-20837, 78-23394, 78- 
23395, 78-23561 

ERDA programs and objectives : energy 
conservation in food processing /, 78- 
10983 

ERDA research abstracts, 
4624 

ERDA solar heating and cooling demon- 
stration program structure : final report., 
78-1598 

ERDA technical information program : a 
bibliography /, 78-20966 

ERDA telephone directory., 78-20977 

ERIC resources in education semiannual 
index, 78-3269 

Erie Nuclear Plant, units 1 and 2, Ohio 
Edison Company, et al., 78-22337 

ERISA, 78-24101 

ERISA, a two year perspective : remarks of 
James D. Hutchinson, Administrator of 
Pension and Welfare Programs, U.S. De- 
partment of Labor at Midwest Pension 
Conference, fourth annual Educational 
Seminar, Minneapolis, Minnesota, Sep- 
tember 30, 1976., 78-17961 

ERISA implementation where do we 
stand? : remarks of James D. Hutchin- 
son, Administrator of Pension and Wel- 
fare Benefit Programs, U.S. Department 
of Labor before Mountain States Pension 
Conference, third annual Pension In- 
stitute, Salt Lake City, Utah, October 1, 
1976., 78-17963 

ERISA news : a guide to information ser- 
vices about ERISA., 78-21705 

ERISA oversight report of the Pension 
Task Force of the Subcommittee on 
Labor Standards /, 78-12075 

Ermelinda Rossi : report to accompany S. 
455., 78-1273, 78-5760 

Ernesto Garcia, Jr. : report to accompany 
S.958., 78-14519 

Ernesto J. Garcia, Jr. 
pany H.R. 2660., 
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Erosion and sediment control guide for ur- 
banizing areas in Hawaii., 78-16687 

Erosion and sediment control handbook /, 
78-25600 

Erosion and sediment yields in the Trans- 
verse Ranges, southern California /, 78- 
23987 

Erosion of law enforcement intelligence 
and its impact on the public security., 
78-22527 

The erosion of law enforcement intel- 
ligence, capabilities, public security 
hearings before the Subcommittee on 
Criminal Laws and Procedures of the 
Committee on the Judiciary, United 
States Senate, Ninety-fifth Congress, first 
session ..., 78-12147, 78-22527 

Erosion study in turbomachinery affected 
by coal and ash particles : Phase 1., 78- 
13130, 78-23337 

Errata for Technical memorandum no. 28, 
June 1969 : bed forms generated in the 
laboratory under an oscillatory flow : 
analytical and experimental study., 78- 
4459 

Errors of measurement of plasma tempera- 
ture in MHD generator channels : scien- 
tific and technical report /, 78-308 

Erthrocyte fragility changes resulting from 
short exposures to 6.7 ATA compressed 
air /, 78-20355 

ESA-ACT employee career opportunities., 
78-13869 

Escalation and the CPI: 
users., 78-7441 

ESEA consolidated programs., 78-2255 

ESOPs : an explanation for employees /, 
78-19105 

Espiritu Santo River Basin, Puerto Rico., 
78-17720 

ESSA, 78-2726 

Essays on issues relevant to the regulation 
of radioactive waste management /, 78- 
16137 

Essays on the history of rocketry and as- 
tronautics proceedings of the third 
through the sixth history symposia of the 
International Academy of Astronautics /, 
78-7521 

Essential oils, 78-2448 

Essentiality of Air Force war reserve items 
: report /, 78-25810 

Essentials of materials 
15729 

Establishing a Hubert H. Humphrey fellow- 
ship in social and political thought at the 
Woodrow Wilson International Center 
for Scholars at the Smithsonian Institu- 
tion and to establish a trust fund to pro- 
vide a stipend for such fellowship : re- 
port to accompany H.R. 10392., 78- 
22580 

Establishing a Hubert H. Humphrey fellow- 
ship in social and political thought at the 
Woodrow Wilson International Center 
for Scholars at the Smithsonian Institu- 
tion : report to accompany S. 2730., 
78-19433 
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Establishing a national meals-on-wheels 
program : hearing before the Subcommit- 
tee on Federal, State, and Community 
Services of the Select Committee on 
Aging, House of Representatives, Ninety- 
fifth Congress, first session, held April 
27, 1977., 78-5489 

Establishing a proper fee schedule under 
the Independent offices appropriation 
act, 1952 Federal Communications 
Commission : report of the Comptroller 
General of the United States., 78-1684 

Establishing a senior citizen internship pro- 
gram in the Senate : report to accom- 
pany S. Res. 219., 78-19411 

Establishing a uniform standard for award- 
ing the Gold Star lapel button : report to 
accompany H.R. 6966., 78-5770 

Establishing and managing young apple 
orchards /, 78-16478 

Establishing fees and allowing per diem and 
mileage expenses for witnesses before 
U.S. courts : report to accompany S. 
2049., 78-16436 

Establishing fees for services performed by 
U.S. marshals : report to accompany S. 
2016., 78-16435 

Establishing limitations on the use of the 
frank : report to accompany H.R. 7792., 
78-27113 

Establishing of temporary purchasing com- 
mission : agreement between the United 
States of America and the Union of 
Soviet Socialist Republics, amending and 
extending the agreement of October 18, 
1972 as amended and extended, and 
amending the protocol of October 3, 
1973, effected by exchange of letters 
signed at Washington, May 21, June 21, 
and October 7, 1974., 78-767 

Establishment criteria for airport traffic 
control towers (ATCT) /, 78-7954 

Establishment criteria for category II in- 
strument landing system (ILS) /, 78- 
15968 

Establishment of a solar power satellite 
research, development, and demonstra- 
tion program : report together with addi- 


tional and dissenting views to accompany 
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Establishment of interim standards for 
bridge rails required to contain heavy 
vehicles /, 78-7771 

Establishment of offices of inspector and 
auditor general in certain executive de- 
partments and agencies : report of the 
Committee on Governmental Affairs, 
United States Senate, to accompany H.R. 
8588 ...,  78-24902 

Establishment of Offices of Inspector 
General : hearings before a subcommit- 
tee of the Committee on Government 
Operations, House of Representatives, 
Ninety-fifth Congress, first session, on 
H.R. 2819 ..., 78-1044 
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and agencies : report to accompany H.R. 
8588., 78-1232 

Establishment of temporary purchasing 
commission agreement between the 
United States of America and the Union 
of Soviet Socialist Republics, amending 
and extending the agreement of October 
18, 1972, as amended and extended, ef- 
fected by exchange of letters signed at 
Moscow and Washington, June 7 and 
September 13, 1976., 78-768 

Establishment of U.S. Postal Service ar- 
bitration board : report together with 
minority views to accompany H.R. 7132., 
78-1222 

Estate and gift tax, 78-3703 

Estate and gift tax carryover basis and 
generation-skipping trust provisions and 
deductibility of foreign convention ex- 
penses : hearings before the Committee 
on Ways and Means, House of Represen- 
tatives, Ninety-fifth Congress, first ses- 
sion ... October 6 and 17, 1977., 78- 
12196 

Estate and gift tax problems arising from 
the Tax reform act of 1976 : hearing be- 
fore the Subcommittee on Taxation and 
Debt Management Generally of the 
Committee on Finance, United States 
Senate, Ninety-fifth Congress, first ses- 
sion, July 25, 1977., 78-5568 

Estate and gift taxes, 78-3710 

Estate of Harry Eugene Walker, deceased : 
report to accompany S. 1476., 78- 
14526 

Estimated average daily instantaneous num- 
bers of recreational and commerical 
fishermen and boaters in the St. Andrew 
Bay system, Florida, and adjacent coastal 
waters, 1973 /, 78-19849 

Estimated grade and staple of upland cot- 
ton ginned in the United States., 78- 
2469 

Estimated losses caused by rust in small 
grain cereals in the United States, 1918- 
76 /, 78-14556 

Estimated retail food prices by cities., 78- 
3528 

Estimated (uncertificated) noise levels of 
aircraft., 78-14149 

Estimates of covered state and _ local 
government employment, Mar. 31, 1977, 
78-23701 

Estimates of elasticities for food demand in 
the United States /, 78-14552 

Estimates of Federal budget outlays /, 78- 
19255 

Estimates of Federal employees available 
time for work distort work force require- 
ments : report /, 78-13262 

Estimates of LLEA officer availability /, 
78-24510 

Estimates of optimal operating conditions 
for hydrogen-oxygen cesuim-seedes mag- 
netohydrodynamic power generator :, 
78-11728 

Estimates of the number of households for 
states: 1975 and 1976, 78-4055 
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Estimates of the number of households for 
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Estimates of the population of Alabama 
counties and metropolitan areas: July 1, 
1975 (revised) and 1976 (provisional), 
78-4059 

Estimates of the population of Alaska cen- 
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1, 1975 (revised ) and 1976 
(provisional), 78-4057 

Estimates of the population of Arizona 
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1975 (revised) and 1976 (provisional), 
78-4060 

Estimates of the population of Arkansas 
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1975 (revised) and 1976 (provisional), 
78-4061 

Estimates of the population of California 
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1975 (revised) and 1976 (provisional), 
78-4062 

Estimates of the population of Colorado 
counties and metropolitan areas: July 1, 
1975 (revised) and 1976 (provisional), 
78-4063 

Estimates of the population of Connecticut 
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1975 (revised) and 1976 (provisional), 
78-4064 
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1975, 78-4054 

Estimates of the population of Delaware 
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78-22832 

Estimates of the population of Florida 
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1975 (revised) and 1976 (provisional), 
78-8634 

Estimates of the population of Georgia 
counties and metropolitan areas: July 1, 
1975 (revised) and 1976 (provisional), 
78-8635 

Estimates of the population of Idaho coun- 
ties and metropolitan areas: July 1, 1975 
(revised) and 1976 (provisional), 78- 
4065 

Estimates of the population of Illinois 
counties and metropolitan areas: July 1, 
1975 (revised) and 1976 (provisional), 
78-4066 

Estimates of the population of Indiana 
counties and metropolitan areas: July 1, 
1975 (revised) and 1976 (provisional), 
78-4067 

Estimates of the population of lowa coun- 
ties and metropolitan areas: July 1, 1975 
(revised) and 1976 (provisional), 78- 
4068 

Estimates of the population of Kansas 
counties and metropolitan areas: July 1, 
1975 (revised) and 1976 (provisional), 
78-8636 

Estimates of the population of Louisiana 
parishes and metropolitan areas: July 1, 
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1975 (revised) and 1976 (provisional), 
78-4069 
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1975 (revised) and 1976 (provisional), 
78-4070 

Estimates of the population of Mas- 
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areas: July 1, 1975 (revised) and 1976 
(provisional), 78-8631 
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of change, since 1970, 78-8650 

Estimates of the population of Michigan 
counties and metropolitan areas: July 1, 
1975 (revised) and 1976 (provisional), 
78-4071 

Estimates of the population of Minnesota 
counties and metropolitan areas: July 1, 
1975 (revised) and 1976 (provisional), 
78-4072 

Estimates of the population of Mississippi 
counties and metropolitan areas: July 1, 
1975 (revised) and 1976 (provisional), 
78-4073 

Estimates of the population of Missouri 
counties and metropolitan areas: July 1, 
1975 (revised) and 1976 (provisional), 
78-8637 

Estimates of the population of Nebraska 
counties and metropolitan areas: July 1, 
1975 (revised) and 1976 (provisional), 
78-4074 

Estimates of the population of New 
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areas: July 1, 1975 (revised) and 1976 
(provisional), 78-8638 

Estimates of the population of New Jersey 
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1975 (revised) and 1976 (provisional), 
78-4075 

Estimates of the population of New Mexico 
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1975 (revised) and 1976 (provisional), 
78-4076 

Estimates of the population of New York 
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1975 (revised) and 1976 (provisional), 
78-4077 

Estimates of the population of North 
Carolina counties and metropolitan 
areas: July 1, 1975 (revised) and 1976 
(provisional), 78-4078 

Estimates of the population of North 
Dakota counties and metropolitan areas: 
July 1, 1975 (revised) and 1976 
(provisional), 78-4079 

Estimates of the population of Ohio coun- 
ties and metropolitan areas: July 1, 1975 
(revised) and 1976 (provisional), 78- 
8639 

Estimates of the population of Oklahoma 
counties and metropolitan areas: July 1, 
1975 (revised) and 1976 (provisional), 
78-4080 

Estimates of the population of Oregon 
counties and metropolitan areas: July 1, 
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1975 (revised) and 1976 (provisional), 
78-8640 

Estimates of the population of Pennsylvania 
counties and metropolitan areas: July 1, 
1975 (revised) and 1976 (provisional), 
78-4081 

Estimates of the population of Rhode 
Island counties and metropolitan areas: 
July 1, 1976 (revised) and 1977 
(provisional), 78-22833 

Estimates of the population of South 
Carolina counties and metropolitan 
areas: July 1, 1975 (revised) and 1976 
(provisional), 78-4082 

Estimates of the population of South 
Dakota counties and metropolitan areas: 
July 1, 1975 (revised) and 1976 
(provisional), 78-4083 

Estimates of the population of Tennessee 
counties and metropolitan areas: July 1, 
1975 (revised) and 1976 (provisional), 
78-4084 

Estimates of the population of Texas coun- 
ties and metropolitan areas: July 1, 1975 
(revised) and 1976 (provisional), 78- 
8633 

Estimates of the population of the United 
States and components of change: 1940 
to 1976, 78-4051 

Estimates of the population of the United 
States by age, sex, and race, 1970 to 
1977, 78-19688 

Estimates of the population of the United 
States to April 1, 1978, 78-19690 

Estimates of the population of the United 
States to August 1, 1977, 78-4056 

Estimates of the population of the United 
States to February 1, 1978, 78-12479 

Estimates of the population of the United 
States to January 1, 1978, 78-19687 

Estimates of the population of the United 
States to July 1, 1977, 78-4053 

Estimates of the population of the United 
States to June 1, 1977, 78-4050 

Estimates of the population of the United 
States to March 1, 1978, 78-19689 

Estimates of the population of the United 
States to May 1, 1978, 78-19691 

Estimates of the population of the United 
States to November 1, 1975, 78-8651 

Estimates of the population of the United 
States to November 1, 1977, 78-8632 

Estimates of the population of the United 
States to October 1, 1977, 78-8630 

Estimates of the population of the United 
States to September 1, 1977, 78-4058 

Estimates of the population of Utah coun- 
ties and metropolitan areas: July 1, 1975 
(revised) and 1976 (provisional), 78- 
4085 

Estimates of the population of Vermont 
counties: July 1, 1975 (revised) and 
1976 (provisional), 78-4086 

Estimates of the population of Virginia 
counties and metropolitan areas: July 1, 
1975 (revised) and 1976 (provisional), 
78-4087 
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Estimates of the population of Washington 
counties and metropolitan areas: July 1, 
1975 (revised) and 1976 (provisional), 
78-4052 

Estimates of the population of West Vir- 
ginia counties and metropolitan areas: 
July 1, 1975 (revised) and 1976 
(provisional), 78-8641 

Estimates of the U.S. Arkansas counties 
and metropolitan U.S. July 1, 1974 and 
1975., 78-111 

Estimates of undiscovered petroleum 
resources ; a prespective /, 78-21485 

Estimating airline operating costs /, 78- 
26334 

Estimating aspen crown fuels in northeast- 
ern Minnesota /, 78-22690 

Estimating costs for water treatment as a 
function of size and treatment efficiency 
/, 78-25638 

Estimating defoliation of hardwoods using 
blade-petiole relations /, 78-22693 

Estimating fuel weights of grasses, forbs, 
and small woody plants /, 78-6146 

Estimating infiltration rates for a loessal silt 
loam using soil properties /, 78-19538 

Estimating methods and series available : 
BLS payroll employment and labor tur- 
nover programs (national program) 
March 1975 comparisons., 78-21713 

Estimating price trends of industrial coun- 
tries’ export to OPEC., 78-710 

Estimating reversible pump-turbine charac- 
teristics /, 78-13774 

Estimating state and local unemployment : 
problems and perspectives., 78-17992 

Estimating the least cost combinaion of 
cable yarding and tractor skidding for a 
timber sale area /, 78-14706 

Estimating wildfire behavior and effects /, 
78-16631 

Estimation of hemlock sawfly 
(Hymenoptera: diprionidae) fecundity /, 
78-14596 

Estimation of relative esterification rates by 
gas chromatography as an aid in the 
identification of fatty acids /, 78-23189 

Estimation of stiffening effect of shaft and 
housing material outside projected area 
of a rolling element bearing /, 78-18087 

Estrogen replacement therapy : January 
1976 through June 1978, 173 citations /, 
78-17567 

ETA interchange., 78-3558 

ETA/OPER solicitation 7802 ; guidelines 
for submission of applications for institu- 
tional grants (IG) under the Comprehen- 
sive employment and training act of 
1973, as amended (CETA), 78-11655 

Ethics and values in scientific decisionmak- 
ing /, 78-7142 

Ethics in Government act of 1977., 78- 
5745 

Ethics in government act of 1977 : report 
together with minority, additional, 
separate and supplemental views to ac- 
company H.R. 1., 78-5825 

Ethiopia drought., 78-5229 





Ethylmercury : formation in plant tissues 
and relation to methylmercury formation 
/, 78-20698 

Etiology of cancer in the general popula- 
tion., 78-3293 

The Eucalyptus Energy Farm : feasability 
study and demonstration : phase |: site 
and species selection /, 78-20611 

Eugenia Cortes : report to accompany S. 
2247., 78-24825 

Eun Kyung Park and Sang Hyuk Park : re- 
port to accompany H.R. 1440., 78- 
1187, 78-1275 

Euphrates basin irrigation maintenance 
project : agreement between the United 
States of America and Syria, signed at 
Damascus July 22, 1976., 78-776 

European community restrictions on im- 
ports of United States specialty agricul- 
tural products : hearing before the Sub- 
committee on Trade of the Committee 
on Ways and Means, House of Represen- 
tatives, Ninety-fifth Congress, first ses- 
sion, on H. Res. 238 and H. Res. 320 ... 
September 12, 1977., 78-5666 

European oversight trip : report of the 
Committee on Science and Technology, 
U.S. House of Representatives, Ninety- 
fifth Congress, first session., 78-1129 

European scientific abstracts. Physics and 
mathematics, 78-9873 

European views of NATO after the Italian 
election., 78-13832 

European views of the United States in 
mid-1976., 78-7383 

European waste-to-energy systems : case 
study of Geneva-Cheneniers, Switzerland 
/, 78-10982 

European waste-to-energy 
study of Korsor, Denmark., 78-6607 

European waste-to-energy systems case 
study of Munich : Munich 1A & 1B, Mu- 
nich Il, Munich South IV & V., 78- 
6608 

European waste-to-energy systems case 
study of the thermal complex of Tou- 
louse-Le Mirail (France)., 78-6606 

Eustace John D’Souza : report to accom- 
pany H.R. 9613., 78-24752 

Eutectic data : safety, hazards, corrosion, 
melting points, compositioning, and 
bibliography /, 78-20973 

Euthanasia and the right to die /, 78-1945 

Evaluacibon de las potencialidades para 
desarrollos recreacibon al aire libre en el 
Distrito de Conservacibon de 
Cibuco /, 78-16682 

Evaluating community mental health ser- 
vices : principles and practice /, 78- 
11263 

Evaluating rural public transportation /, 
78-18542 

Evaluating the nutrition and health benefits 
of the Special Supplemental Food Pro- 
gram for Women, Infants, and Children., 
78-24980 
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suelos 
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Evaluating your firm’s injury and illness ex- 
perience, 1974 : national emphasis pro- 
gram industries : foundries and metal 
stampings., 78-5122 

Evaluation and _ classification of 
management equipment /, 78-1629 

Evaluation and correlation of driver/vehicle 
data /, 78-22258 

Evaluation and development of special pur- 
pose coals /, 78-6696 

Evaluation and recommendation of electric 
and hybrid vehicle performance stan- 
dards .../, 78-20803 

Evaluation and recommendations for snow- 
drift control at FAA ILS facilities in Bar- 
row and Deadhorse, Alaska /, 78-15994 

Evaluation and reduction of heavy-duty 
truck noise., 78-15925 

Evaluation and targeting of geothermal 
energy resources in South Carolina 
progress report /, 78-8839 

Evaluation and targeting of geothermal 
energy resources in the southeastern 
United States ../, 78-6879, 78-23389 

Evaluation contractor for joint CCU- 
A.G.A. coal gasification program., 78- 
6789, 78-6790 

Evaluation contractor for joint ERDA- 
A.G.A. coal gasification program ... /, 
78-6789, 78-6790 

Evaluation design for public defender of- 
fices /, 78-9204 

Evaluation guidelines for Service and 
Methods Demonstration projects /, 78- 
14201 

Evaluation 
18671 

Evaluation handbook for family planning 
programs /, 78-13526 

Evaluation management 
readings /, 78-169 

Evaluation methodologies for four federal 
motor vehicle safety standards : FMVSS 
214, side door strength; FMVSS 215, ex- 
terior protection; FMVSS 301, fuel 
system integrity; FMVSS 208, occupant 
crash protection /, 78-18795 

Evaluation methodology for Federal motor 
vehicle safety standards /, 78-18794 

Evaluation needs of crime control planners, 
decisionmakers, and policymakers are 
not being met : a summary : report to 
the Congress /, 78-23639 

Evaluation needs of crime control planners, 
decisionmakers, and policymakers are 
not being met : report to the Congress /, 
78-23638 


load 


handbook., 78-7900, 78- 


: a sourcebook of 


Evaluation of a Choctawhatchee sand pine 


plantation at age 35 /, 78-22700 
Evaluation of a computer program for GC- 
MS specific ion monitoring /, 78-17148 
Evaluation of a concrete building block 
revetment /, 78-20279 
Evaluation of a correlation-sensitive auto- 
matic clutter eliminator /, 78-8011 
Evaluation of a Halon 1301 system for air- 
craft internal cabin fire protection /, 
78-18717 
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Evaluation of a halon 1301 system for air- 
craft internal protection from a postcrash 
external fuel fire /, 78-8010 

Evaluation of a high-pressure Saaberg/Otto 
gasifer /, 78-13097 

Evaluation of a laboratory test model annu- 
lar momentum control device /, 78- 
26374 

Evaluation of a 
(LFS) for 
25368 

Evaluation of a potential well field near 
Church Rock as a water supply for Gal- 
lup, New Mexico /, 78-13762 

Evaluation of a pressurized-fluidized bed 
combustion (PFBC) combined cycle 
power plant conceptual design /, 78- 
6814, 78-13123, 78-20900 

Evaluation of a proposal to harvest and 
rehabilitate beetle-infested areas in three 
Oregon national forests : Forest Service, 
Department of Agriculture : report of the 
Comptroller General of the United 
States., 78-1653 

Evaluation of a red-silicone coated visual 
approach slope indicator (VASI) lens /, 
78-18723 

Evaluation of a remote weather radar dis- 
play /, 78-22195 

Evaluation of a residential solar air heating 
system .../, 78-13040 

Evaluation of aerial remote sensing 
techniques for defining critical geologic 
features pertinent to tunnel location and 
design /, 78-7777 

An evaluation of alternate magnetic fusion 
concepts, 1977., 78-25402 

Evaluation of alternative traffic operation 
plans for the commuter lanes on the 
Shirley Highway /, 78-9626 

Evaluation of analytical and experimental 
methodologies for the characterization of 
wheel/rail loads /, 78-7849 

Evaluation of animal hazard to spot-seeded 
white ash in central Tennessee /, 78- 
14724 

An evaluation of arsenite procedure for 
determination of nitrogen dioxide in am- 
bient air /, 78-12944 

Evaluation of background data relating to 
new source performance stndards for 
Lurgi gasification /, 78-15283 

Evaluation of ceramic filters for high-tem- 
perature/high pressure fine particulate 
control /, 78-12906 

An evaluation of charged-coupled devices 
technology /, 78-16015 

Evaluation of civil rights and equal oppor- 
tunity programs., 78-18651 

An evaluation of cloud factors for estimat- 
ing insolation over the ocean. /, 78- 
14905 

Evaluation of COED char gasification using 
Rummel/Otto gasifiers : task report for 
task assignment E(76)-1 /, 78-6772 

An evaluation of commercial densimeters 
for use in LNG /, 78-14880 


low fidelity 
instrument 


simulator 
training /, 78- 
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An evaluation of composite propulsion for 
single-stageito-orbit vehicles designed for 
horizontal take-off /, 78-18127 

Evaluation of control strategies : 
summary /, 78-7781 

An evaluation of cost estimates of physical 
security systems for recycled nuclear fuel 
/, 78-18950 

Evaluation of deepwater ports mooring 
load monitoring and predication systems 
/, 78-22230 

Evaluation of drug abuse treatments based 
on first-year followup : National followup 
study of admissions to drug abuse treat- 
ments in the DARP during 1969-1972., 
78-21317 

Evaluation of eight novel fine particle col- 
lection devices /, 78-12895 

Evaluation of electron microscopy for 
process control in the asbestos industry /, 
78-12908 

Evaluation of emission control technology 
approaches., 78-12827 

An evaluation of emmitter follower logic /, 
78-16009 

Evaluation of employees for promotion and 
internal placement, 78-2946, 78- 
25091 

An evaluation of expedient methodlogy for 
identification of potentially expansive 
soils /, 78-2172 

An evaluation of Federal support of the 
Barnwell reprocessing plant and the De- 
partment of Energy’s spent fuel storage 
policy : report /, 78-25751 

Evaluation of fired heaters for Cresap test- 
ing., 78-6718 

Evaluation of fission product after-heat., 
78-26683 

Evaluation of fission product after-heat : 
quarterly report October 1-December 31, 
1977 /, 78-18967 

Evaluation of fission product afterheat., 
78-24508 

Evaluation of fission product afterheat : 
quarterly report April 1-June 30, 1977 /, 
78-8185 

Evaluation of flood risk factors in the 
design of highway stream crossings /, 
78-7768, 78-7769, 78-9621 

Evaluation of flow measuring and control 
valve applications for coal liquefaction 
process streams for Cresap testing ... /, 
78-6721 


excutive 


Evaluation of fluidic combined sewer regu- 
lators under muncipial service conditions 
/, 78-261 

Evaluation of FMVSS 103 idle test vs. road 


load test /, 78-9793 

Evaluation of foam scrubbing as a method 
for collecting fine particulate /, 78- 
10941 

valuation of Forest Service plans for car- 
rying out activities of the Stockton, 
California, Regional Equipment Depot : 
Department of Agriculture : report of the 
Comptroller General of the United 
States., 78-1675 
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Evaluation of heat exchange for Cresap 
testing .../, 78-6719 

Evaluation of highway safety program stan- 
dards within the purview of the Federal 
Highway Administration : executive sum- 
mary /, 78-14073 

Evaluation of highway safety programs 
standards within the purview of the 
Federal Highway Administration : final 
report /, 78-14072 

The evaluation of highway traffic safety 
programs : a manual for managers /, 
78-18806 

Evaluation of hose-end sprayers used for 
applying liquid pesticides /, 78-25700 

Evaluation of inspection and enforcement 
programs of other regulatory, safety, and 
professional organizations, phase Il /, 
78-22346 

Evaluation of inspection and enforcement 
programs of other regulatory, safety, and 
professional organizations : phase 1 /, 
78-22345 

An evaluation of integrated injection logic 
/, 78-26622 

Evaluation of interface between vehicle 
fuel fillpipes and vapor recovery nozzles 
/, 78-12850 

Evaluation of laboratory suction tests for 
prediction of heave in foundation soils : 
final report /, 78-10752 

Evaluation of maritime industry energy 
consumption profiles /, 78-19796 

Evaluation of mean and turbulent velocity 
measurements in subsonic accelerated 
boundary layers /, 78-13905 

Evaluation of measures for controlling sedi- 
ment and nutrient losses from irrigated 
areas /, 78-25634 

Evaluation of mechanical and manual com- 
pactors in standard effort compaction 
tests : final report /, 78-15084 

Evaluation of metal volumetric standards 
used in the measurement of liquid 
hydrocarbons : a report of a U.S. Na- 
tional Bureau of Standards and American 
Petroleum Institute research associate 
project /, 78-8648 

Evaluation of methods for measuring and 
controlling hydrocarbon emissions from 
petroleum storage tanks /, 78-15232 

Evaluation of microwave tempering of 
meat for use in central food preparation 
facilities /, 78-25301 

Evaluation of molten scrubbing for fine 
particulate control /, 78-12909 

Evaluation of NASA-Langley Research 
Center explosion seam welding /, 78- 
18184 

Evaluation of nonlinear resilient moduli of 
unbound granular materials from ac- 
celerated traffic test data /, 78-7992 

Evaluation of occupant protection devices 
and restraint systems: /, 78-26649 

Evaluation of parameters affecting horizon- 
tal stability of landing mats : final report 
/, 78-20256 
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Evaluation of pesticide supplies and de- 
mand for 1978 /, 78-10324 

Evaluation of Plato IV in vehicle main- 
tenance training /, 78-6537 

Evaluation of potassium titanate as a com- 
ponent of alkaline fuel cell matrices /, 
78-15755 

Evaluation of potential applications of au- 
tomatic vehicle identification to traffic 
management., 78-7800 

Evaluation of potential applications of au- 
tomatic vehicle monitoring to traffic 
management., 78-7801 

Evaluation of process pumps for Cresap 
testing : special report /, 78-11034 

Evaluation of prototype head shield for 
hazardous material tank car /, 78- 
14091 

Evaluation of quasi-square wave inverter as 
a power source for induction motors /, 
78-11747 

Evaluation of radio remote control systems 
for airport visual aids /, 78-9709 

Evaluation of railroad lime slurry stabiliza- 
tion /, 78-22133 

An _ evaluation of 
16153 

Evaluation of reduced carpool commuter 
tolls on the Connecticut Turnpike /, 78- 
7789 

The evaluation of road-transit physical pro- 
tection systems /, 78-24509 

Evaluation of SA-1 process for reduction of 
hydrocarbon usage in bituminous pave- 
ment construction /, 78-9630 

Evaluation of seating and restraint systems 
and anthropomorphic dummies con- 
ducted during fiscal year 1976 /, 78- 
18695 

Evaluation of selected chemical processes 
for production of low-cost silicon ... /, 
78-6656 

Evaluation of selected chemical processes 
for production of low-cost silicon, phase 
II : silicon material task low-cost silicon 
solar array project /, 78-6657, 78- 
6658, 78-25447 

Evaluation of service and methods demon- 
stration projects philosophy and ap- 
proach /, 78-8055 

Evaluation of several techniques as com- 
ponents of an integrated control system 
for pink bollworm in Southwest /, 78- 
24952 

Evaluation of steel bridge inspection instru- 
ments acoustic crack detector (ACD), 
magnetic crack definer (MCD) /, 78- 
14074 

Evaluation of structural design concepts for 
an arrow-wing supersonic cruise aircraft 
/, 78-9407 

Evaluation of sulfate-bearing waste material 
from fluidized bed combustion of coals 
for soil stabilization /, 78-22094 

Evaluation of synthetic crossbands for 
wood panels /, 78-14621 

Evaluation of T-37 IFS syllabi in the 
ASPT./, 78-25356 


railroad safety., 78- 





Evaluation of technical feasibility of closed 
cycle non-equilibrium MHD _ power 
generation with direct coal firing /, 78- 
23325 

An evaluation of the administration's 
proposed nuclear non-proliferation 
strategy : report to the Congress /, 78- 
4755 

Evaluation of the Administration’s 1978 
small business tax proposals and other al- 
ternatives : hearings before the Select 
Committee on Small Business, United 
States Senate, Ninety-fifth Congress, 
second session Englewood, 
Colo.—February 14, 1978, Portland, 
Maine—February 20, 1978, Washington, 
D.C.—February 28, 1978., 78-26865 

Evaluation of the analysis supporting Pre- 
sident Ford’s veto of H.R. 25, the Sur- 
face mining control and reclamation act 
of 1975 : Department of the Interior, 
Federal Energy Administration : report 
to the Congress /, 78-4643 

Evaluation of the automated adaptive flight 
training system’s air-to-air intercept per- 
formance measurement /, 78-23214 

Evaluation of the B&W slag-bath gasifier : 
task report for task assignment E(76)-2 
/, 78-6773 

Evaluation of the behavior of waterlogged 
fuel rod failure in LWRs /, 78-16130 

An evaluation of the California civil addict 
program /, 78-8997 


Evaluation of the correlation spectrometer 


as an era SO,monitor /, 78-8738 

Evaluation of the Department of the 
Army’s personnel and cost estimates for 
an electronics research and development 
command report of the Comptroller 
General of the United States., 78-6952 

An evaluation of the design and applica- 
tions of yieldable rock bolts /, 78- 
20258 

An evaluation of the disposal of flue gas 
desulfurization wastes in mines and the 
ocean : initial assessment /, 78-12965 

An evaluation of the economics and effi- 
ciencies of heat pump and gas furnace 
space conditioning systems using coal as 
a primary source of fuel /, 78-20602 

Evaluation of the effectiveness of Air Force 
advertising : final report for period June 
1973 - June 1975 /, 78-15133 

Evaluation of the Federal Energy Adminis- 
tration (FEA) vanpool marketing and 
implementation program : final report /, 
78-16997 

An evaluation of the Federal Power Com- 
mission’s rulemaking on _ utilities’ con- 
struction work in progress : report of the 
Comptroller General of the United 
States., 78-4635 

Evaluation of the field test of project infor- 
mation packages /, 78-25851 

Evaluation of the General Motors’ double 
alkali SO,control system,/, 78-12957 

Evaluation of the Kalanianaole Highway 
carpool/bus lane /, 78-7806 
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Evaluation of the Moanalua Freeway car- 
pool/bus bypass lane /, 78-7805 

An evaluation of the national energy plan ; 
report to the Congress /, 78-1715 

Evaluation of the Navy air combat fighter 
source selection : report of the Comp- 
troller General of the United States., 
78-1848 

Evaluation of the need for and cost of the 
proposed new Army ammunition plant in 
Mississippi : report /, 78-15362 

Evaluation of the particle-precipitating heat 
transfer surface for high temperature 
dust control /, 78-13091 

Evaluation of the plan to conserve energy 
in Federal buildings through retrofit pro- 
grams /, 78-6914 

An evaluation of the potential environmen- 
tal effects of wind energy system 
development : interim final report /, 78- 
11028 

An evaluation of the probable impact of 
selected proposals for imposing mandato- 
ry minimum sentences in the Federal 
courts /, 78-17930 

Evaluation of the problem posed by in- 
place pollutants in Baltimore Harbor and 
recommendation of corrective action., 
78-6556 

Evaluation of the production improved 
radar quantizer group modifaction to the 
production common digitizer /, 78-7981 

Evaluation of the refuse management 
system at the Jersey City operation 
breakthrough site /, 78-17135 

Evaluation of the report of the Commission 
on Postal Service : hearings before the 
Subcommittee on Energy, Nuclear 
Proliferation, and Federal Services of the 
Committee on Governmental Affairs, 
United States Senate, Ninety-fifth Con- 
gress, first session .... 78-5579 

Evaluation of the Ryan waterproof thermo- 
graph (modes F-30) /, 78-12945 

Evaluation of the solar buildings, Al- 
buquerque, New Mexico /, 78-6629 

Evaluation of the status of the Fast Flux 
Test Facility program : Energy Research 
and Development Administration : report 
to the Congress /, 78-1708 

Evaluation of the strength and seakeeping 
ability of pollution control barriers /, 
78-18762 

An evaluation of the Teen Challenge treat- 
ment program., 78-13575 

Evaluation of the Tesdata model 1155 
hardware monitor system /, 78-15978 

Evaluation of the traffic conflicts technique 
/, 78-22088 

An evaluation of the U.S. early warning 
system in the Sinai : Departments of 
State and Defense, Sinai Support Mission 
: report to the Congress /, 78-4737 

Evaluation of the Urban homesteading 
demonstration program, annual report., 
78-25929 
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An evaluation of the use of agricultural 
residues as an energy feedstock : a ten 
site survey /, 78-25551 

An evaluation of the use of calorimetry for 
shipper-receiver measurements of plu- 
tonium /, 78-18937 

Evaluation of the use of existing Cresap 
Pilot Plant vessels for development test- 
ing : special report .../, 78-8785 

An evaluation of the use of hydrogen as a 
supplement to natural gas /, 78-20975 

An evaluation of the use of the Transfer In- 
come Model - TRIM - to analyze welfare 
programs : report to the Congress /, 78- 
6966 

Evaluation of three thermal protection 
systems in a hypersonic high-heating-rate 
environment induced by an_ elevon 
deflected 30/, 78-18137 

Evaluation of three types of technical data 
for troubleshooting : results and project 
summary : final report for period July 
1975 - September 1976 /, 78-20427 

Evaluation of top loading vapor balance 
systems for small bulk plants : final re- 
port /, 78-1558 

Evaluation of trace element release from 
fluidized-bed combustion systems /, 78- 
25668 

Evaluation of training., 78-4270 

Evaluation of trenchless sewer construction 
at South Bethany Beach, Delaware /, 
78-12928 

Evaluation of turbulent agglomeration for 
fine particle control /, 78-12899 

Evaluation of TVA’s national fertilizer in- 
troduction program., 78-18987 

The evaluation of two rank-order quan- 
tizers as modifications to the common 
digitizer /, 78-18709 

Evaluation of valves for Cresap testing : 
special report /, 78-6717 

An evaluation of various types of disposa- 
ble pallets in unitized systems for fresh 
citrus fruits /, 78-14797 

Evaluation of very high frequency inter- 
ference cancellation system /, 78-22196 

Evaluation of wind-energy sites from 
aeolian geomorphologic features mapped 
from Landsat imagery : first results /, 
78-13078 

An evaluation of window glass for air traf- 
fic control tower cabs /, 78-8000 

An evaluation of 1970 census occupational 
classification : the postcensal manpower 
survey : census match study., 78-14853 

Evaluation or aerially-applied nuclear 
polyhedrosis virus for suppression of the 
gypsy moth, Lymantria dispar L. /, 78- 
14641 

Evaluation planner for Extension /, 78- 
6188 

Evaluation report of the Secretary of 
Transportation's preliminary recommen- 
dations on Amtrak’s route structure : re- 
port of the Rail Services Planning Office 
to the Secretary of Transportation., 78- 
26240 
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Evaluations of novel particulate control 
devices /, 78-25676 

Evaluations of proposals guaranteeing full 
parity for farmers in the marketplace : a 
study /, 78-19003 

Evaporated, condensed, and dry milk re- 
port, 78-2490 

Evaporation and radiation measurements at 
Salton Sea, California /, 78-21502 

Evaporative process for treatment of 
phosphate containing effluent /, 78- 
23478 

Evaporative recovery of chromium plating 
rinse waters /, 78-25629 

Event DICE THROW mobility experiments 
: final report /, 78-25230 

Event planning workbook American 
Revolution Bicentennial 1776-1976 /, 
78-22286 

Ever heard of retrofit? : a guide for the 
home remodeler., 78-10882 

Everything you always wanted to know 
about shipping high-level nuclear wastes., 
78-16967 

Everything you always wanted to know 
about the medical device amendments : 
and weren’t afraid to ask., 78-1948 

Evolution and operations of the Reston 
Virginia commuter bus service /, 78- 
8057 

The evolution of Federal labor-manage- 
ment relations : remarks prepared for 
delivery by Bernard E. DeLury, Assistant 
Secretary for Labor-Management Rela- 
tions, U.S. Department of Labor, 
[before] National Federation of Federal 
Employees, National Convention, Hilton 
Hotel, Portland, Oregon, September 13, 
1976., 78-17959 

Evolution of the Knoxville Transportation 
Brokerage System /, 78-9773 

The evolution of three aviation safety 
recommendations : remarks /, 78-18561 

Examination of Army plans for construct- 
ing a 105-mm projectile metal parts 
facility at the Lone Star Army Ammuni- 
tion Plant, Texarkana, Texas : Depart- 
ment of Defense and the Army : report 
of the Comptroller General of the United 
States, 78-11131 

Examination of eight years of train-air data 
in the Boston to New York passenger 
market /, 78-22116 

Examination of financial operations for 
fiscal year 1975 shows need for improve- 
ments in the Guaranteed Student Loan 
program : Office of Education, Depart- 
ment of Health, Education, and Welfare : 
report to the Congress /, 78-1732 

Examination of financial statements, Bu- 
reau of Engraving and Printing fund for 
fiscal years 1974 and 1975 shows need 
for statutory authority to increase 
capitalization : Department of the Trea- 
sury : report to the Congress /, 78-1731 

Examination of financial statements for 
Federal Prison Industries, Inc., fiscal year 
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1976 : Department of Justice 
the Congress /, 78-1735 

Examination of financial statements, 
Government Printing Office, fiscal year 
1976 : report to the Congress /, 78- 
6923 

Examination of financial statements of Dis- 
abled American Veterans, national 
headquarters, and life membership fund 
for year ended December 31, 1976,and 
the Service Foundation for the 16-month 
period ending December 31, 1976 : re- 
port of the Comptroller General of the 
United States., 78-13239 

Examination of financial statements of the 
Export-Import Bank of the United States 
for fiscal year ended September 30, 1977 
: report to the Congress /, 78-21044 

Examination of financial statements of the 
Export-Import Bank of the United States 
for the fiscal year ended June 30, 1976 : 
report to the Congress /, 78-4745 

Examination of financial statements of the 
Federal Home Loan Bank Board and re- 
lated agencies., 78-16322 

Examination of financial statements of the 
Federal home loan banking system : a 
favorable opinion but some management 
problems : report to the Congress /, 78- 
6926 

Examination of financial statements of the 
Inter-American Foundation for the 15- 
month period ended September 30, 1976 
: report to the Congress /, 78-6949 

Examination of financial statements of the 
National Credit Union Administation for 
the fiscal year ended June 30, 1976, and 
1975 : report to the Congress /, 78- 
1736 

Examination of financial statements of the 
National Credit Union Administration for 
the 15 months ended September 30, 
1977 : report to the Congress /, 78- 
25760 

Examination of financial statements of the 
Overseas Private Investment Corpora- 
tion, fiscal years 1976 and 1975 : report 
to the Congress /, 78-4746 

Examination of financial statements of the 
Overseas Private Investment Corporation 
for fiscal year ended September 30, 
1977, and transition quarter ended Sep- 
tember 30, 1976 : report to the Congress 
/, 78-25794 

Examination of financial statements of the 
Pennsylvania Avenue Development Cor- 
poration for fiscal year ended June 30, 
1975, and the 15-month period ended 
September 30, 1976 : report to the Con- 
gress /, 78-1738 

Examination of financial statements of the 
Tennessee Valley Authority for fiscal 
year 1976 : report to Congress /, 78- 
1733 

Examination of financial statements per- 
taining to insurance operations of the 
Federal Housing Administration, fiscal 


: report to 
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year 1975 : Department of Housing and 
Urban Development : report to the Con- 
gress /, 78-1642 

An examination of probability of precipita- 
tion forecasts in light of rainfall areal 
coverage /, 78-4160 

Examination of records, House of 
Representatives Finance Office for the 
15-month period ended September 30, 
1977 : report /, 78-25774 

Examination of the account of the United 
States Treasury for fiscal years ended 
June 30, 1974 and 1975: report /, 78- 
13238 

Examination of the Bureau of Engraving 
and Printing Fund’s financial statements 
for the 15 months ended September 30, 
1976, and for fiscal year 1977 : report to 
the Congress /, 78-23643 

Examination of the financial statements of 
FHA insurance operations for the 15- 
month period September 30, 1976 : re- 
port to the Congress /, 78-21004 

Examination of the Government National 
Mortgage Association’s financial state- 
ments for the 15-month period ended 
September 30, 1976 : Department of 
Housing and Urban Development : re- 
port to the Congress /, 78-4649 

Examination of the Rural Telephone 
Bank’s financial statements for the 15- 
month period ended September 30, 1976 
: Department of Agriculture : report to 
the Congress /, 78-1734 

The examination of the sudden infant death 
syndrome infant : investigative and au- 
topsy protocols : special report /, 78- 
21270 

Examination of the United States Railway 
Association’s financial statements and 
other matters concerning its operation : 
report to the Congress /, 78-1680 

Examining practices, 78-2945 

Examples of CRS aid to communities., 
78-7430 

Excavations at Harmony Borax Works : 
historical archeology at Death Valley Na- 
tional Monument /, 78-24042 

Excavations at 40RH6 : Watts Bar Area, 
Rhea County, Tennessee /, 78-16154 

Exceptional careers [for exceptional peo- 
ple]., 78-7641 

Excerpts from Code of Federal regulations 
: Title 30, Mineral resources, revised as 
of July 1, 1976, pts. 15-18 and 70-100., 
78-24074 

Excerpts from the budget of the United 
States Government for the fiscal year 
ending September 30, 1979., 78-15840 

Excerpts from the history of the United 
States Secret Service, 1865-1975., 78- 
24334 

Excerpts from the President’s budget, De- 
partment of Transportation budget, 78- 
26560 

Excess classroom space - a case for better 
planning : District of Columbia Public 
Schools., 78-13263 





Exchange, 78-3822 

Exchange of medical information and shar- 
ing medical resources, 78-24663 

Exchange of military personnel : agreement 
between the United States of America 
and Canada, signed June 12, 1975., 78- 
21949 

Exchange Stabilization Fund : hearings be- 
fore the Subcommittee on International 
Finance of the Committee on Banking, 
Housing, and Urban Affairs, United 
States Senate, Ninety-fifth Congress, first 
session on S. 2093 ... October 7, 1977., 
78-5519 

Exchange Stabilization Fund : report to ac- 
company S. 2093., 78-19313 

Exchange Stabilization Fund amendments 
of 1978 : report of the Committee on 
Banking, Housing, and Urban Affairs, 
United States Senate, to accompany S. 
2093., 78-10284 

Exchangeable cations in the Devonian 
shale sequence /, 78-20622 

Excise tax on tires and tread rubber : re- 
port to accompany H.R. 5103., 78- 
12297 

Excise taxes, 78-3705, 78-3712 

Exclusion for sick pay or disability income., 
78-15915 

Exclusive rights at airports., 78-14124 

Executive, administrative, professional, and 
outside sale exemptions under the Fair 
labor standards act., 78-5135 

Executive agencies can do much more in 
using government-owned space as an al- 
ternative to leasing or new construction : 
report to the Congress /, 78-4761 

Executive and tabular summary of air field 
experience /, 78-22253 

Executive branch reorganization : 
view /, 78-19128 

Executive calendar - Senate of the United 
States., 78-3817 

Executive development services and 
resources available through CSC., 78- 
12555 

Executive effectiveness and organizational 
team building., 78-16901 

Executive evaluation system., 78-11297 

Executive level positions., 78-24645 

Executive manpower in the Federal Ser- 
vice, 78-23004 

Executive order 11246 contract 
pliance handbook, 78-11361 

Executive personnel., 78-12556 

Executive personnel in the Federal Ser- 
vice., 78-23004 

Executive resources 
25090 

The executive school: the managerial grid : 
key managerial orientation for obtaining 
production through people /, 78-7876 

Executive sessions of the Senate Foreign 
Relations Committee., 78-12088 

Executive summary Interagency Task 
Force on Product Liability : final report., 
78-19645 


an over- 


com- 


management, 78- 
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Executive summary for full-scale dual-alkali 
demonstration at Louisville Gas and 
Electric Co. : preliminary design and cost 
estimate /, 78-25647 

Executive summary of safeguards systems 
concepts for nuclear material transporta- 
tion : final report /, 78-931 

Exemplary project: community 
prevention., 78-666 

Exemplary project: Montgomery County 
Emergency Service., 78-15664 

Exemplary project: Montgomery County 
work release/pre-release program., 78- 
15663 

Exemplary project: Project 
Denver, Colorado., 78-667 

Exemplary project: the Major Offense Bu- 
reau., 78-11601 

Exemption of certain trailers from excise 
tax : report together with dissenting 
views to accompany H.R. 2984., 78- 
14483 

Exercise therapy and physical fitness in the 
rehabilitation of patients with  car- 
diovascular disease January 1975 
through December 1977, 284 citations /, 
78-17559 

Exim banker., 78-24451 

Existing housing, 78-11354 

Exotic grass, yields under southern pines /, 
78-14722 

Exotic Newcastle and the pet bird., 78- 
22768 

Exotic Newcastle disease surveillance pro- 
gram., 78-10498 

Expand overseas sales with Commerce De- 
partment help /, 78-14027 

Expanding budget requests for civil legal 
needs of the poor : is more control for 
effective services required? : report /, 
78-21037 

Expanding Medicare coverage in _ rural 
health clinics : hearing before the Sub- 
committee on Health of the Committee 
on Finance, United States Senate, 
Ninety-fifth Congress, first session, on S. 
708 and S. 1877 ... July 21, 1977., 78- 
2263 

Expanding the perspective of crime data : 
performance’ implications for  pol- 
icymakers., 78-7424 

Expansion arts., 78-18325 

Expansion arts program, 78-18325 

Expansion of investigation of passenger car 
refueling losses /, 78-23416 

Expansion of the Forest Service’s volunteer 
program : report to accompany S. 2370., 
78-12343, 78-16397 

Expansion of the Oaks wastewater treat- 
ment facilities, Montgomery County, 
Pennsylvania., 78-25694 

Expansion of the Soviet merchant marine 
into U.S. maritime trades., 78-138 

Expansion of the strategic pertroleum 
reserve : amendment no. 2, energy action 
DOE no. 1., 78-23393 

Expansion of the _ strategic 
reserve., 78-25553 


crime 


New Pride, 


petroleum 
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The expected impact of the National ener- 
gy plan on the Federal-aid highway pro- 
gram., 78-7753 

Expendable bathythermograph observations 
from the NMFS/MARAD Ship of Oppor- 
tunity Program for 1974 /, 78-14912 

Expenditure and employment data for the 
criminal justice system., 78-24091, 
78-24092 

Expenditure authorizations 
ments for Senate 
16281, 78-16282 

Expenditure authorizations for Senate com- 
mittees, 78-16281, 78-16282 

Expenditure of funds under Federal em- 
ployment, training, and housing programs 
in Buffalo, New York : report /, 78- 
21038 

Expenditures for health care : Federal pro- 
grams and their effects., 78-10049 

Expenditures for scientific activities at 
universities and colleges., 78-13982 

Expenditures for scientific and engineering 
activities at universities and colleges, 
78-13982 

Expenditures for staff development and 
training activities., 78-17410 

Experience, human capital and comple- 
mentarity : the case of young men /, 
78-17986 

Experiences in evaluating human services., 
78-383 

Experimental actions, 78-2918 

Experimental and analytical determination 
of characteristics affecting light aircraft 
landing-gear dynamics /, 78-18128 

Experimental and analytical dynamic flow 
characteristics of an axial-flow fan from 
an air cushion landing system model /, 
78-9322 

Experimental and analytical research on 
the external fluid mechanics of ocean 
thermal energy conversion plants... /, 
78-13045 

Experimental and theoretical investigation 
of three-dimensional turbulent boundary 
layers and turbulence characteristics in- 
side an axial flow inducer passage /, 78- 
18188 

Experimental and theoretical low-speed 
aerodynamic characterisitics of a Wort- 
mann airfoil as manufactured on a 
fiberglass sailplane /, 78-11701 

Experimental and theoretical studies of 
solid solution formation in lime and 
limestone SO,scrubbers /, 78-20710 

Experimental apparatus for investigation of 
fan aeroelastic instabilities in tur- 
bomachinery /, 78-7490 

Experimental design plan for the downtown 
people mover demonstration projects /, 
78-18779 

Experimental design studies and flow 
visualization of proportional laminar-flow 
fluidic amplifiers /, 78-18077 

Experimental designs and psychometric 
techniques for the study of ride quality /, 
78-15933 


and require- 
committees., 78- 


Page I-1315 





Experimental ecological reserves : a 
proposed national network /, 78-2111 
Experimental evaluation of a breadboard 
heat and product-water removal system 
for a space-power fuel cell designed with 
static water removal and evaporative 

cooling /, 78-9334 

Experimental evaluation of fuel preparation 
systems for an automotive gas turbine 
catalytic combustor :, 78-25451 

Experimental evaluation of nacelle-airframe 
interference forces and pressures at 
Mach numbers of 0.9 to 1.4 /, 78-9354 

An experimental evaluation of the applica- 
tion of the Kirchhoff formulation for 
sound radiation from an oscillating airfoil 
/, 78-18272 

Experimental financing handbook; the 
graduated payment mortgage program., 
78-11334, 78-17697 

Experimental _ financing 
11334, 78-17697 

Experimental flow coefficients of a full- 
coverage film-cooled-vane chamber /, 
78-9462 

Experimental investigation of a swept-strut 
fuel-injector concept for scramjet appli- 
cation /, 78-21817 

Experimental investigation of aerosol 
behavior in a post-LMFBR accident 
reactor containment atmosphere /, 78- 
24519 

An experimental investigation of boundary 
layer and crossflow characteristics of the 
Ames 2- by 2-foot and 11- by 11-foot 
transonic wind-tunnel walls /, 78-18131 

Experimental investigation of focusing and 
transport of heavy-current electron 
beams /, 78-287 

Experimental investigation of means for 
reducing the response of pressure trans- 
ducers to thermal transients /, 78- 
14882 

An experimental investigation of shock 
wave-turbulent boundary layer interac- 
tions with and without boundary layer 
suction : a data summary report /, 78- 
18183 

Experimental investigation of the charac- 
teristics of Pcl micropulsation propaga- 
tion using a _ midlatitude five-station 
receiving network /, 78-25339 

Experimental investigation of the vibration 
characteristics of a model of an asym- 
metric multielement space shuttle /, 78- 
13917 

Experimental literacy assessment battery 
(LAB) final report for period 1 
November 1974 - 1 May 1976 /, 78- 
23202 

Experimental measurements of the ground 
cloud effluents and cloud growth for the 
May 20, 1975, Titan HIIC launch at Air 
Force Eastern Test Range, Florida /, 
78-18132 

Experimental model studies on the seismic 
response of high curved overcrossings., 
78-7802 


program, 78- 
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Experimental performance of a 16.10-cen- 
timeter-tip-diameter sweptback centrifu- 
gal compressor designed for a 6:1 pres- 
sure ratio /, 78-13936 

Experimental performance of an ablative 
material as an external insulator for a 
hypersonic research aircraft /, 78- 
18097 

Experimental program for opportunities in 
advanced study and research in educa- 
tion., 78-25861 

Experimental program for the development 
of peat gasification /, 78-17248, 78- 
25478 

Experimental relationships between moduli 
for soil layers beneath concrete pave- 
ments /, 78-871 

Experimental results using methanol and 
methanol/gasoline blends as automotive 
engine fuel /, 78-13010 

Experimental scaling study of an annular 
flow ice-water heat sink /, 78-10759 

Experimental simulation of single and mul- 
tiple cell cooling tower plumes /, 78- 
12967 

Experimental steam conditioner for inshell 
pecans /, 78-10443 

An experimental study for determining 
human discomfort response to roll vibra- 
tion /, 78-11681 

Experimental study of an extractive coking 
process to produce low-sulfur liquid fuels 
from bituminous coal /, 78-8790, 78- 
8791, 78-8792 

An experimental study of chemically react- 
ing turbulent free shear layers /, 78- 
17246, 78-20572, 78-25474 

Experimental test concept for a cargo data 
interchange system (CARDIS) /, 78- 
22021 

Experimental thermonuclear unit Tokamak 
TM-4 /, 78-315 

Experiments in interviewing techniques : 
field experiments in health reporting, 
1971-1977 /, 78-7110 

Experiments on four different techniques 
for automatically locating land vehicles : 
a summary of results /, 78-8054 

Expiring legislation with budgetary impact, 
January 1, 1977, to September 30, 1978, 
fiscal year 1977 (last three quarters) and 
fiscal year 1978 (listed by House 
authorizing committee) /, 78-8252 

Explanation of Ways and Means Commit- 
tee amendment to H.R. 3350 (Deep 
seabed hard mineral resources act) 
together with dissenting views /, 78- 
26867 

Explanations of some SPSS procedures., 
78-17362 

Explanatory material to accompany H.R. 
10950 : the Better jobs and income act 
. /, 78-19002 

Explanatory materials on the Administra- 
tion’s proposed changes in the communi- 
ty development block grant allocation 
formula /, 78-9905 
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Explanatory supplement to the Astronomi- 
cal ephemeris and to the American 
ephemeris and nautical almanac, 78- 
23191 

Exploration criteria for low permeability 
geothermal resources .../, 78-8761 

The exploration, development, and produc- 
tion of naval petroleum reserve number 
4 : pursuant to Public Law 94-163, Sec- 
tion 164., 78-15310 

Exploratory assessment : alternative food 
delivery systems., 78-7531 

An exploratory evaluation of U.S. medical 
schools’ efforts to achieve equal 
representation of minority students., 
78-11237 

Exploratory study of glowing electrical con- 
nections /, 78-1437 

Explore! Italy : Capri, Pozzuoli, Ischia, Na- 
ples., 78-20370 

Explore! Italy : Roccaraso, Abruzzi Na- 
tional Park., 78-16954 

Explore! Italy Sorrento, Pompeii, Mt. 
Vesuvius, the Amalfi Coast., 78-20371 

Exploring American history : two reading 
lists /, 78-7458 

Exploring careers., 78-15679 

Exploring food additives /, 78-17578 

Exploring manufacturing occupations : in- 
structor’s guide., 78-15396 

Exploring manufacturing occupations : 
dent’s manual., 78-15397 

Exploring parenting /, 78-21330 

Exploring the psycho-social therapies 
through the personalities of effective 
therapists drug-free psycho-social 
therapy with schizophrenics, depressives, 
neurotics, and juvenile delinquents, and 
therapy plus drugs with schizophrenics /, 
78-23853 

Explosive confinement vessel., 78-11602 

Explosive ordnance disposal detachments : 
Army Training and Evaluation Program., 
78-20205 

Explosive ordnance disposal specialist 
Commander’s manual., 78-203 

Explosives., 78-24031, 78-24032 

Export administration bulletin., 78-2885 

Export administration regulations., 78- 
2884, 78-2885, 78-16879, 78-16880, 
78-16881, 78-19971 

Export Administration report; report on 
U.S. export controls to the President and 
the Congress., 78-12546, 78-12547 

Export airworthiness approval procedures., 
78-5373, 78-7911 

Export contact list services : export mailing 
lists, data tapes, request form enclosed., 
78-22957 

Export control 
2885 

Export control; quarterly 
12546, 78-12547 

Export control regulations, 
16879, 78-16880, 
19971 


stu- 


bulletin, 78-2884, 78- 
report, 78- 


78-2884, 78- 
78-16881, 78- 





Export-Import Bank act amendments of 
1978 : report of the Committee on Bank- 
ing, Housing, and Urban Affairs, United 
States Senate, to accompany S. 3077, 
together with additional views., 78- 
19471 

Export-Import Bank act amendments of 
1978 : report to accompany S. 3077., 
78-27073 

Export-Import Bank act of 1945, amend- 
ments., 78-2363 

Export-Import Bank and trade with China : 
hearing before the Subcommittee on In- 
ternational Trade, Investment, and 
Monetary Policy of the Committee on 
Banking, Finance, and Urban Affairs, 
House of Representatives, Ninety-fifth 
Congress, second session, on H.R. 8196 
... January 26, 1978., 78-16186 

Export-Import Bank and trade with South 
Africa : hearing before the Subcommit- 
tee on International Trade, Investment, 
and Monetary Policy of the Committee 
on Banking, Finance, and Urban Affairs, 
House of Representatives, Ninety-fifth 
Congress, second session, February 9, 
1978., 78-22402 

Export information services for U.S. busi- 
ness firms., 78-22956 

Export licences approved and reexports 
authorized., 78-2886 

Export licensing : foreign availability of 
stretch forming presses : hearing before 
the Subcommittee on _ International 
Economic Policy and Trade and the 
Committee on International Relations, 
House of Representatives, Ninety-fifth 
Congress, first session ..., 78-12137 

Export mailing list service : SIC record 
count, (FTI prifile)., 78-19953 

Export mailing list service : SIC record 
count, (FTI profile)., 78-153 

Export of special nuclear material to India : 
message from the President of the United 
States ..., 78-19292 

Export of U.S. agricultural commodities : 
hearing before the Subcommittee on Oil- 
seeds and Rice and Subcommittee on 
Livestock and Grains of the Committee 
on Agriculture, House of Representa- 
tives, Ninety-fifth Congress, first session, 
October 12, 1977., 78-8227 

Export policy : hearing before the Subcom- 
mittee on International Finance of the 
Committee on Banking, Housing, and 
Urban Affairs, United States Senate, 
Ninety-fifth Congress, second session ..., 
78-19046, 78-22412 

Export promotion : hearings before the 
Subcommittee on Foreign Agricultural 
Policy of the Committee on Agriculture, 
Nutrition, and Forestry, United States 
Senate, Ninety-fifth Congress, second 
session ... April 27 and 28, 1978., 78- 
24565 

Export reorganization act of 1976., 78- 
12040 


Exporting to the United States., 78-7642 
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Exports, 78-2452 

Exposure and processing guide for dental 
radiography., 78-4815, 78-17595 

Exposure of marine birds to environmental 
pollutants /, 78-21601 

Exposure tests for organic compounds in 
industrial toxicology /, 78-1963 

Express mail and mailgram., 78-14260 

Express mail service : agreement between 
the United States of America and Brazil 
signed at Washington, March 23, 1972., 
78-21957, 78-21958, 78-21959, 78- 
24304, 78-24305, 78-26485 

Expressing concern about the recent acts 
of repression by the government of the 
Republic of South Africa : report to ac- 
company H. Con. Res. 388., 78-10148 

Expressing the House of Representatives’ 
deep concern over the disregard of basic 
human rights in Cambodia : report to ac- 
company H. Res. 724., 78-1226 

Expressing the sense of the Congress re- 
garding the operation of certain rail pas- 
senger service by the National Railroad 
Passenger Corporation : report to accom- 
pany H. Con. Res. 494., 78-14478 

Extend Commodity exchange act : hearings 
before the Subcommittee on Conserva- 
tion and Credit of the Committee on 
Agriculture, House of Representatives, 
Ninety-fifth Congress, second session, on 
H.R. 10285 ..., 78-22375 

Extended storage feature modifications to 
the 9020A system /, 78-7999 

Extending and amending FIFRA : hearings 
before the Subcommittee on Department 
Investigations, Oversight, and Research 
of the Committee on Agriculture, House 
of Representatives, Ninety-fifth Congress, 
first session ..., 78-12020 

Extending authorization of appropriations 
for the national sea grant program : joint 
report to accompany H.R. 10822, 
together with the views of the Committee 
on Human Resources., 78-19493 

Extending authorizations of appropriations 
for the American Folklife Center at the 
Library of Congress : report to accom- 
pany H.R. 5981., 78-16420 

Extending certain benefits to former em- 
ployees : report to accompany S. 408., 
78-24908 

Extending the authority for direct purchase 
of U.S. obligations by Federal Reserve 
banks : report together with dissenting 
views to accompany H.J. Res. 816., 78- 
26902 

Extending the authorization for the Federal 
Election Commission : report to accom- 
pany S. 3025., 78-19422 

Extending the human life span 
ethics /, 78-750 

Extending the provisions of the Noise con- 
tro! act of 1972 : report to accompany 
H.R. 12647., 78-26922 

Extending the special pay provisions for 
physicians and dentists in the uniformed 


social 
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services and reinstating the special pay 
provisions for optometrists and 
veterinarians : report to accompany S. 
1731., 78-5926, 78-16329 

Extending the supervision of the U.S. 
Capital Police to certain facilities leased 
by the Office of Technology Assessment 
: report to accompany S. 2052., 78- 
$958 

Extending the tax assessment period : why, 
how often, and what improvements can 
be made : Internal Revenue Service, De- 
partment of the Treasury : report to the 
Joint Committee on Taxation, Congress 
of the United States /, 78-13265 

Extending the temporary debt limit : report 
together with dissenting views to accom- 
pany H.R. 11518., 78-14479 

Extending the Treasury-Federal Reserve 
draw authority : hearing before the Sub- 
committee on Domestic Policy of the 
Committee on Banking, Finance, and 
Urban Affairs, House of Representatives, 
Ninety-fifth Congress, session session, 
April 5, 1978., 78-19043 

Extension and revision of general revenue 
sharing : areas for Committee considera- 
tion /, 78-12084 

Extension and revision of Overseas Private 
Investment Corporation Programs 
hearings and markup before the Subcom- 
mittee on International Economic Policy 
and Trade of the Committee on Interna- 
tional Relations, House of Representa- 
tives, Ninety-fifth Congress, first session 
wy 78-8323 

Extension and waiver provisions related to 
social services, medicaid, aid to families 
with dependent children programs : re- 
port to accompany H.R. 3387., 78- 
5962 

Extension of benefits and services to the 
Pascua Yaqui Indians of Arizona : report 
to accompany S. 1633., 78-16422 

Extension of certain benefits to former em- 
ployees of county committees : hearing 
before the Subcommittee on Civil Ser- 
vice and General Services of the Com- 
mittee on Governmental Affairs, United 
States Senate, Ninety-fifth Congress, 
second session, on S. 408 ... March 17, 
1978., 78-22477 

Extension of Consumer product safety act : 
report together with additional and 
separate views to accompany H.R. 
12442., 78-26919 

Extension of existing suspension of duties 
on certain forms of zinc : report to ac- 
company H.R. 9911., 78-26957 

Extension of Indochina refugee assistance 
program : hearings before the Subcom- 
mittee on Immigration, Citizenship, and 
International Law of the Committee on 
the Judiciary, House of Representatives, 
Ninety-fifth Congress, first session, on 
H.R. 9133, and H.R. 9134, and H.R. 
9110 ... September 23 and 27, 1977., 
78-12146 
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Extension of nondiscriminatory treatment 
to products of Hungary : report to ac- 
company H. Con. Res. 555.,  78-24710, 
78-24842 

Extension of suspension of duties on cer- 
tain classifications of silk yarns, and 
other matters : report to accompany 
H.R. 3373., 78-10191 

Extension of the Alcohol and drug abuse 
education act : hearing before the Sub- 
committee on Select Education of the 
Committee on Education and Labor, 
House of Representatives, Ninety-fifth 
Congress, second session ... January 24, 
1978., 78-26767 

Extension of the Child abuse prevention 
and treatment act, 1977, : hearings be- 
fore the Subcommittee on Child and 
Human Development of the Committee 
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78-8798 

Feasibility study of pre-combustion coal 
cleaning using chemical comminution : 
final report /, 78-1602 

Feasibility study of response techniques for 
discharges of hazardous chemicals that 
float on water /, 78-881 

A feasibility study of response techniques 
for discharges of hazardous chemicals 
that sink /, 78-26646 

Feasibility study of shared ride auto trans- 
port : final report /, 78-9755 

Feasibility study of tungsten as a diffusion 
barrier between nickel-chromium-alu- 
minum and [gamma/gamma’-delta] 
eutectic alloys /, 78-18307 

Feasibility study of using a coal/water/oil 
emulsion as a clean liquid fuel : phase | 
/, 78-6817 

Feasibility study of using a coal/water/oil 
emulsion as a clean liquid fuel : phase 2 
/, 7178-25473 

Feasibility study on the impact of agencies 
and codes on university and college ener- 
gy use /, 78-23588 
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Feasibility test on compounding the inter- 
nal combustion engine for automotive 
vehicles., 78-1589 

Feasiblity study of noise-level reductions 
for computer display channel equipment 
using underfloor environment air cooling 
/, 78-8005 

Feastibility of developing low-cost mea- 
sures of demand for public transportation 
in rural ares /, 78-11838 

FEC annual report, 78-18840 

FEC journal of election administration., 
78-3833 

Federal acquisition act of 1977 : hearings 
before the Subcommittee on Federal 
Spending Practices and Open Govern- 
ment of the Committee on Governmental 
Affairs, United States Senate, Ninety- 
fifth Congress, first session, on S. 1264 
wy 78-19124 

Federal acquisition act of 1977 : report of 
the Committee on Governmental Affairs, 
United States Senate, to accompany S. 
1264 ... together with additional views., 
78-19398 

Federal activities under executive agencies, 
78-24611 

Federal Administrative law judge hearings : 
statistical report for 1975 uniform 
caseload accounting system., 78-895 

Federal advisory committee act (Public 
Law 92-463) sourcebook, legislative 
history, texts, and other documents /, 
78-26799 

Federal advisory committees, 
78-8291 

Federal advisory committees; annual report 
of the President., 78-18359 

Federal advisory committees; index to the 
membership of Federal advisory commit- 
tees listed in the annual report of the 
President to the Congress., 78-8290, 
78-8291 

Federal agencies allocated over $4.5 billion 
to universities and colleges in FY 1975, 
78-9479 

Federal agencies can do more to promote 
energy conservation by government con- 
tractors : report to the Congress /, 78- 
4646 

Federal agencies’ contracting for research 
and development in the private profit- 
making sector : report of the Comp- 
troller General of the United States., 
78-1871 

Federal agencies should be given general 
multiyear contracting authority for sup- 
plies and services : report to the Con- 
gress /, 78-11139 

Federal-aid highway act of 1976 : legisla- 
tive history of contents., 78-9608 

Federal aid highway act of 1978 : hearings 
before the Subcommittee on Transporta- 
tion of the Committee on Environment 
and Public Works, United States Senate, 
Ninety-fifth Congress, first session 
78-12161, 78-19206 


78-8290, 
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Federal-aid highway act of 1978 : report of 
the Committee on Environment and 
Public Works, United States Senate, to 
accompany S. 3073., 78-19462 

The Federal-aid highway program., 78- 
22060 

Federal aid in nongame fish and wildlife 
conservation act of 1977 : hearing before 
the Subcommittee on Resource Protec- 
tion of the Committee on Environment 
and Public Works, United States Senate, 
Ninety-fifth Congress, first session, S. 
1140 ... August 3, 1977., 78-2291 

Federal aid in Nongame fish and wildlife 
conservation act of 1978 : report to ac- 
company S. 1140., 78-19485 

Federal aid to postsecondary students : tax 
allowances and alternative subsidies /, 
78-10047 

Federal aid 
14040, 78-14041 

Federal and District of Columbia em- 
ployees need to be in separate pay and 
benefit systems : report to the Congress 
/, 78-13252 

Federal and State audit guide for the 
review of project claims presented under 
the Federal disaster assistance programs., 
78-11293 

Federal assistance for postsecondary educa- 
tion : options for fiscal year 1979., 78- 
19267 

Federal assistance for programs serving the 
handicapped., 78-1914 

Federal assistance programs of the En- 
vironmental Protection Agency : descrip- 
tions of EPA’s authorized programs and 
application procedures., 78-12825 

Federal attempts to influence the outcome 
of the June 1976 California nuclear 
referendum : report to the Senate Com- 
mittee on Energy and Natural Resources 
/, 78-13226 

Federal aviation act of 1958., 
78-25040 

Federal aviation act of 1958, amendments : 
[an act to amend title XIII of the Federal 
aviation act of 1958 to expand the types 
of risks which the Secretary of Transpor- 
tation may insure or reinsure, and for 
other purposes]., 78-12228 

Federal Aviation Administration operations 
related to safety and procurement 
management : hearings before a subcom- 
mittee of the Committee on Government 
Operations, House of Representatives, 
Ninety-fifth Congress, first session, 
November 28 and 29, 1977., 78-26795 

Federal Aviation Administration participa- 
tion in the Federal catalog system., 78- 
7896 

Federal Aviation Administration participa- 
tion in the Federal catalog system 
Change 1., 78-5353 

The Federal Aviation Administration 
should do more to detect civilian pilots 
having medical problems : Department of 


to States., 78-14039, 78- 


78-10563, 
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Transportation : report to the Congress /, 
78-1640 

Federal Aviation Administration technical 
reports on airport capacity and aircraft 
delay., 78-15961 

Federal Aviation Adminstration Funded 
study : analysis of general aviation air- 
ports developed with & without Federal 
financial assistance., 78-7930 

Federal aviation regulations., 78-354 

Federal aviation regulations. Part 1. Defini- 
tions and abbreviations., 78-3747, 78- 
24381 

Federal aviation regulations. Part 11. 
General rule-making procedures., 78- 
14102, 78-26573 

Federal aviation regulations. Part 13. En- 
forcement procedures., 78-24382 

Federal aviation regulations. Part 21. Cer- 
tification procedures for products and 
parts., 78-3748 

Federal aviation regulations. Part 23. Air- 
worthiness standards, normal, utility, and 
acrobatic category airplanes., 78-3749, 
78-24383 

Federal aviation regulations. Part 25. Air- 
worthiness standards, transport category 
airplanes., 78-3750 

Federal aviation regulations. Part 27. Air- 
worthiness standards, normal category 
rotorcraft., 78-14103, 78-26574 

Federal aviation regulations. Part 29. Air- 
worthiness standards, transport category 
rotorcraft., 78-14104, 78-14105 

Federal aviation regulations. Part 33. Air- 
worthiness standards, aircraft engines., 
78-3751 

Federal aviation regulations. Part 36. Noise 
standards, aircraft type and airworthiness 
certification., 78-3752 

Federal aviation regulations. Part 37. 
Technical standard order authorization., 
78-3753 

Federal aviation regulations. Part 39. Air- 
worthiness directives., 78-18637 

Federal aviation regulations. Part 43. Main- 
tenance, preventive maintenance, 
rebuilding and alteration., 78-24384 

Federal aviation regulations. Part 45. 
Identification and registration marking., 
78-24385, 78-24386 

Federal aviation regulations. Part 47. Air- 
craft registration., 78-11883 

Federal aviation regulations. Part 49. 
Recording of aircraft titles and security 
documents., 78-11884 

Federal aviation regulations. Part 61. Cer- 
tification, pilots and flight instructors., 
78-14106, 78-22151, 78-24387 

Federal aviation regulations. Part 63. Cer- 
tification, flight crewmembers other than 
pilots., 78-3754 

Federal aviation regulations. Part 65. Cer- 
tification, airmen other than flight 
crewmembers., 78-11885, 78-22152 

Federal aviation regulations. Part 73. Spe- 
cial use airspace., 78-11886 





Federal aviation regulations. Part 77. Ob- 
jects affecting navigable airspace., 78- 
18638 

Federal aviation regulations. Part 91. 
General operating and flight rules., 78- 
3755, 78-14107 

Federal aviation regulations. Part 93. Spe- 
cial air traffic rules and airport traffic 
patterns., 78-3756 

Federal aviation regulations. Part 105. 
Parachute jumping., 78-24388, 78- 
26575 

Federal aviation regulations. Part 121. Cer- 
tification and operations, domestic, flag, 
and supplemental air carriers and com- 
mercial operators of large aircrft., 78- 
3757, 78-26576 

Federal aviation regulations. Part 123. Cer- 
tification and operations, air travel clubs 
using large airplanes., 78-3758 

Federal aviation regulations. Part 127. Cer- 
tification and operations of scheduled air 
carriers and helicopters., 78-14108, 
78-26577 

Federal aviation regulations. Part 129. 
Operations of foreign air carriers., 78- 
14109, 78-22153 

Federal aviation regulations. Part 133. Ro- 
torcraft external-load operations., 78- 
14110, 78-14111 

Federal aviation regulations. Part 135. Air 
taxi operators and commercial operators 
of small aircraft., 78-14112, 78- 
14113, 78-14114, 78-26578 

Federal aviation regulations. 
Agricultural aircraft operations., 78- 
11887, 78-22154, 78-24389 

Federal aviation regulations. Part 139. Cer- 
tification and operations, land airports 
serving CAB-certificated scheduled air 
carriers., 78-3759 

Federal aviation regulations. 
Repair stations., 78-14115, 

Federal aviation regulations. 
Aviation maintenance 
schools., 78-24391 

Federal aviation regulations. Part 152. Air- 
port aid program., 78-7885, 78- 
14116, 78-18639 

Federal aviation regulations. Part 159. Na- 
tional capital airports., 78-14117 

Federal aviation regulations. Part 183. 
Representatives of the Administrator., 
78-14118 

Federal bank commission act of 1977 and 
report of the Senate Governmental Af- 
fairs Committee on bank regulatory 
agency consolidation : hearings before 
the Committee on Banking, Housing, and 
Urban Affairs, United States Senate, 
Ninety-fifth Congress, first session 
September 16 and 19, 1977., 78-12051 

Federal banking agency audit act : report 
to accompany H.R. 2176., 78-16424 

Federal banking agency audit act, H.R. 
2176 : hearing before the Committee on 
Governmental Affairs, United States 


Part 137. 


Part 145. 
78-24390 

Part 147. 
technician 
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Senate, first session 
1977., 78-22476 
Federal benefits for veterans and depen- 
dents., 78-9827, 78-9828 

Federal blue-collar wage determinations : 
hearings before the Subcommittee on 
Compensation and Employee Benefits of 
the Committee on Post Office and Civil 
Service, House of Representatives, 
Ninety-fifth Congress, first session 
78-19202 

Federal boat safety act, Coast Guard 
authorization, fiscal year 1979 : hearings 
before the Subcommittee on Coast 
Guard and Navigation of the Committee 
on Merchant Marine and _ Fisheries, 
House of Representatives, Ninety-fifth 
Congress, second session, on Federal 
boat safety, H.R. 10075 and H.R. 11054 

February 24, 1978, Coast Guard 

authorization, 1979, H.R.11162 
February 28 and March 2, 1978., 78- 
24640 

The Federal budget for 1979 : hearings be- 
fore the Committee on Appropriations, 
House of Representatives, Ninety-fifth 
Congress, second session., 78-16172 

The Federal Bureau of Investigation needs 
better representation of women and 
minorities : report /, 78-23637 

Federal capitation support and its role in 
the operation of medical schools : study 
/, 78-21039 

Federal catalog system policy manual., 
78-23031 

Federal civil rights enforcement ef- 
fort—1977., 78-19994 

Federal civilian employment of women, 
78-25099 

Federal civilian manpower statistics, 78- 
20002, 78-20003 

Federal civilian manpower statistics, em- 
ployment by geographic area, annual re- 
port, 78-23020 

Federal civilian workforce statistics, 78- 
2965, 78-23021, 78-25098, 78- 
25099 

Federal civilian workforce statistics. An- 
nual report of employment by geographic 
area., 78-23020 

Federal civilian workforce statistics, annual 
report of employment by geographic 
area, 78-25098 

Federal civilians workforce statistics, 78- 
25097 

Federal coal leasing policies and regula- 
tions /, 78-14311 

Federal coal mine health and safety act of 
1969, Public law 91-173, as amended by 
the Federal mine safety and health 
amendments act of 1977, Public law 95- 
164, approved November 9, 1977, as ap- 
plicable to other than coal mines /, 78- 
19090 

The Federal coal mine health program., 
78-23848, 78-25906 

Federal Communications Commission re- 
ports, 78-2907 


November 29, 


eves 


Do not order from index; see indicated entry 





Federal Communications Commission re- 
ports; cumulative index digest of deci- 
sions and reports of the Federal Commu- 
nications Commission of the United 
States. Second series., 78-16885 

Federal Communications Commission re- 
ports; decisions and reports of the 
Federal Comunications Commission of 
the United States. Second series., 78- 
8655, 78-14940, 78-19987 

Federal Communications Commission re- 
ports; decisions, reports, public notices, 
and other documents of the Federal 
Communications Commission of the 
United States., 78-2907 

Federal Communications Commission rules 
and regulations, volume 1, 78-2899, 
78-22993 

Federal Communications Commission rules 
and regulations, volume 4, 78-2898 

Federal Communications Commission rules 
and regulations, volume 5, 78-2900 

Federal Communications Commission rules 
and regulations, volume 8, 78-2902 

Federal Communications Commission rules 
and regulations, volume 9, 78-2903 

Federal Communications Commission rules 
and regulations, volume 10, 78-2904, 
78-22994 

Federal Communications Commission rules 
and regulations, volume 11, 78-2905 

Federal consumer focus., 78-3235 

Federal credit assistance : an approach to 
program design and analysis., 78-25812 

Federal credit union bylaws., 78-24241 

Federal credit 78-21852, 78- 
26416 

Federal crime control assistance : a discus- 
sion of the program and possible alterna- 
tives : study /, 78-13288 

Federal criminal diversion act of 1977 : 
hearings before the Subcommittee on Im- 
provements in Judicial Machinery of the 
Committee on the Judiciary, United 
States Senate, Ninety-fifth Congress, first 
session, on §. 1819 ..., 78-9997 

Federal criminal practice manual., 78- 
7436 

Federal crop insurance and_ disaster 
assistance programs : hearings before the 
Subcommittee on Agricultural Produc- 
tion, Marketing, and Stabilization of 
Prices of the Committee on Agriculture, 
Nutrition, and Forestry, United States 
Senate, Ninety-fifth Congress, 
session ..., 78-26731 

Federal crop insurance program : hearings 
before the Subcommittee on Conserva- 
tion and Credit of the Committee on 
Agriculture, House of Representatives, 
Ninety-fifth Congress, first session, H.R. 
7111 and related bills .... 78-19001 

The Federal crop insurance program can 
be made more effective : report to the 
Congress /, 78-6924 

Federal deficiency payments should not be 
made for crops not grown : Department 


unions., 


second 
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of Agriculture : report to the Congress /, 
78-1689 

The Federal Deposit Insurance Corpora- 
tion’s financial disclosure regulations 
should be improved : report to the Con- 
gress /, 78-1755 

Federal design matters, 78-3625 

Federal design matters; an exchange of in- 
formation and ideas related to Federal 
design., 78-3625 

Federal direction needed for educating 
handicapped children in State schools : 
Department of Health, Education, and 
Welfare : report to the Congress /, 78- 
15357 

Federal disaster assistance program; eligi- 
bility handbook under Public Law 93- 
288., 78-11322 

Federal disaster assistance program; FDAA 
community disaster loan handbook pur- 
suant to Public Law 93-288., 78-23886 

Federal disaster assistance program. Finan- 
cial management handbook., 78-11324 

Federal disaster assistance program; pur- 
suant to Public Law 93-288., 78-11321 

Federal disaster assistance program; pur- 
suant to Public Law 93-288. Handbook 
for disaster assistance center staff 
(registrars, receptionists & exit inter- 
viewers)., 78-11323 

Federal disaster assistance program; com- 
munity disaster loan handbook under 
Public Law 93-288., 78-23886 

Federal disaster relief program : hearings 


before the Subcommittee on Investiga- 
tions and Review of the Committee on 
Public Works and Transportation, House 
of Representatives, Ninety-fifth Congress, 


second session ..., 78-26852 

Federal diversity of citizenship jurisdiction : 
hearings before the Subcommittee on Im- 
provements in Judicial Machinery of the 
Committee on the Judiciary, United 
States Senate, Ninety-fifth Congress, 
second session, on S. 2094, S. 2389 and 
H.R. 9622 ... March 17 and 20, and 
April 25, 1978., 78-26834 

Federal domestic assistance programs 
hearings before the United States Senate, 
Select Committee on Indian Affairs, 
Ninety-fifth Congress, first session 
September 8, 1977., 78-12120 

Federal domestic food assistance programs 
: a time for assessment and change : re- 
port to the Congress /, 78-23612 

Federal drug enforcement : hearing before 
the Permanent Subcommittee on In- 
vestigations of the Committee on 
Governmental Affairs, United States 
Senate, Ninety-fifth Coness, first session., 
78-16223 

Federal efforts to protect consumers from 
polybrominated biphenyl contaminated 
food products : Department of Agricul- 
ture, Food and Drug Administration : re- 
port of the Comptroller General of the 
United States., 78-4710 
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Federal election campaign act amendments 
of 1978 : report together with minority, 
supplemental, and additional views to ac- 
company H.R. 11315., 78-12295 

Federal election campaign laws /, 78- 
18842, 78-18843 

Federal employee administrative hearing 
rights guarantee act : hearing before the 
Subcommittee on Civil Service of the 
Committee on Post Office and Civil Ser- 
vice, House of Representatives, Ninety- 
fifth Congress, first session, on H.R. 
6225 ... July 28, 1977., 78-5635 

Federal employee administrative hearing 
rights guarantee act : report together 
with minority views to accompany H.R. 
6225., 78-19329, 78-22588 

Federal employee financial reporting and 
disclosure : report of the Committee on 
Post Office and Civil Service, H.R. 6954 
wy 78-5745 

Federal employee performance rating 
systems need fundamental changes : re- 
port to the Congress /, 78-13254 

Federal employee withholding of local 
taxes : report to accompany H.R. 8342., 
78-5731, 78-24910 

Federal employees flexible and compressed 
work schedules act : report of the Com- 
mittee on Governmental Affairs and the 
Committee on Human Resources, United 
States Senate, to accompany S. 517 ..., 
78-27098 

Federal employees flexible and compressed 
work schedules act of 1978 report 
together with supplemental views to ac- 
company H.R. 7814., 78-12284 

Federal employees health benefits, 78- 
2958, 78-25094 

Federal employees part-time career em- 
ployment act : report of the Committee 
on Governmental Affairs, United States 
Senate, to accompany S. 518 ..., 78- 
27086 

Federal employees part-time career em- 
ployment act of 1978 : report to accom- 
pany H.R. 10126., 78-12293 

Federal employment of cooperative educa- 
tion students., 78-23003, 78-23019 

Federal employment of handicapped peo- 
ple : report /, 78-23634 

Federal employment of noncitizens., 78- 
10624 

Federal employment preference for certain 
non-Indian employees : hearing before 
the Subcommittee on Compensation and 
Employee Benefits of the Committee on 
Post Office and Civil Service, House of 
Representatives, Ninety-fifth Congress, 
first session, on H.R. 4153 ... July 26 and 
September 7, 1977., 78-2286 

Federal Energy Administration pricing polli- 
cies for Alaskan oil : hearing before the 
Subcommittee on Energy Conservation 
and Regulation of the Committee on 
Energy and Natural Resources, United 
States Senate, Ninety-fifth Congress, first 
session ... May 9, 1977., 78-1018 
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Federal Energy Administration’s contract 
with the Advertising Council, Inc., for a 
public relations campaign on the need to 
save energy : report to the Chairman, 
Subcommittee on Energy and Power, 
House Committee on Interstate and 
Foreign Commerce /, 78-13367 

Federal energy data system (FEDS)., 78- 
23402 

Federal energy guidelines., 78-3141 

Federal farm loan act with amendments 
and farm mortgage and farm credit acts 
/, 78-5445 

Federal fire services serminar, June 9-10, 
1975, on pressing problems of the 
Federal fire services /, 78-22979 

Federal firefighter workweek and White 
House personnel authorization : hearing 
before the Subcommittee on Civil Ser- 
vice and General Services of the Com- 
mittee on Governmental Affairs, United 
States Senate, Ninety-fifth Congress, 
second session, on S. 1163, H.R. 3161, 
H.R. 11003, May 2, 1978., 78-24616 

Federal food, drug, and cosmetic act, with 
amendments /, 78-8134 

Federal fuel tax credit or refund for non- 
highway and transit users., 78-7644 

Federal funds for research, development, 
and other scientific activities., 78- 
24263 

Federal funds for research, development, 
and other scientific activities; detailed 
statistical tables, appendices C and D, 
78-24263 

Federal funds for science, 78-24263 

Federal funds used in Chicago to procure, 
and later replace, unreliable communica- 
tion equipment : Urban Mass Transporta- 
tion Administration, Department of 
Transportation report of the Comp- 
troller General of the United States., 
78-1648 

Federal government., 78-13389 

The Federal Government : fair housing, 
1974., 78-25919 

The Federal government should but doesn’t 
know the cost of administering its 
assistance programs : report to the Con- 
gress /, 78-13278 

The Federal Government should establish 
and meet energy conservation goals : re- 
port to the Congress /, 78-25745 

The Federal government’s bill payment 
performance is good but should be better 
: report to the Congress /, 78-13236 

The Federal government’s relationship to 
the nationally recognized accrediting 
agencies : proceedings of an invitational 
conference June 14-15, 1977, in 
Arlington, Va., 78-11169 

Federal grain inspection and weighing pro- 
gram improvements report together 
with supplemental views to accompany 
H.R. 6135., 78-5693 

Federal grant and cooperative agreement 
act of 1977 : report of the Committee on 





Governmental Affairs, United States 
Senate, to accompany S. 431 ..., 78- 
2377 

The Federal hazardous substances act., 
78-16097 

Federal health programs : a report of the 
Commission on Federal Paperwork., 
78-936 

Federal Highway Administration nation- 
wide roster of civil rights personnel., 
78-9604 

Federal incentive awards program, 78- 
25085 

Federal income tax information for Armed 
Forces personnel, 78-6506, 78-6507, 
78-23177 

The Federal information locator system : a 
report of the Commission on Federal 
Paperwork., 78-14257 

The Federal information processing stan- 
dards program : many potential benefits, 
little progress, and many problems : re- 
port to the Congress /, 78-21015 

Federal information sources & systems, 
78-8890 

Federal information sources & systems; a 
directory issued by the Comptroller 
General., 78-8890 

Federal insurance act of 1977 : hearings 
before the Committee on Banking, Hous- 
ing, and Urban Affairs, United States 
Senate, Ninety-fifth Congress, first ses- 
sion, on S. 1710 ... September 12, 13, 
and 14, 1977., 78-19047 

Federal Insurance Administration, 78- 
11306 

Federal Insurance Administration flood 
map preparation standards, May 1973., 
78-7184 

Federal interests should receive more con- 
sideration under the forest highway pro- 
gram., 78-6901 

Federal item name directory for supply 
cataloging., 78-3002 

Federal jobs overseas., 78-12554 

Federal Judicial Center correspondence 
course : supervision : lesson 1, units III & 
IV., 78-21700 

Federal labor laws; a loose leaf system con- 
taining laws administered by the Wage 
and Hour Division with regulations and 
interpretations., 78-3557 

The Federal labor-management consultant., 
78-2973 

Federal labor management relations : an 
address /, 78-21708 

Federal labor surplus policy : hearings be- 
fore the Subcommittee on Capital, In- 
vestment, and Business Opportunities of 
the Committee on Small Business, House 
of Representatives, Ninety-fifth Congress, 
first session ... July 26 and October 12, 
1977., 78-12182 

The Federal land policy & management act 
: an interim report October 21, 1976 to 
June 30, 1977 : America’s third century, 
a new era for public land management., 
78-21605 
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Federal land policy and management act 
and grazing fee moratorium of 1977 : 
hearings before the Subcommittee on In- 
dian Affairs and Public Lands of the 
Committee on Interior and Insular Af- 
fairs, House of Representatives, Ninety- 
fifth Congress, first session, on oversight 
on Public Law 94-579 ... and H.R. 9757 
... October 11 and November 3, 1977., 
78-19167 

Federal law enforcement assistance 
native approaches /, 78-16306 

A Federal look at the needs for energy-re- 
lated materials research and development 
/, 78-20831 

Federal Maritime 
tions., 78-8900 

Federal Maritime Commission reports, 
78-23598 

Federal milk and market statistics, 78- 
2474 

Federal milk order market statistics., 78- 
2474, 78-19505 

Federal milk order market statistics. An- 
nual summary., 78-19505 

Federal milk order market statistics; annual 
summary, 78-19505 

The Federal mine safety and health act of 
1977 : hearings before the Subcommittee 
on Compensation, Health, and Safety of 
the Committee on Education and Labor, 
House of Representatives, Ninety-fifth 
Congress, first session, on H.R. 4287 ..., 
78-5549 

Federal mine safety & health act of 1977, 
Public Law 91-173, as amended by 
Public Law 95-164., 78-13731 

Federal mine safety and health amend- 
ments act of 1977., 78-12229 

Federal mine safety and health amend- 
ments act of 1977 : conference report to 
accompany S.717., 78-8415, 78-8476 

The Federal motor carrier safety program : 
not yet achieving what the Congress 
wanted : Federal Highway Administra- 
tion, Department of Transportation : re- 
port to the Congress /, 78-1679 

Federal motor carrier safety regulations., 
78-7832, 78-7833 

Federal motor carrier safety regulations : 
regulations reduction., 78-18624 

Federal motor vehicle fleet report., 78- 
21089 

Federal motor vehicle safety standard no. 
121, air brake systems : hearings before 
the Subcommittee on Governmental Effi- 
ciency and the District of Columbia of 
the Committee on Governmental Affairs, 
United States Senate, Ninety-fifth Con- 
gress, first session, December 6 and 7, 
1977., 78-19126 

Federal motor vehicle safety standards and 
regulations, 78-3802, 78-11932 

Federal motor vehicle safety standards and 
regulations, with amendments and _ in- 
terpretations., 78-3802, 78-11932 


: alter- 


Commission _ publica- 
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Federal National Mortgage Association 
Charter act : hearings before the Com- 
mittee on Banking, Housing, and Urban 
Affairs, United States Senate, Ninety- 
fifth Congress, first session, on S. 1397 ... 
June 7 and 8, 1977., 78-5520 

Federal natural disaster assistance pro- 
grams : hearings before the Subcommit- 
tee on SBA and SBIC Authority and 
General Small Business problems of the 
Committee on Small Business, House of 
Representatives, Ninety-fifth Congress, 
first session ..., 78-1137 

Federal news clip sheet., 78-2970 

Federal noise research in noise effects., 
78-23526 

Federal offender datagraphs : a report to 
the Subcommittee on Criminal Laws & 
Procedures, Committee on the Judiciary, 
United States Senate., 78-17935 

Federal oil shale commercialization test act 
: report together with minority views to 
accompany S. 419..,  78-19437 

Federal outlays in Alabama, 78-14957 

Federal outlays in Alaska, 78-14958 

Federal outlays in Arizona, 78-14959 

Federal outlays in Arkansas, 78-14960 

Federal outlays in California, 78-14961 

Federal outlays in Colorado, 78-14962 

Federal outlays in Connecticut, 78-14963 

Federal outlays in Delaware, 78-14964 

Federal outlays in District of Columbia, 
78-14965 

Federal outlays in Florida, 

Federal outlays in Georgia, 

Federal outlays in Hawaii, 

Federal outlays in Idaho, 

Federal outlays in Illinois, 78-14970 

Federal outlays in Indiana, 78-1497] 

Federal outlays in lowa, 78-14972 

Federal outlays in Kansas, 78-14973 

Federal outlays in Kentucky, 78-14974 

Federal outlays in Louisiana, 78-14975 

Federal outlays in Maine, 78-14976 

Federal outlays in Maryland, 78-14977 

Federal outlays in Massachusetts, 78- 
14978 

Federal outlays in Michigan, 

Federal outlays in Minnesota, 

Federal outlays in Mississippi, 

Federal outlays in Missouri, 

Federal outlays in Montana, 

Federal outlays in Nebraska, 78-14984 

Federal outlays in Nevada, 78-14985 

Federal outlays in New Hampshire, 78- 
14986 

Federal outlays in New Jersey, 

Federal outlays in New Mexico, 78-14988 

Federal outlays in New York, 78-14989 

Federal outlays in North Carolina, 78- 
14990 

Federal 
14991 

Federal outlays in Ohio, 78-14992 

Federal outlays in Oklahoma, 78-14993 

Federal outlays in Oregon, 78-14994 

Federal outlays in Pennsylvania, 78-14995 
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14997 

Federal 
14998 

Federal outlays in summary, 78-15009 

Federal outlays in Tennessee, 78-14999 

Federal outlays in territories & other areas 
administered by the U.S., 78-15008 

Federal outlays in Texas, 78-15000 

Federal outlays in Utah, 78-15001 

Federal outlays in Vermont, 78-15002 

Federal outlays in Virginia, 78-15003 

Federal outlays in Washington, 78-15004 

Federal outlays in West Virginia, 78- 
15005 

Federal outlays in Wisconsin, 78-15006 

Federal outlays in Wyoming, 78-15007 

Federal personal data systems subject to 
the Privacy act of 1974; annual report of 
the President., 78-21860 

Federal personnel manual., 
6349 

Federal personnel manual system. FPM 
supplement 271-1. Development of 
qualification standards., 78-2940 

Federal personnel manual system. FPM 
supplement 271-2. Tests and other appli- 
cant appraisal procedures., 78-2941 

Federal personnel manual system. FPM 
supplement 292-1. Personnel data stan- 
dards., 78-23013 

Federal personnel manual system. FPM 
supplement 293-31. Basic personnel 
records and files system., 78-2942 

Federal personnel manual system. FPM 
supplement 296-31. Processing personnel 
actions., 78-2943, 78-25089 

Federal personnel manual system. FPM 
supplement 305-1. Employment under 
the executive assignment system., 78- 
2944 

Federal personnel manual system. FPM 
supplement 305-1. Executive resources 
management., 78-25090 

Federal personnel manual system. FPM 
supplement 330-1. Examining practices., 
78-2945 

Federal personnel manual system. FPM 
supplement 335-1. Evaluation of em- 
ployees for promotion and internal place- 
ment., 78-2946, 78-25091 

Federal personnel manual system. FPM 
supplement 339-31. Reviewing and act- 
ing on medical information., 78-2947 

Federal personnel manual system. FPM 
supplement 512-1. Job grading system 
for trades and labor occupations., 78- 
2948, 78-16896, 78-23014, 78- 
23015 

Federal personnel manual system. FPM 
supplement 532-1. Federal wage system., 
78-2949 

Federal personnel manual system. FPM 
supplement 532-2. Federal wage system, 
non-appropriated fund employees., 78- 
2950 
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Federal personnel manual system. FPM 
supplement 711-1. Labor-management 
relations., 78-2951, 78-23016 

Federal personnel manual system. FPM 
supplement 711-2. Labor-management 
case finder., 78-2952 

Federal personnel manual system. FPM 
supplement 731-1. Determining suitabili- 
ty for Federal employment., 78-2953, 
78-23017 

Federal personnel manual system. FPM 
supplement 752-1. Adverse actions by 
agencies., 78-2954 

Federal personnel manual system. FPM 
supplement 792-1. Occupational health 
services for Federal civilian employees., 
78-2955 

Federal personnel manual system. FPM 
supplement 792-2. Alcoholism and drug 
abuse programs., 78-25092 

Federal personnel manual system. FPM 
supplement 831-1. Retirement., 78- 
2956 

Federal personnel manual system. FPM 
supplement 270-1. Life insurance., 78- 
2957, 78-25093 

Federal personnel manual system. FPM 
supplement 890-1. Federal employees 
health benefits., 78-2958, 78-25094 

Federal personnel manual system. FPM 
supplement 910-1. National emergency 
readiness of Federal personnel manage- 
ment., 78-2959 

Federal personnel manual system. FPM 
supplement 990-1. Civil Service laws, ex- 
ecutive orders, rules and regulations., 
78-2960, 78-23018 

Federal personnel manual system. FPM 
supplement 990-2. Hours of duty, pay, 
and leave, annotated., 78-2961, 78- 
25095 

Federal personnel manual system. FPM 
supplement 990-3. National emergency 
standby regulations., 78-2962 

Federal personnel manual system. FPM 
supplement 305-1. Employment under 
the executive assignment system, 78- 
25090 

Federal pesticide act of 1978 
report to accompany S. 
27108 

Federal physicians comparability allowance 
act of 1978 : report to accompany S. 
990., 78-24819 

Federal physicians comparability allowance 
act, S. 990 : hearings before the Subcom- 
mittee on Civil Service and General Ser- 
vices of the Committee on Governmental 
Affairs, United States Senate, Ninety- 
fifth Congress, second session ... March 
10, 1978., 78-22483 

Federal plan for marine environmental pre- 
diction., 78-12533 

The federal plan for meteorological ser- 
vices and supporting research., 78- 
19859 
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Federal plans for cooperative backup 
among operational processing centers., 
78-141 

Federal Power Commission annual report, 
78-17295 

Federal Power Commission news release. 
Monthly fuel cost and quality informa- 
tion, FPC issues report on fuel cost., 
78-3160 

Federal Power 
opinions, 
4626, 78-17301, 
20985, 78-20986 

Federal probation., 

Federal procurement regulations., 78- 
3221, 78-8905 

Federal program evaluations, 78-17363 

Federal program evaluations; a directory is- 
sued by the Comptroller General., 78- 
17363 

Federal protections for the rights of public 
transit workers : remarks prepared for 
delivery by Bernard E. DeLury, Assistant 
Secretary for Labor-Management Rela- 
tions, U.S. Department of Labor, 
[before] Leadership Conference, Amal- 
gamated Transit Union, Atlanta, Georgia, 
September 27, 1976., 78-17958 

The Federal prudent man rule under 
ERSIA : remarks of James D. Hutchin- 
son, Administrator of Pension and Wel- 
fare Benefit Programs, U.S. Department 
of Labor, before Real Property, Probate, 
and Trust Section, American Bar As- 
sociation annual meeting, Atlanta, Geor- 
gia, August 10, 1976., 78-17962 

Federal public transportation act of 1978 : 
hearing before the Committee on Bank- 
ing, Housing, and Urban Affairs, United 
States Senate, Ninety-fifth Congress, 
second session, on S. 2441 ... March 1, 
2, and 3, 1978., 78-22418 

The Federal public transportation act of 
1978 : report of the Committee on Bank- 
ing, Housing, and Urban Affairs, United 
States Senate, to accompany S. 2441 
together with additional views., 78- 
22630 

Federal 
22114 

The Federal Railroad Administration cost 
research program : a presentation to the 
Association of American Railroads Cost 
Analysis Organization, San Francisco, 
California, April 6-7, 1977 : a status re- 
port., 78-7837 

Federal railroad safety act amendments act 
of 1978 : report to accompany S. 3081., 
78-19481 

Federal railroad safety authorization act of 
1978 : report together with separate and 
supplemental views to accompany H.R. 
12577., 78-19325 

Federal reclamation projects; water & land 
resource accomplishments. Statistical ap- 
pendix 1., 78-13775 
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reports; 
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Federal reclamation projects; water & land 
resource accomplishments, 78-13775, 
78-13776, 78-13777, 78-24004 

Federal reclamation projects: water & land 
resource accomplishments. Statistical ap- 
pendix 2., 78-13776 

Federal reclamation projects; water & land 
resource accomplishments. Statistical ap- 
pendix 3., 78-13777 

Federal reclamation projects. Water & land 
resources accomplishments, 78-24004 

Federal recognition of certain Indian tribes 
: hearing before the United States Senate 
Select Committee on Indian Affairs, 
Ninety-fifth Congress, first session on S. 
661 ... September 27, 1977., 78-5593 

Federal recordkeeping requirements for 
television receiver dealers and distribu- 
tors., 78-8975 

Federal recreation fees., 78-24067 

Federal recruiting., 78-25096 

Federal register., 78-3226 

The Federal register : what it is and how to 
use it : a guide for the user of the 
Federal register — code of Federal regu- 
lations system., 78-378 

Federal register index., 78-3227 

Federal regulation of the travel agents : 
hearings before the Subcommittee on 
Transportation and Commerce of the 
Committee on Interstate and Foreign 


Commerce, House of Representatives, 
Ninety-fifth Congress, first session, on 
H.R. 9068 and H.R. 6222 ... September 


20 and 21, 1977., 78-16245 

Federal regulations relevant to the struc- 
tural development of telecommunications 
industries /, 78-14843 

Federal regulatory programs and activities 
/, 78-15363 

The Federal Republic of Germany : a 
selected bibliography of English-language 
publications /, 78-18045 

Federal requirements for 
boats., 78-875 

Federal research, development, 
demonstration programs 
and construction noise /, 78-23527 

Federal research, development, and 
demonstration programs in surface trans- 
portation noise /, 78-23528 

Federal Reserve Board publications., 78- 
17319, 78-17320 

Federal reserve bulletin., 78-3161 

Federal reserve chart book on financial and 
business statistics, 78-17318 

Federal reserve historical chart book, 78- 
17318 

Federal Reserve monthly chart book, 78- 
3172 

Federal Reserve par list, 78-3162 

Federal reserve services : hearings before 
the Committee on Banking, Housing, and 
Urban Affairs, United States Senate, 
Ninety-fifth Congress, first session, 
Oct. 10 and 11, 1977., 78-9909 

The Federal Reserve System : purposes and 
functions., 78-4627 
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Federal responsibility to the elderly : ex- 
ecutive programs and legislative jurisdic- 
tion : charts /, 78-8225 

Federal responsibility to the elderly 
(executive programs and legislative ju- 
risdiction) : charts /, 78-14271 

Federal retirement systems : unrecognized 
costs, inadequate funding, inconsistent 
benefits : report to the Congress /, 78- 
4665 

The Federal role in crime and justice 
research : report /, 78-10021 

Federal role in criminal justice and crime 
research : joint hearings before the Sub- 
committee on Crime of the Committee 
on the Judiciary, and the Subcommittee 
on Domestic and International Scientific 
Planning, Analysis, and Cooperation of 
the Committee on Science and 
Technology, House of Representatives, 
Ninety-fifth Congress, first session 
78-14372 

The Federal role in Merchant Marine of- 
ficer education : Departments of Com- 
merce, Defense, and Transportation : re- 
port of the Comptroller General of the 
United States., 78-4664 

Federal rules of evidence, effective Februa- 
ry 1, 1978., 78-8326 

Federal scientific and technical communi- 
cation activities. Progress report., 78- 
24271 

Federal software exchange catalog., 78- 
3236 

The Federal Software Exchange Pro- 
gram—a small step in improving com- 
puter program sharing /, 78-23627 

Federal standards for corrections, draft., 
78-17911 

Federal standards for no-fault motor vehi- 
cle accident benefits act : hearings be- 
fore the Subcommittee on Consumer 
Protection and Finance of the Commit- 
tee on Interstate and Foreign Commerce, 
House of Representatives, Ninety-fifth 
Congress, first session ..., 78-12129 

Federal-State cooperative program for 
population estimates., 78-2625, 78- 
4059, 78-4060, 78-4061, 78-4062, 
78-4063, 78-4064, 78-4065, 78- 
4066, 78-4067, 78-4068, 78-4069, 
78-4070, 78-4071, 78-4072, 78- 
4073, 78-4074, 78-4075, 78-4076, 
78-4077, 78-4078, 78-4079, 78- 
4080, 78-4081, 78-4082, 78-4083, 
78-4084, 78-4085, 78-4086, 78- 
4087, 78-8634, 78-8635, 78-8636, 
78-8637, 78-8638, 78-8639, 78- 
8640, 78-8641, 78-22832, 78-22833 

Federal-State-cooperative snow surveys and 
water forecasts for Wyoming, 78-2417 

Federal-State election law survey, 78- 
3832 

Federal-State election law survey; an analy- 
sis of State legislation, Federal legisla- 
tion, and judicial decisions., 78-3832 
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Federal/State/local cooperation : a report 
of the Commission on Federal Paper- 
work., 78-8199 

Federal-State partnership., 78-11796 

Federal-State partnership; program 
funding information., 78-24245 

Federal-State partnership program., 78- 
11796 

Federal-State-private cooperative snow sur- 
veys. Basic data summary of snow survey 
and soil moisture measurements for 
Western United States, including Colum- 
bia River drainage in Canada. 78- 
22734 

Federal-State-private cooperative snow sur- 
veys for Alaska, 78-2420 

Federal-State-private cooperative snow sur- 
veys, 1924-74., 78-16684 

Federal-State-private snow surveys and 
water supply outlook for Alaska., 78- 
2420 

Federal/State regulatory permitting actions 
in selected nuclear power station 
licensing cases : improving regulatory ef- 
fectiveness in Federal/State siting ac- 
tions., 78-923 

Federal statistical activity control act of 
1978 : hearings before the Subcommittee 
on Census and Population of the Com- 
mittee on Post Office and Civil Service, 
House of Representatives, Ninety-fifth 
Congress, second session, on H.R. 11253 
y» 78-26845 

Federal statistical activity control act of 
1978 : report together with supplemental 
views to accompany H.R. 11253., 78- 
24718 

Federal student financial aid 
you fit in?, 78-23716 

Federal supervision of state and national 
banks : a study /, 78-1834 

The Federal supplemental benefits program 

impact of PL 95-19 on individual 
recipients /, 78-26294 

Federal supply classification pt. 1. Groups 
ad classes., 78-20056 

Federal supply classification, pt. 2. Numer- 
ic index of classes., 78-2997 

Federal supply classification. pt. 3. 
Alphabetic index., 78-2998 

Federal supply classification listing of DOD 
standardization documents., 78-3011, 
78-23083 

Federal supply code for manufacturers, ex- 
cluding United States and Canada. Name 
to code/code to name., 78-3001 

Federal supply code for manufacturers, 
United States and Canada. Code to 
name., 78-3000 

Federal supply code 
United States and 
code., 78-2999 

Federal Supply Service not buying goods at 
lowest possible price : General Services 
Administration : report to the Congress /, 
78-1872 
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Federal supply service self-service stores 
can be improved : General Services Ad- 
ministration., 7811869 

Federal support of research and develop- 
ment at universities and colleges and 
selected nonprofit institutions, 78- 
13979, 78-13985 

Federal support to universities, colleges, 
and selected nonprofit institutions., 78- 
13985 

Federal support to universities, colleges, 
and selected nonprofit institutions. Ap- 
pendix B. Detailed statistical tables., 
78-13979 

Federal tax guide for survivors, executors, 
and administrators., 78-5258 

Federal technology transfer /, 78-15792 

Federal Trade Commission : careers for at- 
torneys in consumer protection & anti- 
trust law., 78-17324 

Federal Trade Commission amendments of 
1977 and oversight : heaings before the 
Subcommittee on Consumer Protection 
and Finance of the Committee on In- 
terstate and Foreign Commerce, House 
of Representatives, Ninety-fifth Congress, 
first session, on H.R. 3816, H.R. 1767, 
and H.R. 2483 ..., 78-5602 

Federal Trade Commission amendments of 
1978 : conference report to accompany 
H.R. 3816., 78-12269, 78-26985 

Federal Trade Commission decisions; 
findings, opinions, and orders., 78- 
8888, 78-23608 


Federal Trade Commission organization, 
procedures and rules of practice, August 
15, 1971 : as revised thru Jan 26, 1977., 
78-17327 

Federal 
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Trade Commission over- 
sumer access : fourth report /, 78-1199 

Federal Trade Commission regional office 
operations : sixth report /, 78-1225 

The Federal trainer., 78-2974 

The Federal wage garnishment law., 78- 
18014 

Federal wage system, 78-2949 

Federal wage system, non-appropriated 
fund employees, 78-2950 

Federal water pollution control act amend- 
ments : hearings before the Committee 
on Public Works and Transportation, 
House of Representatives, Ninety-fifth 
Congress, first session, on H.R. 3199 ..., 
78-10016 

Federal water pollution control act amend- 
ments of 1977 : hearing before the Sub- 
committee on Environmental Pollution of 
the Committee on Environment and 
Public Works, United States Senate, 
Ninety-fifth Congress, first session 
78-5639 

Federal wind energy program; program 
summary., 78-25396 

Federally assisted areawide planning - need 
to simplify policies and practices : Office 
of Management and Budget and other 
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Federal agencies : report to the Congress 
/, 78-1766 

Federally coordinated program of highway 
research and development., 78-855, 
78-14084 

Federally funded community mental health 
centers, 78-17633 

Federally owned land in Nevada held in 
trust for the Paiute and Shoshone tribes 
of the Fallon Indian Reservation : hear- 
ing before the U.S. Senate Select Com- 
mittee on Indian Affairs, on S. 785 ... 
July 19, 1977., 78-1060 

Federally supported food programs : hear- 
ing before the Select Committee on 
Nutrition and Human Needs of the 
United States Senate, Ninety-fifth Con- 
ress, first session ..., 78-12155 

Feed and grain situation, 78-2514 

Feed grain, wheat and upland cotton, dis- 
aster program, 78-10453 

Feed grain, wheat and upland cotton pro- 
gram disaster provisions., 78-22751 

Feed grain, wheat, upland cotton and rice 
programs, disaster and deficiency provi- 
sions., 78-10453 

Feed market news., 78-2479 

Feed situation., 78-2514 

Feedlot and ranch equipment for beef cat- 
tle /, 78-24937 

Feelings, the way to better letter writing., 
78-16072 

Feldspar and related minerals., 
78-11557 

Feldspar, nepheline syenite and aplite., 
78-4975, 78-21546 

Fellowship grants for 
librettists, 78-11797 

Fellowship grants to composers/librettists, 
78-11797 

Female offenders., 78-2222 

Female offenders in the Federal Prison 
System., 78-7425 

Ferroalloys., 78-4976, 
11580, 78-21547 

Ferrosilicon., 78-3451, 78-3452 

Fertility of American women: June 1977 
(advance report), 78-8628 

Fertilization and mulch improves yellow- 
popular growth on exposed Hartsells sub- 
soils /, 78-56 

Fertilization to accelerate loblolly pine 
foliage growth for erosion control /, 78- 
55 

Fertilizer abstracts., 78-3893 

Fertilizer and pesticide movement from 
citrus groves in Florida flatwood soils /, 
78-274 

Fertilizer situation, 78-19603 

Fertilizer storage : agreement between the 
United States of America and Ban- 
gladesh, signed at Dacca, December 3, 
1976, with related letter., 78-18437 

The Fertilizer supply., 78-19603 

FHA data for selected housing areas, sup- 
plemental report on quarterly trends, 
characteristics of home mortgage 


78-11556, 
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78-7328, 78- 
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transactions insured by FHA under sec- 
tion 203, 78-3391, 78-3392 

FHA homes; data for states and selected 
areas on characteristics of FHA opera- 
tions under Section 203., 78-7183 

FHA low cost housing trends; section 
221(d)(2), 1-family homes., 78-3394 

FHA low cost housing trends of 1-family 
homes insured by FHA under section 
221(d)(2), 78-3394 

FHA monthly report of operations. Home 
mortgage programs., 78-3398 

FHA monthly report of operations. Project 
mortgage insurance programs., 78- 
3396, 78-3397 

FHA monthly report of operations. Home 
mortgage programs, 78-3398 

FHA monthly report of operations. Project 
mortgage insurance programs, 78-3396 

FHA monthly report of operations; pt. 1, 
Project mortgage insurance, 78-3397 

FHA trends of home mortgage charac- 
teristics., 78-3390, 78-3391, 78-3392 

FHWA highway traffic nose prediction 
model : draft no. 2., 78-22064 

Fiber optic communications link per- 
formance in EMP and intense light 
transient environments /, 78-15108 

Fiber optics for applications : an assess- 
ment of present and near-term capabili- 
ties /, 78-10840 

Fibrinolysis, thrombolysis, and 
clotting, 78-3314, 78-17542 

Fibrous glass., 78-8607 

FICE report; actions and activities of the 
Federal Interagency Committee on Edu- 
cation., 78-24441 

Fidel Grosso-Padilla : report to accompany 
H.R. 3090., 78-1169 

A fidelity and stability investigation of 
solid-state transceiver modules /, 78- 
25336 

Field and laboratory procedures for 
oriented core analysis of Devonian shales 
/, 78-20625 

The field artillery cannon battery., 78- 
20156 

The field artillery observer., 78-23089 

Field artillery radar systems., 78-25176 

Field artillery surveyor, skill level 1/2., 
78-20157 

Field artillery 
25175 

Field artillery target acquisition senior ser- 
geant., 78-20151 

Field artillery target analysis and weapons 
employment : nonnculear., 78-20158 

Field behavior of chemical, biological, and 
radiological agents., 78-10677 

Field compaction of bituminous mixes for 
airport pavements /, 78-18739 

Field computation of winds-aloft velocities 
from single theodolite pilot balloon ob- 
servations /, 78-8542 

Field crops : estimates by states, 1969-74 : 
acreage, yield, production., 78-3955 

Field crops : production, farm use, sales, 
and value by states, 1969-74., 78-12353 


blood 


target acquisition., 78- 





Field crops production, disposition, value., 
78-10480, 78-19621 

Field crops; production, farm use, sales, 
value, 78-10480, 78-19621 

Field determination of vertical permeability 
to air in the unsaturated zone /, 78- 
21509 

Field evaluation of Red Jacket vapor con- 
trol system /, 78-23429 

Field evaluation of selected delineation 
treatments on two-lane rural highways /, 
78-7809 

Field evaluation of selected delineation 
treatments on two-lane rural highways, 
executive summary /, 78-9628 

Field evaluation of UH-1H helicopter in- 
spection systems project inspect, phase II 
: final report for period 1 May 1974-31 
May 1976 /, 78-23172 

Field experiment of reverse combustion oil 
recovery from a Utah tar sand /, 78- 
23570 

Field formulation of the national airport 
system plan (NASP)., 78-5354 

Field investigation of cooling tower and 
cooling pond plumes /, 78-20761 

Field life of Orthene, Sevin-4-oil, and 
Dylox 1.5 bioassay with Douglas-fir tus- 
sock moth larvae /, 78-14686 

Field manual - National Labor Relations 
Board, 78-3599, 78-24203 

Field manual for human service workers in 
major disasters /, 78-25910 

Field manual for performance evaluation 
and troubleshooting at municipal waste- 
water treatment facilities /, 78-20782 

Field measurement of denitrification /, 
78-10943 

Field of view with and without motorcycle 
helmets /, 78-8113 

Field office processing., 78-11308 

Field operations and enforcement manual 
for air pollution control /, 78-6590 

Field program of the Forest Service, 78- 
19529, 78-22683 

Field prototype demonstration of the swirl 
degritter /, 78-278 

Field reference handbook for 
foresters /, 78-14608 

Field report and guide for CETA prime 
sponsors., 78-18019 

Field seed stocks., 78-19611 

Field study of carbon monoxide and light 
hydrocarbon production related to natu- 
ral biological processes /, 78-20397 

Field study of driver visual performance 
during rainfall /, 78-9798 

A field study of wind over a simulated 
block building /, 78-9435 

Field survival and growth of Douglas-fir by 
age and size of nursery stock /, 78- 
14644 

Field test of acephate against two Douglas- 
fir Chirstmas tree pests /, 78-3993 

Field test of four insecticides for control of 
pales and pitcheating weevils in first-year 
pine plantations /, 78-16618 
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Field test of granular carbofuran for con- 
trol of the Nantucket pine tip moth in 
pine plantations /, 78-19540 

Field testing : application of combustion 
modifications to control pollutant emis- 
sions from industrial boilers : phase I and 
III, data supplement /, 78-23456 

Field tests of Bacillus thuringiensis and 
aerial application strategies on western 
mountainous terrain /, 78-12380 

Fifth report on the conduct of monetary 
policy : a report together with additional 
views /, 78-1309 

Fifty American faces from the collection of 
the National Portrait Gallery /, 78- 
26541 

Fifty years of forestry research : annotated 
bibliography of the Pacific Southwest 
Forest and Range Experiment Station, 
1926-1975 /, 78-8547 

Filing your contract and schedule : some 
questions and answers for the newly- 
authorized motor contract carrier., 78- 
17884 

Filing your tariff : some questions and an- 
swers for the newly-authorized motor 
common carrier., 78-17883 

Filling and emptying system for medium-lift 
locks, Trinity River, Texas : hydraulic 
model investigation : final report /, 78- 
6491 

Film cooling on the pressure surface of a 
turbine vane /, 78-7509 

Film overwrapping of apple trays increases 
handling efficiency /, 78-16516 

Films and other materials for projection., 
78-3590 

Filter cake redeposition in a pulse-jet filter 
/, 78-20754 

Filters, electrical /, 78-6400 

Filtration model for coal fly ash with glass 
fabrics /, 78-23486 

Filtration process and equipment studies 
for coal liquefaction process : phase 1., 
78-23564 

Filtration process and equipment studies 
for coal liquefaction processes /, 78- 
20512 

Filtration process and equipment studies 
for coal liquefaction processess., 78- 
1608, 78-1609, 78-1610 

Final addendum to the final environmental 
statement by the U.S. Nuclear Regulato- 
ry Commission related to the operation 
of Palisades Nuclear Generating Plant by 
Consumers Power Company, docket no. 
$0-255., 78-18893 

Final approach performance monitor /, 
78-15989 

Final deliberation of the Selective Service 
System Advisory Committee on the 
Selection of Physicians, Dentists, and Al- 
lied Health Specialists : calendar year- 
1975., 78-18976 

Final E.1.S. : aquaculture facilities located 
at Hidden Falls Lake & Sandy Bay., 78- 
16662 
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Final environmemtal impact statement for 
Chambers Creek sewerage system ... /, 
78-20766 

Final environment statement by the U.S. 
Nuclear Regulatory Commission [Office 
of Nuclear Reactor Regulation] for Yel- 
low Creek Nuclear Plant Units 1 and 2 ; 
proposed by Tennessee Valley Authority 
; docket nos. STN 50-566 and STN 50- 
567., 78-5480 

Final environmental impact statement 
Aliso Water Management Agency re- 
gional wastewater treatment system /, 
78-20774 

Final environmental impact statement : As- 
sunpink Creek Watershed : Mercer and 
Monmouth Counties, New Jersey., 78- 
19574 

Final environmental 
benzene., 78-7448 

Final environmental impact statement 
Coast Guard family housing, Eureka, 
CA., 78-9742 

Final environmental impact statement 
crude oil transport alternate from naval 
petroleum reserve no. 1 Elks 
Hills/SOHIO pipeline connection con- 
veyance system : terminal tank farm relo- 
cation to Rialto, California., 78-25409 

Final environmental impact statement : ex- 
pansion of the Oaks wastewater treat- 
ment facilities, Montgomery County, 
Pennsylvania., 78-25694 

Final environmental impact statement 
finance docket no. 28324, the Southern 
Mississippi Transportation Company, 
construct and operate a line of railroad 
located in Harrison County, Mississippi : 
finance docket no. 28543, the Illinois 
Central Gulf Railroad Company, acquire 
and operate a line of railroad located in 
Harrison County, Mississippi., 78-9194 

Final environmental impact statement : for 
the new Panama Canal treaties., 78- 
9489 

Final environmental impact 
greater Globe-Miami, 
water treatment project., 78-20769 

Final environmental impact statement 
High Performance Fuel Laboratory, Han- 
ford Reservation, Richland, Washington., 
78-324 

Final environmental impact 
Honolua Watershed, 
Hawaii., 78-19579 

Final environmental impact statement : In- 
ternational Whaling Commission’s dele- 
tion of native exemption for the sub- 
sistence harvest of bowhead whales., 
78-6301 

Final environmental impact statement 
Kapaakea homestead, Molokai, Hawaii., 
78-25287 

Final environmental impact statement : Lit- 
tle Cache Creek watershed, 
County, Illinois., 78-22735 


impact statement 


statement 
Arizona _ waste- 


statement 


Maui County, 


Johnson 
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Final environmental impact statement 
Lower Snake River fish and wildlife com- 
pensation., 78a23155 

Final environmental impact statement 
Nevada Test Site, Nye County, Nevada., 
78-325 

Final environmental impact statement 
operation and maintenance dredging, 
Coos Bay and Coos and Millicoma 
Rivers navigation project, Oregon /, 78- 
25282 

Final environmental impact statement 
power plant discharge structure, delta 
stabiliation [i.e. stabilization] dike, and 
on-land taconite tailings disposal 
Reserve Mining Company, Silver Bay, 
Lake County, Minnesota., 78-23154 

Final environmental impact statement 
Project 1301, new power plant on the 
Ohio River, New Haven, West Virginia., 
78-25291 

Final environmental impact statement 
proposed coastal management program 
for the State of Maryland., 78-22926 

Final environmental impact statement 
proposed wastewater collection and 
treatment facilities, Scarborough, Maine 
/, 78-20775, 78-23519 

Final environmental impact statement 
proposed 1979 OCS oil and gas lease 
sale offshore the Mid-Atlantic States., 
78-26118 

Final environmental impact statement 
proton-proton storage accelerator facility 
(Isabelle) : Brookhaven National Labora- 
tory, Upton, New York., 78-25407 

Final environmental impact statement 
Roosevelt water conservation district 
floodway, Arizona., 78-24978 

Final environmental impact statement 
safety research experiment facilities, 
Idaho National Engineering Laboratory, 
Idaho., 78-329 

Final environmental impact statement 
South Fourche Watershed : Perry, Yell, 
Saline, and Garland Counties, Arkansas., 
78-19583 

Final environmental 
strategic petroleum reserve Capline 
Group Salt Domes : Iberia, Napoleon- 
ville, Weeks Island Expansion, Bayou 
Choctaw Expansion, Chacahoula, Iberia, 
Iberville, and Lafourche Parishes, Loui- 
siana., 78-25410 

Final environmental impact statement 
strategic petroleum reserve Seaway 
Group salt domes (Bryan Mound Expan- 
sion, Allen, Nash, Damon Mound, and 
West Columbia), Brazoria County, 
Texas., 78-20469 

Final environmental 
strategic petroleum 
Mines Salt Dome, 
Louisiana., 78-12792 

Final environmental impact statement 
waste management operations, Idaho Na- 
tional Engineering Laboratory, Idaho., 
78-330 


impact statement 


impact statement 
reserve Sulphur 
Calcasieu Parish, 


Page I- 1330 





Title Index 


Final environmental impact statement 
waste management operations, Savanna 
River Plant, Aiken, South Carolina., 
78-331 

Final environmental impact statement 
wastewater treatment systems for the Bay 
to Bay Sanitary District, Lincoln County, 
Oregon ; prepared by U.S. Environmen- 
tal Protection Agency, Region X, with 
technical assistance by Jones & Stokes 
Associates, Inc., in association with Don 
Owen & Associates and Gruen Gruen 
and Associates., 78-17186 

Final environmental impact statement 
water and sewerage facilities, Bradley 
and McMinn Counties, Tennessee., 78- 
25047 

Final environmental impact statement 
wind turbine generator system : Block 
Island, Rhode Island., 78-25408 

Final environmental impact statement 
Yantic River Watershed : New London 
and Tolland Counties, Connecticut., 
78-19584 

Final environmental impact statement, 
Columbia and Lower Willamette River 
environmental statement., 78-6500 

Final environmental impact statement, con- 
sideration of a waiver of the moratorium 
and return of management of certain 
marine mammals., 78-19924 

Final environmental impact 
flood control, Mississippi River and 
tributaries, Tensas basin, Red River 
backwater area, Tensas-Cocodrie pump- 
ing plant, Louisiana., 78-23158 

Final environmental impact statement for 
Bicentennial International Airport, 
Northeast, America., 78-7956 

Final environmental impact statement for 
Cypress Creek Watershed : Lauderdale 
County, Alabama, and Wayne County, 
Tennessee., 78-19577 

Final environmental impact statement for 
Freedom Airport, Southeast, America., 
78-7957 

Final environmental impact statement for 
Independence Airport, Southwest, Amer- 
ica /, 78-14168 

Final environmental impact statement for 
Kleer Mine., 78-335 

Final environmental impact statement for 
National Aeronautics and Space Ad- 
ministration, Office of Space Science : 
sounding rocket program., 78-18252 

Final environmental impact statement for 
the construction and operation of a 
liquefied natural gas import terminal in 
Calcasieu Parish, Louisiana., 78-17309 

Final environmental impact statement for 
the construction and operation of an 
LNG import terminal at Oxnard, Califor- 
nia., 78-17310 

Final environmental impact statement for 
the Delaware County, Ohio Board of 
Commissioners, Olentagy Environmental 
Control Center and Interceptor System /, 
78-20771 


statement, 
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Final environmental impact statement for 
the Des Moines 208 areawide waste 
treatment management plan, Des Moines 
metropolitan area, Dallas, Polk, and 
Warren Counties, lowa /, 78-20768 

Final environmental impact statement for 
the overland transport of the NASA 
space shuttle, Orbiter, between U.S. Air 
Force plant 42, Palmdale, California, and 
the Dryden Flight Research Center, Ed- 
wards Air Force Base, California., 78- 
24230 

Final environmental impact statement for 
the proposed expansion of Foreign-Trade 
Subzone 9A (HIRI Oil Refinery)., 78- 
1634 

Final environmental impact statement for 
the tunnel component of the tunnel and 
reservoir plan (TARP) proposef by the 
Metropolitan Sanitary District of the 
Greater Chicago, mainstream tunnel 
system, 59th Street to Addison Street /, 
78-20767 

Final environmental impact statement for 
1980 Olympic Winter Games : Village of 
Lake Placid, towns of North Elba and 
Wilmington and vicinity New York, 
U.S.A. /, 78-25048 

Final environmental impact statement, 
Maritime Administration bulk chemical 
carrier construction program., 78- 
19806 

Final environmental impact statement, mili- 
tary family housing project, Aliamanu 
Military Reservation., 78-20230 

Final environmental impact statement, 
Omak, Washington, urban levee im- 
provements., 78-23160 

Final environmental impact statement on 
NIH _ guidelines for research involving 
recombinant DNA molecules /, 78- 
1929 

Final environmental impact statement on 
the Federal Energy Administration’s 
proposed action to allocate naptha for 
SNG production by the Indiana Gas 
Company., 78-1632 

Final environmental impact statement on 
the negotiation of a regime for conserva- 
tion of Antarctic marine living 
resources., 78-18420 

Final environmental impact 
Proposed Foothills project., 78-13807 

Final environmental impact statement, 
proposed 1978 Outer Continental Shelf 
oil and gas lease sale, South Atlantic., 
78-7353 

Final environmental impact statement, 
wastewater treatment systems for the 
Southwest Lincoln County Sanitary Dis- 
trict .../, 78-20770 

Final environmental statement., 78-6126 

Final environmental statement Cholla 
Project powerplant expansion, coal 
mine expansion, transmission line., 78- 
16648 


statement, 





Final environmental statement : Grande 
Ronde Planning Unit, a land manage- 
ment plan : Wallowa-Whitman & Umatil- 
la National Forests., 78-16658 

Final environmental statement main- 
tenance dredging Clear Creek and 
Clear Lake, Texas., 78-25288 

Final environmental statement : manage- 
ment of intermediate level radioactive 
waste, Oak Ridge National Laboratory, 
Oak Ridge, Tennessee., 78-327 

Final environmental statement Marys 
Peak planning unit : Siuslaw National 
Forest., 78-22717 

Final environmental statement Morton 
Ranch, uranium mining., 78-24545 

Final environmental statement; Palmer 
Lake Sanitation District, Palmer Lake,, 
78-20773 

Final environmental statement Port- 
smouth Gaseous Diffusion Plant expan- 
sion, Piketon, Ohio., 78-326 

Final environmental statement : proposed 
livestock grazing program, Cerbat/Black 
Mountain planning units /, 78-26117 

Final environmental statement : Rail-to- 
barge coal transfer facility, St. Louis, 
Missouri., 78-25293 

Final environmental statement : Sawtooth 
National Recreation Area, Sawtooth Na- 
tional Forest., 78-16664 

Final environmental statement timber 
resource plan : Umpqua National Forest., 
78-22720 

Final environmental statement : Twelvemile 
Planning Unit, Salmon National Forest., 
78-16652 

Final environmental statement and land 
management plan for the Monongahela 
N.F., 78-6180 

Final environmental statement and land use 
plan : Mountain Home Planning Unit, 
Boise National Forest., 78-16647 

Final environmental statement & renewable 
resource program, 1977-2020., 78- 
12372 

Final environmental statement, 
Apalachicola, Chattahoochee and Flint 
Rivers, Alabama, Florida and Georgia 
(operation and maintenance)., 78-8716 

Final environmental statement by the Of- 
fice of Nuclear Reactor Regulation, 
United States Nuclear Regulatory Com- 
mission, related to the proposed manu- 
facture of floating nuclear power plants 
offshore power systems : docket no. STN 
50-437., 78-24496 

Final environmental statement by the Of- 
fice of Standards Development, United 
States Nuclear Regulatory Commission, 
concerning rule making : exemption from 
licensing requirements for spark-gap ir- 
radiators that contain cobalt-60 : docket 
no. PRM 30-54., 78-18891 

Final environmental statement by the U:S. 
Nuclear Regulatory Commission for 
Shoreham Nuclear Power Station, Unit 
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1, proposed by Long Island Lighting 
Company, Docket No. 50-322., 78- 
2204 

Final environmental statement, Cambridge 
Harbor, channel and turning basin., 78- 
4486 

Final environmental statement, Cape Cod 
Canal, Bourne & Sandwich, Mas- 
sachusetts., 78-23151 

Final environmental statement concerning 
application for Department of the Army 
permits Central Electric Power 
Cooperative, Jefferson City, Missouri : 
161 Kv transmission line crossings Lake 
of the Ozarks, Camden County, Missou- 
ri., 78-23150 

Final environmental statement, departmen- 
tal implementation of Executive Order 
11644., 78-15526 

Final environmental statement for Orton 
Road Interceptor, King County, 
Washington /, 78-20772 

Final environmental statement for space 
shuttle main engine component and 
subsystem testing, Santa Susana, Califor- 
nia., 78-15770 

Final environmental statement for the land 
use plan Middle Fork Boise River 
Planning Unit, Boise National Forest., 
78-16650 

Final environmental statement for the 
Space Shuttle Solid Rocket Motor DDT 
& E Program at Thiokol/Wasatch Divi- 
sion, Promontory, Utah., 78-9450 

Final environmental statement for Winter 
Park Management Unit Arapaho- 
Roosevelt National Forests., 78-16665 

Final environmental statement, Joe Creek 
local protection project, Tulsa, 
Oklahoma., 78-23153 

Final environmental statement, main- 
tenance dredging of Atlantic intracoastal 
waterway, South Carolina., 78-23149 

Final environmental statement, main- 
tenance of the Raritan River., 78-25294 

Final environmental statement, Marianna 
and vicinity, Pa., local flood protection 
project, Tenmile Creek., 78-23156 

Final environmental statement, Mariner’s 
Island development regulatory permit ap- 
plication., 78-25289 

Final environmental statement, Maury- 
Shelby 500-kV transmission line., 78- 
26717 

Final environmental statement on Richard 
B. Russell Dam and Lake., 78-23162 

Final environmental statement on the trans- 
portation of radioactive material by air 
and other modes : docket no. PR-71, 73 
(40 FR 23768)., 78-5475 

Final environmental statement, Pascagoula 
Harbor, Mississippi (maintenance 
dredging)., 78-4489 

Final environmental statement, Phipps 
Bend Nuclear Plant, units 1 and 2., 78- 
24546 
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Final environmental statement/plan for 
managing the Petit Jean on the Ouachita 
National Forest., 78-16651 

Final environmental statement, Port 
Sonoma development project regulatory 
permit application., 78-25292 

Final environmental statement, proposed 
electric distribution line extension to 
McKinley Park., 78-13788 

Final environmental statement, proposed 
Lewis and Clark Trail., 78-17771 

Final environmental statement, proposed 
1977 Outer Continental Shelf oil and gas 
lease sale offshore the North Atlantic 
States., 78-7352 

Final environmental statement regarding 
application for a Department of the 
Army permit by the Board of Public 
Utilities of Kansas City, Kansas : Near- 
man Creek steam-electric generating sta- 
tion, Wynadotte County, Kansas., 78- 
23159 

Final environmental statement related to 
determination of the suitability of the 
Fort Calhoun site for eventual construc- 
tion of the Fort Calhoun Station Unit 
No. 2 : Omaha Public Power District : 
Docket no. 50-548., 78-16143 

Final environmental statement related to 
operation of Edwin I. Hatch Nuclear 
Plant Unit no. 2 : Georgia Power Com- 
pany, Docket no. 50-366., 78-18909 

Final environmental statement related to 
the Utah International Inc. (Lucky Mc 
Uranium Corporation) : Lucky Mc, Gas 
Hills uranium mill (Fremont County, 
Wyoming) docket no. 40-2559., 78- 
5479 

Final environmental statement, Sacramento 
River and major and minor tributaries, 
California., 78-15110 

Final environmental statement, West Point- 
Miller 500-kV transmission line., 78- 
26718 

Final environmental statesment, operation 
and maintenance, Pomona Lake, Kan- 
sas., 78-15109 

Final environmental/4(f) statement, project 
I 70-2(11), Dotsero-West., 78-11859 

Final guideline document control of 
fluoride emissions from existing 
phosphate fertilizer plants., 78-25608 

Final guideline document : control of sul- 
furic acid mist emissions from existing 
sulfuric acid units., 78-15253 

Final impact assessment of the light truck 
and van fuel economy standards for 
model years 1980 and 1981., 78-24415 

Final plan and final environmental impact 
statement Cedar Run Watershed, 
Fauquier County, Virginia., 78-19576 

Final programmatic environmental impact 
statment on the allocation of petroleum 
feedstocks to synthetic natural gas 
plants., 78-1633 


Final report /, 78-8305, 78-24620 
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Final report : direct heat applications of 
geothermal energy in the Geysers/Clear 
Lake region., 78-25528 

Final report : feasibility test on compound- 
ing the internal combustion engine for 
automotive vehicles : task II ... /, 78- 
1589 

Final report : the long range role of the 
Coast Guard Auxiliary., 78-18753 

Final report, cost effectiveness of physician 
assistants in a maximum-substitution 
model : phase II of a two-phase study., 
78-17619 

Final Report, dual alkali test and evalua- 
tion program /, 78-17157, 78-17158, 
78-17159 

Final report for heat pipes applied to flat- 
plate solar collectors /, 78-10991 

Final report for priority listing of industrial 
processes by total energy consumption 
and potential for savings /, 78-13025 

Final report of the Ad Hoc Experts Group 
on Fusion., 78-25404 

Final report of the Ad Hoc Task Force on 
Adjudication of the National Highway 
Safety Advisory Committee., 78-22252 

Final report of the Commission on Ad- 
ministrative Review communication 
from the chairman, Commission on Ad- 
ministrative Review, U.S. House of 
Representatives ...,  78-12220 

Final report of the ERDA Task Group on 
Satellite Power Stations., 78-8771 

Final report of the General Motors Cor- 
poration powdered coal-oil mixtures 
(COM) program, March 1975-July 1977 
/, 7178-25463 

Final report of the Joint Committee on 
Congressional Operations identifying 
court proceedings and actions of vital in- 
terest to the Congress, 78-8265 

Final report of the Privacy Protection 
Study Commission : joint hearing before 
the Committee on Governmental Affairs, 
United States Senate and a subcommittee 
of the Committee on Governmental 
Operations, House of Representatives, 
Ninety-fifth Congress, first session, July 
12, 1977., 78-5580 

Final report of the Task Force on Housing 
Costs., 78-17679 

Final report on a preliminary investigation 
of user requirements for solar radiation 
data /, 78-4593 

Final report on CDIF [component develop- 
ment integration facility] combustor in- 
strumented test section /, 78-1624 

Final report on phase I of solar radiation 
atmospheric transmission research /, 
78-25058 

Final report on survey of the applications 
of solar thermal energy systems to indus- 
trial process heat... /, 78-13177 

Final report on terrestrial service environ- 


ments for selected geographic locations /, 
78-4596 
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Final report on tidal power study for the 
United States Energy Research and 
Development Administration /, 78- 
20820, 78-23554 

Final report, project II : engineering feasi- 
bility study of underground storage in ex- 
isting leached carverns in salt forma- 
tions., 78-1625 

Final report, project I : investigation of new 
leached caverns in salt domes., 78-1626 

Final report to the Honorable Meade 
Whitaker, Chief Counsel, Internal 
Revenue Service., 78-21997 

Final report to the President., 78-11801 

Final standards, classification, and designa- 
tion of lines of Class I railroads in the 
United States : a report /, 78-7842 

Final task force report on the agreement 
States program., 78-18898 

Final technical report, Solarex Corpora- 
tion., 78-20974 

Final work plan for watershed protection, 
flood prevention, and _ recreational 
development Upper Little Black 
Watershed, Butler, Carter, and Ripley 
Counties, Missouri., 78-16705 

Finance : consolidation and rescheduling of 
certain debts : agreement between the 
United States of America and Chile 
signed at Washington July 3, 1975, with 
statement and understanding signed at 
Paris May 6, 1975, and agreement signed 
at Washington April 5, 1976, and agree- 
ment signed at Washington May 26, 
1976., 78-9515, 78-26466 

Finance companies., 78-3169 

Finance docket no. 27972 finance 
docket no. 28464 ..., 78-661, 78-9195 

Finance docket no. 28324 : the Southern 
Mississippi Transportation Company con- 
struct and operate a line of railroad 
located in Harrison County, Mississippi., 
78-660 

Finance political campaigns: Voluntary tax 
methods to help., 78-826 

Finance rate and other terms on new and 
used car instalment credit contracts 
purchased from dealers by major auto 
finance companies., 78-3184, 78-3186 

Finance rates and other terms on selected 
categories of consumer instalment credit 
extended by finance companies., 78- 
3185 

Finance rates and other terms on selected 
types of consumer instalment credit ex- 
tended by major finance companies; not 
seasonally adjusted., 78-3187 

Finances & physical features, 78-13776 

Finances of employee-retirement systems of 
state and local governments., 78-22839 

Finances of selected public employee 
retirement systems., 78-2648 

Financial aid to students., 78-363 

Financial analysis of the Northeast Cor- 
ridor Development Project /, 78-14096, 
78-18635 

Financial and operating statistics. Class 1 
railroads., 78-13838 
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Financial and operating statistics. Class I 
railroads., 78-21634 

Financial and operating statistics class I 
motor carriers of passengers., 78-7401, 
78-24080, 78-24081 

Financial aspects of administration of 
grants-in-aid, loans, and contracts with 
program participants., 78-17692, 78- 
23884 

Financial assets of new SSI beneficiaries, 
78-8946 

Financial audits in Federal executive 
branch agencies: report /, 78-25756 

Financial characteristics by indicators of 
housing and neighborhood quality, 78- 
12510 

Financial characteristics of the housing in- 
ventory, 78-12507 

The Financial condition of Penn Central 
Transportation Company, 78-11834 

The financial condition of Penn Central 
Transportation Company: annual report 
to the President and the Congress., 78- 
11834 

The Financial condition of the Central 
Railroad Company of New Jersey, 78- 
14059 

The financial condition of the Central Rail- 
road Company of New Jersey. Annual 
report to the President and the Con- 
gress., 78-14059 

Financial condition of the intercity motor 
bus industry : hearing before the Sub- 
committee on Surface Transportation of 
the Committee on Commerce, Science, 
and Transportation, United States 
Senate, Ninety-fifth Congress, first ses- 
sion ... June 16, 1977., 78-993 

Financial conflicts of interest in regulatory 
agencies : report /, 78-19146 

Financial difficulties and funding at D-Q 
University : Department of Health, Edu- 
cation, and Welfare report of the 
Comptroller General of the United 
States., 78-13305 

Financial disclosure act : hearings before 
the Subcommittee on Administrative 
Law and Governmental Relations of the 
Committee on the Judiciary, House of 
Representatives, Ninety-fifth Congress, 
first session September 9 and 12, 
1977., 78-5618 

Financial disclosure for high-level executive 
officials : the current system and the new 
commitment : Civil Service Commission : 
report to the Congress /, 78-1758 

Financial disclosure system for Department 
of Agriculture employees needs 
strengthening : report to the Congress /, 
78-4656 

Financial disclosure systems in banking 
regulatory agencies : the Office of the 
Comptroller of the Currency : report to 
the Congress /, 78-4661 

Financial disclosure under Senate rule 42 : 
report to accompany S. Res. 265., 78- 
5957 





Financial ethics : hearings and markup be- 
fore the Committee on Rules, House of 
Representatives, Ninety-fifth Congress, 
first session, on H. Res. 287 ... February 
23 and 24, 1977., 78-22543 

Financial implications for the highway trust 
fund under H.R. 11733., 78-22568 

Financial management in the Navy., 78- 
15119 

Financial management of overseas depen- 
dents schools : Department of Defense : 
report to the Committee on Appropria- 
tions, United States Senate /, 78-4653 

Financial operations and accounting 
procedures for insured multifamily pro- 
jects., 78-17689 

Financial precommercial thinning guides 
for northwest ponderosa pine stands /, 
78-1350 

Financial records and documents of na- 
tional organizations supporting antipover- 
ty work report of the Comptroller 
General of the United States., 78-13308 

Financial records systems : ETA handbook 
: for use with the Comprehensive em- 
ployment and training act of 1973 by 
prime sponsors and others needing a 
basic recordkeeping system for CETA 
fiscal activities., 78-24183 

Financial report., 78-18687, 78-22177 

Financial review of the Navajo and Hopi 
Indian Relocation Commission, June 30, 
1976., 78-13232 


Financial statements - Dept. of Housing 


and Urban Development., 78-3388 

Financial statistics of institutions of higher 
education. Current funds revenues and 
expenditures State data., 78-7070 

Financial statistics of institutions of higher 
education. Property., 78-7069 

Financial statistics of institutions of higher 
education. State data., 78-17457 

Financial statistics of institutions of higher 
education. Current funds revenues and 
expenditures. State data, 78-17457 

Financial status of major acquisitions June 
30, 1976 : report to the Congress /, 78- 
1870 

Financial status of major Federal acquisi- 
tions September 30, 1977 : report to the 
Congress /, 78-11140 

Financing alternatives for accelerated in- 
terstate highway system completion : a 
report of the Secretary of Transportation 
to the United States Congress, pursuant 
to section 150(a), Public Law 94-280, 
the Federal-aid highway act of 1976., 
78-2292 

Financing and reimbursement of graduate 
medical education /, 78-21288 

Financing Federal-aid highways revisited /, 
78-22059 

Financing of foreign military sales : hearing 
before the Committee on Banking, Hous- 
ing, and Urban Affairs, United States 
Senate, Ninety-fifth Congress, second 
session ... January 30, 1978., 78-19050 
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Financing of the social security programs., 
78-19110 

Financing rehabilitation., 78-7170 

Financing research in Antarctica : tighter 
control of logistic support costs needed : 
report to the Committee on Foreign 
Relations, United States Senate /, 78- 
11126 

Finding funds for programs related to 
women’s education and other opportuni- 
ties for women /, 78-17423 

Finding out how programs are working - 
suggestions for Congressional oversight : 
report to the Congress /, 78-6964 

Findings and recommendations on the Con- 
sumer Product Safety Commission’s 
volunteer and consumer deputy programs 
/, 78-899 

Findings of the 1971 AFDC study., 78- 
7051 

Fine fuel moisture measured and estimated 
in dead Andropogon virginicus in Hawaii 
/, 78-6156 

Fine particle charging development /, 78- 
10939 

Fine particle emissions information system 
reference manual /, 78-12902 

Fine particle emissions information system 
user guide /, 78-i12901 

Fine shredding of municipal solid waste /, 
78-6570 

Finite-difference theory for sound propaga- 
tion in a lined duct with uniform flow 
using the wave envelope concept /, 78- 
18254 

Finite element analysis. of a_ reinforced 
earth wall : final report /, 78-10751 

Finite element analysis of aeronacoustic 
jet-flap flows /, 78-18219 

Finite element analysis of conventional rail- 
way support system : ballast and founda- 
tion materials research program /, 78- 
7846 

Finite element analysis of low speed 
viscous and inviscid aerodynamic flows /, 
78-9449 

Finite-element computer program for ax- 
isymmetric loading situations where com- 
ponents may have a relative interference 
fit /, 78-18095 

A finite element head injury model /, 78- 
14203 

Finite state modeling of aeroelastic systems 
/, 78-13948 

Fire alarm and communication systems /, 
78-19774 

Fire company locations, five implementa- 
tion case studies., 78-23874 

Fire control computer repairman., 78- 
8683, 78-23095 

Fire control instrument repairman., 78- 
10690 

Fire control technician M 3 & 2., 78- 
20365 

Fire-cured and dark-air-cured tobacco mar- 
keting review, 78-22760 

Fire danger rating network density /, 78- 
14659 
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Fire deaths in the United States : review of 
data sources and range of estimates., 
78-19979 

Fire education planning., 78-19980 

Fire fighting exemptions under the 1976 
amendment to the Federal aviation act., 
78-5391 

Fire in the environment symposium 
proceedings : May 1-5, 1972, Denver, 
Colorado., 78-14583 

Fire in your life : a catalog of flammable 
products & ignition sources., 78-16093 

Fire management, 78-2389 

Fire management notes., 78-2389 

Fire prevention and _ control 
planning., 78-14938 

Fire prevention and _ control 
planning guide /, 78-161 

Fire prevention study act of 1977 
hearings before the Subcommittee on 
Consumer Protection and Finance of the 
Committee on Interstate and Foreign 
Commerce, House of Representatives, 
Ninety-fifth Congress, first session, on 
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The first line; a newsletter for Federal su- 
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mittee of the Committee on Government 
Operations, House of Representatives, 
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2481., 78-14532 

Flexilevel adaptive testing paradigm : final 
report for period May 1975-March 1977 
/, 78-20441 


78-14584 
78-2840, 78-2866 
Supplement., 78- 


78-2866 


: report to 
78-10131, 78- 


78-14419 


78-2603, 78-8622, 78- 


78-22006 


Do not order from index; see indicated entry 





Flight assessment of an atmospheric turbu- 
lence measurement system with emphasis 
on long wavelengths /, 78-15753 

Flight dynamics of MK 82 air inflatable re- 
tarder low-drag bomb /, 78-20339 

Flight engineer : turbojet-basic written test 
guide., 78-14151 

Flight evaluaion of the transonic stability 
and control charcteristics of an airplane 
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at Midland, Michigan., 78-23164 

Flood damage prevention : an indexed 
bibliography /, 78-24539 
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78-6211 

Flood hazard analyses Bailey Brook, 
Middletown, Rhode Island /, 78-12400 

Flood hazard analyses Browns River, 
towns of Underhill, Jericho, Essex, West- 
ford, and Fairfax, Chittenden and 
Franklin Counties, Vermont /, 78- 
10431 

Flood hazard analyses : Buffalo River, Am- 
herst County, Virginia /, 78-12401 

Flood hazard analyses : Christians Creek, 
Augusta County, Virginia /, 78-12402 

Flood hazard analyses Conway, 
Hampshire /, 78-12403 


78-7877 


pilot 


New 


Page I- 1336 





Title Index 


Flood hazard analyses : Crooked River, 
Town of Casco, Town of Naples /, 78- 
12404 

Flood hazard analyses : Ellis River, town of 
Rumford, Maine, town of Andover, 
Maine /, 78-8569 

Flood hazard analyses : Hop River, Tolland 
County, Connecticut /, 78-6212 

Flood hazard analyses : Lewis Creek and 
tributaries, city of Staunton and Augusta 
County, Virginia., 78-88 

Flood hazard analyses : Pedlar River, Am- 
herst County, Virginia /, 78-16710 

Flood hazard analyses : Piney River, Am- 
herst and Nelson Counties, Virginia /, 
78-16711 

Flood hazard analyses : Sandy River, Town 
of Farmington, Maine., 78-90 

Flood hazard analyses : Saugatucket River 
and tributaries, South Kingstown, Rhode 
Island /, 78-6213 

Flood hazard analyses : South River, Au- 
gusta County and Waynesboro, Virginia 
/, 78-16712 

Flood hazard analyses : Sroudwater River, 
city of Portland, Maine, city of West- 
brook, Maine /, 78-10432 

Flood hazard analyses : North Fork She- 
nandoah River and tributaries, 
Rockingham County, Virginia., 78-89 

Flood hazard information : Colorado River 
and tributaries : Fruita, Colorado., 78- 
20304 

Flood hazard information 
Creek, Boones Mill Virginia., 

Flood hazard information 
River, Nobleton to Gulf of Mexico, 
Florida., 78-12747 

Flood hazards on the Upper Housatonic 
River in Dalton, Hisdale, Lanesborough, 
and Pittsfield, Massachusetts., 78-16680 

Flood insurance study : Alamosa County, 
Colorada_ unincorporated areas., 78- 
9036 

Flood insurance study : 
Virginia, 
15454 

Flood insurance study : Appomattox Coun- 
ty, Virginia (unincorporated area)., 78- 
13591 

Flood insurance study 
Wisconsin, 
2002 

Flood insurance study : 
land, independent city., 78-7189 

Flood insurance study : Bandera County, 
Texas, unincorporated areas., 78-25940 

Flood insurance study : Bedford County, 
Virginia (unincorporated areas)., 78- 
25943 

Flood insurance study : Borough of Athens, 
Pennsylvania, Bradford County., 78- 
7187 

Flood insurance study : Borough of Bald- 
win, Pennsylvania, Allegheny County., 
78-17711 


Maggodee 
78-12741 
: Withlacoochee 


Amherst County, 
unicorporated Areas., 78- 


: Ashland County, 
unincorporated areas., 78- 


Baltimore, Mary- 


Do not order from index; see indicated entry 





Flood insurance study Borough of 
Bernardsville, New Jersey, Somerset 
County., 78-4894 

Flood insurance study : Borough of Bloom- 
field, Pennsylvania, Perry County., 78- 
4895 

Flood insurance study : Borough of Burn- 
ham, Pennsylvania, Mifflin County., 78- 
9044 

Flood insurance study : Borough of Car- 
negie, Pennsylvania, Allegheny County., 
78-9049 

Flood insurance study : Borough of Car- 
teret, New Jersey, Middlesex County., 
78-25959 

Flood insurance study : Borough of Cham- 
bersburg, Pennsylvania, Franklin Coun- 
ty., 78-13613 

Flood insurance study Borough of 
Collingswood, New Jersey, Camden 
County., 78-13617 

Flood insurance study Borough of 
Conshohocken, Pennsylvania, Mont- 
gomery County., 78-556 

Flood insurance study : Borough of Dalton, 
Pennsylvania, Lackawanna County., 78- 
25967 

Flood insurance study : Borough of Derry, 
Pennsylvania, Westmoreland County., 
78-13623 

Flood insurance study : Borough of East 
Stroudsburg, Pennsylvania, Monroe 
County., 78-23914 

Flood insurance study Borough of 
Elizabethtown, Pennsylvania, Lancaster 
County., 78-9065 

Flood insurance study : Borough of Em- 
porium, Pennsylvania, Cameron County., 
78-2010 

Flood insurance study : Borough of Etna, 
Pennsylvania, Allegheny County., 78- 
17721 

Flood insurance study : Borough of Far 
Hills, New Jersey, Somerset County., 
78-13633 

Flood insurance study : Borough of Gor- 
don, Pennsylvania, Schuylkill County., 
78-25993 

Flood insurance study : Borough of Hat- 
field, Pennsylvania, Montgomery Coun- 
ty., 78-17728 

Flood insurance study 
Honesdale, Wayne 
vania., 78-7211 

Flood insurance study Borough of 
Hopewell, New Jersey, Mercer County., 
78-9090 

Flood insurance study : Borough of Hum- 
melstown, Pennsylvania, Dauphin Coun- 
ty., 78-7213 

Flood insurance 
Huntingdon, Huntingdon 
Pennsylvania., 78-26003 

Flood insurance study : Borough of John- 
sonburg, Pennsylvania, Elk County., 78- 
26010 


Borough of 
County, Pennsyl- 


study Borough of 


County, 





Flood insurance study : Borough of Ken- 
horst, Pennsylvania, Berks County., 78- 
9097 

Flood insurance study : Borough of Kulp- 
mont, Pennsylvania, Northumberland 
County., 78-9098 

Flood insurance study : Borough of Lan- 
sdale, Pennsylvania, Montgomery Coun- 
ty., 78-9100 

Flood insurance study Borough of 
Lawnside, New Jersey, Camden County., 
78-17735 

Flood insurance study Borough of 
Lewistown, Pennsylvania, Mifflin Coun- 
ty., 78-17736 

Flood insurance study : Borough of Little 
Silver, New Jersey, Monmouth County., 
78-2024 

Flood insurance study : Borough of Lodi, 
New Jersey, Bergen County., 78-2027 

Flood insurance study : Borough of Man- 
ville, New Jersey, Somerset County., 
78-4920 

Flood insurance study Borough of 
McAdoo, Pennsylvania, Schuylkill Coun- 
ty., 78-7223 

Flood insurance study : Borough of Mifflin, 
Pennsylvania, Juniata County., 78-2035 

Flood insurance study : Borough of Mill- 
stone, New Jersey, Somerset County., 
78-7226 

Flood insurance study : Borough of Mont- 
gomery, Pennsylvania, Lycoming Coun- 
ty., 78-13676 

Flood insurance study : Borough of Mount 
Carmel, Pennsylvania, Northumberland 
County., 78-13678 

Flood insurance study : Borough of New 
Hope, Pennsylvania, Bucks County., 
78-582 

Flood insurance study : Borough of Newton 
Hamilton, Pennsylvania, Mifflin County., 
78-4921 

Flood insurance study : Borough of North 
Arlington, New Jersey, Bergen County., 
78-9122 

Flood insurance study : Borough of Pal- 
myra, New Jersey, Burlington County., 
78-11415 

Flood insurance — study 
Peapack and Gladstone, 
Somerset County., 78-584 

Flood insurance study : Borough of Port 
Carbon, Pennsylvania Schuylkill County., 
78-587 

Flood insurance study : Borough of Port 
Royal, Pennsylvania, Juniata County., 
78-588 

Flood insurance — study Borough of 
Prospect Park, New Jersey, Passaic 
County., 78-7238 

Flood insurance — study Borough of 
Renovo, Clinton County, Pennsylvania., 
78-11421 

Flood insurance — study Borough of 
Reynoldsville, Pennsylvania, Jefferson 
County., 78-9137 


Borough of 
New Jersey, 





December 1978 


Flood insurance study : Borough of Riegel- 
sville, Pennsylvania, Bucks County., 78- 
9138 

Flood insurance study Borough of 
Roselle, New Jersey, Union County., 
78-13699 

Flood insurance study : Borough of Ruther- 
ford, New Jersey, (Bergen County)., 
78-11422 

Flood insurance study : Borough of Seller- 
sville, Pa., Bucks County., 78-2044 

Flood insurance study : Borough of Sharp- 
sburg, Pennsylvania, Allegheny County., 
78-26075 

Flood insurance study Borough of 
Smethport, Pennsylvania, McKean Coun- 
ty., 78-9147 

Flood insurance study : Borough of Syl- 
vania, Pennsylvania, Bradford County., 
78-7245 

Flood insurance study : Borough of Wal- 
nutport, Pennyslvania, Northampton 
County., 78-11432 

Flood insurance study : Borough of West 
Elizabeth, Pennsylvania, Allegheny 
County., 78-26098 

Flood insurance study : Borough of Wheat- 
land, Pennsylvania, Mercer County., 
78-4948 

Flood insurance study : Borough of Wil- 
liamsburg, Pennsylvania, Blair County., 
78-4950 

Flood insurance study : Botetourt County, 
Virginia, unincorporated areas., 78- 
13605 

Flood insurance study Brown County, 
Minnesota, unincorporated areas., 78- 
15460 

Flood insurance study Brown County, 
Wisconsin, (unincorporated areas)., 78- 
9043 

Flood insurance study : Buchanan County, 
Missouri, unincorporated areas., 78- 
15461 

Flood insurance study : Buckingham Coun- 
ty, Virginia (unincorporated areas)., 
78-15462 

Flood insurance study : Calcasieu Parish, 
Louisiana (unincorporated areas)., 78- 
21364 

Flood insurance study : Campbell County, 
Virginia, unincoporated  areas., 78- 
25955 

Flood insurance study : Carroll County, 
Maryland (unincorporated areas)., 78- 
21365 

Flood insurance study : Carroll County, 
Mississippi, unincorporated areas., 78- 
13612 

Flood insurance study : Carver County, 
Minnesota, unincorporated areas., 78- 
9050 

Flood insurance study : charter township of 
Oscoda, Michigan, losco County., 78- 
21439 

Flood insurance study : city of Aberdeen, 
Mississippi, Monroe County., 78-1998 
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Flood insurance study : city of Aberdeen, 
South Dakota, Brown County., 78- 
13586 

Flood insurance study : city of Abilene, 
Kansas, Dickinson County., 78-25931 

Flood insurance study : city of Abilene, 
Texas, Taylor and Jones Counties., 78- 
1999 

Flood insurance study : city of Acworth, 
Georgia, Cobb County., 78-2000 

Flood insurance study : city of Advance, 
Missouri, Stoddard County., 78-13588 

Flood insurance study city of Alamo 
Heights, Texas, Bexar County., 78- 
17710 

Flood insurance study : city of Alexandria, 
Louisiana, Rapides Parish., 78-15452 

Flood insurance study : city of Algonac, 
Michigan, St. Clair County., 78-551 

Flood insurance study : city of Aliceville, 
Alabama, Pickens County., 78-13589 

Flood insurance study city of Allen, 
Texas, Collin County., 78-13590 

Flood insurance study : city of Alpharetta, 
Georgia, Fulton County., 78-4892 

Flood insurance study : city of Amory, Mis- 
sissippi, Monroe County., 78-9037 

Flood insurance study : city of Apopka, 
Florida, Orange County., 78-25933 

Flood insurance study : city of Ashland, 
Kentucky, Boyd County., 78-25935 

Flood insurance study : city of Astoria, 
Oregon, Clatsop County., 78-15455 

Flood insurance study : city of Atchison, 
Kansas, Atchison County., 78-11370 

Flood insurance study : city of Athens, 
Georgia, Clarke County., 78-21352 

Flood insurance study : city of Athens, 
Tennessee, McMinn County., 78-13592 

Flood insurance study : city of Atlantis, 
Florida, Palm Beach County., 78-25936 

Flood insurance study : city of Attleboro, 
Massachusetts, Bristol County., 78- 
25937 

Flood insurance study : city of Augusta, 
Georgia, Richmond County., 78-7188 

Flood insurance study : city of Aurora, 
Colorado, Adams and Arapahoe Coun- 
ties., 78-13594 

Flood insurance study : city of Aurora, 
Missouri, Lawrence County., 78-25938 

Flood insurance study : city of Avalon, 
California, Los Angeles County., 78- 
23897 

Flood insurance study : city of Bangor, 
Maine, Penobscot County., 78-13595 

Flood insurance study : city of Banning, 
California, Riverside County., 78-23898 

Flood insurance study : city of Bay City, 
Michigan, Bay County., 78-17712 

Flood insurance study : city of Bay City, 
Oregon, Tillamook County., 78-15457 

Flood insurance study : city of Beattyville, 
Kentucky, Lee County., 78-13597 

Flood insurance study : city of Beaumont, 
California, Riverside County., 78-25942 

Flood insurance study : city of Bedford, 
Virginia, independent city., 78-11371 
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Flood insurance study : city of Belle Glade, 
Florida, Palm Beach County., 78-11372 

Flood insurance study : city of Belle Isle, 
Florida, Orange County., 78-21355 

Flood insurance study : city of Belle Plaine, 
Kansas, Sumner County., 78-13598 

Flood insurance study : city of Bellefon- 
taine Neighbors, Missouri, St. Louis 
County., 78-25944 

Flood insurance study : 
Idaho, Blaine County., 78-21353 

Flood insurance study : city of Bellevue, 
Ohio, Sandusky & Huron Counties., 78- 
23900 

Flood insurance study : city of Bellevue, 
Washington, King County., 78-25945 

Flood insurance study : city of Bellmead, 
Texas, McLennan County., 78-21354 

Flood insurance study : city of Benton Har- 
bor, Michigan, Berrien County., 78- 
11373 

Flood insurance study : city of Berkeley, 
California, Alameda County., 78-23901 

Flood insurance study : city of Bethlehem, 
Pennsylvania, Lehigh and Northampton 
Counties., 78-13601 

Flood insurance study : city of Bettendorf, 
Iowa, Scott County., 78-11374 

Flood insurance study : city of Beulah, 
North Dakota, Mercer County., 78-552 

Flood insurance study : city of Beverly 
Hills, Texas, McLennan County., 78- 
21357 

Flood insurance study : city of Bexley, 
Ohio, Franklin County., 78-25946 

Flood insurance study : city of Blooming- 
ton, Indiana, Monroe County., 78- 
13692 

Flood insurance study city of Blue 
Springs, Missouri, Jackson County., 78- 
21358 

Flood insurance study : city of Boca Raton, 
Florida, Palm Beach County., 78-13604 

Flood insurance study : city of Boulder, 
Colorado, Boulder County., 78-15459 

Flood insurance study : city of Bountiful, 
Utah, Davis County., 78-23902 

Flood insurance study : city of Bragg City, 
Missouri, Pemiscot County., 78-11375 

Flood insurance study : city of Brentwood, 
Tennessee, Williamson County., 78- 
9042 

Flood insurance study : city of Brevard, 
North Carolina, Transylvania County., 
78-25949 

Flood insurance study : city of Brewer, 
Maine, Penobscot County., 78-13608 

Flood insurance study : city of Bridgeton, 
Missouri, St. Louis County., 78-21361 

Flood insurance study : city of Broken 
Bow, Nebraska, Custer County., 78- 
25952 

Flood insurance study : city of Brookings, 
South Dakota, Brookings County., 78- 
25953 

Flood insurance study : city of Buckner, 
Missouri, Jackson County., 78-21362 


city of Bellevue, 
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Flood insurance study city of Buena 
Vista, Virginia (independent city)., 78- 
15463 

Flood insurance study : city of Buffalo, 
Wyoming, Johnson County., 78-11377 

Flood insurance study : city of Burlington, 
North Dakota, Ward County., 78- 
21363 

Flood insurance study : city of Burlington, 
Vermont, Chittenden County., 78- 
25954 

Flood insurance study : city of Burlington, 
Wisconsin, Racine County., 78-11378 

Flood insurance study city of Butler, 
Pennsylvania, Butler County., 78-9045 

Flood insurance study : city of Cabool, 
Missouri, Texas County., 78-15464 

Flood insurance study : city of Cairo, Il- 
linois, Alexander County., 78-2004 

Flood insurance study : city of California, 
Kentucky, Campbell County., 78-7195 

Flood insurance study : city of Camilla, 
Georgia, Mitchell County., 78-9046 

Flood insurance study : city of Canfield, 
Ohio, Mahoning County., 78-25957 

Flood insurance study : city of Cannon 
Beach, Oregon, Clatsop County., 78- 
17714 

Flood insurance study : city of Canyonville, 
Oregon, Douglas County., 78-25956 

Flood insurance study : city of Carlsbad, 
New Mexico, Eddy County., 78-7196 

Flood insurance study : city of Carrollton, 
Georgia, Carroll County., 78-13611 

Flood insurance study : city of Cedartown, 
Georgia, Polk County., 78-9052 

Flood insurance study : city of Charlotte, 
North Carolina, Mecklenburg County., 
78-17716 

Flood insurance study : city of Chelan, 
Washington, Chelan County., 78-554 

Flood insurance study : city of Cherry Hills 
Village, Colorado, Arapahoe County., 
78-15466 

Flood insurance study : city of Chicopee, 
Massachusetts, Hampden County., 78- 
25961 

Flood insurance study : city of Circle Pines, 
Minnesota, Anoka County., 78-21369 

Flood insurance study : city of Claremont, 
New Hampshire, Sullivan County., 78- 
7197 

Flood insurance study : city of Clarksburg, 
West Virginia, Harrison County., 78- 
9056 

Flood insurance study : city of Cleveland, 
Mississippi, Bolivar County., 78-23908 

Flood insurance study : city of Cleveland, 
Ohio, Cuyahoga County., 78-15469 

Flood insurance study : city of Clifton 
Forge, Virginia, independent city., 78- 
21370 

Flood insurance study : city of Colby, Kan- 
sas, Thomas County., 78-25964 

Flood insurance study : city of College 
Park, Fulton and Clayton Counties, 
Georgia., 78-21371 
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Flood insurance study : city of Columbia 
Heights, Minnesota, Anoka County., 
78-25965 

Flood insurance study : city of Columbia, 
South Dakota, Brown County., 78- 
13619 

Flood insurance study 
City, Colorado, 
9057 

Flood insurance study : city of Commerce, 
Missouri, Scott County., 78-11387 

Flood insurance study : city of Connell- 
sville, Pennsylvania, Fayette county., 
78-4899 

Flood insurance study : city of Conyers, 
Georgia, Rockdale County., 78-25966 

Flood insurance study city of Coon 
Rapids, Minnesota, Anoka County., 78- 
11388 

Flood insurance study city of Coral 
Springs, Florida, Broward County., 78- 
558 

Flood insurance study : city of Coralville, 
Iowa, Johnson County., 78-21372 

Flood insurance study : city of Corona, 
California, Riverside County., 78-11389 

Flood insurance study city of Corry, 
Pennsylvania, Erie County., 78-9059 

Flood insurance study : city of Council 
Bluffs, Iowa, Pottawattamie County., 
78-13620 

Flood insurance study city of Creve 
Coeur, Missouri, St. Louis County., 78- 
15470 

Flood insurance study 
Minnesota, 
13621 

Flood insurance study : city of Cumber- 
land, Maryland, Allegany County., 78- 
21374 

Flood insurance study city of Dania, 
Florida, Broward County., 78-2006 

Flood insurance study : city of Darlington, 
Wisconsin, Lafayette County., 78- 
21375 

Flood insurance study : city of Davenport, 
Iowa, Scott County., 78-4900 

Flood insurance study : city of Davison, 
Michigan, Genesee County., 78-25969 

Flood insurance study : city of Dayton, 
Minnesota, Hennepin and Wright Coun- 
ties., 78-2007 

Flood insurance study : city of De Kalb, Il- 
linois, De Kalb County., 78-25970 

Flood insurance study : city of Dickinson, 
North Dakota, Stark County., 78-13624 

Flood insurance study : city of Douglas, 
Arizona, Cochise County., 78-23911 

Flood insurance study : city of DuBois, 
Pennsylvania, Clearfield County., 78- 
25975 

Flood insurance study : city of Ecorse, 
Michigan, Wayne County., 78-9064 

Flood insurance study : city of Eden, North 
Carolina, Rockingham County., 78- 
4901 

Flood insurance study : city of Edgewood, 
Florida, Orange County., 78-23915 


: city of Commerce 
Adams County., 78- 


: city of Crystal, 
Hennepin County., 78- 





Flood insurance study : city of Edward- 
sville, Kansas, Wyandotte County., 78- 
25979 

Flood insurance study : city of Elba, Min- 
nesota, Winona County., 78-25980 

Flood insurance study city of Elgin, 
Oregon, Union County., 78-26113 

Flood insurance study : city of Elizabeth 
City, North Carolina, Pasquotank and 
Camden Counties., 78-7204 

Flood insurance study : city of Elkader, 
Iowa, Clayton County., 78-25982 

Flood insurance study : city of Ellinwood, 
Kansas, Barton County., 78-17719 

Flood insurance study : city of Erie, Kan- 
sas, Neosho County., 78-15473 

Flood insurance study : city of Essexville, 
Michigan, Bay County., 78-21382 

Flood insurance study : city of Everett, 
Washington, Snohomish County., 78- 
7206 

Flood insurance study : city of Fairhope, 
Baldwin County, Alabama., 78-560 

Flood insurance study : city of Fairview 
Heights, Illinois, St. Clair County., 78- 
13631 

Flood insurance study : city of Faribault, 
Minnesota, Rice County., 78-25984 

Flood insurance study : city of Farmers 
Branch, Texas, Dallas County., 78-2012 

Flood insurance study : city of Farmington, 
New Mexico, San Juan County., 78- 
23917 

Flood insurance study : city of Farrell, 
Pennsylvania, Mercer County., 78-9069 

Flood insurance study : city of Fayetteville, 
North Carolina, Cumberland County., 
78-23918 

Flood insurance study : City of Fenton, 
Saint Louis County, Missouri., 78-2013 

Flood insurance study : city of Ferguson, 
Missouri, St. Louis County., 78-2014 

Flood insurance study : city of Ferrysburg, 
Michigan, Ottawa County., 78-4902 

Flood insurance study : city of Fillmore, 
California, Ventura County., 78-23919 

Flood insurance study : city of Floodwood, 
Minnesota, St. Louis County., 78-13634 

Flood insurance study : city of Foley, Mis- 
souri, Lincoln County., 78-4903 

Flood insurance study : city of Fond du 
Lac, Fond du Lac County, Wisconsin., 
78-21384 

Flood insurance study : city of Forest Hill, 
Texas, Tarrant County., 78-15474 

Flood insurance study : city of Fort Scott, 
Kansas, Bourbon County., 78-21385 

Flood insurance study : city of Franklin, 
Louisiana, St. Mary Parish., 78-21387 

Flood insurance study : city of Franklin, 
Pennsylvania, Venango County., 78- 
25987 

Flood insurance study : city of Frederick, 
Maryland, Frederick County., 78-13638 

Flood insurance study : city of Fremont, 
Nebraska, Dodge County., 78-21388 

Flood insurance study : city of Galax, Vir- 
ginia, independent city., 78-25989 
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Flood insurance study : city of Gallup, New 
Mexico, McKinley County., 78-4905 

Flood insurance study : city of Garibaldi, 
Oregon, Tillamook County., 78-9073 

Flood insurance study : city of Gastonia, 
North Carolina, Gaston County., 78- 
4906 

Flood insurance study 
Oregon, 
78-9075 

Flood insurance study 
getown, South Carolina, Georgetown 
County., 78-25990 

Flood insurance study 
Missouri, 
21390 

Flood insurance study : city of Gillette, 
Wyoming, Campbell County., 78-9077 

Flood insurance study : city of Gladstone, 
Missouri, Clay County., 78-564 

Flood insurance study : city of Glen Cove, 
New York, Nassau County., 78-4907 

Flood insurance study : city of Glendale, 
Oregon, Douglas County., 78-25991 

Flood insurance study : city of Glendale, 
Wisconsin, Milwaukee County., 78- 
11392 

Flood insurance study city of Grand 
Haven, Michigan, Ottowa County., 78- 
9079 

Flood insurance study 
City, Illinois, 
13645 

Flood insurance study 
Wisconsin, 
11394 

Flood insurance study : city of Greensburg, 
Pennsylvania, Westmoreland County., 
78-25994 

Flood insurance study : city of Greenville, 
North Carolina, Pitt County., 78-15481 

Flood insurance study : city of Greenwood 
Village, Colorado, Arapahoe County., 
78-565 

Flood insurance study : city of Groton, 
South Dakota, Brown County., 78-4909 

Flood insurance study : city of Hagerstown 
Maryland, Washington County., 78- 
9081 

Flood insurance study 
Idaho, Blaine County., 78-11397 

Flood insurance study : city of Halstead, 
Kansas, Harvey County., 78-21393 

Flood insurance study : city of Haltom 
City, Texas, Tarrant County., 78-2019 

Flood insurance study : city of Hannibal, 
Missouri, Marion and Ralls Counties., 
78-21394 

Flood insurance study : city of Hartselle, 
Alabama, Morgan County., 78-15485 

Flood insurance study : city of Harvey, Il- 
linois, Cook County., 78-9086 

Flood insurance study : city of Hayti, Mis- 
souri, Pemiscot County., 78-26000 

Flood insurance study city of Hazen, 
North Dakota, Mercer County., 78-566 

Flood insurance study : city of Hemet, 
California, Riverside County., 78-21397 


: city of Gearhart, 
Clatsop County., 78-9063, 


city of Geor- 


: city of Gideon, 
New Madrid County., 78- 


: city of Granite 
Madison County., 78- 


: city of Greenfield, 
Milwaukee County., 78- 


: city of Hailey, 
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Flood insurance study : city of Henderson, 
Kentucky, Henderson County., 78- 
13650 

Flood insurance study : city of Herculane- 
um, Missouri, Jefferson County., 78- 
9088 

Flood insurance study : city of Hewitt, 
Texas, McLennan County., 78-9089 

Flood insurance study : city of Holland, 
Michigan, Ottawa and Allegan Counties., 
78-26001 

Flood insurance study : city of Holland, 
Missouri, Pemiscot County., 78-11399 

Flood insurance study : city of Hondo, 
Texas, Medina County., 78-26002 

Flood insurance study : city of Hubbard, 
Ohio, Trumbull County., 78-17729 

Flood insurance study : city of Hugo, Min- 
nesota, Washington County., 78-21399 

Flood insurance study : city of Humboldt, 
Kansas, Allen County., 78-21400 

Flood insurance study : city of Huron, 
Ohio, Erie County., 78-90¢1 

Flood insurance study city of Idaho 
Springs, Colorado, Clear Creek County., 
78-26005 

Flood insurance study : city of Imperial 
Beach, California, San Diego County., 
78-13655 

Flood insurance study : city of Inkom, 
Idaho, Bannock County., 78-21401 

Flood insurance study : city of lola, Kansas, 
Allen County., 78-21402 

Flood insurance study : city of Ironwood, 
Michigan, Gogebic County., 78-13657 

Flood insurance study : city of Island City, 
Oregon, Union County., 78-23922 

Flood insurance study : city of Isleton, 
California, Sacrmento County., 78- 
26007 

Flood insurance study : city of Itta Bena, 
Mississippi, Leflore County., 78-7214 

Flood insurance study : city of Jackson, 
Michigan, Jackson County., 78-568 

Flood insurance study : city of Jacksonville, 
Arkansas, Pulaski County., 78-21405 

Flood insurance study : city of Jamestown, 
New York, Chautauqua County., 78- 
11403 

Flood insurance study : city of Jamestown, 
North Dakota, Stutsman County., 78- 
2021 

Flood insurance study : city of Jeannette, 
Pennsylvania, Westmoreland County., 
78-9093 

Flood insurance study : city of Junction 
City, Kansas, Geary County., 78-26011 

Flood insurance study : city of Kankakee, 
Illinois, Kankakee County., 78-9095 

Flood insurance study : city of Kansas City, 
Missouri, Clay, Platte and Jackson Coun- 
ties., 78-26012 

Flood insurance study : city of Kearney, 
Missouri, Clay County., 78-13659 

Flood insurance study : city of Kent, Ohio, 
portage county., 78-7217 

Flood insurance study : city of Keokuk, 
lowa, Lee County., 78-4912 
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Flood insurance study : city of Kerrville, 
Texas, Kerr County., 78-26014 

Flood insurance study : city of Ketchum, 
Idaho, Blaine County., 78-13661 

Flood insurance study : city of Kinsley, 
Kansas, Edwards County., 78-4914 

Flood insurance study : city of La Vernia, 
Texas, Wilson County., 78-9101 

Flood insurance study : city of La Villa, 
Texas, Hidalgo County., 78-13664 

Flood insurance study : city of Ladysmith, 
Wisconsin, Rusk County., 78-21407 

Flood insurance study : city of LaFayette, 
Georgia, Walker County., 78-2022 

Flood insurance study : city of LaGrange, 
Georgia, Troup County., 78-26017 

Flood insurance study city of Lake 
Worth, Florida, Palm Beach County., 
78-26019 

Flood insurance study : city of Lakeport 
and unincorporated areas of Lake Coun- 
ty, California., 78-17734, 78-23925 

Flood insurance study : city of Lakewood, 
Ohio, Cuyahoga County., 78-2023 

Flood insurance study : city of Lander, 
Wyoming, Fremont County., 78-21409 

Flood insurance study : city of Larned, 
Kansas, Pawnee County., 78-26020 

Flood insurance study : city of Lauderhill, 
Florida, Broward County., 78-13663 

Flood insurance study : city of Laurel, 
Maryland, Prince George’s County., 78- 
26021 

Flood insurance study 
Oklahoma, 
26023 

Flood insurance study : city of Le Mars, 
Iowa, Plymouth County., 78-9102 

Flood insurance study : city of Le Sueur, 
Minnesota, Le Sueur County., 78- 
26024 

Flood insurance study : city of Leaven- 
worth, Washington, Chelan County., 
78-569 

Flood insurance study : city of Lee’s Sum- 
mit, Missouri, Jackson County., 78- 
7219 

Flood insurance study : city of Levasy, Mis- 
souri, Jackson County., 78-23927 

Flood insurance study : city of Lexington, 
Virginia, independent city., 78-21411 

Flood insurance study : city of Liberty, 
Missouri, Clay County., 78-7220 

Flood insurance study : city of Lincoln 
City, Oregon, Lincoln County., 78-9104 

Flood insurance study : city of Lindsborg, 
Kansas, McPherson County., 78-9105 

Flood insurance study : city of Littleton, 
Colorado, Arapahoe County., 78-26026 

Flood insurance study : city of Lodi, San 
Joaquin County, California., 78-4917 

Flood insurance study : city of Longview, 
Texas, Gregg and Harrison Counties., 
78-571 

Flood insurance study 
Ohio, Lorain County., 


: city of Lawton, 
Comanche County., 78- 


: city of Lorain, 
78-21414 
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Flood insurance study : city of Lordsburg, 
New Mexico, Hidalgo County., 78- 
23929 

Flood insurance study : city of Loudon, 
Tennessee, Loudon County., 78-7221 

Flood insurance study : city of Louisiana, 
Missouri, Pike County., 78-9107 

Flood insurance study : city of Louisville, 
Kentucky, Jefferson County., 78-15489 

Flood insurance study : city of Louisville, 
Mississippi, Winston County., 78-13668 

Flood insurance study : city of Louisville, 
Ohio, Stark County., 78-17737 

Flood insurance study : city of Loveland, 
Colorado, Larimer County., 78-17739 

Flood insurance study : city of Loveland, 
Ohio, Hamilton, Warren, and Clermont 
Counties., 78-17738 

Flood insurance study : city of Loves Park, 
Illinois, Winnebago County., 78-23930 

Flood insurance study : city of Lumberton, 
Texas, Hardin County., 78-573 

Flood insurance study : city of Lynchburg, 
Virginia, independent city., 78-21416 

Flood insurance study : City of Macon, 
Missouri, Macon County., 78-2030 

Flood insurance study : city of Manassas 
Park, Virginia, Prince William County., 
78-26028 

Flood insurance study : city of Manassas, 
Virginia, Prince William County., 78- 
26029 

Flood insurance study : city of Manchester, 
Tennessee, Coffee County., 78-23935 

Flood insurance study : city of Manzanita, 
Oregon, Tillamook County., 78-9111 

Flood insurance study city of Maple 
Grove, Minnesota Hennepin County., 
78-9112 

Flood insurance study : city of Margate, 
Florida, Broward County., 78-2031 

Flood insurance study : city of Marietta, 
Georgia, Cobb County., 78-2032 

Flood insurance study : city of Marinette, 
Wisconsin, Marinette County., 78-7224 

Flood insurance study : city of Marquette, 
Kansas, McPherson County., 78-21420 

Flood insurance study : city of Martinez, 
California, Contra Costa County., 78- 
7225 

Flood insurance study : city of Marysville, 
California, Yuba County., 78-2033 

Flood insurance study : city of Mauldin, 
South Carolina, Greenville County., 78- 
26030 

Flood insurance study : 
mon, Idaho, 
21417 

Flood insurance study : city of Medford, 
Wisconsin, Taylor County., 78-21421 

Flood insurance study : city of Menasha, 
Wisconsin, Winnebgo County., 78-9114 

Flood insurance study : city of Menominee, 
Michigan, Menominee County., 78- 
21422 

Flood insurance study 
Mississippi, 
577, 


city of McCam- 
Bannock County., 78- 


: city of Meridian, 
Lauderdale County., 78- 
78-17742 
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Flood insurance study : city of Merriam, 
Kansas, Johnson County., 78-11405 

Flood insurance study : city of Milford, 
Connecticut, New Haven County., 78- 
26032 

Flood insurance study 
Hills, Kansas, 
26033 

Flood insurance study : city of Mission, 
Kansas, Johnson County., 78-11406 

Flood insurance study : City of Momence, 
Illinois, Kankakee County., 78-578 

Flood insurance study : city of Monona, 
Wisconsin, Dane County., 78-13675 

Flood insurance study : city of Montague, 
Michigan, Muskegon County., 78-9119 

Flood insurance study : city of Morgan 
City, Louisiana, St. Mary Parish., 78- 
21426 

Flood insurance study : city of Morristown, 
Tennessee, Hamblen County., 78-13677 

Flood insurance study : city of Mosby, Mis- 
souri, Clay County., 78-21428 

Flood insurance study : city of Mound, 
Minnesota, Hennepin County., 78- 
23938 

Flood insurance study : city of Mount Ver- 
non, New York, Westchester County., 
78-26037 

Flood insurance study : city of Mulvane, 
Kansas, Sumner and Sedgwick Cos., 78- 
26038 

Flood insurance’ study city of 
Murphysboro, Illinois, Jackson County., 
78-26039 

Flood insurance study : city of Muscatine, 
Iowa, Muscatine County., 78-581 

Flood insurance study : city of Muscle 
Shoals, Alabama, Colbert County., 78- 
580 

Flood insurance study city of Myrtle 
Creek, Oregon, Douglas County., 78- 
9120 

Flood insurance study : city of Nashua, 
Iowa, Chickasaw County., 78-26041 

Flood insurance study : city of Natchez, 
Mississippi, Adams County., 78-13680 

Flood insurance study : city of Nehalem, 
Oregon, Tillamook County., 78-7229 

Flood insurance study : city of Neillsville, 
Wisconin, Clark County., 78-13681 

Flood insurance study : city of Neodesha, 
Kansas, Wilson County., 78-21431 

Flood insurance study : city of New Bal- 
timore, Michigan, Macomb and St. Clair 
Counties., 78-21432 

Flood insurance study : city of New Bern, 
North Carolina, Craven County., 78- 
11409 

Flood insurance study city of New 
Brighton, Minnesota, Ramsey County., 
78-21433 

Flood insurance study 
Pennsylvania, 
17746 

Flood insurance study city of New 
Prague, Minnesota, Scott and Le Sueur 
Counties., 78-26043 


: city of Mission 
Johnson County., 78- 


: city of New Castle, 
Lawrence County., 78- 





Flood insurance study : city of Newark, 
California, Alameda County., 78-26045 

Flood insurance study : city of Newbu- 
ryport, Massachusetts, Essex County., 
78-2036 

Flood insurance study 
California, 
26046 

Flood insurance study : city of Newnan, 
Georgia, Coweta County., 78-26047 

Flood insurance study : city of Newport 
Beach, California, Orange County., 78- 
17747 

Flood insurance study 
Falls, Ohio, 
15493 

Flood insurance study : city of Newton, 
Massachusetts, Middlesex County., 78- 
13684 

Flood insurance study : city of Niles, Ohio, 
Trumbull County., 78-11411 

Flood insurance study city of North 
Powder, Oregon, Union County., 78- 
23941 

Flood insurance study : city of North St. 
Paul, Minnesota, Ramsey County., 78- 
21436 

Flood insurance study : city of North Wil- 
kesboro, North Carolina, Wilkes Coun- 
ty., 78-2037 

Flood insurance study : city of Northamp- 
ton, Massachusetts, Hampshire County., 
78-7233 

Flood insurance study : city of Northfield, 
Minnesota, Rice County., 78-26048 

Flood insurance study : city of Northglenn, 
Colorado, Adams County., 78-21437 

Flood insurance study : city of Norwalk, 
Connecticut, Fairfield County., 78-7234 

Flood insurance study : city of Norwich, 
Connecticut, New London County., 78- 
13685 

Flood insurance study : city of Novato, 
California, Marin County., 78-2038 

Flood insurance study city of Novi, 
Michigan, Oakland County., 78-9124 

Flood insurance study : city of Oak Creek, 
Wisconsin, Milwaukee County., 78- 
21438 

Flood insurance study city of Ocean 
Shores, Washington, Grays Harbor Coun- 
ty., 78-4923 

Flood insurance study 
Florida, Orange County., 78-26050 

Flood insurance study city of Ojai, 
California, Ventura County., 78-23942 

Flood insurance study : city of Olathe, 
Kansas, Johnson County., 78-26051 

Flood insurance study : city of Old Mon- 
roe, Missouri, Lincoln County., 78- 
17751 

Flood insurance study : city of Old Town, 
Maine, Penobscot County., 78-9125 

Flood insurance study : city of Olean, New 
York, Cattaraugus County., 78-26052 

Flood insurance study : city of Olivette, 
Missouri, St. Louis County., 78-13687 


: city of Newman, 
Stanislaus County., 78- 


: city of Newton 
Trumbull County., 78- 


city of Ocoee, 





December 1978 


Flood insurance study 
Washington, Okanogan 
4924 

Flood insurance study : city of Oneonta, 
New York, Otsego County., 78-26053 

Flood insurance study : city of Oregon, 
Ohio, Lucas County., 78-7235 

Flood insurance study : city of Orono, Min- 
neosta, Hennepin County., 78-26054 

Flood insurance study : city of Oxford, 
Mississippi, Lafayette County., 78- 
21440 

Flood insurance study : city of Pagedale, 
Missouri, St. Louis County., 78-11414 

Flood insurance study : city of Pahokee, 
Florida, Palm Beach County., 78-13690 

Flood insurance study : city of Palouse, 
Washington, Whitman County., 78- 
15496 

Flood insurance study : city of Panorama 
Park, lowa, Scott County., 78-13692 

Flood insurance study : city of Paola, Kan- 
sas, Miami County., 78-9127 

Flood insurance study : city of Paragould, 
Arkansas, Greene County., 78-13693 

Flood insurance study : city of Payson, 
Utah, Utah County., 78-26057 

Flood insurance study : city of Pembroke 
Pines, Florida, Broward County., 78- 
585 

Flood insurance study : city of Perry, Geor- 
gia, Houston County., 78-586 

Flood insurance study : city of Pflugerville, 
Texas, Travis County., 78-9129 

Flood insurance study : city of Pineville, 
Kentucky, Bell County., 78-11418 

Flood insurance study : city of Pittsfield, 
Massachusetts, Berkshire County., 78- 
4931 

Flood insurance study : city of Platte City, 
Missouri, Platte County., 78-9131 

Flood insurance study : city of Plattsburgh, 
New York, Clinton County., 78-9130 

Flood insurance study : city of Plymouth, 
Minnesota, Hennepin County., 78- 
11419 

Flood insurance study city of Point 
Pleasant, West Virginia, Mason County., 
78-9133 

Flood insurance study : city of Pomeroy, 
Washington, Garfield County., 78- 
15500 

Flood insurance study : city of Port Jervis, 
New York, Orange County., 78-11420 

Flood insurance study : city of Pratt, Kan- 
sas, Pratt County., 78-26060 

Flood insurance study : city of Prattville, 
Alabama, Autauga County., 78-21445 

Flood insurance study : city of Prior Lake, 
Minnesota, Scott County., 78-26061 

Flood insurance study : city of Radford, 
Virginia, (independent city), 78-21447 

Flood insurance study : city of Raleigh, 
North Carolina, Wake County., 78- 
17756 

Flood insurance study : city of Raytown, 
Missouri, Jackson County., 78-21448 


city of Omak, 
County., 78- 
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Flood insurance study : city of Reading, 
Berks County, Pennsylvania., 78-26064 

Flood insurance study : city of Red Wing, 
Minnesota, Goodhue County., 78- 
26065 

Flood insurance study : city of Reidsville, 
North Carolina, Rockingham County., 
78-21449 

Flood insurance study : city of Reynold- 
sburg, Ohio, Fairfield, Franklin and 
Licking Counties., 78-21450 

Flood insurance study : city of Ringgold, 
Georgia, Catoosa County., 78-13697 

Flood insurance study city of River 
Rouge, Michigan, Wayne County., 78- 
591 

Flood insurance study : city of Riverdale, 
Georgia, Clayton County., 78-2041 

Flood insurance study : city of Riverdale, 
Iowa, Scott County., 78-592 

Flood insurance study : city of Riverside, 
North Dakota, Cass County., 78-590 

Flood insurance study : city of Roanoke 
Rapids, North Carolina, Halifax County., 
78-9139 

Flood insurance study : city of Rochester, 
New York, Monroe County., 78-26068 

Flood insurance study : city of Rockaway, 
Oregon, Tillamook County., 78-23949 

Flood insurance study : city of Rockville, 
Maryland, Montgomery County., 78- 
593 

Flood insurance study city of Rocky 
Mount, North Carolina, Nash and 
Edgecombe Counties., 78-9140 

Flood insurance study : city of Rolling 
Meadows, Illinois, Cook County., 78- 
23951 

Flood insurance study : city of Rolling- 
wood, Texas, Travis County., 78-23950 

Flood insurance study city of Rome, 
Georgia, Floyd County., 78-21453 

Flood insurance study : city of Roseau, 
Minnesota, Roseau County., 78-26069 

Flood insurance study : city of Roswell, 
Georgia, Fulton County., 78-594 

Flood insurance study : city of Rowlett, 
Texas, Dallas and Rockwall Counties., 
78-21454 

Flood insurance study : city of Rutland, 
Vermont, Rutland County., 78-9143 

Flood insurance study : city of Sachse, 
Texas, Collin and Dallas Counties., 78- 
21455 

Flood insurance study : city of Sacramento, 
California, Sacramento County., 78- 
21456 

Flood insurance study : city of Salamanca, 
New York, Cattaraugus County., 78- 
9144 

Flood insurance study city of Salem, 
Washington County, Indiana., 78-17759 

Flood insurance study : city of San Marcos, 
California, San Diego County., 78- 
17760 

Flood insurance study : city of Santa Bar- 
bara, California, Santa Barbara County., 
78-26071 
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Flood insurance study : city of Satsuma, 
Alabama, Mobile County., 78-26073 
Flood insurance study : city of Seal Beach, 
California, Orange County., 78-13702 
Flood insurance study : city of Sedgwick, 
Kansas, Harvey and Sedgwick Counties., 

78-23953 

Flood insurance study : city of Senatobia, 
Mississippi, Tate County., 78-23954 

Flood insurance study : city of Shakopee, 
Minnesota, Scott County., 78-23955 

Flood insurance study : city of Sharon, 
Pennsylvania, Mercer County., 78- 
26078 

Flood insurance study : city of Shawnee, 
Kansas, Johnson County., 78-26077 

Flood insurance study : city of Sheffield, 
Alabama, Colbert County., 78-596 

Flood insurance study : city of Sheffield 
Lake, Ohio, Lorain County., 78-4936 

Flood insurance study : city of Shelby, 
North Carolina, Cleveland County., 78- 
7241 

Flood insurance study : city of Shelton, 
Connecticut, Fairfield County., 78- 
26079 

Flood insurance study : city of Sheridan, 
Wyoming, Sheridan County., 78-21462 

Flood insurance study : city of Sherwood, 
Arkansas, Pulaski County., 78-26080 

Flood insurance study : city of Shively, 
Kentucky, Jefferson County., 78-21463 

Flood insurance study : city of Silsbee, 
Texas, Hardin County., 78-9146 

Flood insurance study : city of Simpson- 
ville, South Carolina, Greenville County., 
78-2608 1 

Flood insurance study : city of Smyrna, 
Georgia, Cobb County., 78-597 

Flood insurance study : city of South Bend, 
Indiana, St. Joseph County., 78-2047 

Flood insurance study city of South 
Boston, Virginia, independent city., 78- 
7244 

Flood insurance study : city of South Lake 
Tahoe, California, EL Dorado County., 
78-13705 

Flood insurance study : city of Southgate, 
Michigan, Wayne County., 78-23956 

Flood insurance study : city of Sparta, Ten- 
nessee, White County., 78-599 

Flood insurance study : city of Spartan- 
burg, South Carolina, Spartanburg Coun- 
ty., 78-13706 

Flood insurance study : city of Springfield, 
Missouri, Greene County., 78-15505 

Flood insurance study : city of Springfield, 
Nebraska, Sarpy County., 78-9150 

Flood insurance study : city of Springville, 
Utah, Utah County., 78-23957 

Flood insurance study : city of St. Albans, 
Vermont, Franklin County., 78-13700 

Flood insurance study : city of St. Clair, 
Michigan, St. Clair County., 78-13701 

Flood insurance study : city of St. Joseph, 
Michigan, Berrien County., 78-4934 

Flood insurance study : city of Staunton, 
Virginia (independent city)., 78-26083 
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Flood insurance study : city of Sterling, 
Kansas, Rice County., 78-15507 

Flood insurance study : city of Stockdale, 
Texas, Wilson County., 78-4940 

Flood insurance study : city of Stoughton, 
Wisconsin, Dane County., 78-13708 

Flood insurance study : city of Stow, Ohio, 
Summit County., 78-15508 

Flood insurance study city of Stuart, 
Florida, Martin County., 78-17765 

Flood insurance study : city of Sun Valley, 
Idaho, Blaine County., 78-9152 

Flood insurance study : city of Sunnyside, 
Utah, Carbon County., 78-26084 

Flood insurance study : city of Sunnyvale, 
California, Santa Clara County., 78- 
13709 

Flood insurance study : city of Superior, 
Wisconsin, Douglas County., 78-9153 

Flood insurance study : city of Tamarac, 
Florida, Broward County., 78-2050 

Flood insurance study : city of Tawas City, 
Michigan, Iosco County., 78-2051 

Flood insurance study : city of Thiensville, 
Wisconsin, Ozaukee County., 78-21468 

Flood insurance study : city of Thornton, 
Colorado, Adams County., 78-13711 

Flood insurance study : city of Thousand 
Oaks, California, Ventura County., 78- 
26086 

Flood insurance study 
Georgia, Tift County., 78-9156 

Flood insurance study : city of Tillamook, 
Oregon, Tillamook County., 78-9157 

Flood insurance study : city of Titusville, 
Pennsylvania, Crawford County., 78- 
9158 

Flood insurance study 
Washington, 
13712 

Flood insurance study 
Las Animas 
13713 

Flood insurance study : city of Tucumcari, 
New Mexico, Quay County., 78-17766 

Flood insurance study : city of Tupelo, 
Mississippi, Lee County., 78-7246 

Flood insurance study : city of Two Rivers, 
Wisconsin, Manitowoc County., 78- 
7247 

Flood insurance study : city of Union City, 
California, Alameda County., 78-26088 

Flood insurance study city of Union, 
Oregon, Union County., 78-26089 

Flood insurance study : city of Uniontown, 
Pennsylvania, Fayette County., 78-9160 

Flood insurance study : city of University 
City, Missouri, St. Louis County., 78- 
11430 

Flood insurance study : city of Valdosta, 
Georgia, Lowndes County., 78-2052 

Flood insurance study : city of Vallejo, 
California, Solano County., 78-23960 

Flood insurance study : city of Venice, II- 
linois, Madison County., 78-4945 

Flood insurance study : city of Wabasha, 
Minnesota, Wabasha County., 78- 
26090 


city of Tifton, 


: city of Toppenish, 
Yakima County., 78- 


: city of Trinidad, 
County, Colorado., 78- 
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Flood insurance study city of Waco 
Texas, McLennan County., 78-605 

Flood insurance study : city of Waconia, 
Minnesota, Carver County., 78-606 

Flood insurance study : city of Wapato. 
Washington, Yakima County., 78- 
15513 

Flood insurance study : city of Warner 
Robins, Georgia, Houston County., 78- 
26092 

Flood insurance study : city of Warrenton, 
Oregon, Clatsop County., 78-11433 

Flood insurance study : city of Warrenville, 
Illinois, DuPage County., 78-23962 

Flood insurance study : city of Washington, 
Ohio, Fayette County., 78-17767 

Flood insurance study : city of Watertown, 
Minnesota, Carver County., 78-26095 

Flood insurance study : city of Wausau, 
Marathon County, Wisconsin., 78-2053 

Flood insurance study : city of Wauwatosa, 
Wisconsin, Milwaukee County., 78- 
26096 

Flood insurance study 
City, lowa, 
15515 

Flood insurance study : city of Webster 
Groves, Missouri, St. Louis County., 
78-26097 

Flood insurance study : city of Wellsville, 
Ohio, Columbiana County., 78-23964 

Flood insurance study : city of West Fargo, 
North Dakota, Cass County., 78-9164 

Flood insurance study city of West 
Helena, Arkansas, Phillips County., 78- 
11435 

Flood insurance study : city of West Lake 
Hills, Texas, Travis County., 78-15517 

Flood insurance study : city of West Mon- 
roe, Louisiana, Ouachita Parish., 78- 
26099 

Flood insurance study : city of West Point, 
Mississippi, Clay County., 78-4947 

Flood insurance study : city of Westerville, 
Ohio, Franklin and Delaware Counties., 
78-26100 

Flood insurance study : city of Westfield, 
Massachusetts, Hampden County., 78- 
9165 

Flood insurance study : city of Westover, 
West Virginia, Monongalia County., 78- 
15518 

Flood insurance study city of White 
Sulphur Springs, West Virginia, Green- 
brier County., 78-15522 

Flood insurance study : city of Willcox, 
Arizona, Cochise County., 78-15519 

Flood insurance study : city of Wilmington, 
North Carolina, New Hanover County., 
78-9166 

Flood insurance study : City of Wilming- 
ton, Ohio, Clinton County., 78-26103 

Flood insurance study : city of Winchester, 
Virginia, (independent city)., 78-26105 

Flood insurance study : city of Winooski, 
Vermont, Chittenden County., 78- 
15520 


: city of Webster 
Hamilton County., 78- 





Flood insurance study city of Winter 
Garden, Florida, Orange County., 78- 
23967 

Flood insurance study : city of Winters, 
California, Yolo County., 78-26106 

Flood insurance study city of Wood 
River, Nebraska, Hall County., 78- 
26107 

Flood insurance study : city of Woodland, 
Washington, Cowlitz and Clark Coun- 
ties., 78-2057 

Flood insurance study : city of Worland, 
Wyoming, Washakie County., 78-21479 

Flood insurance study : city of Wyandotte, 
Michigan, Wayne County., 78-9170 

Flood insurance study city of York, 
Nebraska, York County., 78-26111 

Flood insurance study : Clackamas County, 
Oregon (unincorporated areas)., 78- 
9055 

Flood insurance study : Claiborne County, 
Mississippi, unincorporated areas., 78- 
9051 

Flood insurance study 
Georgia, 
25962 

Flood insurance study : Clatsop County, 
Oregon, unicorportated area., 78-13616 

Flood insurance study : Clayton County, 
Georgia, unincoporated  areas., 78- 
13615 

Flood insurance study : Concordia Parish, 
Louisiana, unincorporated areas., 78- 
9058 

Flood insurance study 
Doniphan, Kansas 
areas)., 78-11391 

Flood insurance study : county of Jackson, 
Missouri (unincorporated areas)., 78- 
26009 

Flood insurance study 
Miguel, Colorado 
areas)., 78-26072 

Flood insurance study 
Oregon (unincorporated 
7200 

Flood insurance study Dane County, 
Wisconsin (unincorporated areas)., 78- 
23910 

Flood insurance study 
Wisconsin, 
7201 

Flood insurance study : Dougherty County, 
Georgia, unincorporated § areas., 78- 
9062 

Flood insurance study 
Oregon, 
25973 

Flood insurance study : 
Washington 
78-15471 

Flood insurance study Espiritu Santo 
River basin, Puerto Rico., 78-17720 

Flood insurance study : Florence County, 
Wisconsin, unincorporated areas., 78- 
9072 


: Clarke County, 
unincorporated areas., 78- 


county of 
(unincorporated 


county of San 
(unincorporated 


Curry County, 
areas)., 78- 


Door County, 
unincorporated areas., 78- 


: Douglas County, 
unincorporated areas., 78- 


Douglas County, 
(unincorporated areas), 
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Flood insurance study : Fluvanna County, 
Virginia, unincorporated areas., 78- 
21383 

Flood insurance study : Frederick County, 
Maryland (unincorporated areas), 78- 
13639 

Flood insurance study : Frederick County, 
Virginia, unincorporated areas., 78- 
15475 

Flood insurance study : Garfield County, 
Colorado, unincorporated areas., 78- 
563 

Flood insurance study Gem County, 
Idaho, unincorporated areas., 78-9076 

Flood insurance study : Gonzales County, 
Texas, unincorporated areas., 78-17724 

Flood insurance study : Goodhue County, 
Minnesota (unincorporated areas)., 78- 
11393 

Flood insurance study : Grand Strand flood 
district, South Carolina, Horry County., 
78-13646 

Flood insurance study : Green Lake Coun- 
ty, Wisconsion, unincorporated areas., 
78-4908 

Flood insurance study : 
Virginia, 
15483 

Flood insurance study : Hancock County, 
Mississippi (unincorporated areas)., 78- 
7208 

Flood insurance study 
Texas (unincorporated 
25998 

Flood insurance study Harlan County, 
Kentucky (unincorporated areas)., 78- 
21396 

Flood insurance study : Harrison County, 
Mississippi, unincorporated areas., 78- 
13648 

Flood insurance study : 
Maryland., 78-7212 

Flood insurance study : Iberia Parish, Loui- 
siana (unincorporated areas), 78-13654 

Flood insurance study Iberville Parish, 
Louisiana (unincorporated areas), 78- 
11401 

Flood insurance study : Indian River Coun- 
ty, Florida, unincorporated area., 78- 
13656 

Flood insurance study Itasca County, 
Minnesota, unincorporated areas., 78- 
26008 

Flood insurance study : Jackson County, 
Mississippi (unincorporated areas)., 78- 
9092 

Flood insurance study : Jackson County, 
Texas, unincorporated areas., 78-17730 

Flood insurance study : Jefferson County, 
Wisconsin (unincorporated areas)., 78- 
23923 

Flood insurance study : Jessamine County, 
Kentucky (unincorporated areas)., 78- 
15487 

Flood insurance study : Kanabec County, 
Minnesota, unincorporated areas., 78- 
26013 


Halifax County, 
unincorporated areas., 78- 


Hardin County, 
areas)., 78- 


Howard County, 
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Flood insurance 
Delaware, 
7216 

Flood insurance study King County, 
Washington, unincorporated areas., 78- 
26015 

Flood insurance study : Lafayette County, 
Wisconsin, unincorporated areas., 78- 
21408 

Flood insurance study : Loudon County, 
Tennessee (unincoporated areas)., 78- 
21415 

Flood insurance study : Loudoun County, 
Virginia, unincorporated area., 78-572 

Flood insurance study : Manitowoc County, 
Wisconsin, unincorporated areas., 78- 
21419 

Flood insurance study Meade County, 
South Dakota (unincorporated areas), 
78-15486 

Flood insurance 
County, Virginia 
areas)., 78-17741 

Flood insurance study Mesa County, 
Colorado, unincorporated areas., 78- 
13674 

Flood insurance study : Montgomery Coun- 
ty, Virginia, (unincorporated areas)., 
78-26034 
Flood insurance study Nash County, 
North Carolina, unincorporated areas., 
78-13679 

Flood insurance study 
Wyoming, 
21429 
Flood insurance study 
Virginia, 
21430 

Flood insurance study New Hanover 
County, North Carolina, unincorporated 
areas., 78-21434 

Flood insurance study : Noble County, In- 
diana, (unincorporated areas), 78- 
21435 

Flood insurance study 
Ohio 
23943 

Flood insurance study Pacific County, 
Washington, unincorporated areas., 78- 
2039 

Flood insurance 
Pennsylvania, 
21441 

Flood insurance study : Parryville, Pennsyl- 
vania, Carbon County., 78-4929 

Flood insurance study Polk County, 
Oregon (unincoporated § areas)., 78- 
7237 

Flood insurance study : Powhatan County, 
Virginia (unincorporated areas), 78- 
21444 

Flood insurance study Prince Edward 
County, Virginia, unincorporated areas., 
78-17754 

Flood insurance study 
Virginia 
26063 


study Kent 
unincorporated 


County, 
areas., 78- 


study Mecklenburg 


(unincorporated 


: Natrona County, 
unincorporated areas., 78- 


Nelson County, 
unincorporated areas., 78- 


: Ottawa County, 
(unincorporated areas)., 78- 


study 
Carbon 


Palmerton, 
County., 78- 


Pulaski County, 
(unincorporated areas),, 78- 
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Flood insurance study : Rio Grande de 
Arecibo Basin., 78-21452 
Flood insurance study : Rio Yauco basin, 


Commonwealth of Puerto Rico., 78- 
17758 

Flood insurance study : Roanoke County, 
Virginia, unincorporated areas., 78- 
23948 

Flood insurance study Saint Charles 
County, Missouri (unincorporated ares)., 
78-21457 

Flood insurance study : Saint Louis Coun- 
ty, Missouri (unincorporated areas), 
78-21459 

Flood insurance study : 
County, California, 
areas., 78-23952 

Flood insurance study : Saunders County, 
Nebraska, unincorporated areas., 78- 
26074 

Flood insurance study : Scott County, Min- 
nesota (unincorporated areas)., 78- 
7240 

Flood insurance study : Sheboygan County, 
Wisconsin, unincorporated areas., 78- 
15504 

Flood insurance study : Shenandoah Coun- 
ty, Virginia (unincorporated areas)., 
78-21461 

Flood insurance study 
Indiana 
11427 

Flood insurance study : St. Joseph County, 
Indiana (unincorporated areas)., 78- 
21458 

Flood insurance study : Stephenson Coun- 
ty, Illinois (unincorporated areas)., 78- 
4939 

Flood insurance study 
Louisiana, 
9154 

Flood insurance study : Tillamook County, 
Oregon, unincorporated areas., 78- 
21469 

Flood insurance _ study towm of 
Moretown, Vermont, Washington Coun- 
ty., 78-11407 

Flood insurance study : town of Abbot, 
Maine, Piscataquis County., 78-21350 

Flood insurance study : town of Acton, 
Massachusetts, Middlesex County., 78- 
13587 

Flood insurance study : town of Agawam, 
Massachusetts, Hampden County., 78- 
2001 

Flood insurance study : town of Albion, 
Washington, Whitman County., 78- 
15451 

Flood insurance study : town of Allegany, 
New York, Cattaraugus County., 78- 
25932 

Flood insurance study : town of Altavista, 
Virginia, Campbell County., 78-15453 

Flood insurance study : town of Andover, 
Essex County, Massachusetts., 78- 
21351 


San Bernardino 
unincorporated 


: Spencer County, 
(unincorporated areas), 78- 


Tensas Parish, 
unincorporated areas., 78- 
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Flood insurance study : town of Atlantic 
Beach, South Carolina, Horry County., 
78-9039 

Flood insurance study : town of Auburn, 
Massachusetts, Worcester County., 78- 
13593 

Flood insurance study : town of Baldwin, 
Louisiana, St. Mary Parish., 78-25939 

Flood insurance study : town of Barnstable, 
Massachusetts, Barnstable County., 78- 
7190 

Flood insurance study : town of Barre, Ver- 
mont, Washington County., 78-13596 

Flood insurance study : town of Barton and 
villages of Barton and Orleans, Vermont, 
Orleans County., 78-7191 

Flood insurance study : town of Bayfield, 
Colorado, La Plata County., 78-25941 

Flood insurance study : town of Berkley, 
Massachusetts, Bristol County., 78- 
13600 

Flood insurance study : town of Blowing 
Rock, North Carolina, Watauga and 
Caldwell Counties., 78-13603 

Flood insurance study : town of Bluefield, 
Virginia, Tazewell County., 78-15458 

Flood insurance study : town of Bolton, 
Mississippi, Hinds County., 78-7193 

Flood insurance study : town of Boones 
Mill, Virginia, Franklin County., 78- 
21359 

Flood insurance study 
borough, Massachusetts, Middlesex 
County., 78-25948 

Flood insurance study : town of Bradley, 
Maine, Penobscot County., 78-9033 

Flood insurance study : town of Braintree, 
Massachusetts, Norfolk County., 78- 
13606 

Flood insurance study : town of Brandon, 
Vermont, Rutland County., 78-9041 

Flood insurance study : town of Branford, 
Connecticut, New Haven County., 78- 
553 

Flood insurance study town of Briny 
Breezes, Florida, Palm Beach County., 
78-11376 

Flood insurance study : town of Brookfield, 
Vermont, Orange County., 78-23904 

Flood insurance study : town of Brookneal, 
Virginia, Campbell County., 78-4897 

Flood insurance study : town of Canan- 
daigua, New York, Ontario County., 
78-9048 

Flood insurance study 
Massachusetts, 
9047 

Flood insurance study : town of Carlton, 
New York, Orleans County., 78-25958 

Flood insurance study : town of Carrollton, 
Alabama, Pickens County., 78-17715 

Flood insurance study town of Cary, 
North Carolina, Wake County., 78- 
15465 

Flood insurance study : town of Castle 
Rock, Colorado, Douglas County., 78- 
21366 


town of Box- 


: town of Canton, 
Norfolk County., 78- 
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Flood insurance study : town of Chapel 
Hill, North Carolina, Orange, Durham, 
and Chatham Counties., 78-9054 

Flood insurance study : town of Cheraw, 
South Carolina, Chesterfield County., 
78-25960 

Flood insurance study : town of Chichester, 
New Hampshire, Merrimack County., 
78-23906 

Flood insurance study : town of Chilhowie, 
Virginia, Smyth County., 78-13614 

Flood insurance study : town of China 
Grove, North Carolina, Rowan County., 
78-23907 

Flood insurance study : town of Clinchport, 
Virginia, Scott County., 78-25963 

Flood insurance study : town of Cloud 
Lake, Florida, Palm Beach County., 78- 
11385 

Flood insurance study : town of Coamo, 
Puerto Rico., 78-17717 

Flood insurance study town of Cold 
Spring, New York, Cattaraugus County., 
78-4898 

Flood insurance study : town of Columbia, 
Louisiana, Caldwell Parish., 78-11386 

Flood insurance study : town of Columbia 
Valley, Colorado, Arapahoe County., 
78-13618 

Flood insurance study : town of Columbia, 
Virginia, Fluvanna County., 78-23909 

Flood insurance study town of Corte 
Madera, California, Marin County., 78- 
557 

Flood insurance study : town of Courtland, 
Alabama, Lawrence County., 78-9060 

Flood insurance study : town of Coventry, 
Rhode Island, Kent County., 78-21373 

Flood insurance study : town of Cromwell, 
Connecticut, Middlesex County., 78- 
13622 

Flood insurance study : town of Dedham, 
Massachusetts, Norfolk County., 78- 
25971 

Flood insurance study : town of Diamond- 
ville, Wyoming, Lincoln County., 78- 
25972 

Flood insurance study : town of Douglas, 
Wyoming, Converse County., 78-23912 

Flood insurance study : town of East Haven 
Connecticut, New Haven County,, 78- 
2008 

Flood insurance study : town of East Long- 
meadow, Massachusetts, Hampden Coun- 
ty., 78-23913 

Flood insurance study town of East 
Spencer, North Carolina, Rowan Coun- 
ty., 78-13626 

Flood insurance study : town of East Wind- 
sor, Connecticut, Hartford County., 78- 
7203 

Flood insurance study : town of Eatonville, 
Florida, Orange County., 78-25978 

Flood insurance study : town of Eddington, 
Maine, Penobscot County., 78-13627 

Flood insurance study : town of El Mirage, 
Arizona, Maricopa County., 78-25981 





Flood insurance study 
North Carolina, Surry County and 
Wilkes County., 78-17718 

Flood insurance study : town of Elkton, 
Virginia, Rockingham County., 78- 
13628 

Flood insurance study : town of Ellicott- 
ville, New York, Cattaraugus County., 
78-9066 

Flood insurance study : town of Ellisburg, 
New York, Jefferson County., 78- 
21380 

Flood insurance study : town of Endicott, 
Washington, Whitman County., 78- 
15472 

Flood insurance study : town of Epsom, 
New Hampshire, Merrimack County., 
78-13629 

Flood insurance study town of Erie, 
Colorado, Boulder and Weld Counties., 
78-23916 

Flood insurance study : town of Evansville, 
Wyoming, Natrona County., 78-13630 

Flood insurance study : town of Fairfax, 
California, Marin County., 78-559 

Flood insurance study : town of Fairfield, 
Connecticut, Fairfield County., 78- 
17722 

Flood insurance study 
North Carolina, 
13632 

Flood insurance study : town of Farmville, 
Virginia, Prince Edward and Cumberland 
Counties., 78-17723 

Flood insurance study : town of Ferriday, 
Louisiana, Concordia Parish., 78-562 

Flood insurance study : town of Fincastle, 
Virginia, Botetcourt County., 78-9071 

Flood insurance study : town of Franklin- 
ville, New York, Cattaraugus County., 
78-13637 

Flood insurance study : town of Frederick, 
South Dakota, Brown County., 78-4904 

Flood insurance study town of Funk- 
stown, Maryland, Washington County., 
78-2016 

Flood insurance study : town of Fuquay- 
Varina, North Carolina, Wake County., 
78-25988 

Flood insurance study 
Washington, 
15476 

Flood insurance study 
North Carolina, 
13640 

Flood insurance study : town of Genesco, 
New York, Livingston County., 78- 
15477 

Flood insurance study : town of Geneva, 
New York, Ontario County., 78-2017 

Flood insurance study town of Geor- 
getown, Colorado, Clear Creek County., 
78-23920 

Flood insurance study : town of Glastonbu- 
ry, Connecticut, Hartford County., 78- 
13642 


town of Elkin, 


town of Faith, 
Rowan County., 78- 


: town of Garfield, 
Whitman County., 78- 


: town of Garner, 
Wake County., 78- 
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Flood insurance study town of Glen 
Ridge, Florida, Palm Beach County., 
78-13643 

Flood insurance study : town of Gordo, 
Alabama, Pickens County., 78-17725 

Flood insurance study : Town of Gorham, 
New York, Ontario County., 78-2018 

Flood insurance study : town of Goshen, 
Virginia, Rockbridge County., 78- 
21391 

Flood insurance study : town of Granite 
Quarry, North Carolina, Rowan County., 
78-21392 

Flood insurance study : town of Great Val- 
ley, New York, Cattaraugus County., 
78-15479 

Flood insurance study town of Green 
River, Wyoming, SweetwaterCounty., 
78-15480 

Flood insurance study : town of Grottoes, 
Virginia, Rockingham and Augusta 
Counties., 78-17727 

Flood insurance study : town of Groveland, 
New York, Livingston County., 78- 
25995 

Flood insurance study : town of Guilford, 
Connecticut, New Haven County., 78- 
9080 

Flood insurance study : town of Hadley, 
Massachusetts, Hampshire County., 78- 
11396 

Flood insurance study : town of Hamlin, 
New York, Monroe County., 78-2020 

Flood insurance study : town of Hammond, 
Oregon, Clatsop County., 78-9084 

Flood insurance study : town of Hampden, 
Massachusetts, Hampden County., 78- 
25996 

Flood insurance study : town of Hanceville, 
Alabama, Cullman County., 78-21395 

Flood insurance study : town of Hanover, 
New Hampshire, Grafton County., 78- 
13647 

Flood insurance study : town of Hartford, 
West Virginia, Mason County., 78-7209 

Flood insurance study : town of Hayden, 
Colorado, Routt County., 78-13649 

Flood insurance study : town of Henderson, 
West Virginia, Mason County., 78- 
11398 

Flood insurance study : town of Henlopen 
Acres, Delaware, Sussex County., 78- 
21398 

Flood insurance study : town of Henniker, 
New Hampshire, Merrimack County., 
78-9087 

Flood insurance study : town of Hillsboro 
Beach, Florida, Broward County., 78- 
7210 

Flood insurance study : town of Hudson, 
Wyoming, Fremont County., 78-13652 

Flood insurance study : town of Hunting- 
ton, New York, Suffolk County., 78- 
26004 


Flood insurance study : town of Hunting- 
ton, Vermont, Chittenden County., 78- 
13653 
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Flood insurance study : town of Hypoluxo, 
Florida, Palm Beach County., 78-11400 

Flood insurance study : town of Inverness, 
Mississippi, Sunflower County., 78- 
11402 

Flood insurance study town of Iron- 
dequoit, New York, Monroe County., 
78-26006 

Flood insurance study : town of Ischua, 
New York, Cattaraugus County., 78- 
21403 

Flood insurance study : town of Isola, Mis- 
sissippi, Humphreys County., 78-13658 

Flood insurance study : town of Jayuya, 
Puerto Rico., 78-17731 

Flood insurance study : town of Johnston, 
Rhode Island, Providence County., 78- 
21406 

Flood insurance study : town of Jonesville, 
Louisiana, Catahoula Parish., 78-4911 

Flood insurance study : town of Kemmerer, 
Wyoming, Lincoln County., 78-17732 

Flood insurance study : town of Kendall, 
New York, Orleans County., 78-9096 

Flood insurance study : town of Kermit, 
West Virginia., 78-4913 

Flood insurance study : town of Knightdale, 
North Carolina, Wake County., 78- 
15488 

Flood insurance study 
Clarke Shores, Florida, 
County., 78-26018 

Flood insurance study : town of Lake Park, 
Florida, Palm Beach County., 78-23924 

Flood insurance study : town of Landis, 
North Carolina, Rowan County., 78- 
13662 

Flood insurance study 
Lawrenceville, Virginia, 
County., 78-13665 

Flood insurance study : town of Leipsic, 
Delaware, Kent County., 78-23926 

Flood insurance study : town of Leon, 
West Virginia, Mason County., 78- 
21410 

Flood insurance study : town of Lexington, 
Massachusetts, Middlesex County., 78- 
13666 

Flood insurance study : town of Litchfield, 
New Hampshire, Hillsborough County., 
78-26025 

Flood insurance study 
New York, 
2026 

Flood insurance study town of Long- 
meadow, Massachusetts, Hampden Coun- 
ty., 78-21413 

Flood insurance study : Town of Lower 
Yoder, Pennsylvania, Cambria County., 
78-2029 

Flood insurance study : town of Ludlow, 
village of Ludlow, Vermont, Windsor 
County., 78-17740 

Flood insurance study : town of Madison, 
Connecticut, New Haven County., 78- 
21418 


town of Lake 
Palm Beach 


town of 
Brunswick 


: town of Livonia, 
Livingston County., 78- 
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Flood insurance — study town of 
Manchester, Vermont, Bennington Coun- 
ty., 78r9110 

Flood insurance study : town of Mander- 
son, Wyoming, Bighorn County., 78- 
23933 

Flood insurance study : town of Mangonia 
Park, Florida, Palm Beach County., 78- 
4919 

Flood insurance study : town of Marilla, 
New York, Erie County., 78-23936 

Flood insurance study : town of Marshall, 
North Carolina, Madison County., 78- 
11404 

Flood insurance study : town of Mashpee, 
Massachusetts, Barnstable County., 78- 
23937 

Flood insurance study : town of Mason, 
West Virginia Mason County., 78-9113 

Flood insurance study : town of Melville, 
Louisiana, St. Landry Parish., 78-13672 

Flood insurance study : town of Mentz, 
New York, Cayuga County., 78-13673 

Flood insurance study : town of Milford, 
Maine, Penobscot County., 78-9116 

Flood insurance study : town of Millsboro, 
Delaware, Sussex County., 78-21424 

Flood insurance study : town of Milton, 
Delaware, Sussex County., 78-17744 

Flood insurance study : town of Milton, 
Massachusetts, Norfolk County., 78- 
7227 

Flood insurance study : town of Morgan 
City, Mississippi, Leflore County., 78- 
7228 

Flood insurance study : town of Morrisville, 
North Carolina, Wake County., 78- 
26036 

Flood insurance study : town of Mount 
Morris, New York, Livingston County., 
78-15491 

Flood insurance study : town of Narrows, 
Virginia, Giles County., 78-17745 

Flood insurance study town of New 
Haven, Vermont, Addison County., 78- 
7230 

Flood insurance study town of New 
Haven, West Virginia, Mason County., 
78-13682 

Flood insurance study : town of New Wind- 
sor, New York, Orange County., 78- 
26044 

Flood insurance study : town of Newport, 
Delaware, New Castle County., 78- 
13683 

Flood insurance study : town of Newport, 
North Carolina, Carteret County., 78- 
11410 

Flood insurance study : town of Niskayuna, 
New York, Schenectady County., 78- 
4922 

Flood insurance study 
Branford, Connecticut, 
County., 78-15494 

Flood insurance study : town of North Car- 
rollton, Mississippi, Carroll County., 
78-7232 


town of North 
New Haven 
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Flood insurance study : town of North 
Providence, Providence County, Rhode 
Island., 78-583 

Flood insurance study 
Reading, Middlesex 
sachusetts., 78-9123 

Flood insurance study : town of North 
Smithfield, Rhode Island , Providence 
County., 78-15495 

Flood insurance study town of 
Northmoor, Missouri, Platte County., 
78-11412 

Flood insurance study : town of Oakesdale, 
Washington, Whitman County., 78- 
26049 

Flood insurance study : town of Occoquan, 
Virginia, Prince William County., 78- 
17750 

Flood insurance study town of Old 
Saybrook, Connecticut, Middlesex Coun- 
ty., 78-13686 

Flood insurance study : town of Ontario, 
New York, Wayne County., 78-13688 

Flood insurance study : town of Orleans, 
New York, Jefferson County., 78-4925 

Flood insurance study : town of Orono, 
Maine, Penobscot County., 78-13689 

Flood insurance study : town of Oyster 
Bay, New York, Nassau County., 78- 
17752 

Flood insurance study : town of Pagosa 
Springs and unincorporated areas of 
Archuleta County, Colorado., 78-26055 

Flood insurance study town of Palm 
Beach, Florida, Palm Beach County., 
78-11416 

Flood insurance study : town of Palmer 
Lake, Colorado, El Paso County., 78- 
13691 

Flood insurance study : town of Palmyra, 
New York, Wayne County., 78-4926 

Flood insurance study : town of Parma, 
New York, Monroe County., 78-15497 

Flood insurance study : town of Patterson, 
Louisiana, St. Mary Parish., 78-13694 

Flood insurance study : town of Pawlet, 
Vermont, Rutland County., 78-21442 

Flood insurance study : town of Pembroke, 
Virginia, Giles County., 78-15498 

Flood insurance study : town of Perinton, 
New York, Monroe County., 78-23944 

Flood insurance study : town of Pittsfield, 
New Hamsphire, Merrimack County., 
78-15499 

Flood insurance study : town of Pittsford, 
New York, Monroe County., 78-23945 

Flood insurance study : town of Port Gib- 
son, Mississippi, Claiborne County., 78- 
13695 

Flood insurance study : town of Portland, 
Connecticut, Middlesex County., 78- 
15501 

Flood insurance study : town of Portola 
Valley, California, San Mateo County., 
78-23947 

Flood insurance study : town of Portville, 
New York, Cattaraugus County., 78- 
9135 


: town of North 
County, Mas- 


Do not order from index; see indicated entry 





town of 
Dutchess 


Flood insurance _ study 
Poughkeepsie, New York, 
County., 78-26058 

Flood insurance study : town of Proctor, 
Vermont, Rutland County., 78-26062 

Flood insurance study : town of Pulaski, 
Virginia, Pulaski County., 78-21446 

Flood insurance study : town of Quantico, 
Virginia, Prince William County., 78- 
17755 

Flood insurance study : town of Randolph, 
Massachusetts, Norfolk County., 78- 
9136 

Flood insurance study : town of Reform, 
Alabama, Pickens County., 78-13696 

Flood insurance study town of Rich 
Creek, Virginia, Giles County., 78- 
17757 

Flood insurance study : town of Richland, 
New York, Oswego County., 78-2040 

Flood insurance study : town of Ridgecrest, 
Louisiana, Concordia Parish., 78-7239 

Flood insurance study : town of Riverhead, 
New York, Suffolk County., 78-4933 

Flood insurance study : town of Riverside, 
Washington, Okanogan County., 78- 
4932 

Flood insurance study : town of Rockwell, 
North Carolina, Rowan County., 78- 
9141 

Flood insurance study : town of Rosalia, 
Washington, Whitman County., 78- 
13698 

Flood insurance study : town of Ruleville, 
Mississippi, Sunflower County., 78- 
9142 

Flood insurance study : town of Rutland, 
Vermont, Rutland County., 78-26070 

Flood insurance study : town of Saltville, 
Virginia, Smyth and Washington Coun- 
ties., 78-4935 

Flood insurance study : 
Point, Florida, 
17761 

Flood insurance study : town of Seymour, 
Connecticut, New Haven County., 78- 
13703 

Flood insurance study : town of Sharon, 
Massachusetts, Norfolk County., 78- 
26076 

Flood insurance study : town of Shelter 
Island, New York, Suffolk County., 78- 
2045 

Flood insurance study : town of Shrewsbu- 
ry, Vermont, Rutland County., 78- 
21464 

Flood insurance study : town of Sidon, Mis- 
sissippi, Leflore County., 78-7243 

Flood insurance study : town of Silverton 
and unincorporated areas of San Juan 
County, Colorado,, 78-21465 

Flood insurance study : town of Smithtown, 
New York, Suffolk County,, 78-26082 

Flood insurance study : town of Sodus, 
New York, Wayne County., 78-2046 

Flood insurance study : town of Sorrento, 
Louisiana, Ascension Parish., 78-11425 


town of Sewall’s 
Martin County., 78- 





Flood insurance study : town of South 
Hero, Vermont, Grand Isle County., 
78-13704 

Flood insurance study : town of South 
Palm Beach, Florida, Palm Beach Coun- 
ty., 78-11426 

Flood insurance study : town of Spencer, 
North Carolina, Rowan County., 78- 
21466 

Flood insurance study : town of Springett- 
sbury, Pennsylvania, York County., 78- 
600 

Flood insurance study : town of Stamford, 
Vermont, Bennington County., 78- 
13707 

Flood insurance study : town of Star City, 
West Virginia, Monongalia County., 78- 
15506 

Flood insurance study : town of Steamboat 
Springs, Colorado, Routt County., 78- 
2049 

Flood insurance study : town of Stratford, 
Connecticut, Fairfield County., 78- 
11429 

Flood insurance study : town of Stuart, Vir- 
ginia, Patrick County., 78-21467 

Flood insurance study : town of Sunflower, 
Mississippi, Sunflower County., 78- 
15509 

Flood insurance study : town of Surprise, 
Arizona, Maricopa County., 78-26085 

Flood insurance study : town of Tarboro, 


North Carolina, Edgecombe County., 


78-602 

Flood insurance study : town of Telluride, 
Colorado, San Miguel County., 78- 
23958 

Flood insurance study : town of Terry, Mis- 
sissippi, Hinds County., 78-9155 

Flood insurance study town of Ther- 
mopolis, Wyoming, Hot Springs County., 
78-13710 

Flood insurance study : town of Tonasket, 
Washington (State), Okanogan County., 
78-4941 

Flood insurance study : town of Tunica 
Mississippi, Tunica County., 78-603 

Flood insurance study : town of Union, 
New York, Broome County., 78-4943 

Flood insurance study : town of Union- 
town, Washington, Whitman County., 
78-15510 

Flood insurance study : town of Urbana, 
New York, Steuben County., 78-604 

Flood insurance study : town of Utuado, 
Puerto Rico., 78-21472 

Flood insurance study : town of Vaiden, 
Mississippi, Carroll County., 78-7249 

Flood insurance study town of Van 
Buren, New York, Onondaga County., 
78-15511 

Flood insurance study : town of Veazie, 
Maine, Penobscot County., 78-9161 

Flood insurance study : town of Vidalia, 
Louisiana, Concordia Parish., 78-13716 

Flood insurance study : town of/village of 
Northfield, Vermont, Washington Coun- 
ty., 78-11413 
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Flood insurance study : town of Vinton, 
Virginia, Roanoke County., 78-7250 

Flood insurance study : town of Waitsfield, 
Vermont, Washington County., 78- 
11431 

Flood insurance study town of Wake 
Forest, North Carolina, Wake County., 
78-13717 

Flood insurance study : town of Wakefield, 
Massachusetts, Middlesex County., 78- 
2609 1 

Flood insurance study : town of Walling- 
ford, Connecticut, New Haven County., 
78-23961 

Flood insurance study : town of Wendell, 
North Carolina, Wake County., 78- 
11434 

Flood insurance study town of West 
Bloomfield, New York, Ontario County., 
78-13719 

Flood insurance study : town of West War- 
wick, Rhode Island, Kent County., 78- 
2054 

Flood insurance study : town of Weston, 
Connecticut, Fairfield County., 78- 
26101 

Flood insurance study : town of Wheatland, 
New York, Monroe County., 78-21476 

Flood insurance study : town of Wicken- 
burg, Arizona, Maricopa County., 78- 
609 

Flood insurance study : town of William- 
son, New York, Wayne County., 78- 
23966 

Flood insurance study : town of William- 
stown, Vermont, Orange County., 78- 
13721 

Flood insurance study : town of Wilming- 
ton, Vermont, Windham County., 78- 
9167 

Flood insurance study : town of Wilson, 
New York, Niagara County., 78-2056 

Flood insurance study town of 
Winchester, Connecticut, Litchfield 
County., 78-13722 

Flood insurance study : town of Windsor, 
Connecticut, Hartford County., 78- 
26104 

Flood insurance study town of Winn- 
sboro, Louisiana, Franklin Parish., 78- 
21478 

Flood insurance study : town of Woodbury, 
Connecticut, Litchfield County., 78-610 

Flood insurance study : town of Worcester, 
Vermont, Washington County., 78- 
9169 

Flood insurance study : town of Wytheville, 
Virginia, Wythe County., 78-7253 

Flood insurance study : town of Yates, 
New York, Orleans County., 78-26109 

Flood insurance study : town of Young- 
town, Arizona, Maricopa County., 78- 
26112 

Flood insurance study : town of Zebulon, 
North Carolina, Wake County., 78- 
15521 
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Flood insurance study town/village of 
Woodstock, Vermont, Windsor County., 
78-26108 

Flood insurance study 
legheny, Pennsylvania, Westmoreland 
County., 78-23896 

Flood insurance study : township of Bear 
Creek, Pennsylvania, Luzerne County., 
78-23899 

Flood insurance study : township of Ben- 
salem, Pennsylvania, Bucks County., 
78-13599 

Flood insurance study township of 
Benton, Michigan, Berrien County., 78- 
7192 

Flood insurance study township of 
Benton, Pennsylvania, Columbia County., 
78-17713 

Flood insurance study township of 
Berkeley Heights, New Jersey, Union 
County., 78-4893 

Flood insurance study township of 
Bernards, New Jersey, Somerset County., 
78-21356 

Flood insurance study : township of Boon- 
ton, New Jersey, Morris County., 78- 
21360 

Flood insurance study : township of Bramp- 
ton, Michigan, Delta County., 78-7194 

Flood insurance study township of 
Branchburg, New Jersey, Somerset 
County., 78-13607 

Flood insurance study : township of Bridge- 
water, New Jersey, Somerset County., 
78-25950 

Flood insurance study : township of Bristol, 
Pennsylvania, Bucks County., 78-25951 

Flood insurance study : township of Butler, 
Pennsylvania, Butler County., 78-13609 

Flood insurance study : township of Center, 
Pennsylvania, Indiana County., 78-9053 

Flood insurance study : township of Cherry 
Hill, New Jersey, Camden County., 78- 
21368 

Flood insurance 
Chesterfield, 
Michigan., 78-15467 

Flood insurance study township of 
Chikaming, Michigan, Berrian County., 
78-11381 

Flood insurance study : township of China, 
Michigan, St. Clair County., 78-15468 

Flood insurance study : township of Cin- 
naminson, Burlington County, New Jer- 
sey., 78-11382 

Flood insurance study : township of Clay, 
Michigan, St. Clair County., 78-11383 

Flood insurance study : township of Con- 
cord, Pennsylvania, Delaware County., 
78-555 

Flood insurance study : township of Covert, 
Michigan, Van Buren County., 78-7198 

Flood insurance study : township of Derry, 
Pennsylvania, Mifflin County., 78- 
21378 

Flood insurance study : township of Derry, 
Pennsylvania, Montour County., 78- 
21377 


: township of Al- 


study 
Macomb 


township of 
County, 
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Flood insurance study : township of Derry, 
Pennsylvania, Westmoreland County., 
78-11390 

Flood insurance study township of 
Downe, Cumberland County, New Jer- 
sey., 78-7202 

Flood insurance study township of 
Doylestown, Pennsylvania, Bucks Coun- 
ty., 78-25974 

Flood insurance study : township of Dur- 
ham, Pennsylvania, Bucks County., 78- 
21379 

Flood insurance study : township of East 
China, Michigan, St. Clair County., 78- 
13625 

Flood insurance 
Elizabeth, Pennsylvania, 
County., 78-7205 

Flood insurance study : township of Erie, 
Michigan, Monroe County., 78-21381 

Flood insurance study : township of Fair- 
view, Pennsylvania, Erie County., 78- 
25983 

Flood insurance study : township of Fair- 
view, Pennsylvania, York County., 78- 
9068 

Flood insurance study : township of Fer- 
managh, Pennsylvania, Juniata County., 
78-9070 

Flood insurance study : township of Ford 
River, Michigan, Delta County., 78- 
7207 

Flood insurance study : township of Fort 
Gratiot, Michigan, St. Clair County., 
78-25985 

Flood insurance — study township of 
Frenchtown, Michigan, Monroe County., 
78-2015 

Flood insurance study : township of Gaines, 
Pennsylvania, Tioga County., 78-21389 

Flood insurance study : township of Gran- 
ville, Pennsylvania, Mifflin County., 78- 
17726 

Flood insurance study : township of Haines, 
Pennsylvania, Centre County., 78- 
15482 

Flood insurance study : township of Hamp- 
den, Pennsylvania, Cumberland County., 
78-9082 

Flood insurance study : township of Hamp- 
ton, Michigan, Bay County., 78-15484 

Flood insurance study : township of Hamp- 
ton, Pennsylvania, Allegheny County., 
78-9085 

Flood insurance study : township of Har- 
rison, Pennsylvania, Allegheny County., 
78-25999 

Flood insurance study : township of Hemp- 
field, Pennsylvania, Westmoreland Coun- 
ty., 78-23921 

Flood insurance | study township of 
Jackson, Pennsylvania, Tioga County., 
78-21404 

Flood insurance study : township of Ju- 
niata, Pennsylvania, Perry County., 78- 
9094 


study township of 


Allegheny 
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Flood insurance study : township of Keat- 
ing, Pennsylvanial, McKean County., 
78-13660 

Flood insurance study : township of Kelly, 
Union County, Pennsylvania., 78-7215 

Flood insurance study : township of Lake, 
Michigan, Huron County., 78-7218 

Flood insurance study township of 
Laketon, Michigan, Muskegon County., 
78-9099 

Flood insurance study 
Lawrence Park, 
County., 78-26022 

Flood insurance study township of 
Leacock, Pennsylvania, Lancaster Coun- 
ty., 78-4915 

Flood insurance study 
Leavenworth, Kansas, 
County., 78-570 

Flood insurance study : township of Ligoni- 
er, Pennsylvania, Westmoreland County., 
78-21412 

Flood insurance study : township of Lin- 
coln, Massachusetts, Middlesex County., 
78-13667 

Flood insurance study : township of Lin- 
coln, Michigan, Berrien County., 78- 
4916 

Flood insurance study : township of Lower 
Merion, Pennsylvania, Montgomery 
County., 78-2028 

Flood insurance study : township of Lower 
Milford, Pennsylvania, Lehigh County., 
78-9108 

Flood insurance study : township of Lower 
Moreland, Pennsylvania, Montgomery 
County., 78-4918 

Flood insurance study : township of Lower 
Mount Bethel, Pennsylvania, Northamp- 
ton County., 78-7222 

Flood insurance study township of 
Lumber, Pennsylvania, Cameron Coun- 
ty., 78-574 

Flood insurance study : township of Lynd- 
hurst, New Jersey, Bergen County., 78- 
13669 

Flood insurance study township of 
Mahoning, Pennsylvania, Carbon Coun- 
ty., 78-23932 

Flood insurance study : township of Marl- 
boro, New Jersey, Monmouth County., 
78-13671 

Flood insurance study : township of Mau- 
rice River, New Jersey, Cumberland 
County., 78-2034 

Flood insurance study : township of Mer- 
ritt, Michigan, Bay County., 78-17743 

Flood insurance study : township of Mon- 
roe, Michigan, Monroe County., 78- 
9118 

Flood insurance study : township of Moore, 
Pennsylvania, Northampton County., 
78-26035 

Flood insurance study township of 
Moorestown, New Jersey, Burlington 
County., 78-21425 


township of 
Pennsylvania, Erie 


township of 
Leavenworth 
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Flood insurance study : township of Nether 
Providence, Pennsylvania, Delaware 
County., 78-26042 

Flood insurance study : township of North 
Coventry, Pennsylvania, Chester County., 
78-17748 

Flood insurance study : township of North 
Huntingdon, Pennsylvania, Westmore- 
land County., 78-23940 

Flood insurance study township of 
Onekama, Michigan, Manistee County., 
78-9126 

Flood insurance study : township of Park, 
Michigan, Ottawa Co., 78-11417 

Flood insurance study : township of Pent- 
water, Michigan, Oceana County., 78- 
4930 

Flood insurance study : township of Pin- 
conning, Michigan, Bay County., 78- 
21443 

Flood insurance study : township of Plum- 
stead, Pennsylvania, Bucks County., 78- 
23946 

Flood insurance 
Plymouth, Pennsylvania, 
County., 78-9132 

Flood insurance study : township of Port 
Sheldon, Michigan, Ottawa County., 
78-9134 

Flood insurance study township of 
Portage, Pennsylvania, Cameron County., 
78-17753 

Flood insurance study township of 
Ridgway, Pennsylvania, Elk County., 
78-21451 

Flood insurance study township of 
Sewickley, Pennsylvania, Westmoreland 
County., 78-11423 

Flood insurance study township of 
Shenango, Lawrence County, Pennsyl- 
vania., 78-7242 

Flood insurance study : township of Ship- 
pen, Pennsylvania, Cameron County., 
78-9145 

Flood insurance study : township of Sims, 
Michigan, Arenac County., 78-11424 

Flood insurance study : township of Sodus, 
Michigan, Berrien County., 78-9148 

Flood insurance study : township of South 
Whitehall, Pennsylvania, Lehigh County., 
78-9149 

Flood insurance study : township of Spring 
Lake, Michigan, Ottawa County., 78- 
2048 

Flood insurance study : township of Spring- 
field, Pennsylvania, Delaware County., 
78-601 

Flood insurance study : township of St. 
Clair, Michigan, St. Clair County., 78- 
15503 

Flood insurance study township of 
Stonycreek, Pennsylvania, | Cambria 
County., 78-9151 

Flood insurance study : township of Tredyf- 
frin, Chester County, Pennsylvania., 78- 
9159 


study township of 


Montgomery 





Flood insurance study : township of Tur- 
bett, Pennsylvania, Juniata County., 78- 
4942 

Flood insurance study : township of Union, 
New Jersey, Union County., 78-21471 

Flood insurance study : township of Unity, 
Pennsylvania, Westmoreland County., 
78-13714 

Flood insurance study : township of Upper 
Gwynedd, Pennsylvania, Montgomery 
County., 78-4944 

Flood insurance study : township of Upper 
Makefield, Pennsylvania, Bucks County., 
78-23959 

Flood insurance study : township of Upper 
Providence, Pennsylvania, Montgomery 
County., 78-13715 

Flood insurance study : township of Upper 
Southampton, Pennsylvania, Bucks 
County., 78-7248 

Flood insurance study : township of Voor- 
hees, New Jersey, Camden County., 78- 
21474 

Flood insurance study township of 
Walker, Pennsylvania, Juniata County., 
78-15512 

Flood insurance study : township of War- 
minster, Pennsylvania, Bucks County., 
78-4946 

Flood insurance study : township of War- 
ren, New Jersey, Somerset County., 78- 
607 

Flood insurance study : township of War- 
rington, Pennsylvania, Bucks County., 
78-26093 

Flood insurance study : township of War- 
wick, Pennsylvania, Bucks County., 78- 
26094 

Flood insurance — study township of 
Washington, New Jersey, Mercer Coun- 
ty., 78-23963 

Flood insurance study township of 
Whitehall, Pennsylvania, Lehigh County., 
78-4949 

Flood insurance study 
ney, Michigan, 
13720 

Flood insurance study : township of Whit- 
pain, Pennsylvania, Montgomery Coun- 
ty., 78-608 

Flood insurance study : township of Wil- 
kins, Pennsylvania, Allegheny County., 
78-23965 

Flood insurance — study township of 
Wisner, Michigan, Tuscola County., 78- 
11436 

Flood insurance — study township of 
Wrightstown, Pennsylvania, Bucks Coun- 
ty., 78-17768 

Flood insurance study : township of Wysox, 
Pennsylvania, Bradford County., 78- 
2058 

Flood insurance study : Trumbull County, 
Ohio, unincorporated areas., 78-26087 

Flood insurance study : Umatilla County, 
Oregon, unincorporated areas., 78- 
21470 


: township of Whit- 
Arenac County., 78- 
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Flood insurance study : Vernon County, 
Wisconsin, unincorporated areas., 78- 
21473 

Flood insurance study : village of Alexan- 
dria Bay, New York, Jefferson County., 
78-7185 

Flood insurance study : village of Allegany, 
New York, Carttaraugus County., 78- 
7186 

Flood insurance study : village of Ardsley, 
New York, Westchester County., 78- 
25934 

Flood insurance study : village of Arlington 
Heights, Illinois, Cook and Lake Coun- 
ties., 78-9038 

Flood insurance study : village of Avoca, 
Nebraska, Cass County., 78-9040 

Flood insurance study : village of Avon, 
New York, Livington County., 78- 
15456 

Flood insurance study : village of Bolivar, 
New York, Allegany County., 78-25947 

Flood insurance study : village of Bourbon- 
nais, Illinois, Kankakee County., 78- 
23903 

Flood insurance study : village of Bradley, 
Illinois, Kankakee County., 78-4896 

Flood insurance study : village of Briarcliff 
Manor, New York, Westchester County., 
78-2003 

Flood insurance study : village of Butler, 
Wisconsin, Waukesha County., 78- 
11379 

Flood insurance study : village of Cahokia, 
Illinois, St. Clair County., 78-23905 

Flood insurance study : village of Camp- 
bellsport, Wisconsin, Fond du Lac Coun- 
ty., 78-11380 

Flood insurance study : village of Carol 
Stream, Illinois, DuPage County., 78- 
13610 

Flood insurance study : village of Cedar 
Creek, Nebraska, Cass and Sarpy Coun- 
ties., 78-21367 

Flood insurance study : village of Cherry 
Creek, New York, Chautauqua County., 
78-2005 

Flood insurance study : village of Cleve- 
land, Wisconsin, Manitowoc County., 
78-11384 

Flood insurance study : village of Craig 
Beach, Ohio, Mahoning County., 78- 
7199 

Flood insurance study : village of Cuba, 
New York, Allegany County., 78-9061 

Flood insurance study : village of Dansville, 
New York, Livingston County., 78- 
25968 

Flood insurance study village of De 
Forest, Wisconsin, Dane County., 78- 
21376 

Flood insurance study : village of East 
Chicago Heights, Illinois, Cook County., 
78-25976 

Flood insurance study 
Randolph, 
York., 


: Village of East 
Cattaragus County, New 
78-2009 
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Flood insurance study village of East 
Rockaway, New York, Nassau County., 
78-25977 

Flood insurance study : village of Endicott, 
New York, Broome County., 78-9067 

Flood insurance study : Village of Fair 
Haven, New York, Cayuga County., 78- 
2011 

Flood insurance study : village of Falconer, 
New York, Chautauqua County., 78- 
561 

Flood insurance study : village of Fort Ed- 
ward, New York, Washington County., 
78-13635 

Flood insurance study village of Fox 
Lake, Illinois, Lake County., 78-25986 

Flood insurance study : village of Franklin 
Park, Illinois, Cook County., 78-21386 

Flood insurance study : village of Franklin- 
ville, New York, Cattaraugus County., 
78-13636 

Flood insurance study : 
Mills, Ohio, 
9074 

Flood insurance study : village of Gays 
Mills, Wisconsin, Crawford County., 
78-13641 

Flood insurance study : village of Glendale 
Heights, Illinois, DuPage County., 78- 
15478 

Flood insurance study : village of Glen- 
wood, Illinois, Cook County., 78-13644 

Flood insurance study village of 
Goodrich, Michigan, Genesee County., 
78-25992 

Flood insurance study : village of Grand 
Beach, Michigan, Berrien County., 78- 
9078 

Flood insurance study : village of Grosse 
Tete, Louisiana, Iberville Parish., 78- 
4910 

Flood insurance study : village of Hacien- 
da, Florida, Broward County., 78- 
11395 

Flood insurance study : village of Ham- 
mondsport, New York, Steuben County., 
78-9083 

Flood insurance study : village of Hanover 
Park, Illinois, (DuPage and Cook Coun- 
ties)., 78-25997 

Flood insurance study : village of Her- 
kimer, New York, Herkimer County., 
78-13651 

Flood insurance study : village of Hunting 
Valley, Ohio, Cuyahoga and Geauga 
Counties., 78-567 

Flood insurance study village of La 
Grange Park, Illinois, Cook County., 
78-26016 

Flood insurance study : village of Lake 
Nebagamon, Wisconsin, Douglas Coun- 
ty., 78-17733 

Flood insurance study : village of Lewis 
and Clark, Missouri, Buchanan County., 
78-23928 

Flood insurance 
Limestone, New 
County., 78-9103 


village of Gates 
Cuyahoga County., 78- 


study 
York, 


village of 
Cattaraugus 


Page 1-1349 





Flood insurance study : village of Little 
Valley, New York, Cattaraugus County., 
78-2025 

Flood insurance study : village of Lloyd 
Harbor, New York, Suffolk County., 
78-9106 

Flood insurance study : village of Lombard, 
Illinois, DuPage County., 78-26027 

Flood insurance study : village of Macken- 
zie, Missouri, St. Louis County., 78- 
23931 

Flood insurance study : village of Malone, 
New York, Franklin County., 78-9109 

Flood insurance — study village of 
Manchester, Ohio, Adams County., 78- 
15490 

Flood insurance study : village of Manlius, 
New York, Onondaga County., 78- 
23934 

Flood insurance study : village of Manteno, 
Illinois, Kankakee County., 78-575 

Flood insurance study : village of Mayville, 
New York, Chautauqua County., 78- 
576 

Flood insurance study : village of McFar- 
land, Wisconsin, Dane County., 78- 
13670 

Flood insurance study village of 
Menomonee Falls, Wisconsin, Waukesha 
County., 78-21423 

Flood insurance study : village of Michiana, 
Michigan, Berrien County., 78-9115 

Flood insurance study : village of Mid- 
dleport, Ohio, Meigs County., 78-26031 

Flood insurance study : village of Mohawk, 
New York, Herkimer County., 78-9117 

Flood insurance study : village of Mor- 
risville, Vermont, Lamoille County., 78- 
11408 

Flood insurance study : village of Morrow, 
Ohio, Warren County., 78-21427 

Flood insurance study : village of Mount 
Morris, New York, Livingston County., 
78-15492 

Flood insurance study : village of Murray 
City, Ohio, Hocking County., 78-26040 

Flood insurance study : village of Murray, 
Nebraska, Cass County., 78-579 

Flood insurance study : village of Nehawka, 
Nebraska, Cass County., 78-9121 

Flood insurance study : village of Neville, 
Ohio, Clermont County., 78-23939 

Flood insurance study : village of Niagara, 
Wisconsin, Marinette County., 78-7231 

Flood insurance study : village of North 
Palm Beach, Florida, Palm Beach Coun- 
ty., 78-17749 

Flood insurance study : village of Palm 
Springs, Florida, Palm Beach County., 
78-4927 

Flood insurance study : village of Panama, 
New York, Chautauqua County., 78- 
4928 

Flood insurance study : village of Pandora, 
Ohio, Putnam County., 78-26056 

Flood insurance study : village of Pender, 
Nebraska, Thurston County., 78-7236 
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Flood insurance study : village of Pent- 
water, Michigan, Oceana County., 78- 
9128 

Flood insurance study : village of Portville, 
New York, Cattaraugus County., 78- 
9034 

Flood insurance study : village of Prather- 
sville, Missouri, Clay County., 78- 
26059 

Flood insurance study : village of Ran- 
dolph, New York, Cattaraugus County., 
78-15502 

Flood insurance study : village of Richburg, 
New York, Allegany County., 78-589 

Flood insurance study : village of River- 
dale, Illinois, Cook County., 78-26066 

Flood insurance study : village of Robbins, 
Illinois, Cook County., 78-26067 

Flood insurance study : village of Rosedale, 
Louisiana, Iberville Parish., 78-2042 

Flood insurance study : village of Sag Har- 
bor, New York, Suffolk County., 78- 
595 

Flood insurance study : village of Schiller 
Park, Illinois, Cook County., 78-21460 

Flood insurance study : Village of Sea Cliff, 
New York, Nassau County., 78-2043 

Flood insurance study : village of Sherman, 
New York, Chautauqua County., 78- 
4937 

Flood insurance study : village of Silver 
Lake, Wisconsin, Kenosha County., 78- 
17762 

Flood insurance study : village of Solon 
Springs, Wisconsin, Douglas County., 
78-17763 

Flood insurance study : village of South 
Corning, New York, Steuben County., 
78-4938 

Flood insurance study : village of South 
Dayton, New York, Cattaraugus County., 
78-598 

Flood insurance study : village of Spencer- 
port, New York, Monroe County., 78- 
17764 

Flood insurance study : village of Spring 
Lake, Michigan, Ottawa County., 78- 
11428 

Flood insurance study : village of Wappin- 
gers Falls, New York, Dutchess County., 
78-21475 

Flood insurance study : village of Watkins 
Glen, New York, Schuyler County., 78- 
15514 

Flood insurance study : village of Wau- 
nakee, Wisconsin, Dane County., 78- 
9163 

Flood insurance study : village of Well- 
sville, New York, Allegany County., 78- 
15516 

Flood insurance study : village of Wheel- 
ing, Illinois, Cook County., 78-21477 

Flood insurance — study village of 
Whitesboro, New York, Oneida County., 
78-2055 

Flood insurance study : village of Wilson, 
New York, Niagara County., 78-9168 
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Flood insurance study : Waccamaw Neck 
Flood District, Georgetown County, 
South Carolina., 78-9162 

Flood insurance study : Washington Coun- 
ty, Maryland, unincorporated areas., 
78-13718 

Flood insurance study : West Baton Rouge 
Parish, Louisiana, unincorporated areas., 
78-7251 

Flood insurance study : Wilkin County, 
Minnesota, unincorporated areas., 78- 
26102 

Flood insurance study : Wilson County, 
Texas, unicorporated areas., 78-7252 

Flood insurance study Wood County, 
Wisconsin (unincorporated areas)., 78- 
11437 

Flood insurance study : Woodford County 
Kentucky, unincorporated areas., 78- 
13723 

Flood insurance study : Wright County, 
Minnesota, unincorporated areas., 78- 
11438 

Flood insurance study 
County, Minnesota, unincorporated 
areas., 78-26110 

Flood map preparation map standards., 
78-7184 

Flood plain information : Adams Creek and 
tributaries, Tulsa and Wagoner Counties, 
Oklahoma., 78-23131 

Flood plain information : Albuquerque ar- 
royos, Albuquerque, NM., 78-20303 

Flood plain information : Allegheny River, 
Cattaraugus County, New York., 78- 
12745 

Flood plain information : Arkansas River 
and tributaries, Morrilton, Arkansas., 
78-25277 

Flood plain information Ashland, 
Nebraska, Salt Creek, Wahoo Creek., 
78-12738 

Flood plain information 
Montgomery County, 
12740 

Flood plain information : Big Thompson 
River, Loveland to the Larimer—Weld 
County line, Colorado : Little Thompson 
River, Boulder and Larimer Counties, 
near Berthoud, Colorado., 78-25276 

Flood plain information : Bluff Creek and 
tributaries, Oklahoma City, Oklahoma., 
78-12748 

Flood plain information : Brazos River, 
Fort Bend County, Texas., 78-4476 

Flood plain information : Colorado River- 
Onion Creek to Montopolis Bridge, 
Austin, Texas., 78-12739 

Flood plain information Connecticut 
River, West River, Dummerston, Ver- 
mont., 78-23123 

Flood plain information Cottonwood 
Creek, El Paso County, Colo., 78-4473 

Flood plain information : Cucharas River & 
tributaries, La Veta, Colorado /, 78- 
4480 


: Yellow Medicine 


Bens Branch, 
Texas /, 78- 





Flood plain information : Dorchester, Whit- 
man, Queset, Black, Beaver, Poquan- 
ticut, Mulberry and Gowards Brooks, 
Easton, Massachusetts., 78-4472 

Flood plain information Green River, 
Henderson and Daviess Counties, Ken- 
tucky., 78-23125 

Flood plain information : Horn Lake Creek 
and tributaries, vicinity of Horn Lake, 
Mississippi., 78-4479 

Flood plain information : Housatonic River, 
Hubbard and Schenob Brooks, Sheffield, 
Massachusetts., 78-23128 

Flood plain information : Hurricane Creek 
and Finch Branch, La Vergne, Tennes- 
see., 78-8714 

Flood plain information : James River, Am- 
herst County, Virginia., 78-4464 

Flood plain information : James River, Ap- 
pomattox County, Virginia., 78-4465 

Flood plain information James River, 
Bedford County, Virginia., 78-4466 

Flood plain information James River, 
Botetourt County, Virginia., 78-4467 

Flood plain information James River, 
Buckingham County, Virginia., 78-4468 

Flood plain information James River, 
Campbell County, Virginia., 78-4469 

Flood plain information : James River, City 
of Lynchburg, Virginia., 78-4481 

Flood plain information James River, 
Cumberland County, Virginia., 78-4470 

Flood plain information : James River, Flu- 
vanna County, Virginia., 78-4475 

Flood plain information James River, 
Goochland County, Virginia., 78-4477 

Flood plain information : James River, Nel- 
son County, Virginia., 78-4482 

Flood plain information James River, 
Powhatan County, Virginia., 78-4484 

Flood plain information James River, 
Rockbridge County, Virginia., 78-4485 

Flood plain information : Keegans Bayou, 
Fort Bend County, Texas., 78-25273 

Flood plain information Kuskokwim 
River, McGrath, Alaska., 78-20305 

Flood plain information : Lamoille, North 
Branch, Brewster, and Seymour Rivers, 
Cambridge, Vermont., 78-12744 

Flood plain information : Maxwell Creek, 
Parker, Texas., 78-4483 

Flood plain information : Millers River and 
North Branch, Winchendon, Mas- 
sachusetts., 78-6499 

Flood plain information : Mineral Creek, 
Valdez, Alaska., 78-23132 

Flood plain information : Mud Creek and 
laterals A,B,C,& D, vicinity of Dresden, 
Tennessee., 78-4471 

Flood plain information 
vicinity of Brawley, 
California /, 78-12742 

Flood plain information : Ninemile Creek, 
Onondaga County, New York., 78- 
10799 

Flood plain information North Anna 
River, Hanover County, Virginia., 78- 
25275 


New River, 
Imperial County, 
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Flood plain information : North Nashua 
River, Fitchburg and Leominster, Mas- 
sachusetts., 78-4474 

Flood plain information : Ohio River, Trim- 
ble County, Kentucky : floodway appen- 
dix., 78-23130 

Flood plain information : Penobscot and 
Stillwater Rivers : Old Town and Mil- 
ford, Maine., 78-221 

Flood plain information Pompeston 
Creek, Burlington County, New Jersey., 
78-12743 

Flood plain information Rio 
Ponce, Puerto Rico., 78-15106 

Flood plain information : Sells wash and 
tributary, vicinity of Sells, Papago Indian 
Reservation, Arizona., 78-23127 

Flood plain information : Silver Creek and 
tributaries, St. Clair County, Illinois-no. 
1., 78-23126 

Flood plain information : Stewart Creek 
and Harts Branch, Smyrna, Tennessee., 
78-8715 

Flood plain information 
Spring River, Thayer, 
23129 

Flood plain information : West Branch and 
Farmington River : Canton, New Hart- 
ford and Barkhamsted, Connecticut., 
78-25272 

Flood plain information : West Fork River, 
Harrison County, West Virginia., 78- 
12746 

Flood plain information : West River and 
Utley Brook, Weston-Londonderry, Ver- 
mont., 78-25278 

Flood plain information : White River & 
tributaries, Hamilton County, Indiana., 
78-4478 

Flood plain information 
Buffalo Bayou, Fort 
Texas., 78-25274 

Flood problems in eastern Kentucky 
hearings before a subcommittee of the 
Committee on Appropriations, United 
States Senate, Ninety-fifth Congress, first 
session : special hearing, Department of 
Housing and Urban Development., 78- 
14287 

Floods : Bens Branch, Montgomery county, 
Texas., 78-10797 

Floods : Boggy Creek, Orange and Osceola 
Counties, Florida., 78-10800 

Floods : northwest stream group, Stockton, 
California., 78-10805 

Floods : Owasco Inlet and Hemlock Creek, 
villages of Moravia and Locke, Cayuga 
County, New York., 78-10798 

Floods Sam Bell Gully, Montgomery 
County, Texas., 78-10795 

Floods : Weiser River, Weiser, Idaho, and 
vicinity., 78-23145 

Floods West River and Utley Brook, 
Weston & Londonderry, Vermont., 78- 
23146 

Floods : White Oak Creek, Montgomery 
County, Texas., 78-10796 


Matilde, 


Warm Fork 
Missouri., 78- 


Willow Fork, 
Bend County, 


Do not order from index; see indicated entry 





Floods : Willow Fork, Buffalo Bayou, Fort 
Bend County, Texas., 78-23147 

Floods in Cambridge, Vermont : Lamoille, 
North Branch, Brewster and Seymour 
Rivers., 78-10783 

Floods in Canton, Mississippi : Bear Creek 
and tributaries., 78-10784 

Floods in Cattarugus County, New York., 
78-23135 

Floods in Danville, Arkansas., 78-10785 

Floods in Harrison County, W. Va., 78- 
23137 

Floods in Ripley, Mississippi : South Tip- 
pah Creek and tributaries., 78-10802 

Floods in Riverton-Cinnaminson vicinity, 
New Jersey ; how to avoid damage., 78- 
10803 

Floods in Thayer, Missouri., 78-10806 

Floods in vicinity of Pueblo, Colorado., 
78-10801 

Floods on arroyos., 78-23133 

Floods on Colorado River-Onion Creek to 
Montopolis Bridge, Austin Texas: how to 
aviod damages., 78-10782 

Floods on Crump Creek, Hanover County, 
Virginia., 78-10792 

Floods on Housatonic River, Hubbard & 
Schenob Brooks, Sheffield, Mas- 
sachusetts., 78-23143 

Floods on Little River, Hanover County, 
Virginia., 78-10789 

Floods on Maxwell Creek, Parker, Texas : 
how to avoid damage., 78-23141 

Floods on Mechumps Creek, Hanover 
County, Virginia., 78-10793 

Floods on Meramec River, Bourbeuse 
River, and tributaries : Franklin County, 
Missouri. no. 1., 78-10786 

Floods on Merrimack and Piscataquog 
Rivers, Manchester, New Hampshire., 
78-10794 

Floods on Mineral Creek, Valdez, Alaska., 
78-10807 

Floods on Mud Creek and laterals A, B, C, 
& D: [Dresden, Tennessee], 78-23136 

Floods on North Anna River, Hanover 
County, Virginia., 78-10791 

Floods on Oucharas River and tributaries, 
La Veta, Colorado., 78-23138 

Floods on Quaboag River, Warren, Mas- 
sachusetts., 78-23144 

Floods on Rio San Jose 
Valencia County, 
10781 

Floods on Silver Creek and tributaries., 
78-10804 

Floods on South Anna River, 
County, Virginia., 78-10788 

Floods on Still, East Branch, West Branch, 
& Farmington Rivers in Canton, New 
Hartford, & Barkhamsted, Connecticut., 
78-23134 

Floods on Stony Run Creek, 
County, Virginia., 78-10790 

Floods on the Meramec River : Franklin 
County, Missouri, no. 2.,  78-10787 

Floodway determination computer 
gram., 78-16704 


: Acoma Pueblo, 
New Mexico., 78- 


Hanover 


Hanover 


pro- 
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Floors., 78-11974 

Flora of Buck Island Reef National Monu- 
ment : U.S. Virgin Islands /, 78-6128 

Flora of Virgin Gorda (British Virgin 
Islands) /, 78-14634 

Florence County, Wisconsin, 
porated areas., 78-9072 

Floriculture., 78-17366 

Floriculture crops; production area and 
sales, intentions., 78-22788 

Florida, 78-4840 

Florida Area Cumulus Experiment., 78- 
22920 

Florida East Coast Railway Company, 
Riviera Beach, Florida : July 19, 1973., 
78-5307 

Florida landings., 78-2845 

Florida landings, annual summary., 78- 
12539, 78-16844, 78-19911 

Florida, monthly averages of temperature 
wey 78-4216 

Florida, monthly normals of temperature 
wy 78-4171 

Florida phosphate slimes., 78-26168 

The Florida phosphate slimes problem : a 
review and a bibliography /, 78-26178 

Flotation and survival equipment studies /, 
78-9689 

Flotation and survival equipment studies 
[errata] /, 78-9690 

Flotation standard test procedure., 78- 
9726 

Flour milling products., 78-2563 

Flow and heat transfer in a curved channel 
/, 78-18086 

Flow control procedures., 78-18672 

Flow-field surveys on the windward side of 
the NASA 040A space shuttle orbiter at 
31 angle of attack and Mach 20 in heli- 
um /, 78-9378 

Flow-induced tube vibrations in shell-and- 
tube heat exchangers /, 78-13170 

Flow measurement in open channels and 
closed conduits proceedings of the 
Symposium on Flow Measurement in 
Open Channels and Closed Conduits 
held at the National Bureau of Standards 
in Gaithersburg, Maryland on February 
23-25, 1977 /, 78-119 

Flow of funds accounts; seasonally adjusted 
and unadjusted., 78-3203 

Flow of funds, seasonally adjusted, 78- 
3203 

Flow of funds, unadjusted, 78-3203 

Flow rates and characteristics of Dimilin, 
Dylox 1.5, Orthene 75S, and Sevin 40 oil 
/, 78-3992 

Flow visualization of film cooling with 
spanwise injection from a small array of 
holes and compound-angle injection from 
a large array /, 78-26403 

Flowers and foliage plants; production and 
sales, intentions, 78-22788 

FLRC report of case decisions and FSIP 
releases., 78-3836 j; 

Fluctuations of ground-water levels in Lee 
County, Florida., 78-21489 


unincor- 
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Flue-cured tobacco market review, 78- 
12436, 78-22759 

Flue gas desulfurization system capabilities 
for coal-fired steam generators /, 78- 
25655 

Flue gas desulfurization systems : 
and operating considerations 
25652 

Flue gas desulfurization using fly ash alkali 
derived from Western coals /, 78-10948 

FLUID, a numerical interpolation 
procedure for obtaining thermodynamic 
and transport properties of fluids /, 78- 
21832 

Fluid bed char gasifier : process design /, 
78-6782 

Fluid coking of coal liquefaction residues : 
interim technical progress report for first 
residue., 78-25471 

Fluid dynamics of a fluidized bed packed 
with heat exchangers., 78-20537 

Fluid flow simulation of a ruptured gas well 
/, 78-6838 

Fluid mechanical model of the Helmholt 
resonator /, 78-7519 

Fluidized-bed combustion : industrial appli- 
cation demonstration projects ... /, 78- 
6825, 78-13131, 78-20907, 78- 
25479 

Fluidized-bed combustion industrial appli- 
cation demonstration  projects., 78- 
17249 

Fluke 803 differential voltmeter training : 
final-training program for 24 June 1974 - 
23 September 1975 /, 78-10863 

Fluorescent lamp ballasts., 78-2609, 78- 
8625, 78-10555, 78-25011 

Fluorine : a chapter from Mineral facts and 
problems /, 78-24008 

Fluorine in stomatology and hygiene : Ftor 
v stomoatologii i gigiene /, 78-7077 

Fluorine, its compounds, and air pollution : 
a bibliography with abstracts., 78-245 

Fluorspar., 78-3449, 78-7314, 78- 
11476, 78-11537 

Flutter testing techniques : the proceedings 
of a conference held at the Dryden 
Flight Research Center in Edwards, 
California, on October 9-10, 1975 /, 
78-24219 

Fluvanna County, Virginia, unincorporated 
areas., 78-21383 

Fluvial sediment in Ohio /, 78-15532 

Fluvial sediment study of Fishtrap and 
Dewey Lakes drainage basins, Kentucky 
- Virginia /, 78-21514 

A fluxless method for reclaiming aluminum 
from dross /, 78-21531 

Flying training: instrument 
3082 

Flywheels : 
6544 

FM repeater systems., 78-11603 

FNIC catalog. Supplement, 78-10413 

Foam stimulation to enhance production 
from degasification wells in the Pitt- 
sburgh coalbed /, 78-17805 
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Folger Shakespeare Library : report to ac- 
company H.R. 9836., 78-5822 

Folk arts., 78-13970, 78-24247 

Folklife and the Federal Government : a 
guide to activities, resources, funds, and 
services /, 78-26310 

The Follow Through planned variation ex- 
periment., 78-25848 

Follow-up report on the 1978 field 
management meetings., 78-24273 

Followup report on services to veterans in 
Delaware under title VI of the Com- 
prehensive employment and training act : 
Department of Labor : report to the 
Senate Committee on Veterans’ Affairs /, 
78-13294 

Food : reports, legislation and information 
sources : a guide issued by the Comp- 
troller General., 78-21060 

Food additive, acrylonitrile, banned in 
beverage containers : report of the Con- 
troller General of the United States., 
78-13309 

Food additives /, 78-9280 

Food additives : competitive, regulatory, 
and safety problems : hearings before the 
Select Committee on Small Business, 
United States Senate, Ninety-fifth Con- 
gress, first session ... January 13 and 14, 
1977., 78-5655, 78-16297 

Food and agricultural outlook., 78-16170 

Food and agriculture act of 1977 : con- 
ference report to accompany S. 275., 
78-1238 

Food and agriculture issues for planning : 
study /, 78-13185 

Food and agriculture models for policy 
analysis Community and Economic 
Development Division, Food staff, U.S. 
General Accounting Office, March 1977 
: study /, 78-13186 

The Food and Agriculture Organization : 
its organization, work, and U.S. par- 
ticipation /, 78-16718 

Food and Drug Administration affirmative 
action plan., 78-11227 

The Food and Drug Administration’s finan- 
cial disclosure system for special govern- 
ment employees : progress and problems 
: report to the Congress /, 78-4651 

Food and Drug Administration’s program 
for regulating imported products needs 
improving : Department of Health, Edu- 
cation, and Welfare, Department of the 
Treasury : report to the Congress /, 78- 
4703 

Food and economics: paper /, 78-14561 

Food and home notes., 78-2406 

Food and money : program chairperson’s 
guide., 78-7547 

Food and money : 
7548 

Food and nutrition., 78-2531 

Food and nutrition (Washington. 1971), 
78-2531 

Food and your weight /, 78-6098 

Food colors (color additives), 78-21235 


teacher’s guide., 78- 





Food consumption, prices, expenditures., 
78-16743 

Food, drug, and cosmetic act amendments 
of 1977 : hearings before the Subcom- 
mittee on Health and Scientific Research 
of the Committee on Human Resources, 
United States Senate, Ninety-fifth Con- 
gress, first session, on S. 1831 ... and re- 
lated bills, July 26 and 27, 1977., 78- 
22488 

Food fish market review and outlook., 78- 
2863 

Food for fitness : 
1313 

Food for freedom, 78-3678 

Food for kids., 78-99 

Food for overseas : quik-quiz., 78-16533 

Food for the teenager during pregnancy /, 
78-4821 

Food for thrifty families., 78-1377 

The food habits and nesting success of 
wood storks in Everglades National Park 
1974 /, 78-26204 

Food information systems : hearings before 
the Technology Assessment Board of the 
Office of Technology Assessment, Con- 
gress of the United States, Ninety-fourth 
Congress, first and second sessions ..., 
78-12014 

Food merchandising 
15690 

Food price outlook, 1977-78 : hearing be- 
fore the Subcommittee on Economic Sta- 
bilization of the Committee on Banking, 
Finance and Urban Affairs, House of 
Representatives, Ninety-fifth Congress, 
first session, September 20, 1977., 78- 
5514 

Food processing & packaging equipment 
exhibition., 78-22976 

Food production : agreement between the 
United States of America and the Mutual 
Aid and Loan Guaranty Fund of the 
Council of the Entente states., 78- 
26473 

Food purchasing pointers for school food 
service /, 78-1318 

Food quality in Federal food programs : 
hearings before the Select Committee on 
Nutrition and Human Needs of the 
United States Senate, Ninety-fifth Con- 
ress, Ist session., 78-12156 

Food retail food grading., 78-940 

Food safety and nutrition amendments of 
1978., 78-19147 

Food safety and quality hearings before the 
Subcommittee on Agricultural Research 
and General Legislation of the Commit- 
tee on Agriculture, Nutrition, and 
Forestry, United States Senate, Ninety- 
fifth Congress, first session ..., 78-8232 

Food safety for the family : keep food hot, 
cold, clean., 78-1379 

Food science : past present, and future /, 
78-10436 

Food science and technology : a bibliog- 
raphy of recommended materials /, 78- 
14832 


a daily food guide /, 78- 
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Food service in Puerto Rico’s schools /, 
78-14830 

Food service sanitation manual : including 
a model food service sanitation or- 
dinance : 1976 recommendations of the 
Food and Drug Administration., 78- 
23821 

Food service specialist, MOS 94B 
mander’s manual., 78-4387 

Food service specialist, MOS 94B, skill 
level 5 : soldier’s manual., 78-4390 

Food service specialist, MOS 94B, skill 
levels 1 and 2 : soldier’s manual., 78- 
4388 

Food service specialist, MOS 94B, skill 
levels 3 and 4 : soldier’s manual., 78- 
4389 

Food stamp participation of hired farm- 
worker families /, 78-14576 

The food stamp program 
selected economic studies., 

The food stamp program 
benefits not recovered and fraud not 
punished : Department of Agriculture : 
report to the Congress /, 78-1701 

Food stamp program profile /, 78-8337 

Food stamp receipts : who’s watching the 
money? : Food and Nutrition Service, 
Department of Agriculture : report to the 
Congress /, 78-1688 

Food stamp sales program with accounting 
procedures for limited-income credit 
unions /, 78-7545 

Food stamp work requirements 
paperwork or effective tool? 
the Congress /, 78-20998 

Food standards, 78-21242 

Food waste - an opportunity to improve 
resource use : Department of Agriculture 
: report to the Congress /, 78-1704 

Foodborne and waterborne disease out- 
breaks. Annual summary., 78-15440 

Foodborne & waterborne disease out- 
breaks. Annual summary, 78-15440 

Foodborne outbreaks; annual summary, 
78-15440 

Foot care for the diabetic patient., 78- 
11219 

Footnote., 78-7042 

Footwear., 78-25004 

For a better world : AID’s partnership with 
private and voluntary organizations /, 
78-21977 

For hydrocarbons, carbon monoxide, and 
other pollutants., 78-237 

For kids’ sake ... think toy safety, know the 
seven toy dangers., 78-24438 

For particulate matter, nitrogen oxides, and 
sulfur oxides., 78-237 

For relief of Roland L. Outlaw and wife : 
report to accompany S. 1680., 78- 
24916 

For the relief of Jack R. Misner : report to 
accompany H.R. 5037., 78-2374 

For the relief of Jack R. Misner with 
respect to the vessel “Panda” : report to 
accompany H.R. 5037., 78-5698 
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For the relief of Joe Cortina : report to ac- 
company H.R. 5289., 78-2373 

For the relief of Joe Cortina of Tampa, Fla. 
: report to accompany H.R. 5289., 78- 
5702 

For the relief of the Federal Life & Casual- 
ty Co. of Battle Creek, Mich. 
accompany S. 1765., 78-5919 

For younger readers, 78-15745 

For younger readers; braille and talking 
books., 78-15745 

Force and pressure tests on the GA(W)-|! 
airfoil with a 20 % aileron and pressure 
tests with a 30 % Fowler flap /, 78- 
$157 

The force of the Public utility holding com- 
pany act has been greatly reduced by 
changes in the Securities and Exchange 
Commission’s enforcement policies re- 
port to the Congress /, 78-1729 

Force structure and long-range projections 
: hearings before the Task Force on Na- 
tional Security Programs of the Commit- 
tee on the Budget, House of Representa- 
tives, Ninety-fourth Congress, first ses- 
sion ..., 78-5529 

Forced vital capacity of children 6-11 
years, United States /, 78-13540 

Forces exerted by waves on a pipeline at or 
near the ocean bottom /, 78-10775 

Forcible rape : a literature review and an- 
notated bibliography /, 78-21661 

Forcible rape : final project report., 78- 
21648 

Forcible rape : medical and legal informa- 
tion /, 78-2089 

Forcible rape : police volume., 78-21647 

Forcible rape : prosecutors’ volume., 78- 
21646 

A forebody design technique for highly in- 
tegrated botton-mounted scramjets with 
application to a hypersonic research air- 
plane /, 78-11725 

Forecast of landside airport access traffic 
at major U.S. airports to 1990 /, 78- 
11903 

Forecasting retail values and spreads for 
the market basket of U.S. farm foods /, 
78-7 

Forecasting thunderstorms over a 2- to 5- 
hour period by statistical methods /, 78- 
18221 

Forecasts and analysis of international air 
traffic in relation to transoceanic com- 
munication requirements /, 78-26621 

Forecasts and warnings of solar flare radia- 
tion hazards., 78-1461 

Forecasts of aircraft activity by altitude, 
world region, and aircraft type /, 78- 
7950 

Foreign activites 
amendments to 
15329 

Foreign affairs research papers available., 
78-3674 

Foreign affairs research papers available 
(Washington), 78-3674 
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Foreign affairs 
available. 
26451 

The Foreign agents registration act /, 78- 
5573 

Foreign agricultural circular. Livestock and 
meat, FLM MT., 78-2439 

Foreign agricultural circular. Fats and oils, 
FOP, 78-2443 

Foreign agricultural circular. Table olives, 
FOL., 78-2442 

Foreign agricultural research grants 
completed under the special foreign cur- 
rency program (under Public Law 480, 
Sections 104(b)(1) and 104 (b)(3)) : 
March 31, 1961 through September 30, 
1977., 78-6216 

Foreign Agricultural Service operations : 
hearings before the Subcommittee on 
Department Investigations, Oversight, 
and Research of the Committee on 
Agriculture, House of Representatives, 
Ninety-fifth Congress, first session, 
March 11, 1977., 78-2237 

Foreign agricultural trade of the United 
States, 78-2521, 78-10491, 78- 
22776, 78-22777 

Foreign agricultural trade of the United 
States, statistical report for calendar 
year, 78-10491 

Foreign agriculture., 78-2421 

Foreign agriculture circular. Cocoa, FCB., 
78-2425 

Foreign _ agriculture 
FCOF., 78-2428 

Foreign agriculture circular. Cotton, FC., 
78-2423 

Foreign agriculture circular. Dairy, FD., 
78-2429 

Foreign agriculture circular. Dried fruits, 
FDF., 78-2432 

Foreign agriculture circular. Dried pulses, 
FDP., 78-2433 

Foreign agriculture circular. Essential oils, 
78-2448 

Foreign agriculture circular. 
processed citrus fruits, FCF., 78-2426 

Foreign agriculture circular. Fresh and 
processed vegetables., 78-2449 

Foreign agriculture circular. Fresh decidu- 
ous fruits and grapes, FDAP., 78-2430 

Foreign agriculture circular. Grains FG., 
78-2435 

Foreign agriculture 
FHON., 78-2437 

Foreign agriculture circular. Hops, FH., 
78-2436 

Foreign agriculture circular. Livestock and 
meat, FLM., 78-2438 

Foreign agriculture circular. Oilseeds and 
products, FOP., 78-2443 

Foreign agriculture circular. Poultry and 
eggs, FPE., 78-2444 

Foreign agriculture — circular. 
fruits, FCAN., 78-2424 

Foreign agriculture circular. Rice, FR., 
78-2445 
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Foreign agriculture circular. Seeds, field 
and vegatable, FFVS., 78-2434 

Foreign agriculture circular. Sugar, FS., 
78-2446 

Foreign agriculture circular. 
spices, FTEA., 78-2448 

Foreign agriculture circular. Tobacco, FT., 
78-2447 

Foreign agriculture circular. 
FN., 78-2440 

Foreign agriculture circular. 
fibers, FVF., 78-2450 

Foreign agriculture circular. Wool, FW., 
78-2451 

Foreign agriculture circular. Citrus fruits, 
78-2426 

Foreign agriculture circular. Cocoa, 78- 
2425 

Foreign agriculture circular. Coffee, 78- 
2428 

Foreign agriculture circular. Cotton, 78- 
2423 

Foreign 
2429 

Foreign agriculture circular. 
fruits, 78-2430 

Foreign agriculture circular. Dried fruits, 
78-2432 

Foreign agriculture circular. Dried pulses, 
78-2433 

Foreign agriculture circular. Fibers, 78- 
2450 

Foreign agriculture circular. Fresh 
processed vegetables, 78-2449 

Foreign agriculture circular. Grains, 78- 
2435 

Foreign 
2437 

Foreign 
2436 

Foreign agriculture circular. Livestock and 
meat, 78-2438 

Foreign agriculture circular. 
2440 

Foreign agriculture circular. Oilseeds and 
products, 78-2443 

Foreign agriculture circular. Poultry 
eggs, 78-2444 

Foreign agriculture 
fruits, 78-2424 

Foreign agriculture circular. 
2445 

Foreign agriculture circular. Seeds, field 
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Foreign agriculture circular. 
2446 

Foreign agriculture 
spices, 78-2448 

Foreign agriculture circular. Tobacco, 78- 
2447 

Foreign agriculture 
fibers, 78-2450 

Foreign agriculture circular. 
2451 

Foreign air pollution research in fine par- 
ticulates /, 78-20711 

Foreign animal diseases report., 
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Foreign assistance and related agencies ap- 
propriations for 1978 : hearings before a 
subcommittee of the Committee on Ap- 
propriations, House of Representatives, 
Ninety-fifty Congress, first session., 78- 
9891 

Foreign assistance and related agencies ap- 
propriations for 1979 : hearings before a 
subcommittee of the Committee on Ap- 
propriations, House of Representatives, 
Ninety-fifth Congress, second session /, 
78-16175, 78-22387 

Foreign assistance and related programs 
appropriation bill, 1979 : report to ac- 
company H.R. 12931., 78-27112 

Foreign assistance and related programs 
appropriation bill, 1979 : report together 
with minority and additional views to ac- 
company H.R. 12931., 78-19339 

Foreign assistance and related programs 
appropriations act, 1978., 78-2364 

Foreign assistance and related programs 
appropriations for fiscal year 1979 
hearings before a subcommittee of the 
Committee on Appropriations, United 
States Senate, Ninety-fifth Congress, 
second session, on H.R. 12931 ..., 78- 
26734 

Foreign assistance and U.S. foreign policy : 
speech /, 78-18412 

Foreign assistance appropriations, 
(H.R. 12931), 78-26734 

Foreign assistance authorization : hearings 
before the Committee on Foreign Rela- 
tions and the Subcommittee on Foreign 
Assistance of the Committee on Foreign 
Relations, United States Senate, Ninety- 
fifth Congress, first session, on the Inter- 
national development assistance act of 
1977, March 23, 24, and 25, 1977., 78- 
2264 

Foreign assistance legislation for fiscal year 
1979 : hearings before the Committee on 
International Relations, House’ of 
Representatives, Ninety-fifth Congress, 
second _ session wy 78-16253, 78- 
16254, 78-22508 

Foreign Claims Settlement Commission an- 
nual report, 78-18851 

Foreign consular offices in 
States., 78-24288 

Foreign corrupt practices : conference re- 
port to accompany S. 305., 78-10159 

Foreign credits by the United States 
government., 78-18485 

Foreign crops and markets, 78-2421 

Foreign crops and markets; world summa- 
ries, 78-10433 

Foreign direct investment in the United 
States : 1976 transactions—all forms ; 
1974-76 acquisitions, mergers and equity 
increases., 78-14929 

Foreign documents announcements, 78- 
3106 

Foreign economic assistance message 
from the President of the United States 
transmitting foreign assistance proposals., 
78-26876 
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Foreign economic trends and their implica- 
tions for the United States., 78-2880 

Foreign education., 78-15377 

Foreign exchange rates., 78-3175 

Foreign exchange rates for the week., 78- 
3174 

Foreign flag merchant ships owned by U.S. 
parent companies., 78-22909 

Foreign food assistance and agricultural 
development : hearing before the Sub- 
committee on Foreign Agricultural Pol- 
icy of the Committee on Agriculture and 
Forestry, United States Senate, Ninety- 
fourth Congress, first session, April 17, 
1975., 78-12023 

Foreign indebtedness to the United States : 
hearing before the Subcommittee on 
Taxation and Debt Management 
Generally of the Committee on Finance, 
United States Senate, Ninety-fifth Con- 
gress, second session, January 23, 1978., 
78-19106 

Foreign intelligence surveillance act of 
1977 report together with minority 
views to accompany S. 1566., 78-6054 

Foreign intelligence surveillance act of 
1978 : hearings before the Subcommittee 
on Intelligence and the Rights of Amer- 
icans of the Select Committee on Intel- 
ligence of the United States Senate, 
Ninety-fifth Congress, second session, on 
S. 1566 ..., 78-19178 

Foreign intelligence surveillance act of 
1978 : report together with additional 
views to accompany S. 1566., 78-12347 

Foreign investment organizations assist U.S. 
firms., 78-12545 

Foreign investments., 78-8904 

Foreign labor developments fair com- 
parison criteria in public sector bargain- 
ing /, 78-21718 

Foreign languages., 78-13381 

Foreign languages and your career., 78- 
24115 

Foreign meat & poultry inspection pro- 
gram., 78-12444 

Foreign meat inspection; report of the 
Secretary of Agriculture to the Commit- 
tee on Agriculture, House of Representa- 
tives, and the Committee on Agriculture 
and Forestry, U. S. Senate., 78-19524 

Foreign medical graduates : hearing before 
the Subcommittee on Immigration, 
Citizenship, and International Law of the 
Committee on the Judiciary, House of 
Representatives, Ninety-fifth Congress, 
first session, on Public Law 94-484 ... 
March 24, 1977., 78-24632 

Foreign military sales : a potential drain on 
the U.S. defense posture : Departments 
of Defense and State : report to the Con- 
gress /, 78-6959 

Foreign military sales and U.S. weapons 
costs /, 78-19256 

Foreign military sales 
procedures., 78-20131 

Foreign newspaper and gazette report, 
78-3586, 78-26308 
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Foreign noise research in aviation., 78- 
17188 

Foreign noise research in machinery and 
construction equipment., 78-17190 

Foreign noise research in surface transpor- 
tation., 78-23525 

Foreign ownership of U.S. real estate in 
perspective /, 78-16762 

Foreign policy decisions for 1978 /, 78- 
9498 

Foreign policy outlines, 78-3675 

Foreign publications accessions list., 78- 
3383 

Foreign regulatory experiments : implica- 
tions for U.S. : an analysis and evaluation 
of foreign transportation regulatory ex- 
perience /, 78-22141 

Foreign relations, 78-7004 

Foreign relations authorization : hearings 
before the Subcommittee on Interna- 
tional Operations of the Committee on 
Foreign Relations, United States Senate, 
Ninety-fifth Congress, second session, on 
S. 2863 ... April 14, 19, and 21, 1978., 
78-22467 

Foreign relations authorization act : hear- 
ing before the Subcommittee on Interna- 
tional Operations of the Committee on 
Foreign Relations, United States Senate, 
Ninety-fifth Congress, first session, on S. 
1190 ...., 78-19114 

Foreign relations authorization act, fiscal 
year 1978 : [an act to authorize fiscal 
year 1978 appropriations for the Depart- 
ment of State, the United States Informa- 
tion Agency, and the Board for Interna- 
tional Broadcasting ...]., 78-5857 

Foreign relations authorization act, fiscal 
year 1979 : conference report to accom- 
pany H.R. 12598., 78-26977 

Foreign relations authorization act, fiscal 
year 1979 : report of the Committee on 
Foreign Relations, United States Senate, 
together with additional views, on S. 
3076 ..., 78-19470 

Foreign relations authorization act, fiscal 
year 1979 : report of the Committee on 
International Relations, on H.R. 12598 
wy 78-19321 

Foreign relations authorization for fiscal 
year 1978 : hearings before the Subcom- 
mittee on International Operations of the 
Committee on International Relations, 
House of Representatives, Ninety-fifth 
Congress, first session., 78-8319 

Foreign relations of the United States., 
78-9483, 78-9484, 78-15837, 78- 
15838, 78-15839, 78-17375, 78- 
21871, 78-26440 

Foreign sales spark farm prosperity : re- 
marks /, 78-14557 

Foreign scholars and educational and cul- 
tural exchange visitors., 78-7651 

Foreign Service classification list., 78- 
24287 

Foreign Service Institute 
15859 
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The Foreign Service Institute 
and programs., 78-15858 

Foreign service of the United States of 
America., 78-9485 

Foreign service of the United States: 1978., 
78-18379 

Foreign tax credit for U.S. citizens and re- 
sident aliens., 78-18494 

Foreign tax credits claimed by U.S. petrole- 
um companies : hearings before a sub- 
committee of the Committee on Govern- 
ment Operations, House of Representa- 
tives, Ninety-fifth Congress, first session 
..» 78-14328 

Foreign trade and tariff., 

Foreign trade statistics., 

Foreign trade statistics : 
19654 

Foreign trade _ statistics regulations 
{amendment]., 78-24997, 78-24998 

Foreign travel paid for by foreign govern- 
ments., 78-1302 

Foreign users of the U.S. Employment Ser- 
vice general aptitude test battery, (674 
indiviuals and organizations in 93 coun- 
tries)., 78-24180 

Forensic pathology a handbook for 
pathologists /, 78-7415 

Foresight., 78-3014 

Foresight (Washington), 78-3014 

Forest and range influences publications, 
1905-1963 /, 78-14595 

Forest and rangeland renewable resources 
research act of 1978 : report to accom- 
pany H.R. 11778., 78-26925 

Forest and rangeland renewable resources 
research act of 1978 : report to accom- 
pany S. 3034., 78-27048 

Forest and windbarrier planting and seed- 
ing in the United States, 78-10335 

Forest chemicals and water quality., 78- 
25702 

Forest fire occurance in southern countries, 
1966-1975 /, 78-1360 

Forest fire reporting by Northeastern States 
/, 78-19551 

Forest highway systems : report of opera- 
tions 1973-1976., 78-9609 

Forest hydrology research at Oxford., 78- 
19530 

Forest insect and disease conditions in the 
Southwest, 1977 /, 78-16562 

Forest insect and disease conditions in the 
United States., 78-10336 

Forest insect conditions in 
Northwest, 78-10337 

Forest insect conditions in 
States, 78-10336 

Forest interpeter’s [sic] primer on range 
management : a reference for Forest Ser- 
vice, USDA forest interpreters., 78- 
6122 

Forest inventory statistics 
Valley counties, 1975., 78-26713 

Forest inventory statistics for Colbert 
County, Alabama., 78-24529 
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Forest inventory statistics for Dickenson- 
Russell-Tazell County unit, Virginia., 
78-24531 

Forest inventory statistics for Rutherford- 
Williamson County unit, Tennessee., 
78-24530 

Forest management can pay in the Cum- 
berlands., 78-24537 

Forest pest conditions in the Northeast., 
78-10338 

Forest pest conditions in the Northeast, '74 
/, 78-38 

Forest pest conditions in the 
Northwest., 78-10337 

Forest planting, seeding, and silvical treat- 
ments in the United States., 78-10335 

Forest regeneration and seedling growth 
from five major cutting methods in 
north-central California /, 78-16585 

Forest research in the Southeast., 78- 
2395 

Forest research news for the South, 78- 
2391 

Forest residues energy program., 78- 
14739, 78-16627 

The forest resources of Kentucky /, 78- 
16623 

Forest Service inform and involve hand- 
book : (draft)., 78-1342 

The Forest Service meets the public : deci- 
sion-making and public involvement on 
the Coconino National Forest /, 78- 
14619 

Forest Service organizational directory., 
78-19529, 78-22683 

Forest Service research accomplishments, 
78-19526 

The Forest Service roles in outdoor recrea- 
tion., 78-6091 

Forest statistics for north Mississippi coun- 
ties /, 78-6167 

Forest statistics for the northern mountain 
region of Virginia, 1977 /, 78-8546 

Forest statistics for the southern mountain 
region of Virginia, 1977 /, 78-3998 

Forest vegetation of the Bighorn Mountains 
Wyoming : a habitat type classification /, 
78-14656 

Forestry research; what’s new in the West., 
78-2401 

Forestry Sciences Laboratory, Carbondale, 
Ilinois., 78-10398 

Forests and water effects of forest 
management on floods, sedimentation, 
and water supply /, 78-10408 

Forging America’s future : strategies for 
national growth & development : appen- 
dix., 78-26692 

The forgotten minority : Asian Americans 
in New York City : a report., 78-6314 

Formal models of word recognition /, 78- 
17443 

Formal schools catalog., 
12698, 78-12774, 

Formaldehyde 
products : 
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Formation flight trainer evaluation for T-37 
UPT /, 78-20434 

Formerly utilized MED/AEC sites : remedi- 
al action program : radiological survey of 
site A, Palos Park Forest Preserve, 
Chicago, Illinois., 78-25393 

Formerly utilized MED/AEC sites : remedi- 
al action program : radiological survey of 
the former Vitro Rare Metals Plant, 
Canonsburg, Pennsylvania., 78-12786 

Formerly utilized MED/AEC sites, remedial 
action program : final report., 78-25392 

Formerly utilized MED/AEC sites remedial 
action program : radiological survey of 
the Middlesex Sampling Plant, Mid- 
dlesex, New Jersey., 78-6541 

Formerly utilized MED/AEC sites remedial 
action programs : radiological survey of 
the Hooker Chemical Company, Niagara 
Falls, N.Y., 78-10875 

Forms, keep it simple., 78-18971 

Forms of oaths for use in the United States 
district courts., 78-21698 

FORMS operation handbook., 78-11318 

Forms preparation handbook., 78-7452 

Formulas for denatured alcohol and rum. : 
part 212 of title 27, Code of Federal 
regulations., 78-7676 

Fort Calhoun Station unit 2, Omaha 
Public Power District : construction-per- 
mit stage /, 78-20917 

Fort Caroline [National Memorial], 78- 
7340 

Fort Fisher and vicinity, North Carolina : 
letter from the Secretary of the Army, 
transmitting, a letter from the Chief of 
the Engineers, Department of the Army, 
dated October 10, 1975, submitting a re- 
port, together with accompanying papers 
and an illustration on Fort Fisher and 
vicinity, North Carolina, requested by a 
resolution of the Committee on Public 
Works, United States Senate, adopted 
September 30, 1964., 78-12725 

Fort Hall Area, Idaho, parts of Bannock, 
Bingham, Caribou, and Power Counties 
/, 78-16697 

Fort Johnson, Amsterdam, New York : a 
historic structure report , 1974-1975 /, 
78-26239 

Fort Lauderdale-Hollywood and West Palm 
Beach-Boca Raton, Florida, metropolitan 
areas, 78-13846 

Fort Simcoe Civilian Conservation Center, 
Route 1, White Swan, Wa., 78-24106 

The Fort Totten Reservation : its resources 
and development potential., 78-24000 

Fort Union Trading Post NHS : report to 
accompany S. 491., 78-8484 

Fort Vancouver National Historic Site, 
Washington., 78-17845 

Fortran program for transonic airfoil analy- 
sis or design., 78-21844 

FORTRAN _ IV ~ enhanced 
graphics /, 78-19747 

Forum., 78-3370 

Forward plan for the Health Services Ad- 
ministration., 78-17600 


character 
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Fossil demonstration plan program : an 
economic evaluation /, 78-6831 

Fossil energy program report., 78-25710 

Fossil energy program report : July 1975 - 
October 1976., 78-6691 

Fossil energy research and development 
program of the U.S. Department of Ener- 
gy., 78-23257 

Fossil Energy Research Meeting, June 28, 
29,1977 /, 78-6540 

Fossil vertebrates in the United States : the 
next ten years : a report of the Society of 
Vertebrate Paleontology, Advisary Com- 
mittee for Systematics Resources in Ver- 
tebrate Paleontology ; Wann Langston, 
Jr., Chairman ... [et al.] ..., 78-15794 

Fossils., 78-6991 

The foster grandparent program : 
TION program., 78-6258 

Foster grandparent program : operations 
handbook for sponsors., 78-6255 

Foster parenting an adolescent., 78-21332 

Foster parenting an adolescent : leader’s 
guide., 78-17666 

Foundation instrumentation : inclinometers 
reference manual for a 45-minute color 
video-tape presentation /, 78-854 

Foundations that provide support for 
human services : a selected list., 78- 
17604 

Foundering of the motor vessel Comet off 
Point Judith, R.I., 78-22050 

Foundries and metal stampings., 

Foundry equipment., 78-25155 

Four systems for controlling multiscreen or 
team training presentations /, 78-25361 

Four treaties pertaining to human rights : 
message from the President of the United 
States ..., 78-18821 

Four versatile MIDAS compatible modules 
/, 78-1439 

Fox-Chiau Shih : report to accompany S. 
336., 78-6008 

FPC news., 78-3157 

FPC nominations hearing before the 
Committee on Energy and _ Natural 
Resources, United States Senate, Ninety- 
fifth Congress, first session ... August 2, 
1977., 78-1019 

FPL, farm paper letter., 78-2405 

Fractional efficiency of an electric arc fur- 
nace baghouse /, 78-20755 

Fracture analysis of surface and through 
cracks in cylindrical pressure vessels /, 
78-11702 

Fracture behavior of bridge steels /, 78- 
9631 

Fracture mechanics for bridge design /, 
78-22055 

Fragmentation of services for the elderly : 
hearing before the Select Committee on 
Aging, House of Representatives, Ninety- 
fifth Congress, first session, held April 4, 
1977., 78-14273 

France, 78-9502 

France : a study of the international travel 
market /, 78-12530 


an AC- 
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Francesco Giuttari : report to accompany 
H.R. 8751., 78-24750 

Franchise company data for equal opportu- 
nity in business, 78-10609 

Franchise opportunities handbook., 78- 
10609 

Franchising in the economy 1976-1978., 
78-14928 

Franchising termination practices reform 
act : hearings before the Subcommittee 
on Consumer Protection and Finance of 
the Committee on Interstate and Foreign 
Commerce, House of Representatives, 
Ninety-fifth Congress, first session, on 
H.R. 5016 and H.R. 9144 ... September 
16 and 23, 1977., 78-19158 

Frank Gregg nomination : hearing before 
the Committee on Energy and Natural 
Resources, United States Senate, Ninety- 
fifth Congress, second session, on the 
nomination of Frank Gregg, to be 
Director, Bureau of Land Management, 
Department of the Interior, February 2, 
1978., 78-22453 

Frank Holten State Park in East St. Louis, 
Illinois., 78-6295 

The Franklin Delano Roosevelt Memorial : 
report to the President and Congress /, 
78-2669 1 

Franklin R. Helt 
H.R. 1557., 

FRANTIC 
pendent 
8188 

Frasch and recovered sulfur, 

Frauds and embezzlements 
help the FBI., 78-15666 

Frederick County, Maryland 
(unincorporated areas), 78-13639 

Frederick County, Virginia, unincorporated 
areas., 78-15475 

Free drifting buoys : AIAA Drift Buoy 
Symposium, Hampton, Va., May 22-23, 
1974 /, 78-24227 

Free-flight wind-tunnel investigation of a 
four-engine sweptwing upper-surface 
blown transport configuration /, 78- 
9332 

Free-vibration characteristics of a large 
split-blanket solar array in a |-g field /, 
78-13906 

Freedom of information act : hearings be- 
fore the Subcommittee on Administrative 
Practice and Procedure of the Commit- 
tee on the Judiciary, United States 
Senate, Ninety-fifth Congress, first ses- 
sion ..., 78-22526 

Freedom of reach for young children : non- 
sexist early childhood education /, 78- 
1919 

The freedom to trade : 
14778 

Freeway data for incident and nonincident 
conditions /, 78-9625 

Freeze-thaw tests of liquid deicing chemi- 
cals on selected pavement materials /, 
78-10767 


: report to accompany 
78-1172 

: a computer code for time de- 
unavailability analysis /, 78- 


78-3446 
: how you can 


remarks /, 78- 
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Freight car truck design optimization., 78- 
11881 

Freight car truck design optimization 
economic analysis report, Phase I., 78- 
9650 

Freight car truck design optimization : sur- 
vey and appraisal of type II trucks /, 
78-11874 

Freight commodity statistics. Motor car- 
riers of property., 78-21633 

Freight commodity statistics class 1 rail- 
roads., 78-17888 

Freight commodity statistics of class 1 
motor carriers of property operating in 
intercity service—common and contract, 
in the United States, 78-21633 

Freight commodity statistics of class 1 rail- 
roads., 78-9200 

Freight commodity statistics of class | rail- 
roads in the United States, 78-9200, 
78-17888 

Freight commodity statistics of class 1 rail- 
ways in the United States., 78-17888 

Freight commodity statistics of class 1 
steam railways in the United States, 78- 
9200 

Freight forwarders, 78-7396, 78-21622 

Freight transportation in New Hampshire : 
hearing before the Committee on Com- 
merce, Science, and _ Transportation, 
United States Senate, Ninety-fifth Con- 
gress, second session January 23, 
1978., 78-22425 

French : basic course units 13-24 revised /, 
78-764 

French phonology : programmed introduc- 
tion : instructor’s manual /, 78-18416 

French phonology : programmed introduc- 
tion /, 78-763 

French public opinion on significant inter- 
national issues., 78-7378 

French public opinion on the President’s 
forthcoming visits to China and the 
USSR., 78-5077 

Frequency and severity of side impacts 
with steel drum impact attenuators /, 
78-7755 

Frequency-response analysis of automated 
canals /, 78-26157 

Frequency spectrum analyzer for Doppler 
lidar /, 78-14908 

Frequency standards and clocks 
introduction /, 78-125 

Fresh and processed citrus fruits, 78-2426 

Fresh and processed vegetables, 78-2449 

Fresh deciduous fruits and grapes, 78- 
2430 

Fresh fruit and vegetable market news; 
weekly summary, shipments - unloads., 
78-2473 

Fresh fruit and vegetable market news. 
Weekly summary. Shipments-unloads, 
78-2473 

Fresh fruit 
22657 

Fresh fruit and vegetable shipments by 
states, commodities, counties and sta- 
tions., 78-10469 


: a tutorial 


and vegetable prices., 78- 
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Fresh fruit and vegetable shipments by 
states, commodities, counties, stations., 
78-10469 

Fresh fruit and vegetable unload totals for 
41 cities., 78-10468 

Fresh fruit and vegetable unloads in eastern 
cities by commodities, states and 
months., 78-22755 

Fresh fruit and vegetable unloads in mid- 
western cities by commodities, states and 
months., 78-19605 

Fresh fruit and vegetable unloads in 
southern cities by commodities, states 
and months., 78-22756 

Fresh fruit and vegetable unloads in 
western cities by commodities, states and 
months., 78-19606 

Fresh-water ecology /, 78-9253 

Freshman interested in nursing and allied 
health professions., 78-488 

Freshmen interested in nursing and allied 
health professions, a summary report., 
78-4870 

Freshmen interested in the health profes- 
sions., 78-487 

Freshwater fisheries : 
78-10508 

Fresno, California, metropolitan area, 78- 
24125 

Friction and deformation behavior of sin- 
gle-crystal silicon carbide /, 78-15774 

Friction and wear of polyethylene oxide 
polymer having a range of molecular 
weights /, 78-15783 

Friction and wear of radiofrequency-sput- 
tered borides, silicides, and carbides /, 
78-26380 

Friction and wear of selected metals and 
alloys in sliding contact with AISI 440C 
stainless steel in liquid methane and in 
liquid natural gas /, 78-26379 

Friction and wear of several compressor 
gas-path seal materials /, 78-18306 

Friction and wear properties of three hard 
refractory coatings applied by 
radiofrequency sputtering /, 78-9333 

Friction factors for vegetated waterways of 
small slope /, 78-14802 

Friendship and cooperation treaty and 
supplementary agreements between the 
United States of America and Spain 
signed at Madrid, January 24, 1976, and 
exchange of notes signed at Madrid, 
January 24 and February 3, 1976., 78- 
26460 

From sundials to atomic clocks : un- 
derstanding time and frequency /, 78- 
14879 

From the ACIR library. Periodical index., 
78-3821 

From the National Flood Insurance Pro- 
gram : how to read flood hazard bounda- 
ry maps : a guide for interested citizens, 
community officials, lending institutions, 
and insurance agents., 78-25930 

Front-end analysis of the instructors’s job 
in self-paced instruction /, 78-25355 

Frozen fishery products, 78-2841 


program planning /, 
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Frozen fishery products, annual summary., 
78-19901, 78-19907, 78-19921 

Frozen fishery products, preliminary., 78- 
2841 

Frozen foods for military troop field feed- 
ing : economic feasibility report : a study 
for the U.S. Army Natick Laboratories, 
Natick, Massachusetts., 78-19954 

Fruit and vegetable situation, 78-2515, 
78-2516 

Fruit, Colorado: Flood hazard information., 
78-20304 

Fruit situation., 78-2516 

Fruitland Mesa project, Colorado., 78- 
26163 

The  Fryingpan-Arkansas 
21524 

FSLIC-insured S&LA’s combined financial 
statements, savings and home financing 
source book, 78-17293 

FSQS food purchase. Annual summary., 
78-22773 

FSQS records management handbook., 
78-14825 

FTC news summary., 78-3205 

Fuel cells : a bibliography., 78-6882 

Fuel cells : a new kind of power plant., 
78-1088 1 

Fuel consumption and cost; Certificated 
route and supplemental air carriers, 
domestic and international operations., 
78-2683 

Fuel consumption, emissions and power 
characteristics of the 1975 Chevrolet 
350-CID 2V automotive engine : experi- 
mental data /, 78-9582 

Fuel consumption, emissions, and power 
characteristics of the 1975 Datsun 119- 
CID automotive engine : experimental 
data /, 78-15930 

Fuel consumption, emissions, and power 
characteristics of the 1975 Ford 140-CID 
automotive engine : experimental data /, 
78-9583 

Fuel economy : a subject bibliography from 
Highway safety literature., 78-8108 

Fuel efficiency improvement in rail freight 
transportation multiple unit throttle 
control to conserve fuel /, 78-9652 

The fuel efficiency incentive tax proposal, 
its impact upon the future of the U.S. 
passenger automobile industry : report to 
the Committee on Finance of the United 
States Senate, on investigation No. 332- 
86 under section 332 of the Tariff act of 
1930 /, 78-2262 

Fuel failure detection in operating reactors 
/, 78-16135 

Fuel gas environmental 
17100 

Fuel gas environmental impact 
port /, 78-25675 

Fuel gas fired combustion units., 78- 
12864 

Fuel gas production from animal residue., 
78-11007 

Fuel gas production from animal waste ... /, 
78-8764, 78-11007 


project., 78- 


impact /, 78- 


: final re- 
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Fuel gas production from animal waste ... 
phase I/, 78-20814 

Fuel gas production from animal waste ... / 
E. Ashare {et al.]., 78-4590, 78- 
6643 

Fuel line, 78-3012 

Fuel oil prices in the Northeast : hearing 
before the Subcommittee on Antitrust 
and Monopoly of the Committee on the 
Judiciary, United States Senate, Ninety- 
fifth Congress, first session ... December 
9, 1977., 78-19191 

Fuel oils by sulfur content., 78-3436 

Fuel system compliance guideline., 78- 
5415 

Fuels and electric energy consumed, 78- 
12458, 78-12460, 78-12461, 78- 
19658, 78-19659 

Fuels and energy data: United States by 
states and census divisions., 78-21536 

Fuels and energy data: United States by 
states and regions, 78-21536 

Fuels from biomass., 78-6546, 78-17013 

Fuels from biomass program; program sum- 
mary., 78-23245 

Fuels transportation safety amendments act 
of 1978: report /, 78-22586 

Fugitives wanted by police, 78-3503 

Fulfillment of short-term educational plans 
and continuance in education : national 
longitudinal study of high school seniors 
/, 78-416 

Full committee consideration of H.R. 583 : 
to amend chapter 5 of title 37, United 


States Code, to extend the special pay 
provisions for reenlistment and enlist- 


ment bonuses /, 78-5501 

Full committee consideration of H.R. 3532 

and H.R. 8471 and committee 

privileged resolution honoring Col. Llyod 
L. Burke, U.S.A. /, 78-26737 

Full committee consideration of H.R. 6954 

H.R. 6966 ... Reprograming action 

nos. 77-44 P/A and 77-45 P/A, H.R. 
2637, mark-up ..., 78-9896 

Full committee consideration of H.R. 8647 
.. H.R. 9713 ... reprogramming request 
no. FY 78-1 P/A, standard inertial 
navigation system /, 78-9901 

Full committee consideration of H.R. 9691, 
to make certain disability retirement 
determinations by the Secretaries of the 
military department subject to review by 
the Secretary of Defense ... November 4, 
1975., 78-14290 

Full committee consideration of H.R. 
10341, H.R. 10342, and H.R. 10340 : 
legislation to correct the inequities in the 
application of the military retirement 
system and reprogramming action no. FY 
78-SN, Army development of the general 
support rocket system /, 78-19026 

Full committee consideration of H.R. 
11686., 78-19029 

Full committee consideration of H.R. 
12602, to authorize certain construction 
at military installations for fiscal year 
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1979, and for other purposes /, 78- 
22394 

Full committee consideration of proposed 
committee rule no. 18, to allow televi- 
sion coverage of committee and subcom- 
mittee meetings /, 78-9897 

Full committee consideration of reprogram- 
ing action on FY 78-25 P/A, stategic air 
command digital network (SACDIN) 
program and reprograming action no. FY 
78-26 N, battleground exploitation and 
target acquisition (BETA) project /, 78- 
19030 

Full committee consideration of S. 274 ... 
to prohibit union organization and mem- 
bership in the Armed Fores, and for 
other related purpses /, 78-19027 

Full committee consideration of the CVV 
program /, 78-972 

Full employment and balanced growth act : 
hearings before the Subcommittee on 
Employment Opportunities of the Com- 
mittee on Education and Labor, House 
of Representatives, Ninety-fifth Congress, 
second session, on H.R. 50 ..., 78- 
24588 

Full employment and balanced growth act 
of 1977 : joint report of the Committee 
on Human Resources and the Committee 
on Banking, Housing, and Urban Affairs, 
United States Senate, to accompany S. 
50 together with additional and supple- 
mental views., 78-27104 

Full employment and balanced growth act 
of 1978 : hearings before the Committee 
on Banking, Housing, and Urban Affairs, 
United States Senate, Ninety-fifth Con- 
gress, second session on amendment no. 
1703 to S. 50 ... May 8, 9, and 10, 
1978., 78-26746 

Full employment and balanced growth act 
of 1978 : joint hearing before the Com- 
mittee on Human Resources and the 
Committee on Banking, Housing, and 
Urban Affairs, United States Senate, 
Ninety-fifth Congress, second session, on 
S. 50 ..., 78-26806 

Full employment and balanced growth act 
of 1978 : report together with minority, 
supplemental, and additional views to ac- 
company H.R. 50., 78-12271 

Full faith and credit : secondary participa- 
tion and SBA guaranteed loans., 78-792 

Full funding of capital expenditures : hear- 
ing before the Task Force on Budget 
Process of the Committee on the Budget, 
House of Representatives, Ninety-fifth 
Congress, second session, February 22, 
1978., 78-19057 

Full mission simulation in undergraduate 
pilot training : an exploratory study : 
final report for period April 1975 - 
January 1976 /, 78-4542, 78-15196 

Full-scale altitude engine test of a turbofan 
exhaust-gas-forced mixer to reduce thrust 
specific fuel consumption /, 78-7517 

Full-scale crash test of a CH-47C 
helicopter /, 78-9357 





Full-scale demonstration of nitrogen 
removal by breakpoint chlorination /, 
78-15273 

Full-scale laboratory drilling tests on sand- 
stone and dolomite : final report /, 78- 
23277 

Full-scale utility boiler test with solvent 
refined coal (SRC) /, 78-17227 

Functional literacy basic reading per- 
formance : a brief summary and 
highlights of an assessment of 17-year- 
old students in 1974 and 1975 /, 78- 
8954 

The functions of experimental participatory 
experiences in the  learning-teaching 
process /, 78-504 

Fundamental and_ semi-global kinetic 
mechanisms of hydrocarbon combustion., 
78-20819 

Fundamental aspects of nuclear reactor 
fuel elements : solution to problems /, 
78-23586 

Fundamental 
protection, 
shielding., 78-26592 

Fundamental improvements needed for 
timely promulgation of health program 
standards : Department of Health, Edu- 
cation, and Welfare report of the 
Comptroller General of the United 
States., 78-4687 

Fundamental research and the process of 
education : final report to the National 
Institute of Education /, 78-26312 

Fundamentals of nitric oxide formation in 
fossil fuel combustion ... /, 78-11042, 
78-20460, 78-20869 

Fundamentals of petroleum., 
78-15120 

Fundamentals of solar heating : correspon- 
dence course., 78-12804, 78-25491 

Fundamentals of stroke care /, 78-17609 

Funding the national system of interstate 
and defense highways : report together 
with additional views to accompany H. 
Con. Res. 282., 78-5960 

Funds for study of U.S. foreign policy : re- 
port to accompany S. Res. 377., 78- 
10274 

Funeral industry practices : final staff re- 
port to the Federal Trade Commission 
and proposed trade regulation rule (16 
CFR part 453), 78-20994 

Fungal parasites of dwarf mistletoes /, 
14752 

Fungicides and nematicides, 

Furnaces., 78-11999 

Furnaces and space heaters., 78-20081 

Furnishing of defense articles and services : 
agreement between the United States of 
America and Jordan, effected by 
exchange of notes signed at Amman Oc- 
tober 20, 1976 and February 23, 1977., 
78-5209 

Furnishings and housing maintenance ser- 
vices competency based teaching 
module., 78-4793 

Furniture, miscellaneous /, 


considerations 
grounding, 


of lightning 
bonding, and 


78-1543, 


78- 


78-3125 
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Further actions needed to resolve VA's 
educational assistance overpayment 
problem : report /, 78-23648 

Further continuing appropriations, 1978 : 
report to accompany H.J. Res. 643., 
78-5818 

Further continuing appropriations, 1978 : 
report to accompany H.J. Res. 662., 
78-10155 

Further extension of United States-Romani- 
an trade agreement : message from the 
President of the United States ..., 78- 
8387 

Further improvements to a building leased 
for the Social Security Administration 
should not be made if the activities will 
be consolidated elsewhere : Department 
of Health, Education, and Welfare, 
General Services Administration : report 
of the Comptroller General of the United 
States., 78-1811 

Further investigation into the causes of 
variability in aircraft turbine engine emis- 
sion measurement /, 78-20667 

Further observations on Oratosquilla, with 
accounts of two new genera and nine 
new species (Crustacea: Stomatopoda: 
Squillidae) /, 78-15908 

Further simplification of income tax forms 
and instructions is needed and possible : 
report /, 78-25771 

Further studies of unsteady boundary layers 
with flow reversal /, 78-13947 

Further studies on auditory messages /, 
78-7810 

Furthering peace in the Middle East : state- 
ment /, 78-18376 

Fuseholders /, 78-6401, 78-20082 

Fuses, electrical., 78-20083 

Fusion energy applied to synthetic fuel 
production : a report to the DOE Divi- 
sion of Magnetic Fusion Energy based on 
a preliminary study by an AD-Hoc Ad- 
visory Group /, 78-10874 

Fusion materials irradiation testing facility, 
Hanford Reservation, Richland, Washing- 
ton : final environmental impact state- 
ment : (final of draft EIS, ERDA-1556- 
D, high flux neutron source facility)., 
78-23260 

Fusion method for the measurement of plu- 
tonium in soil : single-laboratory evalua- 
tion and interlaboratory collaborative 
test /, 78-12969 

The fusion reactor materials program plan : 
section |, alloy development for irradia- 
tion performance., 78-25398 

The fusion reactor materials program plan : 
section II, damage analysis and funda- 
mental studies., 78-25399 

The fusion reactor materials program plan : 
section III, plasma material interaction., 
78-25400 

The fusion reactor materials program plan : 
section IV, special purpose materials., 
78-25397 

Fusion reactors-high temperature electroly- 
sis (HTE) ... /, 78-20609 
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Future data bus requirements for laborato- 
ry high speed data acquisition systems /, 
78-323 

Future demand for electric power in de- 
pendence on economic and social factors 
and development and its accomplish- 
ment, particularly by means of nuclear 
power /, 78-17215 

Future needs and opportunities in the air 
traffic control system : hearings before 
the Subcommittee on Transportation, 
Aviation, and Weather of the Committee 
on Science and Technology, U.S. House 
of Representatives, Ninety-fifth Congress, 
first session ..., 78-12176 

Future needs and opportunities in the air 
traffic control system : report /, 78- 
8346 

The future of aviation : a compilation of 
papers (a supplement) /, 78-8344 

Future of FHA : hearings before the Com- 
mittee on Banking, Housing, and Urban 
Affairs, United States Senate, Ninety- 
fifth Congress, first session ... October 
26, 27, 28, 1977., 78-16189 

The future of productivity : report of a na- 
tional conference sponsored by the Na- 
tional Center for Productivity and Quali- 
ty of Working Life, Council on Interna- 
tional Economic Policy, and Research 
Applied to National Needs Program of 
the National Science Fondation., 78- 
24521 

Future of small business in America 
hearings before the Subcommittee on 
Antitrust, Consumers, and Employment 
of the Committee on Small Business, 
House of Representatives, Ninety-fifth 
Congress, second session ..., 78-26861 

The future role of cooperatives in the red 
meats industry., 78-16520 

Fuzes and primers., 78-25145 

FY/77 abstracts Library research & 
demonstration program., 78-409 

FY 1977 implementation of the National 
Accident Sampling System /, 78-9815 

FY 1977 security assistance program 
statement /, 78-18400 

FY 1978-83 unified planning document : 
goals and objectives statements., 78- 
172 


G 


“G.l. bill” program of VA _ educational 
assistance., 78-20010 

G.S.A. stock catalog, 78-6997, 
78-21088 

G.S.A. supply 


78-6998, 


catalog, 78-3223, 78- 
6997, 78-6998, 78-21085, 78-21086, 
78-21087, 78-21088 

G.S.A. supply catalog. Office products., 
78-21086 

G-seat system step input and sinusoidal 
response characteristics /, 78-26327 

Gail Williamson report to accompany 
H.R. 8428., 78-24731 
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Gainesville, Florida, metropolitan area, 
78-11638 

Gallium., 78-11478 

Gambell, its history, 
economy., 78-21521 

Gambling technology /, 78-9208 

Gamma heating in LMFBR media /, 78- 
10987 

GAO energy digest : a bibliography issued 
by the Comptroller General of the 
United States., 78-6981 

GAO interim report on  unexpended 
balance study : hearing before the Task 
Force on National Security and Interna- 
tional Affairs of the Committee on the 
Budget, House of Representatives, 
Ninety-fifth Congress, first session, Sep- 
tember 27, 1977., 78-5530 

GAO review., 78-3211 

Gardening for food and fun, 78-10295 

Garfield County, Colorado, unincorporated 
areas., 78-563 

Garrison’ creeping foxtail /, 78-24965 

Gary Daves and Marc Cayer : report to ac- 
company H.R. 4533., 78-10109 

Gas-atomized spray scrubber evaluation /, 
78-12924 

Gas cleanup systems for application to the 
MERC ssstirred/fixed bed gasifier 
preliminary assessment and _ process 
evaluation /, 78-16988 

Gas-cooled reactor technology : a bibliog- 
raphy /, 78-23583 

Gas exchange of detached needles of 
southern pine and certain hybrids /, 78- 
14667 

A gas filter correlation monitor for CO, 
CH,, and HCl /, 78-26366 

Gas generator research and development : 
BI-GAS process., 78-11033, 78- 
20844, 78-23307, 78-25711 

Gas generator research and development, 
TRI-GAS process., 78-6724, 78-6725, 
78-11035, 78-20503, 78-20504 

The gas guzzler tax proposal : a com- 
parison of its impact with that of the fuel 
efficiency incentive tax proposal upon 
the future of the U.S. passenger automo- 
bile industry /, 78-14313 

Gas mileage guide., 78-6560 

Gas pipeline distribution systems in Bar- 
row, Alaska., 78-11460 

Gas-sampling capability of vacutainers /, 
78-17803 

Gas-solids intenaction in the zone of a 
fluidized-bed : phase I... /, 78-11059 

Gas-solids interactions in the distribution 
zone of a fluidized bed : phase I., 78- 
20904 

Gas-solids interactions in the distribution 
zone of a fluidized bed : phase 1 /, 78- 
6819 

Gas-solids interactions in the distribution 
zone of a fluidized bed : phase I /, 78- 
17247 

The gas supplies of interstate natural gas 
pipeline companies., 78-23600 
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Gas turbines for efficient power genera- 
tion., 78-8733, 78-12793 

Gaseous emissions and toxic hazards as- 
sociated with plastics in fire situations : a 
literature review /, 78-18064 

Gasification in pulverized coal flames /, 
78-6765, 78-17222 

Gasification of dilute phase hydrogasifica- 
tion char : final report /, 78-23285 

Gasification of residual materials from coal 
liquefaction /, 78-6792, 78-11051 

Gasification of residual materials from coal 
liquefaction evaluation of SRC Il 
vacuum flash drum bottoms as feedstock 
to the Texaco coal gasification process /, 
78-17231 

Gaskets, packings, and seals /, 
78-23063 

Gasoline from coal extract ... /, 

Gaspar Louis Sayoc 
S. 142., 78-5908 

GASPLOT, a computer graphics program 
that draws a variety of thermophysical 
property charts /, 78-21822 

Gastroenterology abstracts and citations., 
78-3318 

Gastrointestinal carcinogenesis., 78-3300 

GATE Convection Subprogram Data 
Center : final report on ship surface data 
validation /, 78-14904 

GATE international meteorological radar 
atlas /, 78-1472 

Gazetteer of conventional names : names 
approved by the U.S. Board on Geo- 
graphic Names., 78-15612 

The GBF/DIME system : description and 
uses : GBF/DIME system, CUE, cor- 
rection, update, extension., 78-14854 

GBF/DIME system, CUE, correction-up- 
date-extension., 78-115, 78-116, 78- 
4131, 78-19727, 78-19728 

GBF/DIME system, UPS, correction-up- 
date-extension., 78-117 

GE core engine noise investigation - low 
emmission engines /, 78-5405 

Gears and gear clusters /, 78-6403, 78- 
6404 

Gem County, Idaho, unincorporated areas., 
78-9076 

Gem stones., 78-4977, 
21548, 78-24034 

Genealogical sources outside the National 
Archives., 78-1909 

General Accounting Office publications., 
78-17360, 78-21061, 78-21062, 78- 
23683 

General agreement on tariffs and trade : 
process-verbal extending the declaration 
of July 23, 1975, on provisional acces- 
sion of Columbia to the general agree- 
ment, done at Geneva November 12, 
1976., 78-7591 

General aircraft maintenance manual., 
78-6439 

General and educated opinion on interna- 
tional economic issued in western Eu- 
rope and Japan., 78-7373 


78-6402, 


78-11041 
: report to accompany 


78-7316, 78- 
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General and performance specifications for 
a small urban transit bus : small transit 
bus requirements study., 78-5418 

General aviation : aircraft, owner & utiliza- 
tion characteristics /, 78-5399 

General aviation : selected references /, 
78-829 

General aviation dynamics : an extension of 
the cost impact study to include dynamic 
interactions in the forecasting of general 
aviation activity /, 78-7953, 78-22171 

General aviation inspection aids., 78- 
3785, 78-14173 

General aviation inspection aids. Summa- 
ry., 78-14173 

General aviation news, 78-3760 

General aviation operations 
handbook., 78-5369, 
18683 

General aviation procedures for flight in 
North Atlantic minimum navigation per- 
formance specifications airspace., 78- 
5381 

General clinical research center : 
information., 78-8961 

General clinical research 
research resources directory., 78-23756 

General considerations for the clinical 
evaluation of drugs., 78-11231 

General considerations for the clinical 
evaluation of drugs in infants and chil- 
dren., 78-7100 

General Counsel manual., 78-24449 

A general design schema for an operational 
geographic information system /, 78- 
24051 

General GOAL programming users manual 
/, 78-6117 

General GOAL programming users manual 
: land management planning /, 78-6118 

General government matters, appropria- 
tions and miscellaneous, 78-3209 

General guide to the Copyright Act of 
1976., 78-740 

General guidelines for measuring fire-extin- 
guishing agent concentrations in power- 
plant compartments., 78-5370 

General housing characteristics, 78-12505 

General imports of cotton manufactures; 
country of origin and Geneva agreement 
category., 78-2613 

General industry standards and interpreta- 
tions, 78-3549, 78-21746, 78-24169 

General information about the activities of 
the Indian Arts and Craft Board., 78- 
13732 

General information concerning patents., 
78-6277, 78-22893 

General information concerning 
marks., 78-6278, 78-19786 

General literature, English and American 
literature .... 78-18044 

General Management Training Center 
course catalogue : for executives, attor- 
neys, managers, supervisors., 78-10630 

General manual for operation of FAA air- 
craft., 78-5350 


inspector’s 
78-7906, 78- 


patient 


centers; a 


trade- 





A general method for calculating three- 
dimensional compressible laminar and 
turbulent boundary layers on arbitrary 
wings /, 78-9425 

General models for lateral stability analyses 
of railway freight vehicles /, 78-856 

General officers of the Army and Air Na- 
tional Guard., 78-25164 

General operating and flight rules, 
3755, 78-14107 

General oversight and Postal Service 
budget : hearing before the Subcommit- 
tee on Postal Operations and Services of 
the Committee on Post Office and Civil 
Service, House of Representatives, 
Ninety-fifth Congress, first session, 
March 15, 1977., 78-1106 

General overview of the distribution of 
local public works funds., 78-19810 

General participant training : agreement 
between the United States of America 
and Syria, signed at Damascus February 
24, 1915.5. 18-792 

General personnel management., 

General pharmacology., 78-5423 

General provisions, 78-23690 

General provisions and geometric design 
for roads, streets, walks, and open 
storage areas., 78-4336 

General provisions for airfield design., 
23087 

General reference guide., 

General revenue 
819 


78- 


78-6332 


78- 


78-4570 


sharing., 78-818, 78- 


General review of major SBA programs 


and activites : hearings before the Sub- 
committee on Minority Enterprise and 
General Oversight of the Committee on 
Small Business, House of Representa- 
tives, Ninety-fifth Congress, second ses- 
sion, ... June 20 and 21, 1978., 78- 
26862 

General rule-making 
14102, 78-26573 

General rules of practice - Interstate Com- 
merce Commission., 78-13837 

General safety criteria., 78-11142 

The General Service Administration’s Con- 
sumer Information Center : report /, 
78-23668 

General Services Administration’s practices 
in awarding and administering leases 
could be improved : report to the Con- 
gress /, 78-13343 

The General Services Administration’s 
rental rates (standard level user charges) 
for Federal agencies : study /, 78-25806 

General Services Administration’s use of 
new construction concept for Federal 
buildings not yet successful : report of 
the Comptroller General of the United 
States., 78-4763 

General soil map with soil interpretations 
for land use planning : Baker County, 
Oregon., 78-16688 

General soil map with soil interpretations 
for land use planning : Union County, 
Oregon., 78-16689 


procedures, 78- 
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General stockpile policy : hearing before 
the Subcommittee on Military Construc- 
tion and Stockpiles of the Committee on 
Armed Services, United States Senate, 
Ninety-fifth Congress, first session, on S. 
1198 ...S. 1810 ... September 9, 1977., 
78-8243 

General supply company, general support : 
Army training and evaluation program., 
78-6481 

General vehicle _ test 
evaluation /, 78-9756 

Generalization and refinement of an auto- 
matic landing system capable of curved 
trajectories /, 78-11708 

Generalized distribution curve for charac- 
terizing the performance of coal-cleaning 
equipment /, 78-634 

A generalized orthogonal coordinate 
system for describing families of axisym- 
metric and two-dimensional bodies /, 
78-13933 

A generalized vortex lattice method for 
subsonic and supersonic flow applica- 
tions /, 78-18180 

Generation and sales statistics., 78-13793 

Generation and simulation of metallic par- 
ticulate air polluants 
spraying /, 78-12921 

Generation of fumes simulating particulate 
air pollutants /, 78-8743 

Generation of primarily petrochemical raw 
and basic products by the Fischer- 
Tropsch syntheses : interim report | /, 
78-23559 

Generic environmental statement consider- 
ing the siting and operation of floating 
nuclear power plants, final addendum, 
June 1978., 78-24496 

Generic hazards., 78-11966 

Genetic counseling /, 78-15424 

Genetic gains through testing and crossing 
longleaf pine plus trees /, 78-22710 

Genetic variation in seed and fruit charac- 
ters in sugar maple /, 78-22692 

Genetics are sex., 78-16538 

Genetics of black walnut /, 

Genetics of ponderosa pine /, 78-6145 

Genozoic fossil mullusks from western 
Pacific islands : gastropods (Eratoidae 
through Harpidae) /, 78-628 

Geochemical and isotopic analyses of 
waters associated with the Edwards 
limestone aquifer, central Texas /, 78- 
21486 

Geochemical effects of recharging the 
Magothy aquifer, Bay Park, New York, 
with tertiary-treated sewage /, 78-2067 

Geocoding program., 78-18514 

Geodetic positions of borehole sites of the 
Greenland Ice Sheet 78- 
25257 

Geoffery Parnham : report to accompany 
H.R. 1449., 78-5712 

Geographic distribution of Federal funds in 
Alabama., 78-14957 

Geographic distribution of Federal funds in 
Alaska., 78-14958 


instrumentation 


by electric arc 


78-16601 


Program /, 
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Geographic distribution of Federal funds i 


Arizona., 78-14959 


Geographic distribution of Federal funds i 


Arkansas., 


78-14960 


Geographic distribution of Federal funds i 


California., 


78-14961 


Geographic distribution of Federal funds i 


Colorado., 


78-14962 


Geographic distribution of Federal funds i 


Connecticut., 


78-14963 


Geographic distribution of Federal funds i 


Delaware., 
Geographic distribution 
District of Columbia., 
Geographic distribution 
Florida., 78-14966 
Geographic distribution 
Georgia., 78-14967 
Geographic distribution 
Hawaii., 78-14968 
Geographic distribution 
Idaho., 78-14969 
Geographic distribution 
Illinois., 78-14970 
Geographic distribution 
Indiana., 78-14971 
Geographic distribution 
78-14972 
Geographic distribution 
Kansas., 78-14973 
Geographic distribution 
Kentucky., 
Geographic distribution 
Louisiana., 
Geographic distribution 
Maine., 78-14976 
Geographic distribution 
Maryland., 
Geographic distribution 
Massachusetts., 
Geographic distribution 
Michigan., 
Geographic distribution 
Minnesota., 
Geographic distribution 
Mississippi., 
Geographic distribution 
Missouri., 78-14982 
Geographic distribution 
Montana., 78-14983 
Geographic distribution 
Nebraska., 
Geographic distribution 
Nevada., 78-14985 
Geographic distribution 
New Hampshire., 
Geographic distribution 
New Jersey., 
Geographic distribution 
New Mexico., 


lowa., 


78-14964 


78-14979 


78-14984 


of Federal funds i 
78-14965 
of Federal funds i 
of Federal funds i 
of Federal funds i 
of Federal funds i 
of Federal funds i 
of Federal funds i 
of Federal funds i 


of Federal funds i 


of Federa! funds i 


78-14974 


of Federal funds i 


78-14975 


of Federal funds i 


of Federal funds i 


78-14977 


of Federal funds i 


78-14978 


of Federal funds i 


of Federal funds i 


78-14980 


of Federal funds i 


78-14981 


of Federal funds i 
of Federal funds i 
of Federal funds i 
of Federal funds i 


of Federal funds i 


78-14986 


of Federal funds i 


78-14987 


of Federal funds i 


78-14988 


Geographic distribution of Federal funds i 


New York., 


78-14989 


Geographic distribution of Federal funds i 


North Carolina., 


78-14990 


Geographic distribution of Federal funds i 


North Dakota., 


78-14991 


Geographic distribution of Federal funds i 


Ohio., 78-14992 
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Geographic distribution of Federal funds in 
Oklahoma., 78-14993 

Geographic distribution of Federal funds in 
Oregon., 78-14994 

Geographic distribution of Federal funds in 
Pennsylvania., 78-14995 

Geographic distribution of Federal funds in 
Rhode Island., 78-14996 

Geographic distribution of Federal funds in 
South Carolina., 78-14997 

Geographic distribution of Federal funds in 
South Dakota., 78-14998 

Geographic distribution of Federal funds in 
summary., 78-15009 

Geographic distribution of Federal funds in 
Tennessee., 78-14999 

Geographic distribution of Federal funds in 
territories & other areas administered by 
the U.S., 78-15008 

Geographic distribution of Federal funds in 
Texas., 78-15000 

Geographic distribution of Federal funds in 
Utah., 78-15001 

Geographic distribution of Federal funds in 
Vermont., 78-15002 

Geographic distribution of Federal funds in 
Virginia., 78-15003 

Geographic distribution of Federal funds in 
Washington., 78-15004 

Geographic distribution of Federal funds in 
West Virginia., 78-15005 

Geographic distribution of Federal funds in 
Wisconsin., 78-15006 

Geographic distribution of Federal funds in 
Wyoming., 78-15007 

Geographic mobility, March 
March 1977, 78-22826 

Geographic note., 78-3671 

Geographic profile of employment and 
unemployment, 1975 /, 78-17990 

Geographic profile of employment and 
unemployment, 1976 /, 78-5123 

Geographic structure of milk prices, 1975 
/, 78-1341 

Geographic tools., 

Geographical mobility: March 
March 1976, 78-4044 

Geohydrology of North Eastern Province, 
Kenya /, 78-11446 

Geologic and geochemical studies of tine 
New Albany Group (Devonian black 
shale) in Illinois to evaluate its charac- 
teristics as a source of hydrocarbons., 
78-23375 

Geologic disposal of high-level radioactive 
wastes : earth-science perspectives /, 
78-13748 

The geologic story of Isle Royale National 
Park /, 78-21495 

Geological applications of NIMBUS radia- 
tion data in the Middle East /, 78- 
18089 

A geological basis for the exploration of 
the planets /, 78-9396 

Geological Survey research., 78-15540 

Geology and geochemistry of the west ore 
body and associated skarns, Copper 


1975 to 
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Canyon porphyry copper deposit, Lander 
County, Nevada /, 78-13753 

Geology and ground water in Door County, 
Wisconsin : with emphasis on contamina- 
tion potential in the Silurian dolomite /, 
78-23984 

Geology and ground-water resources of 
Camden County, New Jersey /, 78- 
23992 

Geology and mineral deposits of the Nee- 
dle Mountains district, southwestern 
Colorado /, 78-11443 

Geology and thermal history of Mammoth 
Hot Springs, Yellowstone National Park, 
Wyoming : geology of travertine deposits 
and summary of hot-spring activity since 
1871 /, 78-21496 

Geology of argillaceous sediments : an an- 
notated and illustrated bibliography /, 
78-8820 

Geology of the Buchanan quadrangle, 
Liberia /, 78-17781 

Geology of the Juazohn 
Liberia /, 78-13741 

Geology of the Minturn’ 15-minute 
quadrangle, Eagle and Summit Counties, 
Colorado /, 78-629 

Geology of the Yreka quadrangle, Siskiyou 
County, California /, 78-7262 

Geomagnetic forecasting based on EUV 
coronal intensity /, 78-14906 

Geometric parameters that influence flood- 
plain flow : final report /, 78-20261 

Geometrical considerations and nomencla- 
ture for reflectance /, 78-1438 

Geomorphology, shallow subbottom struc- 
ture and sediments of the Atlantic inner 
continental shelf off Long Island, New 
York /, 78-15100 

Geophysical activities of the United States, 
1973-76., 78-13743 

Geophysics, astronomy, 
905, 78-5471, 
78-24483 

Geopolitical data elements and related fea- 
tures., 78-25110 

Geopressured geothermal fairway evalua- 
tion and test-well site location, Frio For- 
mation, Texas Gulf Coast /, 78-25513 

Georg Scheutz and the first printing calcu- 
lator /, 78-814 

George S. MclIsaac nomination : hearing 
before the Committee on Energy and 
Natural Resources, United States Senate, 
Ninety-fifth Congress, second session ... 
February 2, 1978., 78-19102 

The George Washington University charter 
restatement act : hearing and markups 
before the Subcommittee on Judiciary 
and the Committee on the District of 
Columbia, House of Representatives, 
Ninety-fifth Congress, first session, on 
H.R. 2700, H.R. 7300, and S. 1060 ... 
May 3, and Sept. 19, 1977., 78-997 

The George Washington University charter 
restatement act : the report to accom- 
pany S. 1060., 78-1242 

Georgia, 78-4841 


quadrangle, 


and space, 78- 
78-16116, 78-18869, 
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Georgia landings., 78-2860 

Georgia landings, annual summary., 78- 
16838, 78-16843 

Georgia, monthly averages of temperature 

78-4217 

Georgia, monthly normals of temperature 
wy 78-4172 

Geotechnical and strong motion 
earthquake data from U.S. accelerograph 
stations /, 78-18874 

Geothermal direct contact heat exchange : 
final report /, 78-17277 

Geothermal down-well instrumentation., 
78-23582 

Geothermal energy /, 78-9276 

Geothermal energy systems, 78-17020 

Geothermal materials studies /, 78-8838 

Geothermal reservoir engineering manage- 
ment program plan (GREMP plan)., 
78-17000 

Geothermal resources, Vicksburg Forma- 
tion, Texas Gulf Coast /, 78-23374 

Geothermal resources, Wilcox Group, 
Texas Gulf Coast /, 78-25512 

Geothermal tax provisions and minimum 
tax treatment of intangible drilling costs 
for oil and gas., 78-24664 

German Democratic Republic, 78-7561 

German Democratic Republic five-year 
plan summary and commercial analysis /, 
78-6305 

Germany : Flensburg, Kiel, Hamburg, Bre- 
merhaven, Wilhelmshaven., 78-6509 

Germany, Federal Republic of, 78-7562 

Germination, survival, and growth of 
lodgepole pine under simulated precipita- 
tion regimes : a greenhouse study /, 78- 
14699 

Get ready for summer 
78-16523 

Ghana., 78-1423, 78-21904 

Ghana: post report., 78-26452 

GI bill improvement act of 1977 : hearings 
before the Subcommittee on Health and 
Readjustment of the Committee on 
Veterans’ Affairs, United States Senate, 
Ninety-fifth Congress, first session, on S. 
457 and related bills, June 24 and 29, 
1977., 78-19240 

GI bill improvement act of 1977 : report 
together with separate views of the Com- 
mittee on Veterans’ Affairs, United 
States Senate, to accompany S. 457., 
78-1311, 78-5969 

GI bill improvements act of 1977 : report 
to accompany H.R. 8701., 78-1234 

GICS Il user’s manual /, 78-23435, 78- 
23436 

Gilberto Taneo Gilberstadt : report to ac- 
company H.R. 1779., 78-14435 

Ginseng /, 78-9316 

GIRAS : a geographic information retrieval 
and analysis system for handling land use 
and land cover data /, 78-7280 

Gist., 78-3675 

Gist (Washington), 78-3675 

Give an opportunity - gain an asset., 78- 
21757 


: be energy-wise., 





Glacier Bay National Monument, Alaska., 
78-7336 

A glance at the past, a probe of the future : 
remarks by A. A. Sommers, Jr. Commis- 
sioner, Securities and Exchange Commis- 
sion, [before] Mid-Continental District 
of Securities Industry Association, 
Chicago, Illinois, March 18, 1976., 78- 
809 

Glass beads for highway paint stripes /, 
78-18611 

Glass container manufacturing plants., 
6571, 78-6572, 78-6573 

Glass containers., 78-2584, 78-22811 

Glass figures, corrugated, plate, sheet, and 
spandrel., 78-20084 

Glazes and decals on dinnerware, 
21243 

GLC analysis of N-paraffin distribution in 
crude oils and topped crude oils for oil 
identification /, 78-13016 

Glen Canyon Dam and National Recreation 
Area., 78-21525 

The global carbon dioxide problem /, 78- 
17271 

A global environmental concern : EPA’s 
Scientific Activities Overseas Program., 
78-4563 

Global market survey, communications 
equipment and systems., 78-157 

A global perspective - the new imperative : 
remarks /, 78-8957 

Glossary and index of logistics terms., 78- 
22219 

A glossary of agricultural terms : English- 
Spanish, Spanish-English /, 78-10516 

Glossary of aquatic ecological terms /, 78- 
23415 

Glossary of environmental terms : Spanish- 
English, English-Spanish /, 78-10520 

Glossary of services : Export-Import Bank 
of the United States., 78-8165 

Glossary of terms for use in publications of 
traffic safety programs., 78-8075 

Glossary to terms used in resource bulletins 
reporting Missouri’s 1972 timber 
resource., 78-14736 

Gloves and mittens., 78-19674 

Gloves, mittens, and sleeves /, 

GMT calendar of courses., 
78-23024 

Gnomonia canker, shoot blight, and leaf 
spot of yellow birch /, 78-22688 

The goal of real peace : speech [by] Secre- 
tary Vance before the Council of Jewish 
Federations and Welfare Fund Conven- 
tion, Dallas Texas, November 10, 1977., 
78-7556 

Goal programing : a new tool for the 
Christmas tree industry /, 78-3985 

Goals for UNESCO : following is a state- 
ment /, 78-18404 

Goggles and related protective devices /, 
78-6406 

Going back to school at 35 and over., 78- 
5127 

Gold., 


78- 


78- 


78-6405 
78-23023, 


78-4978 
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Gold and 
78-11533 
Gold and silver labeling and advertising act 


: report to accompany S. 2782., 78- 
27074 


Gold, silver, and other resources in the ash 
of incinerated sewage sludge at Palo 
Alto, California : a preliminary report /, 
78-26140 

Gonzales County, Texas, unincorporated 
areas., 78-17724 

The good foods coloring book., 78-12361 

Good nutrition : quik-quiz., 78-16535 

Good practice manual for insulation instal- 
lers., 78-1968 

The good things in life used to be free., 
78-12833 

Good work practices for electroplaters., 
78-1967 

Goodhue County, 
(unincorporated areas)., 78-11393 

Goods transportation in urban areas 
proceedings of the Engineering Founda- 
tion Conference, Santa Barbara, Califor- 
nia, September 7-12, 1975 /, 78-9553 

Gospel-Hump wilderness area : hearing be- 
fore the Subcommittee on Parks and 
Recreation of the Committee on Energy 
and Natural Resources, United States 
Senate, Ninety-fifth Congress, first ses- 
sion, on S. 1180 (amendment no. 826) ... 
S. 2035 ... S. 2051 ... Grangeville, Idaho, 
August 24, 1977., 78-24601 

Governing international fishery agreement 
with Japan : message from the President 
of the United States ...,  78-10058 

Governing international fishery agreement 
with Mexico : message from the Pre- 
sident of the United States ..., 78-10089 

Government agency transactions with the 
Federal Financing Bank should be in- 
cluded on the budget : report to the 
Congress /, 78-1845 

Government consultants - standard defini- 
tion and uniform data needed : study /, 
78-13258 

Government 


silver., 78-3445, 78-7312, 


Minnesota 


depositories; memorandum 


relative to the present law governing 


designated 
24646 

Government 
24646 

Government depository libraries; the 
present law governing designated deposi- 
tory libraries., 78-24646 

The Government employees training act of 
1958 : a progress report., 78-6929 

Government field offices should better im- 
plement the freedom of information act : 
report /, 78-25803 

Government grantees as contractors of sub- 
contractors within Local public works 
capital development and investment act 
of 1976, 78-17907 

Government inventions for licensing., 78- 
2715 


depository libraries, 78- 


depository libraries, 78- 
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Government life insurance program for 
veterans and members of the services; 
annual report., 78-24425 

Government life insurance programs for 
veterans and servicemen, 78-24425 

Government management, 78-7028 

Government National Mortgage Associa- 
tion examination of financial statements, 
78-16315 

Government National Mortgage Associa- 
tion mortgage-backed securities guide., 
78-17687, 78-17688 

Government National Mortgage Associa- 
tion’s secondary mortgage market activi- 
ties : study /, 78-13183 

Government occupations., 78-15720 

Government paper specification standards., 
78-3935 

Government patent policies : hearings be- 
fore the Subcommittee on Monolopy and 
Anticompetitive Activities of the Select 
Committee on Small Business, United 
States Senate, Ninety-fifth Congress, first 
session December 19, 20, and 21, 
1977., 78-14408 

Government patent policy : (the ownership 
of inventions resulting from federally 
funded research and development) 
hearings before the Subcommittee on 
Domestic and International Scientific 
Planning and Analysis of the Committee 
on Science and Technology, U.S. House 
of Representatives, Ninety-fourth Con- 
gress, second session ...., 78-1127 

Government periodicals, 78-3215 

Government periodicals and subscription 
services., 78-3215 

Government Printing Office production and 
management controls : improvement op- 
portunities : report to the Congress /, 
78-1830 

Government printing operation improve- 
ments since 1974, Government Printing 
Office and other Federal agencies : re- 
port to the Congress /, 78-1829 

Government regulatory activity : justifica- 
tions, processes, impacts, and alternatives 
/, 78-4770 

Government reports announcements, 78- 
2692 

Government reports 
index., 78-2692 

Government reports annual 
16825 

Government reports index, 78-2692 

Government specifications for commercial 
products : necessary or a wasted effort? : 
report to the Congress /, 78-6973 

Government structure of the Democratic 
People’s Republic of Korea., 78-21865 

Government-supported research, interna- 
tional affairs, 78-21886 

Government-supported research on foreign 
affairs, 78-21886, 78-21887 

Government-supported research on foreign 
affairs (1977), 78-21887 


announcements & 


index., 78- 
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Government-supported research on foreign 
affairs; inventory of research projects 
completed and in progress., 78-21886 

Governmental finances., 78-12482 

Governmental finances (Washington), 78- 
12482 

Governmental finances and employment at 
a glance., 78-10556 

Governmental finances in the 
States., 78-12482, 78-22839 

Governments quarterly report, 78-2557 

Government’s role in pricing fluid milk in 
the United States /, 78-12368 

Gradation of granular materials., 78- 
18664 

Grade and pay retention for certain em- 
ployees report to accompany H.R. 
9279., 78-19293 

Grader road motorized, DSL,DRVN,HVY 
6x4, front wheel steer, model 440 HA, 
NSN: 3805-00-93 1-7881, LIN: J74852., 
78-4403 

Gradients of meteorological parameters in 
convective and nonconvective areas /, 
78-13952 

Graduate science education; student sup- 
port and postdoctorals., 78-18351 

Graduate science enrollment stabilized in 
1977, 78-24266 

Grain elevator industry hazard alert., 78- 
7447 

Grain inspection manual : covering the 
sampling, inspection, grading, and certifi- 
cation of grain under the United States 
Grain standards [sic] act as amended., 
78-6252 

Grain legume production improvement : 
progress report, | January 1971 to 30 
June 1972., 78-12348 

Grain market news, weekly summary and 
Sstatistics., 78-2478 

Grain Market News. Weekly summary and 
statistics, 78-2478 

Grain marketing patterns of local coopera- 
tives /, 78-14813 

Grain pricing /, 78-9846 

Grain shape and size distribution effects in 
coastal models /, 78-20295 

Grain stocks., 78-2498 

Grain stocks in all positions, 

Grains, 78-2435 

Gran partita, K.361., 78-21765 

Grand Canyon National Park, Ariz. : [an 
act to authorize the Secretary of the In- 
terior to make payments to school dis- 
tricts ... for persons living within or near 
the Grand Canyon National Park on non- 
taxable Federal lands ...], 78-12308 

Grand jury reform : Hearings before the 
Subcommittee on Immigration, Citizen- 
ship, and International Law of the Com- 
mittee on the Judiciary, House of 
Representatives, Ninety-fifth Congress, 
first session, on H.R. 94 ..., 78-9996 

Grand Strand Flood district, South 
Carolina, Horry County., 78-13646 


United 


78-2498 
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Grand Trunk Western improved railroad 
operations using a railroad automated 
identification and location system /, 78- 
7863 

Grande Ronde Planning Unit, a 
management plan., 78-16658 

Grant awards., 78-14067 

Grant awards - U.S. Department of Trans- 
portation, 78-14067 

Grant-in-aid for fisheries program activi- 
ties., 78-22937 

Grant policy manual, 78-3629 

Grant projects in human resource manage- 
ment., 78-171 

Grantees financial mnagement systems., 
78-15826 

Granting a Federal Charter to the Amer- 
ican Ex-Prisoners of War, inc. : report to 
accompany S. 1590., 78-5976 

Granting an extension of patent to the 
United Daughters of the Confederacy : 
report to accompany S. 810., 78-5899 

Granting the status of permanent residence 
to certain aliens : report to accompany 
H.J. Res. 489., 78-5833 

Grants administration, 78-3238 

Grants administration; Dept. staff manual., 
78-3237 

Grants administration manual., 
78-3237, 78-10917 

Grants and awards., 
15810, 78-24261 

Grants for Domestic offshore communities 
seaport development act of 1977 : hear- 
ing before the Subcommittee on 
Merchant Marine and Tourism of the 
Committee on Commerce, Science, and 
Transportation, United States Senate, 
Ninety-fifth Congress, second session, on 
S. 2348 February 24, 1978., 78- 
22432 

Grants for the exchange of medical infor- 
mation., 78-16076 

Grants for training, construction, medical 
libraries., 78-13476, 78-23761 

Grants to Indian-controlled postsecondary 
educational institutions and the Navajo 
Community College act : hearing before 
the United States Senate, Select Commit- 
tee on Indian Affairs, Ninety-fifth Con- 
gress, first session, on S. 468 ... S. 1215 
... July 28, 1977., 78-2272 

Granular bed filter development program., 
78-20585, 78-20586 

Granular bed filter development program : 
cold flow test program, data analysis, and 
observations /, 78-23344 

Granular bed filter development program : 
filter front-face cleaning experiments., 
78-23343 

Graphic industries equipment 
dinavia., 78-19967 

Graphic industries equipment in the United 
Kingdom., 78-19966 

Graphic notices and supplemental data, 
78-3769 


land 


78-3104, 


78-13419, 78- 


in Scan- 
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A graphic presentation of public personnel 
systems in 172 large cities and counties., 
78-16892 

Graphic standards system., 78-12853 

Graphical method for predicting life of a 
rocket thrust chamber with half-hard zir- 
conium copper liner and electroformed 
nickel closeout /, 78-18125 

Graphite., 78-4979, 78-17812 

Graphite and ablative material response to 
CO,-laser, carbon-arc, and xenon-arc 
radiation /, 78-11677 

Grass Creek : oil and gas leasing environ- 
mental assessment record., 78-21602 

Graves registration specialist., 78-10707, 
78-10709 

Graves registration specialist, MOS 57F 
skill level 1 and 2., 78-10708 

Graves registration specialist, MOS 57F 
skill level 4., 78-10710 

A gravitational potential for atmospheric 
earth tides caused by the moon /, 78- 
20343 

A gravitational potential for atmospheric 
earth tides caused by the sun /, 78- 
4493 

GRAVSAT/GEOPAUSE refraction study /, 
78-9447 

The graying of nations : implications : hear- 
ing before the Special Committee on 
Aging, United States Senate, Ninety-fifth 
Congress, first session ... November 10, 
1977., 78-18993 

Grays Harbor and Chehalis River naviga- 
tion project, operation and maintenance, 
South Reach (Sand Island) realinement., 
78-25286 

Grays Harbor, Chehalis River and Hoquiam 
River, Wash., Channel improvements for 
navigation., 78-25285 

Grays Harbor Estuary, Washington : report 
6, 45-ft MSL (40-ft MLLW) navigation 
channel improvement studies, hydraulic 
model investigation /, 78-20243 

Grazing and hay program for wheat acre- 
age : hearing before the Subcommittee 
on Livestock and Grains of the Commit- 
tee on Agriculture, House of Representa- 
tives, Ninety-fifth Congress, first session, 
on H.R. 3367, February 22, 1977., 78- 
955 

Grazing fee moratorium of 1977 : report to 
accompany H.R. 9757., 78-14425 

Grazing management in the Dixie Resource 
Area Hot Desert., 78-26116 

Great Britain : London, Plymouth, Port- 
smouth [port guide]., 78-6510 

Great Lakes Basin Commission., 78-2198 

Great Lakes fisheries, annual summary., 
78-16853, 78-19894, 78-19916 

Great Lakes fishery act amendments : re- 
port to accompany H.R. 2203., 78- 
5792 

Great Lakes ice cover, winter 1975-76 /, 
78-19853 

Great Lakes Region air traffic activity., 
78-26603 





Great Lakes research vessels 
and preliminary 1977 
8168 

Great Lakes 
19797 

Great Lakes water temperatures, 
1975 /, 78-4155 

Great Plains area plan : preliminary., 
41 

Great Western Sugar Company : Steffens 
House Sugar Beet Factory, Loveland, 
Colorado, October 17 to December 1, 
1949 : a study of the characteristics of 
the individual and combined wastes from 
a Steffens House sugar beet factory /, 
78-20987 

Greater control by Congress needed over 
real property exchanges : the San An- 
tonio case : General Services Administra- 
tion, Department of Housing and Urban 
Development : Report to the Committee 
on Government operations, House of 
Representatives /, 78-1809 

Greater coordination and a more effective 
policy needed for international telecom- 
munications facilities report /, 78- 
17335 

Greater Globe-Miami, Arizona, wastewater 
treatment project., 78-20769 

Greater New Orleans Mississippi 
Bridge No. 2., 78-8046 

Greater U.S. government efforts needed to 
recruit qualified candidates for employ- 
ment by U.N. organizations : Department 
of State and other Federal agencies : re- 
port to the Senate Committee on 
Governmental Affairs /, 78-4739 

Greatest storm on earth, hurricane., 78- 
139 

Greece., 


: capabilities 
schedule., 78- 
shipping operations., 78- 
1966- 


78- 


River 


78-15828 


Green Bay, Wisconsin, metropolitan area, 
78-11628 
Green 


coffee inventories, 
roastings., 78-2645 

Green Lake County, Wisconsin, unincor- 
porated areas., 78-4908 

Green River, Henderson and Daviess Coun- 
ties, Kentucky., 78-23125 

Green River oil shale., 78-17259 

Greene County Nuclear Power Plant 
Power Authority of the State of New 
York : construction-permit stage /, 78- 
20918 

Greener grass for the “‘green country” : 
Craig County, Oklahoma., 78-16155 

Greenhouse techniques for soil-plant-fertil- 
izer research /, 78-18982 

Greensboro-Winston-Salem-High Point, 
North Carolina, metropolitan area, 78- 
11634 

Greenville-Spartanburg, South 
metropolitan area, 78-11625 

Gregory Gillespie /, 78-7631 

Grenada, 78-9503 

Grenades /, 78-6407, 78-25146 

Grid-connected ICES : preliminary feasi- 
bility analysis and evaluation., 78-8767 


imports, 


Carolina, 
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Grid-connected 
energy system., 78-11013 

Grid-connected _ integrated 
energy system : final report., 78-20818 

Grievance mechanisms in State  cor- 
rectional institutions and large-city jails :, 
78-13270 

Grievance systems should provide all 
Federal employees an equal opportunity 
for redress : report to the Congress /, 
78-23630 

Grim outlook for the United States Postal 
Service’s national bulk mail system : re- 
port /, 78-23641 

Grinding machines., 78-20127 

Gross migration by county: 1965 to 1970, 
78-4049 

Gross panel strength under combined load- 
ing /, 78-8211 

Ground-based and in-flight simulator stu- 
dies of low-speed handling characteristics 
of two supersonic cruise transport con- 
cepts /, 78-26414 

Ground cloud effluent measurements dur- 
ing the May 30, 1974, Titan III launch at 
the Air Force eastern test range /, 78- 
13935 

Ground disposal of oil shale wastes : a 
review with an _ indexed annotated 
bibliography through 1976 /, 78-25518 

Ground distance covered during airborne 
horizontal deceleration of an airplane /, 
78-26381 

Ground effect machines (air cushion vehi- 
cles, etc.) /, 78-9295 

Ground-fault protection on construction 
Sites., 78-716 

Ground surveillance 
skill levels 1/2/3., 

Ground surveillance radar crewman for 
skill levels 4/5., 78-10727 

Ground surveillance radar crewman, MOS 
17K : commander’s manual., 78-15056 

Ground water : an overview : report to the 
Congress /, 78-1683 

Ground-water data for 
23981 

Ground water differences on pine and 
hardwood forests of the Udell Experi- 
mental Forest in Michigan /, 78-8525 

Ground-water elements of in situ leach 
mining of uranium /, 78-26689 

Ground-water levels and soil characteristics 
in a forested typic glossaqualf /, 78- 
10391 

Ground-water levels and well records for 
discontinued observation wells in Idaho, 
1915-72 /, 78-23979 

Ground-water levels in the United States. 
Northeastern States., 78-7269 

Ground-water levels in the United States. 
Northwestern States., 78-7268 

Ground-water levels in the United States. 
Southeastern States., 78-7270 

Ground-water levels in Wyoming, 1976 /, 
78-617 


integrated community 


community 


radar crewman for 
78-6466 


Michigan., 78- 
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Ground water manual : a water resources 
technical publication : a guide for the in- 
vestigation, development, and manage- 
ment of ground-water resources., 78- 
15546 

Ground-water records for 
Oklahoma., 78-7258 

Ground-water resources of Cambodia /, 
78-7265 

Ground water withdrawn for municipal, in- 
dustrial, and irrigation use in the Upper 
Peace and Alafia River basins, west-cen- 
tral Florida /, 78-26154 

Grounded ice in the fast ice zone along the 
Beaufort Sea coast of Alaska /, 78- 
25253 

Grounding, bonding, and _ shielding 
bibliography, 1930 to 1971., 78-15999 

Grounding, bonding, and shielding prac- 
tices and procedures for electronic 
equipments and facilities /, 78-15973, 
78-18707 

Groundwater 
21491 

Group practice facilities., 78-11345 

Group profiles on self-esteem, locus of con- 
trol, and life goals., 78-417 

Groups with historically high incidences of 
unemployment, 78-24173 

Groups with historically high incidences of 
unemployment. Report to the Congress 
as required by section 4(d) (3) of the 
Fair labor standards act., 78-24173 

Grouting in soils /, 78-11857 

Growing American bunch grapes /, 78- 
6057 

Growing awareness of population and 
health issues in Africa., 78-19216 

Growing black walnuts for home use /, 
78-16489 

Growing boxwoods /, 78-6099 

Growing camellias /, 78-17 

Growing cauliflower and broccoli /, 78- 
16481 

Growing cherries east of the Rocky Moun- 
tains /, 78-6058 

Growing dahlias /, 78-6101 

Growing dates in the United States /, 78- 
22663 

Growing flowering crabapples /, 78-16510 

Growing fruits and nuts., 78-6095 

Growing gardenias /, 78-1335 

Growing iris in the home garden /, 78- 
1323 

Growing lilacs /, 78-6104 

Growing oranges., 78-22792 

Growing ornamental bamboo /, 78-22666 

Growing ornamentals in urban garden /, 
78-1338 

Growing pansies /, 78-1333 

Growing peonies /, 78-24947 

Growing tomatoes in the home garden /, 
78-16512 

Growing vegetables in the home garden /, 
78-16513 

Growing your own vegetables., 


southeastern 


levels in Nebraska., 78- 


78-6096 
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Growth and development of thinned versus 
unthinned yellow-poplar sprount clumps 
/, 78010355 

Growth and ectomycorrhizal development 
of loblolly pine seedlings in nursery soil 
infested with Pisolitus tinctorius and 
Thelephora terrestris in Virginia /, 78- 
16619 

Growth and survival of hardwoods and pine 
interplanted with European alder /, 78- 
3983 

Growth effects of major land use projects 
. /, 78-12829, 78-15234, 78-17048 

A growth model of natural and silvicul- 
turally treated stands of even-aged 
northern hardwoods /, 78-14746 

Growth of legumes on forest soils fertilized 
at low rates /, 78-16616 

Growth of planted yellow-poplar after ver- 
tical mulching and fertilization on eroded 
soils /, 78-14726 

GSA architect-engineer procurement 
process : hearings before the Subcommit- 
tee on Public Buildings and Grounds of 
the Committee on Public Works and 
Transportation, House of Representa- 
tives, Ninety-fifth Congress, first session, 
September 19 and 20, 1977., 78-12166 

GSA can improve traffic management prac- 
tices : report /, 78-25797 

GSA forms catalog., 78-6996 

GSA release of indemnification covenant in 
deed to former Navy practice bombing 
range in Florida : hearing before a sub- 
committee of the Committee on Govern- 
ment Operations, House of Representa- 
tives, Ninety-fifth Congress, second ses- 
sion, on H.R. 8502 ... March 16, 1978., 
78-26796 

GSA stock catalog., 

GSA supply catalog., 
78-6998, 78-21088 

GSA supply catalog. Industrial products., 
78-21085 

GSA supply catalog. Tools., 78-21087 

GSFC short pulse radar, JONSWAP-75 /, 
78-9344 

GTR’s, how to prepare and process U.S. 
Government transportation requests., 
78-17379 

Guarantee of delinquent taxes due from 
bankrupt railroads : hearings before the 
Subcommittee on Transportation and 
Commerce of the Committee on In- 
terstate and Foreign Commerce, House 
of Representatives, Ninety-fifth Congress, 
first session ... Septembr 27, 28, and Oc- 
tober 4, 1977.,  78-19155 

Guatemala., 78-6267 

Guayule rubber demonstration and 
economic development act of 1978 : re- 
port to accompany S. 1816., 78-19459 

Guayule rubber development : hearing be- 
fore the Subcommittee on Regional and 
Community Development of the Com- 
mittee on Environment and _ Public 
Works, United States Senate, Ninety-fifth 


78-3223 


78-3223, 78-6997, 
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Congress, second session, on S. 1816 ... 
March 1, 1978., 78-19209 
Guess who’s coming to dinner?, 
Guia a los derechos de 
trabaja., 78-15730 

Guia de la ley basica y de procedimentos : 
bajo la ley nacional de relaciones del 
trabajo., 78-7486 

Guia para preparar la declaracion del im- 
puesto Federal sobre ingreso personal 
(Guide for preparing the _ individual 
Federal income tax return)., 78-18498 

Guidance development document for ef- 
fluent limitations guidelines and new 
source performance standards for the 
concrete products point source category., 
78-25604 

Guidance economic analysis for the 
concrete products industries : report to 
U.S. Environmental Protection Agency, 
Office of Analysis and Evaluation, Office 
of Planning and Standards., 78-12851 

Guidance for air sampling at nuclear facili- 
ties /, 78-6834 

Guidance for preparing a facility plan., 
78-23433 

Guide and map : national parks of the 
United States., 78-21579 

Guide for area overall economic develop- 
ment program., 78-19812 

Guide for brokers, forwarding agents, 
freight forwarders and warehousemen., 
78-22010 

Guide for carriers., 78-8118 

Guide for developing nutrition services in 
community health programs., 78-11235 

A guide for environmental radiological sur- 
veillance at ERDA installations /, 78- 
20835 

A guide for erosion & sediment control in 
urbanizing areas of Colorado ; interim 
guide., 78-10418 

Guide for flood and _ flash 
preparedness planning /, 78-6299 

A guide for handicapped visitors., 78- 
15609 

A guide for improving performance evalua- 
tion : a handbook /, 78-14946 

A guide for local evaluation., 78-25923 

Guide for making a sectionalizing study on 
rural electric systems., 78-14779 

Guide for managing the National Forests in 
the Coastal Plains., 78-8522 

Guide for managing the National Forests in 
the Piedmont., 78-8523 

Guide for manual of instructions for traffic 
surveys., 78-5280 

A guide for planning and operating home- 
based child development programs., 78- 
533 

Guide for planting southern pines /, 78- 
14610 

Guide for preparation and submission of 
quarterly and annual reports to the In- 
terstate Commerce Commission : classes 


I and II, motor carriers of property., 
78-7400 


78-7088 
la mujer que 


flood 
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Guide for preparation of proposals and 
operations of projects, closing date, Oc- 
tober 16, 1972., 78-21857 

Guide for the construction of driven-rod 
ground beds /, 78-11464 

Guide for the filing of annual reports : (21 
CFR subchapter J, Section 1002.11) /, 
78-17596 

Guide for the preparation of proposals for 
the pre-freshman and cooperative educa- 
tion for minorities in engineering 
(Preface) program, 1978., 78-1581 

Guide for the preparation of proposals for 
the pre-freshmen and cooperative educa- 
tion for minorities and women in en- 
gineering : (PREFACE) program - 1979., 
78-23398 

Guide for the preparation of prosposals for 
faculty development projects in energy, 
1979., 78-25557 

A guide [for the] retail pricing of propane 
gas., 78-8845 

Guide for the user of the Federal register., 
78-378 

Guide-index to the official records of the 
Union and Confederate Armies, 1861- 
1865., 78-379, 78-380 

Guide-lines for stroke care /, 78-471 

Guide on permanent change of station., 
78-16071 

Guide specification for a light-weight air- 
port fire and rescue truck., 78-7929 

Guide specifications for military family 
housing (MFH)., 78-12776 

Guide to accessibility of terminals., 78- 
5340 

A guide to administration, diagnosis, and 
treatment for the early and periodic 
screening, diagnosis, and treatment pro- 
gram (EPSDT) under Medicaid /, 78- 
1987 

A guide to child care facilities for the 
working parent., 78-824 

Guide to CICAR data /, 78-19876 

Guide to computer program directories /, 
78-1433 

A guide to consumer action /, 78-11170 

A guide to data available within C.A.B. re- 
ports and publications : data index., 78- 
14888 

Guide to drug prices., 78-23860 

Guide to enlisted careers in the Coast 
Guard., 78-22210 

A guide to environment-related jobs with 
Federal agencies., 78-8660 

Guide to establishing a defender system /, 
78-24085 

A guide to estimating wood residues 
produced at pallet plants in the Tennes- 
see Valley /, 78-24533 

A guide to evaluating your firm’s injury 
and illness experience, 1976: construc- 
tion industries., 78-15725 

A guide to evaluating your firms’ injury 
and illness experience, 1976 : manufac- 
turing industries., 78-21728 





A guide to evaluating your firm’s injury 
and illness experience, 1976 : services in- 
dustries., 78e21729 

A guide to evaluating your firm’s injury 
and illness experience, 1976 : transporta- 
tion and public utilities industries., 78- 
11651 

A guide to evaluating your firm’s injury 
and illness experience, 1976 : wholesale 
and retail trade industries., 78-13867 

Guide to Federal assistance programs for 
minority business enterprise., 78-1384 

A guide to federal data sources on manu- 
facturing., 78-19956 

Guide to Federal funding in career educa- 
tion, education and work, and vocational 
education /, 78-25862 

Guide to Federal grants and _ technical 
assistance for two-year colleges /, 78- 
25857 

A guide to Federal housing programs for 
the mentally disabled /, 78-13567 

A guide to hardwood timber stand im- 
provement /, 78-14614 

A guide to health education in ambulatory 
care settings., 78-21272 

Guide to help you estimate the monthly 
cost of owning a home., 78-7173 

Guide to industrial statistics., 78-19656 

A guide to instructional resources for con- 
sumers’ education /, 78-17424 

Guide to invention and innovation evalua- 
tion /, 78-18348 

A guide to mathematical models used in 
steam electric power plant environmental 
impact assessment /, 78-24054 

Guide to: MEB/TDRL patient squardron 
and patient transfer., 78-25351 

A guide to Medicare., 78-13576 

Guide to motor vehicle titling and registra- 
tion terminology /, 78-22270, 78- 
24417 

A guide to obtaining information from the 
USGS, 1978 /, 78-13747 

Guide to OE-administered programs., 78- 
17434 

Guide to OE programs, 78-17434 

A guide to OMBE., 78-14839 

Guide to preselection of training samples 
and ground truth collection /, 78-12971 

A guide to procedures of the Occupational 
Safety and Health Review Commission., 
78-26275 

Guide to programs., 78-7534 

Guide to programs - National Endowment 
for the Arts, 78-18354 

Guide to quitting smoking., 78-23763 

Guide to record retention requirements., 
78-21092 

A guide to reducing energy use budget 
costs /, 78-10870 

A guide to retirement., 78-7551 

Guide to science education programs., 
78-18336 

A guide to seeking funds from CETA : a 
booklet to assist individuals and or- 
ganizations to learn how to apply for 
CETA monies., 78-689 
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A Guide to sheltered workshop certifica- 
tion., 78-7450 

Guide to solar 
12787 

A guide to some common eastern Bering 
Sea snails : Northwest Fisheries Center 
processed report /, 78-19922 

A guide to supplemental security income., 
78-4782 

Guide to the Bureau of Public Affairs., 
78-21879 

Guide to the collection and use of health 
expenditures and utilization data for 
health planning agencies., 78-11238, 
78-23829 

Guide to the Employee retirement income 
security act of 1974., 78-17948 

Guide to the evaluation of educational ex- 
perience in the Armed Service 76 : 1977 
supplement., 78-20232 

Guide to the evaluation of educational ex- 
periences in the armed services., 78- 
25103 

A guide to the identification of some com- 
mon eastern Bering Sea snails., 78- 
19922 

A guide to the interstate carrier water 
supply certification program., 78-17078 

Guide to the Service contract act., 78- 
11652 

Guide to the soundproofing of existing 
homes against exterior noise /, 78- 
22074 

A guide to the Walsh-Healey public con- 
tracts act., 78-11653 

Guide to the 1972 census of governments., 
78-22955 

Guide to understanding the United States 
Department of Agriculture., 78-16678 

A guide to understanding the 1977 food 
and agricultural legislation /, 78-24954 

A guide to 1975 wood residue volumes in 
the Tennessee Valley counties /, 78- 
24535 

Guidebook for planning to alleviate urban 
railroad problems., 78-22138 

A guidebook for Spanish-Speaking Program 
coordinators., 78-12553 

Guidebook to diplomatic reception rooms., 
78-21878 

Guideline codes for named _ populated 
places and related entities of the States 
of the United States., 78-19780 

Guideline for development of control 
strategies in areas with fugitive dust 
problems., 78-25609 

Guideline for managing multivendor plug- 
compatible ADP systems., 78-25035 

Guideline for public reporting of daily air 
quality : pollutant standards index (PSI) 
/, 78-17080 

Guideline on computer performance 
management : an introduction., 78-133 

Guidelines for accounting for automatic 
data processing costs., 78-25819 

Guidelines for benchmarking ADP systems 
in the competitive procurement environ- 
ment., 78-131 


energy programs., 78- 
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Guidelines for burner adjustments of com- 
mercial oil-fired boilers : oil-burner ad- 
justment procedures to minimize air pol- 
lution and to achieve efficient use of fuel 
/, 78-25601 

Guidelines for collection and field analysis 
of ground-water samples for selected un- 
stable constituents, 78-13752 

Guidelines for cone penetration test 
formace and design., 78-7821 

Guidelines for consumer product safety 
curriculum development and enrichment 
on selected product categories., 78- 
14239 

Guidelines for deepwater port single point 
mooring design /, 78-9738 

Guidelines for delineating major retail cen- 
ters : 1977 census of distributive trades, 
retail trade., 78-110 

Guidelines for designing travel surveys for 
statewide transportation planning /, 78- 
840 

Guidelines for determining flood flow 
frequency., 78-14266 

Guidelines for development of a home in- 
dustry /, 78-10518 

Guidelines for establishing beefpacking 
plants in rural areas /, 78-22665 

Guidelines for evaluating supplementary 
control systems., 78-25605 

Guidelines for evaluating the seismic re- 
sistance of existing buildings /, 78- 
20306 

Guidelines for flashing 
devices /, 78-18591 

Guidelines for flight planning during 
periods of high ozone occurrence /, 78- 
22168 

Guidelines for flood damage reduction., 
78-25218 

Guidelines for improved rapid transit tun- 
neling safety and environmental impact /, 
78-14198, 78-16035 

Guidelines for industrial boiler  per- 
formance improvement : boiler adjust- 
ment procedures to minimize air pollu- 
tion and to achieve efficient use of fuel /, 
78-10916 

Guidelines for minimizing spruce beetle 
populations in logging residuals /, 78- 
6143 

Guidelines for monitoring and reporting 
demonstration projects : section 32 pro- 
gram Streambank erosion control evalua- 
tion and demonstration act of 1974, final 
report /, 78-10756 


: per- 


traffic control 


Guidelines for quality assurance programs 
for mobile source emissions 


measure- 
ment systems /, 78-6582 

Guidelines for recruitment and selection of 
executive/professional staff for health 
systems agencies., 78-1952 

Guidelines for reducing losses of lodgepole 
pine to the mountain pine beetle in un- 
managed stands in the Rocky Mountains 
/, 78-14744 
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Guidelines for research involving recombi- 
nant DNA molecules, final environmen- 
tal impact statement., 78-1929 

Guidelines for roadless area campsite spac- 
ing to minimize impact of human-related 
noises /, 78-14747 

Guidelines for submission of applications 
for institutional grants (IG) under the 
Comprehensive employment and training 
act of 1973, as amended (CETA), 78- 
11655 

Guidelines for the clinical evaluation of 
anti-anginai drugs., 78-13522 

Guidelines for the clinical evaluation of 
anti-arrhythmic drugs., 78-7099 

Guidelines for the clinical evaluation of 
anti-infective drugs (systemic) : adults 
and children., 78-13521 

Guidelines for the clinical evaluation of 
anti-inflammatory drugs (adults and chil- 
dren)., 78-7098 

Guidelines for the clinical evaluation of an- 
tianxiety drugs., 78-7097 

Guidelines for the clinical evaluation of an- 
ticonvulsant drugs (adults and children)., 
78-13519 

Guidelines for the clinical evaluation of an- 
tidepressant drugs., 78-13520 

Guidelines for the clinical evaluation of an- 
tidiarrheal drugs., 78-4816 

Guidelines for the clinical evaluation of 
G.I. motility-modifying drugs., 78- 
21269 

Guidelines for the clinical evaluation of 
general anesthetics., 78-7096 

Guidelines for the clinical evaluation of 
hypnotic drugs., 78-4817 

Guidelines for the clinical evaluation of 
laxative drugs., 78-17598 

Guidelines for the clinical evaluation of 
local anesthetics., 78-8976 

Guidelines for the clinical evaluation of 
radiopharmaceutical drugs., 78-13523 

Guidelines for the depository library system 
: as adopted by the Depository Library 
Council to the Public Printer, October 
28, 1977 : with bylaws of the Depository 
Library Council to the Public Printer, as 
amended October 18, 1977., 78-13379 

Guidelines for the development of a 
methodology for measuring level of ef- 
fectiveness of physical protection facili- 
ties at fixed-site facilities /, 78-18881 

Guidelines for the generation and use of 
data in military handbook 17A, part 1 /, 
78-23035 

Guidelines for the measurement of in- 
terstate motor carrier noise emissions /, 
78-7817 

Guidelines for the regional evaluation of 
state and local NSR programs /, 78- 
12862 

Guidelines for understanding and determin- 
ing optimum recreation carrying capaci- 
ty., 78-15621 

Guidelines for use of incinerator residue as 
highway construction material /, 78- 
22097 
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Guidelines for zooplankton sampling in 
quantitative baseline and monitoring pro- 
grams /, 78-12892 

Guidelines on evaluation of techniques for 
automated personal identification., 78- 
132 

Guidelines on pregnancy and work., 78- 
11261 

Guidelines on the marking of powerplant 
instruments., 78-14146 

Guidelines to effecting coordination 
and CETA., 78-26285 

Guides to German records microfilmed at 
Alexandria, Va., 78-7001 

Guides to outdoor recreation areas and 
facilities., 78-11593 

Guidlines for local surveys : a basis for 
preservation planning /, 78-21482 

Guitar player, skill levels 1-2-3., 78-6458 

Gulf coast shrimp data., 78-2859 

Gulf coast shrimp data, annual summary., 
78-19904 

Gulf coast shrimp data reported by depth 
and area of capture, species, size, 
number of trips, and days fished, 78- 
19904 

Gulf fisheries, annual 
12536, 78-19915 

Gulf menhaden, Brevoortia patronus, purse 
seine fishery : catch, fishing activity, and 
age and size composition, 1964-73 /, 
78-19847 

Gulf of Maine-Georges Bank ichthyoplank- 
ton collected on ICNAF larval herring 
surveys September 1971-February 1975 
/, 78-14913 

Gulf stream, 78-2736 

Gulfstream., 78-2736 

Gully development and control : the status 
of our knowledge /, 78-14655 

Gunner’s mate M 3 & 2., 78-15117 

Gunner’s mate T 3 & 2., 78-1537 

Guns and related components /, 78-6408 

Gypsum., 78-3430, 78-4980, 78- 
11469, 78-15575, 78-26184 

Gypsy moth : a major pest of trees., 78- 
10 

Gyroscopic instruments : 
practices., 78-14153 


: WIN 


summary., 78- 


good operating 


H 


H-Coal integrated pilot plant laboratory 


studies., 78-6730, 78-6731 

H.R. 567, H.R. 4960, and H.R. 2379 : 
hearings before the Subcommittee on 
Minority Enterprise and General Over- 
sight of the Committee on Small Busi- 
ness, House of Representatives, Ninety- 
fifth Congress, first session ..., 78- 
14402 

H.R. 2231 proposing accelerated entitle- 
ment and other changes in veterans edu- 
cation and training programs, H.R. 8419 
proposing tuition assistance, and related 
measures : hearings before the Subcom- 
mittee on Education and Training of the 
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Committee on Veterans’ Affairs, House 
of Representatives, Ninety-fifth Congress, 
first session, September 15 and 16, 
1977., 78-8351 

H.R. 2377, H.R. 2379, and Small Business 
Administration activities : hearings be- 
fore the Subcommittee on Minority En- 
terprise and General Oversight of the 
Committee on Small Business, House of 
Representatives, Ninety-fifth Congress, 
first session, May 23, 25, and 26, 1977., 
78-1141 

H.R. 3112 : Medicare renal disease pro- 
gram amendments., 78-1148 

H.R. 3981 and H.R 3984, the small busi- 
ness energy conservation and commer- 
cialization amendments : hearing before 
the Subcommittee on Energy, Environ- 
ment, Safety and Research of the Com- 
mittee on Small Business, House of 
Representatives, Ninety-fifth Congress, 
first session ... July 27, 1977., 78-1139, 
78-12181, 78-19226, 78-22553 

H.R. 6575 : Hospital cost containment act 
of 1977., 78-1150 

H.R. 6575, Voluntary hospital cost contain- 
ment act of 1978 (as approved by the 
Subcommittee on Health, Committee on 
Ways and Means) : summary, justifica- 
tion, explanation, and comparison with 
present law., 78-16303 

H.R. 7739 and H.R. 10632, small business 
impact bill : hearings before the Subcom- 
mittee on Special Small Business 
Problems of the Committee on Small 
Business, House of Representatives, 
Ninety-fifth Congress, second session ..., 
78-22554 

H.R. 9549, the Capital, investment, and 
business opportunity act : hearing before 
the Subcommittee on Capital, Invest- 
ment, and Business Opportunities of the 
Committee on Small Business, House of 
Representatives, Ninety-fifth Congress, 
second session ... February 22, 1978., 
78-22552 

H.R. 13097, Medicare amendments of 
1978, and H.R. 13817, to amend the So- 
cial security act with respect to the 
health programs authorized thereunder : 
explanation, justificatiion, and com- 
parison with present law /, 78-26868 

H.U.D. newsletter, 78-3381 

H. William Menard nomination : hearing 
before the Committee on Energy and 
Natural Resources, United States Senate, 
Ninety-fifth Congress, second session, on 
the nomination of Dr. H. Willian 
Menard, to be Director, U.S. Geological 
Survey., 78-19101 

Habib Haddad : report to accompany H.R. 
3995., 78-14458, 78-24862 

Habitat and population improvement mea- 
sures accompanying water resources 
development projects /, 78-2079 

Habitat 2000 /, 78-4017 

Hair dryers and stylers., 

Haiti, 78-7563 


78-11978 





Halfway houses : a selected bibliography /, 
78-21660 

Halfway houses in the rehabilitation of al- 
coholics, 1977 : hearing before Subcom- 
mittee on Alcoholism and Drug Abuse of 
the Committee on Human Resources, 
United States Senate, Ninety-fifth Con- 
gress, first session ... July 27, 1977., 78- 
1051 

Halifax County, Virginia, unincorporated 
areas., 78-15483 

The Hallmark., 78-3027 

Halstead local flood protection project, 
Halstead, Kans., 78-6501 

Hancock County, Mississippi 
(unincorporated areas)., 78-7208 

Hand tools, powered and non-powered., 
78-20086 

Handbbook of plant tolerances to methyl 
bromide., 78-12446 

The handbook a vocational education 
legislative reference : Federal laws and 
regulations affecting vocational educa- 
tion., 78-17425 

Handbook & standard for manufacturing 
safer consumer products., 78-8152 

Handbook for aerial radiological monitors : 
supplement to Handbook for radiological 
monitors., 78-10674 

Handbook for archeologists and cultural 
resource managers., 78-21581 

Handbook for predicting slash weight of 
western conifers /, 78-14745 

Handbook for preservation of local railroad 
service /, 78-831 

Handbook for the design and implementa- 
tion of Air Force learning center pro- 
grams : interim report for period April 
1975 - September 1975 /, 78-20413 

Handbook for veterans benefits coun- 
selors., 78-11933 

Handbook of agricultural 
10313 

Handbook of airline statistics, 
78-22899 

Handbook of cyclical indicators : a supple- 
ment to Business conditions digest., 78- 
6311 

Handbook of economic 
24280 


charts., 78- 


78-22898, 


Sstatistics., 78- 


Handbook of FHA requirements governing 
fiscal operations, accounting, and finan- 
cial reports for multifamily housing pro- 


jects, 78-17689 

Handbook of gasifiers and gas treatment 
systems /, 78-13090 

Handbook of labor statistics 
13863 

Handbook of North American Indians /, 
78-18455 

Handbook of occupational groups and se- 
ries of classes; established under the 
Federal position classification plan., 78- 
2963 

Handbook of standards terminology and a 
guide for classifying information about 
education property., 78-418 


1977, 78- 





December 1978 


Handbook on landscape management., 
78-24956 

Handbook on Soviet ground forces., 78- 
15057 

Handgun control - effectiveness and costs : 
report to the Congress by the Comp- 
troller General of the United States., 
78-13358 

The handicapped and elderly market for 
urban mass transit /, 78-18774 

Handicapped and elderly vertical move- 
ment assessment study /, 78-16038 

Handicraft., 78-5239 

Handle yourself with care 
prevention for older 
7043 

Handles /, 78-6409, 78-20085 

Handling and disposal of sludges from com- 
bined sewer overflow treatment : phase 
Il, impact assessment /, 78-17112 

Handling frozen foods from warehouse 
receiving to retail display : an evaluation 
of selected methods and systems /, 78- 
16723 

Handling of discrimination complaints in 
the Senate : hearing before the Commit- 
tee on Governmental Affairs, United 
States Senate, Ninety-fifth Congress, first 
session, August 3, 1977., 78-1047, 78- 
22479 

Handling test procedures for passenger cars 
pulling trailers /, 78-8084 

Handling, treatment and disposal of waste- 
water sludge., 78-10911 

Handwear /, 78-4309 

Handy reference guide to the Fair labor 
standards act., 78-21755 

Hanford Reservations, Richland, Washing- 
ton., 78-8773 

Hanna area, Rawlins District, Wyoming 
land use descisions., 78-7355 

Harbansus, a new genus of marine Os- 
tracoda, and a_ revision of _ the 
Philomedidae (Myodocopina) /, 78- 
18459 

Harbor and coastal facilities., 78-25320 

Hard rock mining on the public land /, 
78-9481 

Hardin County, Texas 
areas)., 78-25998 

Hardware - builders 
12602, 78-20090 

Hardware - bumpers, bushings, mounts, 
and pads., 78-20087 

Hardware - seats, shims, and spacers., 78- 
20088 

Hardwood 
12363 

Hardwood plywood., 

Hardwood regeneration after 
cutting /, 78-16599 

Harlan County, Kentucky (unincorporated 
areas)., 78-21396 

Harpers Ferry National Historical 
West Virginia., 78-17846 

Harrison County, Mississippi, 
porated areas., 78-13648 

Hartford, Conn., SMSA, 78-4117 


accident 
Americans., 78- 


(unincorporated 


and cabinet., 78- 


nurseryman’s guide /, 78- 


78-8601 


seed tree 


Park, 


unincor- 
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Hartford, Conn. standard metropolitan 
Statistical area, 78-4117 

Harvesting and processing factors affecting 
cotton-dust levels in the card room /, 
78-24 

Harvesting costs for mechanized thinning 
systems in slash pine plantations /, 78- 
14669 

Harvesting of grain, state of the art., 78- 
17115 

Hatchery production, 78-2488 

Haunted houses and legendary ghosts., 
78-16823 

Hawaii, agriculture & TVA., 78-26711 

Hawaii and other Pacific areas, 78-13750 

Hawaii and Pacific Islands, monthly nor- 
mals of temperature ..., 78-4173 

Hawaii fisheries, annual summary., 78- 
12543, 78-16852, 78-19895 

Hawaiian Native Claims Settlement Study 
Commission : joint hearings before the 
Subcommittee on Public Lands and 
Resources of the Committee on Energy 
and Natural Resources, United States 
Senate and the Subcommittee on Indian 
Affairs and Public Lands of the Commit- 
tee on Interior and Insular Affairs, House 
of Representatives, Ninety-fifth Congress, 
first session, on S.J. Res. 4 ... H.J. Res. 
526 ... Honolulu, Hawaii, July 6, 1977, 
Wailuku, Maui, Hawaii, July 7, 1977., 
78-9939 

Hawaiian Native Claims Settlement Study 
Commission : report to accompany S.J. 
Res. 4., 78-10208 

Hawaiian Native educational assistance act 
: hearing before the United States Senate 
Select Committee on Indian Affairs, 
Ninety-fifth Congress, second session, on 
S. 857 ... May 16, 1978., 78-22493 

Hawk fire control crewman : commander's 
manual., 78-204 

Hay Creek, Schuylkill River Basin, Pennsyl- 
vania : letter from the Secretary of the 
Army, transmitting, a letter from the 
Chief of Engineers, Department of the 
Army, dated September 19, 1975, sub- 
mitting a report, together with accom- 
panying papers and illustrations, on Hay 
Creek, Schuylkill River Basin, Pennsyl- 
vania, in partial response to a resolution 
of the Committee on Public Works, 
United States Senate, adopted November 
5, 1969., 78-12726 

Hazard analysis study for low-BTU gasifica- 
tion of coal for electric power genera- 
tion., 78-23309 

Hazard classification of explosives for 
transportation evaluation of 
methods : Phase II /, 78-9597 

Hazard classification of flammable and ox- 
idizing materials for transportation of test 
methods : Phase Il /, 78-9594 

The hazard hunt : a transparency presenta- 
tion., 78-11964 

Hazard testing of organic peroxides : gas 
evolution /, 78-11842 


test 
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Hazardous material spills : a documentation 
and analysis of historical data /, 78- 
17144 

Hazardous materials control, 
78-18550 

Hazardous materials definitions., 78-8116 

Hazardous materials shipping papers., 78- 
18626 

Hazardous materials transportation act 
authorization for fiscal year 1979 : report 
to accompany S. 1896., 78-19447 

Hazardous materials transportation guide 
for hazardous materials shipping papers., 
78-7834, 78-8120 

Hazardous substances 
20673 

Hazards and safety practices for power 
mowers., 78-8156 

Hazards of rotating 
helicopter rotor blades., 78-11894 

HCG and weight control, 78-21264 

Head Start, a child development program., 
78-388 

Head Start newsletter., 78-3368 

Head Start services to handicapped chil- 
dren, 78-4780 

Headquarters building parking plan., 78- 
11314 

Headquarters monthly 
system., 78-11313 

Headquarters reports of the Energy 
Research and Development Administra- 
tion, 1975-1977., 78-23394 

Headquarters telephone directory, 78- 
3613 

Headset, electrical., 78-20091 

Headwear., 78-12603 

Health : a workshop guide., 78-16158 

Health and safety guide for construction 
and related machinery manufacturers., 
78-7125 

Health and safety guide for hospitals., 78- 
21293 

Health and safety guide for manufacturers 
of industrial trucks and tractors., 78- 
21294 

Health and safety guide for manufacturers 
of lighting fixtures., 78-7126 

Health and safety guide for metal coating 
and allied services., 78-11258 

Health and safety guide for metal furniture 
and mattress manufacturers., 78-7127 

Health and safety guide for pesticide for- 
mulators., 78-11259 

Health and safety guide for sawmills and 
planing mills., 78-7128 

Health and safety guide for storage battery 
manufacturers., 78-1971 

Health and safety guide for textile machin- 
ery manufacturers., 78-21295 

Health and safety implications of diesel 
locomotive emissions /, 78-22134 

Health and Safety Laboratory environmen- 
tal quarterly., 78-3135 

Health and Safety Laboratory environmen- 
tal quarterly : final tabulation of monthly 
90 Sr fallout data : 1954-1976., 78- 
25715 


78-14065, 


regulations., 78- 


propeller and 


time reporting 
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Health and Safety Laboratory Fallout Pro- 
gram quarterly summary reports, 78- 
3135 

Health aspects of pesticides: abstract bul- 
letin, 78-3123 

Health care for older Americans : the 
“alternatives” issue : hearing before the 
Special Committee on Aging, United 
States Senate, Ninety-fifth Congress, first 
session., 78-946, 78-5485, 78-9879, 
78-14269 

Health care needs of veterans in Puerto 
Rico and the Virgin Islands should be as- 
sessed : report /, 78-21034 

Health care problems among the elderly, 
1977 : hearing before the Subcommittee 
on Health and Scientific Research of the 
Committee on Human Resources, United 
States Senate, Ninety-fifth Congress, first 
session ... November 9, 1977, Miami, 
Fla., 78-12109 

Health care problems in rural and small 
communities (Macon, Ga., and Atlanta, 
Ga.) : joint hearings before the Subcom- 
mittee on Health of the Committee on 
Finance and Committee on Governmen- 
tal Affairs, United States Senate, Ninety- 
fifth Congress, first session, August 16 
and 18, 1977., 78-19107 

Health care services under the medicare 
program : hearings before a task force of 
the Subcommittee on Health, Committee 
on Ways and Means, House of Represen- 
tatives, Ninety-fifth Congress, first ses- 
sion ... May 6, 1977, Cleveland, Ohio; 
May 7, 1977, Cincinnati, Ohio., 78- 
1159 

Health careers without a college degree., 
78-26260 

Health centers amendments of 1978 : re- 
port /, 78-26929 

Health characteristics by geographic re- 
gion, large metropolitan areas and other 
places of residence, United States, 1973- 
74 /, 78-7106 

Health consequences of shift work /, 78- 
21301 

Health education 
borne diseases 
10510 

Health effects attributable to coal and 
nuclear fuel cycle alternatives : draft /, 
78-2205 

Health effects of air pollutants., 78-17045 

Health effects research program : fiscal 
year 1975-1977 summary /, 78-12954 

Health frauds and quackery., 78-17581 

The health implications of photochemical 
oxidant air pollution to your community., 
78-17046 

Health implications of sewage treatment 
facilities /, 78-25642 

Health information for international travel, 
78-3351, 78-11257, 78-23845 

Health insurance for the aged : monthly 
reimbursements per person by sstate, 
1972 /, 78-8949 


: a study unit on fecal- 
and parasites /, 78- 
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Health maintenance’ organization § act 
amendments of 1978 : hearing before the 
Subcommittee on Health and Scientific 
Research of the Committee on Human 
Resources, United States Senate, Ninety- 
fifth Congress, second session, on S. 
2534 ... March 3, 1978., 78-24619 

Health maintenance’ organization § act 
amendments of 1978 : report to accom- 
pany S. 2534., 78-19465 

Health maintenance organization amend- 
ments of 1978 : report /, 78-26963 

Health maintenance organizations : Februa- 
ry 1973 through November 1977, 373 
citations in English /, 78-7085 

Health manpower amendments of 1977 : 
hearing before the Subcommittee on 
Health and the Environment of the Com- 
mittee on Interstate and Foreign Com- 
merce, House of Representatives, Ninety- 
fifth Congress, first session, on H.R. 
9280 and H.R. 8519... September 29, 
1977., 78-12127 

Health manpower in the socialist health 
care system of Poland /, 78-15439 

Health manpower issues : a presentation at 
the White House, November 13, 1975., 
78-11249 

Health manpower policies in the Belgian 
health care system /, 78-8985 

Health manpower policies under five na- 
tional health care systems : insights for 
the United States from the experience of 
Australia, Belgium, Canada, Norway, and 
Poland /, 78-23843 

Health occupations., 
15708 

Health occupations training programs ad- 
ministered by hospitals, April 1976 : a 
directory., 78-1958 

Health of the disadvantaged., 

Health planning., 78-2722 

Health planning amendments of 1978 
hearings before the Subcommittee on 
Health and Scientific Research of the 
Committee on Human Resources, United 
States Senate, Ninety-fifth Congress, 
second session, on S. 2410 ..., 78- 
24618 

Health planning amendments of 1978 : re- 
port to accompany S. 2410., 78-19472 

Health planning and resources development 
amendments of 1978 : hearings before 
the Subcommittee on Health and the En- 
vironment of the Committee on In- 
terstate and Foreign Commerce, House 
of Representatives, Ninety-fifth Congress, 
second session, on H.R. 10460 ..., 78- 
22499 

Health planning and resources development 
amendments of 1978 report /, 78- 
26928 

Health practitioners., 78-15706 

Health professions education amendments 
of 1977 : conference report to accom- 
pany H.R. 9418., 78-5844, 78-6055 


78-15707, 78- 


78-467 





Health professions education amendments 
of 1977 : report by the Committee on In- 
terstate and Foreign Commerce to ac- 
company H.R. 9418., 78-16324 

Health professions educational assistance 
act of 1976 (PL 94-484)., 78-13547 

Health professions schools : selected BHM 
support data, FY 1965-76., 78-8986 

Health resorts., 78-25049 

Health resources news., 78-3345 

Health services : hearings before the Sub- 
committee on Fiscal and Government 
Affairs and the Committee on the Dis- 
trict of Columbia, House of Representa- 
tive, Ninety-fifth Congress, first session, 
on H.R. 6894 ..., 78-16193 

Health services amendments of 1978 : re- 
port /, 78-26931 

Health services extension and primary 
health care act of 1978 : report to ac- 
company S. 2474., 78-19479 

Health services reports, 78-3343 

Health systems agencies, state health 
planning and development agencies, 78- 
23828 

Health training resources 
Peace Corps volunteers., 

Health, United States., 
17608 

Heard from IPA?, 78-6329 

Hearing aids, 78-21244 

Hearing before the United States Commis- 
sion on Civil Rights : age discrimination 


material for 
78-10511 
78-13536, 78- 


in Federally-assisted programs 


: hearing 
held in Denver, Colorado, June 28-29, 
1977., 78-6319, 78-6324, 78-12550, 
78-16889, 78-16890 

Hearing before the United States Commis- 
sion on Civil Rights : hearing held in 
Boston, Massachusetts, June 16-20, 
1975., 78-16887 

Hearing before the United States Commis- 
sion on Civil Rights : hearing held in 
Chicago, Illinois., 78-166, 78-16888 

Hearing before the United States Commis- 
sion on Civil Rights : hearing held in 
Corpus Christi, Texas August 17, 1976., 
78-6317 

Hearing before the United States Commis- 
sion on Civil Rights : hearing held in 
Denver, Colorado February 17-19, 
1976., 78-6318 

Hearing before the United States Commis- 
sion on Civil Rights : hearing held in Los 
Angeles, California, March 16, 1977., 
78-6320 

Hearing before the United States Commis- 
sion on Civil Rights : hearing held in 
Memphis, Tennessee May 9, 1977., 78- 
6322 

Hearing before the United States Commis- 
sion on Civil Rights : hearing held in 
Tampa, Florida March 29-31, 1976., 
78-6325 

Hearing before the United States Commis- 
sion on Civil Rights : hearings held in 
Louisville, Kentucky, June 14-16, 1976., 
78-6321 
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Hearing loss : 
11220 

Hearing on H.R. 5503, DOPMA (Defense 
officer personnel management act) be- 
fore the Military Compensation Subcom- 
mittee of the Committee on Armed Ser- 
vices, House of Representatives, Ninety- 
fifth Congress, first session, June 27, 
1977., 78-970 

Hearing on H.R. 5609, to authorize the 
Secretary of the Army to acquire certain 
private and State-owned lands in Texas 
. before the Military Installations and 
Facilities Subcommittee of the Commit- 
tee on Armed Services, House of 
Representatives, Ninety-fifth Congress, 
first session, July 18, 1977., 78-16184 

Hearing on H.R. 6954, to preserve and 
promote ethical standards throughout the 
executive branch, and for other pur- 
poses, before the Investigations Subcom- 
mittee of the Committee on Armed Ser- 
vices, House of Representatives, Ninety- 
fifth Congress, first session, September 
15, 1977., 78-2246 

Hearing on H.R. 6966, to amend title 10 of 
the United States code to provide a more 
equitable standard for awarding the gold 
star lapel button, before the Military Per- 
sonnel Subcommittee of the Committee 
on Armed Services, House of Represen- 
tatives, Ninety-fifth Congress, first ses- 
sion, September 15, 1977., 78-5504 

Hearing on H.R. 7839, Extension of health 
professionals pay, before the Military 
Compensation Subcommittee of the 
Committee on Armed Services, House of 
Representatives, Ninety-fifth Congress, 
first session, June 21, 1977., 78-5502 

Hearing on housing, energy, transportation, 
health, and the Older Americans act : 
hearing before the Subcommittee on 
Housing and Consumer Interests of the 
Select Committee on Aging, House of 
Representatives, Ninety-fifth Congress, 
second session ..., 78-22372 

Hearing on section 612 of Public Law 94- 
431 and Public Law 95-82, base closures 
and realinements, before the Military In- 
stallations and Facilities Subcommittee of 
the Committee on Armed Services, 
House of Representatives, Ninety-fifth 
Conress, first session, September 26, 
1977., 78-8238 

Hearing on shipbuilding programs before 
the Seapower and Strategic and Critical 
Materials Subcommittee of the Commit- 
tee on Armed Services, House of 
Representatives, Ninety-fifth Congress, 
first session, May 25, 1977., 78-969 

Hearing on the Panama Canal treaties be- 
fore the Committee on Armed Services, 
House of Representatives, Ninety-fifth 
Congress, first session October 20, 1977., 
78-12035 

Hearing on the proposed Mississippi army 
ammunition plant before the Military In- 


hope through research., 78- 
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stallations and Facilities Subcommittee of 
the Committee on Armed Services, 
House of Representatives, Ninety-fifth 
Congress, first session, June 23, 1977., 
78-5503 

Hearing on title V : multipurpose senior 
centers : hearing before the Subcommit- 
tee on Federal, State, and Community 
Services of the Select Committee on 
Aging, House of Representatives, Ninety- 
fifth Congress, first session, December 5, 
1977, Hartford, Conn., 78-16162 

Hearing protection - problems in the De- 
partment of Defense : report to the Con- 
gress /, 78-4759 

Hearings and markup on H.R. 716, H.R. 
4795, and H.R. 7890 ... and markup on 
H.R. 8647 ... before the Military Person- 
nel Subcommittee of the Committee on 
Armed Services, House of Representa- 
tives, Ninety-fifth Congress, first session, 
October 19, 1977., 78-9898 
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Hearings on H.R. 2637, to amend title 10, 
United States Code, to authorize the 
Secretary of the Air Force to contract 
with air carriers ... and the posture of the 
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tatives, Ninety-fifth Congress, first ses- 
sion, [on] H.R. 8175, H.R. 8176, July 
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discharge /, 78-11780 
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1977, Dearborn, Michigan : thirteenth 
summary report /, 78-12781 

Hildegard G. Blakeley : report to accom- 
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constitution, origin and purpose, 
procedure for establishing councils and 
chapters, suggested activities for councils 
and chapters., 78-23971 

The Holy Crown of St. Stephen and United 
States-Hungarian relations : hearing be- 
fore the Subcommittee on Europe and 
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78-20161 

Hospital furniture, equipment, utensils, and 
supplies., 78-4322, 78-6415 

Hospital handbook on birth registration 
and fetal death reporting., 78-11240 

Hospital housekeeping design & opera- 
tional guidelines functional _pro- 
gramming worksheets., 78-470 

Hospital occupational health and safety : 
based on principles and guidelines from 
the NIOSH Hospital Services Study., 
78-492 

Hospital survey and construction act with 
amendments : contains laws of the 79th 
through the 94th, 2d session, Congresses 
/, 78-9834 

Hospitals., 78-6988 

Hospitals cost containment act of 1977., 
78-1150 

A host-parasite catalog of North American 
Tachinidae (Diptera) /, 78-19510 

Hot corrosion/erosion testing of materials 
for application to advanced power con- 
version systems using coal-derived fuels : 
task Il-fluidized bed combustion., 78- 
25475 

Hot corrosion of S-57, 
/, 78-18069 

Hot desert grazing management., 78- 
21607 

Hot dry rock geothermal energy : status of 
exploration and assessment : report no. 1 
of the Hot Dry Rock Assessment Panel., 
78-13081 


78-1066, 


: a cobalt-base alloy 
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Hot forming of silicon sheet, silicon sheet 
growth development for the large area 
silicon sheet task of the low cost silicon 
solar array  project., 78-4613, 78- 
4614, 78-6670, 78-11023, 78-13067 

Hot hardness of nickel-rich nickel-chromi- 
um-aluminum alloys /, 78-11755 

Hot Low BTU producer gas desulfurization 
in fixed bed of iron oxide-fly ash /, 78- 
1615, 78-1616, 78-1617, 78-1618, 
78-1619, 78-20874 

Hotels and motels under the Fair labor 
standards act., 78-18013 

Hourly observations and summary of day 
data (surface - land) : sample forms of 
records available at National Climatic 
Center, Federal Building, Asheville, 
North Carolina 28801., 78-19883 

Hourly precipitation data, Alabama., 78- 
2790 

Hourly precipitation data, Arizona., 78- 
2791 

Hourly precipitation data, Arkansas., 78- 
2792 

Hourly precipitation data, California., 78- 
2793 

Hourly precipitation data, Colorado., 78- 
2794 

Hourly precipitation data, 
2795 

Hourly precipitation data, Georgia., 78- 
2796 

Hourly precipitation data, 
2797 

Hourly 
2798 

Hourly precipitation data, 
2799 

Hourly precipitation data, 
2800 

Hourly precipitation data, lowa., 

Hourly precipitation data, 
2802 

Hourly precipitation data, Kentucky., 78- 
2803 

Hourly precipitation data, Louisiana., 78- 
2804 

Hourly precipitation data, Maryland and 
Delaware., 78-2805 

Hourly precipitation data, Michigan., 78- 
2806 

Hourly precipitation data, Minnesota., 78- 
2807 

Hourly precipitation data, 
78-2808 

Hourly precipitation data, Missouri., 78- 
2809 

Hourly precipitation data, Montana., 78- 
2810 

Hourly precipitation data, Nebraska., 78- 
2811 

Hourly precipitation data, Nevada., 78- 
2812 

Hourly precipitation data, New England., 
78-2813 

Hourly precipitation data, New Jersey., 
78-2814 


Florida., 78- 


Hawaii., 78- 


precipitation data, Idaho., 78- 
Illinois., 78- 
Indiana., 78- 


78-2801 
Kansas., 78- 


Mississippi., 
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Hourly precipitation data, New Mexico., 
78-2815 

Hourly precipitation data, New York., 78- 
2816 

Hourly precipitation data, North Carolina., 
78-2817 

Hourly precipitation data, North Dakota., 
78-2818 

Hourly precipitation data, Ohio., 78-2819 

Hourly precipitation data, Oklahoma., 78- 
2820 

Hourly precipitation data, Oregon., 78- 
2821 

Hourly precipitation data, Pennsylvania., 
78-2822 

Hourly precipitation data, Puerto Rico., 
78-2833 

Hourly precipitation data, South Carolina., 
78-2823 

Hourly precipitation data, South Dakota., 
78-2824 

Hourly precipitation data, Tennessee., 78- 
2825 

Hourly _ precipitation 
2826 

Hourly precipitation data, Utah., 78-2827 

Hourly precipitation data, Virginia., 78- 
2828 

Hourly precipitation data, Washington., 
78-2829 

Hourly precipitation data, West Virginia., 
78-2830 

Hourly precipitation data, Wisconsin., 78- 
2831 


data, Texas., 78- 


Hourly precipitation data, Wyoming., 78- 
2832 


Hours of duty, absence and leave., 78- 
11298 

Hours of duty, pay, and leave, annotated, 
78-2961, 78-25095 

Housatonic River, Hubbard and Schenob 
Brooks, Sheffield, Massachusetts., 78- 
23128 

House construction : how to reduce costs /, 
78-1337 

Household and _— family 
March 1976, 78-4046 

Household money income in 1975, by 
housing tenure and residence, for the 
United States, regions, divisions, and 
states (spring 1976 survey of income and 
education), 78-8645 

Household money income in 1976 and 
selected social and economic charac- 
teristics of households, 78-8646 

Households and families by type, March 
1977, advance report, 78-4048 

Housing and community development act 
of 1977.,  78-14292 

Housing and community development act 
of 1977 : conference report to accom- 
pany H.R. 6655., 78-2317 

Housing and community development 
amendments of 1978 : hearings before 
the Subcommittee on Housing and Com- 
munity Development of the Committee 
on Banking, Finance, and Urban Affairs, 


characteristics, 
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House of Representatives, Ninety-fifth 
Congress, second session ..., 78-16187, 
78-26748 

Housing and community development 
amendments of 1978 report of the 
Committee on Banking, Housing, and 
Urban Affairs, United States Senate, to 
accompany S. 3084 together with addi- 
tional views., 78-19484 

Housing and community 
amendments of 1978 
with supplemental, 
minority views to 
12433., 78-26917 

Housing and community development pro- 
grams : hearing before the Committee on 
Banking, Housing, and Urban Affairs, 
United States Senate, Ninety-fifth Con- 
gress, second session January 27, 
1978., 78-22414 

Housing and equipment for sheep /, 78- 
22654 

Housing and _ planning 
3382 

Housing and urban development in Brazil., 
78-1996 

Housing and urban development in Iran., 
78-11362 

Housing and urban development in Saudi 
Arabia., 78-547 

Housing and urban development trends., 
78-3380 

Housing assistance payments program. Ad- 
ditional assistance program for projects 
with HUD-insured or HUD-held 
mortgages, 78-11336 

Housing assistance payments program. Ex- 
isting housing., 78-11354 

Housing assistance payments program. New 
construction processing handbook., 78- 
11353 

Housing assistance payments program. Sub- 
stantial rehabilitation processing hand- 
book., 78-25927, 78-25928 

Housing authorized by building permits and 
public contracts., 78-2637 

Housing authorized by building permits and 
public contracts: individual places, 78- 
2637 

Housing authorized by building permits and 
public contracts: states and_ selected 
metropolitan areas, 78-2637 

Housing characterisitcs of recent movers, 
78-12508 

Housing characteristics., 78-2633 

Housing completions., 78-2643 

Housing Federal prisoners in non-Federal 
facilities is becoming more difficult : re- 
port to the Congress /, 78-13279 

Housing for low income families : HUD’s 
new section 8 housing assistance pay- 
ments program., 78-17681 

Housing for the elderly for 
mortgage insurance., 78-11343 

Housing loan guaranty agreement 
between the United States of America 
and Chile signed at Santiago January 26, 
1976., 78-5215 


development 
: report together 
additional, and 
accompany H.R. 


references., 78- 


project 
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Housing management services : competen- 
cy based teaching module., 78-4794 

Housing management training programs : a 
directory /, 78-9024 

Housing performance indicators., 78-3387 

Housing program statistics : 1950-1975., 
78-10466 

Housing programs : a report of the Com- 
mission on Federal Paperwork., 78- 
8202 

Housing references, 78-3382 

Housing starts., 78-2635 

78-3380, 78-14860, 
78-25015 

Housing technician program., 78-11296 

Housing the elderly, integration of health 
and social services : joint hearing before 
the Select Subcommittee on Health and 
Long-Term Care and the Subcommittee 
on Housing and Consumer Interests of 
the House Select Committee on Aging, 
Ninety-fifth Congress, ffirst session, 
March 24, 1977., 78-5488 

Housing units authorized for demolition in 
permit-issuing places., 78-19719, 78- 
19720 

Housing vacancies., 78-2632 

Housing vacancies. Vacancy rates and 
characteristics of housing in the United 
States: annual statistics, 78-12504, 
78-16802 

Houston Belt and Terminal Railway Com- 
pany, Houston, Texas : March 26, 1973., 
78-5323 

Houston residential energy consumption /, 
78-9017 

Houston, Texas, metropolitan area, 78- 
11640, 78-24155 

How can the health care of United States 
citizens best be improved? : a collection 
of excerpts and bibliography relating to 
the high school debate topic, 1977-1978, 
pursuant to Public Law 88-246 /, 78- 
10171 

How cities can grow old gracefully /, 78- 
9904 

How doctors diagnose heart disease., 78- 
25893 

How does the U. S. Department of Com- 
merce assist U. S. firms in overseas mar- 
kets, 78-107 

How does your defender office rate? : self- 
evaluation manual for public defender 
offices /, 78-7414 

How fiber acidity affected functional pro- 
perties of dry-formed hardboards /, 78- 
10344 

How fresh peaches are marketed /, 78- 
22671 

How good are school lunches? : report of 
the Comptroller General of the United 
States., 78-13200 

How much private bank lending is enough? 
/, 78-8884 

How NIMH now views the primary care 
practitioner., 78-4882 


How our laws are made /, 78-10099 





How salaries of large cities compare with 
industry and Federal pay /, 78-5121 

How sharp is your bike? Avoid injuries, 
cover sharp edges with heavy protective 
tape., 78-8155 

How the Fair labor standards act affects 
Federal agencies and employees : Civil 
Service Commission., 78-13241 

How the Internal Revenue Service selects 
individual income tax returns for audit, 
Department of the Treasury : report to 
the Joint Committee on Internal Revenue 
Taxation, Congress of the United States 
/, 78-4671 

How the item reduction program of the 
General Services Administration could 
be more effective., 78-13334 

How the United States can and should im- 
prove its funding of International Joint 
Commission activities., 78-13328 

How timber and wildlife work together on 
your national forests in Florida., 78- 
14585 

“How to “ of flight planning!, 78-7888 

How to accurately predict the sound insula- 
tion of partitions /, 78-14604 

How to apply for assistance from DHEW /, 
78-17397 

How to apply for recognition of exemption 
for an organization., 78-7665 

How to build an export business : an inter- 
national marketing guide for the minori- 
ty-owned firm /, 78-14840 

How to buy a Christmas tree /, 

How to buy beef roasts /, 78-18 

How to buy beef steaks /, 78-6102 

How to buy canned and frozen fruits /, 
78-6103 

How to buy canned and frozen vegetables 
/, 78-10318 

How to buy dairy products /, 

How to buy eggs /, 78-3969 

How to buy fresh fruits /, 78-1331 

How to buy fresh vegetables., 78-1332 

How to buy meat for your freezer (Spanish 
edition)., 78-16511 

How to buy poultry /, 78-1336 

How to buy surplus personal property from 
the Department of Defense., 78-23043 

How to communicate to and about people 
who happen to be handicapped., 78- 
7539 

How to complete national register forms., 
78-646 

How to control pinyon needle scale in- 
sects., 78-14620 

How to control sapstreak disease of sugar 
maple /, 78-19548 

How to control wind erosion /, 78-6094 

How to cook : quik-quiz., 78-16528 

How to cope with diabetes., 78-429 

How to deal with motor vehicle emergen- 
cies., 78-26653 

How to develop a community consumer 
product safety program., 78-8151 

How to donate the body or its organs : for 
transplantation, medical education, and 
research., 78-13473 


78-1339 


78-8512 
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How to estimate defect in white fir in 
south-central Oregon /, 78-10341 

How to estimate defect in white fir in the 
southwest Oregon /, 78-8524 

How to estimate site index for oaks in the 
Missouri Ozarks /, 78-19547 

How to get information from the Bureau of 
Labor Statistics., 78-15722 

How to get started on evaluation : a field 
report and guide for CETA prime spon- 
sors : final report /, 78-18019 

How to identify and control leaf spot : dis- 
eases of black walnut /, 78-14735 

How to identify and control nectria canker 
of hardwoods /, 78-14737 

How to identify and control noninfectious 
diseases of trees /, 78-14738 

How to identify and control pine engraver 
beetle damage /, 78-22711 

How to identify & minimize white trunk rot 
of aspen /, 78-16628 

How to identify & resolve radio-TV inter- 
ference problems., 78-1491 

How to identify Dutch elm disease /, 78- 
16554 

How to identify gnomonia and diaporthe 
cankers and shoot blight diseases of yel- 
low birch /, 78-14734 

How to identify tussock moths caught in 
pheromone traps., 78-3966 

How to identify white pine blister rust and 
remove cankers /, 78-6168 

How to improve career development pro- 
grams., 78-403, 78-404, 78-405 

How to improve lamb marketing /, 78-95 

How to improve procedures for deciding 
between contractor and in-house military 
base support services : Department of 
Defense., 78-6951 

How to improve the efficiency of your oil- 
fired furnace., 78-1434, 78-10879 

How to improve U.S. Forest Service re- 
ports on forest resources : report of the 
Comptroller General of the United 
States., 78-1844 

How to indentify damage by major oak 
borers in the eastern United States /, 
78-39 

How to investigate the copyright status of a 
work., 78-18038 

How to keep time and pay records under 
the Fair labor standards act., 78-5136 

How to make jellies, jams, and preserves at 
home /, 78-1322 

How to measure the cost of foster family 
care /, 78-1990 

How to obtain Federal employment in 
NOAA., 78-14902 

How to open and maintain a deposit ac- 
count in the Copyright Office., 78-9234 

How to operate an energy advisory service 
.. /, 78-20616 

How to put together a vanpool /, 
20455 

How to read a flood insurance rate map : a 
guide for interested citizens, community 
officials, lending institutes, and insurance 
agents., 78-550 


78- 
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How to read flood hazard boundary maps., 
78-25930 

How to root tree cuttings /, 78-14613 

How to sell to government agencies., 78- 
13398 

How to tell Engelmann from blue spruce in 
the Southwest /, 78-6175 

How to understand your utility bill., 78- 
12794 

How to use ERIC., 78-13459 

How to use the Department of Transporta- 
tion’s hazardous materials regulations : 
Code of Federal regulations, Title 49, 
Transportation, Parts 100 to 199., 78- 
8119 

How to write criterion-referenced tests for 
Spanish-English bilingual programs /, 
78-25858 

How trees help clean the air., 

How we made the first flight /, 

How WIC helps : 
baby., 78-3964 

How you can report to FDA, 78-13511 

Howard County, Maryland., 78-7212 

HP-25 programmable pocket calculator ap- 
plied to air pollution measurement stu- 
dies : stationary sources /, 78-17161 

HP-4108 VTVM training final-training 
program for 24 June 1974 -23 Sep- 
tember 1975 /, 78-10864 

HPMC performance indicators, 78-3387 

HRA, HSA, CDC, ADAMHA public ad- 
visory committees; authority, structure, 
functions, members., 78-3344 

HRA, HSA, CDC & ADAHMA public ad- 
visory committees: roster of members 
and authority structure functions, 78- 
3344 

Hubert H. Humphrey Building : report to 
accompany S. 2169., 78-10205 

Hubert H. Humphrey Institute of Public 
Affairs and the Everett McKinley Dirk- 
sen Congressional Leadership Research 
Center assistance act : report to accom- 
pany S. 2452., 78-19397 

Hubert H. Humphrey Institute of Public 
Affairs memorial act : report to accom- 
pany H.R. 10606., 78-16348 

HUD challenge., 78-3385 

HUD challenge : special issue on the han- 
dicapped., 78-7180 

HUD computerized personnel systems users 
manual, 78-23879 

HUD intermediate minimum property stan- 
dards supplement, solar heating and 
domestic hot water systems, 78-3379, 
78-17704 

HUD international : new town supplement., 
78-13580 

HUD international 
78-17706 

HUD library recent acquisitions., 78-3384 

HUD needs to better assess financial 
soundness of multifamily residential pro- 
jects before insuring them : report to the 
Congress /, 78-15344 

HUD newsletter., 78-3381 


78-10310 
78-7940 
eating for you & your 


information series., 
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HUD solar status 
11367 

HUD solar status : energy systems betting 
on solar., 78-11366 

HUD solar status : HUD van on the road., 
78-11364 

HUD solar status multifamily units 
dominate fourth cycle grant awards ,; 
fourth cycle award news!, 78-23893 

HUD solar status : second round award 
news! : $4 million in solar grants for 
1411 residential units., 78-11365 

HUD solar status : solar standards : laying 
the groundwork for a solid industry., 
78-11368 

HUD statistical yearbook, 78-17705 

HUD support of homeowner counseling : 
hearing before a Subcommittee on 
Government Operations, House _ of 
Representatives, Ninety-fifth Congress, 
first session, April 5, 1977., 78-1042 

HUD van on the road., 78-11364 

HUD’s evaluation system : an assessment : 
report to the Congress /, 78-23670 

HUD’s new section 8 housing assistance 
payments program., 78-17681 

Hull structural loadings: Environmental 
wave data for determining., 78-2214 

Human aging I : a biological and behavioral 
study /, 78-23851 

Human behavior and 
15118 

Human bioclimatology /, 78-9300 

Human drug testing by the CIA, 1977 : 
hearings before the Subcommittee on 
Scientific Research of the Committee on 
Human Resources, United States Senate, 
Ninety-fifth Congress, first session on S. 
1893 ... September 20 and 21, 1977., 
78-14338 

Human evolution /, 78-9281 

Human population exposures to mirex and 
kepone /, 78-25643 

Human problems in disasters : a pamphlet 
for Government emergency disaster ser- 
vices personnel /, 78-17635 

Human requirements for nutrients., 78- 
6240 

Human resource and regional economic 
development a staff report /, 78- 
22912 

Human resources development act of 1977 
: hearing before the Subcommittee on 
Employment, Poverty, and Migratory 
Labor of the Committee on Human 
Resources, United States Senate, Ninety- 
fifth Congress, first session, on $.533 ... 
September 27, 1977., 78-14339 

Human resources development act of 1977 
: hearing before the Subcommittee on 
Labor-Management Relations of the 
Committee on Education and Labor, 
House of Representatives, Ninety-fifth 
Congress, first session, on H.R. 8065 ... 
October 20, 1977., 78-26770 

Human resources development act of 1977 
: report together with dissenting views to 
accompany H.R. 8065., 78-5723 


: a builder asks ..., 78- 


leadership., 78- 
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Human resources informaton systems for 
the Department of State., 78-5167 

Human resources issues in the field of 
aging : homemaker-home health aide ser- 
vices., 78-1912 

Human resources research and develop- 
ment results can be better managed : De- 
partment of Defense : report to the Com- 
mittee on Appropriations, House of 
Representatives /, 78-1753 

Human response to sound : the calculation 
of perceived level, PLdB (noisiness or 
loudness) directly from physical mea- 
sures /, 78-15979 

Human rights principle and 
speech /, 78-9493 

Human rights and U.S. policy : Argentina, 
Haiti, Indonesia, Iran, Peru, and the 
Philippines : reports /, 78-8322 

Human rights and United States foreign 
policy : a review of the Administration’s 
record : hearing before the Subcommit- 
tee on International Organizations of the 
Committee on International Relations, 
House of Representatives, Ninety-fifth 
Congress, first session, October 25, 
1977., 78-16256 

Human rights in Cambodia : hearing before 
the Subcommittee on International Or- 
ganizations of the Committee on Interna- 
tional Relations, House of Representa- 
tives, Ninety-fifth Congress, first session, 
July 26, 1977., 78-5612 

Human rights in East Timor : hearings be- 
fore the Subcommittee on International 
Organizations of the Committee on Inter- 
national Relations, House of Representa- 
tives, Ninety-fifth Congress, first session, 
June 28 and July 19, 1977., 78-1075 

Human rights in Indonesia : a review of the 
situation with respect to the long-term 
political detainees : hearing before the 
Subcommittee on International Organiza- 
tions of the Committee on International 
Relations, House of Representatives, 
Ninety-fifth Congress, first session, Oc- 
tober 18, 1977., 78-12139 

Human rights in Iran : hearing before the 
Subcommittee on International Organiza- 
tions of the Committee on International 
Relations, House of Representatives, 
Ninety-fifth Congress, first session, Oc- 
tober 26, 1977., 78-5611 

Human rights in Taiwan : hearing before 
the Subcommittee on International Or- 
ganizations of the Committee on Interna- 
tional Relations, House of Representa- 
tives, Ninety-fifth Congress, first session, 
June 14, 1977., 78-5613 

Human rights in Thailand : hearings before 
the Subcommittee on International Or- 
ganizations of the Committee on Interna- 
tional Relations, House of Representa- 
tives, Ninety-fifth Congress, first session, 
June 23 and 30, 1977., 78-1076 

Human rights in Vietnam : hearings before 
the Subcommittee on International Or- 


realism, 


Do not order from index; see indicated entry 





ganizations of the Committee on Interna- 
tional Relations, House of Representa- 
tives, Ninety-fifth Congress, first session, 
June 16, 21, and July 26, 1977., 78- 
1077 

Human rights issues at the seventh regular 
session of the Organization of American 
States General Assembly : hearing before 
the Subcommittee on International Or- 
ganizations of the Committee on Interna- 
tional Relations, House of Representa- 
tives, Ninety-fifth Congress, first session, 
September 15,1977., 78-8321 

Human rights policy : speech /, 78-18409 

Human service for children and youth., 
78-382 

Human services for ethnic minorities., 78- 
23695 

Human systems and patient assessment., 
78-5421 

Humane methods of slaughter act of 1977 : 
hearing before the Subcommittee on 
Livestock and Grains of the Committee 
on Agriculture, House of Representa- 
tives, Ninety-fifth Congress, second ses- 
sion, on H.R. 1464, April 25, 1978., 
78-24561 

Humane methods of slaughter act of 1978 : 
report to accompany H.R. 1464., 78- 
24722 

Humane methods of slaughter act of 1978 : 
report to accompany S. 3092., 78- 
27080 

Humane purposes in foreign policy /, 78- 
18386 

Humanities., 78-3626 

Humidity : a cyclic effect in coal mine roof 
stability /, 78-24013 

Hungarian audiences for Western radio 
broadcasters, 1974., 78-15635 

The Hungarian Revolution., 78-20052 

Hungary, 78-21906 

Hunger and diplomacy : a perspective on 
the U.S. role at the world food con- 
ference : prepared for the Subcommittee 
on Foreign Agricultural Policy of the 
Committee on Agriculture and Forestry, 
United States Senate., 78-2239 

Hungry nations need to reduce food losses 
caused by storage, spillage, and spoilage : 
Department of State and other agencies : 
report to the Congress /, 78-4724 

Huntington’s disease : hearing before a sub- 
committee of the Committee on Ap- 
propriations, United States Senate, 
Ninety-fifth Congress, first session : spe- 
cial oversight hearing., 78-12031 

Huntsville, Alabama, metropolitan area, 
78-13845, 78-24137 

Hurricane., 78-139 

Hurricane Creek and Finch Branch, La 
Vergne, Tennessee., 78-8714 

Hurricane protection plan for Lake 
Pontchartrain and vicinity : hearing be- 
fore the Subcommittee on Water 
Resources of the Committee on Public 
Works and Transportation, House of 





Representatives, Ninety-fifth Congress, 
second session, January 5, 1978, at New 
Orleans, La., 78-19214 

Hurricane research progress report., 78- 
16857 

Hurricane surge control structures, hydrau- 
lic model investigation., 78-20247 

A hydraulic assist for a manual skyline lock 
/, 78-49 

Hydraulic backfill., 78-26172 

Hydraulic characteristics of Rigolets Pass, 
Louisiana, hurricane surge control struc- 
tures hydraulic model 
final report /, 78-20247 

Hydraulic characteristics of three selected 
grate inlets on continuous grades., 78- 
24375 

Hydraulic charts for the selection of 
highway culverts /, 78-7767 

Hydraulic conductivity and water quality of 
the shallow aquifer, Palm Beach County, 
Florida /, 78-17790 

Hydraulic design of stilling basins and ener- 
gy dissipators /, 78-17801 

Hydraulic fracturing of soils : a literature 
review : final report /, 78-12731 

Hydraulic geometry of river cross-sections : 
theory of minimum variance /, 78- 
11450 

Hydraulic model investigation: filling and 
emptying system for medium-lift locks, 
Trinity River, Texas., 78-6491 

Hydraulic model studies of Amaluza Dam 
spillway /, 78-26164 

Hydraulic research in the United States, 
78-16808 

Hydraulic research in the United States and 
Canada., 78-16808 

Hydraulic transportation and solids separa- 
tion of excavated materials in tunnels /, 
78-5270, 78-7712 

Hydraulics and dynamics of New Corpus 
Christi Pass, Texas : a case history, 1972- 
73 /, 78-25264 

Hydraulics and stability of tidal inlets /, 
78-25266 

Hydraulics 
22105 

Hydro-via-electricity : a candidate transi- 
tional transportation energy system con- 
cept /, 78-8772 

Hydrocarbon control strategies for gasoline 
marketing operations /, 78-25581 

Hydrocarbons for fuel—75 years of materi- 
als research at NBS /, 78-4135 

Hydrocarbons in sediments and benthic or- 
ganisms from a dredge spoil disposal site 
in Rhode Island Sound /,  78-12882 

Hydrodynamic analysis of the performance 
of a moored hemispherical fast water 
buoy /, 78-18768 

Hydrodynamic damping and ‘‘added mass” 
for flexible offshore platforms /, 78- 
20299 

Hydrodynamics of diversionary booms /, 
78-23469 


investigation, 


of bridge waterways /, 78- 
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Hydroelectric plant construction cost and 
annual production expenses. Annual sup- 
plement., 78-17303, 78-17307 

Hydroelectric power resources of the 
United States, developed and un- 
developed., 78-17300 

Hydrofluidic stability augmentation system 
(HYSAS): operational suitability demon- 
stration : final report for period March 
1973-March 1977 /, 78-10817 

Hydrogen as fuel /, 78-9303 

Hydrogen-enrichment-concept 
evaluation /, 78-11092 

Hydrogen film cooling of a small hydrogen- 
oxygen thrust chamber and its effect on 
erosion rates of various ablative materials 
/, 78-18291 

Hydrogen fuel., 

Hydrogen-fueled railroad motive power 
systems : a feasibiility study /, 78-20802 

Hydrogen generation process ... /, 78- 
11053, 78-17233, 78-17234 

Hydrogen generation process : final report., 
78-20538 

Hydrogeologic reconnaissance of the 
Mekong Delta in South Vietnam and 
Cambodia /, 78-26141 

Hydrogeology of the karst of Puerto Rico /, 
78-7275 

Hydrographic field handbook 
hydro., 78-19929 

Hydrographic manual /, 


preliminary 
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Hydrologic data for Cow Bayou, Brazos 


River basin, 1974 /, 78-13734 

Hydrologic data for North Creek, Trinity 
River basin, Texas, 1974 /, 78-13739 

Hydrologic data for urban studies in the 
Austin, Texas metropolitan area, 1974 /, 
78-13725 

Hydrologic data for urban studies in the 
Fort Worth, Texas, metropolitan area, 
1974 /, 78-13736 

Hydrologic data for urban studies in the 
Houston, Texas, metropolitan area, 1974 
/, 78-13737 

Hydrologic data for urban studies in the 
San Antonio, Texas metropolitan area, 
1974 /, 78-13729 

Hydrologic engineering methods for water 
resources development., 78-23148 

Hydrologic monitoring of a deep-well 
waste-injection system near Pensacola, 
Florida, March 1970-March 1977 /, 78- 
21515 

Hydrologic processes and radionuclide dis- 
tribution in a cavity and chimney 
produced by the Cannikin nuclear explo- 
sion, Amchitka Island, Alaska /, 78- 
11448 

Hydrologic relations between lakes and 
aquifer in a recharge area near Orlando, 
Florida /, 78-23991 

The hydrology and _ hydrogeology of 
Ahoskie Creek watershed, North 
Carolina : data and analysis /, 78-3960 

Hydrology of the Princeton area, Kentucky 
/, 78-23989 
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Hydrothermal alteration and self-sealing in 
Y-7 and Y-8 drill holes in northern part 
of Upper Geyser Basin, Yellowstone Na- 
tional Park, Wyoming /, 78-13760 

Hydrothermal energy systems FY 1977 /, 
78-8768 

The hydrothermal system of Long Valley 
caldera, California /, 78-26148 

Hye Jin Wilder : report to accompany H.R. 
6801., 78-14442 

Hyperfiltration for renovation of textile 
finishing plant wastewater /, 78-12898 

Hypertension among the elderly : hearing 
before the Subcommittee on Health and 
Long-Term Care of the Select Commit- 
tee on Aging, House of Representatives, 
Ninety-fifth Congress, first session, July 
21, 1977., 78-14272 

Hypoxylon canker of aspen associated with 
Saperda inornata galls /, 78-10370 


I-70 in a mountain environment : Vail Pass, 
Colorado /, 78-18609 

I&NS, 78-21682 

Iberia Parish, Louisiana (unincorpaorated 
areas)., 78-13654 

Iberville Parish, Louisiana (unincorporated 
areas), 78-11401 

ICC’s expansion of unregulated motor car- 
rier commercial zones has had little or 
no effect on carriers and shippers : re- 
port to the Congress /, 78-25738 

Ice accumulation on ocean structures /, 
78-10761 

Ice arching and the drift of pack ice 
through restricted channels /, 78-10762 

Ice breakup on the Chena River, 1975 and 
1976 /, 78-25263 

Ice forces on vertical piles /, 78-4456 

Icebreaker simulation /, 78-10760 

Ichiban : radiation dosimetry for the sur- 
vivors of the bombings of Hiroshima and 
Nagasaki /, 78-23590 

Ichthyoplankton composition and plankton 
volumes from inland coastal waters of 
southeastern Alaska, April-November 
1972 /, 78-19848 

Idaho, monthly averages of temperature ..., 
78-4218 

Idaho, monthly normals of temperature ..., 
78-4174 

Idaho National Engineering Laboratory site 
radioecology -ecology programs., 78- 
20920 

Ideas, plans, 
21773 

Identical bidding in public procurement, re- 
port of the Attorney General under Ex- 
ecutive Order 10936., 78-21666 

Identification and categorization of ac- 
cidents and injuries in cabs of locomo- 
tives /, 78-22113 

Identification and registration marking, 
78-24385, 78-24386 


methods, or systems., 78- 
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Identification and specification of inputs 
for benefit-cost modeling of pesticide use 
/, 78f281 

Identification, classification and regulations 
of certain toxic substances posing a 
potential occupational carcinogenic risk, 
[29 CFR Part 1990]., 78-5129 

Identification of candidate zero main- 
tenance paving materials /, 78-853 

Identification of components of energy-re- 
lated wastes and effluents /, 78-17175 

Identification of firearms within the pur- 
view of the National firearms act., 78- 
7672, 78-26557 

Identification of hazardous locations : a 
user’s manual., 78-7797 

Identification of hazardous locations : ex- 
ecutive summary., 78-7796 

Identification of hazardous locations: final 
report /, 78-7798 

Identification of technical and operating 
problems of Nashville Thermal Transfer 
Corporation waste-to-energy plant., 78- 
13018 

Identifying and validating essential com- 
petencies needed for entry and advance- 
ment in major agriculture and agribusi- 
ness occupations., 78-13438 

Identifying hardwoods growing on pine 
sites /, 78-22715 

Idiopathic urinary bladder stone disease /, 
78-445 

The Iditarod Trail : communication from 
the Assistant Secretary of the Interior ..., 
78-19289 

The Iditarod Trail (Seward-Nome route) 
and other Alaskan Gold Rush trails : a 
review draft report of a cooperative 
study., 78-11592 

IERC bulletin., 78-3418 

IERL-RTP procedures manual : level | en- 
vironmental assessment biological tests 
for pilot studies /, 78-17156 

If defense and civil agencies work more 
closely together, more efficient 
search/rescue and coastal law enforce- 
ment could follow : report to the Con- 
gress /, 78-1833 
. disaster strikes ... you should know about 
disaster unemployment assistance., 78- 
13875 
| imports cost you your job, apply for 
worker adjustment assistance., 78- 
26284 

you become disabled., 
15391 

' you return containers, you make a 
better, cleaner world : a beverage con- 
tainer refund program is in effect here 
[poster].,  78-24039 
you use a computer, you need COSMIC., 
78-18049 
. you're a student or graduate of a 
maritime academy, help yourself to a 
direct commission in the Coast Guard 
Reserve., 78-14176 


78-390, 78- 
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If you’re an employer in the recreation, 
parks, leisure or cultural services then 
there are some facts you should know 
about hiring the handicapped., 78- 
11802 

If you’re black, here are some facts you 
should know about high blood pressure., 
78-11192 

IFR aircraft handled : forecast by air route 
traffic control center, fiscal years 1978- 
89 /, 78-9682 

IFR approval of microwave landing systems 
(MLS)., 78-18680 

IFYGL bulletin., 78-22921 

IFYGL rawinsonde data acquisition system 
/, 78-1466 

Ignition and propagation rates for flames in 
a fuel mist /, 78-11906 

Ignition interference : remote microwave 
link (RML)., 78-7899 

Ignition of flammable gases in crude-oil 
tankers as a result of metal fracture /, 
78-10835 

Illegal aliens and alien labor : a bibliog- 
raphy and compilation of background 
materials (1970-June 1977) /, 78- 
24630 

Illegal entry at United States-Mexico 
border : multiagency enforcement efforts 
have not been effective in stemming the 
flow of drugs and people : report to the 
Congress /, 78-6938 

Illicit drug use and return to treatment : 
national followup study of admissions to 
drug abuse treatments in the DARP dur- 
ing 1969-1971 /, 78-8999 

Illinois, monthly averages of temperature 
ey 78-4219 

Illinois, monthly normals of temperature ..., 
78-4175 

Illusion and reality /, 78-18032 

Illustrated handbook for high resolution of 
IAA oxidase-peroxidase isoenzymes by 
isoelectric focusing in slabs_ of 
polyacrylamide gel /, 78-16635 

An illustrated history of the Huntington 
District, U.S. Army Corps of Engineers, 
1754-1974 /, 78-4449 

Illustrative accounting procedures for 
Federal agencies : accounting for ac- 
crued annual leave in revolving funds., 
78-6980 

Illustrative accounting 
Federal agencies 
crued expenditures., 78-6979 

Illustrative accounting procedures for 
Federal agencies : guidelines for account- 
ing for automatic data processing costs., 
78-25819 

ILS glide slope performance prediction 
multipath scattering /, 78-8008 

Image interpretation., 78-6469 

Image interpreter., 78-6468, 78-20191 

Image interpreter (MOS 96D) for skill 
level 5., 78-12687 

The image of American society among 
Italian influentials., 78-7385 


procedures for 
accounting for ac- 
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Image quality of monochrome television 
cameras /, 78-4137 
Imelda C. Jayag Potter : 
pany S. 579., 78-6012 

IMF Supplementary Financing Facility 
hearing before the Committee on Bank- 
ing, Financing, and Urban Affairs, 
United States Senate, Ninety-fifth Con- 
gress, first session, on S. 2152 ... October 
13, 1977., 78-5521 

Immigration : report of the Committee on 
the Judiciary, United States Senate /, 
78-19407 

Immigration and Naturalization Service re- 
ports of passenger travel between the 
United States and foreign countries, 78- 
3737, 78-22030 

The Immigration and Naturalization Ser- 
vice’s affirmative action program should 
be improved : report /, 78-21020 

Immunotherapy and clinical cancer immu- 
nology., 78-3307 

Impact aid., 78-2255 

An impact analysis Trapper-Siouxon 
planning unit : Gifford Pinchot National 
Forest : final environmental statement., 
78-22718 

An impact analysis : Upper Lewis River 
Planning Unit, Gifford Pinchot National 
Forest : final environmental statement., 
78-6126 

Impact of a Department of Education on 
Federal science & technology activities., 
78-26696 

Impact of abandoned 
water /, 78-253 

Impact of air pollution on the consumption 
of medical services : cost of hospitaliza- 
tion in the Portland metropolitan area /, 
78-12934 

Impact of alcoholism on the family, 1977 : 
hearing before the Subcommittee on Al- 
coholism and Drug Abuse of the Com- 
mittee on Human Resources, United 
States Senate, Ninety-fifth Congress, first 
session ... June 20, 1977, Salt Lake City, 
Utah., 78-19130 

Impact of antirecession assistance on 15 
State governments : report to the Con- 
gress /, 78-13273 

Impact of antirecession assistance on 16 
county governments : report to the Con- 
gress /, 78-13268 

Impact of antirecession assistance on 21 
city governments : report to the Congress 
/, 78-13274 

Impact of antirecession assistance on 52 
governments—an update : enclosure A, 
case studies of 15 state governments : re- 
port to the Congress /, 78-21027 

Impact of antirecession assistance on 52 
governments—an update : enclosure B, 
case studies of 16 county governments : 
report to the Congress /, 78-23640 

Impact of antirecession assistance on 52 
governments—an update : enclosure C, 
case studies of 21 city governments : re- 
port to the Congress /, 78-21028 
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Impact of antirecession assistance on 52 
governments—an update : report to the 
Congress /, 78-21026 

Impact of base closings on small business : 
hearings before the Subcommittee on 
SBA and SBIC Authority and General 
Small Business Problems of the Commit- 
tee on Small Business, House of 
Representatives, Ninety-fifth Congress, 
first session, Bayonne, N.J., April 13, 
1977., 78-1136 

Impact of chemical and related drug 
products and Federal regulatory 
processes : hearings before the Subcom- 
mittee on Dairy and Poultry of the Com- 
mittee on Agriculture, House of 
Representatives, Ninety-fifth Congress, 
first session, May 23, 24, and 25, 1977., 
78-953 

Impact of Consumer Product Safety Com- 
mission’s proposed flammability 
dard., 78-19976 

Impact of environmental, energy, and 
safety regulations and of emerging mar- 
ket factors upon the United States sector 
of the North American automotive indus- 
try., 78-1488 

The impact of Federal commodity dona- 
tions on the school lunch program : De- 
partment of Agriculture : report to the 
Committee on Educationand Labor, 
House of Representatives /, 78-1663 

Impact of Federal paperwork on State and 
local governments, an assessment., 78- 
8198 

Impact of H.R. 6804 on H.R. 6831 : hear- 
ing before the Subcommittee on Energy 
and Power of the Committee on In- 
terstate and Foreign Commerce, House 
of Representatives, Ninety-fifth Congress, 
first session ... May 24, 1977., 78-9981 

Impact of highway and mass transit pro- 
grams on the Federal budget and as- 
sociated Federal urban investments 
hearings before the Task Force on Com- 
munity and Physical Resources of the 
Committee on the Budget, House of 
Representatives, Ninety-fifth Congress, 
first session, October 18, 19, and 20, 
1977., 78-9917 

Impact of illegal aliens on public assistance 
programs : too little is known : report to 
the Senate Committee on the Budget /, 
78-11112 

Impact of infant death on parents and 
siblings, 78-17548 

Impact of interlining on computer airlines : 
hearing before the Subcommittee on 
Aviation of the Committee on Public 
Works and Transportation, House of 
Representatives, Ninety-fifth Congress, 
second session, March 18, 1978, at 
Miami, Fla., 78-24652 

The impact of international trade and in- 
vestment on employment : a conference 
on the Department of Labor research 
results., 78-26270 
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The Impact of international trade on U.S. 
employment : a survey of literature., 
78-8358 

Impact of load management strategies upon 
electric utility costs and fuel consump- 
tion /, 78-1627 

Impact of natural gas curtailments on elec- 
tric utility plants .../, 78-12828 

Impact of natural gas shortage on major in- 
dustrial fuel-burning installations /, 78- 
17044 

Impact of nearstream vegetation and 
stream morphology on water quality and 
stream biota /, 78-10925 

Impact of noise on people., 78-22150 

Impact of offshore nuclear generating sta- 
tions on recreational behavior at ad- 
jacent coastal sites /, 78-8192 

Impact of OSHA on Small Business 
hearings before the Subcommittee on 
Energy, Environment, Safety, and 
Research of the Committee on Small 
Business, House of Representatives, 
Ninety-fifth Congress, first session 
78-1140 

Impact of population assistance to an 
African country : Department of State, 
Agency for International Development : 
report to the Congress /, 78-4732 

Impact of population assistance to an Asian 
country : Department of State, Agency 
for International Development : report to 
the Congress /, 78-4736 

Impact of red fox predation on the sex 
ratio of prairie mallards /, 78-2081 

The impact of rising energy costs on older 
Americans : hearings before the Special 
Committee on Aging, United States 
Senate, Ninety-third Congress, second 
session ...., 78-5484, 78-14268 

Impact of solar energy on rural housing : 
hearings before the Subcommittee on 
Rural Housing of the Committee on 
Banking, Housing, and Urban Affairs, 
United States Senate, Ninety-fifth Con- 
gress, second session ... June 19 and 20, 
1978., 78-26751 

Impact of the administration of the Occu- 
pational safety and health act on small 
business : report of the Subcommittee on 
Energy, Environment, Safety, and 
Research of the Committee on Small 
Business., 78-2333 

Impact of the Administration’s tax stimulus 
package on small business and examina- 
tion of employment tax credit aternatives 
: hearing before the Select Committee on 
Small Business, United States Senate, 
Ninety-fifth Congress, first session 
February 22, 1977., 78-5657 

Impact of the cost of regulation on small 
business homebuilders : joint hearing be- 
fore the Select Committee on Small Busi- 
ness and the Subcommittee on Small 
Business of the Committee on Banking, 
Housing, and Urban Affairs and the Sub- 
committee on Housing and Insurance of 
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the Committee on Veteran's Affairs, 
United States Senate, Ninety-fifth Con- 
gress, first session Atlanta, Ga., 
February 16, 1977., 78-1143 

Impact of the Douglas-fir tussock moth on 
forest recreation in the Blue Mountains /, 
78-6135 

The impact of the President's energy plan 
on the Northeast : hearing before the 
Subcommittee on Energy of the Joint 
Economic Committee, Congress of the 
United States, Ninety-fifth Congress, first 
session, May 13, 1977., 78-5539 

Impact of the President's energy proposal 
on small business : hearing before the 
Subcommittee on Energy, Environment, 
Safety, and Research of the Committee 
on Small Business, House of Representa- 
tives, Ninety-fifth Congress, first session 
... May 19, 1977., 78-2297 

Impact of the President’s tax proposal on 
small business : hearing before the Sub- 
committee on SBA and SBIC Authority 
and General Small Business Problems of 
the Committee on Small Business, House 
of Representatives, Ninety-fifth Congress, 
second session ... February 22, 1978., 
78-19230 

Impact of the Schwartzwalder mine on the 
water quality of Ralston Creek, Ralston 
Reservoir, and Upper Long Lake., 78- 
23517 

The impact of the vocational education 
amendments of 1968 : a report of the 
National and State Advisory Councils on 
Vocational Education., 78-18988 

Impact of tip moth injury on growth and 
yield of 16-year-old loblolly and shortleaf 
pine /, 78-10389 

Impact of truck overloads on the highway 
trust fund : hearings before the Subcom- 
mittee on Oversight of the Committee on 
Ways and Means, House of Representa- 
tives, Ninety-fifth Congress, first session 
ey 78-19249 

Impact of various enlistment standards on 
the procurement-training system : interim 
report for period 12 October 1976 - 10 
February 1977 /, 78-4553 

The impact of video use on court function : 
a summary of current research and prac- 
tice /, 78-17940 

Impact of water level changes on woody 
riparian and wetland communities /, 78- 
21596 

Impact of weather-related energy shortages 
on Small Business : hearings before the 
Subcommittee on Energy, Environment, 
Safety, and Research of the Committee 
on Small Business, House of Representa- 
tives, Ninety-fifth Congress, first session 
April 18, 20, and, May 11, 1977., 78- 
1138 

Impact on the consumer of the Administra- 
tion’s energy proposals : hearing before 
the Subcommittee for Consumers of the 
Committee on Commerce, United States 
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Senate, Ninety-fourth Congress, first ses- 
sion ... June 6, 1975., 78-8256 

Impact on trade of changes in taxation of 
U.S. citizens employed overseas : report 
to the Congress /, 78-13330 

Impact resistance of non-ferrous passenger 
car wheels /, 78-24410 

Impact study on driving by special popula- 
tions /, 78-16052 

Impact testing of Allied Chemical 
“Inflataband”’ with dummies and human 
volunteers /, 78-8076 

Impacts of coal-fired power plants on fish, 
wildlife, and their habitats /, 78-21594 

The impacts of national beverage container 
legislation : staff study, A-01-75., 78- 
19972 

The impacts of urban transportation and 
land use policies on transportation ener- 
gy consumption /, 78-18545 

Impedance-match and element-pattern con- 
straints for finite arrays /, 78-10833 

Implantable acoustic-beacon automatic 
fish-tracking system /, 78-18099 

Implementation of area navigation in the 
national airspace system : an assessment 
of RNAV Task Force concepts and 
payoffs /, 78-18722 

The implementation of CETA in eastern 
Massachusetts and Boston., 78-18025 

Implementation of Convention on cultural 
property report to accompany H.R. 
5643., 78-8411 

Implementation of economic sanctions 
against Rhodesia : report of the Comp- 
troller General of the United States., 
78-4749 

Implementation of Emergency loan guaran- 
tee act : Lockheed Aircraft Corporation, 
Emergency Loan Guarantee Board : re- 
port to the Congress /, 78-1882 

Implementation of provisions of section 25 
(user views) of the Airport and airway 
development act amendments of 1976 : 
(RIS: MS 1800-7)., 78-5348 

Implementation of recommendations of the 
World Food Conference : a report to the 
Congress /, 78-8318 

Implementation of Resources planning act : 
hearings before the Subcommittee on 
Forests of the Committee on Agriculture, 
House of Representatives, Ninety-fifth 
Congress, first session ..., 78-16166 

Implementation of Section 504, Rehabilita- 
tion act of 1973 : hearings before the 
Subcommittee on Select Education of 
the Committee on Education and Labor, 
House of Representatives, Ninety-fifth 
Congress, first session ... September 9, 
13, and 16, 1977., 78-12077 

Implementation of the Consumer product 
safety act : hearing before the Subcom- 
mittee for Consumers of the Committee 
on Commerce, Science, and Transporta- 
tion, United States Senate, Ninety-fifth 
Congress, first session October 7, 
1977., 78-9920 
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Implementation of the Federal water pollu- 
tion control act : regulation and monitor- 
ing of toxic and hazardous chemicals : 
hearings before the Subcommittee on In- 
vestigations and Review of the Commit- 
tee on Public Works and Transportation, 
U.S. House of Representatives, Ninety- 
fifth Congress, first session ..., 78- 
10015 

Implementation of the Federal water pollu- 
tion control act : summary of hearings ... 
before the Subcommittee on Investiga- 
tions and Review of the Committee on 
Public Works and Transportation, House 
of Representatives /, 78-1123 

Implementation of the Federal water pollu- 
tion control act, 1977 (thermal pollution 
and other water impacts from steam 
electric power generation) : hearings be- 
fore the Subcommittee on Investigations 
and Review of the Committee on Public 
Works and Transportation, U.S House of 
Representatives /, 78-1116 

Implementation of the Final Act of the 
Conference on Security and Cooperation 
in Europe : findings and recommenda- 
tions two years after Helsinki : report /, 
78-8317 

Implementation of the Fishery conservation 
and management act : hearing before the 
Committee on Commerce, Science, and 
Transportation, United States Senate, 
Ninety-fifth Congress, first session 
78-12059 

Implementation of the Forest and range- 
land renewable resources planning act of 
1974 : report /, 78-14274 

Implementation of the Local public works 
and capital development and investment 
act : joint hearings before the Subcom- 
mittee on Economic Development and 
the Subcommittee on Investigations and 
Review of the Committee on Public 
Works and Transportation, House of 
Representatives, Ninety-fifth Congress, 
first session, May 19, 1977., 78-1117 

Implementation of the Surface mining con- 
trol and reclamation act of 1977 : over- 
sight hearings before the Subcommittee 
on Energy and the Environment of the 
Committee on Interior and Insular Af- 
fairs, House of Representatives, Ninety- 
fifth Congress, second session ... January 
19 and 20, 1978., 78-24625 

Implementation of treaties for the transfer 
of offenders to or from foreign countries 
: hearings before the Subcommittee on 
Immigration, Citizenship, and _ Interna- 
tional Law of the Committee on the Ju- 
diciary, House of Representatives, 
Ninety-fifth Congress, first session, on 
H.R. 7148 ... September 16 and October 
6, 1977., 78-9992 

Implementation of 50 kHz/Y channels for 
ILS/VOR/DME., 78-5395 

Implementation plan review for Indiana 
required by the Energy supply and en- 
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vironmental 
23522 

Implementing coal utilization provisions of 
Energy supply and environmental coor- 
dination act., 78-15308 

Implementing remote sensing techniques 
for evaluating mine ground stability /, 
78-13809 

Implementing the skill qualification testing 
system /, 78-4443 

Implementing wood research., 78-35 

Implication of outer-zone radiations on 
operations in the geostationary region 
utilizing the AE4 environmental model, 
78-21812 

Implications for older Americans 
economics of a stationary population., 
78-9471 

The implications of our international trade 
policy for American business and con- 
sumers : hearing before the Subcommit- 
tee on International Trade, Investment, 
and Monetary Policy of the Committee 
on Banking, Finance, and Urban Affairs, 
House of Representatives, Ninety-fifth 
Congress, first session, October 8, 1977, 
Corning, N.Y., 78-14293 

Implications of President Carter’s conven- 
tional arms transfer policy : report to the 
Committee on Foreign Relations, United 
States Senate /, 78-14318 

Implications of submergence for coastal en- 
gineers /, 78-20281 

Implications of the National Security Coun- 
cil study “U.S. maritime strategy and 
Naval force requirements” on the future 
Naval ship force : report to the Congress 
/, 78-13370 

Import duties and taxes : improved collec- 
tion, accounting, and cash management 
needed : report to the Congress /, 78- 
25759 

Import relief for the citizen band radio 
transceiver industry communication 
from the President of the United 
States..., 78-26886 

Import relief to the domestic sugar industry 
: hearing before the Subcommittee on 
Trade of the Committee on Ways and 
Means, House of _ Representatives, 
Ninety-fifth Congress, first session, on H. 
Con. Res. 231 ... July 27, 1977., 78- 
2306 

Import relief to the U.S. high-carbon fer- 
rochromium industry : hearing before the 
Subcommittee on Trade of the Commit- 
tee on Ways and Means, House of 
Representives, Ninety-fifth Congress, 
second session, on H. Con. Res. 469 ... 
March 22, 1978., 78-26872 

The importance of a strong and indepen- 
dent Department of Agriculture : report 
to accompany S. Res. 407., 78-12321 

The importance of an independent central 
bank : address /, 78-17317 

The importance of small, surface, and 
disturbed sites as sources of significant 
archeological data /, 78-5067 
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Importance, preservation and management 
of riparian habitat : a symposium, Tuc- 
son, Arizona, July 9, 1977., 78-14754 

Important forest trees of the United States 
/, 78-14569 

Important notice for women wearing an 
IUD, 78-21246 

Imported tomato restrictions : hearing be- 
fore the Subcommittee on Domestic 
Marketing, Consumer Relations, and 
Nutrition of the Committee on Agricul- 
ture, House of Representatives, Ninety- 
fifth Congress, first session, on H.R. 744, 
October 4, 1977., 78-5496 

Imports and exports of fishery products, 
annual summary., 78-12541, 78- 
19900 

Imposing a moratorium on any increase in 
the public lands grazing fee for the 1978 
grazing year : report to accompany H.R. 
9757., 78-16441 

Impoving Federal agency _ efficiency 
through the use of productivity data in 
the budget process : report to the Con- 
gress /, 78-21018 

Impression fabric of manmade fiber from 
Japan : negative determination of ‘“‘No 
reasonable indication of injury” in 
inquiry no. AA1921-ing.-6 under the An- 
tidumping act, 1921, as amended., 78- 
18504 

Improprieties in time and attendance prac- 
tices at medical facilities : Bureau of 
Prisons, Public Health Service : report of 
the Comptroller General of the United 
States., 78-13229 

Improve irrigation and drainage of agricul- 
tural land., 78-6234 

Improve the basic workweek of Federal 
firefighters : hearing before the Subcom- 
mittee on Employee Ethics and Utiliza- 
tion of the Committee on Post Office 
and Civil Service, House of Representa- 
tives, Ninety-fifth Congress, first session, 
on H.R. 3161 ... September 26, 1977., 
78-5638 

Improve your woodlot by cutting firewood 
/, 78-3977 

An improved algorithm for 
processing /, 78-10843 

Improved analysis of electron penetration 
and numerical procedures for space 
radiation shielding /, 78-9351 

An improved automotive brake lining using 
fibrous potassium titanate /, 78-11722 

Improved azimuth and heading estimates 
using range and azimuth measurements /, 
78-10831 

Improved cargo air service : report to ac- 
company H.R. 9851., 78-5823 

Improved decision-making and problem- 
solving in local government., 78-7161, 
78-7162, 78-7163 

An improved financial disclosure system : 
Energy Research and Development Ad- 
ministration : report to the Congress /, 
78-4654 


adaptive 





December 1978 


Improved formulation and presentation of 
water resources project alternatives pro- 
vide a basis for better management deci- 
sions., 78-13205 

Improved Hawk continuous wave radar 
repairer., 78-25182 

Improved Hawk [fire control, pulse radar, 
cw radar, launcher and mechanical 
systems] repairer., 78-23093 

Improved Hawk fire control repairer., 78- 
23092, 78-25179 

Improved Hawk launcher and mechanical 
systems repairer., 78-23094 

Improved Hawk maintenance chief., 78- 
20163, 78-25183 

Improved Hawk pulse radar repairer., 78- 
25180, 78-25181 

Improved labor-management relations in 
the Federal service : hearings before the 
Subcommittee on Civil Service of the 
Committee on Post Office and Civil Ser- 
vice, House of Representatives, Ninety- 
fifth Congress, first session, on H.R. 13 
and H.R. 1589 ..., 78-5634 

Improved management needed for auto- 
mated information handling activities of 
contract administration, Department of 
Defense : report to the Congress /, 78- 
1799 

Improved management needed over the 
Agency for International Development’s 
operating costs., 78-13331 

Improved management of computer 
resources needed to enhance Marine 
Corps’ efficiency and effectiveness : De- 
partment of Defense : report to the Con- 
gress /, 78-1804 

An improved method for rearing the tobac- 
co hornworm /, 78-10442 

Improved nondestructive testing of pressure 
vessels /, 78-18970 

Improved passenger service for three cor- 
ridors /, 78-11870 

Improved practices in corn production : a 
guide for PCV’s /, 78-10514 

Improved productivity in real property 
management would save money for cer- 
tain agencies : report /, 78-21048 

Improved project authorizations and agen- 
cy practices can increase Congressional 
control of water resources projects : re- 
port /, 78-25737 

Improved reporting needed on National 
Aeronautics and Space Administration 
projects : report to the Congress /, 78- 
1866 

Improved resistance to 
gestion /, 78-2174 

Improved sanitation practice for control of 
Dutch elm disease /, 78-1347 

Improved secondary oil recovery by con- 
trolled water flooding-pilot demonstra- 
tion Ranger Zone, Fault Block VII, 
Wilmington Field : Phase I., 78-20641, 
78-20964 

Improved semiconductors for photovoltaic 
solar cells., 78-13052, 78-20822 


engine bird in- 
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Improved service to the small shipper is 
needed : Interstate Commerce Commis- 
sion, Department of Transportation : re- 
port to the Congress /, 78-1652 

An improved superconductor for transmis- 
sion line applications : phase Il /, 78- 
6609 

Improved techniques for gasifying coal /, 
78-6808, 78-13117 

An improved tritium acid electrolysis en- 
richment system /, 78-13146 

Improved ultrasonic nondestructive testing 
of pressure vessels : annual progress re- 
port, August 1, 1975 - July 31, 1976 /, 
78-5474 

Improved vehicle management at military 
installations in Korea report /, 78- 
23664 

Improved water and land use in the sierra : 
agreement between the United States of 
America and Peru signed at Lima Sep- 
tember 29, 1976., 78-15869 

Improvement in infant and perinatal mor- 
tality in the United States : 1965-1973., 
78-4819 

Improvement of Georgetown streets and 
approaches agreement between the 
United States of America and Guyana, 
signed at Georgetown November 9, 1971 
and amending agreement signed at Geor- 
getown November 6, 1975., 78-773 

Improvement of maneuver aerodynamics 
by spanwise blowing /, 78-18279 

Improvement of Roberts Field, Redmond, 
Oreg. : report to accompany S. 2100., 
78-8477 

Improvement of the effectiveness of mo- 
torist warnings at railroad-highway grade 
crossings /, 78-9653 

Improvement of the mechanical reliability 
of monolithic refractory linings for coal 
gasification process vessels., 78-20526, 
78-20527, 78-23323 

Improvement to airport drainage criteria, 
phase I/, 78-9698 

Improvement to doppler VOR sideband an- 
tenna monitor, type FA-8142 /, 78- 
7980 

Improvements and new legislation needed 
in AID’s contracting for consultants and 
advisors Agency for International 
Development : report to the Subcommit- 
tee on Foreign Operations, Committee 
on Appropriations /, 78-4728 

Improvements are needed in managing air- 
craft used by Federal civilian agencies : 
Office of Management and Budget : re- 
port to the Congress /, 78-6958 

Improvements are needed to fully recover 
transportation and other delivery costs 
under the foreign military sales program : 
Department of Defense., 78-1822 

Improvements for Little River Inlet, South 
Carolina : hydraulic model investigation - 
final report /, 78-20233 

Improvements in charges and settlements 
of international mail accounts U.S. 
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Postal Service and other Federal depart- 
ments : report to the Congress /, 78- 
13325 

Improvements in judicial machinery, annual 
report., 78-27045 

Improvements in techniques and equipment 
for production of a common green 
lacewing, Chrysopa carnea /, 78-14801 

Improvements needed by the Water 
Resources Council and river basin com- 
missions : to achieve the objectives of 
the Water resources planning act of 
1965., 78-13196 

Improvements needed in administering the 
Flammable fabrics act : report /, 78- 
17353 

Improvements needed in Defense programs 
for training transportation officers and 
agents : Department of Defense., 78- 
11129 

Improvements needed in processing civil 
service retirement claims : report of the 
Comptroller General of the United 
States., 78-13259 

Improvements needed in recording and re- 
porting appropriation data at fiscal year 
end Health Services Administration, 
Department of Health, Education, and 
Welfare : report to Congress /, 78-1722 

Improvements needed in _ regulating 
household goods carriers Interstate 
Commerce Commission., 78-13189 

Improvements needed in the Department of 
Energy's efforts to develop a financial re- 
porting system : report /, 78-25750 

Improvements needed in the Federal 
enhanced oil and gas recovery research, 
development, and demonstration pro- 
gram : Energy Research and Develop- 
ment Administration : report to the Con- 
gress /, 78-1709 

Improvements needed in the management 
of supplying and distributing vehicle 
parts : report /, 78-15361 

Improvements needed in VA’s education 
loan program : report /, 78-25787 

Improvements to single-source model /, 
78-12836, 78-15237 

Improving and maintaining federal-aid- 
roads : Department of Transportation ac- 
tion needed., 78-1662 

Improving Congressional oversight of 
Federal regulatory agencies hearings 
before the Committee on Government 
Operations, United States Senate, 
Ninety-fourth Congress, second session 
wey 78-9957 

Improving cooperative 
operations /, 78-24984 

Improving educational achievement : report 
of the National Academy of Education, 
Committee on Testing and Basic Skills to 
the Assistant Secretary for Education., 
78-25842 

Improving equity in postsecondary educa- 
tion : new directions for leadership /, 
78-21114 
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Improving Hispanic unemployment data : 
the Department of Labor’s continuing 
obligation : a report of the United States 
Commission on Civil Rights., 78-25084 

Improving internal auditing in the Depart- 
ment of the Army : sixteenth report /, 
78-5832 

Improving military solid waste management 
: economic and environmental benefits : 
report to the Congress /, 78-1810 

Improving municipal productivity : work 
measurement for better management., 
78-15820 

Improving occupational programs for the 
handicapped /, 78-7053 

Improving patrol productivity /, 78-665 

Improving regulatory effectiveness in 
Federal/State siting actions : State per- 
spectives on energy facility siting /, 78- 
18877 

Improving the accountability of publicly 
owned corporations and their auditors : 
report of the Subcommittee on Reports, 
Accounting, and Management of the 
Committee on Governmental Affairs, 
United States Senate., 78-14329 

Improving the range conditions of the 
public grazing lands : report to accom- 
pany H.R. 10587., 78-26910 

Improving the readiness of the Army 
reserve and National Guard : a 
framework for debate /, 78-19263 

Improving the status of women in the arts 
and humanities : workshop guidelines., 
78-2216 

An in-depth evaluation of LLL’s R&D pro- 
gram for the in situ gasification of deep 
coal seams /, 78-20971 

In-flight simulation study of decoupled lon- 
gitudinal controls for the approach and 
landing of a STOL aircraft /, 78-9409 

In Hea Kim and Myung Sung Kwon : re- 
port to accompany H.R. 7324., 78- 
5759 

In Hea Kim and Myung Sung Kwon : re- 
port to accompany S. 1551., 78-5972 

In productive harmony : a brief explanation 
of environmental impact statements /, 
78-6552 


In search of security : a national perspec- 
tive on elderly crime victimization : re- 


78-950 
performance and costs of 
methods for control of urban rail system 
noise /, 78-16033 

In-situ coal gasification : status of tehcnolo- 
gy and environmental impact /, 78- 
12964 

In situ conversion of coal., 78-20489 

In situ determination of the chloride con- 
tent of Portland cement concrete in 
bridge decks : feasibility study /, 78- 
7788 

In situ measurements of Arctic atmospheric 
trace constituents from an aircraft /, 
78-21821 


port /, 
In-service 
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In the bank... or up the chimney? a dollars 
and cents guide to energy-saving home 
improvements., 78-9028 

In the matter of certain above-ground 
swimming pools : investigation no. 337- 
TA-25 Commission memorandum 
opinion in support of the Commission ac- 
tion., 78-18502 

In the matter of certain exercising devices : 
investigation 337-TA-24 Commission 
memorandum opinion in support of the 
Commission action., 78-18501 

In the matter of certain molded golf balls : 
investigation 337-TA-35., 78-24339 

In time of emergency : a citizen’s hand- 
book on : nuclear attack, natural dis- 
asters., 78-4326 

In-use heavy duty gasoline truck emissions 
/, 78-23428 

In vitro carcinogenesis : guide to the litera- 
ture, recent advances and _ laboratory 
procedures /, 78-11209 

Inaccurate estimates of Western coal 
reserves should be corrected : report to 
the Congress /, 78-23621 

Inactive or discontinued items from the 
1950 revision of the classified list., 78- 
21080 

Inadequacies in data processing planning in 
the Department of Commerce : report /, 
78-21017 

Inadequacies in data processing planning in 
the Department of the Interior : report /, 
78-25757 

Inadequate methods used to account for 
and recover personnel costs of the 
foreign military sales program : report to 
the Senate Committee on Armed Forces 
/, 78-6920 

Inceasing white ash seed germination by 
embryo dissection /, 78-46 

Incentives for developing new _ energy 
sources : hearings before the Subcommit- 
tee on Energy and Foundations of the 
Committee on Finance, United States 
Senate, Ninety-fifth Congress, first ses- 
sion, June 20 and 21, 1977., 78-1029 

Incentives for economic growth : hearings 
before the Subcomittee on Taxation and 
Debt Management Generally of the 
Committee on Finance, United States 
Senate, Ninety-fifth Congress, first ses- 
sion ..., 78-1032 

Incidence rates and travel characteristics of 
the transportation handicapped in Port- 
land, Oregon /, 78-8061 

Inclusion of Alaska lands in national park, 
forest, wildlife refuge, and wild and 
scenic rivers systems : hearings before 
the Subcommittee on General Oversight 
and Alaska Lands of the Committee on 
Interior and Insular Affairs, House of 
Representatives, Ninety-fifth Congress, 
first session ..., 78-8309, 78-9985, 
78-14357, 78-16250 

Inclusion of native Hawaiians in certain In- 


dian acts and programs : hearings before 





the United State Senate Select Commit- 
tee on Indian Affairs, Ninety-fifth Con- 
gress, second session, on S. 857 ... S. 859 


... §. 860 ... February 13-15, 1978., 78- 
19137 


Income disparities between black and white 
Americans., 78-12204 

Income maintenance training program 
Pennsylvania Department of Public Wel- 
fare., 78-394 

Income of mutual or cooperative telephone 
companies : report to accompany H.R. 
7581., 78-10133, 78-16442 

Income tax, 78-825, 78-3702, 78-3709 

Income tax convention with the Republic 
of the Philippines, and an exchange of 
notes : message from the President of the 
United States ..., 78-11952 

Income tax deduction for contributions., 
78-7640 

Income tax deduction for interest expense., 
78-2163 

The incomplete inverse and its applications 
to the linear least squares problem /, 
78-9448 

Inconsistencies in retirement age : issues 
and implications : study /, 78-21051 

Incorrect classification of a rescission of 
budget authority : communication from 
the acting Comptroller General of the 
United States ..., 78-10096 

Increase in number of administrative law 
judge positions : report to accompany 
H.R. 6975., 78-16419 

Increase in the capital stock of the Federal 
Crop Insurance Corporation : report to 
accompany H.R. 9704., 78-10143 

Increase Medicaid assistance to Puerto 
Rico, the Virgin Islands, and Guam 
hearing before the Subcommittee on 
Health and the Environment of the Com- 
mittee on Interstate and Foreign Com- 
merce, House of Representatives, Ninety- 
fifth Congress, first session, on H.R. 
3871 H.R. 4999 and H.R. 6745 
September 8, 1977., 78-9973 

Increased aid and attendance allowance for 
severely disabled  service-connected 
veterans who require constant medical 
attention report to accompany H.R. 
11891., 78-26944 

Increased authorization for the work incen- 
tive program : report to accompany S. 
2779., 78-14539 

Increased compensation for veterans rated 
40 percent disabled : report to accom- 
pany H.R. 11888., 78-26941 

Increased compensation for veterans who 
have suffered the loss, or loss of use, of 
paired extremities : report to accompany 
H.R. 6501., 78-1192 

Increased competition can reduce elevator 
maintenance and cleaning service con- 
tract costs : report to the Congress /, 
78-25817 

Increased costs to government under De- 
partment of Defense program to reduce 
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audits report of the Comptroller 
General of the United States., 78-1875 

Increased funding for the reception of 
foreign dignitaries : report to accompany 
S. Res. 278., 78-5965 

Increased rates of dependency and _ in- 
demnity compensation for needy parents 
: report to accompany H.R. 11887., 78- 
26940 

Increasing authorizations in the Surface 
mining control and reclamation act of 
1977 : report to accompany S. 2463., 
78-19428 

Increasing the amount which may be ex- 
pended by the Select Committee on 
Small Business for the procurement of 
the services of individual consultants or 
organizations thereof : report to accom- 
pany S. Res. 272., 78-5996 

Increasing the authorization for the Federal 
payment to the District of Columbia : re- 
port together with additional views to ac- 
company H. R. 12594., 78-26916 

Increasing the efficiency of maple sap 
evaporators with heat exchangers /, 78- 
6132 

Increasing the fiscal year limitation on ex- 
penses which may be incurred by the 
Committee on Foreign Relations to 
facilitate the interchange and reception 
of certain foreign dignitaries : report to 
accompany S. Res. 278., 78-8489 

Increasing the limitation on expenditures 
by the Committee on Environment and 
Public Works for the procurement of 
consultants report to accompany S. 
Res. 339., 78-10269 

Increasing the temporary debt limit : report 
together with minority views to accom- 
pany H.R. 8655., 78-1223, 78-10119 

Incurring, recording, and adjusting obliga- 
tions., 78-11311 

Indentification of deceased personnel., 
78-15052 

Independent altitude monitor : a literature 
search, analysis, and bibliography /, 78- 
15992 

Independent altitude monitor alert methods 
and modes study /, 78-7968 

Independent health insurance 
1974, 78-8931 

Independent professional review : a strate- 
gy for assessing the quality of resident 
care in intermediate care facilities for the 
mentally retarded., 78-11276 

The independent review and evaluation 
system of the Inter-American Develop- 
ment Bank needs support : report to the 
Congress /, 78-23657 

Index-catalogue of medical and veterinary 
zoology, 78-10446, 78-10447, 78- 
10448, 78-19596, 78-19597, 78- 
19598, 78-22748 

Index-catalogue of medical and veterinary 
zoology. Special publication., 78-10448, 
78-22748 
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Index-catalogue of medical and veterinary 
zoology. Supplement., 78-10446, 78- 
10447, 78-19596, 78-19597, 78- 
19598 

Index digest of the published decisions of 
the Comptroller General of the United 
States., 78-17330 

Index-digest supplement system, service 
income tax., 78-825 

Index-digest supplement system, service 
estate and gift taxes, 78-3710 

Index-digest supplement system, service 3: 
employment taxes, 78-3711 

Index-digest supplement system, service 4: 
excise taxes, 78-3712 

Index-digest supplement to cumulative bul- 
letins, 78-3709 

Index medicus., 78-3327, 78-11225 

Index, National Park System and affiliated 
areas, 78-13783 

Index numbers of wholesale prices., 78- 
3189 

Index of blank forms., 
25199 

Index of decisions and reports on rulings is- 
sued by the Assistant Secretary pursuant 
to Executve Order 11491, as amended., 
78-24110 

Index of dermatology., 78-3319 

Index of EPA legal authority : statutes & 
legislative history, executive orders, regu- 
lations., 78-20691 

Index of Federal catalog system publica- 
tions., 78-3009 

Index of Federal specifications and stan- 
dards., 78-3222 

Index of hourly, synoptic and autographic 
original records., 78-19890 

Index of investigative dermatopathology 
and dermatology, 78-3319 

Index of living and fossil echinoids 1924- 
1970 /, 78-9533 

Index of materials, parts, and appliances 
certified under the technical standard 
order system., 78-5372, 78-14133 

Index of patents issued from the United 
States Patent and Trademark Office., 
78-4148 

Index of patents issued from the United 
States Patent Office, 78-4148 

Index of publications of the Subcommittee 
of Monopolies and Commercial Law 
8ist Congress (January 1949) through 
94th Congress (December 1976) /, 78- 
1085 

Index of recipes : Armed Forces recipe ser- 
vice., 78-25173 

An index of refractory organics /, 78-271 

Index of rulings on requests for review of 
the Assistant Secretary of Labor for 
Labor-Management Relations pursuant 
to Executive Order 11491, as amended, 
for the period January 1, 1970, to June 
30, 1975., 78-15678 

Index of specifications and related publica- 
tions used by United States Air Force, 
78-3010, 78-16944, 78-25161, 78- 
2£162 


78-23108, 78- 
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Index of specifications and standards., 78- 
3010, 78-16944, 78-25161, 78- 
25162 

Index of specifications and standards used 
by Department of the Army, 78-3010, 
78-16944, 78-25161, 78-25162 

Index of specifications and standards used 
by Department of the Navy, 78-3010, 
78-16944, 78-25161, 78-25162 

Index of supply catalogs and 
manuals., 78-25201 

Index of supply catalogs and _ supply 
manuals (excluding types 7, 8, and 9), 
78-25202, 78-25203 

Index of technical publications : technical 
manuals, technical bulletins, supply 
manuals (types 7, 8, and 9), supply bul- 
letins, and lubrication orders., 78-6482, 
78-25200 

Index of the National Park System and af- 
filiated areas., 78-13783 

Index of trade-marks issued from the 
United States Patent Office, 78-4149, 
78-19789 

Index of trademarks issued from the United 
States Patent and Trademark Office., 
78-4149, 78-19789 

Index of trademarks registered with the 
United States Patent and Trademark Of- 
fice, 78-4149, 78-19789 

Index of U.S. nuclear standards [errata], 
78-22862 

Index to Civil Service Commission informa- 
tion., 78-2966 

An index to clinical research in the Bureau 


supply 


of Medical Services; a bibliography of 
published papers, presentations, current 


studies., 78-17605 

Index to clinical research in the Federal 
Health Programs Service, 78-17605 

Index to conference titles : selected con- 
ferences cited in the ERDA data base, 
1972-1977 /, 78-6877 

Index to foreign market reports., 78-2879 

Index to foreign production and commer- 
cial reports, 78-2879 

Index to hearings and meetings of the 
Commission on Administrative Review, 
U.S. House of Representatives., 78- 
18992 

Index to National Oceanographic Instru- 
mentation Center publications, 78- 
10587 

Index to Nuclear safety; a _ technical 
progress review by chronology, permuted 
title, and author., 78-16126, 78-24495 

Index to publications of the Employment 
Training Administration : January 1973 
through December 1977., 78-18027 

Index to publications referenced in guide 
specifications for civil works and military 
construction., 78-6498 

Index to the Thomas Jefferson papers., 
78-7480 

Index to the U.S. patent classification., 
78-19790 

Index to Veterans Administration publica- 
tions., 78-16075 
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Indexation of certain provisions of the tax 
laws : hearing before the Subcommittee 
on Taxation and Debt Management 
Generally of the Committee on Finance, 
United States Senate, Ninety-fifth Con- 
gress, second session, on S. 2738 ... April 
24, 1978., 78-22462 

Indexes of production., 78-22953 

Indexes to Commission issuances : October 
8, 1956 through January 18, 1975., 78- 
18918 

India, 78-11658, 78-21907 

India and the Bay of Bengal., 78-12569 

Indian basic education act : hearings before 
the Subcommittee on Elementary, Secon- 
dary, and Vocational Education of the 
Committee on Education and Labor, 
House of Representatives, Ninety-fifth 
Congress, second session, on H.R. 9810 
.. February 7, 8, and 9, 1978., 78- 
24589 

Indian child welfare act of 1977 : hearing 
before the United States Senate, Select 
Committee on Indian Affairs, Ninety-fifth 
Congress, first session, on S. 1214 ... Au- 
gust 4, 1977.,  78-12121 

Indian education : hearing before the Sub- 
committee on Postsecondary Education 
of the Committee on Education and 
Labor, House of Representatives, Ninety- 
fifth Congress, first session, on H.R. 
9158 ... October 13, 1977., 78-9927 

Indian education : hearings before the Sub- 
committee on Elementary, Secondary, 
and Vocational Education of the Com- 
mittee on Education and Labor, House 
of Representatives, Ninety-fifth Congress, 
first session ... February 1, 2, 1977., 78- 
2258 

Indian education in the public school 
system needs more direction from Con- 
gress : Office of Education, Department 
of Health, Education and Welfare : re- 
port to the Congress /, 78-4683 

Indian education, oversight : hearings be- 
fore the Subcommittee on Elementary, 
Secondary, and Vocational Education of 
the Committee on Education and Labor, 
House of Representatives, Ninety-fifth 
Congress, first session ..., 78-14306 

Indian health care, 1977 : hearing before 
the Subcommittee on Health and Scien- 
tific Research of the Committee on 
Human Resources, United States Senate, 
Ninety-fifth Congress, first session 
November 11, 1977, Isleta, N. Mex., 
78-16233 

Indian in the red : a reality or myth?, 78- 
512 

The Indian leader., 78-3416 

Indian natural resources : part 2, coal, oil, 
and gas : better management can im- 
prove development and increase Indian 
income and employment : Department of 
the Interior : report to the Senate Com- 
mittee on Interior and Insular Affairs /, 
78-1896 
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Indian natural resources - opportunities for 
improved management and _ increased 
productivity : part 1, Forest land, range- 
land, and cropland : Bureau of Indian 
Affairs, Department of the Interior : re- 
port to the Committee on Interior and 
Insular Affairs, United States Senate, /, 
78-1892 

Indian Ocean., 78-15016 

Indian owned range resources : 
and apportionment., 78-21522 

Indian parental responsibility, the obliga- 
tion to determine an Indian educational 
destiny, 78-14250 

Indian program evaluation and needs as- 
sessment : hearings before the United 
States Senate Select Committee on Indi- 
an Affairs, Ninety-fifth Congress, second 
session, on S. 2712 ... April 17 and 21, 
1978., 78-24621 

Indian projects funded by EDA, August 26, 
1965-September 30, 1977 /, 78-6294 

Indian River County, Florida, unincor- 
porated areas., 78-13656 

Indian school journal., 78-3417 

The Indian self-determination act : many 
obstacles remain : report to the Congress 
/, 78-13323 

Indian self-determination and education 
assistance act implementation : hearings 
before the United States Senate Select 
Committee on Indian Affairs, ninety-fifth 
Congress, first session ... June 7, and 24, 
1977., 78-2274 

The Indian tribal governmental tax status 
act : report to accompany H.R. 4089., 
78-10225 

Indian tribes of Oklahoma, reinstatement : 
[an act to reinstate the Modoc, Wyan- 
dotte, Peoria, and Ottawa Indian Tribes 
of Oklahoma as federally supervised and 
recognized Indian tribes]., 78-19386 

Indian Wars in the trans-Mississippi West, 
1860-1898., 78-25309 

Indian water rights : a fact book., 78- 
17796 

Indiana Dunes National Lakeshore : hear- 
ing before the Subcommittee on Parks 
and Recreation of the Committee on In- 
terior and Insular Affairs, United States 
Senate, Ninety-fourth Congress, second 
session. on S. 3329 ... H.R. 11455 ... 
May 26, 1976., 78-8306 

Indiana highlights; Resource conservation 
and development., 78-22723 

Indiana, monthly averages of temperature 
wy 78-4220 

Indiana, monthly normals of temperature 
.., 78-4176 

Indiana stream-temperature characteristics 
/, 78-13761 

Indianapolis, Indiana, metropolitan area, 
78-11646 

Indians, 78-7005 

Indians : [an act to provide for the return 
to the United States of title to certain 
lands conveyed to certain Indian pueblos 
of New Mexico ...].,  78-10264 
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Indicators of comparative 
economic strength., 78-21922 

Indicators of housing and neighborhood 
quality, 78-12506 

Indices of agricultural and food production 
for Europe and the U.S.S.R. : average 
1961-65 and annual 1968 through 1977., 
78-16488 

Indices of agricultural production for the 
western hemisphere excluding the 
United States and Cuba : 1968 through 
1977., 78-16487 

Indices of agricultural production in Africa 
and the Near East : 1968-77., 78-19508 

Indices of agricultural products for Asia 
and Oceania : average 1961-65 and an- 
nual 1968-77., 78-16486 

Indirect cost payments foregone by institu- 
tions receiving minority biomedical sup- 
port grants - what can be done? : Na- 
tional Institutes of Health, Department of 
Health, Education, and Welfare : feport 
of the Comptroller General of the United 
States., 78-4697 

Individual defense : NBC., 78-6464 

Individual income tax returns, 78-18492, 
78-22000, 78-26552 

Individual log yields by 
systems /, 78-16566 

Individual retirement account : 
for your retirement., 78-22355 

Individualized education program: Key to 
an appropriate education for the han- 
dicapped child, 78-7056 

Individualized instruction : establishing and 
operating a center for self-paced learn- 
ing., 78-12552 

Individualized treatment planning for 
psychiatric patients /, 78-7139 

Indochina evacuation and refugee problems 
: hearing before the Subcommittee to In- 
vestigate Problems Connected with Refu- 
gees and Escapees of the Committee on 
the Judiciary, United States Senate, 
Ninety-fourth Congress, first session ..., 
78-24634 

Indochina migration and refugee assistance 
act of 1977 : report to accompany S. 
2108., 78-10201 

Indochina refugee children’s assistance act 
amendments of 1977 : hearing before the 
Committee on Human Resources United 
States Senate, Ninety-fifth Congress, first 
session on S. 2108 ... September 22, 
1977., 78-9964 


East-West 


eight sawing 


IRA plan 


Indochinese refugees program processing 


guide., 78-24096 

Indonesia, 78-24292 

Indoor gardening : artificial lighting, ter- 
rariums, hanging baskets, and plant 
selection /, 78-16515 

Induced single-flush synchronous growth of 
shrub live oak /, 78-14704 

Industrial and agricultural production 
agreement between the United States of 
America and Egypt signed at Cairo Sep- 
tember 30, 1976., 78-9518 





December 1978 


Industrial & mechanical engineering., 78- 
2707 

Industrial and utility applications coal-oil 
mixture data index., 78-20612 

Industrial application, fluidized-bed com- 
bustion process., 78-20577, 78-23336 

Industrial application fluidized bed com- 
bustion process air heater /, 78-20610 

Industrial application of fluidized bed com- 
busion., 78-20905 

Industrial application of fluidized-bed com- 
bustion., 78-20576, 78-25497 

Industrial application of fluidized bed com- 
bustion category Ill, indirest fluid 
heaters .../, 78-6824 

Industrial application of fluidized-bed com- 
bustion : phase I., 78-20908 

Industrial application of fluidized-bed com- 
bustion : phase I ... /, 78-6826, 78- 
13132, 78-13133 

Industrial applications 
combustion., 78-6823, 
11060 

Industrial applications of power X-ray dif- 
fraction analysis to the  Ti-Hx- 
KC1O,pyrotechnic system /, 78-6841 

Industrial applications of solar energy., 
78-17278 

Industrial applications of solar total energy 
; final report., 78-10886 

Industrial applications study /, 
78-20810 

Industrial development in the T.V.A., 78- 
24538 

Industrial development in the T.V.A. area, 
78-24538 

Industrial development in the TVA area., 
78-24538 

Industrial energy conservation, 78-17024 

Industrial energy conservation : hearing be- 
fore the Subcommittee on Energy of the 
Joint Economic Committee, Congress of 
the United States, Ninety-fifth Congress, 
first session, July 28, 1977., 78-24586 

Industrial energy conservation hearings 
before the Subcommittee on Energy and 
Power of the Committee on Interstate 
and Foreign Commerce, House of 
Representatives, Ninety-fifth Congress, 
first session, on H.R. 8985 ... September 
27 and 29, 1977., 78-19159 

Industrial fishery products, annual summa- 
ry., 78-10599, 78-19898 

Industrial fishery products; market review 
and outlook., 78-2861 

Industrial furnaces, ovens and heat treating 
equipment., 78-20109 

Industrial gases., 78-2579, 78-8589 

Industrial hygienists : opportunities in the 
Federal government, GS-5/12., 78-6337 

Industrial morale in the Soviet Union : pat- 
terns and problems /, 78-7375 

Industrial pollution control division reports 
and project abstracts /, 78-1573 

Industrial process profiles for environmen- 
tal use., 78-20717, 78-20718, 78- 
20719, 78-20720, 78-20721 

Industrial production., 78-3168 


of fluidized-bed 
78-8816, 78- 


78-6633, 
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Industrial products, 78-21085 

Industrial security manual for safeguarding 
classified information., 78-4271, 78- 
23034 

Industrial statistics., 78-19656 

Industrial wage survey : industrial chemi- 
cals, June 1976., 78-5114 

Industrial wage survey structural clay 
products, September 1975., 78-17978 

Industrial waste and mine drainage., 78- 
25826 

Industrial wastewater recirculation system : 
preliminary engineering /, 78-17110 

Industry circular., 78-3724 

Industry classifications and export and im- 
port trade classifications booklet., 78- 
4268 

Industry/education community councils /, 
78-7066 

Industry profiles, 78-19660 

Industry wage survey : banking, Chicago, 
Ill., metropolitan area., 78-21740 

Industry wage survey : cigarette manufac- 
turing, May 1976., 78-17979 

Industry wage survey footwear, 
1975 /, 78-700 

Industry wage survey : hosiery, July 1976., 
78-7445 

Industry wage survey 
1975-January 1976 /, 78-701 

Industry wage survey : men’s and boy’s 
suits and coats : April 1976., 78-707 

Industry wage survey : nursing homes and 
related facilities, May 1976 /, 78-708 

Industry wage survey : paints and varnishes 
: November 1976., 78-S5i13 

Industry wage survey shipbuilding and 
repairing, September 1976., 78-2094 

Industry wage survey : synthetic fibers, Au- 
gust 1976., 78-2095 

Industry wage survey : textile dyeing and 
finishing, June 1976, /, 78-709 

Industry wage survey : textiles, May 1975., 
78-17980 

Industry wage survey report : men’s and 
boys’ shirts (except work shirts) and 
nightwear : New York State, June 1974., 
78-21742 

Industry wage surveys : banking and life in- 
surance, December 1976 /,  78-15721 

Inequalities in the educational experiences 
of black and white Americans., 78- 
12203 

Inequities in the Federal withholding tax 
system : report to the Congress /, 78- 
6965 

Inertial cascade impactor substrate media 
for flue gas sampling /, 78-17162 

Infant care., 78-7157 

Infant falls., 78-11973 

Infant mortality, 78-11244 

Infant mortality and related rates by health 
service area, 1969-73 and 1974-75, 78- 
4868 

Infantry., 78-4329 

The infantry battalion 
air assault, ranger), 


April 


: hospitals, August 


: (infantry, airborne, 
78-23090 
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Infantryman, 11B/11C 
manual., 78501 

Inflatable seat belt development for sub- 
compact car passengers : executive sum- 
mary /, 78-18785 

Inflationary effects of foreign trade policy 
decisions : hearing before the Subcom- 
mittee on Economic Stabilization of the 
Committee on Banking, Finance, and 
Urban Affairs, House of Representatives, 
Ninety-fifth Congress, first session, July 
20, 1977., 78-5515 

Inflationary impact assessment : 
cial diving., 78-18010 

Influence of gin and lint cleanser combina- 
tions and mill cleaning on dust levels and 
yarn quality of acala cotton /, 78-23 

The influence of ground cover on the dry 
deposition rate of gaseous materials /, 
78-6878 

Influence of oil-squeeze-film damping on 
steady-state response of flexible rotor 
operating to supercritical speeds /, 78- 
18289 

Influence of recycling beef cattle waste on 
indigestible residue accumulation /, 78- 
272 

The influence of supplemental feed on food 
habits of tamed deer /, 78-14691 

Influence of the external labor market on 
the Air Force manpower and personnel 
system : a review of selected research /, 
78-25360 


commander's 


commer- 


The influence of tire geometry on the 
rolling efficiency of commercial vehicle 


tires /, 78-7706 

Info memo., 78-3315 

Informaion available from USDA's Agricul- 
tural Marketing Service., 78-22761 

Information; quarterly journal of the Na- 
tional Institute of Education., 78-3268 

Information aid for inventors., 78-6276 

Information and referral for people needing 
human services : a complex system that 
should be improved : report to the Con- 
gress /, 78-15356 

Information & referral services 
findings /, 78-386 

Information and referral services for the el- 
derly /, 78-11198 

Information brochure alternative 
proposals for flood control & allied pur- 
poses : South Fork of the Santa Clara 
River, Santa Clarita Valley, California., 
78-20236 

Information bulletin, 78-3013 

Information bulletin’ - Defense 
Preparedness Agency., 78-3013 

Information bulletin - Library of Congress, 
78-3567 

Information concerning FDA regulations, 
78-21256 

Information documents on automobiles 
emissions inspection and maintenance 
programs ; final report /, 78-12813 

The information economy /, 78-109 


: research 


Civil 
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Information exchange in geothermal energy 
development : agreement between the 
United States of America and _ Italy 
signed April 23 and May 5, 1976., 78- 
7582 

Information exchange on_ utilization of 
energy from geothermal sources : agree- 
ment between the United States of 
America and Iceland signed at Reyk- 
javik, November 12, 1973 and amending 
agreement signed at Germantown and 
Reykjavik, December 18, 1974 and 
January 20, 1975., 78-18421 

Information for annuitants about the 
Federal employees health benefits pro- 
gram., 78-6327 

Information for married applicants 
Foreign Service of the United States of 
America., 78-9485 

Information for payload specialist 
nominees, NASA class III space flight : 
medical evaluation., 78-26314 

Information from ERDA; weekly an- 
nouncements., 78-3131 

Information from ERDA; weekly summary, 
78-3131 

Information guidance series, 78-2993 

Information guide for training programs 
and manual requirements in the air trans- 
portation of hazardous materials., 78- 
7923 

Information guide to the job bank 
frequently listed openings report (JOB- 
FLO) : job service., 78-15739 

Information in support of the proposed 
regulation for truck-mounted solid waste 
compactors /, 78-4580 

Information memorandum - Rehabilitation 
Services Administration., 78-3241 

Information on a Department of Agricul- 
ture claim against the Commonwealth of 
Puerto Rico : a report of the the Comp- 
troller General of the United States., 
78-1668 

Information on excise taxes for 1978., 78- 
5246 

Information on Federal land exchanges 
with private citizens in New Mexico : 
Department of the Interior : report of the 
Comptroller General of the United 
States., 78-1895 

Information on inspection and enforcement 
bulletins, 78-16146 

Information on military unionization and 
organization : report to the Congress /, 
78-1757 

Information on organization and functions 
of the Indian Education Resources 
Center report to the Comptroller 
General of the United States., 78-15340 

Information on questions about Conrail’s 
service in the Scranton, Pennsylvania, 
area: report /, 78-17334 

Information on self-employment tax., 78- 
$252 

Information on SPCC plans 
/, 78-17062 


: 40 CFR 112 
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Information on the acquisition of lands for 
Redwood National Park, Department of 
the Interior, Department of Justice : re- 
port of the Comptroller General of the 
United States., 78-1705 

Information on the buildup in public ser- 
vice jobs : report /, 78-13321 

Information on the California anchovy : 
National Oceanic and Atmospheric Ad- 
ministration, Department of Commerce : 
report to the Committee on Commerce, 
United States Senate /, 78-4669 

Information on the Coast Guard’s Polar- 
class icebreaker ship construction pro- 
gram and operational testing : Depart- 
ment of Transportation : report of the 
Comptroller General of the United 
States., 78-1637 

Information on the metric system and re- 
lated fields /, 78-18115 

Information on the summer youth employ- 
ment program : Department of Labor /, 
78-21030 

Information on use of Medicare reimburse- 
ment method to determine hospital pay- 
ments under the Civilian health and 
medical program of the uniformed ser- 
vices : Department of Defense : report of 
the Comptroller General of the United 
States., 78-11117 

Information privacy and statistics 
cal bibliography /, 78-25014 

An information program to promote safer 
use of outdoor power equipment., 78- 
18834 

Information, quarterly newsletter of the 
National Institute of Education., 78- 
3268 

Information relative to the design and con- 
struction of the new Federal building in 
Williamsport, Pennsylvania : report /, 
78-13353 

Information resources management : a re- 
port of the Commission on Federal 
Paperwork., 78-12011 

Information sheet, the American 
forum ..., 78-7528 

Information value/burden assessment : a re- 
port of the Commission on Federal 
Paperwork., 78-14258 

Informe final sobre el ambiente por la 
Comision Reguladora Nuclear Estadou- 
nidense, Oficina de Reglamentacion de 
Reactores Nucleares relativo a la deter- 
minacion de la adecuacida de la ubica- 
cion Islote para la eventual construccion 
de la Planta Nuclear de la Costa Norte, 
Unidad no. | por la Authoridad de 
Recursos de Agua de Puerto Rico, Ac- 
tuacion no. 50-376., 78-2199 

Infrared analysis techniques for oil identifi- 
cation /, 78-13013 

Infrared characterized spacecraft contami- 
nants and related compounds /, 78- 
18081 

Infrared spectral radiances and explosion 
properties of inhibited methane-air 
flames /, 78-637 


: a topi- 


issues 





Infrared thermography requirements study 
for energy conservation /, 78-17203 

Inhalation toxicology : I. Design of a small- 
animal test system : Il. Determination of 
the relative toxic hazards of 75 aircraft 
cabin materials /, 78-18691 

Inherent corrosion resistance and response 
to cathodic protection in seawater of 
recently developed stainless steel alloys /, 
78-20380 

Inheritance in a diallel crossing experiment 
with longleaf pine /, 78-19537 

Inheritance of budbreak and correlation 
with early height growth in white spruce 
(Picea glauca) from New England /, 
78-6134 

Initial awards to widowed father beneficia- 
ries, 78-8930 

Initial environmental test plan for source 
assessment of coal gasification /, 78- 
6571 

Initial report of the TSCA Interagency 
Testing Committee to the Administrator, 
Environmental Protection Agency., 78- 
12847 

Initial reports of the Deep Sea Drilling Pro- 
ject; a project planned by and carried 
out with the advice of the Joint Oceano- 
graphic Institutions for Deep Earth Sam- 
pling., 78-2113, 78-13986, 78- 
21858, 78-26424 


Initial response of pine seedlings and weeds 
to dried sewage sludge in rehabilitation 


of an eroded forest site /, 78-3995 

Initial scientific and minieconomic review 
of parathion., 78-10960 

Initial validation of realtrain with Army 
combat units in Europe /, 78-218 

Initial wind energy data assessment study : 
results of a data survey and recommen- 
dations and conclusions of the data as- 
sessment meeting held at the National 
Climatic Center, Asheville, N. C., July 
29-31, 1974 /, 78-7533 

Initiatives to improve free asset manage- 
ment : Department of Defense : report to 
the House Committee on Armed Services 
/, 78-1831 

Injection of acidic industrial waste into the 
Floridan aquifer near Belle Glade, 
Florida upward migration and 
geochemical interactions, 1973-75 /, 
78-4952 

Injuries at sand and gravel plants, 78- 
21615 

Injury experience and worktime data for 
the sand and gravel industry, 78-17875, 
78-21615, 78-24076 

Injury experience in coal mining., 78- 
13811, 78-17870, 78-17871 

Injury experience in quarrying., 
78-24077 

Injury experience in the metal industries, 
78-17874 

Injury experience in the metallic mineral 
industries., 78-17874 

Injury experience in the nonmetal indus- 
tries (except stone and coal), 78-17873 


78-17872, 





December 1978 


Injury experience in the 
mineral industries, except 
coal., 78-17873 

Injury experience in the sand and gravel in- 
dustry., 78-17875, 78-24076 

Inland energy development pact assistance 
act of 1977 : hearings before the Sub- 
committee on Regional and Community 
Development of the Committee on En- 
vironment and Public Works, United 
States Senate, Ninety-fifth Congress, first 
session, on S. 1493 ... August 2, 1977, 
Washington D.C. [and] August 27, 1977, 
Alburquerque, N. Mex., 78-5640, 78- 
24647 

Inlet Reynolds number and temperature ef- 
fects on the steady-state performance of 
a TFE731-2 turbofan engine /, 78-7510 

An innovative approach to human resource 
development., 78-6692 

Innovative financing : banks and energy 
conservation /, 78-20635, 78-23578 

Innovative wind machines ... / R.E. Walters 
... [et al.]., 78-6676 

Inorganic chemicals., 78-2577, 
78-19672, 78-22810 

Inorganic chemicals manufacturing point 
source catergory., 78-12857 

Inorganic fertilizer materials and related 
products., 78-2578, 78-19673 

Inpatient program guide for psychiatry., 
78-16069 

Inpatient utilization of short-stay hospitals 
by diagnosis : United States, 1974 /, 78- 
479 

Inpatient utilization of short-stay hospitals 
by diagnosis : United States, 1975 /, 78- 
21286 

Input-output analysis applied to rural 
resource development planning /, 78- 
16754 

An input output analysis of waterborne 
transportation., 78-25044 

The input-output structure of the informa- 
tion economy [poster] /, 78-12455 

Input-output tables for the United States, 
1967., 78-22983 

Input-output tables of the U.S. economy, 
1971 /, 78-22982 

Inquiry into allegations 
General Contractor’s 
Sacramento, Inc. 
Defense., 78-1806 

Inquiry into the nature of the process : as- 
sessing biomedical technologies., 78- 
7530 

INS reporter., 78-3507 

Insect allergy., 78-4811 

Insect control : fruits, vegetables, nut trees, 
and nursery stock., 78-6222 

Insecticides, acaricides, molluscicides and 
antifouling compounds, 78-3126 

Insects., 78-21069 

Insects and diseases of cottonwood /, 78- 
14757 

Insects and diseases of evergreens in New 
Mexico., 78-6111 


nonmetallic 
stone and 


78-8588, 


made by the 
Association of 
Department of 
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Insects and related pests of house plants /, 
78-3967 

Inservice training seminar for the driver 
licensing administrative hearing officer : 
administrator's guide., 78-22268 

Inservice training seminar for the driver 
licensing administrative hearing officer : 
instructor’s manual., 78-22267 

Inside Interior., 78-3401 

Inside the cell : the new frontier of medical 
science /, 78-25897 

Insights into improving the efficacy of 
nuclear power plant inspection 
procedures based upon risk analysis 
final report /, 78-24513 

Insomnia., 78-13566 

Inspection manual for the enforcement of 
new source performance standards : as 
applied to contact catalyst sulfuric acid 
plants: /, 78-12863 

Inspection manual for the enforcement of 
new source performance standards : coal 
preparation plants /, 78-10919 

Inspection manual for the enforcement of 
new source performance standards : fuel 
gas fired combustion units /, 78-12864 

Inspection of petroleum operations on the 
Outer Continental Shelf., 78-21492 

Inspection of shore facilities., 78-228 

Inspection standards of vegetable imports : 
hearings before the Subcommittee on 
Foreign Agricultural Policy of the Com- 
mittee on Agriculture, Nutrition, and 
Forestry, United States Senate, Ninety- 
fifth Congress, second session ..., 78- 
24567 

Inspector's guide for vehicle emissions con- 
trol /, 78-17068 

Installation and test of Doppler acoustic 
sensor /, 78-26614 

Installation instructions for category I and 
category II ILS glide slopes., 78-5360 

Installation of passive restraints in automo- 
biles : hearings before the Subcommittee 
on Consumer Protection and Finance of 
the Committee on Interstate and Foreign 
Commerce, House of Representatives, 
Ninety-fifth Congress, first session, on 
H.R. 1019 ... and H. Con. Res. 273 ... 
September 9 and 12, 1977., 78-22497 

Instead of jail : pre- and post-trial alterna- 
tives to jail incarceration., 78-663 

Institute for Human Rights and Freedom : 
hearings and markup before the Subcom- 
mittees on International Operations and 
on International Organizations of the 
Committee on International Relations, 
House of Representatives, Ninety-fifth 
Congress, second session, on H.R. 
11326, April 13, 18, and 25, 1978., 78- 
24627 

Institute for Human Rights and Freedom : 
hearings before the Committee on 
Foreign Relations, United States Senate, 
Ninety-fifth Congress, second session, on 
S. 2894 ... June 29, 1978., 78-26787 
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Institute of Agriculture and Animal 
Sciences : agreement between the United 
States of America and Nepal, signed at 
Kathmandu, August 4, 1977., 78-26481 

Institutional applications of solar total ener- 
gy systems... /, 78-23540 

Institutional environmental impact state- 
ment., 78-11790 

Institutional factors in transportation 
systems and their potential for bias 
toward vehicles of particular charac- 
teristics : final report /, 78-25487 

Institutional framework for integrated 
transportation planning /, 78-18522 

The institutional guide to CPSC policy on 
protection of human subjects., 78-900 

Institutional meat purchase specifications., 
78-13416 

Institutional 
18945 

Institutional reimbursement 
summary /, 78-23861 

Instream flow strategies for Oregon /, 78- 
26211 

Instruction and information on used ener- 
gy-related laboratory equipment grants 
for educational institutions of higher 
learning., 78-25558 

Instructional equipment grants. Title VI-A 
Higher education act of 1975., 78- 
23723 

Instructional equipment grants. Title 
Higher education act of 
23723 

Instructions for 
25434 

Instructions for 
3640 

Instructions for ordering copies of accident 
files., 78-22054 

Instructor’s guide for vehicle emissions 
control training /, 78-17069 

Instructor’s training guide for the world of 
work curriculum., 78-18020 

Instrument fact sheet., 78-10587, 78- 
10588, 78-10589, 78-10590, 78- 
10591, 78-10592 

Instrument flying, 78-3082 

An instrument for non-invasive mAs mea- 
surement /, 78-17592 

Instrument landing system improvement 
program far-field monitoring /, 78- 
18705 

Instrument rating written test guide., 78- 
11891 

Instrument to average 100 data sets /, 78- 
18274 

Instrumentation and Controls Division an- 
nual progress report; non-LMFBR pro- 
grams., 78-20950, 78-23574 

Instrumentation and process control for 
fossil demonstration plants., 78-10965 

Instrumentation and techniques for measur- 
ing the quality of insect vision with the 
electroretinogram /, 78-4027 

Instrumentation of the New Mexico De- 
partment of Agriculture solar heated and 


radioactive wastes /, 78- 


conference 


6-A 
1975, 78- 
energy auditors., 78- 


mailers, 78-3638, 78- 
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cooled building ... / Robert L. San Mar- 
tin., 78-4584 

Instrumention of sampling aircraft for mea- 
surement of launch vehicle effluents /, 
78-9362 

Insulated wire and cable., 

Insulating electric water 
25435 

Insulation., 78-25420 

The insulation board 
econometric analysis /, 

Insulation refit kit for 
heaters /, 78-6875 

Insulation sleeving, electrical /, 
78-6417 

Insurance : a workshop guide., 78-2232 

Insurance and securities., 78-6989 

Insurance for urban transportation con- 
struction /, 78-8053 

Insurance operations., 

Insurance regulations 
dental care plans 
sis., 78-21287 

Intake and assessment 
models., 78-26289 

Integral glass encapsulation for solar arrays 
. /, 78-6671, 78-13068, 78-17212 

Integrally regulated solar array demonstra- 
tion using an Intel 8080 microprocessor 
/, 78-9382 

Integrated agricultural development 
agreement between the United States of 
America and Haiti, signed at Port-au- 
Prince, September 29 and 30, 1976., 
78-24302 

Integrated appliances., 78-20480 

Integrated assessment and regional studies 
/, 78-6592 

An integrated circuit floating point accu- 
mulator /, 78-13923 

Integrated dial-a-ride and fixed route 
transit in Ann Arbor, Michigan /, 78- 
8058 

Integrated inventories of renewable natural 
resources : proceedings of the workshop 
: January 8-12, 1978, Tucson, Arizona., 
78-16641 

Integrated motorist information system 
(IMIS) feasibility and design study 
phase | : feasibility /, 78-848 

Integrated pest management : hearings be- 
fore the Subcommittee on Agricultural 
Research and General Legislation of the 
Committee on Agriculture, Nutrition and 
Forestry, United States Senate, Ninety- 
fifth Congress, first session, October 31 
and November 1, 1977., 78-14279 

Integrated simulation evaluation model 
(ISEM) of the Air Force manpower and 
personnel system : requirements and con- 
cepts /, 78-15210 

Integrating desalination and agricultural 
salinity control alternatives /, 78-17146 

Integrating the handicapped in HUD hous- 
ing., 78-9023 

Integration of maintenance 
preconstruction procedures /, 

Integration of transit systems /, 


78-8608 
heaters., 78- 


industry : an 
78-22695 
domestic water 


78-4311, 


78-11936 
affecting prepaid 
: a State-by-state analy- 


: CETA program 


needs _ into 
78-18613 
78-18782 
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The integrity of water 
symposium, March 
Washington, D.C. /, 

Intelligence analyst 
10728, 78-10729 

Intelligence analyst (MOS 96B) for skill 
level 4., 78-10730 

Intelligence analyst (MOS 96B) for skill 
level 5., 78-10731 

Intelligence and intelligence-related activi- 
ties authorization act for fiscal year 1979 
: conference report to accompany H.R. 
12240., 78-24747 

Intelligent computer assisted instruction 
(CAI) applications : interim report for 
period February 1975 - September 1975 
/, 78-6521 

Intensive culture on northern forest-indus- 
try lands trends, expectations, and 
needs /, 78-3982 

Interaction., 78-2542 

Interaction (Washington), 78-2542 

Interaction between step fuel injectors on 
opposite walls in a supersonic combustor 
model /, 78-26393 

Interactions of technology and society : im- 
pacts of improved airtransport : a study 
of airports at the grass roots /, 78- 
18182 

Interagency Auditor Training Center 
catalog, fiscal year 1978, course descrip- 
tions and course schedule., 78-10529 

Interagency Coordination Meeting on Ener- 
gy Storage, September 14-15, 1977, 
Washington, D.C. /, 78-25389 

Interagency study of post-1980 goals for 
commercial motor vehicles : Executive 
summary draft., 78-7686 

Interagency Task Force on Product Liabili- 
ty : final report under direction of the 
Department of Commerce., _78-19644 

Interagency Task Force on Product Liabili- 
ty : selected papers., 78-19646 

Interagency training calendar of courses., 
78-2968 

Interagency training catalog of courses, 
78-2968 

Interagency training courses calendar, 78- 
2968 

The interannual variability of atmospheric 
circulation statistics /, 78-1467 

The intercity bus industry : a preliminary 
study., 78-17878 

Intercity domestic transportation system for 
passengers and freight /, 78-990 

Intercity passenger demand models 
of-the-art /, 78-14063 

INTercom., 78-2388 

Intercomparison of plutonium-239 mea- 
surements /, 78-23509 

The interdependence of nations : 
da for research /, 78-15799 

Interdisciplinary glossary on child abuse 
and neglect : legal, medical, social work 
terms., 78-13578 

Interdistrict settlement account., 78-3192 

Interdistrict settlement fund, 78-3192 


: proceedings of a 
10-12, 1975, 

78-4565 

(MOS 96B), 78- 


: State- 


an agen- 





Interest on deposits : amendments to regu- 
lation Q., 78-344, 78-15330 

Interest on deposits : regulation Q (12 CFR 
217) as amended effective December 4, 
1975., 78-17314 

[Interest on deposits] : supplement to regu- 
lation Q, as amended effective July 6, 
1977 : section 217.7, maximum rates of 
interest payable by member banks on 
time and savings deposits., 78-345 

Interest rates charged on selected types of 
bank loans, 78-3178 

Interest rates on selected consumer instal- 
ment loans at reporting 
banks., 78-3178 

Interested persons transactions., 78-11352 

Interfacial effects in the recovery of 
residual oil by displacement : studies at 
Northwestern University /, 78-10985 

Interfacing the automated maritime mobile 
telephone with the U.S. public switched 
telephone network /, 78-25080 

Interferon bibliography from MEDLARS., 
78-17546 

Interferon 
17546 

The intergovernmental grant system, an as- 
sessment and proposed policies., 78- 
16089 

Intergovernmental Maritime Consultative 
Organization (IMCO) : amendments to 
the Convention of March 6, 1948, 
between the United States of America 
and other governments, adopted by the 
IMCO Assembly at London October 17, 
1974., 78-5211 

The Intergovernmental personnel act : im- 
proving public service delivery., 78- 
6330 

Intergovernmental 
2975 

Intergovernmental perspective., 

Intergovernmental science 
utilization a progress 
15798 

Intergovernmental 


commercial 


scientific memoranda, 78- 


personnel notes., 78- 
78-3820 
and research 
report., 78- 


science programs; 
guidelines and proposal requirements., 
78-24256 

Interim decision[s], 78-3509 

Interim description and _ guidelines for 
proposal preparations : Research Applied 
to National Needs (RANN)., 78-24264 

Interim final supplement for pretreatment 
to the development document for the 
petroleum refining industry existing point 
source category., 78-12858 

Interim guidance pertaining to sponsor cer- 
tification of compliance with require- 
ments imposed under the airport aid 
development program (ADAP)., 78- 
5356 

Interim program technical report (PTR) 
procedures., 78-5342 

Interim report on the performance of 400 
megawatt and larger nuclear and coal- 
fired generating units 
through 1975., 78-23411 


performance 
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Interim report on the standardization and 
interoperability of NATO military equip- 
ment : fifteenth report /, 78-5831 

Interim safety evaluation by the Office of 
Reactor Regulation, United States 
Nuclear Regulatory Commission, in the 
matter of the Detroit Edison Company, 
Enrico, Fermi Atomic Power Plant, Unit 
2, Docket no. 50-341., 78-927 

Interim safety evaluation report related to 
operation of Enrico Fermi Atomic Power 
Plant, Unit 2, Detroit Edison Company: 
Docket no. 50-341., 78-927 

Interim soil survey : Harrison County, West 
Virginia /, 78-8555 

Interim soil survey report., 
8560, 78-8561, 
78-14773 

Interim soil survey report for Town of 
Middletown, Rhode Island /, 78-8558 

Interim technical report on BWR feedwater 
and control rod drive return line nozzle 
cracking., 78-18889 

Interim treatment guide for the control of 
chloroform and other trihalomethanes /, 
78-23431 

Interior appropriations, 1978., 

Interior intrusion alarm 
16131 

Interior noise reduction in a large civil 
helicopter /, 78-9331 

Interior nomination : hearing before the 
Committee on Energy and _ Natural 
Resources, United States Senate, Ninety- 
fifth Congress, first session, on the 
nomination of Walter N. Heine to be 
Director of the Office of Surface Mining, 
Reclamation, and Enforcement, October 
31, 1977., 78-9937 

Interior programs for assessing mineral 
resources on Federal lands need im- 
provements and acceleration : report to 
the Congress /, 78-23625 

Interlocking directorates among the major 
U.S. corporations : a staff study /, 78- 
22478 

Intermediate minimum property standards 
for solar heating and domestic hot water 
systems., 78-3379, 78-17704 

Intermediate visual acuity of presbyopic in- 
dividuals with and without distance and 
bifocal lens corrections /, 78-22191 

Interments cemeteries., 78- 
8130 

Intermittent ice forces acting on inclined 
wedges /, 78-10766 

Intermittent sand filtration to upgrade 
waste stabilization lagoon effluent., 78- 
20728 

Intermodal management information 
system : Phase II, task I, state-of-the-art 
survey /, 78-22142 

Intermodal problems through bill of lading 
:areport., 78-18854 

Intermodal safety research needs : report of 
the sixth Workshop on National Trans- 
portation Problems, April 28-29, 1976, 


78-8559, 78- 
78-8562, 78-8565, 


78-5500 
systems /, 78- 


in national 
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Program of University Research., 78- 
9570 

Intermodal transportation planning hand- 
book., 78-18644 

Internal audit coverage of financial matters 
in the Department of Justice., 78-11105 

Internal audit of financial operations in the 
Department of Housing and Urban 
Development : report /, 78-21016 

Internal auditing by the Department of the 
Army : hearing before a subcommittee of 
the Committee on Government Opera- 
tions, House of Representatives, Ninety- 
fifth Congress, first session, July 27, 
1977., 78-12093 

Internal combustion engines., 78-8612 

Internal flow characteristics of a multistage 
compressor with inlet pressure distortion 
/, 78-11763, 78-26321 

Internal medicine in Vietnam., 

Internal revenue, 78-7006, 
78-7008, 78-7009, 
7011, 78-7012, 78-7013, 78-7014, 
78-7015, 78-7016, 78-7017, 78-7018 

Internal revenue bulletin., 78-3708 

Internal revenue bulletin, cumulative bul- 
letin, 78-11825, 78-21998 

Internal revenue cumulative bulletin., 78- 
11825, 78-21998 

Internal Revenue Service coordinated ex- 
amination program : hearings before the 
Subcommittee on Oversight of the Com- 
mittee on Ways and Means, House of 
Representatives, Ninety-fifth Congress, 
first session, September 13 and 14, 
1977., 78-14417 

Internal Revenue Service tax 
publications., 78-6993 

Internal Revenue Service’s controls over 
the use of confidential informants 
recent improvements not adequate : De- 
partment of the Treasury : report to the 
Congress /, 78-1777 

Internal Revenue’ Service’s taxpayer 
assistance programs, monitoring of com- 
mercial tax return preparers and tax 
form simplification efforts : hearing be- 
fore a subcommittee of the Committee 
on Government Operations, House of 
Representatives, Ninety-fifth Congress, 
second session, March 22, 1978., 78- 
19122 

Internal security, basic school, phase | 
text, investigative procedures., 78- 
15914 

The internal structure of fast ice near 
Narwhal Island, Beaufort Sea, Alaska /, 
78-10768 

Internally sealed concrete material 
characterization and heat treating studies 
/, 78-18592 

International activities of the Energy 
Research and Development Administra- 
tion : hearing before a subcommittee of 
the Committee on Government Opera- 
tions, House of Representatives, Ninety- 
fifth Congress, first session, May 12, 
1977., 78-1040 


78-20310 
78-7007, 
78-7010, 78- 
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International agreement with Italy on social 
security : message from the President of 
the United States .... 78-12255 

International air transportation policy of 
the United States., 78-13991 

International and overseas air routes of 
United States carriers., 78-6288 

International aviation : hearings before the 
Subcommittee on Aviation of the Com- 
mittee on Commerce, Science, and 
Transportation, United States Senate, 
Ninety-fifth Congress, first session 
November 29 and December 1, 1977., 
78-22424 

International 
research 
17573 

International balance of payments financing 
and the budget process., 78-12200 

International banking act of 1978 : hearing 
before the Subcommittee on Financial 
Institutions of the Committee on Bank- 
ing, Housing, and Urban Affairs, United 
States Senate, Ninety-fifth Congress, 
second session, on H.R. 10899 ... June 
21, 1978., 78-24577 

International banking act of 1978 : report 
of the Committee on Banking, Housing, 
and Urban Affairs, United States Senate, 
to accompany H.R. 10899., 78-24903 

International banking act of 1978 : report 
together with additional and dissenting 
views to accompany H.R. 10899., 78- 
10248 

International bilateral and multilateral ar- 
rangements in energy technologies., 78- 
23219 

International broadcast activities 
ment between the United States of 
America and Portugal effected by 
exchange of notes signed at Lisbon, 
February 15, 1977., 78-26488 

International coal trade., 78-3434 

International Coffee Agreement, 1976, 
between the United States of America 
and other governments : approved by the 
International Coffee Council at London 
December 3, 1975., 78-15870 

International communications and informa- 
tion : hearings before the Subcommittee 
on International Operations of the Com- 
mittee on Foreign Relations, United 
States Senate, Ninety-fifth Congress, first 
session ... June 8, 9, and 10, 1977., 78- 
5570 

International communications — services 
hearings before the Subcommittee of 
Communications of the Committee on 
Interstate and Foreign Commerce, House 
of Representatives, Ninety-fifth Congress, 
first session ..., 78-14353 

International Conference on Research 
Methodology for Roadside Surveys of 
Drinking-Driving : alcohol countermea- 
sures workshop /, 78-16042 

International considerations of the Pre- 
sident’s proposed energy policy : state- 
ment /, 78-18410 


awards for 
and_ research 


biomedical 
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International 
2104 

International copyright relations of the 
United States., 78-7472, 78-18039 

International debt : hearings before the 
Subcommittee on International Finance 
of the Committee on Banking, Housing, 
and Urban Affairs, United States Senate, 
Ninety-fifth Congress, first session ... Au- 
gust 29 and 30, 1977., 78-8250 

International debt, current issues and impli- 
cations : [statement by] Under Secretary 
for Economic Affairs, Richard N. 
Cooper, before the Subcommittee on In- 
ternational Finance of the Senate Com- 
mittee on Banking, Housing and Urban 
Affairs, August 29, 1977, Washington, 
D.C., 78-759 

International debt, the banks, and U‘S. 
foreign policy : a staff report /, 78-5571 

International decade of ocean exploration : 
progress report [volume | ]- 
1970 to July 1972-., 78-148 

International development and _ food 
assistance act of 1978 : conference re- 
port to accompany H.R. 12222., 78- 
26981 

International development 
assistance act of 1978 : report of the 
Committee on International Relations, 
together with supplemental and _ addi- 
tional views on H.R. 12222 ..., 78- 
14494 

The International development assistance 
act of 1978 : report of the Committee on 
Foreign Relations, United States Senate, 
together with additional views on S. 3074 
..» 78-19468 

International development assistance 
authorization and S. Res. 118 : hearings 
before the Subcommittee on Foreign 
Assistance of the Committee on Foreign 
Relations, United States Senate, Ninety- 
fifth Congress, second session, on S. 
2646 ... S. 2420 ... March 2, 3, and April 
28, 1978., 78-22468 

International economic 
2876 

International economic indicators and com- 
petitive trends, 78-2876 

International educational 
exchange., 78-3822 

International emergency economic powers 
legislation : report of the Committee on 
Banking, Housing, and Urban Affairs, 
United States Senate, to accompany H.R. 
7738., 78-10198 

International emergency wheat reserve act 
of 1978 : report together with supple- 
mental views, minority report, and addi- 
tional minority views /, 78-26987 

International environmental assessment 
report to accompany S. Res. 49., 78- 
24850 

International finance, 78-24689 

International fisheries agreement with Mex- 
ico : report to accompany H.R. 9794., 
78-10150 


copyright protection., 78- 


: January 


and food 


indicators., 78- 


and cultural 
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International flight information manual. 
Amendment., 78-3782 
International food policy 
proceedings., 78-14826 
International food reserves : hearing before 
the Subcommittee on Foreign Agricul- 
tural Policy of the Committee on 
Agriculture, Nutrition, and _ Forestry, 
United States Senate, Ninety-fifth Con- 
gress, second session, on S. 2278 ... S. 
2641 ... S. 2869 ... April 21, 1978., 78- 

24566 

International Fund for Agricultural 
Development : agreement between the 
United States of America and other 
governments, done at Rome, June 13, 
1976, 78-21944 

International interdependence., 78-2223 

International investment survey act 
authorization for fiscal year 1979 : hear- 
ing and markup before the Committee 
on International Relations, House of 
Representatives and its Subcommittee on 
International Economic Policy and 
Trade, Ninety-fifth Congress, second ses- 
sion, on H.R. 12589, April 25, May 4 
and 10, 1978., 78-19171 

International investment survey act of 1976 
authorization : report to accompany S. 
2928., 78-19480 

International mail., 78-3637 

International maritime satellite act : hear- 
ing before the Subcommittee on Commu- 
nications of the Committee on Interstate 
and Foreign Commerce, House of 
Representatives, Ninety-fifth Congress, 
second session, on H.R. 11209 ... April 
4, 1978., 78-22503 

International maritime satellite telecommu- 
nications : hearings before the Subcom- 
mittee on Communications of the Com- 
mittee on Commerce, Science, and 
Transportation, United States Senate, 
Ninety-fifth Congress, second session, on 
S. 2211 ... H.R. 11209 ... May 8, 1978., 
78-26756 

International maritime satellite telecommu- 
nications act : report to accompany H.R. 
11209 /, 78-22584, 78-24884 

International navigational rules act of 
1977., 78-2345 

International negotiations on the biological- 
weapons and toxin convention /, 78- 
14838 

International notams, 78-3762 

International notices to airmen., 78-3762 

International oil developments. Statistical 
survey., 78-18363 

International policing : a selected bibliog- 
raphy /, 78-24089 

International project catalog of modular in- 
tegrated utility systems [errata] /, 78- 
25022 

International Registration Information 
System (IRIS) : a complement to the in- 
ternational registration plan., 78-22068 

The international regulation of pharmaceu- 
tical drugs ... /, 78-15791 


issues : a 





International regulations for preventing col- 
lisions at sea, 1972 : convention between 
the United States of America and other 
governments, done at London October 
20, 1972., 78-5202 

International revenue sharing provisions in 
deep seabed mining legislation : hearing 
before the Committee on Ways and 
Means, House of Representatives, 
Ninety-fifth Congress, second session, on 
.. H.R. 3350 April 13, 1978., 78- 
22569 

International safe container act : report to 
accompany H.R. 8159 ...,  78-10124 

International safe container act : report to 
accompany S. 1597., 78-8490 

International security assistance act of 
1977 : [an act to amend the Foreign 
assistance act of 1961 ...], 78-2351 

International security assistance act of 
1978 : conference report to accompany 
S. 3075., 78-26982 

International security assistance act of 
1978 : report of the Committee on Inter- 
national Relations, together with supple- 
mental, separate, and additional views on 
H.R. 12514 ..., 78-19315 

The International security assistance act of 
1978 : report to accompany S. 3075., 
78-19469 

International security assistance programs : 
hearings before the Subcommittee on 
Foreign Assistance of the Committee on 
Foreign Relations, United States Senate, 
Ninety-fifth Congress, second session, on 
S. 2846 ...,  78-22470 

International space activities : hearings be- 
fore the Subcommittee on Space Science 
and Applications of the Committee on 
Science and Technology, U.S. House of 
Representatives, Ninety-fifth Congress, 
second session, May 16, 17, 18, 1978., 
78-26860 

International sugar agreement and US. 
sugar policy : hearings before the Sub- 
committee on Foreign Economic Policy 
of the Committee on Foreign Relations, 
United States Senate, Ninety-fifth Con- 
gress, second session, Burley, Idaho, 
February 13, 1978., 78-26792 

International sugar agreement, 1977 
message from the President of the United 
States ..... 78-11957 

The international system of units (SI) /, 
78-1427 


International telecommunications policies : 


hearing before the Subcommittee on 
Communications of the Committee on 
Commerce, Science, and Transportation, 
United States Senate, Ninety-fifth Con- 
gress, first session ... July 13, 1977.,  78- 
19065 

International terrorism : hearing before the 
Subcommittee on Foreign Assistance of 
the Committee on Foreign Relations, 
United States Senate, Ninety-fifth Con- 
gress, first session September 14, 
1977., 78-16220 
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International tin agreement, 1975, between 
the United States of America and other 
governments, done at Geneva June 21, 
1975., 78-5212 

International tourism : 1975, more visitors 
to USA than ever before., 78-1447 

International Trade Commission authoriza- 
tion, 1979 : report to accompany H.R. 
11005., 78-16369 

International Trade Commission 
tions., 78-23684 

International traffic in arms 
(ITAR) Title 22, Code of Federal 
Regulations, parts 121-128., 78-21877 

International tranfer of technology : an 
agenda of of national security issues /, 
78-12141 


publica- 


regulations 


International trends and developments of 
importance to the metrication plans of 


the U.S. construction community /, 78- 
22883 

International uranium cartel : hearings be- 
fore the Subcommittee on Oversight and 
Investigations of the Committee on In- 
terstate and Foreign Commerce, House 
of Representatives, Ninety-fifth Congress, 
first session ..., 78-5604, 78-22500 

International Workshop on Low-Frequency 
Propagation and Noise, Woods Hole, 
Massachusetts, 14-19 October, 1974., 
78-6503 

Interparliamentary Union Conference, 
Sofia, Bulgaria : report of the United 
States Delegation to the 64th Conference 
of the Interparliamentary Union, held at 
Sofia, Bulgaria, September 21-30, 1977 /, 
78-9952 

An interpretation of photometric parame- 
ters of bright desert regions of Mars and 
their dependence on wavelength /, 78- 
21815 

Interpretation of the equal rights amend- 
ment in accordance with legislative histo- 
ry., 78-24462 

Interpretations issued by the National 
Mediation Board pursuant to section 5 
second, of the Railway labor act : July 1, 
1961-June 30, 1976,, 78-15787 

Interpreting early warnings of inflation : a 
study of statistical indicators., 78-10050 

An interpretive guide to the Government in 
the sunshine act /, 78-16088 

Interrelationship among estimates, surveys, 
and forecasts produced by Federal agen- 
cies : papers presented at the Conference 
on Small-Area_ Statistics, American 
Statistical Association, Chicago, Ill., Au- 
gust 17, 1977., 78-19725 

Interrelationships among microorganisms, 
bark or ambrosia beetles, and woody 
host tissue : an annotated bibliography, 
1965-1974 /, 78-14758 

The interrelationships of transportation 
development and land development /, 
78-9605 

Interrogator, skill level 1/2/3/4, MOS 96C : 
commander's manual., 78-1533 
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Interstate certified shellfish shippers list, 
78-3337 

Interstate certified shellfish shippers list; 
fresh and frozen oysters, clams, and mus- 
sels., 78-3337 

Interstate commerce act, supplementary 
acts, rules of practice, table of cases, 
general index, 78-9197 

Interstate commerce acts annotated., 78- 
3499 

Interstate commerce acts annotated. Sup- 
plement., 78-9197 

Interstate Commerce Commission .. 
public interest., 78-21619 

Interstate Commerce Commission decisions 
and reports., 78-13409 

Interstate Commerce Commission reports., 
78-9190, 78-9191, 78-9192, 78- 
9193, 78-15651 

Interstate Commerce Commission reports. 
Motor = carrier 78-9198, 78- 
9199 

Interstate Commerce Commission’s report 
to the President and the Congress. Effec- 
tiveness of the act. Amtrak, 78-21626, 
78-21627 

Interstate gap study 


in the 


cases., 


: report of the Secreta- 
ry of Transportation to the United States 
Congress, prepared in accordance with 
section 102(b) of the  Federal-aid 
highway act of 1976., 78-1118 

Interstate horseracing act : hearings before 
the Committee on Commerce, Science, 
and Transportation, United States 
Senate, Ninety-fifth Congress, first ses- 
sion, on S. 1185 June 24 and 25, 
1977., 78-5536 

Interstate horseracing act of 1978 
to accompany S. 1185., 78-24931 

Interstate land sale full disclosure act 
hearings before the Select Committee on 
Small Business, United States Senate, 
Ninety-fifth Congress, second session 
January 5 and 17, 1978., 78-22559 

Interstate land sales program : hearings be- 
fore the Committee on Banking, Hous- 
ing, and Urban Affairs, United States 
Senate, Ninety-fifth Congress, second 
session, on S. 2716 ... May 25 and 26, 
1978., 78-26749 

Interstate resurfacing, 
rehabilitation study 
tary of 
States Congress /, 

Interstate 


: report 


restoration, and 
: report of the Secre- 
Transportation to the United 
78-5645 
substitutions interstate 
withdrawal and substitution provisions of 
Federal-aid highway program., 78- 
22061 
Interstate taxation of depositories act of 
1977 : hearing before the Subcommittee 
on Financial Institutions of the Commit- 
tee on Banking, Housing, and Urban Af- 
fairs, United States Senate, Ninety-fifth 
Congress, first session, S. 1900 
November 23, 1977., 78-12052 
Interstate 5 and the Peripheral Canal in 
San Joaquin and Sacramento Counties, 
California : report /, 78-15342 
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InterTechnolgoy Corporation report of 
solar energy systems installation costs for 
selected commercial buildings., 78- 
1588 

InterTechnology Corporation proposed test 
and evaluation plan, commercial 
buildings : National Solar Demonstration 
Program /, 78-4588 

Intervention on the high seas act, amend- 
ment : [an act to amend the Intervention 
on the high seas act to implement the 
protocol relating to intervention on the 
high seas in cases of marine pollution by 
substances other than oil, 1973]., 78- 
24794 

Interview /, 78-18401 

Interview : Secretary Cyrus R. Vance inter- 
viewed by Barry Schweid and Kenneth 
Freed of the Associated Press and James 
Anderson and Nicholas Daniloff of 
United Press International, February 3, 
1977, Washington, D.C., 78-18415 

An interview with Rosalynn Carter : a 
transcript of a community service radio 
program from the Alcohol, Drug Abuse, 
and Mental Health Administration., 78- 
1984 

Interviewer’s manual 
survey., 78-22774 

Interviewing guides for specific disabilities : 
neuromuscular cerebral palsy., 78-9227 

Interviewing guides for specific disabilities : 
respiratory impairments., 78-9228 

Interviewing guides for specific disabilities : 
visual impairments., 78-24184 

Intra-urban mortality and air quality : an 
economic analysis of the costs of pollu- 
tion induced mortality /, 78-1574 

Intravenous fat emulsion, duty suspension, 
Jack R. Misner, relief : [an act to 
suspend until July 1, 1980, the duty on 
intravenous fat emulsion, and for other 
purposes]., 78-12234 

Introduced parasites and predators of 
arthropod pests and weeds : a world 
review /, 78-14566 

Introducing the Maritime Administration., 
78-19804 

Introduction : a chapter from Mineral facts 
and problems., 78-24009 

Introduction of black walnut and northern 
red oak seedlings in an upland hardwood 
forest in southeastern Ohio /, 78-1354 

Introduction summary : fire prevention and 
control master planning., 78-160 

An introduction to computer simulation /, 
78-7760 

Introduction to concrete polymer materials 
: supplement no. 2, Laboratory demon- 
strations /, 78-22091 

An introduction to contract procedures in 
the Near East & North Africa /, 78- 
19951 

Introduction to foster parenting : leader's 
guide., 78-13429 

Introduction to minicomputers in Federal 
libraries /, 78-21766 
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Introduction to OSHA’s health program., 
78-15728 

An introduction to physical fitness : in- 
cludes self-testing activities, graded exer- 
cises, and a jogging program., 78-15813 

Introduction to solar heating and cooling 
design and sizing., 78-25417 

An introduction to Solocost : a new sim- 
plified design method for residential and 
light commercial solar heating and cool- 
ing., 78-23270 

Introduction to supervision 
workbook., 78-25088 

An introduction to the Defense Logistics 
Agency., 78-25133 

Introduction to the Defense Logistics Stu- 
dies Information Exchange (DLSIE)., 
78-15019 

Introduction to the ERDA electric and 
hybrid vehicle demonstration project., 
78-17197 

An introduction to the history of the Mid- 
dle East for military students /, 78- 
12777 

Introduction to the linear theory of tearing 
instabilities /, 78-12806 

An introduction to the National crime sur- 
vey /, 78-17920 

Introduction to the U.S. Geological Sur- 
vey’s EROS Data Center, Sioux Falls, 
South Dakota /, 78-23978 

An introductory manual on youth par- 
ticipation for program administrators., 
78-1913 

Inventions and inventors /, 78-11672 

Inventories of brass and copper wire mill 
shapes., 78-2587, 78-8593, 78- 
25002 

Inventories of steel mill shapes., 
78-22812 

Inventory and analysis of Federal popula- 
tion research., 78-13480 

Inventory and summary of Federal ADP 
activities, 78-21103 

Inventory highlights of recreation enter- 
prises : South Dakota /, 78-14766 

Inventory management., 78-20193 

Inventory of agricultural research., 78- 
10492 

Inventory of American intermodal equip- 
ment., 78-14894 

Inventory of combustion-related emissions 
from stationary sources /, 78-10944, 
78-25680 

An inventory of Congressional concern 
with research and development : a 
bibliography /, 78-16225 

Inventory of Federal energy-related en- 
vironment and safety research for FY 
1976., 78-20838 

Inventory of federal population research, 
78-13480 

Inventory of government-supported 
research projects on foreign affairs, 78- 
21887 

Inventory of information resources and ser- 
vices for the U.S. House of Representa- 
tives /, 78-5595 


participant 


78-2589, 
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Inventory of nonpurchased foreign cur- 
rencies., 78-14033 

Inventory of power plants in the United 
States., 78-15311, 78-20646 

Inventory of private agency population 
research., 78-23818 

Inventory report on real property leased to 
the United States throughout the world, 
78-21084 

Inventory report on real property owned by 
the United States throughout the world, 
78-21083 

Inversion methods in atmospheric remote 
sounding /, 78-9452 

Investigation and analysis of a mass mor- 
tality of commercial lobsters (Homarus 
americanus) in Seabrook Harbor, New 
Hampshire during October of 1977 /, 
78-24505 

Investigation and assessment of light-duty- 
vehicle evaporative emission sources and 
control /, 78-20688 

Investigation and prosecution of organized 
crime., 78-15661 

Investigation into the capability of monitor- 
ing a phased open-array antenna /, 78- 
16001 

An investigation into the capability of 
monitoring the NADIF antenna /, 78- 
11913 

Investigation of a bearingless helicopter 
rotor concept having a composite prima- 
ry structure /, 78-9405 

An investigation of a close-coupled canard 
as a direct side-force generator on a 
fighter model at Mach numbers from 
0.40 to 0.90 /, 78-18104 

Investigation of an airborne resistivity sur- 
vey conducted at very low frequency /, 
78-10764 

Investigation of blade impulsive noise on a 
scaled fully articulated rotor system /, 
78-7506 

Investigation of converting the product of 
coal gasification to methane by the ac- 
tion of microorganisms : phase I /, 78- 
6776, 78-8805 

Investigation of converting the products of 
coal gasification to methane by the ac- 
tion of microorganisms : phase I /, 78- 
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Investigation of effect of propulsion system 
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Investigation of frost resistance of mortar 
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tion plants., 78-25437 

An investigation of hot corrosion and ero- 
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gas turbine cycle using coal as a fuel., 
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Investigation of hydrogen-air ignition sen- 
sitized by nitric oxide and by nitrogen 
dioxide /, 78-18193 

Investigation of Kevlar fabric-based materi- 
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Investigation of Korean-American relations 
: hearing before the Subcommittee on In- 
ternational Organizations of the Commit- 
tee on International Relations, House of 
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tatives, Ninety-fifth Congress, first ses- 
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ash formation in coal-fired utility boilers 
.. /, 78-6778, 78-6779, 78-16989, 
78-20523 

Investigation of the operating charac- 
teristics of the lowa sediment concentra- 
tion measuring system /, 78-20291 
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mittee on Foreign Relations, United 
States Senate /, 78-1798 
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Irradiation effects on fatigue crack 
propagation in austenitic stainless steels 
/, 78-10848 

Irrigation and drainage on farms, 78- 
22803 

Irrigation, operation and maintenance. Cost 
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Japan : a study of the international travel 
market /, 78-12531 

Japan : production and imports of food : an 
analysis of the welfare cost of protection 
/, 78-6246 

Japanese area., 78-10655 
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78-25784 

A job with the Forest Service : a guide to 
nonprofessional employment., 78-8 


78-5139, 


Page I-1397 
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Victims of the Holocaust’’., 78-27040 

Joint resolution designating July 1, 1978, as 
“Free Enterprise Day”., 78-27010 

Joint resolution designating July 18, 1979, 
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propriations for the fiscal year 1978, and 
for other purposes., 78-12223 

Joint resolution making further continuing 
appropriations for the fiscal year 1978, 
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27011 

Joint resolution to authorize and request 
the President to proclaim June 11, 1978, 
as “‘American University Press Day” to 
commemorate the centennial of universi- 
ty press publishing in America., 78- 
27006 

Joint resolution to authorize the President 
to issue a proclamation designating the 
week beginning November 20, 1977, as 
“‘National Family Week.”’, 78-1262 

Joint resolution to authorize the President 
to issue a proclamation designating the 
week beginning on April 16 through 
April 22, 1978, as “National Oceans 
Week.”’, 78-16414 

Joint resolution to designate October 7, 
1978, as “National Guard Day”., 78- 
27027 

Joint resolution to designate Sunday, June 
25, 1978, as “National Brotherhood 
Day”’., 78-27009 

Joint resolution to express the sense of the 
Congress that ... the third Thursday in 
December 1977 would be a most ap- 
propriate day for designation as the 
“National Day of Prayer for the Year of 
1977” ..., 78-12232 

Joint resolution to extend the authority of 
the Federal Reserve banks to buy and 
sell certain obligations., 78-12227 

Joint resolution to provide for a temporary 
extension of certain Federal Housing Ad- 
ministration mortgage insurance and re- 
lated authorities and of the national 
flood insurance program, and for other 
purposes., 78-2342, 78-5850 

Joint resolution to provide for the appoint- 
ment of Anne Legendre Armstrong as 
citizen regent of the Board of Regents of 
the Smithsonian Institution., 78-19381 

Joint resolution to provide for the designa- 
tion of a week as “National Lupus 
Week.”’, 78-10163, 78-27030 


the Federal 
78-5847, 78- 





Joint resolution to provide for the reap- 
pointment of A. Leon Higginbotham, Ju- 
nior, as a citizen regent of the Board of 
Regents of the Smithsonian Institution., 
78-19379 

Joint resolution to provide for the reap- 
pointment of John Paul Austin as a 
citizen regent of the Board of Regents of 
the Smithsonian Institution., 78-19380 

A joint resolution to provide for the strik- 
ing of a national medal to commemorate 
the bicentennial of an outstanding histor- 
ic event or personality during 1977 : re- 
port to accompany H.J. Res. 386., 78- 
10220 

Joint systems in the Watchung Basalt flows, 
New Jersey /, 78-7273 

Joint travel regulations. Volume 1. Mem- 
bers of uniformed services: Army, Navy, 
Marine Corps, Air Force, Coast Guard, 
National Oceanic and Atmospheric Ad- 
ministration Corps, Public Health Ser- 
vice., 78-2981, 78-20007, 78-20008 

Joint travel regulations. Volume 2. Depart- 
ment of Defense civilian personnel., 78- 
2982 

Joint United States-Canadian development 
of river resources., 78-17848 

Joint US/UK vortex tracking program at 
Hearthrow International Airport /, 78- 
7990 

Joint venture agreements in Romania 
background for implementation /, 78- 
159 

The Jolly Tiger : an experiment in energy- 
conserving restaurant design., 78-25419 

Jonathan Winston Max : report to accom- 
pany H.R. 5933., 78-14441 

Jordan, 78-7564 

Joselyn Buccat Lalley and Jodelyn Buccat 
Lalley : report to accompany S. 2294., 
78-24872 

Joseph J. Andrews : report to accompany 
H.R. 3621., 78-10107 

Joseph Lee Soryung : report to accompany 
H.R. 1936., 78-1179 

Journal - Federal Home Loan Bank Board., 
78-3152 

Journal for medicaid management., 78- 
3371 

Journal 
3833 

Journal of human services abstracts., 78- 
3246 

Journal of Navy civilian 
management, 78-3057 

Journal of research of the National Bureau 
of Standards., 78-2650, 78-2651, 78- 
16809, 78-19765 

Journal of research of the National Bureau 
of Standards. Section A. Physics and 
chemistry., 78-2651, 78-16809, 78- 
19765 

Journal of research of the National Bureau 
of Standards. Section B. Mathematical 
sciences., 78-19763, 78-19764 


of election administration, 78- 


manpower 
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Journal of research of the National Bureau 
of Standards. Section A. Physics and 
chemistry, 78-2650 

Journal of research of the National Bureau 
of Standards. Section B. Mathematical 
sciences, 78-2650 

Journal of research of the National Bureau 
of Standards. Section B. Mathematics 
and mathematical physics, 78-19763, 
78-19764 

Journal of research of the U.S. Geological 
Survey., 78-3412 

Journal of the HEW Audit Agency, 78- 
7042 

Journal of the National Cancer Institute., 
78-3277 

Journal of the Senate of the United States 
of America., 78-9829 

Journal of the session of the Senate of the 
United States of America, 78-9829 

Journal of the U.S. Army Intelligence & 
Security Command., 78-3033 

Journal, Supreme Court of the United 
States., 78-3514 

Journalist 1 & C., 

Jozef Swiderski : report to accompany S. 
1951., 78-24876 

JPL profile., 78-743 

JT-10D jet engine: transfer of technical 
data., 78-770 

Juana Todd Atherley 
pany H.R. 1931., 

Juanita Binabise : 
1110., 78-6013 

Judge advocate legal service., 78-3018 

Judgments of relative noisiness of a super- 
sonic transport and several commercial- 
service aircraft /, 78-13913 

Judicial administration, 78-11144 

Judicial tenure act : hearing before the 
Subcommittee on Improvements in Judi- 
cial Machinery of the Committee on the 
Judiciary, United States Senate, Ninety- 
fifth Congress, first session, on S. 1423 ... 
September 14, 1977., 78-14377 

Judicial tenure act : report together with 
additional views to accompany S. 1423., 
78-24883 

Julio Ortiz-Medina : report to accompany 
H.R. 1422., 78-2324 

Junction boxes /, 78-23064 

Jung In Bang : report to accompany H.R. 
$230., 78-14440 

Juror utilization in United States 
Courts., 78-26253 

Jury fees : hearing before the Committee 
on the Judiciary, United States Senate, 
Ninety-third Congress, second session, on 
S. 3265, July 23, 1974., 78-14378 

A just international order /, 78-18387 

Justice Department internal investigation 
policies : hearings before a subcommittee 
of the Committee on Government Opera- 
tions, House of Representatives, Ninety- 
fifth Congress, first session ..., 78- 
12096, 78-24612 


78-20366 


: report to accom- 
78-24743 
report to accompany S. 
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Juvenile alcohol abuse : hearing before the 
Subcommittee to Investigate Juvenile 
Delinquency of the Committee on the 
Judiciary, United States Senate, Ninety- 
fifth Congress, second session, Des 
Moines, lowa, January 28, 1978., 78- 
24636 

Juvenile court statistics., 78-21677 

Juvenile delinquency., 78-360 

Juvenile delinquency annual report., 78- 
24811 

Juvenile justice amendments of 1977 : [an 
act to amend the Juvenile justice and 
delinquency prevention act of 1974]., 
78-2357 

The Juvenile justice and delinquency 
prevention act of 1974 as amended by 
the Juvenile justice amendments of 1977 
/, 78-14379 


K 


Kainoosh-Fard Bullock and her son, Kami 
Bullock : report to accompany S. 1826., 
78-24824 

Kam Lin Cheung : report to accompany S. 
1142., 78-1274, 78-2329 

Kanabec County, Minnesota, 
porated areas., 78-26013 

Kansas City, Missouri-Kansas, metropolitan 
area, 78-7443 

Kansas City, Mo.-Kans., SMSA, 

Kansas City, Mo.-Kans. standard 
metropolitan statistical area, 78-4118 

Kansas, monthly averages of temperature 

78-4222 

Kansas, monthly normals of temperature ..., 
78-4178 

Kapaakea homestead, Molokai, Hawaii., 
78-25287 

Karin, Michael, and Andreas Ehard : report 
to accompany H.R. 1775., 78-2318 

Karlsruhe Nuclear Research Center : fast 
breeder project : comments on the in- 
troduction of fast breeders in the 
Debenelux area /, 78-25709 

Karnaphuli power station hydro-generating 
unit agreement between the United 
States of America and _ Bangladesh, 
signed at Dacca May 28, 1976., 78-788 

Kay model 860 sweep generator training : 
final - training program for 28 June 1974 
- 23 September 1975 /, 78-15169 

Kazuko Nishioka Dowd : report to accom- 
pany H.R 4535., 78-5769 

Keegans Bayou, Fort Bend County, Texas., 
78-25273 

Keep food hot, cold, clean., 78-1379 

Keep informed : consult these government 
publications for sale by the Superinten- 
dent of Documents., 78-17365 

Keeping a cow /, 78-1314 

Keeping business in the city : hearings be- 
fore the Subcommittee on Fiscal and In- 
tergovernmental Policy of the Joint 
Economic Committee, Congress of the 
United States, Ninety-fifth Congress, 


unincor- 


78-4118 
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second session, March 6 and 7, 1978., 
78-26761 

Keeping defense programs on schedule., 
78-152 

Keeping pests from entering the country., 
78-6092, 78-22662 

Keeping your school or college catalog in 
compliance with Federal laws and regula- 
tions., 78-23721 

Kent County, Delaware, 
areas., 78-7216 

Kentucky, monthly averages of temperature 
wy 78-4223 

Kentucky, monthly normals of temperature 
wy 78-4179 

Kentucky, water resources development., 
78-23122 

Kenya., 78-6269 

Kenya, social security., 78-26491 

Kepone incineration test program /, 78- 
23476 

Kettle Range Planning Unit, Colville Na- 
tional Forest., 78-16672 

Keum Sun Lee : report to accompany S. 
2366., 78-24918 

The Keweenaw Bay Indian Community : its 
resources and development potential., 
78-7288 

Key concepts of citizenship : perspectives 
and dilemmas /, 78-25846 

Key features of SBA’s principal lending 
programs., 78-21981 

Key Federal regulations affecting the han- 
dicapped., 78-17406 

Key NAL staff and services., 78-6185 

Key officers of foreign service posts., 
3669 

Key personnel directory., 78-23269 

Key staff and services., 78-10412 

Key to aviation weather forecasts., 
19869 

Key to aviation weather 
19869 

Key to finding water data., 78-15529 

Key to mites commonly associated with the 
southern pine beetle /, 78-14725 

Key to soil interpretations., 78-4005 

Keynote address /, 78-17429 

Keys and pins /, 78-23065, 78-25147 

Kidney disease and nephrology index., 78- 
3320 

Kilkenny Unit Plan and environmental 
statement : final : White Mountain Na- 
tional Forest., 78-16660 

Kiln drying sinker heartwood from young- 
growth western hemlock 
evaluation /, 78-16548 

Kinesiology /, 78-9307 

Kinetics and mechanism of desulfurization 
and denitrogenation of coal-derived 
liquids /, 78-6764, 78-20516 

Kinetics and mechanism of desulfurization 
and denitrogenation of coal-derved 
liquids /, 78-1612, 78-1613, 78-1614 

Kinetics and modeling of the oxidative 
pretreatment of coal., 78-20574 

Kinetics of actinide oxidation-reduction 
reactions., 78-6881 


unincorporated 


reports., 


preliminary 
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Kinetics of pack aluminization of nickel /, 
78-18225 

The kinetics of the oxidation-reduction 
reactions of uranium, neptunium, plu- 
tonium, and americium in aqueous solu- 
tions /, 78-6881 

King County, Washington, unincorporated 
areas., 78-26015 

Kirthi Chandher : report to accompany S. 
3001., 78-24921 

Kitchen knives., 78-12000 

Kitchen ranges., 78-11970 

The Kittanning Path : communication from 
the Secretary of the Interior ..., 78- 
10068 

Knit fabric 
10552 

Knobs, dials and pointers., 78-12608 

Know the seven toy dangers., 78-24438 

Know your Agricultural Research Service., 
78-10309 

Know your money., 78-9540 

Knowledge about art : selected results from 
the first national assessment of art /, 
78-13461 

The Knoxville transportation 
project /, 78-8064 

Kokosing River and _ tributaries, 
County, Ohio., 78-8713 

Korean influence inquiry : executive ses- 
sion hearings before the Select Commit- 
tee on Ethics of the United States 
Senate, Ninety-fifth Congress, second 
session ..., 78-22457 

Korean influence investigation : hearings 
before the Committee on Standards of 
Officials Conduct, House of Representa- 
tives, Ninety-fifth Congress, first session, 
pursuant to H. Res. 252 .., 78-5658, 
78-22562 

Kosciuszko commemoration plaque 
to accompany H.J. Res. 573., 

Krebiozen, 78-21247 

Kuskokwim River, McGrath, Alaska., 78- 
20305 

Kuwait, 78-21909 

Kwan Do Sun : report to accompany S. 
1399., 78-14511 

Kwi Bok Kim : report to accompany H.R. 
3625., 78-5717 

Kwi Sok Buckingham (nee Kim) : report to 
accompany H.R. 4401., 78-5714, 78- 
14516 

Kwok Hung Poon and his wife, Sandra 
Shau Man Lai Poon : report to accom- 
pany S. 613., 78-24866 

Kwong Lam Yuen : report to accompany 
H.R. 1798., 78-5715 

Kyanite and related materials., 
78-11481, 78-15578 

Kyanite and related minerals., 
78-26197 


production., 78-2597, 78- 


brokerage 


Knox 


: report 
78-5985 


78-4983, 


78-17839, 


L 


L.C. classification: additions and changes., 
78-3585 
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La prevencion del abuso de las drogas., 
78-21314 

Labeling and inspection of imported meat : 
hearing before the Subcommittee on 
Livestock and Grains of the Committee 
on Agriculture, House of Representa- 
tives, Ninety-fifth Congress, first session, 
November 22, 1977, Scottsbluff, Nebr., 
78-16164 

Labeling of fats and oils, 

Labeling the children., 78-4880 

Labor, 78-8908, 78-8909, 78-8910 

Labor agreement expirations in the Federal 
Government., 78-25086 

Labor force and unemployment /, 78- 
17991, 78-26257 

Labor force trends : a synthesis and analy- 
sis /, 78-13868 

Labor-HEW appropriations, 
7555), 78-966 

Labor-HEW appropriations, 
19023 

Labor law reform act of 1977 : report to 
accompany H.R. 8410., 78-16450 

Labor law reform act of 1978 : report 
together with additional and separate 
views to accompany S. 2467., 78-10277 

Labor literature., 78-3523 

Labor-management case finder, 

Labor-management committee 
for progress., 78-341 

Labor-management committees in_ the 
public sector : experiences of eight com- 
mittees., 78-15817 

Labor-management cooperation : a report 
of recent initiatives /, 78-21719 

Labor-management productivity commit- 
tees in American industry., 78-15816, 
78-22363 

Labor-management relations, 
78-23016, 78-23678 

Labor-management 
digest., 78-9668 

Labor-management relations message 
from the President of the United States 
..» 78-8389 

Labor-management relations 
references., 78-696 

Labor-management relations in state and 
local governments., 78-19668 

Labor-management relations in the public 
service., 78-6360 

Labor management relations issues in State 
and local governments., 78-25100 

Labor-management reporting and disclo- 
sure act of 1959, as amended., 78- 
21710 

Labor-Management Services Administra- 
tion : affirmative action plan, fiscal year 
1976., 78-17943 

Labor market intermediaries : a special re- 
port of the National Commission for 
Manpower Policy., 78-16122 

Labor reform act of 1977 : hearings before 
the Subcommittee on Labor-Manage- 
ment Relations of the Committee on 
Education and Labor, House _ of 


78-21240 


1978 (H.R. 


1979., 78- 


78-2952 
planning 


78-2951, 


relations decisions 


selected 





Representatives, Ninety-fifth Congress, 
first session, on H.R. 8410 ..., 78-9928, 
78-9965 

The Labor reform act of 1977 : report 
together with minority views to accom- 
pany H.R. 8410., 78-10120 

Labor-relations guidelines for 
managers., 78-10620 

Labor relations training., 78-6331 

Labor standards requirements, new com- 
munities program., 78-11351 

The labor surplus policy : is it effective in 
providing government contracts to high 
employment areas and jobs for the disad- 
vantaged? : Departments of Defense and 
Labor, General Services Administration : 
report to the Congress /, 78-1891 

Labor surplus program : hearings before 
the Subcommittee on Capital, Invest- 
ment, and Business Opportunities of the 
Committee on Small Business, House of 
Representatives, Ninety-fifth Congress, 
second session ..., 78-24658 

Labor-transit operating employees, 78- 
24133 

Labor union insurance : hearings before 
the Permanent Subcommittee on In- 
vestigations of the 
Governmental Affairs, 


Federal 


Committee on 
United States 


Senate, Ninety-fifth Congress, first ses- 
78-14334 
Laboratories needed to support long-term 


sion ..., 


exploratory research in the U.S. Environ- 
mental Protection Agency : a report to 
the President and the Congress., 78- 
15233 

Laboratory activities /, 78-20620 

Laboratory effects in beach studies., 78- 
15097 

Laboratory evaluation of wax and silicone 
for water harvesting on coal mine spoil /, 
78-14692 

Laboratory facilities for research and 
development of water systems control 
automation /, 78-7292 

A Laboratory’ investigation of the 
mechanics and hydraulics of river ice 
jams /, 78-4455 

Laboratory investigation of tidal inlets on 
sandy coasts /, 78-25265 

Laboratory investigation of undisturbed 
sampling of cohesionless material below 
the water table final report /, 78- 
25242 

Laboratory measurement of vehicle charac- 
teristics for predicting highway behavior 
/, 78-22081 

Laboratory measurements of radiance and 
reflectance spectra of dilute primary- 
treated sewage sludge /, 78-26360 

Laboratory measurements of upwelled radi- 
ance and reflectance spectra of Calvert, 
Ball, Jordan, and Feldspar soil sediments 
/, 78-18266 

Laboratory methods in medical mycology /, 
78-25907 
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Laboratory methods recommended for 
chemical analysis of mined-land spoils 
and overburden in Western United States 
/, 78-16507 

Laboratory safety monograph : a supple- 
ment to the NIH guidelines for recombi- 
nant DNA research /, 78-25887 

Laboratory simulation of plume dispersion 
from lead smelter in Glover, Missouri, in 
neutral and stable atmosphere /, 78- 
12830 

Laboratory studies on spontaneous heating 
of coal : a summary of information in the 
literature /, 78-642 

Laboratory study of limestone regeneration 
in dual alkali systems /, 78-10947 

A laboratory study of the stability of sand- 
filled nylon bag breakwater structures /, 
78-12734 

Laboratory tests of foundation rock core 
for Auburn Dam /, 78-7293 

Laboratory vessels, adapters, and connec- 
tors., 78-12609 

Lack of coordination between Medicaid 
and Medicare at John J. Kane Hospital : 
Health Care Financing Administration, 
Department of Health, Education, and 
Welfare : report to the Senate Special 
Committee on Aging /, 78-1792 

Lack of between the com- 
postion of sediments and their toxicity to 
algae /, 78-20381 

Ladders., 78-11985 

Laetrile, 78-21248 

Laetrile January 1966 through March 
1978, 72 citations /, 78-17558 

Laetrile : the Commissioner’s decision., 
78-11228 

Lafayette 


correlation 


County, Wisconsin, 
porated areas., 78-21408 

Lake Erie Wastewater Management Study 
public information fact sheet., 78-3040 

Lake Erie water quality newsletter, 78- 
3040 

Lake Francis Case, a Missouri River reser- 
voir : changes in the fish population in 
1954-75, and suggestions for manage- 
ment /, 78-2082 

Lake Herbert G. West 
pany H.R. 10838., 

Lake meteorology program precipitation 
(radar) project /, 78-1464 

Lake Sidney Lanier and Buford Dam., 78- 
25219 

Lake Washington Ship Canal and Hiram 
M. Chittenden Locks, Seattle, Washing- 
ton : periodic inspection of February- 
March 1975 and continuing evaluation 
report number 2., 78-16952 

Lakes of Oregon; open-file report ... 1973, 
78-619 

Lakeside recreation in New England : a 
directory of recreation opportunities at 
U.S. Army Corps of Engineers projects., 
78-4463 

Lamb crop, 78-10476 

Lamb crop and wool., 

Lamb in family meals /, 


unincor- 


: report to accom- 
78-19309 


78-10476 
78-1329 
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Lamb slaughtering, cutting, preserving, and 
cooking on the farm /, 78-4 

Laminated root rot : a guide for reducing 
and preventing losses in Oregon and 
Washington forests /, 78-22684 

Laminating COM-PLY studs in a factory /, 
78-8530 

Lamoille, North Branch, Brewster, and 
Seymour Rivers, Cambridge, Vermont, 
78-12744 

Lamps., 78-20096, 78-25148 

Lance operations/fire direction specialist, 
MOS 15J3, skill level 3 
manual., 78-4346 

Land acquisition, runway construction and 
miscellaneous airport improvements, Por- 
tland Municipal Airport, Portland, Indi- 
ana : proposed section 16(c)(4) environ- 
mental impact assessment report., 78- 
22182 

Land and water resources conservation act 
of 1977 : hearing before the Subcommit- 
tee on Conservation and Credit of the 
Committee on Agriculture, House of 
Representatives, Ninety-fifth Congress, 
first session, on H.R. 75, March 1, 1977., 
78-957 

Land application of wastewater and state 
water law : an overview /, 78-17126 

Land application of wastewater under high 
altitude conditions /, 78-25635 

Land areas of the National forest system., 
78-10328 

Land combat/light air defense system main- 
tenance chief., 78-20165 

Land combat/light air defense system main- 
tenance chief, MOS 27Z, skill level 5 : 
soldier’s manual., 78-15050 

Land combat missile maintenance super- 
visior., 78-12665 

Land conveyances hearing before the 
Subcommittee on Public Lands and 
Resources of the Committee on Energy 
and Natural Resources, United States 
Senate, Ninety-fifth Congress, first ses- 
sion ... September 22, 1977., 78-9935 

Land management plan for the Monon- 
gahela N.F., 78-6180 

Land management plan for the Umpqua 
National Forest final 
statement., 78-16659 

Land of Idaho : a report on soil and water 
conservation., 78-74 

Land titles should be conveyed to Alaska 
natives faster : report /, 78-23616 

Land, today and tomorrow, 78-2409 

Land use and arterial spacing in suburban 
area/, 78-9611 

Land use and land cover and associated 
maps., 78-23980 

Land use impacts of rapid transit : implica- 
tions of recent experience /, 78-9591 

Land use impacts of rapid transit : implica- 
tions of recent experience 
summary /, 78-22026 

Land use plan : Ochoco National Forest., 
78-14588 


soldier's 


environmental 


executive 
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Landownership adjustment proposal from 
Chugach Natives, Inc., and Koniag, Inc., 
to the Chugach National Forest in 
Alaska., 78-22721 

Lands URA/MFP Workshop [workshop ex- 
ercise booklets]., 78-13805 

LANDSAT non-U.S. standard catalog., 
78-3619 

Landsat policy issues still unresolved : re- 
port to the Congress /, 78-21058 

Landsat [poster], 78-18148 

LANDSAT U.S. standard catalog., 78- 
3618 

Landsat urban area delineation : Intralab 
project 75-3 /, 78-15751 

Landsat’s role in an earth resources infor- 
mation system National Aeronautics 
and Space Administration, Office of 
Science and Technology Policy : report 
to the Congress /, 78-1868 

Landscape management handbook., 78- 
24956 

Large Area Crop Inventory Experiment 
(LACIE) user requirements /, 78- 
14777 

Large area Czochralski silicon /, 78-4612 

Large area of silicon sheet by EFG /, 78- 
4601 

Large area silicon sheet by EFG., 78- 
13058, 78-20824 

Large area silicon sheet task, low-cost sil- 
icon solar array., 78-4600, 78-11020 

Large area silicon sheet task, low-cost sil- 
icon solar array project /, 78-17210 


Large Class I motor carriers of property 


selected earnings data., 78-26242 

Large corporations and urban employment 
/, 78-19037 

Large landslides, composed of 
megabreccia, interbedded in Miocene 
basin deposits, southeastern Arizona /, 
78-7274 

Large multiengine airplanes, 78-3772 

Large savings possible in mortgage in- 
surance premium payment system : De- 
partments of Defense and Housing and 
Urban Development : report to the Con- 
gress /, 78-6918 

Large scale production task of the low cost 
silicon solar array project ... : final report 
./, 78-15291 

Largest increase in employment of doctoral 
scientists and engineers is in industrial 
sector: 1973-75, 78-9476 

Laser damage in 8- to 14-micron mercury- 
cadmiun-telluride photovoltaic detector 
material /, 78-10832 

Laser Doppler dust devil measurements /, 
78-15759 

Laser Doppler velocimeter system for tur- 
bine stator cascade studies and analysis 
of statistical biasing errors /, 78-11688 

Laser far-field beam-profile measurements 
by the focal plane techniques /, 78- 
19776 


Laser fusion program at LASL., 78-20618 
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Laser induced damage in optical materials, 
1976 : proceeding of a symposium /, 
78-22860 

Laser induced damage in optical materials, 
1977 : proceeding of a symposium /, 
78-19755 

Laser interferometer analysis of flue gas 
particles from a fluidized bed com- 
bustor., 78-13124 

Laser-zone growth in a_ ribbon-to-ribbon 
(RTR) process, silicon sheet growth 
development for the large area silicon 
sheet task of the low cost silicon solar 
array project .../, 78-6664 

Last flight from Saigon /, 78-20451 

Last hired, first fired : informal hearing be- 
fore the United States Commission on 
Civil Rights, Washington, D.C., October 
12, 1976., 78-10618 

The last suffrage frontier : 
mental hospital residents 
78-19997 

Late payments to contractors by Federal 
agencies hearing before the Select 
Committee on Small Business, United 
States Senate, Ninety-fifth Congress, first 
session ... Portland, Oreg., August 26, 
1977., 78-5656 

Lateral aerodynamic parameters extracted 
from light data for the F-8C airplane in 
maneuvering flight /, 78-11683 

Lateral resistance of railroad track /, 78- 
9659 

Lateral stability of ballast : ballast and 
foundation materials research program /, 
78-9663 

Lateral support systems and underpinning 
/, 78-9622 

Latest editions of U.S. Air Force aeronauti- 
cal charts., 78-2871 

Latin America : statement /, 78-18402 

Latin American food-population exhibit : 
an evaluation., 78-15640 

Latin American policy : creative develop- 
ment : speech /, 78-14013 

The Latin American, Portuguese, & 
Spanish Division in the Library of Con- 
gress., 78-18043 

Latin American press., 78-22322 

Launch vehicle and propulsion programs : 
responsibilities and services., 78-5146 

Laundry and bath specialist., 78-10705, 
78-10706 

Laundry and bath specialist, MOS 57E., 
78-10704 

Law clerk handbook a handbook for 
Federal district and appellate court law 
clerks /, 78-682 

Law enforcement., 78-1901 

Law enforcement and related jobs with 
Federal agencies : intelligence, investiga- 
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Low-income public housing modernization 
program handbook., 78-11357 

Low-layer features to two limited-area hur- 
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The lumberman’s guide to exporting /, 
78-16557 

Lunar impact : a history of project Ranger 
/, 78-9401 

Lunar sample studies /, 

Luxembourg, 78-21910 

The LX39 latent fingerprint matcher /, 
78-25021 

-ynn R. Coleman nomination : hearings 
before the Committee on Energy and 
Natural Resources, United States Senate, 
Ninety-fifth Congress, first session, on 
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of Energy, November 9 and 30, 1977., 
78-16208 


truck test /, 78- 


78-21833 


M 


M. Sgt. George C. Lee, USAF : report to 
accompany H.R. 8481., 78-5800 

M. Sgt. William E. Boone, U.S. Army, 
retired report to accompany H.R. 
2952., 78-5687 

The MAC flyer., 78-3089 

MAC program and wholesale drug prices, a 
preliminary analysis, 78-8941 

Mach 4 free-jet tunnel-starting experiments 
for a hypersonic research engine model 
causing high blockage /, 78-13928 

Machine centers, way type machines, elec- 
trical and ultrasonic erosion machines., 
78-25158 

Machine repairers 
15704 

Machine stress rating : practical concerns 
tor lumber producers /, 78-16629 
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78-23100 

Maintenance and repair parts consumption 
guide for contingency operations troop 
support : generator, 60 KW 400hz., 78- 
23099 
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The Major Offense Bureau : Bronx County 
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ment of the Committee on Governmental 
Affairs, United States Senate, Ninety- 
fifth Congress, first session ..., 78- 
12103 

Major unresolved issues preventing a timely 
resolution to radioactive waste disposal : 
study /, 78-23626 
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gress, first session, on S. 1478 ... S. 1622 
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Resources, United States Senate, Ninety- 
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public lands of the United States, 78- 
24060 

Manual of laws affecting Federal credit 
unions., 78-24244 
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A manual on evaluation and economic 
analysis of livestock waste management 
systems /, 78-25626 

A manual on fire assaying and determina- 
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Pacific Ocean on 2 April 1973 without 
loss of life /, 78-22049 

Marine casualty report : SS V.A. Fogg, 
sinking in the Gulf of Mexico on 1 
February 1972 with loss of life /, 78- 
22046 

Marine climatic atlas of the world., 78- 
4497, 78-6505, 78-8723 

Marine Corps aviation : the early years, 
1912-1940 /, 78-10852 

Marine Corps lithograph program (Set I- 
74), 78-15126 

Marine Corps recruiting and recruit-train- 
ing policies and practices: Department of 
the Navy report of the Comptroller 
General of the United States., 78-4657 

Marine Division., 78-23193 

Marine electrochemical corrosion and con- 
trol systems /, 78-8727 

Marine engineering regulations., 78- 
14179 

Marine environmental protection, fy 79-89 
: program plan operating., 78-9721 

Marine fisheries review., 78-2864 

Marine flora and fauna of the Northeastern 
United States : Copepoda : Cyclopoids 
parasitic on fishes /, 78-19842 

Marine flora and fauna of the Northeastern 
United States Copepoda Ler- 
nacopodidae Sphyriidae /, 78- 
19840 
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Marine flora and fauna of the northeastern 
United States. Crustacea: Branchiura /, 
78-25052 

Marine flora and fauna of the northeastern 
United States : Echinodermata : Holothu- 
roidea. /, 78-1459 

Marine flora and fauna of the northeastern 
United States : Sipuncula/, 78-1458 

Marine infantry battalion., 78-20406 

Marine infantry regiment., 78-16956 

Marine investigating officer’s regulation 
handbook., 78-22220 

Marine mammal protection act, amend- 
ments : [an act to authorize appropria- 
tions to carry out the Marine mammal 
protection act of 1972 during fiscal years 
1979, 1980, and 1981]., 78-24800 

Marine mammal protection act authoriza- 
tion : report to accompany H.R. 10730., 
78-19494 

Marine mammal protection act of 1972 
authorization : report to accompany H.R. 
10730., 78-19299 

Marine mammals : hearings before the Sub- 
committee on Fisheries and Wildlife 
Conservation and the Environment of the 
Committee on Merchant Marine and 
Fisheries, House of Representatives, 
Ninety-fifth Congress, first session 
February 17, 1977 ... March 2, 1977 ... 
H.R. 4740, March 15, 1977., 78-2283 

Marine pastures : a by-product of large 
(100 megawatt or larger) floating ocean- 
thermal power plants /, 78-289 

Marine pollution environmental research 
and development act : report to accom- 
pany S. 1617., 78-5742 

Marine protection, research, and sanctua- 
ries act amendments of 1978 : report to 
accompany S. 2767., 78-19492 

Marine protection, research, and sanctua- 
ries act authorization., 78-16395 

Marine protection, research, and sanctua- 
ries act authorizations : report to accom- 
pany S. 3072., 78-19461 

Marine rifle company/platoon., 78-20407 

Marine safety : hearings before the Sub- 
committee on Coast Guard and Naviga- 
tion of the Committee on Merchant 
Marine and _ Fisheries, House’ of 
Representatives, Ninety-fifth Congress, 
first session ..., 78-14382 

Marine safety manual., 
11926, 78-22221 

Marine sand and gravel mining /, 78- 
21490 

Marine senior sergeant 
manual., 78-6478 

Marinelle Khristy Cruz : report to accom- 
pany H.R. 5163., 78-24745 

Mariner Jupiter/Saturn 1977 program., 
78-11792 

Mariner’s Island development regulatory 
permit application, San Mateo, San 
Mateo County, California., 78-25289 

Mariners weather log., 78-2738 

Marital and family characteristics of the 
labor force in March 1976., 78-17995 


78-8032, 78- 


commander’s 
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Marital and family characteristics of wor- 
kers, March 1974., 78-17999 

Marital status and living arrangements, 
March 1976, 78-12470 

Marital status and living arrangements, 
March 1977, 78-12475 

Maritime Administration bulk chemical 
carrier construction program., 78- 
19806 

Maritime Administration title XI, tank ves- 
sels engaged in domestic trade., 78- 
19807 

The Maritime Administration’s evaluation 
of the products of research and develop- 
ment contracts with private, profitmaking 
firms., 78-13369 

Maritime Administration’s satellite commu- 
nications program : is it still needed? : 
report to the House Committee on 
Government Operations /, 78-13335 

The maritime aids of the six major 
maritime nations., 78-1444 

Maritime appropriation authorization act 
for fiscal year 1978 : conference report 
to accompany S. 1019., 78-2332 

Maritime appropriation authorization act 
for fiscal year 1979 : report to accom- 
pany S. 2553., 78-16429 

Maritime appropriation authorization act 
for fiscal year 1979 : report together 
with additional views to accompany H.R. 
10729., 78-19320 

Maritime authorization, 1975 title XI 
oversight : hearings before the Subcom- 
mittee on Merchant Marine of the Com- 
mittee on Merchant Marine and Fishe- 
ries, House of Representatives, Ninety- 
fifth Congress, second session, on ... H.R. 
10729 ... title XI oversight ..., 78-26844 

Maritime boundary modus _ vivendi 
between the United States of America 
and Cuba, effected by exchange of let- 
ters signed at Havana April 27, 1977., 
78-5220 

Maritime cargo theft liability study 
development of a maritime cargo loss re- 
porting system /, 78-9555 

Maritime standards, 78-3550 

Mark Charles Mieir and Liane Maria Mieir 
: report to accompany H.R. 3313., 78- 
1183, 78-6048 

Market absorption of apartments., 78- 
2634, 78-16803 

Market center shifts : movement of retail 
sales in selected standard metropolitan 
statistical areas., 78-14930 

Market diseases of potatoes /, 78-14565 

The market for health care equipment : 
Nigeria., 78-14936 

Market oriented program planning study : 
hearing before the Subcommittee on Fos- 
sil and Nuclear Energy Research, 
Development, and Demonstration of the 
Committee on Science and Technology, 
U.S. House of Representatives, Ninety- 
fifth Congress, first session, July 12, 
1977., 78-1135 





Market-oriented program planning study : 
hearings before the Committee on Ener- 
gy and Natural Resources, United States 
Senate, Ninety-fifth Congress, first ses- 
sion ... June 23 and 28, 1977., 78-5556 

Market power and profitability of multina- 
tional corporations in Brazil and Mexico 
: report to the Subcommittee on Foreign 
Economic Policy of the Committee on 
Foreign Relations, United States Senate 
/, 78-12089 

Market profiles for Africa, 78-22968 

Market profiles for Asia and Oceania /, 
78-4258 

Market profiles for the Near East and 
North Africa /, 78-4260 

Market profiles for the South Pacific 
Islands, 78-22966 

Market profiles for Western Europe and 
Canada, 78-16864 

Market research study : pollution control 
equipment exhibition, United States 
Trade Center, Taipei, Taiwan, July 18- 
22, 1977., 78-19968 

Market research summary food 
processing & packaging equipment ex- 
hibition, U.S. Trade Center, Paris, 
France, September 27-30, 1977., 78- 
22976 

Market research summary : for graphic in- 
dustries equipment in Scandinavia., 78- 
19967 

Market research summary : graphic indus- 


tries equipment in the United Kingdom., 


78-19966 
Market research summary : petroleum ex- 


ploration, drilling, and pipeline equip- 


ment exhibition, U.S. Trade Center, 
Mexico City, Mexico, January 24-26, 
1978., 78-22977 

Market shares, concentration, and competi- 
tion in manufacturing industries /, 78- 
25723 

Marketable phosphate rock, 78-3477 

Marketing in Algeria /, 78-4266 

Marketing in Australia, 78-22964 

Marketing in Bolivia., 78-22962 

Marketing in Cameroon /, 78-1485 

Marketing in Canada, 78-22963 

Marketing in France, 78-16868 

Marketing in Greece, 78-22973 

Marketing in Hong Kong /, 78-10606 

Marketing in Iceland., 78-1487 

Marketing in India, 78-16871 

Marketing in Iran /, 78-10605 

Marketing in Ireland, 78-22967 

Marketing in Israel /, 78-4257 

Marketing in Japan, 78-16878 

Marketing in Jordan, 78-16866 

Marketing in Kuwait., 78-22961 

Marketing in Senegal /, 78-4264 

Marketing in Swaziland /, 78-4256 

Marketing in Sweden /, 78-4262 

Marketing in Taiwan., 78-1479 

Marketing in the Federal Republic of Ger- 
many and West Berlin, 78-16863 

Marketing in the Sudan /, 78-4261 
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Marketing in the United Arab Emirates /, 
78-6306 

Marketing in Togo, 

Marketing in Turkey, 78-16870 

Marketing in Uruguay., 78-1486 

Marketing in Venezuela /, 78-4255 

Marketing in Yugoslavia, 78-22965 

Marketing in Zambia, 78-22972 

Marketing information from USDA., 78- 
16730 

Marketing meat : are there any impedi- 
ments to free trade? : Department of 
Agriculture and other Federal agencies : 
report of the Comptroller General of the 
United States., 78-1691 

Marketing plan to accelerate the use of 
vanpools /, 78-6539 

Marketing promotion of raisins, marketing 
quality of filberts : hearing before the 
Subcommittee on Domestic Marketing, 
Consumer Relations, and Nutrition of the 
Committee on Agriculture, House of 
Representatives, Ninety-fifth Congress, 
first session, on H.R. 6266 ... H.R. 2381 
... May 11, 1977., 78-959 

Marketing research., 78-13385 

Marketips, 78-3224 

Marketips from Federal Supply Service, 
your service organization., 78-3224 

Marketplace realities and solar economics 
/, 78-23876 

Markets for the military writer /, 78-4335 

Marking, metal container, assembly, clear 
work station, and miscellaneous industri- 
al machinery., 78-20117 

Marking of articles made of karat gold., 
78-124 

Marking of articles made of silver in com- 
bination with gold., 78-123 

Marking of articles made wholly or in part 
of platinum., 78-1435 

Marking of gold filled and rolled gold plate 
articles other than watchcases., 78- 
4143 

Marking of jewelry and novelties of silver., 
78-1436 

Markup of S. 1439 : Export reorganization 
act of 1976 : meeting before the Joint 
Committee on Atomic Energy, Congress 
of the United States, Ninety-fourth Con- 
gress, second session, August 26 and 
September 14, 1976., 78-12040 

Mark I containment short term program : 
safety evaluation report., 78-18905 

Marriage, divorce, widowhood, and remar- 
riage by family characteristics, June 
1975, 78-4047 

Mars : the Viking discoveries /, 

Mars (Planet) /, 78-9257 

Mars surface penetrator : system descrip- 
tion /, 78-9387 

Marshals service fees, witness fees, and 
amendments to the Jury selection and 
service act : hearing before the Subcom- 
mittee on Improvements in Judicial 
Machinery of the Committee on the Ju- 
diciary, United States Senate, Ninety- 


78-16867 


78-11785 
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fifth Congress, first session ... September 
26, 1977., 78-16265 

Marshyhope Creek watershed., 78-22736 

Marsing Civilian Conservation 
Route 1, Marsing, Id., 78-24105 

MARTA tunnel construction in Decatur, 
Georgia : a case study of impacts /, 78- 
22240 

Martha Castro Fitz Maurice : report to ac- 
company H.R. 3618., 78-5711 

Martina Navratilova : report together with 
dissenting views H.R 
10210., 78-14492 

Mary Cassatt : pastels and color prints., 
78-15911 

Maryland landings., 78-2851 

Maryland landings, annual summary., 78- 
16837 

Marys Peak planning unit., 78-22717 

Mashpee lands : hearings before the United 
States Senate, Select Committee on Indi- 
an Affairs, Ninety-fifth Congress, first 
session on S. J. Res. 86 ... October 21, 
1977., 78-5592 

Masonry structural design for buildings., 
78-12652 

Mass emissions from ten pre-controlled 
gasoline trucks, and comparisons 
between differenent trucks on a road 
course /, 78-20668 

Mass spectrometric analytical services and 
research activities to support coal-liquid 
characterization research., 78-20487, 
78-23546 

Mass study for modular approaches to a 
solar electric propulsion module /, 78- 
11774 

Mass transit for elderly and handicapped 
persons : Urban Mass Transportation Ad- 
ministration’s actions Department of 
Transportation report of the Comp- 
troller General of the United States., 
78-1665 

Mass transit, 
21070 

Massachusetts coastal zone management 
program and final environmental impact 
statement., 78-25060 

Massachusetts landings., 78-2848 

Massachusetts landings, annual summary., 
78-10597 

Massachusetts landings, by ports, annual 
summary., 78-16830 

MAST is saving lives : an EMS success 
story in northeastern New York, Ver- 
mont, and northwestern New Hampshire 
/, 78-885 

Master requirements 
20101, 78-20102, 
20104 

Matching job education requirements of a 
varity of officer specialties with the edu- 
cational attainments of potential incum- 
bents., 78-6532 

Matching job education requirements with 
candidates’ educational attainments : a 
pilot methodological study 


Center, 


to accompany 


travel and tourism., 78- 


directory., 78- 
78-20103, 78- 


: interim re- 
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port for period | November 1974 - 31 
August 1975 /, 78-15150 

Material balance in coal /, 78-20492 

Material balance in coal | material 
balance and oxygen stoichiometry of six 
coals from the Wyodak bed, Campbell 
County, Wyoming /, 78-1592 

Material-process-product analysis of coal 
process technology /, 78-6763 

Material supplyman., 78-12682 

Material supplyman : MOS 76D skill levels 
1 and 2 : soldier’s manual., 78-20172 

Materials & components in fossil energy 
applications., 78-3132 

Materials and processes for shuttle engine, 
external tank, and solid rocket booster /, 
78-13924 

Materials evaluated as potential soil stabil- 
izers : final report /, 78-25233 

Materials for Coal Conversion and Utiliza- 
tion., 78-25388 

Materials of construction and electrode 
materials for a fuel cell using a_per- 
fluoroalkane sulfonic acid electrolyte /, 
78-17205 

Materials policy : hearings before the Sub- 
committee on Science, Technology, and 
Space of the Committee on Commerce, 
Science and = Transportation, United 
States Senate, Ninety-fifth Congress, first 
session ... July 14 and 19, 1977., 78- 
5534 

Materials policy handbook : legislative is- 
sues of materials research and technolo- 
gy /, 78-1128 


Materials relating to the March 15th report 
of the Committee on Ways and Means to 
the House Budget Committee on the 


fiscal year 1979 budget /, 
Materials research 


78-12194 

and evaluation for 
geothermal corrosion environments .../, 
78-13029 

Materials research for clean utilization of 
coal /, 78-6738, 78-20591, 78- 
20592, 78-25485 

Materials science and metallurgy., 78- 
904, 78-3867, 78-5472, 78-16117 

Materials Science annual progress report, 
78-2095 1 

Materials science experiments in space /, 
78-26343 

Materials sciences., 78-2695 

Materials sciences overview : 
workshops recommending 
directions in energy-related 
research., 78-20840 

Materials sciences programs : FY 1977., 
78-13083 

Maternal 


a series of 
future 
basic 


alcohol use and effects on the 
fetus and the neonate, including the fetal 
alcohol syndrome (FAS) : January 1975 
through April 1978, 128 citations /, 78- 
17568 

Maternal and child health care act, 1977 : 
hearings before the Subcommittee on 
Health and the Environment of the Com- 
mittee on Interstate and Foreign Com- 
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merce, House of Representatives, Ninety- 
fifth Congress, second session, on H.R. 
1702 ... January 4 and 5, 1978., 78- 
19160 

Maternal and child health programs 
legislative base., 78-4820 

Maternal and child health services of state 
and local health departments., 78- 
17603 

Maternity care under CHAMPUS, civilian 
health and medical program of the 
uniformed services., 78-12566 

Math and your career., 78-24117 

Mathematical analysis of circular corrosion 
cells having unequal polarization parame- 
ters /, 78-25342 

Mathematical and computational studies of 
equilibrium capillary free surfaces /, 78- 
23299 

Mathematical and computational studies of 
the siability of axisymmetric annular 
capillary free surfaces /, 78-23300 

Mathematical approaches to evaluating air- 
craft vertical separation standards /, 78- 
22164 

A mathematical-computer simulation of the 
dynamics of a freight element in a rail- 
road freight car /, 78-22122 

A mathematical model for unsteady-flow 
computations through the complete spec- 
trum of flows on the lower Ohio River : 
final report /, 78-10749 

A mathematical model of electrostatic 
precipitation /, 78-25682 

Mathematical modeling of chemical 
processes for low BTU/gasification of 
coal for electric power generation /, 78- 
11038 

Mathematical modeling of seed cotton and 
lint cleaning systems /, 78-6106 

Mathematical modeling of shoreline evolu- 
tion /, 78-10772 

Mathematical sciences, 
19764 

Mathematics and related occupations., 
78-15701 

Mathematics in energy : grades 8-9., 78- 


78-19763, 78- 


Mathematics objectives 
ment., 78-11188 

Mathemetical reconstruction of highway 
accidents : the scene measurement and 
data processing system /, 78-9775 

MATS flyer, 78-3089 

A matter of honor., 78-25170 

A matter of opportunity : a report from the 
Director, National Institute of Allergy 
and Infectious Diseases., 78-25894 

Matters relating to T. Bertram Lance 
hearings before the Committee on 
Governmetal Affairs, United States 
Senate, Ninety-fifth Congress, first ses- 
sion ...., 78-12104, 78-16226 

Mattresses, bedsprings, and other sleep fur- 
niture, 78-19671 

Mattresses, bedsprings, and sleep furniture., 
78-2575 


second assess- 
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Mattresses, foundations, and convertible 
sofas., 78-2601, 78-8620 

Mattresses, foundations, and sleep furni- 
ture., 78-19671 

Maturation and collection of yellow-poplar 
seeds in the midsouth /, 78-16597 

Maturation of western larch cones and 
seeds /, 78-16577 

Maturity distribution of outstanding negoti- 
able time certificates of deposit., 78- 
3201 

Maumee River Basin level B study : com- 
prehensive water and related land 
resources planning : baseline reference- 
urban sectors., 78-24459 

The Mauna Loa _ four’ wavelength 
nephelometer instrument details and 
three years of observations /, 78-19839 

Mauritius Cyclone., 78-5232 

Maury-Shelby 500-kV transmission line., 
78-26717 

Max Valier - a pioneer of space travel /, 
78-21794 

Maximum floodflows in the conterminous 
United States /, 78-7267 

Maximum likelihood as an operational tool 
in socio-economic modeling : as outlined 
in a recent thesis of D. W. Peterson /, 
78-9584 

Maximum likelihood solution to theodolite 
data /, 78-15114 

Maximum loading of a lint cleaner for effi- 
cient cleaning and optimum cotton quali- 
ty /, 78-14573 

Maxwell Creek, Parker, Texas., 78-4483 

McGuire Nuclear Station, units | and 2, 
Duke Power Company., 78-22336 

MCRL, 78-12644, 78-12645, 78- 
12646, 78-20132 

Me Hwa Hong : report to accompany S. 
911., 78-5923 

Me Young Lee : report to accompany S. 
1003., 78-5763, 78-5925 

Meade County, South Dakota 
(unincorporated areas)., 78-15486 

Mean and variance of the correlation mag- 
nitude of random and_ pseudonoise 
sequences /, 78-10842 

Mean annual runoff in the upper Ohio 
River basin, 1941-70, and its historic 
variation /, 78-9171 

Mean velocity, turbulence intensity, and 
scale in a subsonic turbulent jet imping- 
ing normal to a large flat plate /, 78- 
18265 

Mean velocity, turbulence intensity and 
turbulence convection velocity measure- 
ments for a convergent nozzle in a free 
jet wind tunnel /, 78-26349 

The meaning of the new Panama Canal 
treaties., 78-7570 

Measured or estimated (uncertificated) air- 
plane noise levels., 78-9674 

Measurement of aircraft xenon strobe light 
characteristics /, 78-8001 

Measurement of attentional capacity load 
using dual-task performance operating 
curves /, 78-25262 





Measurement of blast waves from bursting 
pressurized frangible spheres /, 78-5161 

Measurement of fly ash resistivity using 
simulated flue gas environments /, 78- 
25657 

Measurement of infant mortality in 
developed countries /, 78-25013 

Measurement of model aeroelastic defor- 
mations in the wind tunnel at transonic 
speeds using stereophotogrammetry /, 
78-9459 

The measurement of oil spill volume by a 
passive microwave imager /, 78-16027 

Measurement of sulfate and sulfur dioxide 
in automotive exhaust /, 78-1243 

Measurement of the ATCRBS suface inter- 
rogation environments at Chicago 
O’Hare and Los Angeles International 
Airports /, 78-8002 

The measurement of the flow properites 
and capillary pressure relationships of 
certain coals pertaining to underground 
coal gasification /, 78-8766 

Measurement of the trailing vortex systems 
of large transport aircraft, using tower 
fly-by and flow visulization 
comparison and 
11904 

Measurement of toxic gases and smoke 
from aircraft cabin interior 
using the NBS smoke chamber and 
colorimetric tubes /, 78-7983 

Measurement techniques for coastal waves 
and currents /, 78-15096 

Measurement techniques for high power 
semiconductor materials and devices /, 
78-23545 

Measurement 


less 


: (summarly, 
application) /, 78- 


materials 


techniques for inorganic 
trace materials in control system streams 
/, 78-20715 

Measurement techniques investigated for 
detection of hydrogen chloride gas in 
ambient air /, 78-21801 

Measurements and standards 
materials safeguards : 
78-18931 

Measurements and standards for recycled 
oil : proceedings of a workshop held at 
the National Bureau of Standards, 
Gaithersburg, Maryland, November 22 
and 23, 1976 /, 78-25020 

Measurements of blast waves from bursting 
frangible spheres pressurized with flash- 
evaporating vapor or liquid /, 78-18171 

Measurements of combined axial mass and 
heat transport in He II /, 78-14884 

Measurements of cosmic-ray charged parti- 
cle ionization and flux densities in the at- 
mosphere /, 78-17255, 78-23568 

Measurements of heat release rates on 
wood products and an assembly /, 78- 
14623 

Measurements of some of the factors which 
influence the radon daughter health 
hazard /, 78-21613 

Measurements of surface-pressure and 
wake-flow fluctations in the flow field of 


for nuclear 
quarterly report /, 








December 1978 


a Whitcomb supercritical airfoil /, 78- 
18079 

Measurements of the performance parame- 
ters of gamma cameras /, 78-15430 

Measurements of the tonal component of 
cavity noise and comparison with theory 
/, 78-18259 

Measurements on insulating materials at 
cryogenic temperatures 
/, 78-8753 

Measures of 


: annual report ... 


program effectiveness : a 
system for measuring program effective- 
ness /, 78-883 

Measuring America., 78-10532 

Measuring characteristics of microwave 
mobile channels /, 78-22989 

Measuring highway improvement needs and 
priority analysis., 78-7762 

Measuring landscape esthetics 
beauty estimation method /, 


: the scenic 

78-14654 

Measuring sales force performance /, 78- 
21984 

Measuring the fiscal “blood pressure’’ of 
the States, 1964-1975 
paper /, 78-8140 

Measuring the quality § of 

78-7256 

troubleshooting — skills using 
hardware-free, high fidelity simulation /, 
78-25375 

Meat and poultry inspection, 78-19523 

Meat and poultry inspection directory., 
78-2540, 78-22772 

Meat and poultry inspection manual., 78- 
2534 

Meat and poultry inspection regulations., 
78-2533 

Meat and poultry inspection; report of the 
Secretary of Agriculture to the Commit- 
tee on Agriculture, House of Representa- 
tives, Committee on Agriculture and 
Forestry, U.S. Senate., 78-19523 

Meat animals, 78-10475, 78-22779 

Meat animals : production, disposition, in- 
come : final estimates for 1970-74., 78- 
10300 

Meat animals, farm production, disposition, 
and income, 78-10475, 78-22779 

Meat animals, production, disposition, in- 
come., 78-10475, 78-22779 

Meat market reporting reform act 
hearings before the Subcommittee on 
Livestock and Grains of the Committee 
on Agriculture, House of Representa- 
tives, Ninety-fifth Congress, first session, 
on H.R. 7393, August 6, 1977, Sioux 
City, lowa, October 4, 1977, Washing- 
ton, D.C., 78-14275 


: an information 


America’s 
streams., 
Measuring 


Meat tenderizers and monosodium gluta- 


mate (MSG), 
Mech, 78-3055 
Mech; the 


78-21249 


naval aviation 
safety review., 78-3055 

Mechanical and chemical properties of 
selected steels used in bridge structures /, 
78-18574 


maintenance 
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Mechanical behavior and fracture charac- 
teristics of off-axis fiber composites : I - 
Experiment investigation /, 78-18285 

Mechanical behavior and fracture charac- 
teristics of off-axis fiber composites : II - 
theory and comparisons /, 78-15780 

Mechanical characteristics of stability-bleed 
valves for a supersonic inlet /, 78-9360 

Mechanical constitutive models for en- 
gineering materials : final report /, 78- 
25235 

Mechanical development investigations : in- 
terim report /, 78-20531 

Mechanical development recommendations 
/, 78-17229 

Mechanical engineering series GS-830., 
78-6346 

Mechanical harvesting of wine grapes /, 
78-32 

Mechanical maintenance supervisor., 78- 
20169 

Mechanical maintenance supervisor, skill 
level 5.,  78-12679 

Mechanical work performed on U.S. and 
Canadian registered aircraft., 78-14131 

Mechanics : a new law affects you., 78- 
12834 

Mechanics and your career., 78-24118 

The mechanics of atmospheric systems 
derived through vertical and horizontal 
analysis of parametric data /, 78-26362 

Mechanics of cutting and boring /, 78- 
4453, 78-10763 

Mechanics of cutting and boring : Part Il ; 
kinematics of axial rotation machines /, 
78-25246 

Mechanics of train collision /, 

The mechanized 
squad., 78-4347 

Mecklenburg county, 
(unincorporated areas)., 

Meda Abilay Florin : report to accompany 
H.R. 1939., 78-5708, 78-14513 

Medal and awards manual., 78-5416 

Medals of the United States Mint., 78-827 

Media., 78-2226 

Media arts: film, radio, 
13972, 78-18327 

Media coverage, Secretary Coleman's Con- 
corde decision., 78-22007 

Media habits among USIA traget groups in 
Beirut, Lebanon., 78-7384 

The media in a disaster /, 78-15442 

Media treatment of President Ford by the 
People’s Republic of China : August 8, 
1974-November 7, 1975., 78-5092 

Medicaid amendments relating to Puerto 
Rico, the Virgin Islands, and Guam :: re- 
port /, 78-5813 

Medicaid data., 78-3373 

Medicaid insurance contracts : problems in 
procuring, administering, and monitoring 
: report to the Subcommittee on Health, 
Senate Committee on Finance /, 78- 
13301 

Medicaid management reports., 


78-11875 
infantry platoon and 
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Medicaid payments for ineligible persons : 
hearing before the Subcommittee on 
Health and Environment of the Commit- 
tee on Interstate and Foreign Commerce, 
House of Representatives, Ninety-fifth 
Congress, first session... November 1, 
1977., 78-14351 

Medicaid statistics, 78-3373 

Medical and health related sciences thesau- 
tus., 78-13479 

Medical and surgical instruments, equip- 
ment, and supplies /, 78-6419 

Medical assistance financed under the 
public assistance titles of the Social 
Security Act, 78-3264 

Medical assistance. Medicaid. Financed 
under Title 19 of the Social Security Act, 
78-3264 

Medical assistance (Medicaid) financed 
under Title XIX of the Social security 
act., 78-3264 

Medical botany /, 78-9268 

Medical direction and geriatrics in long 
term care /, 78-21275 

Medical emergencies., 78-5429 

Medical laboratory specialist soldier’s 
manual., 78-1528, 78-4378, 78-4379 

Medical platoons and sections organic to 
combat and combat support battalions/ 
squadrons., 78-23105 

Medical practice plans at U.S. medical 
schools : a review of current charac- 
teristics and trends /, 78-484 

Medical records librarian : opportunities in 
the Federal government GS-5/12., 78- 
10622 

Medical school programs, resources and 
financing /, 78-7116 

Medical schools in the United States : a 
descriptive study /, 78-7118 

Medical service digest., 78-3098 

Medical service training program in inter- 
nal medicine and medical subspecialties., 
78-26662 

Medical specialist., 78-6447 

Medical specialist : commander's manual., 
78-4357 

Medical specialist : soldier’s manual., 78- 
4358, 78-4359, 78-4360 

Medical statistics, Navy, 78-12758 

Medical statistics, U.S. Navy. Statistical re- 
port of the Surgeon General, U.S. Navy., 
78-12758, 78-23179 

Medical student finances and institutional 
characteristics, 1974-1975 /, 78-7119 

Medical student finances and_ personal 
characteristics, 1974-75 /, 78-7120 

Medical subject headings. Annotated 
alphabetic list., 78-11223 

Medical subject headings. Tree structures., 
78-11222 

Medical subject headings. 
alphabetic list, 78-11222 

Medical subject headings. Tree structures., 
78-11223 

Medical supply catalog., 

Medical supply specialist 
manual., 78-1505 
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Medical supply _ specialist 
manual., 78-20159 

Medical treatment of illegal aliens : hearing 
before the Subcommittee on Health and 
the Environment of the Committee on 
Interstate and Foreign Commerce, House 
of Representatives, Ninety-fifth Congress, 
first session ... June 9, 1977., 78-2277 

Medical x-ray data., 78-15431 

Medicaments., 78-15028 

Medicare amendments of 1978 : report of 
the Committee on Ways and Means, U.S. 
House of Representatives, to accompany 
H.R. 13097., 78-26975 

Medicare and Medicaid frauds : joint hear- 
ing before the Subcommittee on Long- 
Term Care and the Subcommittee on 
Health of the Elderly of the Special 
Committee on Aging, United States 
Senate, Ninety-fourth Congress, first[- 
second] session., 78-947 

Medicare gaps and limitations : hearing be- 
fore the Subcommittee on Health and 
Long-term Care of the Select Committee 
on Aging, House of Representatives, 
Ninety-fifth Congress, first session, Oc- 
tober 18, 1977., 78-26724 

Medicare-medicaid administrative and 
reimbursement reform act : hearing be- 
fore the Subcommittee on Health of the 
Committee on Finance, United States 
Senate, Ninety-fifth Congress, first ses- 
sion, on S. 1470 ..., 78-8279 

Medicare-medicaid administrative and 
reimbursement reform act : report to ac- 
company H.R. 5285., 78-24929 

Medicare-Medicaid anti-fraud and abuse 
amendments : conference report to ac- 
company H.R. 3., 78-5758 

Medicare-Medicaid anti-fraud and abuse 
amendments of 1977 report of the 
Committee on Finance, U.S. Senate, on 
S. 143., 78-8475 

Medicare, number of persons insured, July 
1,1974/, 78-8950 

Medicare, participating health facilities, 
July 1973 : highlights /, 78-8948 

Medicare renal disease program amend- 
ments., 78-1148 

Medicare, utilization of home health ser- 
vices, 1974 /, 78-8953 

Medicinal chemicals, 78-14049 

Medicine & biology., 78-2716 

Medicine & biology (Springfield), 78- 
2716 

Medicine and medical science., 78-21074 

Medicine lodge thrust system, East-Central 
Idaho and southwest Montana /, 78- 
15539 

Mediterranean Sea 
193 

Medium big kids : for ages 6-9., 78-2182 

Medium helicopter repairer., 78-12689, 
78-20201 

MEDLARS : the computerized literature 
retrieval services of the National Library 
of Medicine., 78-434 

MEDLARS indexing manual /, 
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Meeja Sa Foster 
H.R. 3217., 78-1182 

Meeks Table Research Natural Area 
reference sampling and habitat classifica- 
tion /, 78-1349 

Meetings of the American Indian Policy 
Review Commission., 78-8300, 78- 
22492 

Mehalla el Kubra facilities: Modernization 
and improvement of, 78-2128 

Member bank earnings, 78-17315 

Member bank income., 78-17315 

Members of uniformed services, 78-2981, 
78-20007, 78-20008 

Membership and jurisdiction of subcommit- 
tees, Committee on Foreign Relations, 
United States, 78-26791 

Membership of State banking institutions in 
the Federal Reserve System : amend- 
ments to regulation H., 78-343 

Membrane applications to coal conversion 
processes /, 78-1603, 78-1604, 78- 
1605 

Memorandum on exchange charges., 78- 
3162 

Memorandum opinion and 
2906 

Memphis, Tennessee-Arkansas-Mississippi, 
metropolitan area, 78-13851 

Men, mountains and rivers., 78-4449 

Men’s and boys’ shirts (except work shirts) 
and nightwear, New York State, June 
1974., 78-21742 

Men’s apparel., 78-2572 

Mental health advocacy 
force in consumers’ rights /, 78-8991 

Mental health demographic profile for 
health services planning, 78-4869 

Mental health directory., 78-13571 

Mental health of the aging., 78-500 

Mental health research grant awards, 78- 
23856 

Mental health statistical note., 
78-13570, 78-17639, 
17641, 78-17642, 
23855 

Mental health trainee stipends in social 
work., 78-17636 

Mental health training for ministers and 
seminarians : a summer work-study pro- 
gram, May-August 1978 Saint 
Elizabeths Hospital, Washington, D.C., 
78-503 

Mental retardation & developmental disa- 
bilities abstracts,, 78-3245 

Mental retardation and the law., 
78-23697 

The mentally retarded offender and ;cor- 
rections /, 78-9206 

Merchandising your job talents., 78-9225 

Merchant fleets of the world; ocean going 
steam and motor ships of 1,000 gross 
tons and over., 78-10569 

Merchant marine miscellaneous : hearings 
before the Subcommittee on Merchant 
Marine of the Committee on Merchant 
Marine and _ Fisheries, 


: report to accompany 


order., 78- 


an emerging 


78-7141, 


78-17640, 78- 
78-23854, 78- 


78-8916, 


House’ of 





Representatives, Ninety-fifth Congress, 
first session ...,  78-12153 

Merchant vessels of the United States, 78- 
3791, 78-22225 

Merchant vessels of the United States; 
(including yachts)., 78-22225 

Mercury., 78-3440, 78-11530, 78- 
17815 

Mercury (Washington), 78-3440 

Mergers & acquisitions, 1972-1974., 78- 
19651 

Merit promotion program handbook., 78- 
18658 

MESA, 78-3494 

MESA; the magazine of mining health and 
safety., 78-3494 

Mesa County, Colorado, unincorporated 
areas., 78-13674 

MESA magazine, 78-3494 

MESA safety reviews. Coal-mine fatalities., 
78-3492 

MESA safety reviews. Coal-mine injuries 
and worktime., 78-3493 

MESA safety reviews. Injury experience 
and worktime data for the sand and 
gravel industry., 78-21615 

MESA safety reviews. Coal-mine fatalities, 
78-3493 

MESA safety reviews. Injury experience 
and worktime data for the sand and 
gravel industry, 78-21615 

Mesocyclone evolution and _ tornado 
generation within the Harrah, Oklahoma 
storm /, 78-25056 

Mesoscale cloud phenomena observed by 
Landsat /, 78-9340 

Mess management specialist | & C., 78- 
12761 

Metabolic, hormonal, photosynthetic, and 
lightering response of red pine treated 
with paraquat /, 78-14600 

Metabolism of pesticides, an update /, 78- 
15616 

Metal and nonmetal mine health and safety 
standards and regulations: October 1974, 
compiled metal and nonmetal 
health and safety 
derground mines 
17863 

Metal bars, rods, wires, sheets, plates, and 
shapes., 78-23067 

Metal cans., 78-10540 

Metal corrosion testing of 
hazardous materials /, 78-9820 

Metal-walled above-ground swimming pools 
from Japan : determination of likelihood 
of injury in investigaton no. AA1921-165 
under the Antidumping act, 1921, as 
amended, together with the information 
obtained in the investigation., 78-18507 

Metallurgical characteristics of the fracture 
of several high strength aluminum alloys 
/, 78-18286 

Metals and Ceramics 
Science annual 
20951 

Metals mining and milling process profiles 
with environmental aspects /, 78-15263 
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Metalworker., 78-25184 

Metalworking lathes., 78-20126 

Metalworking machinery., 78-2607, 78- 
8623 

Metalworking occupations., 78-15683 

Metalworking saws and filing machines., 
78-20121 

Metamorphic rocks of the Quadrilatero 
Ferrifero, Minas Gerais, Brazil : a study 
of the metamorphic events that have af- 
fected the Precambrian igneous and 
metasedimentary rocks of the Brazilian 
shield /, 78-7271 

Meteorological aspects of the Big Thomp- 
son flash flood of 31 July 1976 /, 78- 
1457 

Meteorological regimes for the classifica- 
tion of aerospace air quality predictions 
for NASA-Kennedy Space Center /, 78- 
11764 

Methadone deaths in New York City : De- 
partments of Justice and Health, Educa- 
tion, and Welfare., 78-6932 

Methanation activity of Raney nickel 
catalysts effect of proportion of 
NiAl[SUB3] and Nif{SUB2]AI[SUB3] in 
precursor alloys /, 78-15553 

Methanation feeds gas carbon dioxide level 
: final report /, 78-23326 

Methanation processes /, 78-20888 

Methane accumulations in coal mine roof 
cavities /, 78-9176 

Methane drainage experience with 
hydraulic stimulation through slotted cas- 
ing /, 78-26173 

Methane emission from U.S. coal mines in 
1973 : a survey : a supplement to IC 
8558 /, 78-26177 

Methane emissions from 
storage silos /, 78-9177 

Methane utilization from 
power generation., 
25538 

Methanol its synthesis, use as a fuel, 
economics, and hazards ... /, 78-10963 

Methanol as an automotive fuel : with spe- 
cial emphasis on _ methanol-gasoline 
blends /, 78-9586 

Methanol from wood waste : a technical 
and economic study /, 78-6171 

Methanol fuel modification for highway 
vehicle use : final report /, 78-23358 

Method for a simple estimate of the mag- 
nitude of electromagnetic fields in a ship- 
board environment /, 78-20350 

A method for appraising multiple-product 
sales of southern pine stumpage /, 78- 
10359 

A method for automatic test and evaluation 
of microwave transceivers at L-band 
frequencies /, 78-10851 

Method for calculating convective heat- 
tranfer coeffecients over turbine vane 
surfaces /, 78-15785 

A method for calculating strut and splitter 
plate noise in exit ducts : theory and 
verification /, 78-26351 
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Method for continuously monitoring the 
CO2 output of caged insects : potential 
applications in quality control of 
colonized insects /, 78-10441 

A method for estimating wind-wave growth 
and decay in shallow water with high 
values of bottom friction /, 78-12737 

A method for evaluating the performance 
of integrated safeguards systems., 78- 
22329 

Method for obtaining aerodynamic data on 
hypersonic configurations with scramjet 
exhaust flow simulation /, 78-13954 

Method for predicting the stiffness of 
wood-joist floor systems with partial 
composite action /, 78-14627 

A method for the analysis of nonlinearities 
in aircraft dynamic 
mospheric turbulence /, 


response to at- 
78-11680 

A method of analysis for general aviation 
airplane structural crashworthiness /, 
78-15991 

Method of discrete modeling and its appli- 
cation to estimation of TF30 engine vari- 
ables /, 78-11762 

A method of manure disposal for a beef 
packing operation : 
report /, 78-1570 

A method-of moments solution for disper- 
sion characteristics of 
figured transmission media /, 

Methodologic problems in 
spirometry /, 78-7104 

Methodology for designing accelerated 
aging tests for predicting life of photovol- 
taic arrays... /, 78-17209 

Methodology for estimating the impacts of 
changes in highway performance 
prepared for U.S. Dept. of Transporta- 
tion, Federal Highway Administration /, 
78-9634 

Methodology for evaluation of the environ- 
mental consequences of alternative na- 
tional highway investment programs : ex- 
ecutive summary /, 78-14071 

A methodology for seismic design and con- 
struction of single-family dwellings /, 
78-9026, 78-9027 

A methodology for seismic evaluation of 
existing multistory residential buildings /, 
78-15449 

Methodology for the 
emission line sources /, 


first interim technical 


arbitrarily-con- 
78-10846 
children’s 


determination of 
78-17042 

Methodology of evaluating research and 
development projects 
78-11012 

Methodology to assess psychological stress 
and its impact in the air combat environ- 
ment /, 78-23208 

Methods and facilities for grading broilers 
and turkeys /, 78-22668 

The methods and materials of demography 
{errata and related notes]., 78-24995, 
78-24996 

Methods and standards for environmental 
measurement : proceedings of the 8th 
Materials Research Symposium held at 


: final report /, 
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the National Bureau of Standards, 
Gaithersburg, Maryland, September 20- 
24,1976 /, 78-4136 

Methods for characterizing adobe building 
materials /, 78-22884 

Methods for collection and analysis of 
aquatic biological and microbiological 
samples, 78-26144 

Methods for compensating transport lags in 
computer image generation visual dis- 
plays for flight simulation /, 78-4548 

Methods for determination of radioactive 
substances in water and fluvial sedi- 
ments, 78-26145 

Methods for measuring the acute toxicity 
of effluents to aquatic organisms /, 78- 
12943 

Methods for prediction of strong 
earthquake ground motion : final techni- 
cal report, October 1, 1976-September 
30, 1977 /, 78-16136 

Methods for rearing Aedes taeniorhynchus 
(Wiedemann) in the laboratory /, 78- 
4024 

Methods for substantiating flow rates and 
pressures in fuel systems of light air- 
planes., 78-18678 

Methods for the design, construction, and 
maintenance of skid resistant airport 
pavement surfaces., 78-14134 

Methods of assessing instream flows for 
recreation /, 78-26220 

Methods of setting pay for nonappropriated 
fund employees should be improved : re- 
port to the Congress /, 78-6928 

Methods to control fine-grained sediments 
resulting from construction activity., 
78-1555 

Methyl alcohol from Brazil : affirmative 
determination of ‘‘No reasonable indica- 
tion of injury” in Inquiry no. AA1921- 
Inqg.-7 under the Antidumping act, 1921, 
as amended., 78-15918 

Metodos anticonceptivos en la _planifica- 
cion familiar bebes mas _ saludables 
cuando usted los quiera., 78-1950 

METRIA:1 : proceedings of the first con- 
ference of the Metropolitan Tree Im- 
provement Alliance (METRIA), held at 
Lanham, Maryland, July 27, 1976., 78- 
22676 

Metric conversion card., 78-4133 

Metric dimensional coordination : the is- 
sues and precedent : proceedings of joint 
conference, Washington, D.C., June 6, 
1977 /, 78-14875 

Metric measures on nutrition labels, 78- 
21250 

Metric policy statement recommendations., 
78-13989 

Metric system /, 78-9267 

The metric system and small business /, 
78-26528 

The metric system of measurement (SI)., 
78-4142 


A metric world., 78-7538 
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Metrication in building design, production, 
and construction : a compendium of 10 
papers /, 78-25924 

Metrobus garage facility, Montgomery 
County, Maryland, draft environmental 
impact statement., 78-9774 

Metropolitan areas, United States and re- 
gional summaries, 78-13843 

Metropolitan Spokane region resources 
study : public brochure., 78-15071 

Metropolitan Washington airport policy 
analysis /, 78-9683 

The Metula oil spills : summary of National 
Oceanic and Atmospheric Administration 
workshop at Boulder, Colorado, June 24- 
25,1975 /, 78-22946 

Mexico, 78-11809 

Mexico : a study of the international travel 
market : results of a sampling survey 
among residents of Mexico, indicating 
their domestic and international travel 
habits and patterns, attitudes and 
preferences for foreign travel, and their 
demographic, psychographic, and trip 
characteristics /, 78-14899 

Mexico, effect of direct mail promotion on 
viewing the TV program Enfoque., 78- 
13833 

The Mexico-United States Interparliamen- 
tary Group : a sixteen-year history : a re- 
port /, 78-16218 

Mexico-United States Interparliamentary 
Group : report of the Senate delegation 
on the seventeenth meeting, held at Her- 
mosillo, Sonora, Mexico /, 78-14321 

MFPG: product durability and _ life: 
proceedings on the 27th meeting of the 
Mechanical Failures Prevention Group, 
held at the National Bureau of Stan- 
dards, Gaithersburg, Maryland, 
November 1-3, 1977 /, 78-19759 

MFPG—detection, diagnosis, and prognosis 
: proceedings of the 26th meeting of the 
Mechanical Failures Prevention Group 
held at the IIT Research Institute, 
Chicago, Illinois, May 17-19, 1977 /, 
78-121 

MHD composition and properties of 
working fluids in open cycle mag- 
netohydrodynamic generators US. - 
U.S.S.R. cooperative program in MHD 
power generation, April 13-21, 1977, 
Washington, D.C., 78-23224 

MHD combustor design study : final report 
/, 78-6871 

MHD ETF conceptual design., 78-25469 

MHD generator component development., 
78-23340 

MHD phenomena at high magnetic fields /, 
78-20847 

MHD studies conducted at the U-25 facili- 
ty (V)., 78-23544 

MI magazine, 78-3032 

Miami, Fla., SMSA, 78-4119 

Miami, Fla. standard metropolitan statisti- 
cal area, 78-4119 

Miami, Florida, metropolitan area, 78- 
11647 
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Miami residential energy consumption /, 
78-9018 

Mica., 78-4991, 
78-15581 

Micellar-polymer joint demonstration pro- 
ject, Wilmington Field, Calif., 78-23281 

Michael Bruce Holland : report to accom- 
pany S. 1484., 78-24853 

Michelle Lagrosa Sese : report to accom- 
pany H.R. 2555., 78-14438, 78-24860 

Michigan, 78-4842 

Michigan, monthly averages of temperature 
wy 78-4225 

Michigan, monthly normals of temperature 
wy» 78-4181 

The Michigan single business tax : a dif- 
ferent approach to State business taxa- 
tion., 78-16090 

Microbend losses in multimode 
fibers /, 78-19638 

Microbial interactions with pesticides in 
estuarine surface slicks /, 78-12877 

Microbial populations in flooded swamp 
soils of South Carolina /, 78-6159 

Microbiological evaluation of production 
procedures for frozen foil pack meals at 
the central preparation facility of the 
Francis E. Warren Air Force Base /, 
78-25302 

Microcomputer-controlled 
sounder /, 78-10580 

Microcomputer controlled, interactive test- 
ing terminal development : final report 
for period February 1975 - June 1976 /, 
78-4536 

Microdata from the current population sur- 
vey, the annual demographic file., 78- 
22951 

Microdata from the survey of income and 
education., 78-10557 

Microelectronic test pattern NBS-4 /, 78- 
14870 

Microfilming maps of abandoned anthracite 
mines : mines in the Southern anthracite 
field /, 78-24019 

Micrographics management program., 78- 
18646 

Microorganisms in Urban Stormwater /, 
78-262 

Microscopic and x-ray examination of rock 
for durability testing /, 78-7791 

Microstructural effects in abrasive wear., 
78-20495 

Microwave emission from polar firn /, 78- 
26412 

The microwave landing system (MLS) con- 
troversery twenty-first report /, 78- 
16366 

Microwave line-of-sight (LOS) systems., 
78-19588 

Microwave plasma detoxification process 
for hazardous wastes /, 78-23471 

The Mid-Atlantic Engineers : a history of 
the Baltimore District, U.S. Army Corps 
of Engineers, 1774-1974 /, 78-20235 

The mid-course correction : minor adjust- 
ment or major retreat? /, 78-6562 
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Mid-winter installation of protected mem- 
brane roofs in Alaska /, 78-15089 

Mid-1980s_ digital avionics information 
system conceptual design configuration : 
interim report for period May 1975 - 
March 1976 /, 78-23203 

MIDAS compatible modules., 78-1439 

MIDAS, prototype Multivariate Interactive 
Digital Analysis System for large area 
earth resources surveys /, 78-21837 

Middle Atlantic fisheries, annual summary., 
78-16833, 78-19913, 78-19918 

Middle East : press conference /, 78-9496 

Middle East arms sales proposals : hearings 
before the Committee on Foreign Rela- 
tions, United States Senate, Ninety-fifth 
Congress, second session ..., 78-19115 

The Middle East, June 1977 : report to the 
Committee on Foreign Relations, United 
States Senate /, 78-5574 

Middle East peace process : hearing before 
the Subcommittee on Near Eastern and 
South Asian Affairs of the Committee on 
Foreign Relations, United States Senate, 
Ninety-fifth Congress, second session ... 
June 28, 1978., 78-26788 

Middle East strategic problems : hearing 
before the Subcommittee on Near East 
and South Asian Affairs of the Commit- 
tee on Foreign Relations, United States 
Senate, Ninety-fifth Congress, first ses- 
sion ... October 3, 1977., 78-9953 


Middle Fork Boise River Planning Unit., 


78-16650 

Middle income student assistance act : re- 
port together with additional views, in- 
dividual views, and dissenting views to 
accompany H.R. 11274., 78-12294 

Middlesex County, New Jersey, East Brun- 
swick, Helmetta, Milltown, Spotswood, 
South River : interim soil survey report /, 
78-8562 

Midsession review of the 1978 budget : 
communication from the Director, Office 
of Management and Budget, Executive 
Office of the President, transmitting a 
supplemental summary of the fiscal year 
1978 budget, pursuant to section 201 of 
the Budget and accounting act of 1921, 
as amended (31 U.S.C. I11(b) )., 78- 
8388 

Midsize farm supply cooperatives 
teristics and growth 
12452 

Midwest environmental directory : 
1974., 78-17050 

The midyear review of the economy., 78- 
24585 

Migrant and _ seasonal 
grams., 78-724 

Migrant and wintering populations, steam 
plant sites, 78-14263 

Migrant child welfare : a state of the field 
study of child welfare services for 
migrant children and their families who 
are in-stream, home based, or settled-out 
/, 78-7158 
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Migrant demonstration project guide : spe- 
cial supplemental food program for 
women, infants, & children., 78-10495 

Migrant health projects, 78-3342 

Migrant health projects; summary of pro- 
ject data., 78-3342 

Mildew on house paints., 78-10365 

Military administrative law handbook., 
78-25197 

Military air traffic activity report., 78- 
14164 

The military and civil work of the Corps of 
Engineers in New England, 1775-1975., 
78-25214 

The military & social adaptation /, 78- 
15011 

The military aspects of banning arms aid to 
Turkey : hearing before the Committee 
on Armed Services, United States 
Senate, Ninety-fifth Congress, second 
session, June 28, 1978., 78-26742 

Military assistance : eligibility requirements 
pursuant to the International security 
assistance and arms export control act of 
1976 : agreement between the United 
States of America and Kenya effected by 
exchange of notes dated at Nairobi Au- 
gust 10 and 24, 1976., 78-5196, 78- 
26489 

Military assistance program 
directory., 78-10658, 
10660, 78-10661, 
10663, 78-10664, 
10666, 78-10667, 
12621, 78-16924, 
16926, 78-20099 

Military aviation forecasts, 
1976-1987., 78-15967 

Military chaplains’ review., 78-3021 

Military clothing and textiles required for 
war reserves can be reduced : Defense 
Logistics Agency, Department’ of 
Defense : report to the Senate Commit- 
tee on Appropriations /, 78-4765 

Military compensation background papers : 
compensation elements and related man- 
power cost items, their purpose and 
legislative background., 78-6368 

Military compensation should be changed 
to salary system : Department of Defense 
: report to the Congress /, 78-4659 

Military construction appropriation bill, 
1979 : report to accompany H.R. 12927., 
78-19336, 78-24877 

Military construction appropriations 
ference report to accompany 
12927., 78-24782 

Military construction appropriations for 
fiscal year 1979 : hearings before a sub- 
committee of the Committee on Ap- 
propriations, United States Senate, 
Ninety-fifth Congress, second session., 
78-19024 

Military construction appropriations for 
1979 : hearings before a subcommittee 
of the Committee on Appropriations, 
House of Representatives, Ninety-fifth 
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Congress, second session /, 
78-19019 

Military construction appropriations, 1979., 
78-19024 

Military construction 
1978., 78-2348 

Military construction authorization act, 
1979 : report to accompany H.R. 12602., 
78-19316, 78-24770 

Military construction authorization fiscal 
year 1978 : hearings before the Subcom- 
mittee on Military Construction and 
Stockpiles of the Committee on Armed 
Services, United States Senate, Ninety- 
fifth Congress, first session, on S. 1164 ... 
April 5-6, 1977., 78-5507 

Military construction authorization, fiscal 
year 1979 : hearings before the Subcom- 
mittee on Military Construction and 
Stockpiles of the Committee on Armed 
Services, United States Senate, Ninety- 
fifth Congress, second session, on S. 
2636 ... April 11, 12, and 19, 1978., 
78-22396 

Military construction authorization fiscal 
year 1979 report to accompany S. 
3079., 78-19473 

Military construction standards should be 
updated to better meet user needs and 
save money : report /, 78-17355 

Military family housing project, Aliamanu 
Military Reservation, Oahu, Hawaii /, 
78-20230 

Military forces of France /, 

Military history., 78-6985 

Military intelligence., 78-3032 

Military intelligence company/detachment 
counterintelligence., 78-12696 

Military jury system needs safeguards found 
in civilian Federal courts, Department of 
Defense, Department of Transportation : 
report to the Congress /, 78-1739 

Military justice trial procedure., 78- 
20207 

Military law review., 78-3020, 78-23107 

Military mission : agreement between the 
United States of America and Liberia 
amending and extending the agreement 
of January 11, 1951, as amended and ex- 
tended effected by exchange of notes 
signed at Monrovia, May 2, 1975, 
February 2, 4, and 16, and March 10, 
and 17, 1977., 78-26490 

Military mission to Iran agreement 
between the United States of America 
and Iran extending the agreement of Oc- 
tober 6, 1947, as amended and extended, 
effected by exchange of notes dated at 
Tehran, November 11, 1976, and 
February 6, 1977., 78-26487 

Military operations of the Civil War : a 
guide-index to the official records of the 
Union and Confederate Armies, 1861- 
1865 /, 78-379, 78-380 

Military organizations of the 
Republic of China., 78-18369 

Military personnel office level procedures., 
78-12701, 78-12702 


78-16178, 


authorization act, 


78-1534 
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Military personnel office, management, and 
administrative procedures May 31, 
1971., 78-25204 

Military police., 78-4398 

Military police : commander’s manual : 
MOS 95B., 78-20187 

Military police soldier’s manual, skill level 
1&2., 78-8698 

Military police soldier’s manual, skill level 
3., 78-10725 

Military police soldier’s manual, skill level 
5., 78-6463 

Military police traffic operations : an Army 
training literature production /, 78- 
6462 

Military publications : index of administra- 
tive publications : regulations, circulars, 
pamphlets, posters, Joint Chiefs of Staff 
publications, DoD and_ miscellaneous 
publications., 78-20211 

Military publications 
forms., 78-23108, 78-25199 

Military publications index of supply 
catalogs and supply manuals (excluding 
types 7, 8, and 9)., 78-25201, 78- 
25202, 78-25203 

Military requirements for petty officer 3 & 
2., 78-4504 

Military requirements for PO 1 & C., 78- 
1541 

The military retirement system : options for 
change /, 78-12211 

Military review., 78-3044 

Military sales : an increasing U.S. role in 
Africa : report /, 78-23652 

Military sales to Turkey : communication 
from the President of the United States 
«5 78-10069, 78-24685 

Military service credit under civil service 
retirement program : hearing before the 
Subcommittee on Civil Service and 
General Services of the Committee on 
Governmental Affairs, United States 
Senate, Ninety-fifth Congress, second 
session, on S. 245 ... March 17, 1978., 
78-22482 

The military services are constructing un- 
needed family housing : report to the 
Congress /, 78-11101 

Military services should uniformly adopt 
improved packaging techniques : Depart- 
ment of Defense., 78-13338 

Military standard billing system., 78- 
10669, 78-12622, 78-12623, 78- 
12624, 78-12625, 78-12626, 78- 
12627 

Military standard requisitioning and issue 
procedures., 78-12611, 78-12612, 
78-12613, 78-12614, 78-12615, 78- 
12616, 78-12617, 78-12618, 78- 
12619, 78-12628, 78-12629, 78- 
15029, 78-15030, 78-16922, 78- 
16928, 78-23069, 78-25151 

Military standard transportation and move- 
ment procedures., 78-10631, 78- 
10632, 78-10633, 78-15013 
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Military supply and transportation evalua- 
tion procedures (MILSTEP)., 78- 
12620 

Military unionism., 78-10657 

Milk : final estimates for 1970-74., 78- 
10297 

Milk; production, disposition, income., 
78-16732 

The milk price and production programs of 
Norway, Sweden, and Finland /, 78- 
8570 

Milk prices paid by creameries and cheese 
plants, 78-2490 

Milk production., 78-2489 

Milk production (Washington), 78-2489 

Millers River and North Branch, Winchen- 
don, Massachusetts., 78-6499 

Milling machines., 78-20128 

Millions being spent to apprehend military 
deserters most of whom are discharged 
as unqualified for retention : Department 
of Defense., 78-13246 

Millions in savings possible in converting 
programs from one computer to another 
: Office of Management and Budget, Na- 
tional Bureau of Standards : report to the 
Congress /, 78-4648 

Millions of dollars in delinquent mortgage 
insurance premiums should be collected 
by the Department of Housing and 
Urban Development : report to the Con- 
gress /, 78-4647 

Millions of dollars of costs incurred in 
training foreign military students have 
not been recovered Department of 
Defense : report to the Congress /, 78- 
1723 

Milos Forman : report to accompany H.R. 
3085., 78-1168 

MILSBILLS military 
system., 78-10669, 
12623, 78-12624, 
12626, 78-12627 

MILSBILLS requisition fund codes., 78- 
16927, 78-25152 

MILSCAP military standard contract ad- 
ministration procedures., 78-16923 

MILSTEP., 78-12620 

MILSTRIP., 78-12628, 
16928 

MILSTRIP foreign military sales (FMS) 
customer procedures., 78-20131 

MILSTRIP routing identifier codes., 78- 
12611, 78-12612, 78-12613, 78- 
12614, 78-12615, 78-12616, 78- 
12617, 78-12618, 78-12619, 78- 
15029, 78-15030, 78-16922, 78- 
23068, 78-25150 

Milwaukee Railroad bankruptcy : hearing 
before the Subcommittee on Transporta- 
tion and Commerce of the Committee on 
Interstate and Foreign Commerce, House 
of Representatives, Ninety-fifth Congress, 
second session ... January 5, 1978., 78- 
19163 

Milwaukee, Wis., SMSA, 

Milwaukee, Wis. 
statistical area, 


standard billing 
78-12622, 78- 
78-12625, 78- 


78-12629, 78- 


78-4120 
standard metropolitan 
78-4120 
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Milwaukee, Wisconsin, metropolitan area., 
78-24150 

Mimimum property standards for care-type 
housing, 78-3379, 78-17704 

Mimimum property standards for mul- 
tifamily housing, 78-3379, 78-17704 

Mimimum property standards for one- and 
two-family dwellings, 78-3379 

Mimimum property standards for one-and 
two-family dwellings, 78-17704 

Mine rescue study report on Australian 
mine rescue systems and a discussion of 
American systems with recommendations 
/, 78-17865 

Mine ventilation digital simulation and 
analysis capabilities at MESA’s Denver, 
Technical Support Center /, 78-17867 

Mineral and water resources of Wisconsin : 
report /, 78-14356 

Mineral Creek, Valdez, Alaska: Flood plain 
information., 78-23132 

Mineral development impact assistance 
loan program : hearing before the Sub- 
committee on Public Lands and 
Resources of the Committee on Energy 
and Natural Resources, United States 
Senate, Ninety-fifth Congress, second 
session, on S. 2913 ... S. 2914 ... April 
26, 1978., 78-26780 

Mineral industries of Eastern Europe and 
the U.S.S.R. /, 78-21569 

Mineral industries of Western Europe /, 
78-7305 

The mineral industry of Alabama., 78- 
5007, 78-21552 

The mineral industry of Alaska., 
78-21553 

The mineral 
15588 

The mineral 
11494 

The mineral industry of Angola., 78-5009 

The mineral industry of Argentina., 78- 
5011 

The mineral industry of Arkansas., 78- 
5010, 78-21554 

The mineral industry of Austria., 78-5012 

The mineral industry of Belgium and Lux- 
embourg., 78-5013 

The mineral industry of Bolivia., 78- 
15589 

The mineral industry of Brazil., 

The mineral 
17825 

The mineral 
15591 

The mineral industry of California., 78- 
5014 

The mineral industry of Canada., 78-5015 

The mineral industry of Central American 
countries (Belize, Costa Rica, El Sal- 
vador, Guatemala, Honduras, Nicaragua, 
Panama)., 78-21555 

The mineral industry of Chile., 78-5017 

The mineral industry of Colorado., 78- 
4970 

The mineral industry of Connecticut., 78- 
5016 


78-5008, 
industry of Albania., 78- 


industry of Algeria., 78- 


78-15590 
industry of Bulgaria., 78- 


industry of Burma., 78- 





The mineral industry of Cyprus., 78-5018 

The mineral industry of Czechoslovakia., 
78-15592 

The mineral industry of Delaware., 78- 
11496 

The mineral industry of Denmark and 
Greenland., 78-11497 

The mineral industry of East Germany., 
78-15594 

The mineral industry of Egypt., 

The mineral industry of Finland., 

The mineral industry of Florida., 
78-21557 

The mineral industry of France., 
78-5022 

The mineral 
11499 

The mineral 
21558 

The mineral industry of Ghana., 

The mineral 
11498 

The mineral 
11500 

The mineral industry of Hungary., 78- 
15595 

The mineral 
11501 

The mineral industry of Idaho., 

The mineral industry of Illinois., 

The mineral industry of India., 78-11502 

The mineral industry of Indiana., 78-5005 

The mineral industry of Indonesia., 78- 
11503 

The mineral industry of Iowa., 
78-11504 

The mineral industry of Iran., 

The mineral industry of Iraq., 

The mineral industry of 
11506 

The mineral industry of Israel., 

The mineral industry of Italy., 
78-21559 

The mineral industry of Japan., 78-11508 

The mineral industry of Kansas., 78-5030 

The mineral industry of Kentucky., 78- 
5031, 78-21560 

The mineral industry of Kenya, Tanzania, 
and Uganda., 78-15596 

The mineral industry of Kuwait and Saudi 
Arabia., 78-17827 

The mineral industry of Liberia., 78-5033 

The mineral industry of Libya., 78-17828 

The mineral industry of Louisiana., 78- 
5032 

The mineral industry of Maine., 78-15597 

The mineral industry of Malaysia., 78- 
11511 

The mineral industry of Maryland., 78- 
5034, 78-15598 

The mineral industry of Massachusetts., 
78-11510 

The mineral industry of Mexico., 78-5039 

The mineral industry of Michigan., 78- 
5035, 78-17829 

The mineral industry of Minnesota., 78- 
5036 


78-21556 
78-5020 
78-5019, 
78-5021, 
industry of Gabon., 78- 
industry of Georgia., 78- 


78-5024 
industry of Greece., 78- 


industry of Hawaii., 78- 
industry of Iceland., 78- 


78-5025 
78-5026 


78-5027, 


78-11505 
78-5028 
Ireland., 78- 


78-5029 
78-11507, 
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The mineral industry of Mississippi., 78- 
5037, 78-17830 

The mineral industry of Missouri., 78- 
5038, 78-17831 

The mineral industry of Montana., 78- 
17832 

The mineral 
5040 

The mineral industry of Mozambique., 
78-11512 

The mineral industry of Nebraska., 78- 
5041 

The mineral 
21562 

The mineral industry of New Hampshire., 
78-15599 

The mineral industry of New Jersey., 78- 
11513 

The mineral industry of New Mexico., 78- 
5042 

The mineral industry of New York., 78- 
5043, 78-17833 

The mineral industry of New Zealand., 
78-17834 

The mineral 
11515 

The mineral industry of North Carolina., 
78-5044, 78-21563 

The mineral industry of North Dakota., 
78-11514 

The mineral industry of North Korea., 78- 
11509, 78-17826 

The mineral industry of Norway., 78-5045 

The mineral industry of Ohio., 78-5047 

The mineral industry of Oklahoma., 78- 
5048 

The mineral industry of Oregon., 78- 
5049, 78-15600 

The mineral industry of other areas of 
Africa., 78-5006 

The mineral industry of other areas of 
South America; Ecuador, French Guiana, 
Guyana, Paraguay, Surinam, Uruguay., 
78-5054 

The mineral industry of other areas of the 
Far East and South Asia (Afghanistan, 
Bangladesh, Brunei, Cambodia, Hong 
Kong, Laos, Mongolia, Nepal, Singapore, 
Sri Lanka, North Vietnam, South Viet- 
nam)., 78-15593 

The mineral industry of other countries of 
the Near East (Bahrain, Jordan, 
Lebanon, Oman, People’s Democratic 
Republic of Yemen, Qatar, Syria, United 
Arab Emirates, Yemen Arab Republic)., 
78-17824 

The mineral industry of other South Pacific 
islands; British Solomon Islands, Christ- 
mas Island, Fiji Islands, Nauru and 
Ocean Island, New Caledonia, New 
Hebrides, Papua New Guinea., 78-5055 

The mineral industry of Pakistan., 78- 
21564 

The mineral industry of Pennsylvania., 
78-5050 

The mineral industry of Peru., 

The mineral industry 
15601 


industry of Moroco., 78- 


industry of Nevada., 78- 


industry of Nigeria., 78- 


78-11516 
of Poland., 78- 
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The mineral industry of Portugal., 78- 
5051, 78-21565 

The mineral industry of Puerto Rico., 78- 
17835 

The mineral industry of Rhode Island., 
78-11518 

The mineral industry of Romania., 78- 
15602 

The mineral industry of Sierra Leone., 
78-5052 

The mineral industry of South Carolina., 
78-17836 

The mineral industry of South Dakota., 
78-5053, 78-11519 

The mineral industry of Southern Rhode- 
sia., 78-21566 

The mineral industry of Spain., 

The mineral 
11521 

The mineral industry of Switzerland., 78- 
5056 

The mineral 
11522 

The mineral industry of Tennessee., 78- 
5057, 78-21567 

The mineral industry of Texas., 

The mineral 
11523 

The mineral industry of the 
Republic of Germany., 78-5023 

The mineral industry of the Islands of the 
Caribbean (Bahamas, Barbados, Bermu- 
da, Cuba, Dominican Republic, Haiti, 
Jamaica, Martinique, Netherlands An- 
tilles, Trinidad and Tobago.), 78-11495 

The mineral industry of the Netherlands., 
78-5046 

The mineral industry of the Philippines., 
78-11517 

The mineral industry of the Republic of 
Korea., 78-21561 

The mineral industry of the territory of 
South-West Africa., 78-21551 

The mineral industry of the U.S.S.R., 78- 
5059 

The mineral industry of the United King- 
dom., 78-15603 

The mineral industry 
11524, 78-21568 

The mineral industry of Utah., 
78-17837 

Mineral industry of [various States], 78- 
3469 

The mineral industry of Venezuela., 78- 
15604 

The mineral industry of Vermont., 78- 
11525 

The mineral 
5061 

The mineral industry of Washington., 78- 
5062, 78-15605 

The mineral industry of West Virginia., 
78-5063 

The mineral industry of Wisconsin., 78- 
5064 

The mineral industry of Wyoming., 78- 
11526 


78-11520 
industry of Sweden., 78- 


Taiwan., 78- 


industry of 


78-5058 
industry of Thailand., 78- 


Federal 


of Tunisia., 78- 
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industry of Virginia., 78- 
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The mineral industry of Yugoslavia., 78- 
5066 

The mineral 
15606 

Mineral King Valley, Calif. /, 78-19282 

The mineral quality problem in_ the 
Colorado River Basin : appendix., 78- 
17036 

The mineral quality problem in_ the 
Colorado River Basin : summary report., 
78-12816 

Mineral resources, 78-7020 

Mineral resources of the Bradwell Bay Wil- 
derness and the Sopchoppy River Study 
Area, Wakulla County, Florida /, 78- 
624 

Mineral resources of the Jarbidge Wil- 
derness and adjacent areas, Elko County, 
Nevada /, 78-17778 

Mineral resources of the Joyce Kilmer- 
Slickrock Wilderness, North Carolina- 
Tennessee /, 78-622 

Mineral resources of the proposed addi- 
tions to the Scapegoat Wilderness, 
Powell and Lewis and Clark Counties, 
Montana /, 78-4954 

Mineral resources of the Ramseys Draft 
wilderness study area, Augusta County, 
Virginia /, 78-2063 

Mineral resources of the United States, 
78-15567, 78-15568, 78-24021 

Mineral trade notes., 78-3433 

Minerals & materials, 78-3479 

Minerals & materials; a monthly survey., 
78-3479 

Minerals and metals. Commodity data sum- 
maries, 78-13781 

Minerals and mining., 78-17372 

Minerals in the economy of Alabama., 
78-26189 

Minerals in the economy of Arkansas., 
78-26188 

Minerals in the economy of Florida., 78- 
24025 

Minerals in the economy of Idaho., 78- 
24022 

Minerals in the economy of Montana., 
78-24027 

Minerals in the economy of New Mexico., 
78-24026 

Minerals in the economy of North Dakota., 
78-26187 

Minerals in the economy of Ohio., 78- 
24029 

Minerals in the economy of Texas., 78- 
24024 

Minerals in the economy of Vermont., 
78-24023 

Minerals in the economy of Washington., 
78-24028 


industry of Zambia., 78- 


Minerals in the economy of Wyoming., 
78-24030 

Minerals in the U.S. economy; ten-year 
supply-demand profiles for mineral and 


fuel 
26165 
Minerals in the world economy., 


commodities., 78-13779, 78- 
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Minerals yearbook., 
15568, 78-24021 

Mini-bikes., 78-11979 

Miniature drag-force anemometer /, 78- 
21831 

Minicomputers 
16827 

Minimal-resource computer program for 
automatic generation of ocean wave ray 
or crest diagrams in shoaling waters /, 
78-18136 

Minimization of water use in leafy vegeta- 
ble washers /, 78-4574 

Minimizing losses to Fomes annosus in the 
Southern United States /, 78-16593 

Minimizing salt in return flow through ir- 
rigation management : interim report /, 
78-15268 

Minimum antenna dimensions for satellite 
communication earth stations /, 78- 
19643 

Minimum design standards for rehabilita- 
tion for residential properties., 78- 
11346 

Minimum _ distortion 
11732 

Minimum-mass design of filamentary com- 
posite panels under combined loads : 
design procedure based on a rigorous 
buckling analysis /, 78-18074 

Minimum-mass design of filamentary com- 
posite panels under combined loads : 
design procedure based on _ simplified 
buckling equations /, 78-13898 

Minimum property standards for care-type 
housing., 78-3376 

Minimum property standards for multifami- 
ly housing., 78-3377 

Minimum property standards for one- and 
two-family dwellings., 78-3378 

Minimum requirements are needed for col- 
leges and universities to justify research 
equipment purchases report /, 78- 
21032 

Minimum _ standards for commercial 
aeronautical activites on public airports., 
78-14138 

Minimum wage and maximum hours stan- 
dards under the Fair labor standards act, 
78-719 

Minimum wage and maximum hours stan- 
dards under the Fair labor standards act; 
[report], 78-719 

Mining and quarrying trends in the metal 
and nonmetal industries., 78-11484 

Mining law reform : hearings before the 
Subcommittee on Mines and Mining of 
the Committee on Interior and Insular 
Affairs, House of Representatives, 
Ninety-fifth Congress, first session, on 
H.R. 5831 ... H.R. 9292 ... October 13, 
14, and 18, 1977., 78-22504 

Mining machinery and equipment., 78- 
8611, 78-19678 

Mining of the deep seabed : joint hearings 
before the Subcommittee on Public 
Lands and Resources of the Committee 


78-15567, 78- 


& microcomputers, 78- 


quantizers /, 78- 
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on Energy and Natural Resources and 
the Committee on Commerce, Science, 
and Transportation, United States 
Senate, Ninety-fifth Congress, first ses- 
sion, on S. 2053 ... September 19, 20, 
and October 4, 1977., 78-9936 

Ministry of Foreign Affairs 
Republic of China., 78-18368 

Mink., 78-19610 

Mink production, 78-19610 

Minneapolis residential energy consump- 
tion / Hittman Asociates, Inc., 78-9019 

Minneapolis-St. Paul, Minnesota-Wisconsin, 
metropolitan area, 78-24135 

Minnesota, 78-4843 

Minnesota, monthly averages of tempera- 
ture ..., 78-4226 

Minnesota, monthly normals of tempera- 
ture ..., 78-4182 

Minnesota’s tax-forfeited land some 
trends in acreages, sales, and prices /, 
78-19544 

Minor elements in oil shale and oil-shale 
products /, 78-20921 

Minor metals., 78-4990 

Minor nonmetals., 78-11486, 78-26195 

Minorities and women in state and local 
government., 78-8163 

Minority biomedical programs /, 78-8969 

Minority biomedical support program : a 
directory of the research projects /, 78- 
7073 

Minority business enterprise in HUD pro- 
grams, annual report., 78-17708 

Minority business opportunities US. 
Dept. of Transportation program., 78- 
7687 

Minority contracting : joint hearing before 
the Select Committee on Small Business, 
United States Senate, and the Subcom- 
mittee on Minority Enterprise and 
General Oversight of the Committee on 
Small Business, House of Representa- 
tives, Ninety-fifth Congress, second ses- 
sion ... February 6, 1978., 78-19235 

Minority enterprise venture capital act of 
1977 and Small business investment 
company development act of 1977 
hearing before the Select Committee on 
Small Business, United States Senate, 
Ninety-fifth Congress, first session, on S. 
2156 and S. 2157 ... October 3, 1977., 
78-16298 

Minority group employment in the Federal 
Government., 78-23021, 78-25099 

Minority Institutions Science Improvement 
Program., 78-18339 

Minority motor carriers can be given more 
opportunity to participate in defense 
trasnportation : report /, 78-25804 

Minority statistics., 78-14855 

Minutes, Census Advisory Committee of 
the American Statistical Association, 
September 18 and 19, 1975., 78-19648 

Minutes, Census Advisory Committee on 
the Spanish Origin Population for the 
1980 Census, September 25-26, 1975., 
78-19653 
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Minutes of the business meetings and 
hearings of the Committee on Agricul- 
ture, House of Representatives (pursuant 
to committee rule IVe)., 78-9886, 78- 
9887 

Miriama Jones : report to accompany S. 
337., 78-14525 

Miscellaneous chemicals, 

Miscellaneous covers /, 
23058 

Miscellaneous deductions and credits., 
78-7655 

Miscellaneous electrical power and dis- 
tribution equipment /, 78-20078 

Miscellaneous hardware., 78-20089 

Miscellaneous items /, 78-6420, 78-6421 

Miscellaneous machine tools., 78-20123 

Miscellaneous maintenance and repair shop 
specialized equipment., 78-20119 

Miscellaneous materials handling equip- 
ment /, 78-6418 

Miscellaneous measures to discourage 
cigarette smuggling : hearing before the 
Subcommittee on Miscellaneous Revenue 
Measures of the Committee on Ways and 
Means, House of Reresentatives, Nintey- 
fifth Congress, second session ... March 
21, 1978., 78-26870 

Miscellaneous retainers, hangers, and sup- 
ports /, 78-4313, 78-6427 

Miscellaneous revenue act of 1978 : report 
to accompany H.R. 12578., 78-24719 

Miscellaneous revisions to improve the 
Federal tax laws : hearing before the 
Subcommittee on Miscellaneous Revenue 
Measures of the Committee on Ways and 
Means, House of Representatives, 
Ninety-fifth Congress, second session, on 
H.R. 12578 May 19, 1978., 78- 
24670 

Miscellaneous tax bills : hearing before the 
Subcommittee on Miscellaneous Revenue 
Measures of the Committee on Ways and 
Means, House of Representatives, 
Ninety-fifth Congress, first session 
September 7 and 9, 1977., 78-10044 

Miscellaneous timing requirements of the 
revenue laws : hearing before the Sub- 
committee on Taxation and Debt 
Management Generally of the Committee 
on Finance, United States Senate, 
Ninety-fifth Congress, second session, on 
H.R. 7320 March 17, 1978., 78- 
19109 

Miss Coralia Raposo : report to accompany 
H.R. 5928., 78-1208, 78-24864 

Miss Meema Muser : report to accompany 
S. 1852., 78-6015 

Missile support unit operations., 78-12695 

Missile tank turret mechanic., 78-20186 

Missile tank turret mechanic MOS 45R, 
skill levels one/two., 78-8697 

Mission., 78-3835 

Mission analysis of photovoltaic solar ener- 
gy systems /, 78-11085 

Mission budgeting : discussion and illustra- 
tion of the concept in research and 


78-14050 
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development programs 
Congress /, 78-1889 

Mississippi, 78-4844 

Mississippi flyway, 78-13802 

Mississippi forests : trends and outlook /, 
78-16626 

Mississippi landings., 78-2849 

Mississippi landings, annual summary., 
78-16845 

Mississippi, monthly averages of tempera- 
ture ..., 78-4227 

Mississippi, monthly normals of tempera- 
ture ..., 78-4183 

Mississippi River fisheries, annual summa- 
ry., 78-19917 

Missouri, 78-4845 

Missouri Basin Power Project : Wheatland 
Generating Station Units 1, 2, and 3, and 
associated transmission, and Grayrocks 
Reservoir : draft environmental impact 
Statement., 78-14784, 78-14785 

Missouri-Kansas-Texas Railroad, Pryor, 
Oklahoma : November 12, 1974., 78- 
5332 

Missouri-Mississippi River 
forecasts., 78-2731 

Missouri, monthly averages of temperature 
+» 78-4228 

Missouri, monthly normals of temperature 
..» 78-4184 

Missouri Pacific’s computerized freight car 
scheduling system : state of the art sur- 
vey : a cooperative effort of private in- 
dustry and government., 78-9664 

Missouri Pacific’s computerized freight car 
scheduling system system functional 
requirements., 78-22140 

Missouri River basin : State and Federal 
water and related land resource pro- 
grams, fiscal years, 1976-1980., 78- 
18872 

Missouri's 
14736 

Mist blower application of Guthion for 
cone insect control in slash pine seed 
orchards /, 78-14664 

Misuse of consumer products., 78-11990 

Misuse of unexpected capital outlay fund 
balances Department of Recreation, 
District of Columbia government., 78- 
1770 

Mixed strategies for energy conservation 
and alternative energy utilization (solar) 
in buildings : final report., 78-17005 

Mixing and gasification of coal entrained 
flow systems., 78-17252 

Mixing and gasification of coal in entrained 
flow systems /, 78-6742, 78-6743 

MLR, monthly labor review., 78-3527 

MM&T, pultruded composite structural 
elements /, 78-23171 

MMWR, Morbidity and mortality weekly 
report., 78-3351 

Mobile air traffic control, navigational aid, 
communication and power system., 78- 
26586 

Mobile home certifications handbook., 
78-11347 


: report to the 


summary and 


1972 timber resource., 78- 
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Mobile home park program, Section 207., 
78-11342 

Mobile homes., 78-11980 

Mobile homes certifications, 

Mobile homes parks., 78-793 

Mobile laser doppler system checkout and 
calibration /, 78-9708, 78-18741 

Mobile radio systems., 78-19589 

Mobile source emission factors : final docu- 
ment., 78-15235 

Mobile source emission factors (for low-al- 
titude areas only) : final document., 78- 
15236 

Mobility of people and goods in the urban 
environment : facilitation of urban goods 
movement /, 78-7702 

Mobility of people and goods in the urban 
environment mobility of the han- 
dicapped & elderly /, 78-7703 

Mobility of the handicapped & elderly., 
78-7703 

Modal traffic impacts of waterway user 
charges., 78-24349 

Mode-I : an overview of the program and 
detailed description of the field experi- 
ment., 78-15802 

Model for provisional (graduated) licensing 
of young novice drivers /, 78-22265 

A model for simulating random _§at- 
mospheres as a function of latitude, 
season, and time /, 78-9328 

Model performance criteria for structural 
firefighters’ helmets., 78-1489 

Model predictions of wind and turbulence 
profiles associated with an ensemble of 
aircraft accidents /, 78-13960 

Model state legislation : continuing profes- 
sional education for school personnel /, 
78-7064 

Model State vital statistics act and Model 
State vital statistics regulations., 78- 
17610 

Model users’ manual for airfield capacity 
and delay models /, 78-18714 

Model validation and time-concentration 
analysis of three power plants /, 78- 
12839 

Model zoning ordinance to limit height of 
objects around airports., 78-5387 

Modeling and parameter uncertainties for 
aircraft flight control system design /, 
78-9446 

Modeling of a fluidized bed combustor with 
immersed tubes /, 78-6746, 78-6747, 
78-23312 

Modeling of pool swell dynamics : progress 
report, March 1977 /, 78-26676 

Modeling the probability of individual tree 
mortality /, 78-16573 

Modeling two-phase flow in a swirl com- 
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Models and methodologies for assessing the 
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Models for the interpretation of frequency 
stability measurements [errata]., 78- 
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Modern concepts in brain tumor therapy : 
laboratory and clinical investigations : a 
conference held in Atlanta, Georgia, 
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Modernization and improvement of the 
Mehalla El Kubra facilities : agreement 
between the United States of America 
and Egypt, signed at Cairo September 4, 
1976., 78-2128 

Modification and operation of the at- 
mospheric ash-agglomerating gasifier on 
coal : project 9020 interim report no. 1, 
modification of AAG equipment /, 78- 
16991 

Modification of iterative code for unfolding 
neutron spectra from multisphere data /, 
78-13145 

Modifications processing procedures : a 
generalized stochastic network model /, 
78-20307 

Modifications to and preliminary results for 
the ADIT system /, 78-6515 

Modified articulated vehicle simulation /, 
78-22262 

Modified smoldering test of urethane foams 
used in anechoic chambers /, 78-20395 

Modifying the boundary of the White River 
National Forest in the State of Colorado 
: report to accompany S. 2101., 78- 
6004, 78-26967 

Modoc Modoc National 
19528 

Modular program development for vehicle 
crash simulation /, 78-8106 

Moduler 5 MW geothermal power plant 
design considerations and guidelines /, 
78-13180 

The moisture budget in relation to convec- 
tion /, 78-9440 

Moisture conditions in walls and ceilings of 
a simulated older home during winter /, 
78-16567 

Moisture content of a joist floor over a 
crawl space /, 78-22702 

Moisture content of wood components in 
three low-cost houses /, 78-14665 

Moisture in coal and significance of accu- 
rate determination of oxygen /, 78- 
13044 

Molasses market news., 78-2482 

Molecular sieve tests for control of sulfuric 
acid plant emissions /, 78-17094 

The molluscan shell fish industries and 
water quality : problems and opportuni- 
ties., 78-1475 

Molten salt coal gasification process 
development unit... /, 78-6809, 78- 
8814, 78-16993, 78-23383 

Molten-salt reactor program 
progress report for period ending 
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Molten salt thermal energy storage systems 
: system design /, 78-10998 

Molybdenum., 78-3442, 78-11531 
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Monaco, 78-7567 

Money and finance: Treasury., 78-15386 

Money income and poverty status in 1975 
of families and persons in the United 
States and the North Central region, by 
divisions and states (Spring 1976 survey 
of income and education), 78-16789, 
78-22836, 78-22837, 78-22838 

Money income and poverty status of fami- 
lies and persons in the United States, 
1975 and 1974 revision, advance report, 
78-4091 

Money income and poverty status of fami- 
lies and persons in the United States, 
1976, advance report, 78-4092 

Money-saving meals., 78-4015 

Money stock measures; in billions of dol- 
lars., 78-3193 

Monika Grantz : report to accompany H.R. 
8927., 78-24765 

Monitoring and air quality trends report, 
1973., 78-23523 

A monitoring and assessment plan for the 
Youth employment and demonstration 
projects act of 1977., 78-15732 

Monitoring and evaluating mental health 
consultation and education services /, 
78-17637 

Monitoring of Concorde operations at 
Dulles International Airport., 78-3778, 
78-18688 

Monitoring of foredunes on Padre Island, 
Texas /, 78-10770 

Monitoring of industrial workers exposed 
to carcinogens, 1977 : hearing before the 
Subcommittee on Labor of the Commit- 
tee on Human Resources, United States 
Senate, Ninety-fifth Congress, first ses- 
sion ... May 9, 1977., 78-19134 

Monitoring quality of nursing care : part 
III, professional review for nursing : an 
empirical investigation /, 78-8988 

Monitoring report : automobile voluntary 
fuel economy improvement program /, 
78-9580 

Monitoring the effectiveness of state trans- 
portation services /, 78-9588 

Monitoring world agriculture : speech /, 
78-14560 

Monographic series - Library of Congress., 
78-3591 

Monoterpenes of ponderosa pine zylem 
resin in western United States /, 78- 
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Montana, 78-4846 

Montana, monthly averages of temperature 
wry 78-4229 

Montana, monthly normals of temperature 
., 78-4185 

Montgomery County Emergency Service : 
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Monthly and seasonal precipitation, 78- 
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Monthly averages of temperature and 
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1941-1970 : Illinois., 78-4219 
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1941-1970 : Indiana., 78-4220 
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1941-1970 : lowa., 78-4221 
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1941-1970 : Kansas., 78-4222 
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precipitation for state climatic divisions 
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precipitation for state climatic divisions 
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1941-1970 Puerto Rico and Virgin 
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Monthly averages of temperature and 
precipitation for state climatic divisions 
1941-1970 : Wyoming., 78-25068 

Monthly benefit statistics; old-age, sur- 
vivors, disability, and health insurance, 
and supplemental security income., 78- 
3255, 78-23703 

Monthly benefit statistics; railroad retire- 
ment and unemployment insurance pro- 
grams., 78-3661 

Monthly benefit statistics (Chicago), 78- 
3661 

Monthly benefit statistics (Washington), 
78-3255, 78-23703 

Monthly catalog of United States Govern- 
ment publications., 78-3214, 78- 
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Monthly catalog of United States Govern- 
ment publications. Index., 78-17364, 
78-21064, 78-25820 

Monthly catalog of United States Govern- 
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Monthly chart book., 78-3172 

Monthly checklist of State publications., 
78-3592 

Monthly climatic data for the world., 78- 
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Monthly comment’ on 
Statistics, 78-3496 

Monthly cotton linters review., 78-2466 

Monthly department store sales in selected 
areas., 78-2631 

Monthly energy indicators, 78-3147 

Monthly energy review., 78-3147 
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days 1941-1970: Utah., 78-4203 

Monthly normals of temperature, precipita- 
tion, and heating and cooling degree 
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Monthly normals of temperature, precipita- 
tion, and heating and cooling degree 
days 1941-1970 : Wyoming., 78-4208 

Monthly notes, farm management, and 
farm economics, 78-2506 

Monthly petroleum product price report., 
78-3143 

Monthly petroleum statistics report., 78- 
3142 

Monthly release. Federal civilian workforce 
Statistics., 78-2965 

Monthly release, Federal civilian manpower 
Statistics, 78-2965 

Monthly report of air 
statistics, 78-2672 

Monthly report of water temperatures, tem- 
peratures in degrees C. for selected sta- 
tions in the Pacific Northwest., 78-3410 

Monthly report on current wage develop- 
ments, 78-3535 

Monthly retail sales: January 1967-August 
1977 (revised)., 78-6266 

Monthly retail trade, 78-2554 

Monthly retail trade, sales and accounts 
receivable., 78-2554 

Monthly review, 78-3527, 78-3660 

Monthly sales of field crops : percentage of 
open market farm sales, by states, 1967- 
76., 78-12355 

Monthly selected services receipts., 78- 
2647, 78-19726 

Monthly _ selected services 
(Washington), 78-2647 

Monthly statement of receipts and outlays 
of the United States government, 78- 
3692 

Monthly statement of the public debt of 
the United States., 78-3693 

Monthly statement of United States cur- 
rency and coin., 78-3716 

Monthly statistical release. Beer., 78-3722 

Monthly statistical release. Cigarettes and 
cigars., 78-3720 

Monthly statistical release. Distilled spirits., 
78-3721 

Monthly statistical 
3723 

Monthly supplement to merchant vessels of 
the United States, 78-3791 

Monthly treasury statement of receipts and 
outlays of the United States government., 
78-3692 

Monthly vital statistics report, 78-3349 

Monthly vital statistics report; provisional 
Statistics from the National Center for 
Health Statistics., 78-3349 

Monthly wholesale trade : sales and inven- 
tories January 1967-August 1977 
(Revised), 78-19662 

Monthly wholesale trade, sales and invento- 
ries., 78-2553 

Mora nomination : joint hearing before the 
Committee on Human Resources and 
Committee on Veterans’ Affairs, United 
States Senate, Ninety-fifth Congress, first 
session ... June 9, 1977., 78-12111 

Moral promise and practical needs : speech 
/, 78-18399 
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Morbidity and mortality, 
11257, 78-23845 

Morbidity and mortality weekly report, 
78-3351 

More and better uses could be made of bil- 
lions of gallons of water by improving ir- 
rigation delivery systems : Departments 
of Agriculture and the Interior : report to 
the Congress /, 78-6897 

More attention should be paid to making 
the U.S. less vulnerable to foreign oil 
price and supply decisions : report to the 
Congress /, 78-6916 

More benefits to jobless can be attained in 
public service employment : Department 
of Labor : report to the Congress /, 78- 
4696 

More Civil Service Commission supervision 
needed to control health insurance costs 
for Federal employees : report of the 
Comptroller General of the United 
States., 78-4684 

More effective controls over Bureau of In- 
dian Affairs administrative costs are 
needed report of the Comptroller 
General of the United States., 78-13237 

More emphasis needed on data analysis 
phase of space science programs : Na- 
tional Aeronautics and Space Adminis- 
tration : report to the Congress /, 78- 
1886 

More Federal efforts needed to improve In- 
dians’ standard of living through business 
development : report of the Comptroller 
General of the United States., 78-13209 

More flexibility needed by the General Ser- 
vices Administration for delegating leas- 
ing authority to Federal agencies., 78- 
11133 

More from our forested resources, 78- 
19526 

More wildlife for recreation : a series of 
guides to help landowners increase their 
production of wildlife /, 78-14768 

Morgantown personal rapid transit : lon- 
gitudinal control system design summary 
/, 78-14199 

The Mormon Trail : a study report., 78- 
26230 

Morphological analysis of underwater 
sensing for Coast Guard applications /, 
78-26639, 78-26640 

Morphological analysis of underwater 
sensing for Coast Guard applications : 
appendix C/, 78-26641 

Morphological and mating system studies 
of new taxon of Hericium 
(Aphyllophorales, Hericaceae) from the 
southern Appalachians /, 78-16547 

Morphological characteristics of leaves and 
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78-16491 

Morphology of jack pine and tamarack 
needles in dense stands /, 78-12378 

Morris and Lenke Gelb : report to accom- 
pany H.R. 3084., 78-5812 

Morris County, New Jersey national 
cooperative soil survey /, 78-14773 
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The Morse-Libby Mansion, Portland Maine 
: a report on restoration work, 1973- 
1977 /, 78-17843 

The mortagee’s guide: home mortgage in- 
surance, fiscal instructions., 78-17694 

Mortality, 78-11245 

Mortality experience of the AFL-CIO 
United Brotherhood of Carpenters and 
Joiners of America, 1969-1970 and 
1972-1973 /, 78-21304 

Mortgage-backed _ securities 
17687, 78-17688 

Mortgage credit analysis for mortgage in- 
surance on one to four family proper- 
ties., 78-23888 

Mortgage credit analysis for project 
mortgage insurance., 78-17700, 78- 
23891 

Mortgage insurance for the purchase or 
refinancing of existing multifamily hous- 
ing projects., 78-17701 

Mortgagees guide, application 
commitment, 78-11325 

Mortgagees’ handbook, application through 
insurance (single family)., 78-11325 

MOS 63F, recovery specialist, skill level 
one/two., 78-12678 

Mosaic., 78-3631 

Mosaic (Washington), 78-3631 

Moscow street guide., 78-18365 

Mosquito control in the aquatic environ- 
ment with monomolecular organic sur- 
face films /, 78-20382 
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alcohol related problems still ineffective : 
report to the Congress /, 78-4704 

Most-favored-nation treatment for Hungary 
: hearing before the Subcommittee on In- 
ternational Trade of the Committee on 
Finance, United States Senate, Ninety- 
fifth Congress, second session, on S. 
Con. Res. 76 May 9, 1978., 78- 
24603 

Most-favored-nation treatment with respect 
to the products of Hungary : hearing be- 
fore the Subcommittee on Trade of the 
Committee on Ways and Means, House 
of Representatives, Ninety-fifth Congress, 
second session, on H. Con. Res. 555 ... 
April 14, 1978., 78-24672 

Most-favored-nation treatment with respect 
to the products of the Socialist Republic 
of Romania : hearing before the Subcom- 
mittee on Trade of the Committee on 
Ways and Means, House of Representa- 
tives, Ninety-fifth Congress, first session 
... July 18, 1977., 78-5665 

Most Federal assistance to New York City 
unlikely to be affected by city-initiated 
budget cuts : report of the Comptroller 
General of the United States., 78-1843 

MOTHZV-2 : a computer simulation of 
Heliothis zea and Heliothis virescens 
population dynamics : users manual /, 
78-14799 

Motion pictures, 78-7478, 78-9245 

Motion pictures (Washington. 1973), 78- 
24198 
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Motion pictures and filmstrips, 78-24198 

Motion systems role in flight simulators for 
flying training /, 78-25373 

Motivation, satisfaction, and morale in 
army careers : a review of theory and 
measurement /, 78-20227 

Motive power and car equipment of class I 
railroads in the United States, 78-21634 

Motor carrier accident investigation 
Adams Produce Company, accident, 
February 16, 1976, Lake Placid, Florida., 
78-5289 

Motor carrier accident investigation 
Exxon Company, U.S.A., accident, Oc- 
tober 14, 1977, Cherry Hill, New Jersey., 
78-18631 

Motor carrier 
Freeport 
March 11, 
78-9648 

Motor carrier accident investigation 
Hadley Auto Transport, accident, June 
30, 1976, Salt Lake City, Utah., 78- 
18629 

Motor carrier accident investigation 
Speedee Oil Company, Inc., accident 
January 11, 1977, Waldorf, Maryland., 
78-9647 

Motor carrier accident investigation 
Thunderbird Motor Freight Lines, Inc., 
accident, August 11, 1976, East Alton, 
Illinois., 78-18630 

Motor carrier accident investigation : Til- 
lamook Growers Co-op, accident, June 
24, 1976, Lincoln, New Hampshire., 
78-18628 

Motor carrier accident investigation : Tri- 
State Motor Transit Company, Inc., ac- 
cident, February 13, 1976, Gila Bend, 
Arizona., 78-18627 

Motor carrier cases, 78-9198, 

Motor carrier safety proceedings : rules of 
practice : Federal motor carrier safety 
regulations., 78-18625 

Motor carrier safety regulations, 
78-7833 

Motor carriers, 
7391, 78-7395 

Motor carriers of property, 78-21633 

Motor gasoline supply and demand, 1967- 
1978 /, 78-25567 

Motor gasolines, winter 
13008 

Motor Ranch uranium mining., 78-24545 

Motor vehicle accidents in relation to 
geometric and traffic features of highway 
intersections /, 78-18585 

Motor vehicle and machinery repairers., 
78-15703 

Motor vehicle brake fluid : water tolerance 
and viscosity /, 78-8070, 78-18788 

Motor Vehicle Collision Investigation Sym- 
posium /, 78-16044 

Motor vehicle diagnostic inspection demon- 
stration program : a summary report /, 
78-9816 

Motor vehicle emissions control /, 78- 
15238 


accident investigation 
Transport, Inc., accident, 
1977, Baxter, California., 


78-9199 


78-7832, 


78-7387, 78-7389, 78- 


1976-77 /, 78- 


Do not order from index; see indicated entry 





Motor vehicle information and cost savings 
act of 1972 : oversight : hearings before 
the Subcommittee on Consumer Protec- 
tion and Finance of the Committee on 
Interstate and Foreign Commerce, House 
of Representatives, Ninety-fifth Congress, 
first session ... May 2 and 9, 1977., 78- 
9980 

Motor vehicle inspection : training state 
and community instructors /, 78-24418 

Motor vehicle maintenance and repair shop 
equipment., 78-12630 

Motor vehicle maintenance and repair 
shop, specialized equipment., 78-20125 

Motor vehicle occupant crash protection : 
communication from the Secretary of 
Transportation ..., 78-10063 

Motor vehicle parts occupational 
earnings, April, 1974 : Detroit, Mich., 
78-21714 

Motor vehicle safety defect recall cam- 
paigns (Washington), 78-3804, 78- 
3805 

Motor vehicle 
amendments 
3802 

Motor vehicles., 

Motor vehicles 
amendments 
11932 

Motorcycle braking performance /, 78- 
8078 

Motorcycle education curriculum specifica- 
tions /, 78-22259 

Motorcycle safety 
dum., 78-8079 

Motorcycle safety 
8080 

Motorcycles : a subject bibliography from 
Highway safety literature., 78-8110 

Motorcycles fatal accident reporting 
system : special report on motorcycles /, 
78-16055 

Motorist aid systems., 78-22062 

Motorist aid transceiver /, 78-7775, 78- 
7779 

A motorized, rotary chipping tool for the 
gum naval stores industry /, 78-6165 

Motors and generators., 78-25008 

Motortrucks operated by farmer coopera- 
tives /, 78-16763 

Mound Laboratory activities for the Divi- 
sion of Physical Research., 78-20926, 
78-20934, 78-25716 

Mound Laboratory activities in chemical 
and physical research., 78-20934, 78- 
25716 

Mound Laboratory activities on _ the 
removal of plutonium and uranium from 
wastewater using bone char /, 78-20929 

Mound Laboratory chemistry and physics 
progress report, 78-20926 

Mountain glaciers of the Northern Hemi- 
sphere /, 78-6495 

Mountain Home Planning Unit., 78-16647 

Mourning dove status report., 78-26217 

Movable-bed experiments with H,/L, 0.021 
(1970)., 78-15097 


safety 
and 


standards, with 
interpretations, 78- 


78-1899 
safety 
and 


standards, with 
interpretations, 78- 


program memoran- 


improvement /, 78- 
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Movement of household goods : hearings 
before the Subcommittee on Merchant 
Marine and_ Fisheries, House of 
Representatives, Ninety-fifth Congress, 
second session ... January 25, 26, 1978., 
78-26842 

Movement of mercury-203 in plants /, 78- 
6565 

Movement of military impedimenta by 
commercial carriers., 78-4338 

Movement of retail sales in selected stan- 
dard metropolitian statistical areas., 78- 
14930 

Movie ratings and the independent 
producer : a report of the Subcommittee 
on Special Small Business Problems of 
the Committee on Small Business, House 
of Representatives, Ninety-fifth Congress, 
second session., 78-12296 

Movie ratings and the independent 
producer : hearings before the Subcom- 
mittee on Special Small Business 
Problems of the Committee on Small 
Business, House of Representatives, 
Ninety-fifth Congress, first session 
78-14404 

Moving? : leave gypsy moths behind!, 78- 
3965 

Moving into NHSC.-assisted health care 
practices : a guide for physicians : ad- 
ministrative requirements, recommended 
planning steps., 78-462 

MPLAW : a multipulse-scaling-law code 
using data-base interpolation /, 78- 
25337 

Mr. and Mrs. Aaron Wayne Ogburn : re- 
port to accompany H.R. 3622., 78- 
10108 

Mr. Angelo B. Cortes : report to accom- 
pany S. 344., 78-1278 

MRBC basin bulletin., 78-3880 

MRPP : multiregion processing plant code 
/, 78-17265 

Mrs. Amelia Doria Nicholson : report to 
accompany H.R. 2945., 78-24861 

Mrs. Angelita Short : report to accompany 
H.R. 1428., 78-1177 

Mrs. Chong Sun Yi Rauch : report to ac- 
company H.R. 3081., 78-1167, 78- 
14515 

Mrs. Desolina Sciulli : report to accompany 
H.R. 1432., 78-1175, 78-14512 

Mrs. Kerry Ann Wilson and Jason John 
Barba : report to accompany S. 2639., 
78-24873 

Mrs. Sun Pok Winer : report to accompany 
H.R. 1396., 78-14434 

Mrs. Young Hee Kim Kang, Hee Jae Kang, 
Hee Jin Kang, and Hee Soo Kang : re- 
port to accompany H.R. 3996., 78- 
14477 

MSHA test procedures and acceptability 
criteria for noise dosimeter /, 78-24190 

Mt. Hood planning unit : proposed in- 
teragency plan final environmental 
statement., 78-22716 

MTI noise integration loss /, 


78-25346 
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Muck utilization planning : urban transpor- 
tation tunneling : a handbook of rational 
practices for planners and designers /, 
78-26648 

Mud & guts : a look at the common soldier 
of the American Revolution /, 78- 
21575 

Mud Creek and laterals A,B,C & D, vicini- 
ty of Dresden, Tennessee., 78-4471 

Muddy Creek Watershed., 78-19580 

Mule deer mortality on Interstate 80 in 
Wyoming : causes, patterns, and recom- 
mendations /, 78-14703 

A multi-origin/destination taxi system /, 
78-7715, 78-11835 

Multi-service centers: co-location and ser- 
vices integration., 78-384 

Multi-unit agreements in the 
Government., 78-25087 

Multibillion dollar construction grant pro- 
gram : are controls over Federal funds 
adequate? Environmental Protection 
Agency : report to the Congress /, 78- 
1702 

Multicell fluidized-bed boiler design, con- 
struction and test program /, 78-6708, 
78-6709, 78-6710, 78-8781, 78- 
8782, 78-25494, 78-25495 

Multichannel communications equipment 
operator., 78-25188 

Multidisciplinary accident investigation /, 
78-8107, 78-18807, 78-18808 

Multidisciplinary accident investigation 
freeway off-range departure, school bus 
rollover, 29 fatalities /, 78-9786 

Multidisciplinary accident investigation 
school bus locomotive-caboose collision 
/, 78-26655 

Multidisciplinary accident investigation 
special report 3 : school bus fatality near 
Memphis, Tennesses /, 78-9784 

Multidisciplinary accident investigation 
data file : editing manual and reference 
information., 78-9785, 78-16056 

Multidisciplinary accident investigation 
summaries., 78-3807 

Multifamily reports and forms catalog., 
78-11292 


Federal 


Multifamily units dominate fourth cycle 


grant awards., 78-23893 

Multilateral action on __ international 
economic issues : report to accompany S. 
Res. 440., 78-27069 

Multimedia environmental goals for en- 
vironmental assessment /, 78-12979, 
78-12980 

Multimetal lithographic plates from Mexico 

affirmative determination of ‘no 

reasonable indication of injury” in 
inquiry no. AA1921-ing.-4 under the An- 
tidumping act, 1921, as amended., 78- 
22004 

Multipath and performance tests of TRSB 
receivers /, 78-8014 

Multiphase transients with coolant and core 
materials in LMFBR core disruptive ac- 
cident energetics evaluations /, 78- 
24517 
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Multiple 
25139 

Multiple application 
references/instructions/tables and grids., 
78-25143 

Multiple controllers in a CAMAC crate /, 
78-23235 

Multiple-entry nonimmigrant visas : agree- 
ment between the United States of 
America and Iran, effected by exchange 
of notes signed at Tehran, December 13 
and 16, 1976., 78-21942 

Multiple jobholders in May 1977 /, 78- 
17997 

Multiple lists for juror selection : a case 
study for San Diego Superior Court /, 
78-17896 

Multiple risk factor 
Public annual 
17544, 78-17545 

Multiple risk factor 
Public annual 
17545 

Multiplicity study of marriages and births 
in Israel /, 78-473 

Multipurpose dams of _ the 
Northwest., 78-25571 

Multipurpose senior centers /, 
78-16162 

Multiregion processing plant code., 78- 
17265 

Multivariate analysis techniques with appli- 
cation in mining /, 78-26182 

Municipal & cooperative distributors of 
TVA power., 78-8212 

Municipal and industrial water conserva- 
tion : the Federal government could do 
more : report to the Congress /, 78- 
17345 

Municipal earthquake recovery : agreement 
between the United States of America 
and Guatemala signed at Guatemala Sep- 
tember 20, 1976., 78-15878 

Municipal fire service workbook /, 78-752 

Municipal government wage survey : Indi- 
anapolis, Indiana, May 1976., 78-21739 

Municipal government wage survey : Mem- 
phis, Tennessee, November 1974 /, 78- 
18005 

Municipal government wage survey : Mil- 
waukee, Wisconsin, August 1976 /, 78- 
18007 

Municipal government wage survey, Cleve- 
land, Ohio, June 1976., 78-15726 

Municipal government wage _ surveys: 
Boston, Massachusetts, August 1974 /, 
78-18001 

Municipal government wage _ surveys 
Boston, Massachusetts, August 1975 /, 
78-18002 

Municipal government wage 
Cleveland, Ohio [June 1975], 78-18003 

Municipal government wage surveys 
Detroit, Michigan, January 1976 /, 78- 
18004 

Municipal government wage surveys : Mil- 
waukee, Wisconsin, August 1975 /, 78- 
18006 


application procedures., 78- 


intervention _ trial. 
report., 78-17543, 78- 


intervention _ trial. 
report, 78-17544, 78- 


Pacific 


78-11284, 


surveys 





Municipal wastewater aquaculture /, 78- 
23477 

Municipal wastewater treatment works, 
construction grants program., 78-23433 

Munnie Surface : report to accompany S. 
2209., 78-24870 

Muradali P. Gillani : report to accompany 
S. 2377., 78-24857 

Murals in the round : painted tipis of the 
Kiowa and Kiowa-Apache Indians : an 
exhibition of tipi models made for James 
Mooney of the Smithsonian Institution 
during his field studies of Indian history 
and art in southwestern Oklahoma, 1891- 
1904 /, 78-26540 

Musculoskeletal., 78-5428 

Museums., 78-9467 

Museums program, 78-9467 

Mushrooms., 78-16735 

Music, 78-5144, 78-7473, 
78-9242 

Music (Washington), 78-18040 

Music, books on music, and 
recordings., 78-11666, 78-11667 

Music program. Opera guidelines., 78- 
24246 

Music program: guidelines for grants to 
symphony orchestras, 78-24248 

Music program guidelines for opera compa- 
nies and orchestras, 78-13973 

The Musical mainstream., 78-3582 

Mutual defense aszistance agreement 
between the United States of America 
and Luxembourg, amending annex B to 
the agreement of January 27, 1950, ef- 
fected by exchange of notes signed at 
Luxembourg, January 19, and 31, 1977., 
78-26486 

Muzzle-flange alignment technique for 
precision impact planarity in gas gun ex- 
periments /, 78-20349 


78-9240, 


sound 


N 


N.A.S.A. accident and injury data, 78- 


18244, 78-18245 

N.A.S.A. report to educators, 78-3620 

N.L.R.B. election report. Cases closed Oc- 
tober-December 1961-, 78-3603 

Naches-Tieton-White River land use study : 
Snoqualmie and Gifford Pinchot National 
Forests., 78-14586 

NACOA annual report, 78-26690 

NACOA authorization, fiscal year 1979 : 
report to accompany H.R. 10823., 78- 
24818 

NACOA authorization for fiscal year 1979 
: report to accompany H.R. 10823., 78- 
24705 

NACOA, sea grant, ocean dumping 
hearings before the Subcommittee on 
Oceanography and the Subcommittee on 
Fisheries and Wildlife Conservation and 
the Environment of the Committee on 
Merchant Marine and Fisheries, House 
of Representatives, Ninety-fifth Congress, 
first session ..., 78-1094 
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Name change of the Executive Protective 
Service report to accompany H.R. 
8992., 78-10130 

Naming of Veterans’ Administration 
hospital at Bedford, Mass., for Edith 
Nourse Rogers : report to accompany 
H.R. 7643., 78-5696 

Naming of Veterans’ Administration 
hospital at Tampa, Fla., for James A. 
Haley : report to accompany H.R. 1678., 
78-5695 

Naming the lake located behind Lower 
Memorial Lock and Dam, Washington, 
“Lake Herbert G. West” : report to ac- 
company S. 1568., 78-19402 

Napoli., 78-25318 

Narcotic drugs : additional assistance to 
curb illegal production and _ traffic 
agreement between the United States of 
America and Costa Rica, effected by 
exchange of notes signed at San Jose 
June 21 and 24, 1976., 78-5199 

Narcotic drugs : additional cooperative ar- 
rangements to curb illegal production 
and traffic agreement between the 
United States of America and Mexico, 
effected by exchange of letters signed at 
Mexico, November 22, 1976., 78- 
26471, 78-26514 

Narcotic drugs coordination of action 
against illicit traffic : agreement between 
the United States of America and France 
signed at Paris, February 26, 1971, and 
amending agreement signed at Paris, 
September 11, 1974, and extending 
agreement signed at San _ Francisco 
March 9, 1976., 78-21941 

Narcotic drugs : development of telecom- 
munications capability agreement 
between the United States of America 
and Mexico, effected by exchange of let- 
ters signed at Mexico, September 7, 
1977., 78-26516 

Narcotic drugs : indemnification for liabili- 
ty from flight operations, agreement 
between the United States of America 
and Mexico amending the agreement of 
September 12, 1975, effected by 
exchange of letters signed at Mexico Au- 
gust 13, 1976., 78-18433 

Narcotic drugs : provision of helicopters, 
equipment and _ services agreement 
between the United States and Mexico, 
effected by exchange of letters signed at 
Mexico, March 8, 1977., 78-21963 

Narrow fabrics., 78-8598 

NASA accident and injury data. 78- 
18244, 78-18245 

NASA activities., 78-3617 

The NASA Ames Research Center one- 
and two-dimensional 
models., 78-18255, 78-24231 

NASA and energy., 78-26313 

NASA authorization for fiscal year 1979 : 
hearings before the Subcommittee on 
Science, Technology, and Space of the 
Committee on Commerce, Science, and 


stratospheric 
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Transportation, United States Senate, 
Ninety-fifth Congress, second session, on 
S. 2527 ....,  78-22433, 78-24582 

NASA authorization for fiscal year 1979 : 
report of the Committee on Commerce, 
Science, and Transportation, on H.R. 
11401 ..., 78-16455 

NASA aviation safety reporting system /, 
78-26328 

NASA aviation safety reporting system : 
fourth quarterly report, January 15, 1977 
- April 14, 1977 /, 78-18142 

NASA aviation safety reporting system 
third quarterly report : October 15, 1976 
- January 14, 1977., 78-9370 

NASA earth resources survey program., 
78-2700 

NASA firefighters breathing system pro- 
gram report /, 78-9342 

NASA grant handbook., 
24218 

NASA grant 
3608 

NASA ground-based and space-based laser 
ranging systems /, 78-18311 

NASA Headquarters telephone directory., 
78-3613 

NASA industrial labor relations manual., 
78-13943 

NASA mishap and injury data., 

NASA names., 78-18155 

NASA obligations to educational institu- 
tions., 78-18050 

NASA outlook for aeronautics 
2000., 78-18051 

NASA outlook for aeronautics : 1980-2000 
: executive summary., 78-18053 

NASA outlook for aeronautics : 1980-2000 
: study report., 78-18052 

NASA procurement regulation., 
78-3605, 78-7487 

NASA procurement regulation directive, 
78-3605 

NASA program planning and control : re- 
port /, 78-1125 

NASA report to educators., 

NASA tech briefs., 78-3614 

NASA tech house., 78-15766 

NASA’s resource data base and techniques 
for supporting, planning, and controlling 
programs need improvement : report of 
the Comptroller General of the United 
States., 78-13362 

NASA's university program., 78-18143 

Nash County, North Carolina, unincor- 
porated areas., 78-13679 

NASQAN : measuring the quality of Amer- 
ica’s streams /, 78-7256 

Nassau-Suffolk, New York, metropolitan 
area, 78-11620 

NASTRAN thermal analyzer : theory and 
application including a guide to modeling 
engineering problems, volume I /, 78- 
21828, 78-21829 

NASTRAN, users’ experience : [selected 
papers prepared for] Fifth Colloquium 
held at Ames Research Center, Moffet 
Field, California., 78-11754 


78-3608, 78- 


handbook instruction, 78- 


78-18245 


1980- 


78-3604, 


78-3620 
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National Academy of Peace and Conflict 
Resolution : hearings before the Subcom- 
mittee on International Operations of the 
Committee on International Relations, 
House of Representatives, Ninety-fifth 
Congress, second session, January 24 and 
25, 1978., 78-22512 

National Academy of Sciences’ study enti- 
tled ‘Health care for American 
veterans” : hearing before the Subcom- 
mittee on Medical Facilities and Benefits 
of the Committee on Veterans’ Affairs, 
House of Representatives, Ninety-fifth 
Congress, first session, July 19, 1977., 
78-2301, 78-8352 

National Aeronautics and Space Adminis- 
tration authorization act, 1978., 78- 
2346 

National Aeronautics and Space Adminis- 
tration grant handbook., 78-24218 

National Aeronautics and Space Adminis- 
tration should provide the Congress with 
more information on the Pioneer Venus 
project : report to the Congress /, 78- 
6970 

National ag occupations 
study., 78-13438 

National agricultural land policy act 
hearings before the Subcommittee on 
Family Farms, Rural Development, and 
Special Studies of the Committee on 
Agriculture, House of Representatives, 
Ninety-fifth Congress, first session, on 
H.R. 5882, June 15 and 16, 1977., 78- 
956 

National air quality levels and trends in 
total suspended particulates and sulfur 
dioxide determined by data in the na- 
tional air surveillance network., 78- 
17059 

National airport system plan., 78-26606 

The national airport system plan (NASP) : 
draft environmental impact statement, 
pursuant to section 102(2) (C) of the 
National environmental policy act (P.L. 
91-190, as amended)., 78-22180 

National airspace data interchange network 
(NADIN)., 78-9685 

National airspace system 
route traffic control 
utilization /, 78-7977 

National ambulatory medical care survey : 
1975 summary : United States, January- 
December, 1975 /, 78-11242 

The National Anthropological Archives., 
78-7610 

National apprenticeship and training stan- 
dards for emergency medical technicans., 
78-13872 

National apprenticeship and training stan- 
dards for orthotic and prosthetic techni- 
cians /, 78-733 

National apprenticeship and training stan- 
dards for painting and decorating and 
drywall finishing /, 78-734 

National apprenticeship and training stan- 
dards for the International Brotherhood 


competency 


: measuring air 
center computer 
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of Police Officers for the training of law 
enforcement officers., 78-732 

National apprenticeship and training stan- 
dards for truck mechanics /, 78-13873 

National apprenticeship standards for Au- 
tomotive Service Councils., 78-731 

National apprenticeship standards for 
heavy mechanic, truck body and trailer 
mechanic, and truck painter., 78-13874 

National apprenticeship standards for 
operating engineers., 78-24188 

National apprenticeship standards for 
roofers, damp, and waterproof workers., 
78-21743 

National aquaculture organic act of 1978 : 
hearings before the Committee on Com- 
merce, Science, and Transportation, 
United States Senate, Ninety-fifth Con- 
gress, second session, on S. 2582, S. 
2762, and H.R. 9370 ...,  78-24581 

National aquaculture policy act of 1978 : 
report to accompany S. 3408 /, 78- 
27101 

National Architectural Barrier Awareness 
Week : report to accompany H.J. Res. 
578., 78-10249, 78-16425 

National Archives, security classification 
problems involving Warren Commission 
files and other records : hearing before a 
subcommittee of the Committee on 
Government Operations, House of 
Representatives, Ninety-fourth Congress, 
first session, November 11, 1975., 78- 
12092 

National assessment of the urban particu- 
late problem., 78-20679, 78-20680, 
78-20681, 78-20682, 78-25587, 78- 
25588 

National atmospheric sciences program., 
78-24454 

National aviation system plan., 78-22176 

National award ceremony honoring best 
small field office : Eugene Field Office, 
Eugene, Oregon., 78-7036 

National basic intelligence factbook., 
13993 

The national benefits/costs of enhanced oil 
recovery research., 78-6761 

The National bonsai collection., 78-22661 

National bridge inventory edit/update pro- 
gram., 78-7763 

National Bureau of Standards handbooks 
and monographs., 78-372 

National Bureau of Standards products 
standards., 78-13404 

National Bureau of Standards technical 
notes., 78-8894 

National cancer program; annual plan., 
78-17532 

The National cancer program : hearing be- 
fore a subcommittee of the Committee 
on Government Operations, House of 
Representatives, Ninety-fifth Congress, 
first session., 78-12094 

National cancer program; report of the 
Director submitted to the President of 
the United States for transmittal to the 
Congress., 78-15416 


78- 
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National cancer program; report of the Na- 
tional Cancer Advisory Board submitted 
to the President of the United States for 
transmittal to the Congress of the United 
States., 78-15415, 78-17530 

National cancer program; report of the 
President’s Cancer Panel submitted to 
the President of the United States for 
transmittal to the Congress of the United 
States., 78-11210, 78-11211 

National Cancer Program. Report of the 
Director, 78-15416 

National Cancer Program review for com- 
municators., 78-3278 

National capital airports, 

National Center for 
Technology: Proposal for., 78-16902 

National Center for Health Statistics 
established to collect and disseminate 
data on health., 78-21279 

National Center for Health Statistics reim- 
bursable work program., 78-21280 

National child immunization programs 
hearing before the Subcommittee on 
Oversight and Investigations of the Com- 
mittee on Interstate and Foreign Com- 
merce, House of Representatives, Ninety- 
fifth Congress, first session, August 31, 
1977., 78-14352 

National Clearinghouse for Poison Control 
Centers bulletin, 78-3333 

National Clearinghouse on Aging thesau- 
rus., 78-1991 

National climate act : report of the Senate 
Committee on Commerce, Science, and 
Transportation, on H.R. 6669 ..., 78- 
16428 

National climate program : hearing before 
the Subcommittee on the Environment 
and the Atmosphere of the Committee 
on Science and Technology U.S. House 
of Representatives, Ninety-fifth Congress, 
first session April 4,5,6,1977., 78- 
10026 

National climate program act : conference 
report to accompany H.R. 6669., 78- 
26965 

National climate program act : hearings be- 
fore the Subcommittee on Science, 
Technology, and Space of the Committee 
on Commerce, Science, and Transporta- 
tion, United States Senate, Ninety-fifth 
Congress, first session, on S. 421 ... S. 
1652 ..., 78-5532 

The National Collection of Fine Arts., 
7621 

National Collection of Fine 
Smithsonian Institution /, 78-21992 

National combustion applied research and 
development plan (NCARD) /, 78- 
17281 

National Commission for Manpower Policy 
: report of the fifth meeting held on 
March 24-25, 1976., 78-8183 

National Conference on Less Costly Waste- 
water Treatment Systems for Small Com- 
munities, U.S. Environmental Protection 


78-14117 
Appropriated 


78- 


Arts, 





Agency, Date: April 12, 13, and 14, 
1977, Location: Reston, Virginia., 78- 
17073 

National conservation planning manual 
Title 11., 78-19555 

National consumer cooperative bank act : 
conference report to accompany H.R. 
2777., 7178-24737 

National consumer cooperative bank act : 
hearings before the Subcommittee on 
Financial Institutions of the Committee 
on Banking, Housing, and Urban Affairs, 
United States Senate, Ninety-fifth Con- 
gress, second session, on S. 1010 and 
H.R. 2777 ... January 25 and 26 1978., 
78-19052 

National consumer cooperative bank act : 
report of the Committee on Banking, 
Housing, and Urban Affairs, United 
States Senate, to accompany H.R. 2777 
together with additional views., 78- 
16453 

National Convention of the American Le- 
gion, 78-16309 

National Convention of the Veterans of 
Foreign Wars, 78-16310, 78-24682 

National Convention of the Veterans of 
World War I, 78-16311, 78-24680 

National Crime Prevention Institute 
manual., 78-4507 

National crime survey : central cities sam- 
ple : 1974 survey documentation., 78- 
19939 

National criminal justice thesaurus 
descriptors for indexing law enforcement 
and criminal justice information., 78- 
15659 

The national crisis in adult care homes : 
hearing before the Select Committee on 
Aging, House of Representatives, Ninety- 
fifth Congress, first session, June 8, 
1977., 78-2233 

National crude oil supply and transporta- 
tion act of 1977 : hearing before the 
Committee on Commerce, Science, and 
Transportation, United States Senate, 
Ninety-fifth Congress, first session, on S. 
1868 ... September 14, 1977., 78-12063 

National crude oil supply and transporta- 
tion act of 1977 : hearings before the 
Subcommittee on Energy and the En- 
vironment of the Committee on Interior 
and Insular Affairs, House of Representa- 
tives, Ninety-fifth Congress, first session, 
on H.R. 9203, H.R. 8627, and H.R. 8568 
... September 30 and October 6, 1977., 
78-12134 

National defense, 78-7022, 
78-7024, 78-7025, 
7027, 78-11145, 
17383 

National defense and security., 78-17373 

National defense, appendix, 78-7021 

National defense stockpile act : report to 
accompany H.R. 4895., 78-16464 

The National direct student loan program 
requires more attention by the Office of 


78-7023, 
78-7026, 78- 
78-11146, 78- 
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Education and participating institutions : 
Office of Education, Department of 
Health, Education, and Welfare., 78- 
13302 

National domestic development bank act : 
hearings before the Subcommittee on 
Economic Stabilization of the Committee 
on Banking, Finance, and Urban Affairs, 
House of Representatives, Ninety-fifth 
Congress, first session ..., 78-12045 

National drug code directory., 78-8974 

National Dust Collector Model 850 : varia- 
ble rod module venturi scrubber evalua- 
tion /, 78-20714 

National east coast winter storms opera- 
tions plan., 78-25051 

National electric rate book, 
78-8851, 78-8852, 
8854, 78-8855, 


78-3156, 
78-8853, 78- 
78-8856, 78-8857, 
78-8858, 78-8859, 78-8860, 78- 
8861, 78-8862, 78-8863, 78-8864, 
78-8865, 78-8866, 78-8867, 78- 
8868, 78-8869, 78-8870, 78-8871, 
78-8872, 78-10888, 78-10889, 78- 
10890, 78-10891, 78-10892, 78- 
10893, 78-10894, 78-10895, 78- 
10896, 78-10897, 78-10898, 78- 
10899, 78-10900, 78-10901, 78- 
10902, 78-10903, 78-11094, 78- 
11095, 78-11096, 78-11097, 78- 
20657, 78-20658, 78-20659, 78- 
20660, 78-20661, 78-20662, 78- 
20663, 78-23404, 78-23405, 78- 
23406, 78-23407, 78-23408 
National electric rate book; rate schedules 
for electric service in communities of 
2,500 population or more, residential, 
commercial, and industrial services., 
78-8851, 78-8852, 78-8853, 78- 
8854, 78-8855, 78-8856, 78-8857, 
78-8858, 78-8859, 78-8860, 78- 
8861, 78-8862, 78-8863, 78-8864, 
78-8865, 78-8866, 78-8867, 78- 
8868, 78-8869, 78-8870, 78-8871, 
78-8872, 78-10888, 78-10889, 78- 
10890, 78-10891, 78-10892, 78- 
10893, 78-10894, 78-10895, 78- 
10896, 78-10897, 78-10898, 78- 
10899, 78-10900, 78-10902, 78- 
10903, 78-11094, 78-11095, 78- 
11096, 78-11097 
National electric rate book; rate schedules 
for electric services in communities of 
2,500 population or more, residential, 
commercial and industrial services., 78- 
3156 
National electric rate book; rate schedules 
for electric services service communities 
of 2,500 population or more, residential, 
commercial and industrial services., 78- 
10901 
National electric rate books., 78-13406 
National Electronic Injury Surveillance., 
78-18833 
National emergency readiness of Federal 
personnel management, 78-2959 
National emergency standby regulations, 
78-2962 
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National emissions report., 

National emphasis 
foundries 
$122 

National employment and 
grams., 78-723 

National Encampment of the Veterans of 
Foreign Wars of the United States, 78- 
16310, 78-24682 

National Encampment, United Spanish War 
Veterans., 78-16321 

National energy act : hearings before the 
Subcommittee on Energy and Power of 
the Committee on Interstate and Foreign 
Commerce, House of Representatives, 
Ninety-fifth Congress, first session .. 
78-2275, 78-5600 

National energy conservation policy act : 
hearings before the Committee on Bank- 
ing, Housing, and Urban Affairs, United 
States Senate, Ninety-fifth Congress, first 
session, on title I, part A of S. 1469 ... 
June 27, 28, and 29, 1977., 78-2248 

National energy conservation policy act : 
report of the Committee on Energy and 
Natural Resources, United States Senate, 
together with minority and additional 
views, to accompany S. 2057., 78-5932 

National energy conservation policy act of 
1974 : hearings before the Subcommittee 
on the Environment of the Committee on 
Interior and Insular Affairs, House of 
Representatives, Ninety-third Congress, 
second session, on H.R. 11343 ...., 78- 
9984 

The national energy plan options under as- 
sumptions of national security threat : a 
report with selected readings /, 78- 
19145 

The national energy plan options under as- 
sumtions of national security threat or 
energy policy as if it really mattered : a 
report /, 78-19143 

National energy policy 
analysis : 
1710 

National energy transportation 
78-12079, 78-22448 

The National Environmental Specimen 
Bank : proceedings of the Joint 
EPA/NBS Workshop on Recommenda- 
tions and Conclusions on the National 
Environmental Specimen Bank, held at 
the National Bureau of Standards, 
Gaithersburg, Maryland, August 19-20, 
1976 /, 78-19749 

National eutrophication survey data 
acquisition and laboratory analysis 
systems for lake samples /, 78-6579 

National Fallen Heroes Memorial Sunday : 
report to accompany S.J. Res. 101., 78- 
14529 

National Family Week : report to accom- 
pany H.J. Res. 372., 78-1298 

National Family Week : report to accom- 
pany H.J. Res. 684., 78-22623 

National Family Week : report to accom- 
pany S.J. Res. 29., 78-27121 


78-25696 
program industries: 
and metal stampings., 78- 


training pro- 


: an agenda for 
report to the Congress /, 78- 


: report /, 
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National field office directory., 78-7890 

National Fire Prevention and Control Ad- 
ministration : report to accompany S. 
1794., 78-19435 

National flood insurance program 
hearings before the Subcommittee on 
Governmental Efficiency and the District 
of Columbia of the Committee on 
Governmental Affairs, United States 
Senate, Ninety-fifth Congress, first ses- 
sion ..., 78-16224 

National food situation., 78-2519 

National forest areas report, 78-10328 

National forest log scaling handbook., 78- 
16556 

National forest system areas, 78-10328 

The national forests better planning 
needed to improve resource management 
: report /, 78-23617 

National forests fire report., 
78-12375 

National gas survey : report to the Federal 
Energy Regulatory Commission by the 
Technical Advisory Task Force on 
Synthesized Gaseous Hydrocarbon 
Fuels., 78-23400, 78-25564 

National Geodetic Satellite Program 
port /, 78-5148 

National Good Neighbor Day : report to 
accompany S.J. Res. 133., 78-24840 

National Grandparents Day : report to ac- 
company H.J. Res. 613., 78-22608 

National Guard Day : report to accompany 
H.J. Res. 946., 78-22624, 78-24926 

National Guard public affairs guidelines., 
78-25166 


78-10330, 


: a re- 


The national hazardous waste management 


program /, 78-23448 

National health expenditures, 
year, 1974, 78-8921 

National health insurance proposals; provi- 
sions of bills introduced in the 93rd Con- 
gress as of October 1973 /, 78-7044 

National health planning guidelines : hear- 
ing before the Subcommittee on Health 
and the Environment of the Committee 
on Interstate and Foreign Commerce, 
House of Representatives, Ninety-fifth 
Congress, first session ... October 19, 
1977., 78-9976 

The National Health Planning Information 
Center., 78-21278 

The National Heart and Lung Institute fact 
book., 78-17537, 78-17538 

The National Heart, Lung and Blood In- 
stitute’s fact book for fiscal year., 78- 
17538 

National Heart, Lung, and Blood Institute’s 
opportunities for minority students in 
biomedical research., 78-13496 

The National Highway  Institute., 78- 
22063 

National Highway Traffic Safety Adminis- 
tration fiscal year 1979 supplementary 
budget data., 78-26659 

National historic trails : report to accom- 
pany H.R. 6900., 78-27072 
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National housing goals : hearings before 
the Committee on Banking, Housing, and 
Urban Affairs, United States Senate, 
Ninety-fifth Congress, second session, on 
S. 2855 ... April 11 and 12, 1978., 78- 
26747 

National hurricane operations plan., 78- 
22916 

National Institute of Corrections financial 
management guidelines for grantees., 
78-17925 

National Institute of Corrections guideline 
manual : instructions for applying for 
Federal assistance., 78-21678 

National Institute of Dental Research 
grants and awards, 78-13500, 78- 
23819 

National Institute of Dental Research pro- 
grams., 78-23819 

National Institute of Dental Research pro- 
grams; grants, awards, contracts, and in- 
tramural projects., 78-13500 

National Institute of Mental 
brief., 78-502 

National Institute on Drug Abuse statistical 
series. Series E. Annual summary report., 
78-17648, 78-25912 

National Institute on Drug Abuse statistical 
series. Series E. SMSA statistics., 78- 
17650 

National Institute on Drug Abuse statistical 
series. Series E. State statistics., 78- 
17649 

National Institute on Drug Abuse statistical 
series. Series F. Executive report., 78- 
25914 

National Institute on Drug Abuse statistical 
series. Series F. Summary report., 78- 
25913 

National Institute on Drug Abuse statistical 
series, quarterly report, 78-3364 

National Institute on Drug Abuse statistical 
series, quarterly report. Series D., 78- 
3364 

National Institutes of Health almanac., 
78-13478, 78-23762 

National Institutes of Health annual report 
of international activities., 78-13509, 
78-17571 

National Institutes of Health Care Research 
act of 1978 : hearing before the Subcom- 
mittee on Health and Scientific Research 
of the Committee on Human Resources, 
United States Senate, Ninety-fifth Con- 
gress, second session, on S. 2466 
February 7, 1978., 78-26807 

The National Institutes of Health Care 
Research act of 1978 : report to accom- 
pany S. 2466., 78-19467 

National Institutes of Health international 
awards for biomedical research and 
research training., 78-17573 

National Institutes of Health statistical 
reference book of international activities, 
78-17574 

The National inventory of family planning 
services 1975 survey results /, 78- 
17611 


Health in 
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National Jogging Day : report to accom- 
pany S.J. Res. 166., 78-27124 

National Labor Relations Board casehan- 
dling manual, 78-3599 

National Law Student Recognition Day : 
report to accompany S.J. Res. 80., 78- 
10202 

National Library of Medicine AVLINE 
catalog., 78-11221 

National Library of Medicine catalog, 78- 
13504 

National Library of Medicine classification 
: a scheme for the shelf arrangement of 
books in the field of medicine and its re- 
lated sciences., 78-25898 

National Library of Medicine 
catalog., 78-3325 

National Library of Medicine current 
catalog. Annual cumulation., 78-13504 

National Library of Medicine programs and 
services., 78-17554 

National longitudinal study., 78-21117 

National Longitudinal study of high school 
seniors., 78-416, 78-417, 78-419 

National longitudinal study of the high 
school class of 1972., 78-420 

The national longitudinal surveys hand- 
book., 78-21763 

National Lupus Week 
pany H.J. Res. 
24925 

The national manpower 
criminal justice system., 

The national manpower 
criminal justice system 
mary., 78-17897 

National Marine Fisheries Service survey of 
trace elements in the fishery resources /, 
78-19846 

National maritime SAR review, 78-3794 

The National measurement system for 
length and related dimensional measure- 
ments /, 78-4147 

National Medical Audiovisual 
catalog; audiovisuals for the 
scientist., 78-13503 

National Medical Audiovisual Center mo- 
tion picture and videotape catalog, 78- 
13503 

National Medical Laboratory Week : report 
to accompany S.J. Res. 78., 78-10211 

National Mine Health and Safety Academy 
: progress and problems : report /, 78- 
21023 

National museum act; guidelines for grant 
programs administered by the Smithsoni- 
an Institution., 78-26533 

National nosocomial infections study., 78- 
3354 

National nosocomial infections study re- 
port., 78-13556 

National Notice to Airmen System., 78- 
14132 

National ocean pollution 
development 
act of 1978., 


current 


: report to accom- 
682., 78-24726, 78- 


survey of the 
78-17898 
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78-19378 





National Oceanic and Atmospheric Ad- 
ministration organic act : hearing before 
the Committee on Commerce, Science, 
and Transportation, United States 
Senate, Ninety-fifth Congress, second 
session, on S. 2224 ... April 6, 1978., 
78-22434 

National Oceans Week : report to accom- 
pany H.J. Res. 730., 78-14474 

The National organ site cancer programs., 
78-11200 

National organizations., 78-5548 

National P.O.W.-M.LA. Recognition Day : 
report to accompany H.J. Res. 963., 
78-22626, 78-24924 

National park omnibus legislation : hearing 
before the Subcommittee on Parks and 
Recreation of the Committee on Energy 
and Natural Resources, United States 
Senate, Ninety-fifth Congress, second 
session, on S. 2876 ... April 24, 1978., 
78-22455 

National Park Service folders., 78-21076 

The National park system access act : re- 
port to accompany S. 975., 78-16457 

National park system new area studies : 
threatened natural landmarks and na- 
tionally significant historic places : com- 
munication from the Secretary of the In- 
terior ..., 78-19273 

National parks & landmarks, 78-13783 

National parks of the United States., 78- 
21579 

National parts return program /, 78-8081 

National petroleum reserve in Alaska., 
78-13728 

National photovoltaic 
February 3, 1978., 

The national 
preparedness : 
/, 78-15834 

A national plan for energy 
development, & demonstration 
energy choices for the 
20841 

The national plant germplasm system /, 
78-3963, 78-16498 

A national policy on career education 
eighth report, the National Advisory 
Council on Vocational Education., 78- 
22369 

National pollutant discharge elimination 
system adjudicatory hearing proceedings 
: decisions of the Administrator and deci- 
sions of the General Counsel., 78- 
12986 

National polydrug collaborative project 
treatment manual 3 : referral strategies 
for polydrug abusers., 78-1985 

National Port Week : report to accompany 
H.J. Res. 773., 78-22609, 78-24934 

National Port Week : report to accompany 
S.J. Res. 148., 78-24913 

National prisoner statistics, 78-17918 

National program for acquisitions 
cataloging progress report, 78-3594 

National program for solar heating and 
cooling of buildings., 78-20830 
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National program of inspection of dams., 
78-12718 

National program plan for research and 
development in solar heating and 
development in solar heating and cooling 
for building, agricultural and industrial 
applications., 78-25415 

National Railroad Passenger Corporation 
authorization act of 1978 : hearings be- 
fore the Subcommittee on Surface Trans- 
portation of the Committee on Com- 
merce, Science, and _ Transportation, 
United States Senate, Ninety-fifth Con- 
gress, second session, on §S. 2478 
March 10 and 13, 1978., 78-19078 

National Railroad Passenger Corporation 
authorization act of 1978 : report to ac- 
company S. 3040., 78-19423 

National register of microform masters., 
78-11668 

National report - Disabled American 
Veterans., 78-16308, 78-16320 

National report, Disabled American 
Veterans, 78-16308, 78-16320 

National school lunch and child nutrition 
act : hearings before the Subcommittee 
on Elementary, Secondary, and Voca- 
tional Education of the Committee on 
Education and Labor, House of 
Representatives, Ninety-fifth Congress, 
first session, on H.R. 1139 ..., 78-1013 

National school lunch and child nutrition 
amendments of 1977 : conference report 
to accompany H.R. 1139., 78-5773, 
78-5993 

National school lunch program 
ing?, 78-1839 

National Science Foundation authorization 
act for fiscal year 1979 : report to ac- 
company H.R. 11400., 78-16466 

National Science Foundation authorization 
act for fiscal years 1979 and 1980 : re- 
port together with minority views to ac- 
company S. 2549., 78-19475 

National Science Foundation authorization 
act for fiscal years 1979 and 1980 and 
the Women in science and technology 
equal opportunity act : hearing before 
the Subcommittee on Health and Scien- 
tific Research of the Committee on 
Human Resources, United States Senate, 
Ninety-fifth Congress, second session, on 
S. 2549 ... S. 2550 ... April 10, 1978., 
78-22490 

National Science Foundation 
programs, 78-18336 

National Science Foundation grants and 
awards., 78-15810, 78-2426] 


- is it work- 


education 


National Science Foundation quarterly re- 


port to the Congress, 78-3633 
National security management., 
78-4273, 78-4274, 78-4275, 78- 
4296, 78-4297, 78-4298 
National service life insurance : informa- 
tion, premium rates for RH policies for 
service-disabled veterans., 78-9826 


78-4272, 
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National service programs and their effects 
on military manpower and civilian youth 
problems /, 78-19266 

National severe local storms operations 
plan., 78-12532, 78-14903 

National Severe Storms Laboratory 
gram and history /, 78-6302 

National Sickle Cell Month : report to ac- 
company S.J. Res. 71., 78-1296 

National solar heating and cooling com- 
mercial demonstration program key 
personnel directory., 78-23269 

National standard reference data series., 
78-6990 

National status on control of garbage-feed- 
ing., 78-2458 

A national study of adolescent drinking 
behavior, attitudes and correlates /, 78- 
9000 

National 
18832 

National survey of compensation paid 
scientists and engineers engaged in 
research and development activities, 
78-18832, 78-20834, 78-23262 

National survey of family growth, cycle I : 
sample design, estimation procedures, 
and variance estimation /, 78-7105 

National survey of professional, administra- 
tive, technical, and clerical pay., 78- 
24120 

National survey of professional, administra- 
tive, technical, and clerical pay, March 
1977., 78-5115 

National Tourism Policy Study 
port /, 78-22423 

National Tourism Policy Study ascertain- 
ment phase: report on the ascertained 
needs of the State and local government 
and private sectors of the tourism and 
travel industry /, 78-5531 

National Tourism Policy Study final report 

hearing before the Subcommittee on 
Merchant Marine and Tourism of the 
Committee on Commerce, Science, and 
Transportation, United States Senate, 
Ninety-fifth Congress, second session, on 
briefing by representatives of Arthur D. 
Little, inc. ... April 21, 1978., 78-22426 

National traffic and motor vehicle informa- 
tion and cost savings authorizations act : 
report together with separate views to 
accompany H.R. 11286., 78-26918 

National traffic safety and motor vehicle 
information authorization and amend- 
ments act of 1978., 78-24817 

National traffic safety newsletter., 78- 
3808 

National trail recommendation : Continen- 
tal Divide Trail /, 78-8383 

National trail recommendation 
Country Trail., 78-8384 

National trail recommendation : 
Heritage Trail., 78-8385 

National Training and Operational 
Technology Center operational control 
procedures for the activated sludge 
process /, 78-23532 


: pro- 
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: final re- 
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National training course, emergency medi- 
cal technician, paramedic, instructor’s 
lesson plans : course guide., 78-5435 

National training course, emergency medi- 
cal technician, paramedic, instructor’s 
lesson plans : module I, the emergency 
medical technician, his role, responsibili- 
ty and training., 78-9804 

National training course, emergency medi- 
cal technician, paramedic, instructor’s 
lesson plans module V, respiratory 
system., 78-5424 

National training course, emergency medi- 
cal technician, paramedic, instructor’s 
lesson plans : module X, medical emer- 
gencies., 78-5429 

National training course, emergency medi- 
cal technician, paramedic, instructor’s 
lesson plans : module II, Human systems 
and patient assessment., 78-5421 

National training course, emergency medi- 
cal technician, paramedic, instructor’s 
lesson plans : module III, shock and fluid 
therapy., 78-5422 

National training course, emergency medi- 
cal technician, paramedic, instructor’s 
lesson plans : module IV, general phar- 
macology., 78-5423 

National training course, emergency medi- 
cal technician, paramedic, instructor’s 
lesson plans : module VI, cardiovascular 
system., 78-5425 

National training course, emergency medi- 
cal technician, paramedic, instructor’s 
lesson plans : module VII, central ner- 
vous system., 78-5426 

National training course, emergency medi- 
cal technician, paramedic, instructor’s 
lesson plans : module VIII, soft tissue in- 
juries., 78-5427 

National training course, emergency medi- 
cal technician, paramedic, instructor’s 
lesson _ plans module IX, muscu- 
loskeletal., 78-5428 

National training course, emergency medi- 
cal technician, paramedic, instructor’s 
lesson _ plans module XI, ob- 
stetric/gynecologic emergencies., 78- 
5430 

National training course, emergency medi- 
cal technician, paramedic, instructor’s 
lesson plans : module XII, pediatrics and 
neonatal., 78-5431 

National training course, emergency medi- 
cal technician, paramedic, instructor’s 
lesson plans : module XIII, management 
of the emotionally disturbed., 78-5432 

National training course, emergency medi- 
cal technician, paramedic, instructor’s 
lesson plans module XIV, rescue 
techniques., 78-5433 

National training course, emergency medi- 
cal technician, paramedic, instructor’s 
lesson plans : module XV, telemetry and 
communications., 78-5434 

National training system, course calendar., 
78-17647 
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National Transportation Safety Board., 
78-9598 

National 
26558 

National trends in trace metals in ambient 
air 1965-1974 /, 78-12835 

National truck characteristic report., 78- 
22112 

National 
13892 

National Union Catalog. Register of addi- 
tional locations., 78-21782 

National union catalog of manuscript col- 
lections., 78-11665 

National union catalog of manuscript col- 
lections. Index., 78-11664 

National unions and employee associations, 
1975., 78-15681 

National urban recreation studies : 
kee, Racine., 78-24072 

National urban recreation study : Atlanta., 
78-24068 

National urban recreation study : Boston, 
Lowell, Lawrence, Haverhill., 78-24069 

National urban recreation study : Cleve- 
land, Akron, Lorain., 78-24070 

National urban recreation study : executive 
report., 78-26231 

National urban recreation study 
Fort Lauderdale., 78-24071 

National urban recreation study : 
report., 78-26232 

National urban recreation study : technical 
reports., 78-26233 

National urban recreation 
Chicago/Gary., 78-17853 

National urban recreation study, Cincin- 
nati/Hamilton., 78-17854 

National urban recreation 
las/Fort Worth., 78-17855 

National urban recreation 
Denver/Boulder., 78-17856 

National urban recreation 
Detroit/Ann Arbor., 78-17857 

National urban recreation 
Houston/Galveston., 78-17858 

National urban recreation study, Kansas 
City., 78-21612 

National urban recreation study, Los An- 
geles/Long Beach/Anaheim., 78-17859 

National urban recreation study, New 
York/Newark/Jersey City., 78-17860 

Naticnal urban recreation study, Philadel- 
phia/Wilmington/Trenton., 78-17861 

National urban recreation study, Seat- 
tle/Everett/Tacoma., 78-17862 

National Visitor Center. Dept. of the Interi- 
or, National Park Service., 78-7334 

National Visitors Center improvement act 
of 1978 : report to accompany S. 2995 /, 
78-27103 

National water quality goals cannot be at- 
tained without more attention to pollu- 
tion from diffused or “‘nonpoint’’ sources 
: report to the Congress /, 78-6905 

National water quality inventory. Report to 
Congress., 78-23533 


transportation _ statistics, 78- 


Union Catalog., 78-3588, 78- 
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: Miami, 
summary 

study, 
study, Dal- 
study, 


study, 


study, 
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National Weather Service offices and sta- 
tions., 78-16829 

National weatherization act report 
together with supplemental views to ac- 
company H.R. 7893., 78-5705 

National zip code directory., 78-7536, 
78-7537 

Nationalizations and expropriations of U.S. 
direct private foreign investment 
problems and _ issues Department of 
State and other Federal agencies : report 
to the Congress /, 78-4735 

Nationally advertised construction kits, 
amateur-built aircraft., 78-14144 

The nation’s rural elderly : hearing before 
the Special Committee on Aging, United 
States Senate, Ninety-fourth Congress, 
second session., 78-5486 

The nation’s toughest drug law : evaluating 
the New York experience : final report 
of the Joint Committee on New York 
Drug Law Evaluation : executive summa- 
ry., 78-17893, 78-21641 

Nationwide boating survey., 78-22224 

Nationwide evaluation of combined sewer 
overflows and urban stormwater 
discharges /, 78-258, 78-259 

Nationwide evaluation of X-ray trends : 
NEXT : dental x-ray data., 78-15432 

Nationwide evaluation of X-ray trends : 
NEXT : medical x-ray data., 78-15431 

Nationwide food consumption survey 
need for improvement and expansion : 
Department of Agriculture : report to the 
Select Committee on Nutrition and 
Human Needs /, 78-1676 

Nationwide survey of cobalt-60 teletherapy 
dosimetry /, 78-22885 

The native American., 78-3253 

Native American owned and operated arts 
and crafts businesses., 78-21483 

Native Americans’ right to believe and ex- 
ercise their traditional native religions 
free of Federal Government interference 
: report to accompany S.J. Res. 102., 
78-14536 

Native and recovered elemental sulphur, 
mineral market report, 78-3446 

Native Hawaiian education act : report to 
accompany S. 857., 78-27115 

Natividad Casing and Myrna Casing : re- 
port to accompany H.R. 2369., 78- 
1166 

NATO and the new Soviet threat : report 
of Senator Sam Nunn and _ Senator 
Dewey F. Bartlett to the Committee on 
Armed Services, United States Senate., 
78-8240 

Nato and U:S. security : report of the Com- 
mittee Delegation to NATO /, 78-967 

NATO postdoctoral fellowships in science., 
78-15793 

NATO posture and initiative : hearing be- 
fore the Subcommittee on Manpower 
and Personnel of the Committee on 
Armed Services, United States Senate, 
Ninety-fifth Congress, first session, Au- 
gust 3, 1977., 78-5511 





NATO Seasparrow surface missile system : 
agreement between the United States of 
America and other governments done 
May 20, 1977., 78-26507 

NATO supply code for manufacturers, 
78-3001 

Natrona County, Wyoming, unincorporated 
areas., 78-21429 

Natural and energy resources /, 78-4274 

Natural and man-made conditions affecting 
mineral quality., 78-17036 

Natural convection characteristics of flat 
plate collectors : progress report /, 78- 
11005 

Natural dam inspection act amendments : 
hearings before the Subcommittee on 
Water Resources of the Committee on 
Environment and Public Works, United 
States Senate, Ninety-fifth Congress, 
second session, on S. 2437 ... and S. 
2444 February 3 and March 17, 
1978., 78-19207 

The Natural diversity act : joint hearings 
before the Subcommittee on Resource 
Protection of the Committee on the En- 
vironment and Public Works and the 
Subcommittee on Public Lands and 
Resources of the Committee on Energy 
and Natural Resources, United States 
Senate, Ninety-fifth Congress, second 
session, on S. 1820 ... February 23 and 
March 3, 1978., 78-19210 

Natural emergency handbook., 

Natural gas., 78-3472 

Natural gas : conference report to accom- 
pany H.R. 5289., 78-27088 

Natural gas from unconventional geologic 
sources .../, 78-6795 

Natural gas liquids., 78-3437, 78-11477 

Natural gas pipeline from Alaska : joint 
hearings before the Subcommittee on 
Energy and Power, Committee on In- 
terstate and Foreign Commerce, and the 
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United States., 78-4747 

Nickel., 78-3467, 78-4992, 
78-11548 

A nickel-cadmium battery reconditioning 
circuit /, 78-13922 

The Nicrosil versus Nisil thermocouple 
properties and thermoelectric reference 
data /, 78-25029 

Nigeria, 78-9505 

NIH almanac, 78-13478, 78-23762 

NIH grants for training, construction & 
medical libraries, 78-13476, 78-23761 

NIH guide for grants and contracts., 78- 
3272 


78-7309, 


NIH guide for grants and contracts. Supple- 


ment., 78-3273 

NIH _ public 
structure, 
15403 

NIH publications list., 

NIH _ research 
23760 

NILECJ standard for fixed and base station 
antennas : a voluntary national standard 
/, 78-7419 

NILECJ standard for FM repeater systems : 
a voluntary national standard promul- 
gated by the National Institute of Law 
Enforcement and Criminal Justice., 78- 
11603 

NILECJ standard for personal/portable FM 
transmitters : a voluntary national stan- 
dard promulgated by the National In- 
stitute of Law Enforcement and Criminal 
Justice., 78-21667 


advisory groups; 
functions, 


authority, 
members., 78- 


78-17519 


grants, 78-17520, 78- 
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The NINCDS epilepsy research program., 
78-7078 

The NINCDS multiple sclerosis research 
program., 78-7079 

The NINCDS spinal cord injury research 
program., 78-7080 

The NINCDS stroke research program., 
78-7081 

Ninemile Creek, Onondaga County, New 
York., 78-10799 

NIOSH health and safety guide : fabricated 
structural metal products industry., 78- 
17628 

NIOSH health and safety guide : tool, die, 
and precision machining industry., 78- 
4876 

NIOSH health and safety guide for plywood 
and veneer mills., 78-4875 

NIOSH health and safety guide for sawmills 
and planing mills., 78-7128 

NIOSH health and safety guide for the 
miscellaneous chemical products indus- 
try., 78-1972 

NIOSH health survey of Velsicol pesticide 
workers : occupational exposure to lep- 
tophos and other chemicals /, 78-21303 

NIOSH manual of analytical methods., 
78-7124 

NIOSH manual of sampling data sheets., 
78-495 

Nitrate removal from water supplies by ion 
exchange /, 78-23464 

Nitrate removal from water supplies by ion 
exchange executive summary /, 78- 
12837 

Nitrates and nitrites, 78-21251 

Nitric oxide formation in gas turbine en- 
gines : a theoretical and experimental 
study /, 78-26356 

Nitrification of secondary municipal waste 
effleunts by rotating bio-dics /, 78- 
23466 

Nitrites : focusing on safety /, 

Nitrogen., 78-11485 

Nitrogen roast-hydrometallurgical 
technique., 78-26170 

{NITS sale publications and order form], 
78-19829 

NLM AVLINE catalog, 

NLM _ current 
13504 

No cafeteria for 


78-17583 


78-11221 
catalog, 78-3325, 78- 


Federal employees at 
Waterside Mall : General Services Ad- 
ministration : report of the Comptroller 
General of the United States., 78-4764 

No easy answers : the learning disabled 
child /, 78-25909 

No heat, no rent : an urban solar & energy 
conservation manual., 78-184 

NOAA., 78-2726 

NOAA climate program., 

The NOAA Corps 
service., 78-140 

NOAA/NWS location 
19871 

NOAA polar-orbiting satellites. : TIROS-N 
series., 78-19936 


78-14901 
: careers in science and 


identifiers., 78- 
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NOAA products and services of the Na- 
tional Weather Service, National En- 
vironmental Satellite Service, Environ- 
mental Data Service, and the Environ- 
mental Research Laboratories /, 78- 
10574 

NOAA products and 
Sound., 78-1476 

NOAA publications 
2837 

NOAA research budget for fiscal year 1978 

hearing before the Subcommittee on 
the Environment and the Atmosphere of 
the Committee on Science and 
Technology, U.S. House of Representa- 
tives, Ninety-fifth Congress, first session, 
March 3, 1977., 78-12175 

NOAA scientific and technical publications 
announcement., 78-2837 

NOAA weather radio., 78-6298 

Nobel Prize laureates : NIH support of ex- 
cellence in biomedical research., 78- 
17552, 78-25896 

Noble County, Indiana 
areas), 78-21435 

Noel Abueg Emde : report to accompany 
H.R. 7387., 78-24749 

Noise abatement and control policy., 78- 
284 

Noise and traction characteristics of bias- 
ply and radial tires for heavy duty trucks 
/, 78-5273 

Noise barrier attenuation 
/, 78-18581 

Noise control act oversight : hearing before 
the Subcommittee on Resource Protec- 
tion of the Committee on Environment 
and Public Works, United States Senate, 
Ninety-fifth Congress, second session ..., 
78-24649 

Noise control of an underground continu- 
ous miner, auger-type /, 78-658 

Noise criteria for buildings : a critical view 
/, 78-12511 

Noise data for a twin-engine commercial 
jet aircraft flying conventional, steep, 
and two-segment approaches /, 78- 
21814 

Noise 


services, 


Puget 


announcement, 78- 


(unincorporated 


: field experience 


dosimeter performance, 
evaluation /, 78-643 

Noise of fan designed to reduce stator lift 
fluctuations /, 78-7511 

Noise policy and related environmental 
procedures., 78-23524 

Noise pollution /, 78-9269 

Noise pollution : Federal program to con- 
trol it has been slow and ineffective : En- 
vironmental Protection Agency, Dept. of 
Transportation : report to the Congress /, 
78-1669 

Noise power due to digital errors in a PCM 
telephone channel /, 78-19639 

Noise reduction options for diesel powered 
International Harvester trucks., 78- 
15924 

Noise regulation and type certification al- 
ternatives for civil supersonic aircraft., 
78-22181 


second 
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Noise response of cavities of varying 
dimensions at subsonic speeds /, 78- 
11715 

Noise standards, aircraft type and_ air- 
worthiness certification, 78-3752 

Noise transmission by viscoelastic sandwich 
panels /, 78-15760 

Noise transmission through plates into an 
enclosure /, 78-26392 

Noisy aircraft revenue and credit act of 
1978 : report together with additional 
and dissenting views to accompany H. R. 
11980., 78-26901 

Nomination : hearing before the Commit- 
tee on Human Resources, United States 
Senate, Ninety-fifth Congress, first ses- 
sion ... June 24, 1977 : appendix., 78- 
5588, 78-5589, 78-8296, 78-8297, 
78-8298, 78-9967, 78-9968, 78- 
9969, 78-12112, 78-12114, 78- 
12115, 78-12116, 78-14343, 78- 
16235, 78-19135, 78-22491, 78- 
26808 

Nomination : hearings before the Commit- 
tee on Human Resources, United States 
Senate, Ninety-fifth Congress, first ses- 
sion on Earl Oliver ... to be a member of 
the Railroad Retirement Board, July 21, 
1977., 78-5590 

Nomination as Deputy Director of Central 
Intelligence of Ambassodor Frank C. 
Carlucci : report of the Select Commit- 
tee on Intelligence, United State Senate., 
78-16086 

Nomination: hearing before the Committee 
on Human Resources, United States 
Senate, Ninety-fifth Congress, first ses- 
sion, on James A. Krumhans!l ... to be an 
Assistant Director of the National 
Science Foundation, November 2, 1977 
., 78-9966 

Nomination of Alonzo Lowry McDonald, 
Jr. : hearing before the Committee on 
Finance, United States Senate, Ninety- 
fifth Congress, first session ... August 2, 
1977., 78-5560 

Nomination of Ambassador Frank C. Car- 
lucci : hearings before the Select Com- 
mittee on Intelligence of the United 
States Senate, Ninety-fifth Congress, 
second session ... January 27 and 30, 
1978., 78-22516 

Nomination of Anita Miller : hearing be- 
fore the Committee on Banking, Hous- 
ing, and Urban Affairs, United States 
Senate, Ninety-fifth Congress, second 
session, on the nomination of Anita 
Miller, to be a Member of the Federal 
Home Loan Bank Board, April 20, 
1978., 78-22416 

Nomination of Benjamin R. Civiletti to be 
Deputy Attorney General : hearings be- 
fore the Committee on the Judiciary, 
United States Senate, Ninety-fifth Con- 
gress, second session...., 78-22521, 
78-22522 
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Nomination of Commissioner to the 
Federal Maritime Commission : hearing 
before the Committee on Commerce, 
Science, and Transportation, United 
States Senate, Ninety-fifth Congress, 
second session ... April 11, 1978., 78- 
19081 

Nomination of Donald E. Stingel : hearing 
before the Committee on Banking, Hous- 
ing, and Urban Affairs, United States 
Senate, Ninety-fifth Congress, first ses- 
sion ... October 31, 1977., 78-8251 

Nomination of Dr. James R. Schlesinger to 
be the nation’s first Secretary of Energy : 
hearing before the Committee on Energy 
and Natural Resources, United States 
Senate, Ninety-fifth Congress, first ses- 
sion ... August 3, 1977., 78-1025 

Nomination of Dr. M. Rupert Cutler, Dr. 
Dale Ernest Hathaway, Robert Haldeman 
Meyer, Alex P. Mercure, and Dr. 
Howard W. Hijort : hearing before the 
Committee on Agriculture, Nutrition, 
and Forestry, United States Senate, 
Ninety-fifth Congress, first session 
April 6, 1977., 78-8231 

Nomination of Dr. Robert C. Seamans, Jr., 
to be administrator, Energy Research 
and Development Administration : joint 
hearing before the Joint Committee on 
Atomic Energy, Congress of the United 
States, and the Committee on Interior 
and Insular Affairs of the United States 
Senate, Ninety-third Congress, second 
session, December 11, 1974., 78-8244 

Nomination of G. William Miller : hearing 
before the Committee on Banking, Hous- 
ing, and Urban Affairs, United States 
Senate, Ninety-fifth Congress, second 
session ... January 24, 1978., 78-22415 

Nomination of GLoria Jiminez : hearing 
before the Committee on Banking, Hous- 
ing, and Urban Affairs, United States 
Senate, Ninety-fifth Congress, second 
session, on nomination of Gloria Jiminez, 
to be Administrator of the Federal In- 
surance Administration, March 6, 1978., 
78-19049 

Nomination of Henry K. Allen : hearings 
before the Committee on Banking, Hous- 
ing, and Urban Affairs, United States 
Senate, Ninety-fifth Congress, second 
session ... March 14 and 15, 1978., 78- 
19044 

Nomination of James T. Mcintyre, Jr. : 
hearing before the Committee on 
Governmental Affairs, United States 
Senate, Ninety-fifth Congress, second 
session, on nomination of James T. 
MclIntyre, to be Director of the Office of 
Management and Budget., 78-26802 

Nomination of James T. Mcintyre, Jr. to be 
Director of the Office of Management 
and Budget : report., 78-11959 

Nomination of Jane Hurt Yarn : hearing 
before the Committee on Environment 
and Public Works, United States Senate, 
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Ninety-fifth Congress, second session, on 
the nomination of Jane Hurt Yarn to be 
a Member of the Council on Environ- 
mental Quality, August 2, 1978., 78- 
26851 

Nomination of John Arnot Hewitt, Jr. : 
hearing before the Committee on Armed 
Services, United Senate, Ninety-fifth 
Congress, second session ... February 23, 
1978., 78-19035 

Nomination of John J. Boyle to be Public 
Printer : hearings before the Committee 
on Rules and Administration, United 
States Senate, Ninety-fifth Congress, first 
session, ... October 19 and 26, 1977., 
78-2293 

Nomination of Lawrence Connell, Jr. 
hearing before the Committee on Bank- 
ing, Housing, and Urban Affairs, United 
States Senate, Ninety-fifth Congress, first 
session ... August 4, 1977., 78-977 

Nomination of Lynn R. Coleman to be 
General Counsel of the Department of 
Energy : report together with minority 
and additional views ..., 78-11958 

Nomination of Milton D. Stewart to be 
Chief Counsel for Advocacy of the Small 
Business Administration : report together 
with a minority view ..., 78-22285 

Nomination of Milton Stewart to be Chief 
Counsel for Advocacy of the Small Busi- 
ness Administration : hearings before the 
Select Committee on Small Business of 
the United States Senate, Ninety-fifth 
Congress, second session ... April 14 and 
25, 1978., 78-26863 

Nomination of P. R. “‘Bobby”’ Smith : hear- 
ing before the Committee on Agricul- 
ture, Nutrition, and Forestry, United 
States Senate, Ninety-fifth Congress, 
second session, on the nomination of P. 
R. ... Smith ... to be Assistant Secretary 
for Marketing Services, February 24, 
1978., 78-22383 

Nomination of Robert D. Thorne to be 
Assistant Secretary for Energy Technolo- 
gy of the Department of Energy : report 
together with minority views., 78-18827 

Nomination of Robert H. McKinney 
hearings before the Committee on Bank- 
ing, Housing, and Urban Affairs, United 
States Senate, Ninety-fifth Congress, first 
session including executive session, 
July 15, 18, and 27, 1977., 78-5523 

Nomination of S. David Freeman : hearings 
before the Committee on Environmental 
and Public Works, United States Senate, 
Ninety-fifth Congress, first session ... Au- 
gust 1, 2, and 3, 1977., 78-1114 

Nomination of Saul Silverman : hearing be- 
fore the Committee on Banking, Hous- 
ing, and Urban Affairs, United States 
Senate, Ninety-fifth Congress, second 
session ... April 13, 1978., 78-19054 

Nomination of Simeon M. Bright : hearing 
before the Committee on Governmental 
Affairs, United States Senate, Ninety- 





fifth Congress, first session... November 
29, 1977., 78-14331 

Nomination of Stephen J. Gage : hearing 
before the Committee on Environment 
and Public Works, United States Senate, 
second session ... January 24, 1978., 
78-19208 

Nomination of Steven D. Jellinek : joint 
hearing before the Committees on En- 
vironment and Public Works and Com- 
merce, Science, and Transportation, 
United States Senate, Ninety-fifth Con- 
gress, first session September 28, 
1977., 78-5643 

Nomination of the Assistant Secretary of 
the Interior for Indian Affairs : hearings 
before the United States Senate, Select 
Committee on Indian Affairs, Ninety-fifth 
Congress, first session ... September 9 
and 12, 1977., 78-2273 

Nomination of Thibaut de Saint Phalle : 
hearing before the Committee on Bank- 
ing, Housing, and Urban Affairs, United 
States Senate, Ninety-fifth Congress, first 
session ... Nov. 28, 1977., 78-14295 

Nomination of William J. Perry, Harold W. 
Chase, and George A. Peapples : hearing 
before the Committee on Armed Ser- 
vices, United States Senate, Ninety-fifth 
Congress, first session ... November 1, 
1977., 78-22400 

Nomination of William M. Isaac : hearing 
before the Committee on Banking, Hous- 
ing, and Urban Affairs, United States 
Senate, Ninety-fifth Congress, second 
session ... March 8, 1978., 78-16190 

Nomination of William R. Alberger : hear- 
ing before the Committee on Finance, 
United States Senate, Ninety-fifth Con- 
gress, first session ... October 14, 1977., 
78-9940 

Nominations : hearing before the Commit- 
tee on Human Resources, United States 
Senate, Ninety-fifth Congress, first ses- 
sion ... May 13, 1977., 78-1055, 78- 
12113 

Nominations : hearings before the Commit- 
tee on Environment and Public Works, 
United States Senate, Ninety-fifth Con- 
gress, first session ..., 78-12162 

Nominations—June-August : hearings be- 
fore the Committee on Commerce, 
Science, and Transportation, United 
States Senate, Ninety-fifth Congress, first 
session ..., 78-994 

Nominations, April-May : hearings before 
the Committee on Commerce, Science, 
and Transportation, United States 
Senate, Ninety-fifth Congress, first ses- 
sion, on nominations ...., 78-991 

Nominations, February hearings before 
the Committee on Commerce, Science, 
and Transportation, United States 
Senate, Ninety-fifth Congress, second 
session ..., 78-19076 

Nominations for appointments to the 
Merchant Marine Academy : report to 
accompany H.R. 3489., 78-27066 





December 1978 


Nominations, National Transportation 
Safety Board : hearing before the Com- 
mittee on Commerce, Science, and 
Transportation, United States Senate, 
Ninety-fifth Congress, second session ... 
March 13, 1978., 78-24579 

Nominations, October-December : hearings 
before the Committee on Commerce, 
Science, and Transportation, United 
States Senate, Ninety-fifth Congress, first 
session ..., 78-19066 

Nominations of Douglas Costle and Bar- 
bara Blum : hearing before the Commit- 
tee on Environment and Public Works, 
United States Senate, Ninety-fifth Con- 
gress, first session ... March 2, 1977., 
78-1109 

Nominations of Evelyn T. Davidson, Shallie 
M. Bey, Jr., and Manual A. Sanchez, Jr. : 
hearing before the Committee on Bank- 
ing, Housing and Urban Affairs, United 
States Senate, Ninety-fifth Congress, 
second session ... March 10, 1978., 78- 
22410 

Nominations of Federal cochairmen to the 
title V regional commissions : hearings 
before the Committee on Environment 
and Public Works, United States Senate, 
Ninety-fifth Congress, first session 
June 29 and 30, 1977., 78-5641 

Nominations of Marvin B. Durning and 
David Hawkins hearing before the 
Committee on Environment and Public 
Works, United States Senate, Ninety-fifth 
Congress, first session ... September 22, 
1977., 78-10010 

Nominations of Robert H. Mundheim, Azie 
Taylor Morton, Charles F. C. Ruff, and 
Blandina Cardenas : hearing before the 
Committee on Finance, United States 
Senate, Ninety-fifth Congress, first ses- 
sion ... July 26, 1977., 78-5562 

Nominations of Roberta S. Karmel and 
Eloise A. Woods : hearing before the 
Committee on Banking, Housing, and 
Urban Affairs, United States Senate, 
Ninety-fifth Congress, first session 
September 16, 1977., 78-5522 

Nominations of Stella B. Hackel and 
Joseph F. Timilty : hearing before the 
Committee on Banking, Housing, and 
Urban Affairs, United States Senate, 
Ninety-fifth Congress, first session 
November 3, 1977., 78-14296 

Nominations, September : hearings before 
the Committee on Commerce, Science, 
and Transportation, United States 
Senate, Ninety-fifth Congress, first ses- 
sion ..., 78-8262 

Nominations to the District of Columbia 
Superior Court hearing before the 
Committee on Governmental Affairs, 
United States Senate, Ninety-fifth Con- 
gress, first session ... December 6, 1977., 
78-14332 

A nomogram for computing optical density 
contrast., 78-6493 
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Non-commissioned Officers Association 
and Marine Corps League : hearing be- 
fore the Task Force on National Security 
and International Affairs of the Commit- 
tee on the Budget, House of Representa- 
tives, Ninety-fifth Congress, second ses- 
sion, February 15, 1978., 78-19060 

Non-commodity research for insect con- 
trol., 78-6224 

Non-destructive impact between railroad 
cars : experimental and analytical study 
/, 78-14093 

Non-destructive methods of archeological 
exploration, survey, and analysis., 78- 
13790 

Non-Euclidean simplex optimization /, 78- 
13150 

Non-glass doors., 78-11969 

Non-imaging concentrators for wide angle 
collection of solar energy .. /, 78- 
10988 

Non-point water quality modeling in wil- 
dland management : a state-of-the-art as- 
sessment /, 78-251 

Non-Rayleigh sea clutter 
detection of targets /, 

Non-residential 
analysis 
20630 

The non-rubber footwear and the rubber 
and plastics footwear industries in Puerto 
Rico : an economic report., 78-26280 

Nonaxisymmetric incompressible hydro- 
static pressure effects in radial face seals 
/, 78-13903 

Nonchemical control of pink bollworms /, 
78-16725 

Noncitrus fruits & nuts, 78-8575, 78- 
8576, 78-10502, 78-22763 

Noncitrus fruits & nuts. Annual summary., 
78-8575, 78-8576 

Noncitrus fruits and nuts : production, use, 
and value estimates by state, 1969-74., 
78-3958 

Noncitrus fruits & nuts; production, use, 
and value. Midyear supplement., 78- 
22763 

Noncitrus fruits & nuts; production, use, 
value. Annual summary., 78-10502 

Nonconnah Creek, Tennessee and Missis- 
sippi : letter from the Secretary of the 
Army, transmitting a letter from the 
Chief of Engineers, Department of the 
Army, dated June 23, 1976, submitting a 
report, together with accompanying 
papers and illustrations, on Nonconnah 
Creek, Tennessee and _ Mississippi, 
requested by resolutions of the Commit- 
tee on Public Works, United States 
Senate, adopted October 28, 1970, and 
September 29, 1972., 78-25220 

Noncontact nondestructive determination 
of pavement deflection under moving 
loads /, 78-5407 

Noncontiguous areas labor-management 
relations act : hearing before the Sub- 
committee on Labor-Management Rela- 


: properties and 
78-25324 

solar energy 
demonstration 


survey and 
program., 78- 
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tions of the Committee on Education and 
Labor, House of Representatives, Ninety- 
fifth Congress, second session, on H.R. 
9409 ... in Honolulu, Hawaii, January 13, 
1978., 78-24590 

Noncredit activities in institutions of higher 
education., 78-23728 

Noncriteria _ pollutant 
12911 

Nondestructive testing /, 78-9282 

Nondiscrimination among beneficiaries of 
REA programs., 78-22741 

Nonferrous castings., 78-2586 

Nongame fish and wildlife program : hear- 
ing before the Subcommittee on Fishe- 
ries and Wildlife Conservation and the 
Environment of the Committee on 
Merchant Marine and Fisheries, House 
of Representatives, Ninety-fifth Congress, 
on H.R. 8606 ... September 30, 1977, 
H.R. 10255 and H.R. 10919 ... February 
16, 1978., 78-19198 

Nongame fish and wildlife program : report 
to accompany H.R. 10255., 78-22578 

Nongovernment organization codes for 
military standard contract administration 
procedures (MILSCAP). Code to name., 
78-3004 

Nongovernment organization codes for 
military standard contract administration 
procedures (MILSCAP). Name to code., 
78-3003 

A nonlinear theory for airfoils with trailing- 
edge jet flap /, 78-11724 

Nonperforming arts functions of the John 
F. Kennedy Center for the Performing 
Arts : report to accompany S. 2973., 
78-19460 

Nonplanar wing load-line and slender wing 
theory /, 78-18179 

Nonpoint source - stream nutrient level 
relationships : a nationwide study /, 78- 
12883 

Nonproducing gas reserves onshore United 
States and in the Gulf of Mexico offshore 
state area as reported in Federal Power 
Commission form 15., 78-15325 

Nonpublic education, 78-11180 

Nonreal estate farm debt, 1975., 78- 
15306 

Nonrigid barrier design for assessment of 
automobile aggressiveness /, 78-7946 

Nonsteady laboratory simulation of at- 
mospheric vortices : inertial oscillations 
and tornado skip /, 78-10839 

Nontoxic yellow traffic striping /, 78- 
24374 

Nonurban drug abuse programs : a descrip- 
tive study., 78-11270 

Nonwoven fabric filters for particulate 
removal in respirable dust range /, 78- 
12975 

Norfolk and Western Railway, Glen Lyn, 
Virginia : November 7, 1974., 78-5319 

Norfolk and Western Railway, Hopewell, 
Virginia November 25, 1974., 78- 
5320 


emissions., 78- 
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Norfolk-Virginia Beach-Portsmouth and 
Newport News-Hampton, Virginia-North 
Carolina, metropolitan area, 78-11614 

Norfolk-Virginia Beach-Portsmouth, Vir- 
ginia-North Carolina, metropolitan area, 
78-13847 

Normalization of relations with the Peo- 
ple’s Republic of China : practical impli- 
cations : hearings before the Subcommit- 
tee on Asian and Pacific Affairs of the 
Committee on International Relations, 
Ninety-fifth Congress, first session .. 
78-14360 

Normative data for the Professional and 
administrative career examination 
(PACE) : FY 1975 /, 78-12562 

North American automotive industry., 78- 
1488 

North American plant protection agree- 
ment between the United States of 
America and other governments signed 
at Yosemite October 13, 1976., 78- 
7602 

North American project : a study of U.S. 
water bodies /, 78-12880 

North Anna nuclear power station : hearing 
before the Subcommittee on Nuclear 
Regulation of the Committee on En- 
vironment and Public Works, United 
States Senate, Ninety-fifth Congress, first 
session, October 13, 1977., 78-16275 

North Anna Power Station, Units 1 and 2., 
78-8186 

North Anna River, Hanover County, Vir- 
ginia., 78-25275 

The North Atlantic alliance /, 78-18384 

North Atlantic : Loran-A table., 78-190 

North Atlantic treaty : military headquar- 
ters / agreement between the United 
States of America, the Surpreme 
Headquarters Allied Powers Europe and 
the Federal Republic of Germany done 
at Paris, March 13, 1967, with protocol 
of signature and exchange of notes., 78- 
26498 

North Burbank unit tertiary recovery pilot 
test /, 78-17200 

North Carolina, 78-4851 

North Carolina : an inventory of historic 
engineering and industrial sites /, 78- 
13789 

The North Carolina coastal zone and its 
environment : a compilation of resource 
materials covering the coastal plain, 
estuaries, and offshore waters /, 78- 
25452 

North Carolina landings., 78-2854 

North Carolina landings, annual summary., 
78-16850, 78-19903 

North Carolina, monthly averages of tem- 
perature .... 78-4236 

North Carolina, monthly normals of tem- 
perature ..., 78-4192 

North Dakota, 78-4852 

North Dakota, monthly averages of tem- 
perature ..., 78-4237 

North Dakota, monthly normals of tem- 
perature ..., 78-4193 
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North Fork of Pound Lake, southwestern 
Virginia : a U.S. Army Corps of En- 
gineers project., 78-12719 

North Korean external press placement ac- 
tivity., 78-9182 

North Nashua _ River, 
Leominster., 78-4474 

North Pacific fisheries act amendments : 
report to accompany H.R. 126371 [i.e. 
12637]., 78-26933 

North Stanley polymer demonstration pro- 
ject : first annual report /, 78-10969 

North Stanley polymer demonstration pro- 
ject : second annual report /, 78-23280 

North Yemen, 78-7569 

Northeast corridor improvement project., 
78-858, 78-7865 

Northeast corridor passenger transportation 
data study /, 78-22117 

Northeast, Pennsylvania, metropolitan area, 
78-11630 

Northeast Texas resource conservation & 
development project., 78-16709 

Northeast U.S.A., 78-12573 

Northeast U.S.A. Loran-C table., 78- 
25114 

Northeast U.S.A. : 
25115 

Northern Hardwoods Laboratory, 
Marquette, Michigan., 78-10399 

Northern White cedar in the North Central 
States /, 78-60 

Northview Junior High solar energy 
demonstration project .../, 78-13030 

Northview Junior High solar energy school 
heating augmentation expriment., 78- 
1587 

Northwest Pacific., 

Northwest Pacific 
4295 

Norway, 78-26450 

Norwegian Sea., 78-12572 

Nosema disease : its control in honey bee 
colonies /, 78-14550 

A note on foreign public opinion of the 
China visit., 78-5081 

Notes from the Joint Economic Commit- 
tee., 78-3912 

Notes on agricultural policy issues : discus- 
sions at the 1977 meeting of the Amer- 
ican Agricultural Economics Association 
/, 78-16756 

Notes on some species of the Falcatus 
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Ohio, monthly averages of temperature ..., 
78-4238 

Ohio, monthly normals of temperature ..., 
78-4194 

Ohio River and _ tributaries. 
minals., 78-20238 

Ohio River and tributaries. Small boat har- 
bors, ramps, landings, etc., 78-20239 

Ohio River summary and forecasts., 78- 
2730 

Ohio River, Trimble County, 
floodway appendix., 78-23130 

Ohio trail users /, 78-10374 

OHM newsletter., 78-3809 

OHMSETT “high seas’’ performance test- 
ing : MARCO Class V oil skimmer /, 
78-20740 

Oil and gas in coastal lands and waters : a 
report by the Council on Environmental 
Quality /, 78-2116 

Oil and hazardous 
plan., 78-17054 

Oil/gas complex 
design/economic analysis : 
production /, 78-8797 

Oil import fees : report to accompany S. 
Con. Res. 73., 78-19427 

Oil land leasing act of 1920, with amend- 
ments and other laws relating to mineral 
lands /, 78-11946 

Oil pollution liability and compensation : 
report of the Senate Committee on Com- 
merce, Science, and Transportation, on 
S. 2083 ..., 78-5946 

Oil pollution liability and compensation act 
of 1978 : report of the Committee on 
Environment and Public Works, United 
States Senate, to accompany S. 2083 
together with additional views., 78- 
27099 

Oil recovery by carbon dioxide injection., 
78-20631, 78-23377, 78-25517 

Oil recovery by carbon dioxide injector., 
78-23376 

Oil shale, 78-23592 

Oil shale : life above the shale., 78-17775 

Oil shale : a potential source of energy., 
78-17774 

Oil shale and the environment., 

Oil shale program, 78-23592 

Oil shale technologies : hearings before the 
Subcommittee on Energy Research and 


River ter- 


Kentucky, 


material contingency 


conceptual 
oil and SNG 


78-12991 





Development of the Committee on Ener- 
gy and Natural Resources, United States 
Senate, Ninety-fifth Congress, first ses- 
sion, on S. 419 ...,  78-22449 

Oil shales and tar sands : a bibliography., 
78-20643 

Oil spill : decisions for debris disposal /, 
78-265, 78-1572 

Oil spill and oil pollution reports., 78- 
12914, 78-20733 

Oil spill and oil pollution reports : August 
1977-October 1977 /, 78-17130 

Oil spill recovery technology : hearings be- 
fore the Subcommittee on the Environ- 
ment and the Atmosphere of the Com- 
mittee on Science and Technology, U.S. 
House of Representatives, Ninety-fifth 
Congress, first session, June 28 and 29, 
1977., 78-16289 

Oil supply, 78-17028 

Oil/water separation : 
78-17145 

Oilseeds and products, 78-2443 

Oilspill contingency plan : hearings before 
a subcommittee of the Committee on 
Government Operations, House of 
Representatives, Ninety-fifth Congress, 
first session, February 2 and 3, 1977., 
78-1046 

Okinawa : the last battle /, 

Oklahoma, 78-4854 

Oklahoma City, Oklahoma, metropolitan 
area, 78-11641 

Oklahoma forest industries, 
14731 

Oklahoma, monthly averages of tempera- 
ture ..., 78-4239 

Oklahoma, monthly normals of tempera- 
ture ..., 78-4195 

The old house borer., 78-14549 

The old mint of San Francisco 
historic landmark, 1874., 78-24333 

Older Americans act impact on the 
minority elderly : hearing before the Sub- 
committee on Housing and Consumer In- 
terests of the Select Committee on 
Aging, Ninety-fifth Congress, first ses- 
sion, August 23, 1977, Los Angeles, 
Calif., 78-18996 

Older Americans act of 1978 : report to 
accompany S. 2850., 78-19478 

Older Americans act programs : a rural 
perspective : hearing before the Subcom- 
mittee on Federal, State, and Community 
Services of the Select Committee on 
Aging, House of Representatives, Ninety- 
fifth Congress, first session, Huron, N. 
[i.e. S.] Dak., December 9, 1977., 78- 
22373 

The Older Americans act, the New York 
perspective : hearing before the Subcom- 
mittee on Federal, State, and Community 
Services of the Select Committee on 
Aging, House of Representatives, Ninety- 
fifth Congress, first session, New York, 
N.Y., December 28, 1977., 78-26726 

Older Americans act, title IX., 78-9883 


state-of-the-art /, 


78-20325 


1975 /, 78- 


: a national 





December 1978 


Older Americans program oversight in 
Chester, Pa. : hearing before the Select 
Committee on Aging, House of 
Representatives, Ninety-fifth Congress, 
second session, Chester, Pa., March 3, 
1978., 78-26723 

Older Americans programs oversight 
hearings before the Select Committee on 
Aging, House of Representatives, Ninety- 
fifth Congress, first session, August 3 and 
September 15, 1977., 78-9882 

Older Americans programs oversight in 
Waterloo, lowa hearing before the 
Select Committee on Aging, House of 
Representatives, Ninety-fifth Congress, 
second session, January 9, 1978 ..., 78- 
22374 

Older consumers and stairway accidents., 
78-11982 

Older women 
2227 


: a workshop guide., 78- 


Olentagy Environmental Control Center 
and Interceptor System., 78-20771 

Olive M. V. T. Davies and her children : 
report to accompany H.R. 3215., 78- 
10104 

OLMR management practices manual., 
78-10620 

Omaha, Nebraska-lowa, metropolitan area, 
78-13848 

Omak, Washington : urban levee improve- 
ments., 78-23160 

OMB needs to intensify its work measure- 
ment effort : report /, 78-25765 

Omega propagation correction tables for 
10.2 kHz : area 01, Northern Europe sta- 
tion H (Japan)., 78-20036 

Omega propagation correction tables for 
10.2 KHz : area 02, central U.S.S.R., sta- 
tion D (North Dakota)., 78-25120 

Omega propagation correction tables for 
10.2 kHz : area 03, eastern U.S.S.R. sta- 
tion C (Hawaii)., 78-20023 

Omega propagation correction tables for 
10.2 kHz : area 04, Alaska station C 
(Hawaii)., 78-20024 

Omega propagation correction tables for 
10.2 kHz : area 05, Canada station D 
(North Dakota)., 78-20025 

Omega propagation correction tables for 
10.2 kHz : area 06, Greenland, station A 
(Norway)., 78-10649 

Omega propagation correction tables for 
10.2 kHz : area 07, Mediterranean sta- 
tion B (Liberia)., 78-20026 

Omega propagation correction tables for 
10.2 kHz : area 09, Northwest Pacific, 
station A (Norway)., 78-188 

Omega propagation correction tables for 
10.2 kHz: area 13, Southern Africa, sta- 
tion H (Japan)., 78-4284 

Omega propagation correction tables for 
10.2 kHz : area 22, Ross Sea, station C 
(Hawaii)., 78-10650 

Omega propagation correction tables for 
10.2 kHz : area 23, Amundsen Sea, sta- 
tion D (North Dakota)., 78-4285 
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Omega propagation correction tables for 
13.6 kHz : area 01, Northern Europe sta- 
tion A (Norway)., 78-20033, 78- 
20034, 78-20035 

Omega propagation correction tables for 
13.6 kHz : area 02, central U.S.S.R. sta- 
tion B (Liberia)., 78-20037, 78-20038 

Omega propagation correction tables for 
13.6 kHz : area 04, Alaska station A 
(Norway)., 78-20039 

Omega propagation correction tables for 
13.6 kHz : area 04, Alaska, station C 
(Hawaii)., 78-4286 

Omega propagation correction tables for 
13.6 kHz : area 04, Alaska station D 
(North Dakota)., 78-20040 

Omega propagation correction tables for 
13.6 kHz : area 04, Alaska, station H 
(Japan)., 78-4287 

Omega propagation correction tables for 
13.6 kHz : area 05, Canada station A 
(Norway)., 78-6378 

Omega propagation correction tables for 
13.6 kHz: area 05, Canada station B 
(Liberia)., 78-6379 

Omega propagation correction tables for 
13.6 kHz : area 05, Canada, station C 
(Hawaii)., 78-4288 

Omega propagation correction tables for 
13.6 kHz : area 05, Canada, station D 
(North Dakota)., 78-6380 

Omega propagation correction tables for 
13.6 kHz : area 05, Canada, station H 
(Japan)., 78-6381 

Omega propagation correction tables for 
13.6 kHz : area 06, Greenland, station A 
(Norway)., 78-6382 

Omega propagation correction tables for 
13.6 kHz : area 06, Greenland, station B 
(Liberia)., 78-10651 

Omega propagation correction tables for 
13.6 kHz : area 06, Greenland station D 
(North Dakota)., 78-20041 

Omega propagation correction tables for 
13.6 kHz : area 06, Greenland, station H 
(Japan)., 78-10652 

Omega propagation correction tables for 
13.6 kHz : area 07, Mediterranean sta- 
tion A (Norway)., 78-20042 

Omega propagation correction tables for 
13.6 kHz : area 07, Mediterranean sta- 
tion B (Liberia)., 78-20043 

Omega propagation correction tables for 
13.6 kHz : area 07, Mediterranean sta- 
tion D (North Dakota)., 78-20044 

Omega propagation correction tables for 
13.6 kHz : area 07, Mediterranean sta- 
tion F (Argentina)., 78-20045 

Omega propagation correction tables for 
13.6 kHz : area 07, Mediterranean sta- 
tion H (Japan)., 78-20051 

Omega propagation correction tables for 
13.6 kHz area 08, Asia, station B 
(Liberia)., 78-25122 

Omega propagation correction tables for 
13.6 kHz area O08, Asia, station H 
(Japan)., 78-25123 
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Omega propagation correction tables for 
13.6 kHz : area 09, Northwest Pacific, 
station A (Norway)., 78-25124, 78- 
25125, 78-25126, 78-25127 

Omega propagation correction tables for 
13.6 kHz : area 10, Central Pacific, sta- 
tion A (Norway)., 78-4289, 78-4290, 
78-4291, 78-4292, 78-4293 

Omega propagation correction tables for 
13.6 kHz : area 11, North America sta- 
tion A (Liberia)., 78-20046, 78-23039 

Omega propagation correction tables for 
13.6 KHz : area 11, North America sta- 
tion C (Hawaii)., 78-20047 

Omega propagation correction tables for 
13.6 kHz : area 11, North America sta- 
tion D (North Dakota)., 78-20048 

Omega propagation correction tables for 
13.6 kHz : area 11, North America sta- 
tion F (Argentina)., 78-20049 

Omega propagation correction tables for 
13.6 kHz : area 12, North Atlantic, sta- 
tion B (Liberia)., 78-10654, 78-20050 

Omega propagation correction tables for 
13.6 kHz : area 17, East Pacific, station 
B (Liberia)., 78-25128 

Omega propagation correction tables for 
13.6 kHz : area 17, East Pacific, station 
D (North Dakota)., 78-23040 

Omega propagation correction tables for 
13.6 kHz : area 17, East Pacific, station 
F (Argentina)., 78-25129 

Omega propagation correction tables for 
13.6 kHz : area 22, North Atlantic, sta- 
tion A (Norway)., 78-10653 

Omega table : area 00, North Polar, pair 
A-H (Norway—Japan)., 78-10643 

Omega table : area 01, Northern Europe, 
pair A-D  (Norway-North Dakota, 
U.S.A.)., 78-4277, 78-6374, 78- 
20022 

Omega table : Area 01, northern Europe, 
pair C-D (Hawaii, U.S.A.-North Dakota, 
U.S.A.)., 78-23036 

Omega table : area 02, central USSR, pair 
A-D (Norway-North Dakota, U.S.A.)., 
78-4281 

Omega table : area 03, eastern USSR, pair 
A-D (Norway-North Dakota, U.S.A.)., 
78-4282 

Omega table : area 05, Canada, pair A-D 
(Norway—North Dakota, U.S.A)., 78- 
4280 

Omega table : area 06, Greenland, pair A- 
D (Norway-North Dakota, U.S.A.).,  78- 
4279 

Omega table : area 06, Greenland, pair A- 
G (Norway-Trinidad)., 78-6375 

Omega table : area 06, Greenland, pair G- 
C  (Trinidad—Hawaii, U.S.A.)., 78- 
10640 

Omega table : area 08, Asia, 
(Norway-Reunion)., 78-6371 

Omega table : area 08, Asia, pair A-H 
(Norway-Japan)., 78-6376 

Omega table : area 08, Asia, pair E-H 
(Reunion - Japan)., 78-20027 


pair A-E 
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Omega table : area 10, Center Pacific, pair 
D-H (North Dakota, U.S.A.-Japan)., 
78-186 

Omega table : area 10, Central Pacific, pair 
D-F (North Dakota, U.S.A. - Argen- 
tina)., 78-20028 

Omega table : area 11, North America, 
pair A-F (Norway - Argentina)., 78- 
20029 

Omega table : area 11, North America, 
pair C-F (Hawaii, U.S.A.-Argentina)., 
78-6377 

Omega table : area 11, North America, 
pair G-D (Trinidad—North Dakota, 
U.S.A)., 78-4278 

Omega table : area 12, North Atlantic, pair 
A-D (Norway-North Dakota, U.S.A.), 
78-20030 

Omega table : area 12, North Atlantic, pair 
A-E (Norway—Reunion)., 78-10642 

Omega table : area 12, North Atlantic, pair 
B-E (Liberia - Reunion)., 78-20031 

Omega table : area 12, nothern Europe, 
pair G-H (Trinidad—Japan)., 78-10644 

Omega table : area 14, Indian Ocean, pair 
A-E (Norway—Reunion)., 78-10641 

Omega table : area 15, Australia, pair C-H 
(Hawaii,U.S.A.—Japan)., 78-10645 

Omega table : area 18, South Atlantic, pair 
A-B (Norway-Liberia-)., 78-23037 

Omega table : area 18, South Atlantic, pair 
B-E (Liberia-Reunion)., 78-23038 

Omega table : area 21, Victoria Land, pair 
C-H, (Hawaii, U.S.A-Japan)., 78-25121 

Omega table : area 21, Victoria Land, pair 
E-F (Reunion - Argentina)., 78-20032 

Omega table : area 24, Weddell Sea, pair 
B-C (Liberia-Hawaii, U.S.A.)., 78-4276 

Omega table : area 24, Weddell Sea, pair 
C-D (Hawaii, U.S.A.-North Dakota, 
U.S.A.)., 78-185 

Omega table : area 24, Weddell Sea, pair 
D-E (North Dakota, U.S.A.—Reunion)., 
78-4283 

Omnibus judgeship bill : conference report 
to accompany H.R. 7843., 78-27003, 
78-27125 

On call positions in spot cotton based on 
New York cotton futures reported by 
merchants in special account status, 78- 
3828 

“On call” positions in spot cotton based on 
New York cotton futures reported by 
merchants in special 
weekly report., 78-3828 

On-farm water management : agreement 
between the United States of America 
and Pakistan, signed at Islamabad Oc- 
tober 27, 1976., 78-15892 

On Federal labor relations., 78-14950 

On guard; Bureau of Motor Carrier Safety 
bulletin., 78-3744 

On how the discrimination 
system works., 78-10626 

On how your GS job is classified., 78- 
14951 


account status; 


complaints 
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On-line measurement of the infrared spec- 
tra of gas chromatographic eluents /, 
78-12939 

On-line particulate analysis on a fluidized- 
bed combustor., 78-20570 

On-line services reference manual., 78- 
17555 

On maternity benefits for the Federal em- 
ployee., 78-6357 

On meeting your financial obligations., 
78-14947 

On overview of Federal and internal audit : 
Office of Management and Budget and 
other Federal departments and agencies : 
report to Congress /, 78-1721 

On phase distortion in linear systems /, 
78-18720 

On reemployment rights of Federal em- 
ployees who perform duty in the Armed 
Forces., 78-14949 

On scene; the National 
review., 78-3794 

On serving the public 
78-6356, 78-8661 

On the Civil Service retirement system., 
78-178 

On the composition of the fractions of 
crude oil asphaltenes /, 78-298 

On the displaced employee program., 78- 
179 

On the Federal labor relations program., 
78-6358 

On the Federal merit promotion policy., 
78-6355 

On the intergovernmental mobility pro- 
gram., 78-6359 

On-the-job training CETA program 
models., 78-18023, 78-26291 

On the logarithmic-singularity correction in 
the kernel function method of subsonic 
lifting-surface theory /, 78-18105 

On the move : personnel systems improve- 
ments in State and local governments., 
78-8656 

On the nature and distribution of solar 
radiation., 78-15223 

On the political activity of Federal em- 
ployees., 78-177 

On the rationality of discontinuous moneta- 
ty policy /, 78-15335 

On the shoulders of Titans : a history of 
Project Gemini /, 78-18154 

On the threshold of a new environmental 
era: remarks /, 78-20686 

On the use of microwave radiation for 
Great Lakes ice surveillance /, 78-4156 

Oncofetal proteins., 78-3279 

One-dimensional wave-propagation analy- 
sis, Newburgh Locks and Dam, Ohio 
River, Indiana and Kentucky : final re- 
port /, 78-15081 

The one world of working women /, 78- 
24168 

Ongoing TSM research efforts., 78-8048 

ONR Tokyo scientific bulletin, 78-3073 

Onsite wastewater disposal alternatives, a 
methodology for evaluation., 78-17195 


Maritime SAR 


: the extra step., 





Onsite wastewater disposal alternatives, 
Federal, State, and local involvement., 
78-17194 

OOQ, occupational outlook quarterly., 
78-3541 

OPEC’s proposal to peg the price of oil ex- 
ports to special drawing rights /, 78-975 

Open market money rates and bond prices, 
78-3180 

Open space as an air resource management 
measure .../, 78-17032 

Open space, parks, recreation, planning re- 
ports : a selected bibliography with ab- 
Stracts., 78-546 

Open space reservation : Federal tax poli- 
cies encouraging donation of conserva- 
tion easements /, 78-22784 

Opera guidelines, 78-24246 

Opera orchestra., 78-13973 

Operating and support costs of new 
weapon systems compared with their 
predecessors : Departments of Defense, 
the Air Force, and the Navy : report to 
the Senate Committee on Appropriations 
/, 7178-13347 

Operating banking offices., 78-12006 

Operating costs at four potato packing 
plants /, 78-3972 

Operating experience. Bulletin information 
report., 78-22340, 78-22341, 78- 
22342, 78-22343 

Operating experience. Information on in- 
spection and enforcement bulletins., 
78-16146 

Operating instructions handbook for labor 
certification program for immigrant wor- 
kers. Chapter 1., 78-26287 

Operating profiles and small bus _per- 
formance requirements in urban transit 
service : small transit bus requirements 
study /, 78-8051 

Operating revenues and operating expenses 
of class I railroads in the United States, 
78-21634 

Operating room specialist., 

Operating room specialist : 
manual., 78-1506 

Operating room = specialist 
manual., 78-1507 

Operating statistics of class I line-haul rail- 
roads in the United States—selected 
items, 78-21634 

Operating units status report: licensed 
operating reactors; data for decisions., 
78-3885 

The operation and effect of the domestic 
international sales corporation legisla- 
tion, annual report., 78-24326 

Operation and maintenance manual for fast 
surface delivery (FSD) sled system., 78- 
22216 

Operation and maintenance of ordnance 
materiel in cold weather (0 to 65 F)., 
78-15051 

Operation and maintenance of particulate 
control devices on coal-fired utility 
boilers /, 78-17118 


78-25178 
commander's 


soldier’s 





December 1978 


Operation and maintenance, Pomona Lake, 
Kansas., 78-15109 

Operation and maintenance program, 
Pomona Lake, Kansas., 78-4488 

Operation Breakthrough - lessons learned 
about demonstrating new technology 
Department of Housing and Urban 
Development, Department of Commerce 
: report to the Congress /, 78-1850 

Operation breakthrough site management 
systems and pneumatic trash collection : 
executive summary /, 78-15248 

Operation foresight, Great Lakes exclusive 
of Lake Superior., 78-4448 

Operation new arrivals., 78-6520 

Operation of citizens band radio equip- 
ment, effective 15 November 1977., 
78-25171 

Operation of CSA-supported antipoverty 
associations : ninth report /, 78-5774 

Operation of TVA reservoirs., 78-24525 

Operational and airworthiness approval of 
airborne Omega radio navigation systems 
as a means of updating self-contained 
navigation systems., 78-15959 

Operational and cost considerations in the 
use of optical waveguides in a local in- 
formation transfer system /, 78-14841 

Operational and planning improvements 
needed in the Veterans Administration 
“domiciliary” program for the needy and 
disabled : report to the Congress /, 78- 
4700 

Operational and technical analysis 
GTE/WESCOM key/automative call dis- 
tributor communication system, Portland 
Oregon, flight station /, 78- 
16000 

Operational approval of airborne long- 
range navigation systems for flight within 
the North Atlantic minimum navigation 
performance specifications 
78-11895 

Operational aspects of granular activated 
carbon absorption treatment /, 78- 
23417 

Operational compatibility of 30-centimeter- 
diameter ion thruster with integrally 
regulated solar array power source /, 
78-13912 

Operational control procedures for the ac- 
tivated sludge process., 78-23532 

Operational data and special notices, 78- 
3766 

An operational evaluation of flight techni- 
cal error /, 78-18708 

An operational evaluation of Omega for 
civil aviation oceanic navigation /, 78- 
18747 

An operational flight test evaluation of a 
LORAN-C navigator /, 78-8037 

Operational safety on airports with empha- 
sis on safety during construction., 78- 
7934 

Operational sea state and design wave 
criteria for ocean thermal energy conver- 
sion projects., 78-23380 


service 


airspace., 
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Operational software modifications to the 
moving merge control system in Tampa, 
Florida /, 78-7808 

Operational system for predicting severe 
local storms two to six hours in advance 
/, 78-4162, 78-10586 

The operations and financial needs of the 
United States Soldiers’ and Airmen’s 
Home : United States Soldiers’ and Air- 
men’s Home, Department of Defense : 
report of the Comptroller General of the 
United States., 78-13303 

Operations and maintenance manual for 
the 1974 class large navigational buoy /, 
78-24398 

Operations and training 
25195 

Operations bulletin, 

Operations 


Redeye., 78- 


78-3890 

inspection and _ surveillance 
procedures air taxi operators and com- 
mercial operators of small aircraft 
muter and V/STOL 
book., 78-5367 

Operations instructions, regulations, and in- 
terpretations., 78-9215 

Operations manual : sludge handling and 
conditioning /, 78-25698 

Operations manual for developing com- 
mand drug and alcohol programs., 78- 
4508 

Operations of foreign air 
14109, 78-22153 

Operations of the Air Force Audit Agency 
and the Naval Audit Service : hearing 
before a subcommittee of the Committee 
on Government Operations, House of 
Representatives, Ninety-fifth Congress, 
second session, February 7, 1978., 78- 
26793 

Operations of the National Weather Ser- 
vice., 78-19872 

Operations of the Weather Bureau, 78- 
19872 

Operations of TVA reservoirs, 78-24525 

Operations plan : COSO geothermal ex- 
ploratory hole no. 1 (CGEH-1)/, 78- 
20945 

Operations sergeant., 78-15044 

Operator’s manual : radio sets : AN/VRC- 
12, AN/VRC-43, AN/VRC-44, AN-VRC- 
45, AN-VRC-46, AN/VRC-47, AN/VRC- 
48, AN/VRC-49 ((used without intercom 
systems)., 78-4337 

OPIC authorization : hearings before the 
Subcommittee on Foreign Assistance of 
the Committee on Foreign Relations, 
United States Senate, Ninety-fifth Con- 
gress, first session, on S. 1771 ... July 27, 
29 and August 4, 1977., 78-5575 

OPIC country list., 78-7535, 78-13987 

Opinion and recommended decision (May 
12, 1978) : postal rate and fee increases, 
1977, docket no. R77-1, before Chair- 
man DuPont, Vice-Chairman Bright, 
Commissioners 0’Doherty and Villarreal 
/, 78-16147 


: com- 
air carrier hand- 


carriers, 78- 
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Opinion of the Attorney General of the 
United States., 78-17903, 78-17904, 
78-17905, 78a17906, 78-17907, 78- 
17908, 78-17909, 78-17910 

Opinions and decisions of the Federal 
Power Commission; with appendix of 
selected orders in the nature of opinions, 
78-4626, 78-17301, 78-20984, 78- 
20985, 78-20986 

Opinions regarding foreign investment in 
Colombia., 78-13834 

Opium and narcotic laws /, 78-9836 

Opium poppy research in the southwestern 
United States, 1945-66 /, 78-8574 

Opium production, narcotics financing and 
trafficking in Southeast Asia : Asian sur- 
vey : a report of the Select Committee 
on Narcotics Abuse and Control, April 
7-20, 1977, Ninety-fifth Congress, first 
session., 78-2311 

Opportunities abroad for teachers., 78- 
13449, 78-13450 

Opportunities exist for substantial savings 
in administration of military skill training 
programs., 78-13260 

Opportunities for adoption act of 1977 : 
hearing before the Subcommittee on 
Child and Human Development of the 
Committee on Human Resources, United 
States Senate, Ninety-fifth Congress, first 
session, on S. 961 ... April 4, 1977., 78- 
12106 

Opportunities for adoption act of 1977 : re- 
port of the Committee on Human 
Resources, United States Senate, to ac- 
company S. 961 together with minority 
views., 78-1266 

Opportunities for ballistic missions to Hal- 
ley’s comet /, 78-18082 

Opportunities for energy savings in crop 
production : report /, 78-10023 

Opportunities for improving Army over- 
sight of pension plans at government- 
owned, contractor-operated ammunition 
plants : report /, 78-21059 

Opportunities for improving internal audit- 
ing in the Department of Agriculture /, 
78-25727 

Opportunities for improving productivity in 
police services : report of the Advisory 
Group on Productiviy in Law Enforce- 
ment., 78-12013 

Opportunities for improving resource 
management by _ providing technical 
assistance for the production of non- 
timber benefits on private forest land : 
final report., 78-12374 

Opportunities for large savings by altering 
some inland waterway operations : report 
to the Congress /, 78-6907 

Opportunities for minority students in 
biomedical research., 78-13496 

Opportunities for women with the Internal 
Revenue Service., 78-24329 

Opportunities in data processing., 78-176 

Opportunities in Peace Corps & VISTA., 
78-10507 
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Opportunities to fully integrate environ- 
mental research and development into 
developing energy technologies : report /, 
78-17338 

Opportunities to increase red meat produc- 
tion from ranges of the USA /, 78- 
10291 

Opportunities to reduce the cost of govern- 
ment vehicle operations., 78-13337 

Opportunities to resolve some basic con- 
flicts over outer continental shelf leasing 
and development : report /, 78-15348 
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tives, Ninety-fifth Congress, first session 
... May 17, 18, 19, 1977.,  78-14305 

Oversight hearings on narcotics abuse and 
current Federal and international nar- 
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Oversight on Office of Federal Procure- 
ment Policy, 1975 : hearing before the 
Subcommittee on Federal Spending Prac- 
tices, Efficiency, and Open Government 
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study /, 78-13286 

An overview of enroute radio navigation 
services for civil aviation /, 78-16012 

Overview of external information and cul- 
tural activities of Communist countries in 
1976., 78-9187 

A overview of FAA activities in civil avia- 
tion metrication /, 78-9711 

An overview of foreign and _ military 
assistance : statement /, 78-18414 

Overview of freight systems R&D., 78- 
15944 

Overview of fy 77 accomplisments in ap- 
plied plasma physics., 78-12788 

Overview of mediated courseware in learn- 
ing centers : interim report for period 
May 1975 - October 1975 /, 78-4525, 
78-23201 

Overview of nuclear export policies of 
major foreign supplier nations : study by 
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the staff of the U.S. General Accounting 
Office., 78-13326 

An overview of the magnetic fusion energy 
development and technology program., 
78-20614 

Overview of the Medicaid Early and 
Periodic Screening Diagnosis and Treat- 
ment Program /, 78-526 

An overview of the minority biomedical 
support program of the Division of 
Research Resources, National Institutes 
of Health., 78-21193 

Overview of the reactor safety study con- 
sequence model : paper presented at the 
International Conference of Nuclear 
Systems Reliablity Engineering and Risk 
Assessment held at Gatlinburg, Tennes- 
see, June 19-25, 1977 /, 78-2206 

An overview of transmission system stu- 
dies., 78-14780 

An overview of unobligated balances in 
civil agencies : study /, 78-21053 

Overview reports of the state advisory 
councils on vocational education., 78- 
14264 

Overview reports, state advisory councils 
on vocational education, 78-14264 

Owasco Inlet and Hemlock Creek., 78- 
10798 

Owlie skywarn : NOAA weather radio., 
78-14922 

Owlie Skywarn’s lightning book : a booklet 
for boys and girls /, 78-19866 

Owner-operator rights, responsibilities, 
and remedies., 78-17881 

Owners of nuclear power plants /, 

Oxidation and_ corrosion 
modified-composition, low-chromium 
304 stainless steel alloys /, 78-18083 

Oxidation behavior of nickel-chromium- 
aluminum-yttrium - magnesium oxide 
and nickel-chromium-aluminum-yttrium - 
zirconate type of cermets /, 78-11771 

Oxidation in oxygen at 900 and 1000 C of 
four nickel-base cast superalloys 
NASA-TRW VIA, B-1900, alloy 713C, 
and IN-738 /, 78-21806 

Oxidation of coal /, 78-13043 

Oxidation of lignin and cellulose, humifica- 
tion and coalification /, 78-1590 

Oxide fuel dynamics., 78-18934 

Oxygen determination and stoichiometry of 
33 coals., 78-20492 

Oxygen in U.S. Bureau of Mines’ coal ash, 
U.S. Bureau of Standards’ coal fly ash 
reference material and low temperature 
coal ash : a simplified approach to the 
analysis of ash and mineral matter in 
coal /, 78-1591 

Ozone and _ particulate formation § in 
photochemical reactions /, 78-17055 

Ozone, chlorine dioxide, and chloramines 
as alternatives to chlorine for disinfection 
of drinking water : state-of-the-art /, 
78-20678 

Ozone toxicology /, 


78-930 
behavior of 


78-437 


Do not order from index; see indicated entry 





P 


P.A.D. districts supply/demand., 
78-3426 

P.L. 480 concessional sale history, 
procedures, negotiation and implement- 
ing agreements /, 78-6247 

Pacific coast, Alaska. Dixon entrance to 
Cape Spencer, 78-22943 

Pacific Coast shipbuilders and 
unions, 1941-77,, 78-17984 

Pacific County, Washington, unicorporated 
areas., 78-2039 

Pacific Fleet Headquarters efficiency can 
be improved through consolidations : De- 
partment of the Navy : report to the 
Senate and House Committees on Ap- 
propriations /, 78-1750 

Pacific flyway, 78-13801 

Pacific Northwest electric power supply 
and conservation : hearings before the 
Subcommittee on Water and Power 
Resources of the Committee on Interior 
and Insular Affairs, House of Representa- 
tives, Ninety-fifth Congress, first session, 
on H.R. 9020 and H.R. 9664 ... H.R. 
5862 ..., 78-19168 

Pacific Northwest Forest and Range Ex- 
periment Station list of older publica- 
tions., 78-14617, 78-14618 

Pacific Northwest water resources summa- 
ty., 78-3406, 78-21517 

Package wastewater treatment plant 
descriptions, performance, and cost., 
78-21345 

Package X, informational copies of Federal 
income tax forms., 78-14036, 78- 
14037 

Packaging of materiel : v. 2—Packing., 
78-8672 

Packed bed reactor shape /, 78-6706 

Packers and stockyards resume., 78-2529 

Packing standards for imported tomatoes : 
report to accompany S. 91., 78-2371 

Paint, varnish, and lacquer., 78-2580, 
78-8590 

The paintings of Charles Bird King (1785- 
1862) /, 78-5240 

Paints, dopes, varnishes, 
products., 78-23070 

The Paiute Primitive Area : visitors guide., 
78-2084 

Paleogene floras from the Gulf of Alaska 
region /, 78-13756 

A paleolimnological comparison of Burnt- 
side and Shagawa Lakes, northeastern 
Minnesota /, 78-12888 

Paleozoic-Mesozoic boundary in the Berry 
Creek quadrangle, northwestern Sierra 
Nevada, California /, 78-7277 

The palm oil industry in west Malaysia /, 
78-12405 

Palmer Lake 
20773 

Palmetto Bend Dam and Reservoir - need 
for improved analysis of alternatives and 
cost data : report to the Congress /, 78- 
6975 


78-3425, 


various 


and__ related 


Sanitation District., 78- 





Palo Alto Airport tower operations /, 78- 
5400 

Palo Verde-Devers 
line., 78-24064 

Pan American Highway Darien Gap, Tocu- 
men, Panama, to Rio Leon, Colombia : 
administrative action : final environmen- 
tal impact statement., 78-11861 

Pan American World Airways, Inc. and 
Trans World Airlines, Inc. : route agree- 
ment (docket 27114, et al.) : rebuttal ex- 
hibits of Department of Transportation., 
78-9556 

Panama., 78-1424, 78-9506, 78-21913 

Panama and Cuba : building more effective 
relationships : speech /, 78-18405 

Panama Canal, 78-7029 

Panama Canal the new treaties., 78- 
5166 

Panama Canal miscellaneous : hearings be- 
fore the Subcommittee on the Panama 
Canal of the Committee on Merchant 
Marine and _ Fisheries, House of 
Representatives, Ninety-fifth Congress, 
first session on ... H.R. 3348, March 22, 
1977 April 12, 13, 1977, Balboa, 
Canal Zone., 78-1096 

The Panama Canal, providing for the fu- 
ture /, 78-9497 

The Panama Canal review., 

The Panama Canal spillway, 

Panama Canal treaties : 
spective /, 78-15848 


power transmission 


78-2979 
78-2980 
a negotiator’s per- 


Panama Canal treaties : hearings before the 
Committee on Foreign Relations, United 
States Senate, ninety fifth Congress, first 
session, on Executive N, 95th Cong., Ist 


sess. ..., 78-8284, 78-9954 

Panama Canal treaties : message from the 
President of the United States ..., 78- 
8137 

Panama Canal treaties : report of the Com- 
mittee on Foreign Relations, United 
States Senate : with supplemental and 
minority views on Executive N, 95th 
Cong., Ist sess. ..., 78-16085 

The Panama Canal treaties : statement /, 
78-15855 

The Panama Canal treaties Statement 
[by] Secretary Vance before the House 
Committee on International Relations 
and text of statement of understanding 
issued by the White House following a 
meeting between President Carter and 
General Torrijos on October 14, 
Washington, D.C., October 20, 1977., 
78-5178 

The Panama Canal treaties—in the national 
interest : speech /, 78-5176 

Panama Canal treaty : disposition of United 
States territory : hearing before the Sub- 
committee on Separation of Powers of 
the Committee on the Judiciary, United 
States Senate, Ninety-fifth Congress, first 
session ...., 78-12148, 78-22528 

Panama Canal treaty : in the Senate of the 
United States., 78-11954, 78-14227, 
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78-14229, 
18819, 78-22281, 
22283, 78-22284 

Panama Canal treaty negotiations., 78- 
5169 

Panama Canal treaty ramifications 
hearings before the Subcommittee on the 
Panama Canal of the Committee on 
Merchant Marine and Fisheries, House 
of Representatives, Ninety-fifth Congress, 
first session ..., 78-16268, 78-22533 

Panel comments /, 78-6312 

A paper commitment : equal employment 
opportunity in the Kentucky Bureau of 
State Police., 78-22998 

Paper specification standards, 

Papers available, 78-3674 

Papers from USSR publications., 78-6681 

Papers relating to the foreign relations of 
the United States, 78-9483, 78-9484, 
78-15837, 78-15838, 78-15839, 78- 
21871, 78-26440 

Paperwork and the Older Americans act : 
problems of implementing accountability 
: staff information paper /, 78-22370 

Paperwork management — analysis & im- 
provement., 78-12559 

Paperwork management 
16023 

Papillion Creek and 
Nebraska., 78-6502 

Papua New Guinea, 78-11810 

Para-transit : a summary assessment of ex- 
perience and potential /, 78-22235 

Parachute jumping, 78-24388, 78-26575 

Parachute rigger, MOS 43E., 78-10700 

Parachute rigger, MOS 43E skill level 3., 
78-10701 

Parachute rigger, MOS 43E skill level 4., 
78-12681 

Parachute rigger, MOS 43E skill levels 1 
and 2., 78-12680 

Parallel evaluation of constant and diurnal 
flow treatment systems /, 78-17139 

Parameter grouping and regionalizing to 
simplify life cycle cost models for appli- 
cation to solar heating and cooling of 
buildings /, 78-6876 

A parameter sensitivity study in the dynam- 
ic simulation of a sodium cooled breeder 
reactor power plant /, 78-24507 

Parametric analysis of railway line capacity 
/, 78-5297 

A parametric analysis of visual approaches 
for helicopters /, 78-11682 

Parametric studies of catalysts for NOx 
control from stationary power plants /, 
78-12951 

Parametric study of ascent performance of 
a vertically launched hydrogen-fueled 
single-stage reusable transport /, 78- 
24233 

Parametric study of track response /, 78- 
11880 

The parasitic wasps of the genus 
Macroteleia Westwood of the New 
World : (Hymenoptera, Proctotrupoidea, 
Scelionidae) /, 78-1315 


78-16083, 78-16084, 78- 


78-22282, 78- 


78-3935 


manual., 78- 


tributaries lakes, 
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Parents Anonymous : 
/, 78-23869 

Parents as leaders : the role of control and 
discipline /, 78-11264 

Parents, the real teachers., 78-17645 

Paris Valley combination thermal drive 
pilot demonstration test .../, 78-17001 

Park areas and employment opportunities 
for summer 1978., 78-11586 

Parker Dam and powerplant., 78-24003 

Parkinson's disease & related disorders; 
citations from the literature., 78-3322 

Parks; an_ international journal for 
managers of national parks, historic sites, 
and other protected areas., 78-3481 

Parks (Washington), 78-3481 

Parks, forests, and public property, 78- 
7030 

Part-time employment and flexible work 
hours : hearings before the Subcommit- 
tee on Employee Ethics and Utilization 
of the Committee on Post Office and 
Civil Service, House of Representatives, 
Ninety-fifth Congress, first session, on 
H.R. 1627, H.R. 2732, and H.R. 2930 
wy 78-5633 

A partial bibliography on duck plague 
(duck virus enteritis) /, 78-6219 

Partial characterization of chlorinated or- 
ganics in superchlorinated septages and 
mixed sludges /, 78-17136 

Partial cutting in old-growth lodgepole pine 
/, 78-14650 

Partial liquefaction of coal 
hydrogenation /, 78-1621, 
78-1623, 78-6770, 
20522, 78-23322, 

Partial revision of 
Geneva, 1959, and final protocol 
maritime radio between the United 
States and other governments done at 
Geneva, June 8, 1974., 78-26461 

Participants in the National Poultry Im- 
provement Plan., 78-19590, 78-19591 

Participating surveillance services for elec- 
tric power program 1975 annual 
progress report for gasification programs 
/, 78-8779 

Participation in judicial proceedings : re- 
port to accompany S. Res. 373., 78- 
10272 

Participation in marine recreational fishing 
: Northeastern United States, 1973-74 /, 
78-19893 

Particle emission reactivity /, 78-10931 

Particle size definitions for particulate data 
analysis /, 78-10955 

Particleboards from lower grade hardwoods 
/, 78-16572 

Particulate analysis instrumentation for 
fluidized-bed combustion systems /, 78- 
6816 

Particulate collection efficiency measure- 
ments on an ESP [electrostatic precipita- 
tor] installed on a coal-fired utility boiler 
/, 78-17106 

Particulate collection problems using ESP’s 
in the metallurgical industry., 78-12923 


the growth of an idea 


by direct 
78-1622, 
78-13099, 78- 
78-25713 
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Particulate control for fugitive dust /, 78- 
25672 

Particulate control for pressurized, 
fluidized-bed combustion /, 78-23324 

Particulate control mobile test units : third 
year’s operation /, 78-25678, 78- 
25679 

Particulate control with cleanable cartridge 
filters using double-layer media /, 78- 
12981 

Particulate sizing techniques for control 
device evaluation cascade impactor 
calibrations /, 78-20713 

Particulates and air pollution 
notated bibliography., 78-17085 

A parting look at foreign payments : an ad- 
dress by A. A. Sommers, Jr. Commis- 
sioner, Securities and Exchange Commis- 
sion, [before] Ohio Legal Center In- 
stitute, Securities Law Seminar, Colum- 
bus, Ohio, April 2, 1976., 78-812 

Partners with parents : the Home Start ex- 
perience with preschoolers and _ their 
families /, 78-23866 

Parts manufacturer approvals., 

Pascagoula Harbor, Mississippi 
(maintenance dredging), 78-4489 

Passenger car braking performance /, 78- 
22254 

Passenger car fuel economy in short trip 
operation : alternative fuels utilization 
program /, 78-23360 

Passenger charter air services : agreement 
between the United States of America 
and Belgium, renewing and amending the 
memorandum of understanding of Oc- 
tober 17, 1972, as extended, effected by 
exchange of letters signed at Brussels 
June 23 and 27, 1977., 78-2141 

Passenger flow rates between compart- 
ments straight-segmented stairways, 
spiral stairways, and passageways with 
restricted vision and changes of attitude 
/, 78-9691 

Passenger safety information briefing and 
briefing cards., 78-7924 

Passengers denied confirmed space., 78- 
19793, 78-19986 

Passive design ideas for the energy con- 
scious architect., 78-17682 

Passive design ideas for the energy con- 
scious builder., 78-11289 

Passive design ideas for the energy con- 
scious consumer., 78-11288 

Passive restraints : a subject bibliography 
from highway safety literature /, 78- 
18811 

Passive solar heating and cooling : con- 
ference and workshop proceedings, May 
18-19, 1976, University of New Mexico, 
Albuquerque, New Mexico /, 78-6835 

Pastoral care in alcoholism/alcohol abuse., 
78-20368 


an an- 


78-14100 


Patent cooperation treaty, with regulations 
: between the United States of America 


and other governments, 
Washington, June 19, 1970., 
Patent laws., 78-6280 


done at 
78-21939 


Page I- 1458 





Title Index 


Patenting a mining claim on Federal lands., 
78-11589 

Patents & inventions : an information aid 
for inventors., 78-6276 

Patents and trademarks., 78-355 

Patents, trademarks, and copyrights, 78- 
7031 

Paternity determination : techniques and 
procedures to establish the paternity of 
children born out of wedlock con- 
densed report /, 78-381 

Paterson-Clifton-Passaic, N.J., SMSA, 78- 
4123 

Paterson-Clifton-Passaic, N.J. 
metropolitan statistical area, 78-4123 

Paterson-Clifton-Passaic, New _ Jersey, 
metropolitan area, 78-11626 

Pathology of tropical and extraordinary dis- 
eases /, 78-6367, 78-25108 

Patient administration specialist, Clinical 
out patient health record., 78-4353, 
78-4356 

Patient administration specialist 
manual., 78-4354, 78-4355 

Patient & Provider profiling (S/UR) : con- 
ference summary /, 78-530 

Patient education materials for ostomates : 
selected annotations., 78-1937 

Patient package inserts January 1975 
through December 1977, 38 citations /, 
78-17557 

Patient privacy in VA health care facili- 
ties., 78-5437 

Patricia R. Tully : report to accompany 
H.R. 2661., 78-6046 

Patrol allocation methodology for police 
departments., 78-541 

Pattern identification of pure tones and 
frequency glides by untrained listeners /, 
78-20358 

Pavement deterioration analysis for design 
and evaluation systems /, 78-25228 

Pavement evaluation data for Naval and 
Marine Corps Air Stations., 78-4509, 
78-20373 

Paving asphalts : reduction of oxidative 
hardening of asphalts by treatment with 
hydrated lime : a mechanistic study /, 
78-7811 

Paving breaker and rock drill accessories., 
78-12631 

Pay Administration. (general)., 78-18659 

Pay and allowances of the uniformed ser- 
vices, pursuant to title 37, United States 
code (Public Law 87-649 (76 STAT. 
451)) as amended through June 30, 
1977, and supplementary material 
prepared for the Committee on Armed 
Services, U.S. House of Representatives., 
78-971 

Pay structure of the Federal civil service., 
78-20002, 78-20003 

Payment of charges to Middle Rio Grande 
Conservancy District : report to accom- 
pany H.R. 2719., 78-6037 

Payment of losses incurred as a result of 
the ban on the use of Tris : report to ac- 
company S. 1503., 78-6041 


standard 


: soldier’s 
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Payment problems in the summer youth 
employment program in New York City : 
Department of Labor /, 78-6939 

Payments in lieu of taxes : hearing before 
the Subcommittee on Public Lands and 
Resources of the Committee on Energy 
and Natural Resources, United States 
Senate, Ninety-fifth Congress, second 
session, on S. 74 ... April 10, 1978., 78- 
24596 

Payments to former spouses : report to ac- 
company H.R. 8771., 78-10128 

Paz A. Norona : report to accompany H.R. 
1787., 78-1190 

PBGC annual report., 78-14259 

PBI reverse osmosis membrane for 
chromuim plating rinse water /, 78- 
17141 

PCB emissions from stationary sources : a 
theoretical study /, 78-12952 

PCMR message., 78-3644 

PCP., 78-7144 

PCSYS, the optimal design integation 
system picture drawing system with hid- 
den line algorithm capability for 
aerospace vehicle configurations /, 78- 
18205 

PDR, Research and technology program., 
78-17684 

Peace Corps : hearings and markup before 
the Subcommittee on __ International 
Development of the Committee on Inter- 
national Relations, House of Representa- 
tives, Ninety-fifth Congress, second ses- 
sion ..., 78-19172 

Peace corps : the toughest job you'll ever 
love., 78-14836 

Peace Corps act amendments of 1978 : [an 
act to authorize supplemental appropria- 
tions for fiscal year 1978 and to 
authorize appropriations for fiscal year 
1979 ...].,  78-27015 

Peace Corps act amendments of 1978 : 
conference report to accompany H.R. 
11877., 78-22613 

Peace Corps act amendments of 1978 : 
hearing before the Subcommittee on 
Foreign Assistance of the Committee on 
Foreign Relations, United States Senate, 
Ninety-fifth Congress, second session, on 
... S. 2619 ... April 24, 1978., 78-22469 

Peace Corps act amendments of 1978 : 
together with supplemental and opposing 
views, report to accompany H.R. 11877., 
78-19302 

Peace Corps intermediate technology for 
15 years., 78-14837 

Peace Corps, purpose and perspective : 
hearings before the Subcommittee on In- 
ternational Development of the Commit- 
tee on International Relations, House of 
Representatives, Ninety-fifth Congress, 
first session, September 8, 20, and 29, 
1977., 78-14366 

The Peace Corps reform act : hearings and 
markup before the Subcommittee on In- 
ternational Development of the Commit- 





tee on International Relations, House of 
Representatives, Ninetyefifth Congress, 
second session ... May 4 and 31, 1978., 
78-24628 

Peaceful nuclear cooperation : agreement 
between the United States of America 
and Canada, effected by exchange of 
notes signed at Ottawa, November 15, 
1977., 78-21950 

Peaceful nuclear power versus nuclear 
bombs : maintaining a dividing line., 
78-24990 

Peanut market news, weekly report., 78- 
2463 

Peanut stocks and processing., 
78-10474 

Peanut stocks and processing 
1963-July 1976., 78-6066 

Pear production /, 78-24944 

Peat., 78-4993, 78-11555, 78-15582 

Peat as a source of energy : hearing before 
a subcommittee of the Committee on 
Government Operations, House of 
Representatives, Ninety-fifth Congress, 
first session, September 29, 1977., 78- 
9960 

Peat producers., 78-17838 

Peat producers in the United States, 78- 
17838 

Peatland and water in the northern Lake 
States /, 78-10402 

Pebble Springs Nuclear Plant, units 1 and 
2, Portland General Electric Company., 
78-22326 


78-2497, 


August 


Pece D. Van Arsdol : report to accompany 


H.R. 3835., 78-2319 

Pedestrian model parametric studies /, 78- 
8082 

Pedestrians : a subject bibliography from 
Highway safety literature /, 78-890 

Pediatrics and neonatal., 78-5431 

Pelagic shrimps of the Sergestes edwardsii 
species group (Crustacea: Decapoda: 
Sergestidae) /, 78-18458 

Pembilier Lake and Dam, Pembina River 
basin, North Dakota., 78-12751 

Pending watershed work plans : hearings 
before the Subcommittee on Water 
Resources of the Committee on Environ- 
ment and Public Works, United States 
Senate, Ninety-fifth Congress, first ses- 
sion ... June 8 and 9, 1977., 78-1111 

Penn Central electrification : New York 
tunnels, 25 kV vs. 12.5/25 kV., 78- 
7839 

Penn Central Transportation 
Dock, Illinois : January 22, 
5330 

Penn-Central Transportation Company, 
Fort Wayne, Indiana : July 20, 1973., 
78-5298 

Penn Central Transportation 
Kearny, N. J., October 8, 
22145 

Penn Central 
Newark, 
1973., 


Company, 
1975., 78- 


Company, 
17 ., Fee 


Transportation 
New Jersey 
78-5300 


Company, 
February 14, 
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Penn Central Transportation Company, 
Redding, Connecticut, May 9, 1973., 
78-22147 

Pennsylvania, 78-4856 

Pennsylvania annual report., 78-10450 

Pennsylvania anthracite weekly., 78-3438 

Pennsylvania anthracite weekly production, 
78-3438 

Pennsylvania Avenue Development Cor- 
poration : report to accompany S. 2566., 
78-19443 

Pennsylvania Avenue Development Cor- 
poration audit : communication from the 
Comptroller General of the United States 
-» 78-5679 

The Pennsylvania Avenue plan, 1974 /, 
78-18972 

Pennsylvania, monthly averages of tem- 
perature ..., 78-4241 

Pennsylvania, monthly normals of tempera- 
ture ..., 78-4197 

Pension Benefit Guaranty Corporation, 
amendments affecting single-employer 
and multiemployer defined benefit plans 
: hearing before the Subcommittee on 
Private Pension Plans and Employee 
Fringe Benefits of the Committee on 
Finance, United States Senate, Ninety- 
fifth Congress, second session, on S. 
2019 ... S. 2125 ... H. Con. Res. 369 ... 
October 14, 1977., 78-16211 

Pension Benefit Guaranty Corporation in- 
surance premiums : report to accompany 
H. Con. Res. 369 ..., 78-5814 

Pension laws /, 78-9837 

Pension requirements simplification act 
report to accompany S. 2352., 78- 
10222 

Pension simplification and investment rules 
: joint hearings before the Subcommittee 
on Private Pension Plans and Fringe 
Benefits of the Committee on Finance 
and the Select Committee on Small Busi- 
ness, United States Senate, Ninety-fifth 
Congress, first session, on S. 285 ... and 
S. 901 ..., 78-5564 

Pensions, bonuses, and veterans’ relief, 
78-11147 

People & fire : latest ideas on fire safety 
for homes, apartments, and mobile 
homes., 78-1994 

People are asking about displaying the sym- 
bol access., 78-15822 

People, just like you., 78-7541 

People make it happen : how to develop a 
community consumer product safety pro- 
gram., 78-8151 

People movement for downtown improve- 
ment., 78-9749 

People on the farm 
ing., 78-68 

People on the farm : growing oranges., 
78-22792 

The people, the army, the commander : a 
Soviet view /, 78-15216 

People who follow the crops : a staff report 
of the United States Commission on Civil 
Rights /, 78-22999 


: corn and hog farm- 
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People’s Republic of China scientific ab- 
Stracts., 78-3869, 78-8169 

Perceived orientation of a runway model in 
nonpilots during simulated night ap- 
proaches to landing /, 78-863 

The perception of tactical intelligence indi- 
cations : a replication /, 78-12715 

The perception of tactical intelligence indi- 
cations by intelligence officers /, 78- 
4442 

Perceptions of equal opportunity and race 
relations among military personnel /, 
78-4529 

Percussion group leader : soldier’s manual 
[MOS 02R, skill level 4]., 78-8694 

Performance, 78-3648 

Performance analysis of Coast Guard 
AN/SPS-64 (V) buoy tender radar in- 
tegrated with PRANS marine positioning 
system /, 78-16026 

Performance analysis of grazing incidence 
imaging systems /, 78-18287 

Performance analysis of intercity ground 
passenger transportation systems /, 78- 
5292 

Performance and boundary-layer evaluation 
of a sonic inlet /, 78-15754 

The performance and economic feasibility 
of solar grain drying systems /, 78-8516 

Performance and emission characteristics 
of swirl-can combustors to a_near- 
stoichiometric fuel-air ratio /, 78-i1711 

Performance and flight tests of the type | 
flight inspection monitor (FIM-1) /, 78- 
7989 

Performance assurance and data integrity 
practices /, 78-6272 

Performance characteristics of a grassed- 
waterway transition /, 78-4025 

Performance criteria and plumbing system 
design /, 78-22878 

Performance evaluation of guideline model 
8400 laboratory salinometer /, 78- 
10584 

Performance evaluation of the NHTSA ad- 
vanced ‘“S’’ series SOth percentile 
anthropomorphic dummy /, 78-16048 

Performance measurement system : con- 
tractor reporting  instructions., 78- 
23249 

Performance measurement system 
analysis guide., 78-23250 

Performance measurement system 
mentation guide., 78-23248 

Performance measurement system 
PMS guide., 78-23253 

Performance measurement system 
team handbook., 78-23254 

Performance measurement system 
description., 78-23247 

Performance measurement system : work 
breakdown structure (WBS) guide., 78- 
23252 

Performance measurement 
major airports., 78-7958 

Performance measurement system 
lance guide., 78-23251 


: data 
: imple- 
: mini- 
: review 


: system 


system for 


: surveil- 
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Performance measurement 
7405 

Performance of a _ correlation-sensitive 
radar detection technique /, 78-15993 

Performance of a range-ambiguous MTI 
and doppler filter system /, 78-25325 

Performance of a short annular dump dif- 
fuser using suction-stabilized vortices at 
inlet Mach numbers to 0.41 /, 78- 
26402 

Performance of dredging by contract 
hearing before the Subcommittee on 
Water Resources of the Committee on 
Public Works and Transportation, House 
of Representatives, Ninety-fifth Congress, 
first session, on H.R. 7744 ... July 13, 
1977., 78-1122 

Performance of emission control devices on 
boilers firing municipal solid waste and 
oil /, 78-10930 

Performance of high-area-ratio annular 
dump diffuser using suction-stabilized- 
vortex flow control /, 78-7508 

Performance of large-bore tapered-roller 
bearings under combined radial and 
thrust load at shaft speeds to 15 000 rpm 
/, 78-18072 

Performance of low-pressure ratio fan stage 
at two off-design blade setting /, 78- 
18113 

Performance of plastic packaging for 
hazardous materials transportation /, 
78-9821 

Performance of seven introduced hardwood 
species on extremely stony mucks in 
Hawaii /, 78-14689 

Performance of stained, rough-sawn 
southern pine siding : a 10 year evalua- 
tion /, 78-10361 

Performance of the Occupational Safety 
and Health Administration : hearings be- 
fore a subcommittee of the Committee 
on Government Operations, House of 
Representatives, Ninety-fifth Congress, 
first session, April 27 and 28, 1977., 
78-1045 

Performance of the Sohio solar water heat- 
ing system using large area plastic collec- 
tors /, 78-6854 

Performance of twin-dimensional wedge 
nozzles including thrust vectoring and 
reversing effects at speeds up to Mach 
2.20 /, 78-18080 

Performance of 1.15-pressure-ratio fan 
Stage at several rotor blade setting angles 
with reverse flow /, 78-11765 

Performance of 35-pound fiberboard boxes 
jumble-packed with peaches and nec- 
tarines /, 78-6105 

Performance rights in sound recordings /, 
78-2463 1 

Performance testing of a residential solar 
climate control system using a water 
trickle collector and a_ water-rockbed 
thermal storage ... /, 78-6865 

Performance testing of selected inland oil 
spill control equipment /, 78-4575 


theory., 78- 
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Performance testing of 
skimming devices /, 
25674 

Performance training carrel for electronics 
principles course interim report for 
period 15 February 1975 - 5 January 
1976 /, 78-6524, 78-15187 

Performances of music on coin-operated 
phonorecord players., 78-9239 

Performing arts and entertainment-related 
occupations., 78-15712 

Perfringens., 78-12445 

The perils of Pip : preventing poisoning : 
introducing Pip, the magic safety 
elephant!, 78-16092 

Period for payment for excise taxes on fish- 
ing rods, creels, etc. : report together 
with dissenting views to accompany H.R. 
6853., 78-26900 

Periodicals, 78-5143, 
7475, 78-18041 

Periodicals catalog, 

Perlite., 78-4994, 
78-15583 

Permanent planning for children in foster 
care : a handbook for social workers /, 
78-1989 

Permanent regulatory program implement- 
ing section 501(b) of the Surface mining 
control and reclamation act of 1977 : 
draft environmental  statement., 78- 
26121 

The Permian and Triassic Seven Devils 
Group, western Idaho and northeastern 
Oregon /, 78-11445 

Permian Brachiopods of West Texas, VI /, 
78-815 

Permissible holdings of certain private 
foundations in certain public utilities : re- 
port together with dissenting views to ac- 
company H.R. 4030., 78-26894 

Permits for commerical outdoor recreation 
facilities and services : hearing before the 
Subcommittee on Public Lands and 
Resources of the Committee on Energy 
and Natural Resources, United States 
Senate, Ninety-fifth Congress, first ses- 
sion, on S. 1338 ... May 26, 1977., 78- 
1021 

Permits issued for demolition of residential 
structures in selected cities, 78-19719, 
78-19720 

Permitting all employees of the House of 
Representatives to contribute, through 
payroll withholdings, to charitable or- 
ganizations in coordination with the 
Combined Federal Campaign and other 
fundraising in the executive branch of 
the Federal Government : report to ac- 
company H. Res. 12., 78-5706 

Peroral bioassay of  technical-grade 
preparations of the Douglas-fir tussock 
moth nucleopolyhedrosis 
(Baculovirus) /, 78-1348 

Pershing electrical-mechanical repairer., 
78-12677 


three offshore 
78-16998, 78- 


78-7474, 78- 


78-26247 


78-7325, 78-11572, 


virus 
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Pershing electrical-mechanical repairer, 
MOSC 46N, skill levels 1 and 2 : soldi- 
er’s manual., 78-12676 

Pershing electronics/electrical-mechanical 
repairer., 78-12661 

Pershing electronics 
skill level 1/2., 78-8680 

Pershing electronics materiel 
cialist/supervisor., 78-12657 

Pershing electronics materiel supervisor, 
skill level 3., 78-6445 

Pershing electronics repairer., 
78-20162 

Pershing maintenance chief, MOS 2I1L, 
skill level 5 soldier’s manual., 78- 
12660 

Pershing maintenance 
21L, skill level 4 
78-12659 

The persistence of preschool effects : a 
long-term follow-up of fourteen infant 
and preschool experinents /, 78-23864 
Person-job match preliminary forecasting 
program /, 78-15184 
Personal aircraft inspection handbook., 
78-7959 
Personal flotation devices research : phase 
Il /, 78-26637, 78-26638 
Personal/portable FM _ transmitters., 78- 
21667 
Personal property traffic management regu- 
lation., 78-10634, 78-10635, 78- 
10636, 78-10637, 78-23029 
Personal rapid transit research conducted 
at The Aerospace Corporation /, 78- 
18778 
Personnel., 78-15128, 78-15129 
Personnel administration career develop- 
ment program manual., 78-17949 
Personnel ceilings, a barrier to effective 
manpower management : report to the 
Congress /, 78-1747 
Personnel data standards, 78-23013 
Personnel guide for supervisors., 78-9031 
Personnel law, civilian personnel, 78-3208 
Personnel literature., 78-2967 
Personnel management and 
government, 78-23000 

The personnel management function : or- 
ganization, staffing and evaluation., 78- 
6362 
Personnel management, 
counseling., 78-375 
Personnel management project., 78-11804 
Personnel Management Training Center 
course schedule October 1976-Sep- 
tember 1977., 78-12561 
Personnel policies and _ practices., 78- 
14952 
Personnel policy guidelines for community 
health centers., 78-8978 
Personnel policy, labor-management rela- 
tions., 78-11299 
Personnel policy, labor-management rela- 
tions. Procedures., 78-11300 
Personnel policy manual for nonap- 
propriated fund instrumentalities., 78- 
23030, 78-25104 


materiel specialist, 


spe- 


78-12658, 


supervisor, MOS 
: soldier’s manual., 


effective 


guidance and 





Personnel policy on employment of con- 
sultants and experts., 78-11294 

Personnel policy, standards of conduct., 
78-11301 

Personnel restrictions and cutbacks in ex- 
ecutive agencies: need for caution : re- 
port to the Congress /, 78-13257 

Personnel security precautions against acts 
of terrorism., 78-15066 

Personnelman 1 & C., 78-1540 

Persons of Spanish origin in the United 
States, March 1976, 78-4045 

Persons of Spanish origin in the United 
States, March 1976, advance report, 
78-4042 

Persons of Spanish origin in the United 
States: March 1977, 78-8629 

Perspective, 78-3895 

A perspective on cropland availability /, 
78-16526 

Perspectives, US Army Medical Depart- 
ment., 78-3043 

Perspectives on Federal retail food grad- 
ing., 78-940 

Perspectives on military sales to Saudi 
Arabia : report to the Congress /, 78- 
6947 

Perspectives on prime lands : background 
papers for Seminar on the Retention of 
Prime Lands, July 16-17, 1975 /, 78- 
14545 

Perspectives on public job creation /, 78- 
2101 

Perspectives on the development of fusion 
power by magnetic confinement, 1977 : 
report of the Fusion Power Reactor 
Senior Review Committee., 78-16971 

Pertaining to land consolidation and 
development on the Umatilla Indian 
Reservation : report to accompany H.R. 
2539., 78-10152 

Pertaining to the inheritance of trust or 
restricted lands on the Umatilla Indian 
Reservation : report to accompany H.R. 
2540., 78-10153 

Perturbation solutions for transonic flow on 
the blade-to-blade surface of compressor 
blade rows /, 78-18226 

Peru, 78-21914 

Pest control agents and disinfectants /, 
78-4312 

Pest control in food processing plants and 
other food handling areas., 78-20683 

Pesticide analytical manual., 78-11229 

Pesticide applicator certification., 78- 
12366 

The Pesticide review., 78-10456 

Pesticide spray application, behavior, and 
assessment workshop proceedings 
March 1-2, 1973, Emeryville, California., 
78-16638 

Pesticide use observations in Kent County, 
Delaware, June 2-7, 1976., 78-15241 

Pesticides abstracts., 78-3123 

Pesticides and honey bees /, 
78-19509 

Pesticides industry., 


78-3959, 


78-20720 
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Pesticides, insecticides, fungicides, 
rodenticides., 78-25830 

Pesticides monitoring journal., 78-3655 

Petit Jean River : floods in Danville, Ar- 
kansas., 78-10785 

Petro-Canada : a national oil company in 
the Canadian context /, 78-14309 

Petrodollars and world payments, 
21888 

Petrography of selected Devonian shale 
core samples from the CGTC 20403 and 
CGSC 11940 wells, Lincoln and Jackson 
Counties, West Virginia /, 78-20924 

Petroleum and security : the limitations of 
military power in the Persian Gulf /, 
78-8671 

Petroleum fuel facilities., 78-227 

Petroleum industry involvement in alterna- 
tive sources of energy /, 78-5554 

Petroleum laboratory _ specialist., 78- 
20178 

Petroleum laboratory specialist, MOS 92C, 
skill level 3., 78-6456 

Petroleum market shares, 78-3145 

Petroleum market shares : historical report 
on refiners and importers of motor 
gasoline, 1972 through 1974 /, 78- 
15314 

Petroleum market shares; report on sales of 
retail gasoline., 78-3145 

Petroleum marketing practices : hearings 
before the Subcommittee on Energy and 
Power of the Committee on Interstate 
and Foreign Commerce, House of 
Representatives, Ninety-fifth Congress, 
first session February 22 and 23, 
1977., 78-19151 

Petroleum marketing practices act : [an act 
to provide for the protection of 
franchised distributors and retailers of 
motor fuel and to encourage conserva- 
tion of automotive gasoline ...]., 78- 
24790 

Petroleum marketing practices act : 
before the Subcommittee on Energy 
Conservation and Regulation of the 
Committee on Energy and _ Natural 
Resources, United States Senate, Ninety- 
fifth Congress, first session, on S. 19 ... 
S. 743... H.R. 130 ... May 25, 1977., 
78-5555 

Petroleum marketing practices act : report 
together with minority and additional 
views to accompany H.R. 130., 78- 
14540, 78-14541 

Petroleum production., 78-26167 

Petroleum refineries., 78-26166 

Petroleum refineries in the United States 
and Puerto Rico, 78-26166 

Petroleum refining, industrial chemical, 
drug, and paper and allied products in- 
dustries., 78-15717 

Petroleum refining industry., 78-20718 

Petroleum refining industry existing point 
source catergory., 78-12858 

Petroleum statement; crude _ petroleum, 
petroleum products, and natural gas 
liquids., 78-3424 


and 


78- 


hearing 
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Petroleum supply point equipment and 
operations., 78-6451 

Petroleum supply specialist., 
78-10711 

Petroleum supply specialist, 
skill level 3., 78-6455 

Petroleum supply specialist, MOS 76W, 
skill levels 1 and 2., 78-8689 

Petroleum tank vehicle operations., 78- 
23096 

Petroleum terminal 
tions., 78-10696 

PH.D.’s and their dissertations., 

Pharmaceutical dosage 
sules/tablets., 78-15031 

Pharmaceutical dosage 
liquids/semisolids., 78-15032 

Pharmaceutical preparations, except 
biologicals., 78-12465, 78-16774 

Pharmacist’s manual : an informational out- 
line of the Controlled substances act of 
1970., 78-17928 

Pharmacokinetics of toxic elements in rain- 
bow trout /, 78-6568 

Pharmacology research associate program 
of the National Institute of General 
Medical Sciences, National Institutes of 
Health., 78-1942 

Pharmacy specialist 
78-4371 

Phase-difference processing incorporating 
time-alignment and _ time-compression 
techniques /, 78-25349 

Phase equilibria in coal 
systems ... /, 78-13114, 
78-20896 

Phase equilibrium and volumetric proper- 
ties of coal-derived fluids /, 78-6798, 
78-20894 

Phase one/base data for the development 
of energy performance standards for new 
buildings., 78-17678 

Phase one/base data for the development 
of energy performance standards for new 
buildings executive summary., 78- 
17677 

Phase 2 of the array automated assembly 
task for the low cost silicon solar array 
project., 78-25449 

Phase I of the automated array assembly 
task of the low cost silicon solar array 
project .../, 78-4603, 78-6661 

Phase I summary report on a novel ap- 
proach to coal gasification using chemi- 
cally-incorporated catalysts /, 78-6597 

Phencyclidine use among youths in drug 
abuse treatment., 78-1127] 

Phenesterin., 78-17524 

A phenomenological correlation for post- 
CHF heat transfer /, 78-26674 

Phil Ratner’s Washington /, 78-9530 

Philadelphia Naval Regional Medical 
Center is badly deteriorated and unsafe., 
78-13352 

Philadelphia, Pa.-N.J., SMSA, 

Philadelphia, Pa.-N.J. 
metropolitan statistical area, 


78-6454, 


MOS 76W, 


and pipeline opera- 


78-21758 
forms,  cap- 


forms, 
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hydrogenation 
78-17239, 


78-4124 
standard 
78-4124 
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Philadelphia, Pennsylvania-New 
metropolitan area, 78-13850 
Philippine Islands : sailing directions., 78- 
187 

Phipps Bend nuclear plant, units no. 1 and 
no. 2., 78-922 

Phipps Bend Nuclear Plant, units | and 2., 
78-24546 

Phipps Plaza South safety and security 
analysis and recommendations /, 78- 
7169 

Phony invoice mail fraud : hearing before 
the Subcommmittee on Postal Personnel 
and Modernization of the Committee on 
Post Office and Civil Service, House of 
Representatives, Ninety-fifth Congress, 
second session, on H.R. 12190 ... May 
11, 1978., 78-26847 

Phosphate /, 78-7307 

Phosphate removal in an activated sludge 
facility /, 78-12932 

Phosphate rock., 78-3477, 
78-17816 

Phosphate slimes problem., 78-26178 

Photochemical oxidant air pollutant effects 
on a mixed conifer forest ecosystem : a 
progress report, 1976 /, 78-10926 

Photocoagulation in diabetic retinopathy : 
January 1976 through April 1978, 75 
citations /, 78-17562 

Photodissociation-radiation model of the 
middle atmosphere., 78-12753 

Photoelastic studies of crack progagation 
and crack arrest, 78-933 

Photogrammetric recording of cultural 
resources /, 78-647 

Photographic color paper from Japan and 
West Germany : determination of no 
reasonable indication of injury in inqui- 
ries nos. AA1921-Ing.-11 and AA1921- 
Ing.-12 under the Anti-dumping act, 
1921, as amended., 78-24340 

Photographic investigation of modified fuel 
breakup and ignition /, 78-11917 

Photomacrography of artifacts in trans- 
parent materials /, 78-25256 

Photonuclear data index, 1973-1977 /, 
78-22859 

Photovoltaic applications in the Southwest 
for the National Park Service /, 78- 
11011 

Photovoltaic program; program summary., 
78-23243 

Photovoltaic systems concept study : final 
report /, 78-25438 

Photovoltaic test and demonstration project 
/, 78-11027 

Photovoltaics, 

PHS grants policy memorandum, 78- 
3237, 78-3238 

Phthalic anhydride plant air pollution con- 
trol /, 78-17120 

Phthalic anhyride 
10928 

Phugoid characteristics of YF-12 airplane 
with variable-geometry inlets obtained in 
flight tests at a Mach number of 2.9 /, 
78-18294 


Jersey, 


78-11560, 


78-17011 


(air emissions)., 78- 
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Physical and chemical behavior of liquefied 
coal in solids separation /, 78-13136, 
78-13137, 78-23342 

Physical and economic 
17036 

Physical and life scientists., 78-15700 

The physical basis of electromagnetic in- 
teractions with biological systems 
proceedings of a workshop held at the 
University of Maryland, College Park, 
Maryland, June 15-17, 1977 /, 78- 
17591 

Physical, chemical, and biological relations 
of four ponds in the Hidden Water Creek 
strip-mine area, Powder River Basin, 
Wyoming /, 78-7282 

Physical coal cleaning for utility boiler 
SO,emission control /, 78-25656 

Physical facilities at Tribhuvan University, 
Institute of Agriculutre and Animal 
Sciences : agreement between the United 
States of America and Nepal, signed at 
Kathmandu, January 13, 1976., 78-781 

Physical fitness., 78-13418 

Physical fitness programs for law enforce- 
ment officers : a manual for police ad- 
ministrators /, 78-17912 

Physical fitness research digest., 78-3646 

Physical hydraulic models assessment of 
predictive capabilities : report 2, mova- 
ble-bed of Galveston Harbor entrance /, 
78-25241 

Physical, mechanical, and other properties 
of selected secondary species located in 
Surinam, Peru, Colombia, Nigeria, 
Gabon, Philippines, and Malaysia /, 78- 
21979 

The physical problem of remodeling the T- 
10 unit (the T-10M) ; translated from 
the Russian /, 78-304 

Physical properties data compilations rele- 
vant to energy storage., 78-19779 

Physical properties of gasoline/methanol 
mixture /, 78-6595 

Physical properties of woody fuels in the 
Blue Mountains of Oregon and Washing- 
ton /, 78-14687 

Physical properties testing equipment., 
78-16935 

Physical sciences 
3843, 78-5466, 
78-24478 

Physical therapy specialist 
manual., 78-1511, 78-20160 

The physically underdeveloped child 
identification, improving performance., 
78-753 

Physicial therapy specialist 
manual., 78-1530 

Physician and dentist special pay and other 
pay amendments : hearing before the 
Subcommittee on Health and Readjust- 
ment of the Committee on Veterans’ Af- 
fairs, United States Senate, Ninety-fifth 
Congress, first session, on S. 1775 and 
related bills, July 1, 1977., 78-10040 

Physician Extender Work Group report to 
HRA policy board., 78-464 


impacts., 78- 


and technology, 78- 
78-16112, 78-22313, 


soldier’s 


: commander's 
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Physician manpower 
7122 

Physician’s handbook on medical certifica- 
tion death, birth, fetal death., 78- 
21281 

Physician’s manual : an information outline 
of the Controlled substances act of 
1970., 78-21684 

Physics., 78-2720, 78-24484 

Physics and chemistry, 78-2651, 78- 
16809, 78-19765 

Physics and mathematics, 
9873 

Physiological and psychological aspects of 
night and shift work /, 78-21291 

Physiological, biochemical, and multiple- 
task-performance responses to different 
alterations of the wake-sleep cycle /, 
78-9687 

Phytoplankton sampling in  quantative 
baseline and monitoring programs /, 78- 
12891 

PICADAD file., 78-19652 

A pictorial characterization of worldwide 
electric and hybrid vehicles : as 
presented during the March 1, 1977, 
Conference on ERDA’s Electric and 
Hydrid Vehicle Demonstration Project /, 
78-6612 

Pictorial interest inventory development /, 
78-23216 

Piezoelectric polymer transducer for 
dynamic pressure measurements /, 78- 
9787 

Pig crop report, 78-2504 

Pikeside flood prevention 
plan : Potomac headwaters RC&D re- 
gion., 78-6210 

Pile driving analysis : wave equation user’s 
manual, TTI program /, 78-14082 

Pilgrim Area Resource Conservation and 
Development Project., 78-16683 

Pilot. demonstration of enhanced oil 
recovery by micellar polymer waterflood- 
ing: Phase A .../, 78-8836, 78-13134 

Pilot. demonstration of enhanced oil 
recovery by micellar polymer waterflood- 
ing : phase B /, 78-25529 

Pilot education program : Operation Rain 
Check (RIS: AT 7230-131)., 78-18674 

Pilot examiner’s manual /, 78-7961, 78- 
26597 

Pilot investigation of secondary sludge de- 
watering alternatives /, 78-17133 

Pilot-model analysis and simulation study 
of effect of control task desired control 
response /, 78-26373 

Pilot-model measurements of pilot respon- 
ses in a lateral-directional control task /, 
78-11719 

Pilot plant design for chemical desulfuriza- 
tion of coal /, 78-17113 

Pilot plant production of frozen entree 
items for the Navy /, 78-8720 

Pilot plant study of conversion of coal to 
low sulfur fuel /, 78-8744 

Pilot schools., 78-18681 


requirements., 78- 


78-3860, 78- 


: RC&D measure 





Pilot selection system development /, 78- 
25370 

Pilot workload and fatigue : a critical sur- 
vey of concepts and assessment 
techniques /, 78-11723 

Pilotage in confined waterways of the 
United States : a preliminary study of 
pilot decision making /, 78-8039 

Piloted flight simulation study of low-level 
wind shear : phase 2 : all weather landing 
systems, engineering services support 
project, task 2/, 78-5411 

Pilot’s weight and balance handbook., 78- 
7920 

PIMS monthly petroleum report, 78-3147 

Pine overstory reduces fusiform rust in un- 
derplanted loblolly pine /, 78-14714 

Pine Run Watershed environmental impact 
statement., 78-19581 

Pine Run Watershed project., 78-19581 

Pine tip moth and pine webworm control 
with carbofuran in north Florida /, 78- 
14718 

Pinedale Unit MHF experiments 
port /, 78-10967 

Piney River, Amherst and Nelson Counties, 
Virginia., 78-16711 

Pioneer Venus., 78-24208 

Pip, the magic safety elephant., 78-16092 

Pipe cracks in 4-inch and 10-inch lines at 
BWR facilities, as of March, 1976, 78- 
22340 

Pipe 
21624 

Pipe system erosion and hydraulics analysis 
at the Cresap pilot plant., 78-6720 

Pipeline accident report : Columbia Gas of 
West Virginia, Inc., Charleston, West 
Virginia, December 2, 1973., 78-7744 

Pipeline accident report : Mid America 
pipeline system anhydrous ammonia leak, 
Conway, Kansas, December 6, 1973., 
78-7745 

Pipeline accident report : Pennsylvania Gas 
and Water Company, natural gas explo- 
sions, Williamsport, Pennsylvania, Janua- 
ry 25, 1977., 78-7747 

Pipeline accident report : UGI Corporation, 
national gas explosions and fires, Allen- 
town, Pennsylvania, August 8, 1976., 
78-836 

Pipeline accident 
System, Inc. 


: final re- 


lines, 78-7393, 78-7399, 78- 


report, Exxon Gas 

: natural gas explosion and 
fire, Robstown, Texas, December 7, 
1976., 78-7746 

Pipeline gas from coal-hydrogenation : IFT 
hydrogasification process /, 78-20903 

Pipeline gas from coal-hydrogenation : IGT 
hydrogasification process /, 78-25472 

Pipeline gas from coal-hydrogenation (IGT 
hydrogasification process) ... /, 78- 
17245 

Pipeline gas from coal-hydrogenation (IGT 
hydrogasification process) : project 8907 
/, 78-6701 

Pipeline gas from coal-hydrogenation (IGT 
hydrogasification process) : project 9000 
/, 78-20571 
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Pipeline safety : procedural guide for the 
pipeline safety grant program., 78-892 
Pipeline safety - need for a_ stronger 
Federal effort : report /, 78-21006 

Piphat Phuntamala : report to accompany 
H.R. 7794., 78-2323 

Piscataway Township, Dunellen and Mid- 
dlesex Boroughs, Middlesex County, New 
Jersey : national cooperative soil survey 
report: /, 78-8559 

Pittsburgh and Lake Erie Railroad Com- 
pany, Pittsburgh, Pennsylvania 
November 7, 1974., 78-5325 

Pittsburgh, Pennsylvania metropolitan area, 
78-24136 

Placards for battery-excited alternators in- 
stalled in light aircraft., 78-14135 

Placement of “Vision” on TV by USIS 
posts., 78-7360 

Placing minority women in_ professional 
jobs /, 78-11656 

Plain talk about employee incentives : a 
manager’s guide to the Federal incentive 
awards program., 78-8658 

Plain talk about feelings of guilt., 

Plain talk about school 
21116 

Plain talk about the art of relaxation., 78- 
17644 

Plan and operation of the HANES I aug- 
mentation survey of adults 25-74 years : 
United States, 1974-1975 /, 78-23838 

A plan for a V.L.F. sferics - mapping 
system /, 78-25071 

Plan for nationwide action on epilepsy., 
78-7072, 78-11193, 78-11194 

Plan for reevaluation of NRC policy on 
decommissioning of nuclear facilities., 
78-18914 

Plan for research to improve the safety of 
light-water nuclear power plants : a re- 
port to the Congress of the United States 
of America., 78-18915 

A plan for study of water and its relation to 
economic development in the Green 
River and Great Divide Basins in Wyom- 
ing /, 78-26128 

Plan for the development and implementa- 
tion of standards for solar heating and 
cooling applications : initial report /, 
78-6845 

A plan for the study of vocational educa- 
tion : transmitted to the Congress by the 
National Institute of Education., 78- 
13458 

Plan for watershed protection, flood 
prevention, and recreation., 78-6206, 
78-6207, 78-6208, 78-6209 

Plan of action to assure equal employment 
opportunity., 78-9748 

Plan of work for water and related land 
resources study Chowan-Pasquotank 
river basins, North Carolina and Virginia 
/, 78-10292 

A plan to preserve the historic resources of 
the Gettysburg area of the Commom- 
wealth of Pennsylvania : a report /, 78- 
14248 


78-4881 
finance /, 78- 
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Plan view display (PVD) 
lighting /, 78-11910 

Plan view display (PVD) improvement pro- 
gram, counterbalance systems /, 78- 
16007 

Plan your advertising budget /, 78-21985 

The planarians (Turbellaria: Tricladida 
Paludicola) of Lake Ohrid in Macedonia 
/, 78-26538 

Planers and shapers (including shapers; for- 
merly part of FSC 3419)., 78-25157 

The planet Venus : one of a series of 
NASA facts about the exploration of 
Venus., 78-18149 

The planetary product “‘back to normalcy” 
in 1976-1977., 78-21884 

The planetary product in 1975 and a 
preview for 1976., 78-21883 

Planned establishment of the Naval Avia- 
tion Logistics Center at Patuxent River, 
Maryland : report /, 78-23660 

Planned realinement of two Army com- 
mands in St. Louis, Missouri : report of 
the Comptroller General of the United 
States., 78-11130 

Planning and conducting a program of in- 
struction in vocational agriculture for 
young farmers : suggestions for teachers 
and school administrators in developing 
educational programs for out-of-school 
young farmers., 78-13440 

Planning and design considerations for air- 
port terminal building development., 
78-14159 

Planning and design of additional 
Mesa Geothermal Test Facilities 
Ib) /, 78-20959 

Planning and environment : highway en- 
gineer training program, September 21- 
September 30, 1976., 78-22065 

Planning and goal setting for small business 
/, 78-18447 

Planning and operating under the Privacy 
act : summary for program officials, con- 
tracting officers and supervisors., 78- 
7692 

Planning and programming manual., 78- 
879 

Planning and training conference : 
Defense Executive Reserve, Regional 
Directors-designate and Members, 
Headquarters Group, OST Unit, Regional 
Emergency Transportation Coordinators 
Secretarial Representatives : summary re- 
port, February 9-10, 1976., 78-7690 

A planning charter for the Youth employ- 
ment and demonstration projects act of 
1977., 78-9226 

A planning charter for the Youth employ- 
ment and demonstration projects act of 
1977 (YEDPA), 78-21760 

Planning conference : National Defense Ex- 
ecutive Reserve, Regional Directors- 
designate, Regional Emergency Trans- 
portation Coordinators Secretarial 
Representatives : summary _ report, 
February 3-5, 1975., 78-7689 
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Planning contract program project 
descriptions : (fy 1976 and active pro- 
jects from previous fiscal years)., 78- 
22066 

Planning Federal assistance to communities 
affected by the Trident submarine base, 
Washington State Department of 
Defense., 78-13342 

Planning for internal migration : a review 
of issues and policies in developing coun- 
tries., 78-112 

Planning for retirement : some sources of 
information /, 78-17669 

Planning for small tribes (Nisqually) /, 
78-13768 

Planning for source data automation in 
government industrial activities coordina- 
tion needed National Center for 
Productivity and Quality of Working 
Life, Department of Defense., 78- 
13350 

Planning for the National Capital and en- 
virons., 78-18316 

Planning for wildlife in cities and suburbs /, 
78-26213 

Planning status report : water resource ap- 
praisals for hydroelectric licensing 
Upper White River basin, Missouri-Ar- 
kansas., 78-17308 

Planning Washington, 1924-1976 : an era 
of planning for the National Capital and 
environs /, 78-18316 

Planning water supply cost-rate_ dif- 
ferentials and plumbing permits /, 78- 
23480 

Planning your staffing needs : a handbook 
for personnel workers., 78-6336 

Plans for the implementation of the Post- 
Vietnam era veteran’s educational 
assistance act of 1977 : a joint report /, 
78-5661 

Plant and ownership list : supplementary to 
the maps entitled Principal electric facili- 
ties, 1978, based on data to June 30, 
1977., 78-25568 

Plant disease bulletin, 78-2459 

Plant disease reporter., 78-2459 

Plant disease reporter. Supplement, 78- 
2459 

Plant material introduced January 1 to 
December 31, 1976 : (nos. 405410 to 
414155) /, 78-14831 

Plant performance on surface coal mine 
spoil in Eastern United States., 78- 
16691 

Plant protection : agreement between the 
United States of America and Mexico 
signed at Mexico February 8, 1973, and 
amending agreements signed at Washing- 
ton and Mexico September 10 and Oc- 
tober 9, 1973, and signed at Washington 
and Mexico July 15 and 24, 1976., 78- 
15872, 78-18435, 78-21960, 78- 
21968 

Plant protection : Quelea bird research : 
agreement between the United States of 
America and Sudan signed at Khartoum, 
May 12, 1977., 78-21967 
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Plant quarantine import requirements of 
foreign countries for logs and lumber., 
78-14823 

[Plant quarantine import requirements of] 
Greece : change in entry requirements., 
78-14822 

Plant quarantine import requirements of 
Malta., 78-12447 

A plant-wide productivity plan in action : 
three years of experience with the Scan- 
lon plan., 78-15819 

Planting guidelines for dune creation and 
stabilization /, 78-10779 

Planting guidelines for dune creation and 
stabilization [errata]., 78-25270 

Planting guidelines for marsh development 
and bank stabilization /, 78-10778 

Planting yellow-poplar : where we stand 
today /, 78-6178 

Plasma heating, fueling, and maintenance : 
a technical assessment /, 78-12805 

Plastic and resilient properties of heavy 
clay under repetitive loadings /, 78- 
9702 

Plastic bottles., 78-10538 

Plastic data formats for a computerized 
material property data system /, 78- 
25109 

Plastic pipe in airport drainage systems /, 
78-16018 

Plastic tubing and maple syrup quality /, 
78-24960 

Plastics., 78-11981 

Plastics bottles., 78-2581 

Plastics processing, state of the art., 78- 
17128 

Platelet function testing : proceedings from 
Workshop on Platelets: “The  Sig- 
nificance of Platelet Function Tests in 
the Evaluation of Hemostatic and 
Thrombotic Tendencies”, held in 
Philadelphia, Pennsylvania, October 18- 
19, 1976 /, 78-8970 

Platinum., 78-3457 

Platinum complexes in the treatment of 
cancer /, 78-439 

Platinum-group 
4995, 78-11540 

Platinum-group metals : a chapter from 
Mineral facts and problems /, 78-24011 

Play happy, play safely., 78-8149 

Play happy, play safely : playground equip- 
ment guide for teachers, park and 
research directors, parents, youth 
leaders, and other concerned adults., 
78-2188 

Play happy, play safety., 78-16099 

Playground equipment handbook : a 
resource reference guide for teachers 
and group leaders., 78-2189 

Pleasure boat loading related accident edu- 
cation /, 78-26643 

The Pliocene Conant Creek Tuff in the 
northern part of the Teton Range and 
Jackson Hole, Wyoming /, 78-13740 

Plugging techniques that should allow min- 
ing through wells /, 78-20925 

Plumbing fixtures., 78-2605, 78-10554 


metals, 78-3457, 78- 
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Plumbing for the home and farmstead., 
78-6059 

The Plusiinae (Lepidoptera:Noctuidae) of 
America north of Mexico, emphasizing 
genitalic and larval morphology /, 78- 
12357 

Plutonium air inhalation dose (PAID) : a 
code for calculating organ doses due to 
the inhalation and ingestion of radioac- 
tive aerosols /, 78-12997 

Plutonium air transportable package, model 
PAT-1 safety analysis report., 78- 
18896 

Plywood composite panels for floors and 
roofs : summary report /, 78-8529 

PMS, public management sources., 78- 
3650 

Pneumococcal infections., 

Pocket data book, USA, 
19665 

A pocket guide for visual distress signals., 
78-8033 

Poetry and literature., 78-1904 

Poineer Trails Area, Rock Springs District: 
Wyoming land use decisions., 78-2087 

Pointers for the veteran homeowner : a 
guide for veterans whose home mortgage 
is guarenteed or insured under the GI 
bill., 78-16074 

Pointers on preparing an employee hand- 
book /, 78-9523 

Poison control statistics., 78-17585 

Poison ivy, poison oak, and poison sumac : 
identification precautions, eradication /, 
78-2 

Poisoning 
16096 

Poland, 78-11811 

Polar automatic weather station /, 78- 
20375 

Polar living marine resources conservation 
act of 1978 : report to accompany H.R. 
12668., 78-26934 

Polar regions atlas., 78-26429 

The police and public opinion : an analysis 
of victimization and attitude data from 
13 American cities /, 78-2091 

Police and public safety., 78-17899 

Police crisis intervention : a_ selected 
bibliography /, 78-24088 

Police discretion : a selected bibliography /, 
78-17915 

Police employment opportunities., 

Police management training 
fluencing DWI arrests 
manual., 78-9805 

Police management training : factors in- 
fluencing DWI arrests : planning guide., 
78-9807 

Police management training : factors in- 
fluencing DWI arrests : workshop leader 
outline (instructor manual)., 78-9806 

The police patrol car : economic efficiency 
in acquisition, operation, and disposition 
/, 78-19736 

Policed by the white male minority : a 
study of police-community relations in 
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Miami and Dade County, Florida 
port /, 78-6316 

Policies and guidelines governing the Na- 
tional Institutes of Health research career 
development award., 78-4798 

Policies and procedures of the Renegotia- 
tion Board : a review of selected cases : 
areport /, 78-8248 

Policies for the containment of health care 
costs and expenditures : proceedings of a 
conference sponsored by the John E. 
Fogarty International Center for Ad- 
vanced Study in the Health Sciences /, 
78-25899 

Policy analysis for physician manpower 
planning : proceedings of a symposium 
held in conjunction with the Joint Na- 
tional Meeting of the Institute of 
Management Sciences and the Opera- 
tions Research Society of America, San 
Francisco, Calif.. May 10, 1977., 78- 
7121 

Policy and procedures for considering en- 
vironmental impacts., 78-18642 

Policy and procedures manual for govern- 
ing board members., 78-21273 

Policy implications of a natural study of 
American attitudes and behavioral rela- 
tions to animals /, 78-26212 

Policy implications of medical information 
systems., 78-9876 

Policy implications of the 
Tomography (CT) Scanner., 

Policy issues in day care 
papers /, 78-7039 

Policy statement on release of data for in- 
dividual elementary units and _ special 
tabulations., 78-23837 

Policy Studies journal : the journal of the 
Policy Studies Organization, v. 6, no. 1, 
Autumn 1977., 78-7691 

Polish People’s Republic government struc- 
ture., 78-15833 

Polish People’s Republic party structure., 
78-15832 

Politburo of the Chinese Communist Party., 
78-15830 

Political activities., 78-13387 

Political activities under the Comprehen- 
sive employment and training act., 78- 
170 

Political psychiatry : a post-Watergate per- 
spective or the revolution of falling ex- 
pectations., 78-7143 

Political, sociological, and military affairs, 
78-906, 78-3878, 78-5453, 78-9854, 
78-18858, 78-22300, 78-24464 

Polk County, Oregon (unincorporated 
areas)., 78-7237 

Pollutant control through 
bustion of pulverized coal /, 78-20865 

Pollutant control through staged com- 
bustion of pulverized coal : phase I, com- 
prehensive report., 78-20864 

Pollutant formation in fuel lean reciruclat- 
ing flows /, 78-18162 

Polluting incidents in and around U.S. 
waters., 78-11923 
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Pollution abatement costs 
tures., 78-16783 

Pollution caused fish kills: annual report, 
78-23534 

Pollution control guidance for geothermal 
energy development /, 78-20763 

Pollution from cars on the road : problems 
in monitoring emission controls : En- 
vironmental Protection Agency : report 
of the Comptroller General of the United 
States., 78-1658 

Polycyclic aromatic hydrocarbons and re- 
lated compounds, 78-3298 

Polymer concrete patching materials /, 
78-9636 

Polymer-impregnated __ precast 
concrete bridge deck panels /, 

Polymer impregnation of new concrete 
bridge deck surfaces interim users’ 
manual of procedures and specifications 
/, 78-22084 

Polymer impregnation of concrete 
bridge deck surfaces revised users’ 
manual of procedures and specifications 
/, 78-22110 

Polymer materials basic research needs for 
energy applications : 
workshop 


and expendi- 


structural 
78-7772 


new 


proceedings of a 
recommending future 
directions in energy-related polymer 
research, June 27-29, 1978, Case 
Western Reserve University, Cleveland 
Ohio /, 78-25387 


Polymeric membrane systems of potential 


use for battery separators /, 78-13939 

Polymorphism in marine mollusks and 
biome development /, 78-15909 

Pompeston Creek, Burlington County, New 
Jersey., 78-12743 

Ponderosa pine bibliography Ill 
through 1975 /, 78-16632 

Ponderosa pine lumber recovery 
growth 
14648 

Poor design reviews and construction in- 
spections of apartment project in Rhode 
Island Department of Housing and 
Urban Development report of the 
Comptroller General of the United 
States., 78-1681 

Popo Agie Wilderness, Shoshone National 
Forest, Wyoming., 78-14594 

Popular publications for the farmer, subur- 
banite, homemaker, consumer /, 78- 
24986 

Popular publications of the U.S. Geological 
Survey /, 78-26143 

Popular publications of the United States 
Geological Survey., 78-2066 

Population and community responses of 
small mammals to 2,4,5-T /, 78-10381 

Population and housing. 1970, 78-22850 

Population buildup and vertical spread of 
dwarf mistletoe on young red and white 
firs in California /, 78-16586 

Population change and metro-nonmetro 
housing quality differences /, 78-6109 


1971 


: young 
in northern California /, 78- 
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Population characteristics., 
4042, 78-4043, 


78-2622, 78- 

78-4044, 78-4045, 
78-4046, 78-4047, 78-4048, 78- 
8627, 78-8628, 78-8629, 78-12470, 
78-12471, 78-12472, 78-12473, 78- 
12474, 78-12475, 78-16787, 78- 
16788, 78-22826 

Population ecology of the mallard., 78- 
7347 

Population estimates and projections., 78- 
2624, 78-4049, 78-4050, 78-4051, 
78-4052, 78-4053, 78-4054, 78- 
4055, 78-4056, 78-4057, 78-4058, 
78-8630, 78-8631, 78-8632, 78- 
8633, 78-8650, 78-8651, 78-12479, 
78-19687, 78-19688, 78-19689, 78- 
19690, 78-19691, 78-22830, 78- 
22831 

Population estimates by race, for states, 
July 1, 1973 and 1975, 78-12477 

Population of Arkansas counties 
metropolitan areas., 78-111 

Population of urbanized areas established 
since the 1970 census., 78-19721 

Population planning : agreement between 
the United States of America and Ban- 
gladesh signed at Dacca, May 31, 1976., 
78-21956 

Population profile of the United States, 
1977, 78-16788 

Population schedules, 1800-1870 : volume 
index to counties and major cities., 78- 
15384 

Population sciences., 

Population statistics., 78-14861 

Populus : a bibliography of world literature, 
1964-1974 /, 78-10358 

Pork in family meals 
sumers /, 78-19 

Pork slaughtering, cutting, preserving, and 
cooking on the farm /, 78-24940 

The Port of New Orleans, Louisiana., 78- 
23119 

Port safety and tank vessel safety : hearings 
before the Subcommittee on Coast 
Guard and Navigation of the Committee 
on Merchant Marine and _ Fisheries, 
House of Representatives, Ninety-fifth 
Congress, second session ..., 78-26840 

Port safety and tank vessel safety act of 
1978 report together with minority 
views to accompany H.R. 13311., 78- 
24729 

Port safety bulletin., 78-3787 

Port Sonoma development project regulato- 
ry permit application, Sonoma County, 
California., 78-25292 

Portable annealer for thermoluminescent 
dosimeters /, 78-20785 

Portable machine tools, 
machinery accessories, 
layout tools., 78-16937 

Portfolio selections for fossil demonstration 
plant programs /, 78-20910 

Portland area demographic statistical data 
report : selected counties with significant 
Indian population., 78-13766 
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Portland cement concrete pavements : per- 
formance related to design-construction- 
maintenance /, 78-7818 

Portland Head Lighthouse, Maine., 78- 
14188 

Portland, Maine, metropolitan area, 78- 
13857 

Portland, Oreg.-Wash., SMSA, 

Portland, Oreg.-Wash. standard 
metropolitan statistical area, 78-4125 

Portland, Oregon-Washington, metropolitan 
area, 78-11624 

Ports and waterways safety act amend- 
ments : hearing before the Subcommittee 
on International Organizations and on 
Inter-American Affairs of the Committee 
on International Relations, House of 
Representatives, Ninety-fifth Congress, 
second session, on H.R. 13311, July 27, 
1978., 78-26821 

The ports of Anchorage, Nikiski, Seward, 
Whittier, Valdez, and Ketchikan, Alaska 
/, 78-8668 

Ports of southern New _ England 
Providence, R.I.; Fall River, Mass.; New 
London, Conn.; New Haven, Conn.; 
Bridgeport, Conn. /, 78-4451 

Portsmouth Gaseous Diffusion Plant expan- 
sion, Piketon, Ohio : final environmental 
statement., 78-326 

Position classification, pay and employee 
benefits., 78-6361 

Position-classification standard for 
puter science series GS-1550., 
78-6348 

Position-classification standard for ecology 
series GS-408., 78-6343 

Position-classification standard for 
mechanical engineering series GS-830., 
78-6346 

Position-classification standard for nurse 
series GS-610., 78-6345 

Position-classification standards for white 
collar positions under the 
schedule., 78-2938 

Position of Associate General : report to 
accompany S. 2089, and originai bill., 
78-5947 

Positive ions in the middle atmosphere dur- 
ing sunrise conditions, 78-20319 

Positron lifetime technique for nondestruc- 
tive evaluation of materials /, 78-20347 

Possibility of intelligent life elsewhere in 
the universe : report /, 78-10024 

Post-accident heat removal., 78-18935 

Post-failure phenomena in LMFBR top ac- 
cidents : final report October 1, 1976 - 
September 30, 1977 /, 78-18939 

Post sunset behavior of the 6300 A atomic 
oxygen airglow emission /, 78-11699 

Postage for books mailed to the Copyright 
Office., 78-9236 

Postal bulletin., 78-3636 

Postal contracting manual., 78-3639 

Postal labor relations legislation : hearings 
before the Subcommittee on Postal 
Facilities, Mail, and Labor Management 


78-4125 


com- 
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of the Committee on Post Office and 
Civil Service, House of Representatives, 
Ninety-fourth Congress, first session ... 
March 13 and 18, 1975., 78-14386 

Postal life, 78-3643 

Postal life; the magazine for postal em- 
ployees., 78-3643 

Postal manual, 78-3638, 78-3640 

Postal rate and fee increases, 1977., 78- 
16147 

Postal reorganization act, investment of ex- 
cess funds of the Postal Service, 78- 
17906 

Postal service., 78-7032, 78-21075 

Postal Service—political birthright or 
economic choice? /, 78-21859 

The Postal service act of 1977 : joint hear- 
ing before the Subcommittee on Postal 
Operations and Services and the Sub- 
committee on Postal Personnel and 
Modernization of the Committee on Post 
Office and Civil Service, House of 
Representatives, Ninety-fifth Congress, 
first session, on H.R. 7700 ..., 78-14390 

Postal Service amendments act of 1978 : 
report of the Committee on Governmen- 
tal Affairs, United States Senate, to ac- 
company H.R. 7700 ... together with ad- 
ditional views., 78-27111 

Postal service manual., 
3640, 78-24274 

Postcrystalline deformation of the Pelona 
Schist bordering Leona Valley, southern 
California /, 78-17788 

Postglacial volcanic deposits at Mount 
Baker, Washington, and _ potential 
hazards from future eruptions /, 78- 
21506 

Postsecondary institutions eligible for the 
basic grants program., 78-23717 

Potash., 78-4996, 78-7318, 78-11561, 
78-21573 

Potash, crop year annual., 78-26194 

Potash in crop year., 78-26194 

Potato stocks., 78-2495 

Potatoes and sweetpotatoes; production, 
disposition, value, stocks, & utilization., 
78-16733 

Potatoes and sweetpotatoes 1969-75 
production, disposition, value, stocks & 
utilization., 78-3956 

Potential abatement production marketing 
of byproduct sulfuric acid in the U.S. /, 
78-25671 

The potential application of gas chromatog- 
raphy to the analysis of hydrogen 
isotopes /, 78-20927 

Potential cropland study /, 78-6063 

Potential effectiveness of barriers toward 
reducing highway noise exposure on a 
national scale /, 78-25585 

Potential effects of a national mandatory 
deposit on beverage containers : report 
to the Congress /, 78-6968 

The potential effects of clearing and 
snagging on stream ecosystems /, 78- 
21593 


78-3638, 78- 
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Potential effects of deep-well waste 
disposal in western New York /, 78- 
21510 

Potential effects of national health in- 
surance proposals on Medicare beneficia- 
ries : report to the Congress /, 78-1787 

Potential for contracting selected opera- 
tions at the Air Force Academy cadet 
dining hall : Department of the Air Force 
: report of the Comptroller General of 
the United States., 78-4667 

Potential for deepwater port development 
in the United States : report to the Con- 
gress /, 78-17337 

Potential for flexicab services : innovative 
uses of taxis and jitneys for public trans- 
portation /, 78-9578 

Potential for improvement of internal audit 
function : Department of the Interior., 
78-13233 

Potential for load management in selected 
commercial and industrial facilities /, 
78-1628 

Potential for reducing U.S. financial sup- 
port and ending VA involvement in 
medical program for Filipino veterans : 
Veterans Administration : report of the 
Comptroller General of the United 
States., 78-4709 

Potential implications of trends in world 
population, food production, and cli- 
mate., 78-21861 

Potential means of cost reduction in grade 
crossing automatic gate systems., 78- 
22130 

The potential of regional organizations in 
managing the human environment /, 
78-7627 

Potential outlets for native American artists 
and craftsmen., 78-11441 

Potential problems that should be con- 
sidered in evaluating the experimental 
technology incentives program : Depart- 
ment of Commerce, National Bureau of 
Standards., 78-13366 

Potential radioactive pollutants resulting 
from expanded energy programs /, 78- 
1578 

Potential uses of the functional account 
code (FAC) in describing job require- 
ments : final report for period March 
1974 - June 1975 /, 78-15136 

Potential water yield response following 
clearcut harvesting on north and south 
slopes in northern Idaho /, 78-14631 

Potentiometeric determination of boric 
acid in elemental boron with a 
fluoroborate specific ion electrode 
research and development report /, 78- 
25508 

Potomac headwaters 
tion 
16681 

Poughkeepsie, New York, 
area, 78-11618 

Poultry; production, disposition & income., 
78-16731 


: Tesource conserva- 
and development region., 78- 
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Poultry : 
come 
12356 

Poultry and egg situation., 

Poultry and eggs, 78-2444 

Poultry and the United States Department 
of Agriculture., 78-14761 

Poultry grading manual., 78-1320 

Poultry houses., 78-6078 

Poultry market statistics, annual summary., 
78-19503 

Poultry research focused on feeding man- 
kind., 78-12409 

Poultry slaughter., 78-2487 

Poultry slaughtered under federal inspec- 
tion and poultry used in canning and 
other processed foods, 78-2487 

Power annual report., 78-22367 

Power burst facility (PBF) research pro- 
gram., 78-7605 

Power calculations for isentropic compres- 
sions of cryogenic nitrogen /, 78-18067 

Power-driven handtools., 78-16777 

Power generation equipment repairer., 
78-20145 

Power lawnmower : safety kit for distribu- 
tive education, industrial arts, and other 
vocational education classrooms 
teacher manual., 78-2185 

Power line carrier and insulated static wire 
systems., 78-22742 

Power mower hazards and safety features., 
78-8157 

Power mower maintenance and storage 
tips., 78-8153 

Power of Congress to dispose of U.S. pro- 
perty : hearings before the Committee on 
Merchant Marine and Fisheries, House 
of Representatives, Ninety-fifth Congress, 
second session, ... January 17, 18, 1978., 
78-24641 

Power of positive parenting, a course for 
parents of young children on decisions 
and drinking., 78-9005, 78-9006, 78- 
9007 

Power 
21591 

Power plant cooling water chlorination in 
northern California /, 78-17092 

Power production at Federal dams could 
be increased by modernizing turbines 
and generators., 78-13218 

Power reactors, 78-3884 

Power supply sharing in the Apollo 
telescope mount electrical power system 
/, 78-9390 

Power system communications 
line-of-sight (LOS) systems., 

Power system communications 
radio systems., 78-19589 

Power system communications : power line 
carrier and insulated static wire systems., 
78-22742 

Powerline rights of way for energy and wil- 
dlife., 78-26701 

Powerplant and industrial fuel use : con- 
ference report to accompany H.R. 5146., 
78-22645 


production, disposition, and in- 
final estimates, 1970-75., 78- 
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Powerplant expansion, coal mine expan- 
sion, transmission line., 78-16648 

Powerplant productivity improvement study 
/, 78-23348 

Powhatan County, Virginia 
(unincorporated areas), 78-21444 

Poznan International Trade Fair, 1977 : a 
report /, 78-2305 

The practical application of a finite dif- 
ference method for analyzing transonic 
flow over oscillating airfoils and wings /, 
78-18220 

A practical application of community noise 
analyses : case study of Allegheny Coun- 
ty, Pennsylvania /, 78-25584 

Practice accomplishments by states., 78- 
10452 

Practices and procedures for lightning pro- 
tection, grounding, bonding, and shield- 
ing implementation., 78-26591 

A practitioner’s guide to the diagnostic x- 
ray equipment standard., 78-17597 

Pre-demonstration activities of the West- 
port integrated transit system /, 78- 
8056 

Preapplication for project 
surance., 78-11338 

Precedents of the United States House of 
Representatives., 78-8364, 78-24674 

Preceedings of the second Workshop on 
Sampling Geothermal Effluents, February 
15-17, 1977, Las Vegas, Nevada /, 78- 
25684 

Precipitation and runoff water quality from 
an urban parking lot and implications for 
tree growth /, 78-16609 

Precipitation chemistry of magnesiun sulfite 
hydrates in magnesium oxide scrubbing /, 
78-17168 

Precipitation in Tennessee River basin., 
78-3892, 78-14262, 78-26712 

Precipitation variability in the U.S.A. for 
microwave terrestrial system design /, 
78-14842 

Precision approach 
plan., 78-7881 

Preclinical and clinical testing by the phar- 
maceutical industry, 1977 : hearing be- 
fore the Subcommittee on Health and 
Scientific Research of the Committee on 
Human Resources, United States Senate, 
Ninety-fifth Congress, first session ..., 
78-12117 

Preconcentration of native copper ore by 
electronic sorting /, 78-24015 

Predesign cost estimate for re-refined lube 
oil plant /, 78-13015 

Predication of ground effects on aircraft 
noise /, 78-18293 

Predicted and experimental performance of 
jet-lubricated 120-millimeter-bore _ ball 
bearings operating to 2.5 million DN /, 
78-26404 

Predicted cubic-foot yields of lumber, saw- 
dust, and sawmill residue from the saw- 
timber portions of hardwood trees /, 
78-6131 
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Predicted effects of a proposed water- 
resource management plan in the lower 
San Luis Rey River Valley, California, 
using digital ground-water flow models /, 
78-26131 

Predicting 
22090 

Predicting fire behavior in palmetto-gall- 
berry fuel complexes /, 78-10356 

Predicting job difficulty in high aptitude 
career ladders with standard score 
regression equations : interim report for 
the period of April 1971 - 28 February 
1977 /, 78-20437 

Predicting logging residues for the 
Southeast /, 78-14719 

Predicting oak stump sprouting and sprout 
development in the Missouri Ozarks /, 
78-10349 

Predicting potential strength of Portland 
cement concrete /, 78-22104 

Predicting powered support equipment and 
associated maintenance manpower 
requirements /, 78-6531 

Predicting success in the AFROTC scholar- 
ship program : final report for period 
January 1976 - January 1977 /, 78- 
15198 

Predicting wood volumes for ponderosa 
pine from outside bark measurements /, 
78-10378 

Prediction model for compositional 
changes within a coal from core data /, 
78-13139, 78-17253 

Prediction of compliant wall drag reduc- 
tion, part! /, 78-18204 

Prediction of convective activity using a 
system of parasitic-nested numerical 
models /, 78-21840 

Prediction of dissolved gas at hydraulic 
structures /, 78-9172 

Prediction of extreme ammunition cargo 
forces at sea /, 78-9739 

Prediction of failures in mines : 
view /, 78-17804 

Prediction of irregular wave runup /, 78- 
10777 

Prediction of light aircraft horizontal tail 
onset flows : a review and analysis /, 
78-18161 

Prediction of mineral quality of irrigation 
return flow /, 78-275 

Prediction of static aerodynamic charac- 
teristics for slender bodies alone and 
with lifting surfaces to very high angles 
of attack /, 78-21793 

Prediction of successful nursing per- 
formance : Part I and Part Il /, 78-8989 

Predictive design procedures, VESYS users 
manual : an interim design method for 
flexible pavements using the VESYS 
structural subsystem /, 78-24371 

Prefabricated expandable foam/wood struc- 
tures for theater of operations /, 78- 
20308 

Prefabricated structural members for cut- 
and-cover tunnels /, 78-842 


asphalt performance /, 78- 


an over- 
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Preimpoundment water quality of 
Raystown Branch, Juniata River and six 
tributary streams, south-central Pennsyl- 
vania /, 78-17789 

Prelaunch testing of the Geos-3 
reflector array /, 78-18309 

Prelaunch testing of the laser geodynamic 
satellite (LAGEOS) /M.W. /, 78-9463 

Preliminary analysis of remote infrared 
imagery of shuttle during entry : an 
aerothermodynamic flight experiment /, 
78-13940 

Preliminary analysis of the implications of 
natural radiations on _ geostationary 
operations /, 78-21796 

Preliminary analysis of tidal inlet hydraulics 
and stability., 78-25271 

Preliminary assessment of the water 
resources of the Tulalip Indian Reserva- 
tion, Washington /, 78-26135 

A preliminary catalog of programs and data 
for 10 - 100 GHz radio system predic- 
tions /, 78-22798 

Preliminary coal grinding tests for design of 
coal grinding systems in coal gasification 
plants /, 78-6707 

A preliminary dependency analysis for pro- 
gram_ evaluation Division of Major 
Facility Project Management., 78- 
20897 

Preliminary design and construction 
guidelines for vertical construction in 
desert and tropical theaters of operations 
/, 78-15107 


laser 


Preliminary design and initial testing of a 
mobile electrostatic precipator /, 78- 
25677 

Preliminary design of a single air heater 
segment suitable for a coal-fired open- 


cycle MHD system ... /, 
11037 

Preliminary design of an aircraft noise mea- 
surement system for certification and 
research /, 78-9697 

Preliminary design services : coal conver- 
sion demonstration plants /, 78-20855 

Preliminary design study of an intergrated 
tail rotor servo power module : final re- 
port /, 78-10813 

Preliminary determination of epicenters, 
78-3414 

Preliminary determination of epicenters; 
monthly listing., 78-3414 

Preliminary draft : report of Western Run 
and tributaries, flood hazard analysis Bal- 
timore County, Maryland., 78-91 

Preliminary draft of proposed amendments 
to the Federal rules of civil procedure., 
78-15676 

Preliminary economics of mining a thick 
coal seam by dragline, shovel-truck, and 
scraper mining systems /, 78-7302 

Preliminary environmental assessment of 
coal-fired fluidized-bed combustion 
systems /, 78-20759 

Preliminary environmental assessment of 
the CAFB /, 78-12948 
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Preliminary environmental assessment of 
the combustion modification techniques 
/, 78-12977 

Preliminary estimates of the charge for 
spent fuel storage and disposal services /, 
78-20466 

Preliminary evaluation of coal gasification 
processes /, 78-6694 

Preliminary evaluation of gas processing 
systems for the solvent refined coal 
process /, 78-6695 

Preliminary evaluation of sulfur variability 
in low-sulfur coals from selected mines /, 
78-8737 

A preliminary evaluation of the ATCRBS 
signal format for the BCAS data link /, 
78-9679 

Preliminary evaluation of the SO3-coal 
gasification process., 78-321 

Preliminary evaluation of user terminals for 
an automated pilot briefing system /, 
78-18713 

A preliminary feasibility study of a grid- 
connected integrated community energy 
system at Clark University., 78-6645 

Preliminary field test recommendations and 
prospective crude oil fields of reserviors 
for high priority field testing ... /, 78- 
8804 

Preliminary guidance for estimating erosion 
on areas disturbed by surface mining ac- 
tivities in the interior western United 
States /, 78-10905 

Preliminary guide to export opportunities 
to Japan containing information of 
general interest on expanding opportuni- 
ties for U.S. exports to Japan /, 78- 
19048 

Preliminary guide to the identification of 
larval fishes in the Tennessee River /, 
78-24534 

Preliminary guide to 1977 
governments., 78-19655 

Preliminary investigation nonproducing 
gas reserves onshore United States and in 
the Gulf of Mexico offshore state area as 
reported in Federal Power Commission 
form 15 : staff report /, 78-15325 

Preliminary investigation of general-pur- 
pose mat/panel materials : final report /, 
78-25232 

Preliminary investigation of market, institu- 
tional, and regulatroy barriers to natural 
gas production and use within Ap- 
palachia., 78-23349 

Preliminary investigation of user require- 
ments for solar radiation data., 78-4593 

Preliminary petrographic and geophysical 
interpretation of the exploratory geother- 
mal drill hole and core, Redstone, New 
Hampshire /, 78-23548 

Preliminary recreation master plan for the 
Angeles high country : Angeles National 
Forest., 78-22673 

The preliminary report of the national 
reservoir inundation study /, 78-21577 


census of 
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Preliminary report on the revitalization of 
the Federal contract compliance pro- 
gram., 78-718 

Preliminary report on U.S. production of 
selected synthetic organic chemicals., 
78-3725 

Preliminary results from retorting Michigan 
antrim shale /, 78-23571 

Preliminary scoring of selected organic air 
pollutants /, 78-6553, 78-6554 

Preliminary staff study, drug abuse in New 
York City schools /, 78-8336 

Preliminary standards, classification, and 
designation of lines of class 1 railroads in 
the United States : a report by the Secre- 
tary of Transportation : additions and 
corrections., 78-11866, 78-11867 

Preliminary statistics of income. Business 
income tax returns; sole proprietorships, 
partnerships., 78-22001 

Preliminary statistics of income. Individual 
income tax returns., 78-26552 

Preliminary statistics of income. Business 
income tax returns, 78-22001 

Preliminary statistics of income, 1975 : cor- 
poration income tax returns., 78-18493 

Preliminary studies of autoignition and 
flashback in a premixing-prevaporizing 
flame tube fusing jet-A fuel at lean 
equivalence ratios /, 78-7505 

Preliminary study of a large span-dis- 
tributed-load flying-wing cargo airplane 
concept /, 78-24238 

Preliminary study of distribution of carbon 
monoxide on and adjacent to freeways., 
78-844 

Preliminary study of effects of winglets on 
wing flutter /, 78-11757 

Preliminary study of large cogenera- 
tion/district heating power plants /, 78- 
25442 

Preliminary test program in chaff dispersal 
within thunderstorms at Kennedy Space 
Center /, 78-10576 

Preliminary test report 10 KWt solar ener- 
gy receiver., 78-10995 

Premium fuels from Northern Great Plains 
lignite., 78-6702 

Prepaid health plans : hearings before the 
Permanent Subcommittee on Investiga- 
tions of the Committee on Government 
Operations, United States Senate, 
Ninety-fourth Congress, second session 
wy 78-8287 

Prepaid health plans and health main- 
tenance organizations report of the 
Committee on Governmental Affairs, 
United States Senate /, 78-16433 

Preparation and loading of magnetron 
tubes and magnetic materials for air ship- 
ments., 78-14155 

Preparation & practice of community, pa- 
tient, and schoo! health educators 
proceedings of the Workshop on Com- 
monalities and Differences., 78-23841 

Preparation of a coal conversion systems 
technical data book ... /, 78-8810, 78- 
8811, 78-20851, 78-23328 





Preparation of a coal conversion systems 
technical systems data book /, 78- 
11055 

Preparation of structural 
materials /, 78-20936 

Preparation of water samples for asbestos 
fiber counting by electron microscopy /, 
78-17152 

Prepare yourself for promotion! with the 
IRS correspondence course program., 
78-2655 1 

Prepared testimony of Robert E. Patricelli, 
Administrator, Urban Mass Transporta- 
tion Administration, before the Transpor- 
tation Subcommittee of the Senate Ap- 
propriations Committee, March 10, 
1976., 78-22247, 78-22248, 78- 
22249 

Preparing for retirement : crisis or chal- 
lenge? : hearing before the Subcommit- 
tee on Retirement Income and Employ- 
ment of the Select Committee on Aging, 
House of Representatives, Ninety-fifth 
Congress, second June 10, 
1978., 78-26727 

Preparing manuscripts for proceedings and 
compendiums /, 78-6154 

Preprint from the 1974 Bureau of Mines 
Minerals Yearbook, 78-4970, 78- 
5005, 78-5006, 78-5007, 78-5008, 
78-5010, 78-5014, 78-5019, 78- 
$021, 78-5025, 78-5026, 78-5027, 
78-5030, 78-5031, 78-5032, 78- 
5034, 78-5035, 78-5036, 78-5037, 
78-5038, 78-5042, 78-5043, 78- 
5044, 78-5047, 78-5048, 78-5049, 
78-5050, 78-5053, 78-5057, 78- 
5058, 78-5059, 78-5060, 78-5061, 
78-5062, 78-5063, 78-5064, 78- 
5065, 78-11481, 78-11509, 78- 
11526 

Preprint from the 1975 Bureau of Mines 
Minerals Yearbook, 78-4965, 78- 
4966, 78-4967, 78-4968, 78-4969, 
78-4971, 78-4972, 78-4973, 78- 
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78-11505, 
78-11508, 
78-11512, 
78-11515, 
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78-15594, 
78-15597, 
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78-15606, 
78-17826, 
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78-21551, 
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78-21567 
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78-1 1510, 
78-11513, 
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78-11519, 
78-11522, 
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78-15576, 
78-15589, 
78-15592, 
78-15595, 
78-15598, 
78-15601, 
78-15604, 
78-17824, 
78-17827, 
78-17830, 
78-17833, 
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78-21552, 
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21544, 
21547, 


Yearbook, 


78-11473, 
78-11479, 
78-11487, 
78-15571, 
78-15575, 
78-15579, 
78-15582, 
78-15586, 
78-17807, 
78-17810, 
78-17813, 
78-17816, 
78-17819, 
78-17822, 
78-21545, 
78-21548, 


78-11474, 
78-11482, 
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78-15573, 
78-15577, 
78-15580, 
78-15583, 
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78-17808, 
78-17811, 
78-17814, 
78-17817, 
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78-21546, 
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4995, 78-4996, 
78-4999, 
5002, 78-5003, 
78-5011, 
5015, 78-5016, 
78-5020, 78-5022, 
5024, 78-5028, 
78-5039, 78-5040, 
5045, 78-5046, 
78-5054, 
5066, 
11476, 
11484, 
11488, 
11492, 
11495, 


78-5055, 
78-11470, 
78-11477, 
78-11485, 
78-11490, 
78-11493, 
78-11496, 


78-4976, 
78-4979, 
78-4983, 
78-4986, 
78-4990, 
78-4993, 
78-4997, 
78-5000, 
78-5004, 
78-5012, 
78-5017, 


78-5029, 
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78-4980, 
78-4987, 
78-4994, 
78-5001, 
78-5013, 
78-5023, 
78-5041, 
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21550, 78-21559, 
21562, 78-21565, 
Preschools under the 
act., 78-26279 
Prescribed burning : decisions, 
tions, strategies /, 78-19532 
Present and future energy needs on family 
farms : hearings before the Subcommit- 
tee on Family Farms, Rural Develop- 
ment, and Special Studies of the Com- 
mittee on Agriculture, House of 
Representatives, Ninety-fifth Congress, 
first session ..., 78-2236 
Presentation /, 78-14069, 78-25083 
Presentation by the Honorable Ray 
Marshall, National Press Club, Washing- 
ton, D.C., October 14, 1977., 78-5112 
Presentation by the Honorable Ray 
Marshall, Secretary of Labor, at the 
Washington Journalism Center, Washing- 
ton, D.C., December 12, 1977., 78- 
13841 


78-21561, 
78-21568 
Fair labor 


78- 
standards 
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Presentation by the Honorable Ray 
Marshall, Secretary of Labor, before 
Congressional City Conference, Washing- 
ton, D.C., March 7, 1977 [proceedings], 
78-17965 

Presentation by the Honorable Ray 
Marshall, Secretary of Labor, before the 
National Labor’ Relations Board, 
Washington, D.C., March 2, 1977., 78- 
17966 

Presentation of building plans and specifi- 
cations., 78-14781 

Presentaton by the Honorable Ray 
Marshall, Secretary of Labor, before the 
Department of Labor Awards Ceremony, 
Washington, D.C., March 4, 1977 
[proceedings]., 78-17964 

The presentence investigation report., 
15677 

Presentence report handbook /, 

Presenting ... disabled people., 

Preserving our natural heritage., 

The President, 78-7035 

President Carter's social security proposals 
: hearings before the Subcommittee on 
Social Security of the Committee on 
Ways and Means, House of Representa- 
tives, Ninety-fifth Congress, first session 
acy FR1155 

President Carter’s tax porgram., 78-14032 

President Carter’s welfare proposals 
hearings before the Task Force on Dis- 
tributive Impacts of Budget and 
Economic Policies of the Committee on 
the Budget, House of Representatives, 
Ninety-fifth Congress, first session, Oc- 
tober 13, 14, and 21., 78-9914 

The Presidential campaign 1976., 
16230 

The Presidents : from the inauguration of 
George Washington to the inauguration 
of Jimmy Carter : historic places com- 
memorating the Chief Executives of the 
United States., 78-7331 

The President’s advisory committee reduc- 
tion program /, 78-5577 

President’s Commission for the Protection 
of Human Subjects of Biomedical and 
Behavioral Research act of 1978 : report 
to accompany S. 2579., 78-19476 

The President’s Council on Physical Fitness 
and Sports organization, objectives, 
programs, situation report., 78-23731 

The President’s Environmental Youth 
Awards., 78-6559 

President’s hospital cost containment 
proposal : joint hearing before the Sub- 
committee on Health, Committee on 
Ways and Means, and the Subcommittee 
on Health and the Environment, Com- 
mittee on Interstate and Foreign Com- 
merce, U.S. House of Representatives, 
Ninety-fifth Congress, first session, on 
H.R. 6575 ... May 11, 12, and 13, 1977., 
78-8361 

President’s reorganization project : Person- 
nel Management Project., 78-11804 


78- 
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78-7540 
78-645 


78- 
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The President’s 1978 tax program., 78- 
21995 

The President’s 1978 tax 
detailed descriptions and 
analyses of the proposals., 78-24325 

The President’s 1978 tax program 
prepared statements of administration 
witnesses, appearing January 30, 31 and 
February 1, 1978 /, 78-10043 

The President’s 1978 tax reduction and 
reform proposals : hearings before the 
Committee on Ways and Means, House 
of Representatives, Ninety-fifth Congress, 
second session .., 78-24666, 78- 
24667, 78-24668, 78-24669 

Presque Isle Peninsula, Erie, Pennsylvania : 
letter from the Secretary of the Army, 
transmitting, a letter from the Chief of 
Engineers, Department of the Army, 
dated April 8, 1976, submitting a report, 
together with accompanying papers and 
illustrations, on Presque Isle Peninsula, 
Erie, Pennsylvania, requested by a 
resolution of the Committee on Public 
Works, United States Senate, adopted 
May 14, 1968., 78-12727 

Press braille adult., 78-13890 

Press conference : major topics, arms con- 
trol, SALT, Middle East, human rights, 
South Africa, China /, 78-15857 

Press conference, July 29, 1977, Washing- 
ton, D.C. : major topics, Middle East 
(West Bank, Geneva Conference), Horn 
of Africa, Panama, Cuba, SALT., 78- 
762 

Press handbook., 78-24527 

Press-Lam : progress in technical develop- 
ment of laminated veneer structural 
products /, 78-16565 

Press of Greece and Cyprus., 

Press releases, 78-3662 

Pressed and blown glass manufacturing 
plants., 78-10932 

Pressure and heating-rate distributions on a 
corrugated surface in a supersonic turbu- 
lent boundary layer /, 78-26358 

Pressure cookers., 78-11989 

Pressure distributions induced by elevon 
deflections on swept wings and adjacent 
end-plate surfaces at Mach 6 /, 78- 
21823 

Pressure distributions on a 1- by 3-meter 
semispan wing at sweep angles from 0 to 
40 in subsonic flow /, 78-11695 

Pressure model of a four-way spool valve 
for simulating electrohydraulic control 
systems /, 78-11694 

Pressure tests in flood-control conduit, 
Melvern Dam, Kansas : final report /, 
78-15078 

Pressurised fluidized bed combustion /, 
78-13087 

Pressurized fluidized bed combustion ... /, 
78-6712, 78-6713 

Pressurized water reactors reference 
nuclear power plant : standard safety 
analysis report (SWESSAR-P1) : Stone 


program 
supporting 


78-22323 
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& Webster Engineering Corporation /, 
78-20913 

Pretest census in Oakland, California and 
Camden, New Jersey : hearings before 
the Subcommittee on Census and Popu- 
lation of the Committee on Post Office 
and Civil Service, House of Representa- 
tives, Ninety-fifth Congress, first session, 
March 25 and May 16, 1977., 78-5636 

Pretesting in cancer communications 
methods, examples, and resources for im- 
proving cancer messages and materials., 
78-11201 

Pretrial release and detention : hearings be- 
fore the Subcommittee on Governmental 
Efficiency and the District of Columbia 
of the Committee on Governmental Af- 
fairs, United States Senate, Ninety-fifth 
Congress, second session, on H.R. 7747 
... January 31 and February 6, 1978., 
78-22484 

Pretrial release or detention : hearings and 
markups before the Subcommittee on Ju- 
diciary and the Committee on the Dis- 
trict of Columbia, House of Representa- 
tives, Ninety-fifth Congress, first session 
wy 78-2251 

Pretrial release or detention : 
company H.R. 7747., 
27100 

Pretrial services agencies : report to ac- 
company S.2937., 78-27056 

The prevalence of subsurface migration of 
hazardous chemical substances at 
selected industrial waste land disposal 
sites., 78-4572 

Preventing and _ controlling 
parasites of hogs /, 78-6062 

Preventing embezzlement /, 78-9528 

Preventing mental retardation - more can 
be done : report to the Congress /, 78- 
1791 

Preventing poisoning., 78-16092 

Prevention of animal diseases : agreement 
between the United States of America 
and Guatemala, signed at Guatemala, 
March 3, 1977., 78-21961 

Prevention pollution of and improving the 
quality of soil, water, and air., 78-6236 

Preventive maintenance., 78-7912 

Preventive maintenance of lead-acid batte- 
ries : the ‘lectric factory., 78-20220 

Preventive medicine in tropical Africa : 
Peace Corps Liberia health handbook /, 
78-10506 

A preview of Maryland’s forest resource /, 
78-16608 

A preview of methodological factors in per- 
formance assessment of time-varying air- 
craft noise effects /, 78-13950 

A preview of “Virginia’s timber, 1977” /, 
78-3996 

A preview of West 
resource /, 78-1359 

PREVIEW : computer assistance for visual 
management of forested landscapes /, 
78-14640 


report to ac- 
78-5736, 78- 


internal 


Virginia’s forest 
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Price and profits of leading retail food 
chains, 1970-74 : hearings before the 
Joint Economic Committee, Congress of 
the United States, Ninety-fifth Congress, 
first session, March 30 and April 5, 
1977., 78-12071 

Price differential between leaded and un- 
leaded gasoline hearing before the 
Committee on Energy and _ Natural 
Resources, United States Senate, Ninety- 
fifth Congress, second session ... March 
23, 1978., 78-26776 

Price index of new one-family houses sold., 
78-2641 

Price index of new one-family houses sold 
(Washington), 78-2641 

Prices and costs in the United States steel 
industry., 78-757 

Prices and FDA, 78-21254 

Prices and price indexes for individual 
commodities, 78-3538 

Prices received by farmers : Minnesota- 
Wisconsin manfacturing grade milk price 
series and final two-state estimates for 
1973-75., 78-8577 

Prices received by fishermen, 1939-74., 
78-14924 

Pricing of drugs, 1977 : joint hearing be- 
fore the Subcommittee on Health and 
Scientific Research of the Committee on 
Human Resources and the Subcommittee 
on Antitrust and Monopoly of the Com- 
mittee on the Judiciary, United States 
Senate, 95th Congress, first session ... 
July 14, 1977., 78-19133 

Pricing of noncompetitive contracts subject 
to the Truth-in-negotiations act : Depart- 
ment of Defense : report to the Congress 
/, 78-1877 

Primary lead production, 78-3464 

Primary magnesium, 78-3473 

Primary prevention, an idea whose time has 
come : proceedings of the Pilot Con- 
ference on Primary Prevention, April 2- 
4,1976/, 78-509 

A primer for career education /, 78-402 

A primer on auto emissions systems for 
home mechanics /, 78-15226 

A primer on four nutrients : proteins, car- 
bohydrates, fats, and fiber /, 78-15428 

A primer on vitamins., 78-17584 

Prince Edward County, Virginia, unincor- 
porated areas., 78-17754 

Principal executive branch officials of the 
administration of Jimmy Carter : supple- 
ment 3 to 1976/77 United States 
Government Manual., 78-1911 

The principal laws relating to Forest Ser- 
vice activities., 78-24943 

Principal program areas., 78-21340 

Principles and practices of occupational 
safety and health booklet 4, lesson 
health and environmental control., 78- 
15728 

Principles and practices of seed storage /, 
78-14567 


Printing and publishing, 78-2888 





Printing and publishing; quarterly industry 
report., 78r2888 

Printing and publishing occupations., 78- 
15684 

Printing and publishing; quarterly industry 
report, 78-2888 

Priorities and procedures for development 
of standards of performance for new sta- 
tionary sources of atmospheric emissions 
/, 78-12823 

Priorities for the future 
8510 

Priorities for 


: comments /, 78- 


the use of 
medicine : a conference 
17-19, 1976, National 
Health ...,  78-13510 

Priorities in agricultural research of the 
U.S. Department of Agriculture 
hearings before the Subcommittee on 
Administrative Practice and Procedure of 
the Committee on the Judiciary, United 
States Senate, Ninety-fifth Congress, first 
session ..., 78-26831 

Priority listing of industrial processes by 
total energy consumption and potential 
for savings., 78-13025 

Prison employee unionism : management 
guide for correctional administrators /, 
78-11605 

Prison employee unionism : the impact on 
correctional administration and programs 
/, 78-15672 

Prison population and policy choices /, 
78-7406 

Prisoner management and control /, 78- 
7426 

Prisoner 


resources in 
. November 
Institutes of 


transfer treaty between the 
United States of America and Mexico 
signed at Mexico, November 25, 1976., 
78-21936 

Prisoners in state and Federal institutions., 
78-17918 

Privacy act issuances. Compilation., 78- 
8907 

Privacy act system of records., 78-25353 

Privacy and confidentiality report and final 
recommendations of the Commission on 
Federal Paperwork hearing before a 
subcommittee of the Committee on 
Government Operations, House’ of 
Representatives, Ninety-fifth Congress, 
first session, October 17, 1977., 78- 
22474 

Privacy and security in computer systems /, 
78-9294 

Privacy and security of criminal history in- 
formation : compendium of state legisla- 
tion., 78-24082 

Privacy issues and supplemental security in- 
come benefits : report of the Comptroller 
General of the United States., 78-6940 

Private car lines, 78-7397, 78-21623 

Private companies should receive more 
consideration in Federal mass transit pro- 
grams : Urban Mass Transportation Ad- 
ministration, Department of Transporta- 
tion : report to the Congress /, 78-1649 
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Private foundation leasing of business as- 
sests : hearings before the Subcommittee 
on Taxation and Debt Management 
Generally of the Committee on Finance, 
United States Senate, Ninety-fifth Con- 
gress, first session, on S. 1514 ... July 25, 
1977., 78-1030 

Private pilot airplane written test guide., 
78-5377 

Private security : a selected bibliography /, 
78-21662 

Pro-static agents in jet fuels /, 78-20383 

Probabilistic fracture mechanics and op- 
timum fracture control of the solid 
rocket motor case of the shuttle /, 78- 
9431 

Probability-of-use criteria for the family 
Salmonidae /, 78-24057 

Probable domestic impact of changing from 
the chief value method of classifying tex- 
tile imports to the chief weight method : 
report to the President on investigation 
no. 332-82 under section 332 of the 
Tariff act of 1930., 78-9548 

Probable impact on U.S. trade of granting 
most-favored nation treatment to the 
U.S.S.R., 78-5663 

Probable maximum precipitation estimates 

Colorado River and Great 
drainages /, 78-1468 

Probation and parole activities need to be 
better managed : report to the Congress 
/, 78-6933 

Probing the earth : contemporary land pro- 
jects /, 78-2155 

Problem analysis 
recreation /, 78-34 

Problem identification : Great Lakes region 

1975 national water assessment., 78- 
18852 

Problem Identification course 
materials., 78-889 

Problem identification course 
materials., 78-888 

The problem of prison overcrowding and 
its impact on the criminal justice system : 
hearing before the Subcommittee on 
Penitentiaries and Corrections of the 
Committee on the Judiciary, United 
States Senate, Ninety-fifth Congress, first 
session, December 13, 1977., 78-24637 

The problem oriented system : a literature 
review., 78-8990 

Problem solving in EPSDT : training guide 
B/, 78-531 

Problem-solving information for state & 
local governments., 78-2723 

Problems affecting usefulness of the na- 
tional water assessment Water 
Resources Council., 78-1673 

Problems and needed improvements in 
evaluating Office of Education programs 

Office of Education, Department of 
Health, Education, and Welfare 
to the Congress /, 78-1794 

Problems facing family farms : hearing be- 

fore the Subcommittee on Family Farms, 


Basin 


research in forest 


: instructor 


: participant 


: report 
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Rural Development, and Special Studies 
of the Committee on Agriculture, House 
of Representatives, Ninety-fifth Congress, 
second session, March 13, 1978, Oregon, 
Ill., 78-26728 

Problems found with Government acquisi- 
tion and use of computers from 
November 1965 to December 1976 : re- 
port to the Congress /, 78-1726 

Problems in administration of two health 
grant projects in Region VIII : report /, 
78-25782 

Problems in assessing the impact of Educa- 
tion Division programs on girls and 
women for the National Advisory Coun- 
cil on Women’s Educational Programs /, 
78-8161 

Problems in carrying out the national blood 
policy : report /, 78-13306 

Problems in financing social security, 78- 
8944 

Problems in international trade 
before the Subcommittee on _ Interna- 
tional Trade of the Committee on 
Finance, United States Senate, Ninety- 
fifth Congress, first session, July 13, 
1977., 78-1026 

Problems in multifamily subsidized housing 
in Boston : hearings before the Commit- 
tee on Banking, Housing, and Urban Af- 
fairs, United States Senate, Ninety-fifth 
Congress, first session ... Boston, April 
18, 1977., 78-980 

Problems in planning and constructing 
transmission lines which interconnect 
utilities : Federal Power Commission., 
78-13217 

Problems in supporting weapons systems 
produced by other countries : 
ment of Defense : 
/, 78-1816 

Problems in the federal employee equal 
employment opportunity program need 
to be resolved : U.S. Civil Service Com- 
mission and other federal agencies : re- 
port to the Congress /, 78-1746 

Problems in the standardization and in- 
teroperability of NATO military equip- 
ment : hearing before a subcommittee of 
the Committee on Government Opera- 
tions, House of Representatives, Ninety- 
fifth Congress, first session 
12097, 78-22473 

Problems of administration of family 
planning programs in Region VIII : De- 
partment of Health, Education, and Wel- 
fare : report of the Comptroller General 
of the United States., 78-4692 

Problems of communism., 78-3495 

Problems of international terrorism 
ment /, 78-15852 

Problems of rural elderly households in 
Powell County, Kentucky /, 78-6253 

Problems of the Far East., 78-3842, 78- 
8170, 78-18855 

Problems of the new national bulk mail 
system : U.S. Postal Service : report of 


: hearing 


Depart- 
report to the Congress 


: State- 
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the Comptroller General of the United 
States., 78m4674 

Problems persist in the Puerto Rico food 
stamp program, the nation’s largest : re- 
port /, 78-21002 

Problems with Federal equal employment 
opportunity guidelines on employee 
selection procedures need to be resolved 
: report to the Congress /, 78-13249 

Procedural guide for the pipeline safety 
grant program., 78-892 

A procedural guide to the performance of 
rubella hemagglutination-inhibition tests., 
78-4878 

Procedural history, advance issuance of 
chapters 16 and 17., 78-22850 

Procedural history, advance issuance of 
index., 78-22851 

Procedural manual for the Update phase, 
updating the GBF/DIME system., 78- 
115 

Procedural operations of the Farmers 
Home Administration, Department of 
Agriculture, in Wisconsin : report of the 
Comptroller General of the United 
States., 78-1660 

Procedure and administration, 78-3706 

A procedure for detection and measure- 
ment of interfaces in remotely acquired 
data using a digital computer /, 78- 
9320 

A procedure for estimating enrollment and 
cost factors at potential AFROTC host- 
sites : interim technical memorandum for 
period February 1975 - June 1975 /, 78- 
15149 


A procedure for estimating nonfuel operat- 


ing and maintenance costs for large 
steam-electric power plants., 78-317 

Procedure for the evaluation of environ- 
mental monitoring laboratories /, 78- 
17153 

A procedure used for a ground truth study 
of a land use map of north Alabama 
generated from Landsat data /, 78- 
18075 

Procedures for cascade impactor calibra- 
tion and operation in process streams /, 
78-17104 

Procedures for claims collection officers to 
follow to implement Claims collection 
act of 1966., 78-17693 

Procedures for claims collection officers to 
follow to implement Federal claims col- 
lection act of 1966, 78-17693 

Procedures for considering environmental 
impacts of proposed FAA actions., 78- 
7891 

Procedures for development of CBR design 
curves : final report /, 78-6494 

Procedures for evaluating operations of 
water monitoring networks /, 78-12938 

Procedures for field development of auto- 
mation projects., 78-5358 

Procedures for field testing microwave 
ovens /, 78-452 

Procedures for handling airspace matters 
handbook., 78-5362 
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Procedures for preliminary analysis of tidal 
inlet hydraulics and stability /, 78- 
25271 

Procedures for rapid deployment, redeploy- 
ment, and retrograde : facility develop- 
ment guide., 78-20141 

Procedures for rounding measurment 
results in nuclear materials control and 
accounting /, 78-18946 

Procedures for salvage of water-damaged 
library materials /, 78-18031 

Procedures for the management of petrole- 
um products., 78-12632 

Procedures for the microbiological ex- 
amination of production batch prepara- 
tions of the nuclear polyhedrosis virus 
(Baculovirus) of the gypsy moth, Lyman- 
tria dispar L. /, 78-16636 

Procedures for the preparation of emission 
inventories for volatile organic com- 
pounds., 78-6555 

Procedures for the systematic evaluation of 
remote sensor performance and quantita- 
tive mission planning /, 78-25226 

Procedures manual _ for _ electrostatic 
precipitator evaluation /, 78-15284 

Procedures manual for environmental as- 
sessment of fluidized-bed combustion 
processes /, 78-6585 

Procedures manual for ground water moni- 
toring at solid waste disposal facilities., 
78-12871 

Procedures source term measurement pro- 
gram /, 78-18897 

Procedures to safeguard social security 
beneficiary records can and should be 
improve : report /, 78-23650 

Procedures used at the National Bureau of 
Standards to determine selected trace 
elements in biological and _ botanical 
materials /, 78-6271 

Procedures used for holding architects and 
engineers responsible for the quality of 
their design work Department of 
Defense, General Services Administra- 
tion : report to the Congress /, 78-1808 

Proceedings, 78-3792, 78-24161 

Proceedings : Fifth International Congress 
on Automotive Safety., 78-22275 

Proceedings : Fine Particle Emissions Infor- 
mation System User Workshop /, 78- 
12955 

Proceedings particulate _—_ collection 
problems using ESP’s in the metallurgical 
industry /, 78-12923 

Proceedings second Symposium on 
Southern Hardwoods April 20-22, 
1977, Dothan, Alabama., 78-19527 

Proceedings : seminar on in-stack particle 
sizing for particulate control device 
evaluation /, 78-6576 

Proceedings Seminar on Underground 
Construction Problems, Techniques and 
Solutions : Chicago, Illinois, October 20- 
22,1975 /, 78-14197 

Proceedings Symposium on Flue Gas 
Desulfurization, Hollywood, Fla., 
November 1977 /, 78-17181 
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Proceedings : technical opportunities for 
energy conservation inbuildings through 
improved controls ... /, 78-10979, 78- 
10980 

Proceedings : Workshop on Materials Han- 
dling for Tunnel Construction, Keystone, 
Colorado, August 3-5, 1977 /, 78- 
24399 

Proceedings : 4th International Ash Utiliza- 
tion Symposium, St. Louis, Mo., March 
24-25, 1976 /, 78-4622 

Proceedings, 1977 Flat - Plate Solar Col- 
lector Conference, February 28 - March 
2, 1977, Orlando, Florida /, 78-12780 

Proceedings - National Advisory Board 
Council., 78-21604 

Proceedings - National Advisory Board for 
Wild Free-Roaming Horses & Burros., 
78-21606 

Proceedings - TSC Workshop on Attitu- 
dinal Surveys for Transportation 
Planning and Evaluation /, 78-14200 

Proceedings, AESOP Conference, Opera- 
tions Managers, Arlington, Virginia, July 
11-13, 1977., 78-1548 

Proceedings, AESOP conference, volume 
14 : Arlington, Virginia, March 31-April 
2, 1976., 78-10971 

Proceedings, AESOP conference, volume 
15 : Denver, / Colorado, Sept. 28-30, 
1976., 78-6599 

Proceedings, AESOP conference, volume 
16 : Seattle, Washington, May 3-4, 
1977., 78-6600 

Proceedings, AESOP Conference, volume 
17 : Boston, Massachusetts, September 
13-15, 1977., 78-16964 

Proceedings and findings of the 1976 
Workshop on Ride Quality., 78-7720 

Proceedings eighth National Symposium on 
Food Processing Wastes : March 30 - 
April 1, 1977, Seattle, Washington /, 
78-1571 

Proceedings, first USA-USSR Joint Sym- 
posium on Blood Transfusion, Moscow, 
USSR, October 18-20, 1976., 78-21207 

Proceedings for the second workshop on 
The Use of Solar Energy for the Cooling 
of Buildings : August 4-6, 1975 /, 78- 
6860 

Proceedings from the NRC-IAEA spent 
fuel storage meeting, February 28-March 
2, 1978., 78-24502 

Proceedings, IFYGL Symposium : fifty-fifth 
annual meeting of the American 
Geophysical Union, April 8-12, 1974., 
78-1465 

Proceedings, National Conference on 
Regulatory Reform., 78-18975 

Proceedings of a conference on mathemati- 
cal modeling of coal conversion 
processes, Washington, D.C., November 
16, 1976/, 78-6602 

Proceedings of an Information Meeting on 
accelerator-breeding held at Brookhaven 
National Laboratory, Upton, New York, 
January 18-19, 1977., 78-10977 





Proceedings of conference on tire rolling 
resistance : Akron, Ohio, June 1976 /, 
78-7716 

Proceedings of Forest Service - Federal 
Power Commission workshop : San Fran- 
cisco, California, April 9, 10, & 11, 
1975., 78-14582 

Proceedings of International 
Cable Symposium., 78-16945 

Proceedings of Seminar for Newly Ap- 
pointed United States District Judges /, 
78-683 

Proceedings of symposium : solar energy in 
Pittsburgh : a look at reality and 
prospects, Pittsburgh, Pennsylvania, May 
25,1976 /, 78-1583 

Proceedings of Symposium on Use of Solar 
Energy for Poultry and _ Livestock 
Production, Auburn University, Auburn, 
Alabama, November 9-10, 1976., 78- 
10976 

Proceedings of the Close Timber Utiliza- 
tion Work Conference : a Forest Service 
conference held at the Forest Products 
Laboratory, Madison, WI, December 2-3, 
1975., 78-16550 

Proceedings of the conference : air quality 
impact analysis for application in land 
use and transportation planning, June 24- 
26, 1974, Berkeley, California /, 78- 
23425 

Proceedings of the Conference’ on 
Metropolitan Physical Environment : use 
of vegetation, space, and structures to 
improve amenities for people : held at 
Syracuse, New York, 25-29 August 
1975., 78-10403 

Proceedings of the Conference’ on 
Research and Training Opportunities for 
Minority Colleges /, 78-18540 

Proceedings of the Department of Energy's 
Solar Update : four regional conferences 
highlighting the objectives, plans, and ex- 
perience of the National Commercial 
Solar Heating and Cooling Demonstra- 
tion Program and the National Solar 
Data Program, July 1978, Atlanta, San 
Francisco, Chicago, Boston /, 78-23230 

Proceedings of the DOE Chemi- 
cal/Hydrogen Energy Systems Contractor 
Review, held November 16-17, 1977, 
Hunt Valley, Maryland /, 78-23227 

Proceedings of the ERDA _ Semiannual 
Photovoltaic Advanced Materials Pro- 
gram Review Meeting., 78-20800 

Proceedings of the ERDA Semiannual 
Solar Photovoltaic Program Review 
Meeting, 78-20800 

Proceedings of the ERDA semiannual solar 
photovoltaic program review meeting : 
silicon technology programs branch, 
University of California, San Diego, 
California, January 18-20, 1977 /, 78- 
20799 

Proceedings of the Fifth National Congress 

waste management technology and 
resource and energy recovery., 78-240 


Wire and 
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Proceedings of the first annual William T. 
Pecora Memorial Symposium, October 
1975, Sioux Falls, South Dakota /, 78- 
13757 

Proceedings of the first conference of the 
Metropolitan Tree Improvement Al- 
liance., 78-22676 

Proceedings of the first Eisenhower Con- 
sortium Research Symposium, Sept. 14- 
19, 1975, Vail, Colorado., 78-16564 

Proceedings of the first FDA Office of 
Science Summer Symposium., 78-7089 

Proceedings of the first National Con- 
ference on Strengthening Organizational 
Capabilities for Transportation Planning 
/, 78-15923 

Proceedings of the First National Con- 
ference on Transit Performance /, 78- 
8049 

Proceedings of the first National Sickle 
Cell Educational Symposium ; May, 
1976, St. Louis, Missouri., 78-17541 

Proceedings of the Fluidized Bed Com- 
bustion Technology Exchange Workshop, 
April 13-15, 1977 /, 78-13022 

Proceedings of the fourth National Con- 
ference on Fire and Forest Meteorology, 
St. Louis, Missouri, November 16-18, 
1976., 78-12385 

Proceedings of the Fusion Fueling 
Workshop held at Princeton University, 
New Jersey, November 1-2, 1977 /, 78- 
15217 

Proceedings of the Geology and Food Con- 
ference, with related U.S. Geological 
Survey projects and a bibliography /, 
78-4956 

Proceedings of the Interdepartmental Wor- 
kers’ Compensation Task Force Con- 
ference on Occupational Diseases and 
Workers’ Compensation, 1976 /, 78- 
12151 

Proceedings of the International Con- 
ference on Liquid Metal Technology in 
Energy Production, ... May 3-6, 1976, 
Champion, Pennsylvania /, 78-10974 

Proceedings of the International Occupa- 
tional Hand-Arm Vibration Conference /, 
78-1962 

Proceedings of the International Symposi- 
um on the Management of Wastes from 
the LWR Fuel Cycle : held at the Denver 
Hilton Hotel, Denver, Colorado, July 11- 
16,1976 /, 78-8750 

Proceedings of the International Workshop 
on Technology for Protein Separation 
and Improvement of Blood Plasma Frac- 
tionation : Reston, Virginia, September 
7-9, 1977 /, 78-17540 

Proceedings of the Judicial Conference, 
September 15-16, 1977 : communication 
from the Chief Justice of the United 
States ..., 78-12218 

Proceedings of the Marine Safety Council., 
78-3792 

Proceedings of the Meeting on CTR Elec- 
trical Insulators, May 17-19, 1976, at 
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Los Alamos Scientific Laboratory /, 78- 
23223 

Proceedings of the National Convention of 
the American Legion., 78-16309 

Proceedings of the National Convention of 
the Veterans of Foreign Wars of the 
United States., 78-16310, 78-24682 

Proceedings of the National Convention of 
the Veterans of World War I of the 
United States, Inc., 78-16311, 78- 
24680 

Proceedings of the National Security Con- 
ference, July 18-20, 1977, National 
Defense University : toward cooperation, 
stability, and balance., 78-25130 

Proceedings of the National Symposium on 
Transportation for Agriculture and Rural 
America /, 78-9573 

Proceedings of the NBS/RIA Workshop on 
Robotics Research held at Williamsburg, 
Virginia, July 12-13, 1977 /, 78-19744 

Proceedings of the Outdoor Recreation 
Research Needs Workshop at the Mather 
Training Center, Harpers Ferry, West 
Virginia, September 4-6, 1974, /, 78- 
24066 

Proceedings of the Plasma Heating 
Requirements Workshop, held at the 
Holiday Inn, Gaithersburg, Md., 

and 7, 1977 /, 78- 


December 5, 6, 
25385 
Proceedings of the regional rail planning 


seminars, fall 1976 /, 78-15942 

Proceedings of the SCAR _ [Supersonic 
Cruise Aircraft Research] Conference 
held at Langley Research Center, Hamp- 
ton, Virginia, November 9-12, 1976., 
78-18235 

Proceedings of the second annual Climate 
Diagnostics Workshop held at the 
Scripps Institute of Oceanography, La 
Jolla, California, October 18-20, 1977., 
78-19831 

Proceedings of the second Fusion-Fission 
Energy Systems Review Meeting, 
November 2 and 3, 1977, Washington, 
D.C. /, 78-25384 

Proceedings of the second Open Forum on 
Management of Petroleum’ Refinery 
Wastewater /, 78-20730 

Proceedings of the Second Stationary 
Source Combustion Symposium., 78- 
12968, 78-17166 

Proceedings of the second Workshop on 
Cardiovascular Epidemiology and 
Biostatistics Training Programs., 78- 
21208 

Proceedings of the semiannual review 
meeting, Silicon Technology Programs 
Branch, Denver, Colorado, March 7-9, 
1978 /, 78-23221 

Proceedings of the Solar Industrial Process 
Heat Symposium, September 19-20, 
1977, College Park, Maryland /, 78- 
23225 

Proceedings of the Southern States Recrea- 
tion Research Applications Workshop, 
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Asheville, North Carolina, September 15- 
18, 1975., 78-16642 

Proceedings of the Southwest Conference 
on Coordinating Mobility Programs for 
the Transportation Disadvantaged /, 78- 
9575 

Proceedings of the stated convention of the 
National Encampment, United Spanish 
War Veterans., 78-16321 

Proceedings of the Symposium on the Ef- 
fect of Growth Acceleration on the Pro- 
perties of Wood., 78-16551 

Proceedings of the Symposium on the En- 
vironmental Consequences of Fire and 
Fuel Management in Mediterranean 
Ecosystems, August 1-5, 1977, Palo Alto, 
California., 78-10409 

Proceedings of the Symposium on _ the 
Production and Neutralization of Nega- 
tive Ions and Beams, September 26-30, 
1977, Brookhaven National Laboratory /, 
78-25441 

Proceedings of the third National Ground 
Water Quality Symposium /, 78-1551 

Proceedings of the USPS Mechanization 
Seminar, October 27-28, 1976 /, 78- 
5165 

Proceedings of the Workshop Management 
of Southern Forests for Nongame Birds, 
January 24-26, 1978, Atlanta, Georgia., 
78-16643 

Proceedings of the workshop on Health 
Manpower Shortage Areas /, 78-1957 


Proceedings of the workshop on Nongame 


Bird Habitat Management in_ the 
Coniferous Forests of the Western 
United States, February 7-9, 1977, Port- 
land, Or., 78-10407 

Proceedings of the Workshop on Solar Col- 
lectors for Heating and Cooling of 
Buildings, New York City, November 21- 
23, 1974, held in conjunction with the 
winter annual meeting of the American 
Society of Mechanical Engineers /, 78- 
24260 

Proceedings of the Yale Conference on 
Behavioral Medicine, February 4-6, 
1977, New Haven, Connecticut /, 78- 
15420 

Proceedings of the 1976 conference 
“Employee assistance programs, an alter- 
native to tragedy” /, 78-15946 

Proceedings of the 1977 MACSYMA 
Users’ Conference /, 78-18240 

Proceedings of the 1977 Oil Spill Response 
Workshop /, 78-15614 

Proceedings of 1975 symposium : adhesives 
for products from wood., 78-16546 

Proceedings, Second Annual Underground 
Coal Gasification Symposium, August 
10-12, 1976 ... Morgantown, West Vir- 
ginia /, 78-11068 

Proceedings, third US-USSR Joint Symposi- 
um on Congenital Heart Disease, 
Bethesda, Maryland, April 14-15, 1977., 
78-15422 
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Proceedings, third US-USSR Joint Symposi- 
um on Myocardial Metabolism, William- 
sburg, Virginia, May 9-11, 1977., 78- 
11216 

Proceedings, third Workshop on Ocean 
Thermal Energy Conversion (OTEC), 
Houston, Texas, May 8-10, 1975 /, 78- 
25705 

Proceedings, US-USSR Symposium on 
Management of Ischemic Heart Disease : 
Moscow, USSR, October 18-20, 1976., 
78-17539 

Proceedings, Working Conference on 
Minimum Review Criteria for Profes- 
sional Social Work Practice : April 4-7, 
1976, Pittsburgh, Pennsylvania /, 78- 
11234 

Proceedings, 1976 Engineering Foundation 
conferences : the role of microorganisms 
in the recovery of oil., 78-15801 

Proceso de cobro (deudas del impuesto 
sobre ingreso) : the collection process 
(income tax accounts)., 78-26553 

Process and layout flow charting for analy- 
sis : workbook., 78-10627 

Process comparison effluent treatment am- 
monia separation : final report /, 78- 
8807 

Process development for solvent refined 
lignite laboratory autoclave studies., 78- 
6702 

Process feasibility study in support of sil- 
icon material task I ... /, 78-4598, 78- 
23302 

A process for the evaluation of training., 
78-4270 

A process of global enlightenment : inter- 
national education, link for human un- 
derstanding /, 78-21874 

Process technology background for en- 
vironmentaL assessment/systems analysis 
utilizing residual fuel oil /, 78-10949 

Processed fishery products, annual summa- 
ry., 78-16834, 78-19905 

Processed fruits, 78-2424 

Processing chalcopyrite concentrates by a 
nitrogen roast-hydrometallurgical 
technique /, 78-26170 

Processing Department of the Library of 
Congress : organization and functions., 
78-7454 

Processing gold ores using heap leach-car- 
bon adsorption methods /, 78-15565 

Processing hardwood bark residues by 
screening /, 78-22708 

Processing instrument approach data for 
microwave landing system implementa- 
tion /, 78-7965 

Processing maple syrup with a vapor com- 
pression distiller : an economic analysis /, 
78-10350 

Processing of requisitions and analysis of 
reports submitted by HUD grantees., 
78-11310 

Processing personnel actions, 
78-25089 

Procurement : a report of the Commission 
on Federal Paperwork., 78-8203 


78-2943, 
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Procurement and production of printing, 
duplicating, micropublishing and office 
copying., 78-4320 

Procurement from small and other business 
firms., 78-2990 

Procurement law., 78-20206 

Procurement newsletter., 78-3081 

Procurement practices of cities under 
Federal grant funds : questionaire sur- 
vey., 78-13364 

Procurement procedures., 78-16022 

Procurement quality assurance for fresh 
dairy products : appendix A., 78-4321 

Procurement quality assurance for main- 
tenance and overhaul of major items and 
components : appendix B., 78-23079 

Procurement regulation directive, 78- 
3604, 78-3605 

Procurement, supply cataloging and clas- 
sification., 78-8892 

Product durability and life., 

Product liability : final report of the in- 
surance study /, 78-1387 

Product liability insurance : a report of the 
Subcommittee on Capital, Investment, 
and Business Opportunities of the Com- 
mittee on Small Business, House of 
Representatives, Ninety-fifth Congress, 
second session, together with additional 
and dissenting views., 78-14488 

Product liability insurance : hearings before 
the Subcommittee on Capital, Invest- 
ment, and Business Opportunities of the 
Committee on Small Business, House of 
Representatives, Ninety-fifth Conress, 
first session ..., 78-14403, 78-19227 

Product liability, insurance study., 78- 
1387 

Product safety education flammable 
fabrics, student’s readings., 78-8148 

Production and marketing costs and mar- 
gins for poultry and eggs /, 78-6244 

Production cycles in aquatic microcosms /, 
78-10950 

Production efficiency study of slipformed 
concrete median barrier construction /, 
78-7830 

Production efficiency study on rubber-tired 
scrapers /, 78-7831 

Production manual for contract administra- 
tion services., 78-23080, 78-23081, 
78-23082 

Production of cottage cheese, 78-2490 

Production of creamery butter and cheese, 
78-2490 

Production of Engelmann spruce seed, 
Fraser Experimental Forest, Colorado : a 
5-year progress report /, 78-14695 

Production of ice cream and related frozen 
products, 78-2490 

Production of manufactured 
products, 78-10472, 78-19622 

Production, prices, employment, and trade 
in Northwest forest industries., 78-2397 

Production, prices, employment and trade 
in Pacific Northwest forest industries, 
78-2397 


78-19759 
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Production suitability of an electroform 
conductive wax process for the manufac- 
ture of fluidic systems : phase II /, 78- 
23174 

Production suitability of an electroform 
conductive-wax process for the manufac- 
tures of fluidic systems : final report for 
period March 1976 - October 1976 /, 
78-2033 1 

Productivity and cost of employment. 
Local service carriers., 78-22902 

Productivity and job security : attrition, 
benefits and problems, fall 1977., 78- 
2212 

Productivity and quality of working life 
centers : conference report and directo- 
ty., 78-16148 

Productivity and the quality of working 
life., 78-8662 

Productivity centers around the world., 
78-15818 

Productivity in the Federal sector 
hearings before the Task Force on Tax 
Expenditures, Government Organization, 
and Regulation of the Committee on the 
Budget, House of Representatives, 
Ninety-fifth Congress, second session, 
February 14, 16, and March 2, 1978., 
78-24578 

Productivity indexes for selected industries, 
1977 edition., 78-5116 

Productivity management : design and ap- 
plication of measurement systems., 78- 
10628 

The productivity of people : grant projects 
in human resource management : Inter- 
governmental personnel act., 78-171 

Productivity of skidders in selection cuts of 
southwestern ponderosa pine /, 78- 
16613 

Productivity trends in the construction in- 
dustry a comparative international 
review /, 78-4891 


Products of natural gas processing plants, 
78-3437 


Professional immunity and incident report- 


ing /, 78-7729 

Professional responsibility, the public client 
: an address by A. A. Sommers, Jr. Com- 
missioner, Securities and Exchange Com- 
mission, [before] Columbus Chapter of 
Certified Public Accountants and Colum- 
bus Bar Association, Columbus, Ohio, 
March 20, 1974., 78-811 

Professional review for nursing, an empiri- 
cal investigation., 78-8988 

Professional services., 78-11934 

Professional standards review organizations 
: hearings before the Subcommittee on 
Oversight of the Committee on Ways and 
Means, House of Representatives, 
Ninety-fifth Congress, first session, April 
4 and 6, 1977., 78-1154 

Professional standards review organizations 
: program evaluation., 78-17601 

Professional workers in State agricultural 
experiment stations and other cooperat- 
ing State institutions., 78-19513 
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Professionalism and changes in the Foreign 
Service : speech /, 78-18403 

Professors of war : the Naval War College 
and the development of the naval profes- 
sion /, 78-225 

Profile., 78-2988 

Profile (Norfolk), 78-2988 

A profile of airline service in the 48 con- 
tiguous states, June 1, 1975., 78-14886 

Profile of chronic illness in nursing homes : 
United States, National nursing home 
survey : August 1973-April 1974 /, 78- 
13541 

A profile of Hispanic employment 
1976., 78-10625 

A profile of private liberal arts colleges /, 
78-17420 

A profile of the crime problem in William 
Nickerson Jr. Gardens, Los Angeles, 
Calif., 78-7182 

Profiles of career education projects; sup- 
ported under sections 402 and 406 of the 
Education amendments of 1974 (Public 
Law 93-380)., 78-23712, 78-23713 

Profiles of scheduled air carrier airport 
operations, 78-26608 

Profiles of scheduled air carrier departure 
and arrival operations for top 100 U.S. 
airports., 78-26608 

Profiles of scheduled air carrier passenger 
traffic for top 100 U.S. airports., 78- 
22172, 78-26605 

Profiles of scheduled air carrier passenger 
traffic, top 100 U.S. airports, 78-22172 

Profiles of scheduled passenger traffic, 
78-26605 

The profit and price performance of lead- 
ing food chains, 1970-74 : a study /, 
78-2252 

Progeny testing longleaf pine at two loca- 
tions /, 78-24963 

Program administration and cost planning : 
Courthouse Reorganization & Renova- 
tion Program., 78-21675 

Program and demographic characteristics 
of supplemental security beneficiaries, 
December 1976., 78-25843 

Program announcement - National Endow- 
ment for the Humanities., 78-18332 

Program evaluation act of 1977 and 
Federal spending control act of 1977 : 
hearings before the Committee on Rules 
and Administration, United States 
Senate, Ninety-fifth Congress, first and 
second sessions, on S. 2 ... and S. 1244 

. September 28, 1977, April 19, and 

June 8, 1978., 78-22546 

Program evaluation and analysis : a 
management report for State and local 
governments., 78-11286 

Program evaluation and analysis : a techni- 
cal guide for State and local govern- 
ments., 78-11290 

Program evaluation support for the motor 
vehicle diagnostic inspection demonstra- 
tion projects /, 78-9779 


: 1974- 
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Program for action the Pilgrim Area 
Resource Conservation and Development 
Project., 78-16683 

Program for better jobs and income., 78- 
19269 

The program for better jobs and income : a 
guide and a critique : a study /, 78- 
5540 

The program for better jobs and income : 
an anaysis of costs and distributional ef- 
fects: a study /, 78-9924 

Program for colcluation X-ray powder dif- 
fraction interplanar (d) spacings with a 
Tektronix-31 desk top programmable 
calculator /, 78-11072 

Program guide Mental 
Behavioral Sciences Service 
program guide for 
16069, 78-16070 

Program guide : nursing service : guidelines 
for continuing education., 78-5439 

Program guide Prosthetic and Sensory 
Aids Service : add-on automotive adap- 
tive equipment for passenger automo- 
biles., 78-16068 

Program guide : selection and application 
of knee mechanisms., 78-16067 

Program guide : the Chief of Staff Pro- 
gram., 78-5438 

Program guide - Office of Research and 
Development., 78-12867, 78-12868 

Program HTVOL : the determination of 
tree crown volume by layers /, 78- 
14639 

Program 


Health and 
: inpatient 
psychiatry., 78- 


information and _ application 


procedures; the comprehensive program., 
78-17412 

Program instruction., 78-3242 

Program level evaluation of ASAP diagno- 
sis, referral and rehabilitation efforts., 
78-16043 

Program manual for MAST programs /, 
78-9560 

Program measurement system., 78-19785 

Program plan for ERDA’s participation in 
the IEA Working Party on Energy Con- 
servation Research and Development., 
78-11031 

Program planning document highway 
vehicle alternative fuels utilization pro- 
gram (AFUP)., 78-20481 

The Program reauthorization and evalua- 
tion act of 1978 : report of the Commit- 
tee on Rules and Administration together 
with additional views to accompany S. 
[2] ..., 78-24846 

Program regulation guide., 78-3243 

Program report., 78-24267, 78-24268, 
78-24269, 78-24270, 78-26423 

Program report - National Science Founda- 
tion, 78-24267, 78-24268, 78-24269, 
78-24270, 78-26423 

Program review timber management 
research : Pacific Northwest Forest and 
Range Experiment Station, July 12-30, 
1976 /, 78-3981 
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Program review proceedings of environ- 
mental effects of enegy related activities 
on marine/esturine ecosystems /, 78- 
10954 

Program to certify the agreements to pro- 
tect employees affected by grants made 
under the Urban mass transportation act 
of 1964 : Department of Labor : report 
of the Comptroller General of the United 
States., 78-1786 

Program to develop acoustic emission-flaw 
relationship for inservice monitoring of 
nuclear pressure vessels : annual report, 
July 1,1976-October 1, 1977 /, 78- 
18968 

Program to develop acoustic emission-flaw 
relationship for inservice monitoring of 
nuclear pressure vessels : progress report, 
February 1-July 1, 1977 /, 78-8189 

Program to develop acoustic emission flaw 
relationship for inservice monitoring of 
nuclear pressure vessels : progress report, 
October 1, 1977-January 1, 1978 /, 78- 
18969 

A Program to discover materials suitable 
for service under hostile conditions ob- 
taining in equipment for the gasification 
of coal and other solid fuels ... /, 78- 
8799, 78-8800, 78-20510, 78-20857, 
78-20858, 78-23311 

Program to pay black lung benefits to coal 
miners and their survivors - improve- 
ments are needed Departments of 
Labor and Health, Education, and Wel- 
fare : report to the Senate Committee on 
Human Resources /, 78-4705 

Programa de habla Hispana 
speaking program., 78-18518 

Programmer/analyst skill level 1/2., 78- 
8695 

Programmer/analyst skill level 1/2 and 3., 
78-4393 

Programmer/analyst skill levels 1 and 2., 
78-10721 

Programs - U.S. Department of Housing 
and Urban Development., 78-17683, 
78-21339 

Programs 
19867 

Programs and activities - Smithsonian In- 
stitution., 78-21986 

Programs for procuring conventional am- 
munition and modernizing and expanding 
ammunition _ plants Department of 
Defense : report to the House Committee 
on Appropriations /, 78-1815 

Programs for road network planning /, 
78-22712 

Programs for the handicapped., 

Programs of HUD, 78-17683, 
78-23875 

Programs to prevent juvenile delinquency., 
78-7403 

Progress against cancer of the colon and 
rectum., 78-17528 

Progress against cancer of the lung., 78- 
11212 


Spanish 


and accomplishments., 78- 


78-3239 
78-21339, 
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Progress against cancer of the skin., 78- 
17533 

Progress against cancer of the testis., 78- 
23814 

Progress and outlook for east European 
agriculture, 1976-80 /, 78-24982 

Progress and problems in improving the 
availability of primary care providers in 
underserved areas : report to the Con- 
gress /, 78-25778 

Progress and problems in treating alcohol 
abusers : National Institute on Alcohol 
Abuse and Alcoholism, Department of 
Health, Education, and Welfare : report 
to the Congress /, 78-4678 

Progress in aircraft design since 1903 /, 
78-21788 

Progress in Cyprus negotiations : message 
from the President of the United States 
.-» 78-8394, 78-8406, 78-12243, 
78-19290 

Progress in fertilizer : production, market- 
ing, education., 78-18986 

Progress in improving program and budget 
information for congressional use : report 
to the Congress /, 78-13357 

Progress in scientific and technical commu- 
nications, annual report, 78-24271 

Progress in sport fishery research, 78- 
21592 

Progress in supersonic cruise aircraft 
technology /, 78-26335 

Progress in technical development of 
laminated veneer structural products., 
78-16565 

Progress in the prevention and control of 
air pollution., 78-8473, 78-10959, 
78-24808 

Progress made and improvements needed 
in developing a containerized ammuni- 
tion system /, 78-25805 

Progress notes., 78-3042 

Progress notes - Walter Reed Army Medi- 
cal Center, 78-3042 

Progress of education in the United States 
of America., 78-17437 

Progress of public education in the United 
States of America, 78-17437 

Progress on coal-derived fuels for aviation 
systems /, 78-26336 

Progress report - Office of Telecommunica- 
tions., 78-12456 

Progress report for the Division of 
Safeguards and Security : July-December 
1976 /, 78-20937 

Progress report on geology of the Edwards 
aquifer, San Antonio area, Texas, and 
preliminary interpretation of berehole 
geophysical and laboratory data on car- 
bonate rocks /, 78-21487 

Progress report on selected geophysical ac- 
tivities of the United States, 1973-76: a 
quadrennium of cooperation and 
progress : for presentation to the III Pan 
American Consultation on Geophysics, 
Quito, Ecuador, August 15-20, 1977 /, 
78-13743 
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Progress report to the Congress; including 
aggregated disclosure statement respon- 
ses., 78-18836 

Progress report 2 using power plant 
discharge water in controlled environ- 
ment greenhouses /, 78-16156 

Progress through achievements., 78- 
25085 

Progress through coordination : the Na- 
tional Heart, Blood Vessel, Lung, and 
Blood Program., 78-25892 

The Progressive fish-culturist., 78-3484 

Prohibit the sale of certain defense articles 
from the stocks of the Department of 
Defense : hearing before the Subcommit- 
tee on General Legislation of the Com- 
mittee on Armed Services, United States 
Senate, Ninety-fifth Congress, second 
session, on S. 1708 ... April 26, 1978., 
78-26739 

Prohibit unionization of the military 
hearings before the Subcommittee on 
Civil Service of the Committee on Post 
Office and Civil Service, House of 
Representatives, Ninety-fifth Congress, 
second session, on S. 274 ... January 31 
and February 1, 1978., 78-19203 

Prohibiting discrimination in rates charged 
by the Southwestern Power Administra- 
tion report together with dissenting 
views to accompany H.R. 13069., 78- 
26979 

Prohibiting the sexual exploitation of chil- 
dren : conference report to accompany 
S. 1585., 78-8421, 78-8500 

Prohibiting the sexual exploitation of chil- 
dren : report together with supplemental 
views to accompany H.R. 8059., 78- 
5767 

Prohibition of rate discrimination : report 
to accompany S. 2249., 78-19431 

Prohibition of sex discrimination based on 
pregnancy : report together with dissent- 
ing views to accompany H.R. 6075., 
78-14446 

Prohibition of union organization of the 
Armed Forces : report together with sup- 
plemental views to accompany S. 274 /, 
78-24700 

Project constant growth : pilot attitudes : 
final report for period October 1975 - 
July 1976 /, 78-15199 

Project constant growth, pilot attitudes : 
final report for period October 1975 - 
July 1975 /, 78-4551 

Project data, 78-13777 

Project DAWN., 78-13840 

Project fiscal procedures., 78-11337 

Project Independence Evaluation System 
(PIES) documentation., 78-4625, 78- 
8841 

Project interdependence : U.S. and world 
energy outlook through 1990 : a summa- 
ry report .../, 78-1016 

Project lignite .../, 78-8777, 78-20498 

Project lignite premium fuels from 
Northern Great Plains lignite ... : process 





development for solvent refined lignite, 
laboratory autoclave studies., 78-6702, 
78-8776 

Project M 5313(1), Union Boulevard, 
Colorado Springs, Colorado, El Paso 
County : administrative action, final en- 
vironmental impact statement /, 78- 
22106 

Project M 5313(1), Union Boulevard in 
Colorado Springs, Colorado : administra- 
tive action, combined draft environmen- 
tal impact statement and location report 
/, 78-11860 

Project management — 
planning, scheduling 
techniques : a_ student 
10629 

Project manual for full-scale dual alkali 
demonstration at Louisville Gas and 
Electric Co. : preliminary design and cost 
estimate /, 78-23491 

Project MKULTRA, the CIA’s program of 
research in behavioral modification 
joint hearing before the Select Commit- 
tee on Intelligence and the Subcommit- 
tee on Health and Scientific Research of 
the Committee on Human Resources, 
United States Senate, Ninety-fifth Con- 
gress, first session, August 3, 1977., 78- 
12144 

Project mortgage insurance programs, 78- 
3396, 78-3397 

Project New Pride: Denver, Colorado /, 
78-667 

Project plan for Potomac headwaters 
resource conservation and development 
region., 78-16681 

Project planner : resolving the park folder : 
National Park Service informational 
folder program., 78-15607 

Project Pogo : total coal utilization, COG 
refinery design criteria., 78-25459 

Project polan : tower automated ground 
surveillance system development pro- 
gram /, 78-26626 

Project RetroTech., 78-25421 

Project SAGE: solar assisted gas energy 
project., 78-6618, 78-6651 

Project SAGE : solar assisted gas energy 
project ... / authors, A. Hirshberg ... [et 
al.],  78-11014 

Project Skill : strategies and techniques., 
78-26293 

Project stormfury., 78-1453 

Project 1301, new power plant on the Ohio 
River, New Haven, West Virginia., 78- 
25291 

Projected natural gas curtailments and 
potential needs for additional alternate 
fuels : 1977-1978 heating season., 78- 
20656 

Projectiles and propelling charges., 78- 
12633 

Projection of 1980 freight demands for 
selected Midwestern railroads /, 78- 
5274 


a workshop in 
and control 
manual., 78- 
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Projections of the rural and urban popula- 
tions of Colombia, 1965 to 2000 /, 78- 
16801 

Projects recommended for deauthorization, 
annual report., 78-25222 

Projects recommended for deauthorization, 
annual report. Supplement., 78-24676, 
78-24677, 78-25221 

Projects to expand energy sources in the 
Western States : an update of Informa- 
tion circular 8719 : survey of planned or 
proposed coal mines :electric generating, 
coal conversion, and waste-to-fuel plants 

oil shale and tar sands projects 

geothermal facilities uranium mines, 
mills, and enrichment facilities : natural 
gas processing and storage facilities : oil 
refineries and terminal facilities : rail- 
roads and coal slurry, petroleum, and 
natural gas pipelines, in States West of 
the Mississippi River (as of August 1977) 
/, 78-21537 

Projects to expand fuel sources in Eastern 
States ; an update of information circular 
8725 : survey of planned or prosposed 
coal mines and noncoal conversion 
plants, electric generating plants, oil 
refineries, uranium enrichment facilities, 
and related infrastructure, in States east 
of the Mississippi River (as of July 1977) 
/, 78-15562 

Projects, women., 78-11167 

Prologue; the journal of 
Archives., 78-3225 

Prologue (Washington), 78-3225 

PROMETHEUS 2 : a user oriented pro- 
gram for human crash dynamics /, 78- 
16057 

Promising strategies for reserving instream 
flows /, 78-24048 

Promoting the orderly development of hard 
mineral resources in the deep seabed., 
78-5727 

Promulgated emission 
chloride., 78-15287 

Pronghorn Mine consolidation Coal Com- 
pany., 78-23974 

Proof pressure evaluation of worn pas- 
senger car tire carcasses /, 78-9818 

Propagation and distribution of fishes from 
national fish hatcheries., 78-13803 

Propagation and distribution of food fishes, 
78-13803 

Propellers and test clubs /, 78-6423 

The proper limits of openness in govern- 
ment : address /, 78-8874 

The properties of benzotrifuroxan /, 78- 
25546 

Properties of Utah tar sands—Flat Rock 
Mesa area, Hill Creek deposit /, 78- 
8817 

Property accounting : a handbook of stan- 
dard terminology and a guide for classi- 
fying information about education pro- 
perty., 78-418 

Property and fiscal management problems 
at the Maryland Job Corps Center : re- 


the National 


standard vinyl 
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port of the Comptroller General of the 
United States., 78-13297 

Property disposition handbook; one to four 
family properties., 78-7175, 78-7176, 
78-7177, 78-7178, 78-13581, 78- 
13582, 78-13583, 78-13584, 78- 
13585, 78-17698 

A_ proposal Cloud Peak Wilderness, 
Bighorn National Forest, Wyoming 
beyond civilization lies wilderness, where 
the earth and its community of life are 
untrammeled by man, where man himself 
is a visitor who does not remain., 78- 
14593 

A proposal Popo Agie Wilderness, 
Shoshone National Forest, Wyoming 
beyond civilization lies wilderness, where 
the earth and its community of life are 
untrammeled by man, where man himself 
is a visitor who does not remain., 78- 
14594 

A proposal : Snow Mountain Wilderness, 
Mendocino National Forest, California ; 
beyond civilization lies wilderness, where 
the earth and its community of life are 
untrammeled by man, where man himself 
is a visitor who does not remain., 78- 
16540 

Proposal for 
technology : 


a program in appropriate 

transmitted by the Agency 
for International Development, pursuant 
to section 107 of the Foreign assistance 
act., 78-12142 

A proposal for management of engineering 
computer systems service-wide and 
Washington office /, 78-6170 

Proposal for the National Center for Ap- 
propriate Technology as funded by the 
Community Services Administration., 
78-16902 

A proposal to divide the Fifth Circuit : 
hearings before the Subcommittee on 
Monopolies and Commercial Law of the 
Committee on the Judiciary, House of 
Representatives, Ninety-fifth Congress, 
first session ... September 21, 27, and 
October 19, 1977., 78-16262 

Proposal to resolve longstanding problems 
in investigations of Federal employees : 
Civil Service Commission : report to the 
Congress /, 78-11110 

Proposals for a mid-decade census : hear- 
ing before the Subcommittee on Census 
and Population of the Committee on 
Post Office and Civil Service, House of 
Representatives, Ninety-fourth Congress, 
first session, on H.R. 2556 and H.R. 
3704 ... May 16, 1975., 78-14389 

Proposals for United Nations reform : re- 
port /, 78-19116 

Proposals regarding the Federal Reserve 
Board's financial disclosure system : re- 
port to the Congress /, 78-1754 

Proposed addition to Teton Wilderness : 
Bridger-Teton National Forest, Wyoming 

beyond civilization lies wilderness, 

where the earth and its community of life 
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are untrammeled by man, where man 
himself is a visitor who does not remain., 
78-6114 

Proposed aircraft sales to Israel, Egypt, and 
Saudi Arabia : hearings before the Com- 
mittee on International Relations, House 
of Representatives, Ninety-fifth Congress, 
second session ..., 78-26819 

Proposed amendments to the Meat import 
quota act : hearing before the Committee 
on Finance, United States Senate, 
Ninety-fifth Congress, second session, 
February 27, 1978., 78-19108 

Proposed Antietam National 
Site, Md. /, 78-19277 

A proposed automated tax administration 
system for Internal Revenue Service : an 
evaluation of costs and benefits : report 
to the Congress /, 78-1802 

Proposed bus noise emission regulation /, 
78-10957 

Proposed Channel Islands National Park, 
Calif. /, 78-19284 

Proposed closure of Kincheloe Air Force 
Base, Michigan : Department of Defense 
: report of the Comptroller General of 
the United States., 78-4762 

A proposed concept for determining the 
need for air conditioning for buildings 
based on building thermal response and 
human comfort [errata], 78-2287] 

Proposed criteria and recommendations for 
selection of PON [program oppportunity 
notice] non-residental demonstration 
sites : National solar demonstration pro- 
gram., 78-6627 

Proposed departmental consumer represen- 
tation plan., 78-25916 

Proposed documentation of U.S. Study 
Group 7, CCIR final meeting, Geneva, 
Switzerland : U.S. Study Group 7 submis- 
sion to U.S. National Committee of the 
CCIR., 78-7571 

Proposed electric distribution line exten- 
sion to McKinley Park, Mount McKinley 
National Park, Alaska /, 78-13788 

Proposed energy conservation contingency 
plan emergency commuter parking 
management and carpooling incentives : 
authorities, need, rationale, operation., 
78-15315 


Battlefield 


Proposed energy conservation contingency 


plan : emergency restrictions on advertis- 
ing lighting : economic impact analysis, 
environmental impact assessment., 78- 
15316 

Proposed expansion of existing wastewater 
treatment facilities, Scottsbluff, Gering & 
Terrytown, Nebraska., 78-20781 

The proposed fiscal 1979 budget : what it 
means for older Americans : an informa- 
tion paper /, 78-16160 

Proposed Foothills project., 78-13807 

Proposed gasoline and diesel fuel rationing 
contingency plan : contingency rationing 
regulations /, 78-15317 
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Proposed gasoline and diesel fuel rationing 
contingency plan : environmental impact 
assessment., 78-17291 

Proposed goals for radioactive 
management /, 78-18884 

Proposed Great Basin National Park, Nev. 
/, 78-19279 

Proposed guidance on dose limits for per- 
sons exposed to transuranium elements 
in the general environment : summary re- 
port., 78-10961 

Proposed Hagerman Fauna Sites, Idaho /, 
78-19283 

Proposed Lewis and Clark National Histor- 
ic Trail., 78-17771 

Proposed livestock grazing program, Cer- 
bat/Black Mountain planning units., 78- 
21608, 78-26117 

A proposed modified technical order 
system and its impact on maintenance 
personnel and training : final report for 
period 11 December 1974 - 19 Sep- 
tember 1975 /, 78-15153 

Proposed motorcycle noise emission regula- 
tions., 78-1560 

Proposed moves of certain agencies in the 
national capital region Health 
Resources Administration, Department 
of Health, Education, and Welfare, De- 
partment of the Navy : report of Comp- 
troller General of the United States., 
78-1824 

Proposed national energy plan : hearing be- 
fore the Subcommittee on Oversight and 
Investigations of the Committee on In- 
terstate and Foreign Commerce, House 
of Representatives, Ninety-fifth Congress, 
first session, June 14, 1977., 78-5607 

Proposed new National Forests in Alaska., 
78-14578 

Proposed nuclear waste storage in 
Michigan : a report /, 78-8307 

The proposed Panama Canal treaties : a 
digest of information /, 78-9998 

Proposed Panama Canal treaties : hearings 
before the Committee on International 
Relations, House of Representatives, 
Ninety-fifth Congress, first session 
78-12140 

Proposed Potomac National River /, 78- 
19285 

Proposed Prairie National 
Okla., 78-19276 

Proposed relocation of Air Force Commu- 
nications Service headquarters from Mis- 
souri to Illinois : Department of Defense 
: report of the Comptroller General of 
the United States., 78-1826 

Proposed sales of military equipment and 
services to Egypt : hearing the Subcom- 
mittee on Europe and the Middle East of 
the Committee on International Rela- 
tions, House of Representatives, Ninety- 
fifth Congress, first session, September 
15, 1977., 78-5616 

Proposed San Antonio Missions National 
Historical Park, Tex. /, 78-19281 


waste 


aeey 


Park, Kans., 


Do not order from index; see indicated entry 





Proposed sludge management 
Metropolitan District Commission, 
Boston, Massachusetts., 78-23520 

Proposed smaller one-dollar coin : hearings 
before the Subcommittee on Historic 
Preservation and Coinage of the Com- 
mittee on Banking, Finance, and Urban 
Affairs, House of Representatives, 
Ninety-fifth Congress, second session, on 
H.R. 12444 .... May 17 and 31, 1978., 
78-26743 

Proposed standards of performance for 
petroleum sulfur recovery plants., 78- 
25589 

Proposed standby gasoline rationing plan., 
78-25569 

Proposed standby gasoline rationing plan : 
draft environmental assessment., 78- 
25411 

A proposed standby plan for gasoline ra- 
tioning., 78-23263 

Proposed surface management of federally 
owned coal resources (43 CFR part 
3041) and coal mining operating regula- 
tions (30 CFR part 211)., 78-4951 

Proposed trade regulation rule : food ad- 
vertising (16 CFR part 437) : report of 
the presiding officer, public record 
number 215-40., 78-13182 

Proposed trade regulation rule concerning 
funeral industry practices., 78-11099 

Proposed urban transportation data report- 
ing requirements for states and 
metropolitan planning organizations : a 
report to the Federal Highway Adminis- 
tration and the Urban Mass Transporta- 
tion Administration, U.S. Department of 
Transportation /, 78-18046 

Proposed Valle Grande-Bandelier National 
Park, N. Mex. /, 78-19286 

Proposed 1977 Outer Continental Shelf oil 
and gas lease sale offshore the North At- 
lantic States., 78-7352 

Proposed 1978 Outer Continental Shelf oil 
and gas lease sale, offshore Eastern Gulf 
of Mexico, OCS sale 65., 78-26120 

Proposed 1978 Outer Continental Shelf oil 
and gas lease sale, South Atlantic., 78- 
7353 

Proposed 1979 OCS oil and gas lease sale 
offshore the Mid-Atlantic States., 78- 
26118 

Proposed 1979 OCS oil and gas lease sale 
58, western and central Gulf of Mexico., 
78-26119 

Proposed 1979 outer Continental Shelf oil 
and gas lease sale offshore the Mid-At- 
lantic States., 78-21609 

Pros and Cons of linking postage rates to 
the consumer price index : study by the 
staff of the U.S. General Accounting Of- 
fice., 78-13266 

Prospective plantings., 
10501, 78-22775 

Prospects for agricultural trade with the 
People’s Republic of China : remarks /, 
78-8507 


plan, 


78-10482, 78- 





Prospects for improvement in geothermal 
well technology and their expected 
benefits /, 78-23355 

Prospects for peace in the Middle East, 
speech /, 78-7554 

Prospects for sawtimber output in Califor- 
nia’s north coast, 1975-2000 /, 78- 
19545 

Prospects for solar energy : the impact of 
the National Energy Plan /, 78-20619 

Prospects for Soviet oil production : a sup- 
plemental analysis., 78-13996 

Prospectus for Federal building at Laguna 
Niguel, Calif., and review of GSA 
procedures in property exchanges 
hearings before the Subcommittee on 
Public Buildings and Grounds of the 
Committee on Public Works and Trans- 
portation, House of Representatives, 
Ninety-fifth Congress, first session 
78-19212 

Prospectus °78., 78-22677 

Prosposed City of Rocks National Monu- 
ment, Idaho /, 78-19278 

Protecting America’s animal health., 78- 
14820 

Protecting log cabins from decay /, 78- 
16630 

Protecting older Americans against over- 
payment of income taxes a revised 
checklist of itemized deductions for use 
in taxable year 1977 /, 78-14270 

Protecting privacy of information about in- 
dividuals., 78-18647 


ery 


Protecting shade trees during home con- 


struction /, 78-1326 

Protecting the farmer against natural 
hazards : issues and options, 78-19264 

Protecting the privacy of information about 
individuals., 78-18645 

Protection and enhancement of soil and 
water resources : hearings before the 
Subcommittee on Environment, Soil 
Conservation, and Forestry of the Com- 
mittee on Agriculture, Nutrition, and 
Forestry, United States Senate, Ninety- 
fifth Congress, first session, on S. 1280 ... 
and S. 1616 ... August 2 and 4, 1977., 
78-8233 

Protection and storing increment cores in 
plastic straws /, 78-6148 

Protection of aircraft fuel systems against 
lightning., 78-14128 

Protection of Americans abroad : hearings 
before the Subcommittee on Interna- 
tional Operations of the Committee on 
International Relations, House’ of 
Representatives, Ninety-fifth Congress, 
first session, July 12 and 14, 1977., 78- 
1073 

Protection of children against sexual ex- 
ploitation : hearings before the Subcom- 
mittee to Investigate Juvenile Delinquen- 
cy of the Committee on the Judiciary, 
United States Senate, Ninety-fifth Con- 
gress, first session, Chicago, Ill., May 27, 
1977, Washington, D.C., June 16, 1977., 
78-19188 
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Protection of children against sexual ex- 
ploitation act of 1977 : report of the 
Committee on the Judiciary, United 
States Senate, on S. 1585., 78-10192 

Protection of environment, 78-7033 

Protection of grain in bonded warehouses : 
hearing before the Subcommittee on 
Livestock and Grains of the Committee 
on Agriculture, House of Representa- 
tives, Ninety-fifth Congress, first session, 
November 21, 1977, Wichita Falls, Tex., 
78-12019 

Protective and related service occupations., 
78-15691 

Protective isolation., 78-11254 

Protein separation and plasma fractiona- 
tion., 78-17540 

Protocol of amendment to the Inter-Amer- 
ican Treaty of Reciprocal Assistance 
(Rio Treaty) : report to accompany Ex. 
J, 94-1., 78-9844 

Protocol to the Convention on 
tional civil aviation : report to accom- 
pany Ex A, 95-1.,  78-11956 

Prototype pilot plant operation : Synthane 
process., 78-20488 

Providence-Warwick-Pawtucket, Rhode 
Island-Massachuetts, metropolitan area, 
78-11615 

Providing additional pension to recipients 
of the Congressional Medal of Honor : 
report to accompany H.R. 11889., 78- 
26942 

Providing an additional Assistant Secretary 
in the Department of the Treasury : re- 
port to accompany S. 1730., 78-8498 

Providing an automobile assistance al- 
lowance and automotive adaptive equip- 
ment to veterans of World War I : report 
to accompany H.R. 6502., 78-1193 

Providing dependency and indemnity com- 
pensation benefits for certain survivors of 
service-connected veterans rated totally 
and permanently disabled at time of 
death report to accompany H.R. 
11890., 78-26943 

Providing for agreeing to the Senate 
amendments to H.R. 9378 : report to ac- 
company H. Res. 930., 78-8426 

Providing for considering of the Senate 
amendments to House Joint Resolution 
662 : report to accompany H. Res. 929., 
78-8425 

Providing for conveyance of certain lands 
in the Wenatchee National Forest, 
Wash., by the Secretary of Agriculture : 
report to accompany S. 2033., 78- 
22594 

Providing for district office space for mem- 
bers of the House of Representatives : 
report to accompany H. Res. 687., 78- 
5733 

Providing for expenses of investigations and 
studies to be conducted by the Commit- 
tee on Ways and Means : report to ac- 
company H. Res. 963., 78-12258 


interna- 
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Providing for funds for the Select Commit- 
tee on Assassinations : report to accom- 
pany H. Res. 956., 78-10247 

Providing for increases in appropriations 
ceilings, development ceilings, land 
acquisition and boundary changes in cer- 
tain Federal park and recreation areas ... 
: report together with supplemental views 
to accompany H.R. 12536., 78-26920 

Providing for radio and television coverage 
of House proceedings : report to accom- 
pany H. Res. 866., 78-10140 

Providing for radio coverage of the 
proceeding of the Senate during con- 
sideration of the Panama Canal treaties : 
report to accompany S. Res. 268., 78- 
10278 

Providing for reprinting of House Report 
94-1688 and House Report 94-1757 : re- 
port to accompany H. Res. 490., 78- 
1219 

Providing for the acceptance of a statue of 
the late Senator Ernest Gruening for the 
National Statuary Hall collection : report 
to accompany S. Con. Res. 25., 78- 
5916 

Providing for the appointment of Anne 
Legendre Armstrong as a citizen regent 
of the Board of Regents of the 
Smithsonian Institution : report to ac- 
company S.J. Res. 108., 78-10287, 78- 
16373 

Providing for the consideration of H.R. | : 
report to accompany H. Res. 1128., 78- 
16368 

Providing for the consideration of H.R. | : 
report to accompany H. Res. 1323., 
26968 

Providing for the consideration of H.R. 
report to accompany H. Res. 1208., 
19335 

Providing for the consideration of H.R. 
report to accompany H. Res. 1186., 78- 
16399 

Providing for the consideration of H.R. 50: 
report to accompany H. Res. 1057., 78- 
14432 

Providing for the consideration of 
1037 report to accompany H. 
774., 78-1244 

Providing for the consideration 
1609 report to accompany 
1252., 78-22611 

Providing for the consideration 
1614 report to accompany 
964., 78-10228 

Providing for the consideration 
2222 report to accompany 
1149., 78-19306 

Providing for the consideration 
2329 report to accompany H. 
775., 78-1245 

Providing for the consideration of 
2637 report to accompany H. 
960., 78-10227 

Providing for the consideration of 
2664 report to accompany H. 
958., 78-10226 


H.R. 
Res. 


H.R. 
Res. 


H.R. 
Res. 


H.R. 
Res. 


H.R. 
Res. 


H.R. 
Res. 


H.R. 
Res. 
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Providing for the consideration 
3161 : report to accompany 
1067., 78-14433 

Providing for the consideration 
3350 : report to accompany 
1240., 78-22599 

Providing for the consideration 
3377 : report to accompany 
1030., 78-14428 

Providing for the consideration 
3787 : report to accompany 
1126., 78-16364 

Providing for the consideration 
3813 : report to accompany 
1006., 78-10237 

Providing for the consideration 
4297 : report to accompany 
798., 78-1249 

Providing for the consideration 
5503 : report to accompany 
965., 78-10229 

Providing for the consideration 
5981 : report to accompany 
1014., 78-14426 

Providing for the consideration 
6362 : report to accompany 
974., 78-10230 

Providing for the consideration 
6805 : report to accompany 
872., 78-2334 

Providing for the consideration 
6853 : report to accompany 
1345., 78-26988 

Providing for the consideration 
7308 : report to accompany 
1266., 78-22620 

Providing for the consideration 
7577 : report to accompany 
1234., 78-19368 

Providing for the consideration 
7700 : report to accompany 
1078., 78-14457 

Providing for the consideration 
7814 : report to accompany 
1165., 78-16386 

Providing for the consideration 
8011 : report to accompany 
763., 78-1239 

Providing for the consideration 
8099 : report to accompany 
1187., 78-16400 

Providing for the consideration 
8200 : report to accompany 
826., 78-1259 

Providing for the consideration 
8309 : report to accompany 
776., 78-1246 

Providing for the consideration 
8336 : report to accompany 
982.,  78-10232 

Providing for the consideration 
8390 : report to accompany 
815., 78-1255 

Providing for the consideration 
8410 : report to accompany 
799., 78-1250 
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Providing for the consideration 
8494 : report to accompany 
1139., 78-16370 

Providing for the consideration 
8638 : report to accompany 
767., 78-1243 

Providing for the consideration 
8655 : report to accompany 
764., 78-1240 

Providing for the consideration 
8729 : report to accompany 
1293., 78-24760 

Providing for the consideration 
9090 : report to accompany 
820., 78-1257 

Providing for the consideration 
9214 : report to accompany 
990., 78-10234 

Providing for the consideration 
9290 : report to accompany 
781., 78-1247 

Providing for the consideration 
9346 : report to accompany 
839., 78-1261 

Providing for the consideration 
9354 : report to accompany 
800., 78-1251 

Providing for the consideration 
9370 : report to accompany 
998., 78-10235 

Providing for the consideration 
9400 : report to accompany 
1150., 78-16383 

Providing for the consideration 
9486 : report to accompany 
1287., 78-24734 

Providing for the consideration 
9518 : report to accompany 
1074., 78-14449 

Providing for the consideration 
9757 : report to accompany 
1024., 78-14427 

Providing for the consideration 
10285 : report to accompany 
1221., 78-19359 

Providing for the consideration 
10392 : report to accompany 
1173., 78-16389 

Providing for the consideration 
10587 : report to accompany 
1233., 78-19367 

Providing for the consideration 
10729 : report to accompany 
1190., 78-16401 

Providing for the consideration 
10898 : report to accompany 
1321., 78-24784 

Providing for the consideration 
10899 : report to accompany 
1114., 78-16359 

Providing for the consideration 
10909 : report to accompany 
1348., 78-26990 

Providing for the consideration 
10929 : report to accompany 
1188., 78-19327 


H.R. 
. Res. 


H.R. 
. Res. 


H.R. 
. Res. 


H.R. 
. Res. 


H.R. 
. Res. 


H.R. 
. Res. 


H.R. 
. Res. 
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Providing 
11003 
1t27., 

Providing 


11180 : 


1056., 
Providing 


11280 : 


1307., 
Providing 
11291 
1118., 
Providing 
11302 
1112., 
Providing 
11315 
1093., 
Providing 
11392 
1264., 
Providing 


11400 : 


1099., 
Providing 
11401 
1143., 
Providing 
11488 
1390., 
Providing 
11493 
1212., 
Providing 
11495 
1100., 
Providing 
11504 
1140., 
Providing 
11518 
1092., 
Providing 
11545 
1343., 
Providing 


11622 : 


1311., 
Providing 
11662 
1113., 
Providing 
11686 
1174., 
Providing 
11711 
1288., 
Providing 
11733 
1326., 
Providing 
11832 
1144., 
Providing 
11877 
1145., 


for the consideration 


: feport to accompany 


78-16365 
for the consideration 
report to accompany 
78-12290 
for the consideration 
report to accompany 
78-24776 
for the consideration 


: report to accompany 


78-16362 
for the consideration 


: report to accompany 


78-16357 
for the consideration 


: report to accompany 


78-14485 
for the consideration 


: report to accompany 


78-22618 
for the consideration 
report to accompany 
78-14490 
for the consideration 


: report to accompany 


78-16378 
for the consideration 


: report to accompany 


78-27004 
for the consideration 


: report to accompany 


78-19344 
for the consideration 


: report to accompany 


78-14491 
for the consideration 


: report to accompany 


78-16375 
for the consideration 


: report to accompany 


78-14482 
for the consideration 


: Teport to accompany 


78-26986 
for the consideration 
report to accompany 
78-24778 
for the consideration 


: report to accompany 


78-16358 
for the consideration 


: report to accompany 


78-16390 
for the consideration 


: report to accompany 


78-24735 
for the consideration 


: report to accompany 


78-26971 
for the consideration 


: report to accompany 


78-16379 
for the consideration 


: report to accompany 


78-16380 
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Providing for the consideration . | Providing for the consideration Providing for the consideration of House 
11979 : report to accompany H. ‘ 12536 : report to accompany H. Joint Resolution 643 : report to accom- 
1386., 73 1243., 78-22604 pany H. Res. 892., 78-2339 

Providing for the consideration -R. | Providing for the consideration Providing for the consideration of House 
11983 : report to accompany H. ; 12577 : report to accompany H. ; Joint Resolution 662 : report to accom- 
1172., 78-16388 1385., 78-27001 pany H. Res. 917., 78-5842 

Providing for the consideration .R. | Providing for the consideration .R. | Providing for the consideration of S. 1340 : 
12005 : report to accompany H. 12584 : report to accompany H. E report to accompany H. Res. 916., 78- 
1222., 78-19360 1302., 78-24773 5841 

Providing for the consideration .R. | Providing for the consideration . | Providing for the consideration of S. 1613 : 
12050 : report to accompany H. , 12598 : report to accompany H. ; report to accompany H. Res. 1322., 78- 
1178., 78-16394 1204., 78-19330 24785 

Providing for the consideration .R. | Providing for the consideration .R. | Providing for the consideration of Senate 
12157 : report to accompany H. 12602 : report to accompany H. wi ggennc to House pais a 
1168., 78-16387 1193., 78-19328 : report to accompany H. Kes. 926., 

Providing for the consideration . | Providing for the consideration R. 18-8424 ' . ‘s 
12161 : report to accompany H. ; 12611 : report to accompany H. Providing for the consideration of Senate 
1365., 78-26994 1324., 78-26969 Joint Resolution 4 : report to accompany 

Providing for the consideration -R. | Providing for the consideration os. ine. 1265, 76-22019 
(00as t dates to enceentouy tH. . 12641 : : z Providing for the consideration of the con- 

P pan) ee eens : ference report on H.R. 3199 : report to 
sien nara 1176., 78-16392 accompany H. Res. 935., 78-8427 

Providing for the consideration .R. | Providing for the consideration Hoosier ae he caeadiied al dik om. 
12222 : report to accompany H. ; 12796 : report to accompany H. a ference report on H.R. 7555 : report to 
1164., 78-16385 1253., 78-22612 accompany H. Res. 893., 78-2340 

Providing for the consideration of the con- 
ference report on H.R. 9346 : report to 
accompany H. Res. 937., 78-8428 

Providing for the conveyance of certain 
lands in the Wenatchee National Forest, 


Providing for the consideration of H.R. | Providing for the consideration 
12240 : report to accompany H. e 13007 : report to accompany 
1205., 78-19331 1278., 78-24728 

Providing for the consideration -R. | Providing for the consideration 
12250 : report to accompany H. . 13059 : report to accompany 
1213., 78-19345 1325., 78-26970 Washington, by the Secretary of Agricul- 

Providing for the consideration -R. | Providing for the consideration ture : report to accompany S. 2033., 


12299 : report to accompany H. ‘ 13335 : report to accompany H. " 78-8482 


1366., 78-26995 1367., 78-26996 Providing for the conveyance of certain 


Providing for the consideratiori -R. | Providing for the consideration R. lands to the University of Nevada : re- 
12303 : report to accompany H. ' 13385 : report to accompany H. ; port to accompany S. 917., 78-6005 


1300., 78-24771 1277., 78-24727 Providing for the designation of libraries of 
Providing for the consideration .R. | Providing for the consideration R. accredited law schools as depository 
12347 : report to accompany H. , 13471 : report to accompany H. ‘ libraries of Government publications : re- 
1301., 78-24772 1333., 78-26978 port to accompany H.R. 8358., 78- 
Providing for the consideration -R. | Providing for the consideration R. 10288 < 
12355 : report to accompany H. d 13488 : report to accompany H. _ | Providing for the establishment of a Center 
1373., 78-26998 1346., 78-26989 for the Book in the Library of ones 4 
Providing for the consideration .R. | Providing for the consideration R. report to accompany H.R. 6214., 78- 
12426 : report to accompany H. ‘ 13511 : report to accompany H. ‘ 1205 : 
1206., 78-19332 1306.. 78-24775 Providing for the establishment of the Jean 
Providing for the consideration -R. | Providing for the consideration R. ——— gryrez® peas op hate = 
12432 : report to accompany H. $ 13750 : report to accompany H. . ee Se ee. S ee 
1235.. 78-19369 1354.. 78-26991 for other purposes : report together with 
Providing for the consideration .R. | Providing for the consideration :R. on Wags 80 aparnpany 5. See. 
aie “7819886 cee) ie faas.. ‘ig sennn ee Providing for the establishment of the 
al fate : "tale , : Lowell National Historical Park in th 
Providing for the consideration -R. | Providing for the consideration of H.R. sane ier of "SRS sn rod 
og ny 9 hag = st ; iat oa accompany H. other purposes : report together with 
% i ‘ ‘ separate views to accompany H.R. 
Providing for the consideration .R. | Providing for the consideration of H. Res. . itd 


11662., 78-22576 
12481 : report to accompany H. ; 766 : report to accompany H. Res. 819., Providing for the establisment of a Center 
1191., 78-16402 78-1256 for Books in the Library of Congress : 
report to accompany S. 1331., 78-1288 
Providing for the expenses for the second 


Providing for the consideration .R. | Providing for the consideration of House 
12505 : report to accompany H. " Joint Resolution 554 : report to accom- 
1215., 78-19347 pany H. Res. 1048., 78-14430 session activities of the Committee on In- 

Providing for the consideration H.R. Providing for the consideration of House terior and Insular Affairs : report to ac- 
12514 : report to accompany H. Res. Joint Resolution 626 : report to accom- company H. Res. 979., 78-12276 
1286., 78-24733 pany H. Res. 829., 78-1260 Providing for the expenses of investigations 

Providing for the consideration of H.R. | Providing for the consideration of House and studies to be conducted by the Com- 
12533 : report to accompany H. Res. Joint Resolution 638 : report to accom- mittee on Armed Services : report to ac- 
1374., 78-26999 pany H. Res. 1295., 78-24762 company H. Res. 972., 78-10244 
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Providing for the expenses of investigations 
and studies to be conducted by the Com- 
mittee on Education and Labor : report 
to accompany H. Res. 975., 78-10243 

Providing for the expenses of investigations 
and studies to be conducted by the Com- 
mittee on International Relations : report 
to accompany H. Res. 981., 78-10242 

Providing for the expenses of investigations 
and studies to be conducted by the Com- 
mittee on Merchant Marine and Fisheries 
: report to accompany H. Res. 1000., 
78-14464 

Providing for the expenses of investigations 
and studies to be conducted by the Com- 
mittee on Science and Technology : re- 
port to accompany H. Res. 1013., 78- 
19307 

Providing for the expenses of investigations 
and studies to be conducted by the Com- 
mittee on the Judiciary : report to ac- 
company H. Res. 1010., 78-14429 

Providing for the expenses of investigations 
and studies to be conducted by the 
Select Committee on Population : report 
to accompany H. Res. 843., 78-5815 

Providing for the expenses of investigations 
and studies to be conducted by the 
Select Committee on Population : report 
to accompany H. Res. 989., 78-16351 

Providing for the expenses of investigations 
and studies to be conducted by the 
Select Committee on Narcotics Abuse 
and Control : report to accompany H. 
Res. 1004., 78-10245 

Providing for the expenses of investiga- 
tions, studies, oversight, and functions to 
be conducted by the Committee on 
Government Operations : report to ac- 
company H. Res. 1001., 78-12277 

Providing for the expenses of the investiga- 
tions and studies to be conducted by the 
Committee on Aging, and for other pur- 
poses : report to accompany H. Res. 
1021., 78-12280 

Providing for the extension of benefits and 
services to the Pascua Yaqui Indians of 
Arizona : conference report to accom- 
pany S. 1633., 78-22615 

Providing for the extension of certain 
Federal benefits, benefits [sic] services 
and assistance to the Pascua Yaqui Indi- 
ans of Arizona, and for other purposes : 
report to accompany H.R. 6612., 78- 
26890 

Providing for the further consideration of 
H.R. 7073 : report to accompany H. Res. 
830., 78-2330 

Providing for the printing as a House docu- 
ment of a print of the Committee on 
Science and Technlogy [sic] : report to 
accompany H. Res. 847., 78-19355 

Providing for the printing as a House docu- 
ment of the pamphlet entitled ‘Black 
Americans in Congress" : report to ac- 
company H. Con. Res. 182., 78-1203 
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Providing for the printing of a booklet enti- 
tled “Duties of the Speaker” : report to 
accompany H. Res. 1136., 78-19351 

Providing for the printing of a revised edi- 
tion of “The Constitution of the United 
States of America” : report to accom- 
pany H. Con. Res. 217., 78-1201 

Providing for the printing of the brochure 
entitled, ““‘How our laws are made” : re- 
port to accompany H. Con. Res. 190., 
78-1200 

Providing for the printing of the committee 
print “Federal responsibility to the el- 
derly” : report to accompany H. Res. 

934., 78-19352 

Providing for the printing of the final re- 
port of the American Indian Policy 
Review Commission : report to accom- 
pany H. Res. 608., 78-1220 

Providing for the printing of the report 
“Mandatory retirement, the social and 
human cost of enforced idleness” : re- 
port to accompany H. Res. 932., 78- 
19354 

Providing for the printing of the report of 
the report ‘““New perspectives in health 
care for older Americans” : report to ac- 
company H. Con. Res. 441., 78-19350 

Providing for the printing of the report 
“Senior transportation, ticket to dignity” 
: report to accompany H. Res. 933., 78- 
19353 

Providing for the printing of 3,000 addi- 
tional copies of the report by the Sub- 
committee on Domestic Marketing, Con- 
sumer Relations, and Nutrition of the 
Committee on Agriculture entitled “The 
role of the Federal Government in nutri- 
tion education” : report to accompany 
H. Con. Res. 263., 78-1215 

Providing for the printing of 100,000 addi- 
tional copies of the subcommittee print 
of the Subcommittee on Consumer Af- 
fairs of the Committee on Banking, 
Finance, and Urban Affairs entitled 
“Give yourself credit, guide to consumer 
credit laws” : report to accompany H. 
Con. Res. 241., 78-1216 

Providing for the reappointment of A. 
Leon Higginbotham, Jr., as a citizen re- 
gent of the Board of Regents of the 
Smithsonian Institution : report to ac- 
company S.J. Res. 106., 78-10285 

Providing for the reappointment of A. 
Leon Higginbotham, Junior, as a citizen 
regent of the Board of Regents of the 
Smithsonian Institution : report to ac- 
company S.J. Res. 106., 78-16371 

Providing for the reappointment of John 
Paul Austin as a citizen regent of the 
Board of Regents of the Smithsonian In- 
stitution : report to accompany S.J. Res. 
107., 78-10286, 78-16372 

Providing for the reform of the administra- 
tive organization and legislative manage- 
ment services of the House of Represen- 
tatives, and for other purposes : report 
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together with minority and additional 
views to accompany H. Res. 766., 78- 
10122 

Providing for the return to the United 
States of title to certain lands conveyed 
to certain Indian Pueblos of New Mexico 
and for such land to be held in trust by 
the United States for such tribes : report 
to accompany S. 1509., 78-12257 

Providing for the study of certain lands to 
determine their suitability for designation 
as wilderness in accordance with the Wil- 
derness act of 1964, and for other pur- 
poses : report to accompany S. 393., 
78-5740 

Providing for two additional Assistant 
Secretaries in the Department of Agricul- 
ture : report to accompany S. 1704., 
78-8497 

Providing funds for the Ad Hoc Committee 
on Energy : report to accompany H. Res. 
1051., 78-14468 

Providing funds for the Ad Hoc Select 
Committee on the Outer Continental 
Shelf : report to accompany H. Res. 
1045., 78-14466 

Providing funds for the Committee on 
House Administration : : report to ac- 
company H. Res. 984., 78-12259 

Providing funds for the Committee on In- 
ternational Relations with expenses in- 
curred in connection with visits to the 
United States by foreign heads of state ... 
to discuss matters relevant to U.S. rela- 
tions with other countries : report to ac- 
company H. Res. 1047., 78-14467 

Providing funds for the Committee on Post 
Office and Civil Service : report to ac- 
company H. Res. 1041., 78-14465 

Providing funds for the Committee on 
Public Works and Transportation, and 
for other purposes : report to accompany 
H. Res. 1003., 78-12278 

Providing funds for the Committee on 
Rules : report to accompany H. Res. 
1012., 78-12279 

Providing funds for the Committee on the 
District of Columbia : report to accom- 
pany H. Res. 953., 78-12273 

Providing funds for the Committee on 
Veterans’ Affairs : report to accompany 
H. Res. 957.,  78-12274 

Providing funds for the expenses of in- 
vestigations and studies to be conducted 
by the House Permanent Committee on 
Intelligence : report to accompany H. 
Res. 729., 78-5719 

Providing funds for the expenses of the 
Committee on House Administration to 
provide for the maintenance and im- 
provement of ongoing computer services 
for the House of Representatives, for the 
investigation of additional computer ser- 
vices for the House of Representatives, 
and to provide computer support to the 
committees of the House of Representa- 
tives : report to accompany H. Res. 977., 
78-12260 





Providing funds for the expenses of the 
Committee on Standards of Official Con- 
duct : report to accompany H. Res. 961., 
78-10239 

Providing funds for the expenses of the in- 
vestigation and study authorized by a 
resolution adopted on February 3, 1977, 
by the Committee on International Rela- 
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lubricants /, 78-25350 

Quantization and source encoding with a 
fidelity criterion : a survey /, 78-20393 

Quarterly cargo review, 78-2681 

The quarterly CERCular information bul- 
letin., 78-3037 

Quarterly cumulative index medicus, 78- 
11225 





Quarterly digest of unpublished decisions 
of the Comptroller General of the United 
States. Procurement law., 78-3210 

Quarterly digest of unpublished decisions 
of the Comptroller General of the United 
States. Civilian personnel, 78-3208 

Quarterly digests of unpublished decisions 
of the Comptroller General of the United 
States. Personnel law, civilian personnel., 
78-3208 

Quarterly financial report for manufactur- 
ing, mining and trade corporations., 78- 
3204 

Quarterly financial report; United States 
manufacturing corporations, 78-3204 

Quarterly freight loss and damage claims., 
78-3497 

Quarterly freight loss and damage claims. 
Class 1, line-haul railroads., 78-3498 

Quarterly indices - Rehabilitation Services 
Administration, 78-3259 

Quarterly interim financial report: cer- 
tificated route air carriers and supple- 
mental air carriers., 78-2671 

Quarterly journal of current acquisitions, 
78-3566 

Quarterly journal of the Library of Con- 
gress., 78-3566 

Quarterly listing of interim issuances, 78- 
3008 

Quarterly listing of numbered letters., 78- 
3007, 78-3008 

Quarterly operating data of telegraph car- 
riers., 78-2908 

Quarterly operating data of 70 telephone 
carriers., 78-2909 

Quarterly progress report, ERDA Contract 
No. EY-76-C-05-5194 /, 78-20644 

Quarterly progress report for system analy- 
sis design and proof-of-concept experi- 
ment of a total energy system /, 78- 
8763, 78-11004 

Quarterly progress report on _ fission 
product release from LWR fuel for the 
period April-June 1976 /, 78-20947 

Quarterly report - Council on Wage and 
Price Stability, 78-26432, 78-26433, 
78-26434, 78-26435, 78-26436 

Quarterly report energy information, 78- 
3146 

Quarterly report: energy information report 
to Congress., 78-3146 

Quarterly report, energy information re- 
ported to Congress as required by Public 
Law 93-319, 78-3146 

Quarterly report of the General 
Manager., 78-2387 

Quarterly report on private grievances and 
redress., 78-3149 

Quarterly report on trade between the 
United States and nonmarket economy 
countries., 78-3948 

Quarterly report to the Congress and the 
East-West Foreign Trade Board on trade 
between the United States and the non- 
market economy countries., 78-3947 

Quarterly research highlights., 78-3119 


Sales 





December 1978 


Quarterly review of 
proceedings., 78-3621 
Quarterly review of military literature, 78- 
3044 

Quarterly statistical bulletin, electric pro- 
gram, 78-12406 

Quarterly summary -_ Environmental 
Research Laboratory, Athens, Ga., 78- 
3119 

Quarterly Summary - Southeast Environ- 
mental Research Laboratory, Athens, 
Ga., 78-3117 

Quarterly summary of state and local tax 
revenue., 78-2557 

Quarterly technical progress report for the 
period April-June 1977., 78-20533 

Quarterly technical progress report for the 
period January-March 1977/, 78-11047 

Quarterly technical progress report for the 
period July-September 1977., 78-17230 

Quartermaster equipment repairman., 78- 
10695 

Quartermaster equipment repairman, MOS 
63J., 78-20168 

Quartermaster equipment repairman, MOS 
63J, skill level 3 : soldier’s manual., 78- 
4385 

Quasars /, 78-9260 

Quelea bird research., 78-21967 

The quest for equal employment opportuni- 
ty in Oklahoma State government : a re- 
port /, 78-12549 

Question and answer session following the 
address by the Honorable Cyrus R. 
Vance, Secretary of State, at Morris Har- 
vey College, Charleston, West Virginia, 
January 11, 1978., 78-21893 

The question of self-determination in 
western Sahara : hearing before the Sub- 
committees on International Organiza- 
tions and on Africa of the Committee on 
International Relations, House’ of 
Representatives, Ninety-fifth Congress, 
first session, October 12, 1977., 78- 
14368 

Questionable need for all schools planned 
by the Bureau of Indian Affairs : report 
of the Comptroller General of the United 
States., 78-13210 

Questionable need for some Department of 
Labor training programs : report to the 
Congress /, 78-17350 

Questionable practices of the 
minor construction program., 

Questionable suitability of certain salt 
caverns and mines for the strategic 
petroleum reserve : report to the Con- 
gress /, 78-25747 

A questionnaire-based analysis of order-of- 
battle elements /, 78-23112 

Questions about condominiums : 
ask before you buy., 78-1993 

Questions and answers about black lung 
program : Black lung benefits reform act 
of 1977., 78-15731 

Questions and answers about the northeast 
Texas resource conservation & develop- 
ment project., 78-16709 


commission 


military 
78-13344 


what to 
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Questions and answers 
EEOC guidelines on 
because of sex., 78-2195 

Questions and answers illustrating applica- 
tions of regulation U : credit by banks 
for the purpose of purchasing or carrying 
margin stocks., 78-15327 

Questions and answers on popular labor 
force topics., 78-15724 

Questions and answers on servicemen’s 
group life insurance : supervised by the 
Veterans Administration., 78-14216 

Questions and answers on specially adapted 
housing for veterans., 78-8126 

Questions & answers on the defense indus- 
trial security program., 78-20055 

Questions Army veterans usually ask about 
joining the Army National Guard., 78- 
20133 

Questions continue as to prices in contract- 
ing for architectural-engineering services 
under the Environmental Protection 
Agency construction grants program : re- 
port /, 78-25732 

Questions persist about Federal support for 
development of curriculum materials and 
behavior modification techniques used in 
local schools : report of the Comptroller 
General of the United States., 78-4695 

Quick release pullback testing and analyti- 
cal seismic analysis of a six span com- 
posite girder bridge /, 78-18590 

Quiet communities act of 1978 : report to 
accompany S. 3083., 78-24820 

The Quijotoa Valley Project /, 78-21576 


concerning the 
discrimination 


R 


R & D priorties proceedings of the 
second UMTA/APTA Research and 
Development Priorities Conference /, 
78-22238 

Rabies, 78-3355, 78-13557 

Rabies surveillance report, 78-3355 

Racial equity in selection in Air Force of- 
ficer training school and undergraduate 
flying training : final report for period 
November 1974 - February 1977 /, 78- 
20433 

Racketeering in the sale and distribution of 
cigarettes : hearing before the Subcom- 
mittee on Criminal Laws and Procedures 
of the Committee on the Judiciary, 
United States Senate, Ninety-fifth Con- 
gress, first session, on S. 1487, October 
21, 1977., 78-19193 

Racketeering in the sale and distribution of 
cigarettes report to accompany S. 
1487., 78-22640 

Rackets bureaus investigation and 
prosecution of organized crime: /, 78- 
15661 

Radar and radio., 78-13399 

Radar enhancement of small aircraft in the 
air traffic control system /, 78-7970 

Radar microwave link pilot system upgrade 
and evaluation /, 78-9704 


Radar performance monitor /, 78-15990 
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Radar weather observations., 78-19887 

Radial freeways and the growth of office 
space in central cities /, 78-7754 

Radiation., 78-14616, 78-19531 

Radiation and wildland fire., 78-6124, 
78-19531 

Radiation carcinogenesis., 78-3296 

Radiation exposure : [an act to authorize 
appropriations for financial assistance to 
limit radiation exposure ... ], 78-12301 

Radiation exposure and risk estimates for 
inhaled airborne radioactive pollutants 
including hot particles : annual progress 
report July 1, 1976-June 30, 1977 /, 
78-18933 

The radiation hazard in mining /, 78- 
17864 

Radiation health and safety : hearings be- 
fore the Committee on Commerce, 
Science, and Transportation, United 
States Senate, Ninety-fifth Congress, first 
session ..., 78-12064 

Radiation-inactivation of meat proteases as 
determined by a 14C-labeled hemoglobin 
method /, 78-8721 

Radiation measurement /, 78-22922 

Radiation protection enrollments and 
degrees, 1976 : enrollments - fall 1976, 
degrees granted July 1966-June 1976 /, 
78-23562 

Radiation resistance of asporogenous bac- 
teria in frozen beef /, 78-25303 

Radiation safety for X-ray diffraction and 
fluorescence analysis equipment /, 78- 
19760 

Radical representations of ship simulations 
/, 78-10822 

Radio & radar reference data., 78-4400 

Radio and television communication equip- 
ment., 78-23072 

Radio and televison programs., 78-21776 

Radio channel capacity limitations /, 78- 
10531 

Radio communications between amateur 
stations on behalf of third parties. ar- 
rangement between the United States of 
America and the International Telecom- 
munication Union, effected by exchange 
of letters signed at Geneva and Washing- 
ton April 28 and June 7, 1976., 78- 
5213 

Radio frequency plan., 78-11925 

Radio interference with minicomputers and 
minicomputers peripherals /, 78-11073 

Radio navigation equipment., 78-23073 

Radio propagation in urban areas /, 78- 
19642 

Radio receivers and television sets, phono- 
graphs and record players, speakers and 
related equipment., 78-8616, 78- 
25073 

Radio sets., 78-4337 

Radio telecommunications circuit directory 
handbook., 78-26587 

Radio teletype operator., 78-25187 

Radioactive materials released 
nuclear power plants (1976), 


from 
78-16133 
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Radioactive waste package HEPA filter in- 
cident, 78-22343 

Radioactive wastes., 78-25590 

Radiobiologiya, 78-3134 

Radiobiology., 78-3134 

Radiofrequency radiation levels and popu- 
lation exposure in urban areas of the 
Eastern United States /, 78-23538 

Radiographic amplifier screens : fabrication 
process and characteristics /, 78-13953 

Radiographic film processing., 78-451 

Radiological defense instructor workshop : 
student manual., 78-4325 

Radiological defense manual., 78-4327 

Radiological health training resources., 
78-17593 

Radiological quality of the environment in 
the United States, 1977., 78-4581 

Radiological survey of site A, Palos Park 
Forest Preserve, Chicago, Illinois., 78- 
25393 

Radiological survey of the Ashland Oil 
Company (former Haist property), Tona- 
wanda, New York., 78-25392 

Radiological survey of the former Linde 
Uranium Refinery, Tonawanda, New 
York., 78-25392 

Radiological Survey of the former Vitro 
Rare Metals Plant, Canonsburg, Pennsyl- 
vania., 78-12786 

Radiological survey of the Hooker Chemi- 
cal Company, Niagara Falls, New York., 
78-10875 

Radiological survey of the Middlesex Sam- 
pling Plant, Middlesex, New Jersey : for- 
merly utilized MED/AEC sites remedial 
action program., 78-6541 

Radiological survey of the Seaway Industri- 
al Park, Tonawanda, New York., 78- 
25392 

Radiological surveys of Idaho phosphate 
ore processing the thermal process 
plant., 78-12998 

Radioluminescent lane delineators for wet- 
night visibility /, 78-9627 

Radioman 3 & 2., 78-25315 

Radiopharmaceutical drugs., 78-13523 

Radiosonde frangibility test (radiosonde 
impact to aircraft) /, 78-14919 

Radium-226, uranium and other radiologi- 
cal data from water quality surveillance 
stations located in the Colorado River 
Basin of Colorado, Utah, New Mexico, 
and Arizona, January 1961 throug June 
1972., 78-23516 

Radon emanation from domestic uranium 
ores determined by modification of the 
closed-can, gamma-only assay method /, 
78-13780 

Radon flask monitor /, 78-23347 

Radon Workshop - February 1977, Health 
and Safety Laboratory, Energy Research 
and Development Administration, New 
York, New York /, 78-23569 

Rail carload cost scales., 78-17887 

Rail carload cost scales by territories, 78- 
17887 
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Rail crossing safety - at what price? : report 
to the Congress /, 78-21001 

Rail freight service in New England : hear- 
ing before the Subcommittee on Surface 
Transportation of the Committee on 
Commerce, Science, and Transportation, 
United States Senate, Ninety-fifth Con- 
gress, second session ... March 27, 1978., 
78-24584 

Rail-highway grade-crossing accidents., 
78-14097, 78-22144 

Rail-highway grade-crossing ac- 
cidents/incidents bulletin., 78-22144 

Rail merger study final report., 78- 
17879 

Rail passenger statistics in the Northeast 
Corridor., 78-14089 

Rail planning manual., 
26569 

Rail planning manual : preliminary bibliog- 
raphy., 78-5291 

Rail rate equalization to and from ports : 
preliminary report., 78-21620 

Rail safety, derailments in the Northeast 
corridor : hearings before the Subcom- 
mittee on Transportation and Commerce 
of the Committee on Interstate and 
Foreign Commerce, House of Represen- 
tatives, Ninety-fifth Congress, first ses- 
sion ... July 18 and 19, 1977., 78-1070 

Rail safety research., 78-22119 

Rail system investment analysis : descrip- 
tion of the railroad investment process /, 
78-22028 

Rail system investment analysis : literature 
search /, 78-22027 

Rail system investment analysis : sample 
evaluation of a track rehabilitation pro- 
ject /, 78-7724 

Rail system investment analysis : the indus- 
try perspective : draft., 78-14055 

Rail systems  diagram., 78-5100, 78- 
15643, 78-15644, 78-15645, 78- 
15646, 78-15647, 78-15648, 78- 
15649, 78-15650 

Rail tank car, tank truck, and drum clean- 
ing : state of the art., 78-17147 

Rail transit system cost study /, 78-14196 

Rail transportation requirements for coal 
movement in 1980 /, 78-9581 

Railcar coordination among cooperatives /, 
78-4030 

Railroad accident investigation reports., 
78-22148, 78-26572 

Railroad accident report : Chicago and 
North Western Transportation Company, 
freight train derailments and collision, 
Glen Ellyn, Illinois, May 16, 1976., 78- 
22042 

Railroad accident report : Chicago Transit 
Authority, collision of trains no. 104 and 
no. 315 at Addison Street Station, 
Chicago, Illinois, January 9, 1976., 78- 
22040 

Railroad accident report : collision of St. 
Louis-San Francisco Railway trains 3210 
and 3211, Mustang, Oklahoma, Sep- 
tember 1, 1974., 78-22038 


78-11868, 78- 





Railroad accident report : derailment of 
Amtrak train on Illinois Central Gulf 
Railroad, Goodman, Mississippi, June 30, 
1976., 78-22043 

Railroad accident report : derailment of 
Amtrak train on Louisville and Nashville 
Railroad, New Castle, Alabama, January 
16, 1977., 78-7742 

Railroad accident report : derailment of an 
Amtrack train on the tracks of the 
Atchison, Topeka and Santa Fe Railway 
Company at Melvern Kansas, July 5, 
1974., 78-7740 

Railroad accident report : derailment of 
tank cars with subsequent fire and explo- 
sion on Chicago, Rock Island and Pacific 
Railroad Company, near Des Moines, 
Iowa, September 1, 1975., 78-22039 

Railroad accident report hazardous 
materials accident at the Southern 
Pacific Transportation Company’s En- 
glewood Yard, Houston, Texas, 
tember 21, 1974., 78-9599 

Railroad accident report hazardous 
materials accident in the railroad yard of 
the Norfolk and Western Railway at 
Decatur, Illinois, July 19, 1974., 78- 
7741 

Railroad accident report : head-on collision 
of two Norfolk and Western Railway 
Company freight trains, New Haven, In- 
diana, October 19, 1976 /, 78-835 

Railroad accident report : rear end colli- 
sion of two Chicago Transit Authority 
trains, Chicago, Illinois, February 4, 
1977., 78-9600 

Railroad accident report : Union Pacific 
Railroad freight train derailment, 
Hastings, Nebraska, August 2, 1976., 
78-22041 

Railroad carload unit costs by territories, 
78-17887 

Railroad classification yard technology : a 
survey and assessment /, 78-7852 

Railroad employee fatalities investigated in 
1975., 78-9665 

Railroad freight car safety standards., 78- 
7868 

Railroad/highway accident report : collision 
of a Burlington Northern freight train 
with a bus, Stratton, Nebraska, August 8, 
1976., 78-11851 

Railroad/highway accident report : collision 
of an Amtrak/Atchison, Topeka and 
Santa Fe railway train and a tractor- 
cargo tank ~ semitrailer, Marland, 
Oklahoma, December 15, 1976., 78- 
11852 

Railroad improvement act of 1977 
hearings before the Committee on Com- 
merce, Science, and Transportation, 
United States Senate, Ninety-fifth Con- 
gress, first session on S. 1793, July 25 
and 29, 1977., 78-5537 

Railroad noise emission compliance regula- 
tions and standards., 78-15947 

Railroad occupations., 78-15696 


Sep- 





December 1978 


Railroad retirement and survivor benefits 
for railroad workers and their families., 
78-18375, 78-26437 

Railroad retirement 
24283 

Railroads, 
78-25827 

Railroads business opportunities for 
minority-owned businesses., 78-7840 

Railroads - new challenges and horizons : 
proceedings of May 12-13, 1976 /, 78- 
7862 

Railroads, their lessors, 
companies, 78-21621 

Rain scavenging of solid rocket exhaust 
clouds /, 78-18217 

Raisin marketing orders : report to accom- 
pany H.R. 6782., 78-8413 

Raising a few cattle for beef /, 

Raising a small flock of sheep /, 78-6060 

Raising children : a transcript of a commu- 
nity service radio program with guests 
from the Alcohol, Drug Abuse, and Men- 
tal Health Administration., 78-15443 

Raising ducks /, 78-10294 

Raising livestock on small farms /, 78- 
3951 

Random and systematic measurement er- 
rors in acoustic impedance as determined 
by the transmission line method /, 78- 
18107 

A range of cost measuring risk and uncer- 
tainty in major programs - an aid to deci- 
sionmaking : report to the Congress /, 
78-13371 

Range RAM : a long term planning method 
for managing grazing lands /, 78-6137 

Ranked input and output data used to 
determine impact of new source per- 
formance standards /, 78-237 

Ranking the input and output data used to 
determine new source performance stan- 
dard impacts /, 78-15245 

RANN 2 realizing knowledge as a 
resource proceedings of the second 
Symposium on Research Applied to Na- 
tional Needs, Washington Hilton, 
Washington, D.C., November 7-9, 1976., 
78-7532 

Rape., 78-2229 

Rape and its victims : a report for citizens, 
health facilities, and criminal justice 
agencies /, 78-7417 

Rape prevention and control 
tional Center., 78-506 

Raphael Soyer : drawings and watercolors., 
78-5241 

A rapid method for estimating log P for or- 
ganic chemicals /, 78-23452 

Rare and endangered animal species of 
Puerto Rico : a committee report., 78- 
12390 

Rare and endangered plants of Puerto Rico 
: a committee report., 78-6191 

Rare-earth elements, yttrium, and thorium., 
78-11582 


beneficiaries., 78- 


78-7388, 78-7390, 78-7394, 


and proprietary 


78-6 


: a new Na- 
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RARE II : Alaska supplement to draft en- 
vironmental statement, roadless area 
review and evaluation., 78-16673 

RARE Il : California supplement to draft 
environmental statement, roadless area 
review and evaluation., 78-16674, 78- 
16675 

Rate of interest on individual retirement 
bonds : report to accompany H.R. 6635., 
78-12288 

Rates of spread of wildfire in Alaskan fuels 
/, 78-10380 

Ratification recommended for treaties with 
U.S.S.R. restricting nuclear testing : fol- 
lowing are statements by Paul C. 
Warnke, Director, Arms Control and 
Disarmament Agency and Philip C. 
Habib, Under Secretary of State for 
Political Affairs, made before the Senate 
Committee on Foreign Relations on July 
28., 78-9499 

Ratings of first-term airmen on supervisory 
potential and technical competence in 
AFSCs 462XO and 812XO : interim re- 
port for period July 1973-1974 /, 78- 
15139 

Rationale and description of a coordinated 
cockpit display for aircraft flight manage- 
ment /, 78-11770 

Rationing wilderness use 
problems, and guidelines /, 78-14632 

Raul Arriaza, his wife, Maria Marquart 
Schubert Arriaza, and their children, An- 
dres Arriaza and Daniel Aivouich Ar- 
riaza : report to accompany S. 85., 78- 
24865 

Raymond Vishnu Clemons : report to ac- 
company H.R. 9610., 78-24751 

RBS R & D annual report, 78-14186 

RCA : Soil and water resources conserva- 
tion act : national manual., 78-22726 

RC&D for your community : facts about 
resource conservation and development 
areas., 78-1319 

RDT&E plan for marine safety /, 78-880 

REA financed generating plants., 78- 
16720 

REA telephone specification for direct bu- 
rial telephone cable., 78-22743 

REA telephone specification for flat oval 
telephone cords., 78-22744 

REA-1976 : community development sur- 
vey report., 78-4013 

Reaching a limit., 78-16050 

Reaching people., 78-2532 

Reaction diffusion in the nickel-chromium- 
aluminum and_ cobalt-chromium-alu- 
minum systems /, 78-11731 

Reaction rate and photochemical data for 
atmospheric chemistry, 1977 /, 78- 
19758 

Reactive learning environment for com- 
puter assisted electronics instruction 
final report for period February 1975 - 
May 1976/, 78-6522 

Reactivity and gasification characteristics 
of low ranking coals and potentially 
reducing waste materials /, 78-13158 


methods, 
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Reactor containment analysis for BWR 
suppression systems : quarterly progress 
report, January 5, 1976 - March 31, 
1976 /, 78-16125 

Reactor safety : a literature search /, 78- 
8840 

Reactor testing - FY 1972, Nuclear Rocket 
Development Station, Nevada : environ- 
mental statement., 78-9456 

Readability of alphanumeric characters 
having various contrast levels as a func- 
tion of age and illumination mode /, 78- 
864 

Reading and arithmetic tests., 

Reading and language arts 
NIE /, 78-414 

Reading and visual loss., 78-7482 

Reading change, 1970-75 summary 
volume /, 78-17454 

Reading with low vision., 78-741 

Readings in psychotherapy with older peo- 
ple /, 78-4883 

Readings on land use policy : a selection of 
recent articles and studies on land use 
policy issues and activities in the United 
States /, 78-16249 

Reaeration tests, outlet works Beltzville 
Dam, Pohopoco Creek, Pennsylvania : 
final report /, 78-15074 

Reaffirming the commitment of the United 
States to obtain full compliance with the 
human rights provisions of the Helsinki 
Accords and to press for global commit- 
ment to human rights : report to accom- 
pany H. Con. Res. 387., 78-10149 

A real alternative : the final report and 
recommendations of the Community Na- 
tional Field Task Force on the Improve- 
ment and Reform of American Educa- 
tion., 78-7048 

Real and personal property of the Depart- 
ment of Defense as of 30 June 1976., 
78-16906 

Real estate leasing practices of the Comp- 
troller of the Currency and the Federal 
Deposit Insurance Corporation : fifth re- 
port /, 78-2308 

Real-gas effects associated with one-dimen- 
sional transonic flow of cryogenic 
nitrogen /, 78-21795 

Real property acquisitions and disposals., 
78-18661 

Real property handbook., 78-18660 

Real property leased to the United States 
throughout the world; inventory report., 
78-21084 

Real property management : Air Force in- 
ventory of real property., 78-20411 

A real-time digital computer program for 
the simulation of automatic spacecraft 
reentries /, 78-9361 

A real-time, dual processor simulation of 
the rotor system research aircraft /, 78- 
11703 

Real-time manned simulation of advanced 
terminal area guidance concepts for 
short-haul operations /, 78-18100 


78-24107 
: products from 
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A real-time measuring device for dense 
paritculate systems /, 78-10933 

Real-time radiographic inspection facility /, 
78-9353 

Realiability 
18936 

Realtrain validation for rifle squads 
sion accomplishment /, 78-20226 

Rearing the Douglas-fir tussock moth., 
78-14570 

Reasons for difference in premium rates of 
Kaiser plans of Northern and Southern 
California for the Federal employees 
health benefits program : report of the 
Comptroller General of the United 
States., 78-6941 

Reassignment of senior military officers can 
be managed better : report /, 78-15352 

Reauthorization of Consumer product 
safety act : hearings before the Subcom- 
mittee for Consumers of the Committee 
on Commerce, Science, and Transporta- 
tion, United States Senate, ninety-fifth 
Congress, second session, on S. 2796 ... 
April 4, 5, and 6, 1978., 78-26755 

Reauthorization of the Commodity Futures 
Trading Commission : hearing before the 
Subcommittee on Agricultural Research 
and General Legislation of the Commit- 
tee on Agriculture, Nutrition, and 
Forestry, United States Senate, Ninety- 
fifth Congress, second session ..., 78- 
16169, 78-22382 

Reauthorization of the Commodity Futures 
Trading Commission report of the 
Committee on Agriculture, Nutrition, 
and Forestry, United States Senate, to 
accompany S. 2391., 78-16465 

Reauthorization of the Marine mammal 
protection act of 1972 : hearing before 
the Committee on Commerce, Science, 
and Transportation, United States 
Senate, Ninety-fifth Congress, second 
session, on S. 2831 ... H.R. 10730 ... 
May 3, 1978., 78-22436 

Reauthorization of. the National Sea Grant 
Program : joint hearing before the Com- 
mittee on Commerce, Science, and 
Transportation and the Subcommittee on 
Education, Arts, and Humanities of the 
Committee on Human Resources, United 
States Senate, Ninety-fifth Congress, 
second session, on S. 2938 ... April 7, 
1978., 78-22429 

Rebating practices : hearings before the 
Subcommittee on Merchant Marine of 
the Committee on Merchant Marine and 
Fisheries, House of Representatives, 
Ninety-fifth Congress, first and second 
sessions, on H.R. 9518 ..., 78-19197 

Rebating practices in the United States 
foreign trade : report together with addi- 
tional views to accompany H.R. 9518., 
78-12289, 78-16349 

Recalculating the retired pay of certain 
senior enlisted advisers of the Marine 
Corps report to accompany H.R. 
10343., 78-14424 


aspects of LMFBRs., 78- 


: mis- 
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Recalculation of retired pay for post-retire- 
ment active duty : report to accompany 
H.R. 10342., 78-16343 

Received or planned current foreign fishe- 
ries, oceanographic, and atmospheric 
translations., 78-2868 

Recent advances in aerodynamic energy 
concept for flutter suppression and gust 
alleviation using active controls., 78- 
9347 

Recent advances in fish toxicology : a sym- 
posium /, 78-1565 

Recent changes in social security., 78- 
11165 

Recent deaths in Uganda : report together 
with additional views to accompany S. 
Res. 175., 78-5902 

Recent developments in French planning, 
some lessons for the United States : a 
study /, 78-8268 

Recent developments in Mexico and their 
economic implications for the United 
States : hearings before the Subcommit- 
tee on Inter-American Economic Rela- 
tionships of the Joint Economic Commit- 
tee, Congress of the United States, 
Ninety-fifth Congress, first session, 
January 17 and 24, 1977., 78-1005 

Recent elevation change in Southern 
California /, 78-10583 

Recent experiences with national planning 
in the United Kingdom : a study /, 78- 
5542 

Recent medicaid cutbacks : shocking im- 
pact on the elderly : hearing before the 
Subcommittee on Health and Long-Term 
Care of the Select Committee on Aging, 
House of Representatives, Ninety-fifth 
Congress, first session, April 22, 1977., 
78-5490 

Recent monetary developments and future 
economics performance : hearings before 
the Subcommittee on Domestic Moneta- 
ry Policy of the Committee on Banking, 
Finance, and Urban Affairs, House of 
Representatives, Ninety-fifth Congress, 
first session, September 27, 1977., 78- 
5517 ’ 

Recent proposals to amend the Robinson- 
Patman Act : hearings before the Sub- 
committee on Antitrust, Consumers, and 
Employment of the Committee on Small 
Business, House of Representatives, 
Ninety-fifth Congress, first session 
September 7 and 8, 1977., 78-19229 

Recent publications of the Forest Products 
Laboratory, Forest Service, U.S. Depart- 
ment of Agriculture, 78-22681 

Recent publications of the Forest Products 
Laboratory, Forest Service, USDA, 78- 
10329 

Recent publications of the Southeastern 
Forest Experiment Station, 78-2395 

Recent publications of the Southern Forest 
Experiment Station, 78-2391 

Recent RANN reports; a 
research results., 78-18341, 


review of 
78-24259 





Recent releases, selected 
materials., 78a3668 

Recent reports - Intermountain Forest and 
Range Experiment Station., 78-2396 

Recent social and economic trends; a 
reprint from Statistical abstract of the 
United States., 78-19663 

Recent USSR literature on control of par- 
ticulate emissions from stationary sources 
/, 78-20723 

Recertification of the air and methane 
storage vessels at the Langley 8-foot 
high-temperature structures tunnel /, 
78-11704 

Recipients of local service air carriers’ unit 
costs, 78-10566, 78-10567, 78- 
22991 

Reciprocal fisheries : agreement between 
the United States of America and 
Canada signed at Washington February 
24, 1977., 78-9514 

Reciprocal fisheries agreement with the 
United Kingdom of Great Britain and 
Northern Ireland : message from the Pre- 
sident of the United States ..., 78-8138 

Reciprocating engine overhaul terminology 
and standards., 78-5375 

The recirculation of industrial exhaust air : 
proceedings of a symposium sponsored 
by the National Institute for Occupa- 
tional Safety and Health at Cincinnati, 
Ohio ... October 1977., 78-17626 


information 


Reclaiming motes from cotton gin waste : 


practices, supplies, and prices /, 78- 
24985 

Reclaiming of waste solvents., 78-12930 

Reclamation and revegetation of land areas 
disturbed by man., 78-12411 

Reclamation era., 78-3419 

Reclamation practices and environmental 
problems of surface mining : hearings be- 
fore the Subcommittee on Energy and 
the Environment of the Committee on 
Interior and Insular Affairs, House of 
Representatives, Ninety-fifth Congress, 
first session, on H.R. 2 ..., 78-2278, 
78-12133 

Reclamation research in the seventies 
second progress report., 78-7289 

Reclamation safety news., 78-3420 

Reclamation safety of dams act : hearing 
before the Subcommittee on Public 
Lands and Resources of the Committee 
on Energy and Natural Resources, 
United States Senate, Ninety-fifth Con- 
gress, second session, on S. 2820 ... May 
10, 1978., 78-26779 

Reclamation safety of dams act of 1978 : 
report to accompany S. 2820., 78- 
19444 

Recognition for purposes of VA benefits : 
hearing before the Committee’ on 
Veterans’ Affairs, United States Senate, 
Ninety-fifth Congress, first session, on S. 
247, S. 1414, S. 129, and related bills, 
May 25, 1977., 78-12185 
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Recognition of certain Indian tribes : hear- 
ing before the United States Senate 
Select Committee on Indian Affairs, 
Ninety-fifth Congress, second session, on 
S. 2375 ... April 18, 1978., 78-24622 

Recognition of compact astrophysical ob- 
jects /, . 78-18153 

Recognition of General Thaddeus Kosciusz- 
ko : report to accompany S. Con. Res. 
44., 78-6000 

Recognition of Indian tribes 
company H.R. 2497., 78-24706 

Recombinant DNA December 1977 
through June 1978, 146 citations /, 78- 
17561 

Recombinant DNA 
November 1977, 
4812 

Recombinant DNA act 
19294 

Recombinant DNA research., 78-17516 

Recommendation to the President, Alaska 
natural gas transportation systems /, 78- 
20651 

Recommendations for CAMAC serial 
highway drivers and LAM graders for the 
SCCL2 serial crate controller : adopted 
by U.S. NIM Committee (Nuclear Instru- 
mentation Methods) and ESONE Com- 
mittee of European Laboratories 
(European Standards on Nuclear Elec- 
tronics)., 78-20464 

Recommendations for expanding the U.S. 
census of transportation., 78-7680 

Recommendations for future government- 
sponsored energy conservation research 
and development in the paper and steel 
industries /, 78-10996 

Recommendations for improved food pro- 
grams on Indian reservations /, 78-8338 

Recommendations for improving program 
review by Senate committees : report of 
the staff working group on S. 2 and S. 
1244 to the Committee on Rules and 
Administration., 78-19215 

Recommendations for qualifications of en- 
gineering personnel of nuclear-powered 
ships /, 78-18766 

Recommendations for qualifications of 
liquefied natural gas cargo personnel /, 
78-5417 

Recommendations of the Commission on 
Postal Service : hearings before the Sub- 
committee on Postal Operations and Ser- 
vices of the Committee on Post Office 
and Civil Service, House of Representa- 
tives, Ninety-fifth Congress, first session, 
April 28 and May 9, 1977., 78-1105 

Recommendations of the National Advisory 
Council on Extension and Continuing 
Education., 78-14243 

Recommendations on the management of 
the national wildlife refuge system /, 
78-13797 

Recommendations relative to the needs of 
the horse industry : meeting of the Na- 
tional Horse Industry Advisory Commit- 
tee, December 11-12, 1975., 78-16477 


: report to ac- 


: May 1976 through 
162 citations /, 78- 


report /, 78- 
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Recommendations to the Secretary of the 
Treasury., 78-26543 

A recommended approach to recirculation 
of exhaust air /, 78-13563 

Recommended improvements for transmis- 
someter installations /, 78-7976 

Recommended modifications to improve 
CVSD speech-encoding performance /, 
78-20398 

Recommended performance standards for 
electric and hybrid vehicles : final re- 
port., 78-11091 

Recommended procedure for developing 
deepwater ports design criteria., 78- 
5414 

Recommended procedures for handling 
prisoner civil rights cases in the Federal 
courts : tentative report., 78-17939 

Recommended safety parameters for opera- 
tion of hang gliders., 78-7915 

Recommending that the case of Claude 
Powell, Jr., be certified to the U.S. attor- 
ney for contempt of Congress : report., 
78-16381 

Reconnaissance geology and geochronology 
of the Precambrian of the Granite Moun- 
tains, Wyoming /, 78-21511 

Reconnaissance investigation of high-calci- 
um marble in the Beaver Creek area, St. 
Lawrence County, New York /, 78- 
17782 

Reconnaissance malaria and encephalitis 
control survey report on the proposed 
Gavins Point Reservoir near Yankton, 
South Dakota., 78-20993 

Reconstruction of Alaska highway : agree- 
ment between the United States of 
America and Canada, effected by 
exchange of notes, signed at Ottawa 
January 11 and February 11, 1977., 78- 
2149 

Reconstruction of crustal blocks of Califor- 
nia on the basis of initial strontium 
isotopic compositions of Mesozoic 
granite rocks /, 78-26149 

Record - Federal Election Commission., 
78-3834 

Record - Health Care Financing Adminis- 
tration, 78-3370 

Recorded magnetic tape cartridge for infor- 
mation interchange, 4-track, 6.30 mm 
(1/4 in), 63 bpmm (1600 bpi), phase en- 
coded., 78-25033 

Recorded magnetic tape for information in- 
terchange, 6250 cpi (246 cpmm) : group 
coded recording., 78-12515 

Recording of aircraft titles and security 
documents, 78-11884 

Recordkeeping for a small business., 78- 
2167 

Records center operations., 78-15383 

Records control handbook., 78-11327 

Records management in Federal agencies : 
a report of the Commission on Federal 
Paperwork., 78-8205 

Recovery and radiation corrections and 
time constants of several sizes of shielded 
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and unshielded thermocouple probes for 
measuring gas temperature /, 78-18292 

Recovery of copper from granulated blast 
furnace slag /, 78-15558 

Recovery vehicle, full tracked: medium 
M88; NSN: 2350-00-678-5772; LIN: 
R50681., 78-8702 

Recovery with inflation., 78-12201 

Recreacion al aire libre., 78-16682 

Recreation : Air Force child care program 
activities., 78-23194 

Recreation and parks : social study at She- 
nandoah National Park /, 78-7342 

Recreation areas travel guide., 78-20016 

The recreation benefits of water quality im- 
provement : analysis of day trips in urban 
setting /, 78-20744 

Recreation lands : the Alabama Hills., 78- 
24061 

Recreation on TVA lakes., 78-8213 

Recreational and athletic equipment /, 
78-6424 

Recreational and outdoor activities., 78- 
15369 

Recreational boat safety collision research : 
phase I/, 78-11930 

Recreational boat safety collision research : 
phase II /, 78-8044 

Recreational boating in the continental 
United States in 1973 and 1976 : the na- 
tionwide boating survey., 78-22224 

Recreational boating safety, R & D annual 
report., 78-14186 

Recreational boating statistics, 
78-14185 


78-11927, 


Recruiting and career counseling journal, 
78-3047 

Recruiting and retaining Federal physicians 
and dentists : problems, progress, and ac- 


tions needed for the future., 78-10034 

Recruitment and retention of Federally em- 
ployed physicians and dentists., 78- 
10035 

Recruitment and retention of Veterans Ad- 
ministration health care workers are not 
major problems : report to the Congress 
/, 78-4698 

Recurrent medical requirements for certain 
flight standards positions., 78-5363 

Recurring reports to the Congress, 78- 
21063 

Recycling asphalt pavements 
port no. 1 /, 78-18619 

Recycling energy tax revenues : hearings 
before the Subcommittee on Administra- 
tion of the Internal Revenue Code of the 
Committee on Finance, United States 
Senate, Ninety-fifth Congress, first ses- 
sion, June 6, and 27, 1977., 78-1034 

Recycling of water in poultry processing 
plants : interim technical report /, 78- 
17140 

Red oak-cottonwood plywood after one 
year’s exterior exposure., 78-14603 

Red pine in the North Central States /, 
78-58 

Red pine seedling establishment after shel- 
terwood-strip harvesting /, 78-14680 


: interim re- 
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Redesignating the U.S. Meat Animal 
Research Center in honor of Senator 
Roman L. Hruska : report to accompany 
S. 409., 78-26983 

Redesigning shipping containers to reduce 
food costs : report to the Congress /, 
78-21000 

Redevelopment and occupancy patterns of 
single family properties sold under the 
As-Is program in four cities., 78-25921 

The redhumped oakworm /, 78-16561 

Redlining and disinvestment as a dis- 
criminatory practice in residential 
mortgage loans., 78-1995 

Reduced duty on levulose until July 1, 
1980 : report to accompany H.R. 5176., 
78-5701 

Reducing flood damage through building 
design., 78-17709 

Reducing nuclear powerplant leadtimes : 
many obstacles remain : Nuclear Regula- 
tory Commission : report to the Congress 
/, 78-4637 

Reducing occupational stress 
of a conference, May 10-12, 1977, 
Westchester Division, New York 
Hospital-Cornell Medical Center /, 78- 
23846 

Reducing population growth through social 
and economic change in developing 
countries a new direction for US. 
assistance : report to the Congress of the 
United States /, 78-17354 

Reducing shoplifting losses /, 78-24317 

Reducing speculation in excess lands 
purchased under the Federal reclamation 
laws by imposing additional restrictions 
on sales and resales of such excess lands 
originally sold to qualify for water rights 
under such laws, and for other purposes : 
report together with dissenting views to 
accompany H.R. 3420., 78-12282 

Reducing voter waiting time : how to al- 
locate voting machines to the polls., 78- 
2192 

Reducing waste at its source : information 
on this important means of resource con- 
servation and land protection from the 
U.S. Environmental Protection Agency., 
78-23450 

Reduction in rate of excise tax on invest- 
ment income of private foundations : re- 
port to accompany H.R. 112., 78- 
10224, 78-16452 

A reduction of airborne lead in indoor fir- 
ing ranges by using modified ammunition 
: prepared for National Institute of Law 
Enforcement and Criminal Justice, Law 
Enforcement Assistance Administration, 
U.S. Department of Justice, Washington, 
D.C. /, 78-4138 

Reduction of nitrogen oxide emissions from 
field operating package boilers : phase III 
of III /, 78-12904 

Reduction of salt damage to crops, soils, 
and waters., 78-6233 


: proceedings 
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Reduction of the import duty on levulose : 
report to accompany H.R. 5176., 78- 
19434 

Reduction of weighing errors caused by 
tritium decay heating /, 78-25549 

Redwood National Park : report to accom- 
pany S. 1976., 78-2381 

Redwood National Park : report together 
with minority views to accompany S. 
1976., 78-2379 

Redwood National Park, State of California 
: hearings before the Subcommittee on 
Parks and Recreation of the Committee 
on Energy and Natural Resources, 
United States Senate, Ninety-fifth Con- 
gress, first session, on S. 1976 ... Sep- 
tember 6, 7, and October 5, 1977., 78- 
16204 

Redwood Park expansion : 
port 
10255 

Reemployment rights., 78-24102 

Reenlistee/non-reenlistee profiles and pre- 
diction of reenlistment potential : final 
report for period March 1972 - March 
1977 /, 78-20435 

Reevaluation needed of educational 
assistance for institutionalized neglected 
or delinquent children : report to the 
Congress /, 78-6943 

Reevaluation of burner characteristic for 
fire resistance tests /, 78-8007 

Reevaluation of compressible-flow Preston 
tube calibrations /, 78-13934 

Reexamining European manpower policies 
: a report on a conference /, 78-24489 

Reference aid : abbreviations, acronyms, 
and special terms in the Turkish press of 
Turkey and the TFSC., 78-22321, 78- 
22323 

Reference aid : abbreviations in the Latin 
American press., 78-22322 

Reference aid : glossary of acronyms, ab- 
breviations, and special terms used in the 
Western Europe Romance-language 
press., 78-22324, 78-22325 

Reference aid, Chiefs of State, and cabinet 
members of foreign governments., 78- 
3653 

Reference critical experiments., 78-26682 

A reference guide to the NTIS biblio- 
graphic data file., 78-19828 

Reference manual for the U.S. Army Crops 
of Engineers Automated Military Con- 
struction Progress Reporting System 
AMPRS., 78-4461 

Reference wind speed distributions and 
height profiles for wind turbine design 
and performance evaluation applications 
.. /, 78-23575 

Referral strategies for polydrug abusers., 
78-1985 

Refinement of casting techniques for small 
air-cooled turbine blades : phase | : final 
report for period September 1973- 
December 1975 /, 78-20330 


conference re- 
to accompany H.R. 3813., 78- 





Refining and upgrading of synfuels from 
coal and oil shales by advanced catalytic 
processes., 78e20551, 78-20552 

Refining molten iron by sulfide-forming 
slags and chlorination removal of 
copper, tin, and other impuritites /, 78- 
26169 

Refining upgrading of synfuels from coal 
and oil shales by advanced catalytic 
processes /, 78-8813 

A reflection on historians and policymakers 
: [adapted from a speech] delivered by 
David F. Trask, the Historian, at the 
Bicentennial Foreign Policy Conference, 
August 1976, Columbus, Ohio., 78- 
18406 

Reflections in a glass, a course for women 
on decisions and drinking., 78-9008, 
78-9009, 78-9010 

Reflective materials evaluation : final re- 
port, task III, July 1975-April 1977., 
78-13033 

Reforestation efforts in western Oregon : 
hearing before the Subcommittee on 
Forests of the Committee on Agriculture, 
House of Representatives, Ninety-fifth 
Congress, first session, July 8, 1977, 
Roseburg, Oreg., 78-5494 

Reform and restructing of the United Na- 
tions system., 78-19116 

Reform of the Federal criminal laws 
hearings before the Subcommittee on 
Criminal Laws and Procedures of the 
Committee on the Judiciary, United 
States Senate, Ninety-second Congress, 
first session ..., 78-5624 

The refraction of a plane shock wave at an 
air-water interface /, 78-20402 

Refractive error characteristics of early and 
advanced presbyopic individuals /, 78- 
865 

Refractories., 78-2604 

The refrigeration-11 plant : an evaluation 
of residue formation and chemical clean- 
ing methods /, 78-25348 

Refrigerator and freezer doors., 78-11988 

Refuge revenue sharing act of 1978 : re- 
port to accompany H.R. 8394., 78- 
26936 

Refund of excise tax on _ alcoholic 
beverages destroyed by vandalism or 
malicious mischief : report to accompany 
H.R. 1920., 78-27085 

Refund of excise tax on _ alcoholic 
beverages destroyed by vandalism or 
malicious mischief : report together with 
dissenting views to accompany H.R. 
1920., 78-26893 

Refund of excise tax on fuels used by aerial 
applicators for farming purposes : report 
to accompany H.R. 2852., 78-14489 

Regeneration of calcium-based SO2 sor- 
bents for fluidized-bed combustion : en- 
gineering evaluation /, 78-25659 

Region Il report., 78-3102 

The regional air pollution study (RAPS) 
grid system /, 78-17060 


Regional boundaries study /, 78-18956 
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Regional 
16739, 
19628 

The regional comparative advantage of 
agricultural production in the Tennessee 
Valley : a study., 78-18983 

Regional development and plan evaluation 
: the use of input-output analysis /, 78- 
16508 

Regional estimates of electricity technology 
and trade 1963 /, 78-22016 

Regional health needs assessment 
book., 78-21118 

Regional industrial multiplier system : a 
guide for river basin analysts /, 78- 
12376 

Regional Logistics Division staffing stan- 
dards., 78-5344 

Regional management of automotive emis- 
sions : the effectiveness of alternative 
policies for Los Angeles., 78-15279 

Regional market, industry and transporta- 
tion impacts of waterway user charges /, 
78-24350 

Regional onchocerciasis area satellite 
(LANDSAT) related study : agreement 
between the United States of America 
and the African Development Bank 
signed at Abidjan June 30, 1976., 78- 
11820 

Regional program plans assessment, 78- 
23426 

Regional rail 
15942 

Regional rail reorganization act 
ments of 1978 
2788., 


cold storage 
78-16740, 


holdings., 78- 
78-16741, 78- 


data 


planning seminars., 78- 

amend- 

: report to accompany S. 

78-19491 

Regional requirements of capital, man- 
power, materials, and equipment for 
selected energy futures /, 78-8826 

Regional studies program : extraction of 
North Dakota lignite : environmental and 
reclamation issues /, 78-25704 

Regional tectonics and seismicity of eastern 
Nebraska : annual report June 1, 1976- 
June 1, 1977., 78-18952 

Regionalism revisted : recent areawide and 
local responses : a brief update of the 
Commission's series of reports on sub- 
state regionalism and the Federal system, 
published 1973-74., 78-896 

Regionalization & health policy /, 78- 
7103 

Register, Department of Justice and the 
Courts of the United States, 78-26245 

Register of commissioned and warrant of- 
ficers of the United States Naval 
Reserve., 78-16955 

Register of commissioned and warrant of- 
ficers of the United States Navy and 
reserve officers on active duty., 78- 
12762, 78-15122 

Register of cutters of the 
Guard., 78-18754 

Register of Navy officers on active duty, 
78-12762 

Register of officers - Coast Guard., 78- 
11928, 78-26631 


U.S. Coast 
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Register of planned emergency producers., 
78-16920, 78-16921 

Register of reporting labor organizations, 
78-688 

Register of reserve officers., 78-26632 

Register of the commissioned and warrant 
officers of the United States Navy and 
Marine Corps and reserve officers on ac- 
tive duty, 78-12762 

Register of the U.S. Department of Justice 
and the Federal courts., 78-26245 

Registrant facts., 78-3511 

Registrants processing manual., 78-3890 

Registrar and statistician, 78-3347 

Registration for periodicals on form TX., 
78-11663 

Registry of toxic effects of chemical sub- 
stances., 78-17630 

Regulation and control of cut under 
uneven-aged management /, 78-6140 

Regulation of cancer-causing flame-retar- 
dant chemicals and governmental coor- 
dination of testing of toxic chemicals : 
hearings before the Subcommittee on 
Oversight and Investigations of the Com- 
mittee on Interstate and Foreign Com- 
merce, House of Representatives, Ninety- 
fifth Congress, first session ... May 11, 
13, and 16, 1977., 78-2276 

Regulation of cell kinetics in vitro and in 
vivo., 78-3287 

Regulation of naturally occurring and ac- 
celerator-produced radioactive materials 
: a task force review /, 78-18885 

Regulation of recombinant DNA research : 
hearings before the Subcommittee on 
Science, Technology, and Space of the 
Committee on Commerce, Science, and 
Transportation, United States Senate, 
Ninety-fifth Congress, first session 
November 2, 8, and 10, 1977., 78- 
12065 

Regulation Q extension : report together 
with supplemental and additional views 
to accompany H.R. 9710., 78-10145 

Regulation Z, 78-25721 

Regulations for dry bean warehouses., 78- 
14809 

Regulations governing grazing and livestock 
use on National Forest System lands and 
other lands under Forest Service con- 
trol., 78-16553 

Regulations governing the occupancy and 
use of developed recreation sites on na- 
tional forests., 78-15 

Regulations of the Civil Aeronautics 
Board., 78-2668, 78-10565 

Regulations on the use of the congressional 
frank by members of the House of 
Representatives, and Rules of practice in 
proceedings before the House Commis- 
sion on Congressional Mailing Standards 
/, 78-19194 

Regulations, part 40 : farm labor contrac- 
tor registration, subpart A-registration : 
subpart B-administrative proceedings 
title 29 of the Code of Federal regula- 
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tions : registration requirements and ad- 
ministrative proceedings including assess- 
ment, notice, and collection of civil 
money penalties for violations., 78- 
24178 

Regulations requiring double bottoms on 
new tankers and segregated ballast on 
new and existing tankers., 78-18772 

Regulations under the Federal alcohol ad- 
ministration act title 27, Code of 
Federal regulations., 78-9542 

Regulations under the Federal hazardous 
substances act., 78-16094 

Regulator, engine generator /, 
78-23074 

Regulatory activities under the National 
health planning and resources develop- 
ment act of 1974 (P.L. 93-641) : a guide 
for community participants /, 78-25903 

The Regulatory flexibility act, S. 1974 : 
hearing before the Subcommittee on Ad- 
ministrative Practice and Procedure of 
the Committee on the Judiciary, United 
States Senate, Ninety-fifth Congress, first 
session ..., 78-12149 

Regulatory permits for the OPPD 
Nebraska City Power Station Unit No. 
1., 78-8717 

Regulatory pest control., 78-25701 

Regulatory problems of the independent 
owner-operator in the Nation’s trucking 
industry : hearings before the Subcom- 
mittee on Activities of Regulatory Agen- 
cies of the Committee on Small Business, 
House of Representatives, Ninety-fourth 
Congress, second session ...., 78-22555 

The Regulatory reform act of 1977 
hearings before the Subcommittee on In- 
tergovernmental Relations of the Com- 
mittee on Governmental Affairs, United 
States Senate, Ninety-fifth Congress, first 
session, on S. 600 ...,  78-26804 

Rehabilitation, comprehensive services, and 
developmental disabilities act of 1978 : 
report to accompany S. 2600., 78- 
24822 

Rehabilitation extension amendments of 
1977 : hearings before the Subcommittee 
on the Handicapped of the Committee 
on Human Resources, United States 
Senate, Ninety-fifth Congress, first ses- 
sion, on S. 1712 ... and S. 1596 ..., 78- 
8299 

Rehabilitation homesteads., 78-7170 

Rehabilitation of the handicapped pro- 
grams, 1976 : hearings before the Sub- 
committee on the Handicapped of the 
Committee on Labor and Public Welfare, 
United States Senate, Ninety-fourth Con- 
gress, second session ..., 78-10000 

Rehabilitation service series, 78-3241 

Rehabilitation Services Administration 
quarterly indices., 78-3259 

Reimbursement for social services., 78- 
22582 

Reimbursement for social services expendi- 
tures : hearing before the Subcommittee 


78-6425, 
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on Administrative Law and Governmen- 
tal Relations of the Committee on the 
Judiciary, House of Representatives, 
Ninety-fifth Congress, second session, on 
H.R. 10101 March 8, 1978., 78- 
26829 

Reimbursement of income taxes : agree- 
ment between the United States of 
America and the World Tourism Or- 
ganization effected by exchange of letters 
signed at Madrid February 24 and 25, 
1977., 78-5193, 78-5194, 78-26512 

Reimbursement of rural clinics under 
medicare and medicaid : hearing before 
the Subcommittee on Health and the En- 
vironment of the Committee on In- 
terstate and Foreign Commerce, House 
of Representatives, Ninety-fifth Congress, 
first session ... July 29, 1977., 78-8304 

Reimbursements to appropriations : legisla- 
tive suggestions for improved Congres- 
sional control report to the House 
Committee on Appropriations /, 78- 
1720 

The Reinhardt Thiessen coal thin-section 
slide collection of the U.S. Geological 
Survey : catalog and notes /, 78-625 

Relating to the settlement between the 
United States and the Ak-chin Indian 
community of certain water right claims 
of such community against the United 
States : report to accompany H.R. 8099., 
78-14451 

Relation of airmen job attitudes to par- 
ticipation in sports and leisure activities : 
interim report for period 1 July 1974 - 
30 June 1975 /, 78-15145 

Relation of bulk precipitation and 
evapotranspiration to water quality and 
water resources, St. Thomas, Virgin 
Islands /, 78-7266 

The relation of coal characteristics to 
liquefaction behavior., 78-15300, 78- 
20580 

The relation of finite element and finite dif- 
ference methods /, 78-18159 

Relation of morphology of electrodeposited 
zinc to ion concentration profile /, 78- 
9352 

The relation of oxidant levels to precursor 
emissions and meterological features ... /, 
78-10908 

Relation of urban land-use and land-surface 
characteristics to quantity and quality of 
storm runoff in two basins in California /, 
78-15534 

Relations between bit and block error 
probabilities under Markov dependence 
/, 78-19641 

Relations with the Soviet Union : speech /, 
78-5174 

The relationship between domestic and in- 
ternational food policy : speech /, 78- 
6087 

The relationship between environmental 
quality and land use : a report to the Ad- 
ministrator of the Environmental Protec- 
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tion Agency of recent meetings held by 
the President’s Water Pollution Control 
Advisory Board and the President’s Air 
Quality Advisory Board, March 27-31, 
1972., 78-23422 
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Conference on Trade Ships and Politics, 
Hilton Hotel, New York City 
November 8, 1976., 78-342 

Remarks by Frank A. Weil, Assistant 
Secretary of Commerce for Domestic 
and International Business, prepared for 
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Remarks by the Honorable Richard J. 
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Remarks of William J. Chadwick, Esq. be- 
fore the Section of Labor Relations Law 
program of the annual meeting., 78- 
17955 

Remarks prepared for delivery by Bernard 
E. DeLury, Assistant Secretary for 
Labor-Management Relations, U.S. De- 
partment of Labor, before the 20th an- 
nual convention of the Flordia AFL-CIO, 
Lake Buena Vista, Flordia, September 
20, 1976., 78-690, 78-17956, 78- 
17957, 78-17960 


strategy 


Reserve 


Page I-1495 





Remarks prepared for delivery by Ray 
Marshall, Secretary of Labor, before the 
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Removal of wood-derived toxics from pulp- 
ing and bleaching wastes /, 78-20727 

Removing garlic contamination from har- 
vested wheat /, 78-6107 

Removing stains from fabrics /, 78-14571 
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House of Representatives, Ninety-fifth 
Congress, first session ... on September 
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1977., 78-14336 

Reorganization plan no. 1 of 1977 
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Repeal of section 222 of the Communica- 
tions act of 1934 : hearings before the 
Subcommittee on Communications of the 
Committee on Commerce, Science, and 
Transportation, United States Senate, 
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Technical Information Center in catalog- 
ing reports /, 78-13172 

Report of a study of the licensee contractor 
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Report of accident/injury 
mishap _ recapitulation., 
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Report of accomplishments, Rhode Island., 
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terest to the U.S. in Latin America, 
January 3-14, 1978., 78-12312 

Report of feasibility of high order transmis- 
sion /, 78-8754 

Report of financial condition and opera- 
tions., 78-10463, 78-12413, 78- 
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Research Center, Advisory Committee., 
78-19595 

Report of NRL progress., 78-3076 

Report of proceedings; meeting of U.S. 
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Report of the Committee on Agriculture, 
House of Representatives, together with 
supplemental and minority views, to the 
Committee on the Budget /, 78-8228 
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302(b) of the Congressional budget act 
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Report of the Committee on Human 
Resources, pursuant to section 302(b) of 
the Congressional budget act of 1974., 
78-10200 

Report of the Committee on Human 
Resources pursuant to section 302(b) of 
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Report of the Committee on Interstate and 
Foreign Commerce /, 78-10162 

Report of the Committee on Interstate and 
Foreign Commerce pursuant to section 
302(b) (2) of the Congressional budget 
act of 1974., 78-5729 

Report of the Committee on Merchant 
Marine and Fisheries on allocation of 
budget totals to subcommittees., 78- 
5754 

Report of the Committee on Post Office 
and Civil Service /, 78-5840, 78- 
22603 

Report of the Committee on Public Works 
and Transportation /, 78-22597 

Report of the Committee on Rules and Ad- 
ministration pursuant to section 302(b) 
of the Congressional budget act of 1974., 
78-24837 

Report of the Committee on the District of 
Columbia pursuant to section 302(b) of 
the Congressional budget act of 1974., 
78-5778, 78-24720 

Report of the Committee on Veterans’ Af- 
fairs /, 78-22607 

Report of the Committee on Veterans’ Af- 
fairs pursuant to section 302(b) of the 
Congressional budget act of 1974., 78- 
24848, 78-24894 

Report of the Committee on Veterans’ Af- 
fairs pursuant to section 302(b) of the 
Congressional budget act of 1974 : allo- 
cation of budget totals to subcommit- 
tees., 78-10126 

Report of the Committee on Veterans’ Af- 
fairs pursuant to section 302(b) of the 
Congressional budget act of 1974 : re- 
port., 78-1295, 78-5986, 78-5995 

Report of the Committee on Ways and 
Means pursuant to section 302 of the 
Congressional budget act of 1974., 78- 
5805 

Report of the Delegation to the Middle 
East and Africa of the Committee on 
Armed Services, House of Representa- 
tives, Ninety-fifth Congress., 78-12037 

Report of the Division of Cancer Treat- 
ment, NCI., 78-15417, 78-25891 

Report of the Environmental Monitoring 
and Support Laboratory, Las Vegas., 
78-3113 
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Report of the Federal Labor Relations 
Council, January 1, 1970-December 21, 
1976., 78-8167 

Report of the George A. Towns Elementa- 
ry School solar heating and cooling pro- 
ject, Atlanta, Georgia ;, 78-6622 

Report of the hearings in improprieties of 
U.S. Army recruiting practices before the 
Investigations Subcommittee of the Com- 
mittee on Armed Services, House of 
Representatives, Ninety-fifth Congress, 
first session., 78-12036 

Report of the Hon. Thomas N. Downing, 
chairman, Subcommittee on Merchant 
Marine on the oversight hearings of the 
Subcommittee on Merchant Marine, 
Committee on Merchant Marine and 
Fisheries, with respect to the U.S.-flag 
merchant marine., 78-12152 

Report of the Honorable James H. Scheuer 
on the growing awareness of population 
and health issues in Africa /, 78-19216 

Report of the Joint Committee on Congres- 
sional Operations pursuant to section 
402(a)(2) of the Legislative reorganiza- 
tion act of 1970 identifying court 
proceedings and actions of vital interest 
to the Congress., 78-8265 

Report of the Joint Meeting of the Board 
of Consultants of the National War Col- 
lege and the Board of Advisors of the In- 
dustrial College of the Armed Forces 29- 
30 October 1975., 78-15010 

Report of the Librarian of Congress, 78- 
3566 

Report of the Material Control and Materi- 
al Accounting Task Force., 78-18920 

Report of the Material Control and Materi- 
al Accounting Task Force : executive 
summary., 78-18919 

Report of the National 
Sciences,, 78-24806 

Report of the National Academy of 
Sciences ‘Health care for American 
veterans” : hearing before the Subcom- 
mittee on Medical Facilities and Benefits 
of the Committee on Veterans’ Affairs, 
House of Representatives, Ninety-fifth 
Congress, first session, July 21, 1977., 
78-2302 

Report of the National Cancer Advisory 
Board submitted to the President of the 
United States for transmittal to the Con- 
gress of the United States, 78-15415, 
78-17530 

Report of the National Environmental 
Research Center, Las Vegas., 78-3112, 
78-3113 

Report of the National Health Resources 
Advisory Committee meeting : December 
12-13, 1974, Schwartz Theater, Letter- 
man Army Medical Center, San Fran- 
cisco, California., 78-15388 

Report of the National Health Resources 
Advisory Committee meeting on_air- 
port/community emergency’ medical 
preparedness October 16-17, 1975, 
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John F. Kennedy International Airport, 
New York., 78-15389 

Report of the National Heart, Lung, and 
Blood Advisory Council., 78-11217, 
78-11218 

Report of the National Science Board., 
78-15812, 78-26420 

Report of the oversight hearings on the 
status of the Army XM-1I tank program 
before the Investigations Subcommittee 
of the Committee on Armed Services, 
House of Representatives, Ninety-fifth 
Congress, first session, October 18, 
1977., 78-8237 

Report of the Panel on Research Programs 
to Aid the Handicapped : to the Commit- 
tee on Science and Technology, U.S. 
House of Representatives, Ninety-fifth 
Congress, second session., 78-19218 

Report of the Phoenix Corporation ; City 
of Colorado Springs solar heating project 
/, 78-6866 

Report of the Physician Extender Work- 
group., 78-464 

Report of the Presidential Commission’s 
trip to Vietnam and Laos, March 16-20, 
1977., 78-15845 

Report of the President’s Export Council, 
Task Force on Export Promotion., 78- 
15814 

Report of the presiding officer on proposed 
trade regulation rule concerning funeral 
industry practices : [16 C.F.R. part 453], 
United States of America before Federal 
Trade Commission /, 78-11099 

Report of the presiding officer on proposed 
trade regulation rule for sale of used 
motor vehicles : 16 C. F. R. pt. 455, 
public record 215-54., 78-25724 

The Report of the Privacy Protection Study 
Commission [appendices]., 78-938 

Report of the proceedings of the Agricul- 
ture Processing Industry Workshop on 
Energy Conservation, Washington, D.C., 
March 4 & 5, 1976 /, 78-10972 

Report of the proceedings of the Energy 
Research and Development Administra- 
tion Workshop on Energy Conservation 
in Agricultural Production, July 15 and 
16, 1976, Washington, D.C. ... /, 78- 
6601 

Report of the proceedings of the Judicial 
Conference of the United States., 78- 
21692, 78-21693, 78-21694, 78- 
21695 

Report of the Public Meeting on Genetic 
Engineering for Nitrogen Fixation, held 
at the National Academy of Sciences, 
Washington, D.C., October 5-6, 1977 ; 
edited by Alexander Hollaender., 78- 
15795 

Report of the Rural Electrification Ad- 
ministration, 78-22739 

Report of the Second Federal Interagency 
Noise Effects Research Panel., 78- 
23526 
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Report of the Secretary and financial re- 
port of the Executive Committee of the 
Board of Regents, 78-14030 

Report of the Secretary of Agriculture., 
78-22652 

Report of the Secretary of the Senate., 
78-8472, 78-22627 

Report of the Senate Committee on Com- 
merce, Science, and Transportation sub- 
mitted pursuant to section 302(b) of the 
Congressional budget act of 1974., 78- 
24836 

Report of the Senatorial Delegation to the 
Republic of Panama, /, 78-14505 

Report of the Subcommittee on Pre- 
sidential Pay Recommendations, together 
with additional views /, 78-14385 

Report of the Subpanel on Computing 
Needs of the High Energy Physics Ad- 
visory Panel to the U.S. Department of 
Energy., 78-20468 

Report of the Task Force on Multifamily 
Property Utilization preliminary 
findings from the field study., 78-9022 

Report of the United States Civil Service 
Commission, 78-23000, 78-23001, 
78-23002 

Report of the United States Delegation to 
the Diplomatic Conference on the Reaf- 
firmation and Development of Interna- 
tional Law Applicable in Armed Con- 
flicts, third session, Geneva, Switzerland, 
April 21-June 11, 1976 /, 78-21873 

Report of the United States Delegation to 
the World Health Assembly., 78-13466, 
78-13468 

Report of the Visa Office., 78-24284 

Report of the 1975 Subpanel on New 
Facilities of the High Energy Physics Ad- 
visory Panel to the Energy Research and 
Development Administration., 78- 
20787 

Report of the 1977 national survey of 
science, mathematics and social studies 
education /, 78-24255 

Report of 1974 microbiological data collec- 
tion program /, 78-20311 

Report of 1977 symposium on highway 
construction noise /, 78-9632 

Report on a field study of problems in 
agricultural transportation and marketing 
/, 78-8230 

Report on academic exchanges, annual re- 
port, 78-24458 

A report on actions and recommendations 
for energy conservation through public 
mass transportation improvements : re- 
port of the Secretary of Transportation 
to the United States Congress pursuant 
to section 8 (b), Public law 93-319, 
Energy supply and environmental coor- 
dination act of 1974., 78-9552 

Report on administrative adjudication of 
traffic infractions., 78-14210 

Report on an examination of the develop- 
ing institutions program : (under P.L. 89- 
329, Higher education act of 1965, as 
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amended) title III, strengthening develop- 
ing institutions /, 78-21109 

Report on applications for orders authoriz- 
ing or approving the interception of wire 
or oral communications., 78-21691, 
78-26254 

Report on carcinogenesis 
isophosphamide., 78-11199 

Report on certain deferrals : communica- 
tion from the Deputy Compiroller 
General of the United States ..., 78- 
10173 

Report on drug abuse treatment and reha- 
bilitation services for the CODAP na- 
tional management central administrative 
unit., 78-21312 

A report on electromagnetic radiation sur- 
veys of video display terminals /, 78- 
21299 

Report on exchanges, annual report., 78- 
24458 

Report on foreign currencies held by the 
U.S. Government., 78-14042 

Report on foreign currencies in the custody 
of the United States, 78-14042 

Report on identification of technical and 
operating problems of Nashville Thermal 
Transfer Corporation waste-to-energy 
plant .../, 78-13018 

A report on international markets for U.S. 
consumer goods consumer 
research., 78-14935 

Report on military meat procurement /, 
78-19125 

Report on national survey of compensation 
paid scientists and engineers engaged in 
research and development activities to 
the United States Atomic Energy Com- 
mission., 78-18832, 78-20834, 78- 
23262 

Report on nutrition and government /, 
78-16271 

Report on overseas military banking facili- 
ties : report of the chairman of the Sub- 
committee on General Oversight and 
Renegotiation of the Committee on 
Banking, Finance, and Urban Affairs, 
House of Representatives, 95th Congress, 
second session., 78-19041 

Report on participation in ASCS county 
programs and operations by racial 
groups., 78-10454 

Report on predator damage management in 
the West., 78-15615 

Report on program for control of elec- 
tromagnetic pollution of the environ- 
ment. The assessment of biological 
hazards of nonionizing electromagnetic 
radiation, 78-21867 

Report on seven nation fact-finding mis- 
sion, November 4-21, 1976 /, 78-8335 

A report on soil and Water conservation : 
Land of Idaho., 78-74 

Report on statistical disclosure and disclo- 
sure-avoidance techniques., 78-19647 

Report on strategic special nuclear material 
inventory differences., 78-22332 
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Report on subdivision to subcommittees of 
budget totals agreed to in second concur- 
rent resolution on the budget (H. Con. 
Res. 341) for fiscal year 1978 /, 78- 
5746 

Report on the activities of the Committee 
on Armed Services., 78-16182 

Report on the activities of the Merchant 
Marine and Fisheries Committee., 78- 
16266 

Report on the activity of the Committee on 
Interstate and Foreign Commerce, House 
of Representatives., 78-16350 

A report on the aging veteran : present and 
future medical needs /, 78-14413 

Report on the air preheater system for the 
mhd component development integration 
facility, Butte, Montana /, 78-17284 

A report on the Chesapeake Bay region 
NOWCASTING ~~ experiment /, 78- 
14916 

Report on the Colorado River basin for the 
President’s Water Resources Policy Com- 
mission /, 78-20988 

Report on the compensation practices of 
private industry, government (State and 
local) and not-for-profit employers na- 
tionwide /, 78-12551 

Report on the conduct of monetary policy 
from the Committee on Banking, Hous- 
ing, and Urban Affairs, United States 
Senate., 78-16330, 78-24833 

Report on the Dayton-San Jose pilot survey 
of victimization., 78-9202 

Report on the disposition of public 
assistance cases involving questions of 
fraud, 78-4783 

A report on the education amendments of 
1978, H.R. 15 together with additional 
and supplemental views /, 78-16391 

Report on the effectiveness of the Rail pas- 
senger service act of 1970 (Public law 
91-518), 78-21626, 78-21627 

Report on the Grover Cleveland School 
solar heating system, Boston, Mas- 
sachusetts, USA /, 78-6620 

Report on the implementation of Title I 
and Title II of the Speedy trial act of 
1974., 78-17936 

Report on the Interstate horseracing act of 
1977 report together with minority 
views to accompany S. 1185., 78-8492 

Report on the New York City loan pro- 
gram from the Committee on Banking, 
Housing, and Urban Affairs, United 
States Senate., 78-12315 

Report on the oversight hearings on the 
Federal Reserve System’s budget for the 
calendar year 1977 /, 78-1299 

A report on the performance of linemen’s 
rubber insulating gloves /, 78-1961 

Report on the potential for integrating rail 
service provided by the National Rail- 
road Passenger Corporation with other 
modes., 78-5290 

Report on the quality of the water of the 
James River, South Dakota., 78-23515 

Report on “The Soviet home.”, 78-7374 
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Report on the status and prospects of the 
NASA _ space power and _ propulsion 
research and technology program., 78- 
26315 

Report on the symposium and workshop on 
the 5 MWt solar thermal test facility, 
Houston, Texas, May 17-19, 1976., 78- 
4585 

Report on the United Nations, 78-26442 

Report on the visit to the U.S.S.R. by the 
U.S. Electrification Delegation : May 26 
to June 5, 1975 /, 78-7838 

Report on the Western energy expansion 
study., 78-21526 

Report on the 1975 officers’ OER opinion 
survey : final report for period July 1975 
- August 1976 /, 78-15203 

Report on urban vocational education /, 
78-8215 

Report on US-USSR exchange in the car- 
diovascular area May 1972 - May 
1977., 78-4808 

Report on water and related land resources 
: Elkhart River Basin, Indiana., 78-6056 

Report on water and related land resources 

southeast Wisconsin rivers basin 
Wisconsin, Illinois, Michigan /, 78-8514 

A report on West European communist 
parties /, 78-2242 

Report on women in America., 78-15847 

Report on workshop for regional psycholo- 
gists : November 4-8, 1974 /, 78-14956 

Report on world sugar supply and demand 
: 1980 and 1985., 78-4012 

Report series - National Clearinghouse for 
Drug Abuse Information., 78-3365 

Report to Congress., 78-11158 

Report to Congress : study : the feasibility, 
practicability, and cost of the sound- 
proofing of schools, hospitals, and public 
health facilities located near airports., 
78-7884 

Report to Congress - Civil Aeronautics 
Board., 78-10562 

Report to Congress by the Federal Aviation 
Administration on proposed programs for 
aviation energy savings., 78-9666 

Report to Congress concerning the demon- 
stration of fare-free mass transportation., 
78-22250 

Report to Congress on CONRAIL per- 
formance., 78-24522 

Report to Congress on economic impact of 
energy actions (P.L. 93-275, section 18 
(d))/, 78-6885 

Report to Congress on hazardous waste 
disposal., 78-23423 

Report to Congress on the economic im- 
pact of energy actions, 78-17289 

Report to Congress on the economic im- 
pact of energy actions; as required by 
Public Law 93-275, section 18(d)., 78- 
17289 

Report to Congress on the effect of the 
absence of fixed rates of commissions., 
78-26531 

Report to Federal statistical agencies, 78- 
3651 
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Report to the administrator by the NASA 
Aerospace Safety Advisory Panel., 78- 
18246, 78-18247, 78-18248, 78- 
18249, 78-18250 

Report to the administrator on the skylab 
program, 78-18246 

Report to the Atomic Energy Commission 
and the National Science Foundation /, 
78-26667 

A report to the Commission on Federal 
Paperwork : impact of Federal paper- 
work on State and local governments, an 
assessment /, 78-8198 

Report to the Commissioner - USS. 
Customs Service, Chicago Region., 78- 
14035 

Report to the Committee on Ways and 
Means on the financial implications for 
the highway trust fund under H.R. 11733 
/, 78-22568 

Report to the Congress, 78-11158 

Report to the Congress, Nurse training act 
of 1975., 78-17621 

Report to the Congress of the Department 
of Defense in accordance with section 
2455, Title 10, U.S.C. of the Defense 
cataloging and standardization act of 
1952., 78-16183 

Report to the Congress on Coastal zone 
management., 78-19862, 78-19863 

Report to the Congress on ocean dumping 
and other man-induced changes in the 
ocean ecosystems, 78-22923 

Report to the Congress on ocean dumping 
and other man-induced changes to ocean 
ecosystems, 78-19861 

Report to the Congress on ocean dumping 
research., 78-19861 

Report to the Congress on ocean pollution, 
overfishing, and offshore development., 
78-22923 

Report to the DOE Division Magnetic Fu- 
sion Energy based on a preliminary study 
by an Ad-Hoc Advisory Group : fusion 
energy applied to synthetic fuel produc- 
tion., 78-10874 

A report to the Executive Committee of 
the Science Advisory Board, United 
States Environmental Protection Agency 
: quality review of the Strategic Environ- 
mental Assessment System (SEAS) /, 
78-25593 

Report to the F.T.C. on the use of auto- 
matic fuel adjustment clauses and the 
fuel procurement practices of investor- 
owned electric utilities., 78-6894 

Report to the full committee on access by 
members of Congress to classified 
material /, 78-9895 

A report to the President and Congress by 
the National Advisory Committee on 
Oceans and Atmosphere; annual report., 
78-14256 

A report to the President and the Congress 
- National Advisory Committee on 
Oceans and Atmosphere., 78-26690 





A report to the President and the Congress 
by the National Advisory Committee on 
Oceans and Atmosphere; annual report., 
78-22351 

Report to the President by Emergency 
Board no. 187 : appointed by Executive 
order 11876, dated September 2, 1975, 
pursuant to section 10 of the Railway 
labor act, as amended ..., 78-15788 

Report to the President, energy impact 
assistance., 78-23397 

Report to the President from the Pre- 
sident’s Commission on Mental Health., 
78-15821 

Report to the President on compliance with 
the 55 mph speed limit /, 78-14056 

Report to the President on prices and costs 
in the United States steel industry., 78- 
757 

A report to the President on the National 
cargo security program., 78-22029 

Report to the Secretary of Health, Educa- 
tion and Welfare on fundamental im- 
provements needed for timely promulga- 
tion of health program regulations : De- 
partment of Health, Education and Wel- 
fare., 78-13298 

Report with a recommendation of the 
Committee on Foreign Relations, on 
foreign travel paid for by foreign govern- 
ments /, 78-1302 

Report with recommendations of the Com- 
mittee on Rules and Administration, on 
accounts of Senate committees, offices of 
members, and offices of the Senate and 
expenses incurred by Senators in the use 
of the Senate Recording Studio ..., 78- 
$922 

Report writing., 78-1496, 78-6335 

Reported tuberculosis data, 78-23850 

Reporting of nuclear weapons projects can 
be improved : report /, 78-13377 

Reporting of selected major civil projects 
needs improvement : Office of Manage- 
ment and Budget and other Federal 
agencies : report to the Congress /, 78- 
1853 

Reporting requirements for State and local 
government pension plans and tax treat- 
ment of differed amounts’ under 
nonqualified deferred compensation 
plans : hearing before the Subcommittee 
on Private Pension Plans and Employee 
Fringe Benefits of the Committee on 
Finance, United States Senate, Ninety- 
fifth Congress, second session, on S. 
1587 ... S. 2627 ... March 15, 1978., 
78-26784 

Reporting requirements of air carriers, 
commercial operators, travel clubs, and 
air taxi operators of large and small air- 
craft., 78-14154 

Reporting, staffing, and other changes 
would enhance the internal audit func- 
tion : Department of Commerce., 78- 
13184 

Reporting your tips for Federal tax pur- 
poses., 78-11826 
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Reports - United States Tax Court., 78- 
3518 

Reports bibliography supplement July 
1975-June 1976 /, 78-22018 

The reports clearance process : a report of 
the Commission on Federal Paperwork., 
78-8207 

Reports of planetary geology program, 
1976-1977 /, 78-9363 

Reports of the Court of Claims submitted 
to the House of Representatives, 78- 
$110, 78-17931, 78-21687, 78- 
24098 

Reports of the United States Board of Tax 
Appeals, 78-3518, 78-9217, 78- 
17938 

Reports of the United States Tax Court., 
78-9217, 78-17938 

Reports related to the 1970 census of 
population and housing., 78-114 

Reports required by the Flammable fabrics 
act, 78-24439 

Reports to be made to Congress : commu- 
nications from the Clerk, U.S. House of 
Representatives transmitting a list of re- 
ports which it is the duty of any officer 
or department to make to Congress, pur- 
suant to Rule III, clause 2, of the Rules 
of the House of Representatives., 78- 
12242 

Reports to Congress - Civil Aeronautics 
Board, 78-10562 

Representation cases and procedures., 78- 
10620 

Representation for the District of Columbia 
: hearings before the Subcommittee on 
Civil and Constitutional Rights of the 
Committee on the Judiciary, House of 
Representatives, Ninety-fifth Congress, 
first session ..., 78-22519 

Representatives of the Administrator, 78- 
14118 

Reprocessing & recycle in the light water 
reactor fuel cycle., 78-13085 

Reproduction of copyrighted works by edu- 
cators and librarians., 78-21772 

Reproduction of copyrighted works for the 
blind and physically handicapped., 78- 
7469, 78-9238 

Reprogramming and initiation of new pro- 
grams., 78-23882 

Republic of China., 78-14851 

Republic of Korea., 78-19717 

The Republic Steel Corporation, Buffalo, 
N.Y. : January 23 to February 24, 1950: 
a study of the characteristics of liquid 
wastes from a steel mill /, 78-20991 

Republican report for the first session, 
Ninety-fifth Congress of Senator Howard 
H. Baker of Tennessee, Republican 
leader., 78-12311 

Repurchase of banned hazardous 
stances., 78-16095 

Requests for additional copies of AAF 
technical directives in the 6000 series., 
78-18650 


sub- 
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Requirements and specifications for the 
survey of salaries and tenure of full-time 
instructional faculty, 78-17449 

Requirements for DABS computer 
formance measurements /, 78-8004 

Requirements for environmental monitor- 
ing assessment, and controls for non- 
nuclear energy demonstration projects., 
78-23237 

Requirements for maintaining a deposit ac- 
count in the Copyright Office., 78-9233 

Requirements for national defense /, 78- 
4272 

Requirements for recurring reports to the 
Congress; directory issued by the Comp- 
troller General., 78-21063 

Requiring ConRail to make premium pay- 
ments under certain medical and life in- 
surance plans report to 
H.R. 5646., 78-24885 

Requisition fund codes., 78-16927 

Rescission : message from the President of 
the United States 78-10071, 78- 
24809 

Rescission and deferrals : communication 
from the Comptroller General of the 
United States ..., 78-10074 

Rescission and deferrals : message from the 
President of the United States ..., 78- 
24696 

Rescission of budget authority : message 
from the President of the United States 
ey 78-8402 

Rescissions : message from the President of 
the United States, transmitting proposed 
rescissions of budget authority for the 
Department of Defense, pursuant to sec- 
tion 1012(a) of Public Law 93-344., 
78-5678 

Rescissions and deferral : message from the 
President of the United States ..., 78- 
10067 

Rescissions and deferrals : message from 
the President of the United States ..., 
78-10064, 78-12246, 78-24694 

Rescue techniques., 78-5433 

Research accomplished - Southern Forest 
Experiment Station., 78-2391 

Research accomplishments., 78-19526 

Research aids : selected sources of infor- 
mation /, 78-25131 

Research and development contracts., 78- 
17521 

Research and development efforts relative 
to superconducting materials ... /, 78- 
8756 

Research and development in_ industry; 
funds, scientists & engineers., 78-1581] 

Research and development in liquid metal- 
cooled fast breeder reactors., 78-7585 

Research and development into electronic 
mail concepts by the USPS : briefing be- 
fore the Subcommittee on Postal Person- 
nel and Modernization of the Committee 
on Post Office and Civil Servive, House 
of Representatives, Ninety-fifth Congress, 
first session, March 21, 1977., 78-8340 


per- 
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Research and development needs to merge 
environmental and energy objectives : re- 
port /, 78-16287 

Research and development of an advanced 
process for conversion of coal to 
synthetic gasoline and other distillate 
motor fuels /, 78-6753, 78-20511, 
78-20863 

Research and development of an advanced 
process for the conversion of coal to 
synthetic gasoline and other distillate 
motor fuels /, 78-20549 

Research and development of low cost 
processes for integrated solar arrays ... /, 
78-4613, 78-6630 

Research and development of rapid 
hydrogenation for coal conversion to 
synthetic motor fuels : (riser cracking of 
coal ) /, 78-6804, 78-6805, 78- 
20895 

Research and development of rapid 
hydrogenation for coal conversion to 
synthetic motor fuels (riser cracking of 
coal) .../, 78-8812, 78-20550 

Research and development program, 78- 
855, 78-14084 

Research and development projects., 78- 
24181 

Research and development relating to 
sulfates in the atmosphere /, 78-16284 

Research and development report - New 
Brunswick Laboratory., 78-20939 

Research and innovation in the building 
regulatory process : proceedings of the 
first NBS/NCSBCS joint conference, held 


in Providence, Rhode Island, on Sep- 
tember 21-22, 1976, in conjunction with 
the ninth annual meeting of the National 
Conference of States on Building Codes 
and Standards (NCSBCS), inc. /, 78- 
1429 

Research and statistics note., 


78-8921, 

78-8924, 78- 

78-8927, 78-8928, 
78-8929, 78-8930, 78-8931, 78- 
8932, 78-8933, 78-8934, 78-8935, 
78-8936, 78-8937, 78-8938, 78- 
8939, 78-8940, 78-8941, 78-8942, 
78-8943, 78-8944, 78-8945, 78- 
8946, 78-8947, 78-13432, 78-23700, 
78-23701, 78-23702 

Research and technology, 78-17684 

Research Applied to National Needs : fiscal 
years 1971-1973., 78-15805 

Research at North Central Forest Experi- 
ment Station : what, where, & who., 
78-14740 

Research awards index., 

Research, demonstration, 
studies., 78-13428 

Research, demonstration, training, and fel- 
lowship awards, Oct.-March FY 1977., 
78-25689 

The Research Facilities Center : 
plan., 78-19937 

Research for consumer policy : proceedings 
of conference /, 78-26417 

Research grants., 78-17520, 


78-8922, 78-8923, 
8925, 78-8926, 


78-13475 
and evaluation 


five year 
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Research grants index, 78-13475 

Research grants program, 78-13516 

Research highlights., 78-15667, 78- 
23531 

Research in airport pavements., 

Research in arts education 
chapter /, 78-17414 

Research in education, 78-3270 

Research in NASA history : a guide /, 78- 
18145 

Research in progress - U.S. Army Research 
Office., 78-12714 

Research in the use of electrets in measur- 
ing effluents from rocket exhaust of the 
space shuttle (6.4 percent scaled model) 
and Viking I launch /, 78-18283 

Research information digest, 78-2395 

Research into crimes against the elderly : 
joint hearings before the Select Commit- 
tee on Aging, the Subcommittee on 
Domestic and International Scientific 
Planning, Analysis, and Cooperation of 
the Committee on Science and 
Technology, and the Subcommittee on 
Housing and Consumer Interests of the 
Select Committee on Aging, House of 
Representatives, Ninety-fifth Congress, 
second session., 78-18994 

Research into violent behavior : domestic 
violence : hearings before the Subcom- 
mittee on Domestic and _ International 
Scientific Planning, Analysis, and 
Cooperation of the Committee on 
Science and Technology, U.S. House of 
Representatives, Ninety-fifth Congress, 
second session, February 14, 15, 16, 
1978., 78-24654 

Research into violent behavior : overview 
and sexual assaults : hearings before the 
Subcommittee on Domestic and Interna- 
tional Scientific Planning, Analysis, and 
Cooperation of the Committee on 
Science and Technology, U.S. House of 
Representatives, Ninety-fifth Congress, 
second session, January 10, I1, 12, 
1978., 78-24655 

Research involving children., 78-9851 

Research involving children : report and 
recommendations., 78-9851 

Research involving those institutionalized 
as mentally infirm : report and recom- 
mendations., 78-18853 

Research issues facing agriculture and rural 
America., 78-10486 

A research laser weather identification in- 
strument /, 78-1462 

Research library, recent acquisitions., 78- 
3171 

Research locomotive and train handling 
evaluator definition : concept | /, 78- 
9661 

Research locomotive and train handling 
evaluator definition : concept 2 /, 78- 
9662 

Research natural areas on Federal lands of 
the United States of America., 78- 
18850 


78-9713 
a Federal 


Do not order from index; see indicated entry 





Research needs in nephrology and urology., 
78-21212 

Research on control technology for ice fog 
from mobile sources /, 78-25619 

Research on cross-flow filtration for solids 
removal from coal syncrudes ... /, 78- 
8808, 78-11050 

Research on smoking behavior /, 78-7151 

Research on solar thermal conversion 
systems : memorandum of understanding 
between the United States of America 
and France signed at Washington May 7, 
1976, with related letter., 78-7583 

Research on the effects of television adver- 
tising on children : a review of the litera- 
ture and recommendations for future 
research /, 78-751 

Research on the mental health of the aging, 
1960-1976., 78-500 

Research on the physical properties of 
geothermal reservoir rocks ... /, 78- 
11001 

Research papers. Part B, 

Research papers. Part C, 

Research papers. Part D. 78-3412 

Research participation and__ technical 
exchange in loss of fluid test (LOFT) 
program., 78-9516 

Research Planning Workshops on the Sud- 
den Infant Death Syndrome, 78-17548 

Research program of the Morgantown 
Energy Research Center., 78-6839 

Research programs - National Institute of 
Environmental Health Sciences., 78- 
17553 

Research programs of the NICHD., 78- 
8971 

Research progress and needs conservation 
tillage : Council Bluffs, lowa, January 6- 
7, 1976., 78-10437 

Research projects in the physical sciences 
/, 78-10876 

Research relating to children; bulletin., 
78-17435, 78-23724 

Research reports - Smithsonian Institution., 
78-3689 

Research reports supported by Office of 
Water Research and Technology., 78- 
3403 

Research reports supported by Office of 
Water Resources Research Act of 1964, 
78-3403 

Research resources repotrt., 

Research review, 78-19815 

Research reviews - United States, Office of 
Naval Research, 78-3074 

Research safety vehicle : phase | /, 78- 
18804 

Research safety vehicle : phase 2 /, 78- 
16061, 78-18803 

Research safety vehicle, phase I /, 78- 
9797 

A research strategy for social assessment of 
lake restoration programs /, 78-12936 

Research studies for producing liquids by 
short residence coal hydropyrolysis /, 
78-25481 


78-3412 
78-3412 


78-3274 





Research study of issues relative to the 
development and commercialization of a 
coal-derived synthetic liquids industry., 
78-20854 

Research summaries : urban family budgets 
updated to autumn 1975 /, 78-21720 

Research summaries : wage relationships in 
women’s dress manufacturing /, 78- 
21721 

Research summaries : work schedules and 
the rush hour /, 78-5120 

Research summaries - Bureau of Mines, 
78-24033 

Research to improve health services for 
mothers and children., 78-13530 

Researcher’s guide to the NASA Ames 
flight simulator for advanced aircraft 
(FSAA) /, 78-13956 

A researcher’s guide to the 
Archives., 78-1910 

Reserve forces, 78-23027 

The Reserve marine., 78-3079 

Reserve Mining Company., 78-23154 

Reserve Officer Training Corps : manage- 
ment deficiencies still to be corrected : 
Department of Defense : report to the 
Congress /, 78-4655 

Reserve survivors’ benefits act of 1978 : re- 
port to accompany H.R. 11797., 78- 
26899 

Reserve Training Center, Yorktown, Vir- 
ginia., 78-14189 

Reserves of member banks : supplement to 
Regulation D as amended effective 
December 30, 1976., 78-6889 

Reservoir systems analysis : Susquehanna 
River Basin flood control review study., 
78-12720 


National 


Reservoirs and induced seismicity at Corps 
of Engineers projects final report /, 78- 
15083 

Residential 
2639, 

The residential child care worker 


alterations 
78-22849 


and repairs., 78- 

: a new 

basic course., 78-21331 

Residential energy consumption : detailed 
geographical analysis : HIT-650-11., 78- 
23873 

Residential energy uses., 78-19718 

Residential paper recovery, a community 
action program., 78-242 

Residential repair and renovation for the 
elderly /, 78-11283 

Residential security : you can’t solve re- 
sidential security problems with a 
padlock and shotgun., 78-15447 

Residential solar heating and cooling using 
an evacuated tube solar collector ... /, 
78-10997 

Residential water conservation., 78-7255 

Residual stresses at girth-butt welds in 
pipes and pressure vessels : final report 
April 1, 1976-June 30, 1977 /, 78-2209 

Residual stresses at weld repairs in pressure 
vessels : quarterly progress report Sep- 
tember 1-December 1, 1977 /, 78- 
18948 





December 1978 


Residual stresses at weld repairs in pressure 
vessels : second quarterly progress report 
/, 78-18960 

Residuals management and water pollution 
control planning., 78-235 

Residues of emulsified xylene in aquatic 
weed control and their impact on rain- 
bow trout, Salmo gairdneri /, 78-26156 

Resin systems and glass reinforcements to 
improve dry-formed hardboards /, 78- 
10346 

Resistance of a freight train to forward mo- 
tion /, 78-22131 

Resistive cryogenic cable : phase IIL, 78- 
15289 

Resistors, fixed and adjustable., 

Resistors, variable /, 78-23075 

Resolution disapproving deferral of budget 
authority : report together with views of 
the Committee on the Budget to accom- 
pany S. Res. 282., 78-2380 

Resolution disapproving deferral of budget 
authority, Department of Energy (Energy 
Research and Development Administra- 
tion) report to accompany H. Res. 
851., 78-5808 

Resolution disapproving deferral of budget 
authority, Department of Energy (Energy 
Research and Development Administra- 
tion) report to accompany H. Res. 
852., 78-5809 

Resolution disapproving deferral of budget 
authority, Department of Energy (Energy 
Research and Development Administra- 
tion) report to H. Res. 
853., 78-5810 

Resolution disapproving deferral of budget 
authority, Department of Energy (Energy 
Research and Development Administra- 
tion) report to H. Res. 
854., 78-5811 

Resolution disapproving denial of import 
relief to the domestic industrial fastener 
industry : hearing before the Subcommit- 
tee on International Trade of the Com- 
mittee on Finance, United States Senate, 
Ninety-fifth Congress, second session, on 
S. Con. Res. 66 ... April 4, 1978., 78- 
26783 

A resolution expressing the sense of the 
Senate with respect to European Com- 
munities’ restrictions on processed fruit 
and vegetable imports : report to accom- 
pany S. Res. 76., 78-5945 

Resolutions to investigate Steve Biko’s 
death and to condemn the Government 
of South Africa for massive violations of 
the civil liberties of the people of South 
Africa : hearing before the Subcommit- 
tee on Africa of the Committee on Inter- 
national Relations, House of Representa- 
tives, Ninety-fifth Congress, first session, 
on H. Res. 809 and H. Con. Res. 398, 
October 26, 1977., 78-22505 

Resolved, that U.S. law enforcement agen- 
cies should be given significantly greater 
freedom in the 


78-15033 


accompany 


accompany 


investigation and/or 
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prosecution of felony crime : selected ar- 
ticles and references relating to the inter- 
collegiate debate topic for 1977-78 /, 
78-10084 

Resolving legal issues., 78-7170 

Resource allocation criteria., 78-13532 

Resource allocation criteria executive 
summary., 78-13531 

Resource book for State advisory councils 
on vocational education., 78-8214 

The resource file : practical publications 
for energy management., 78-20607 

Resource project plans : fiscal years 75-78 : 
Wenatchee National Forest, Pacific 
Northwest Region., 78-14590 

Resource recovery and waste reduction : 
fourth report to Congress /, 78-6563 

Resource recovery and waste reduction 
current reports., 78-23447 

Resource recovery implementation : en- 
gineering and economics : proceedings of 
an engineering foundation research con- 
ference, Rindge, New Hampshire, July 
26-30, 1976 /, 78-16237 

Resource recovery technology 
mentation seminar 
25617 

Resource reference guide for teachers and 
group leaders., 78-2189 

Resource requirements, impacts, and 
potential constraints associated with vari- 
ous energy futures /, 78-8827 

Resource, technology, and environment at 
the geysers /, 78-23363 

Resource utilization efficiency improve- 
ment of geothermal binary cycles : phase 
1/, 78-13154 

Resource utilization efficiency improve- 
ment of geothermal binary cycles : phase 
Il /, 78-13155, 78-25514 

Resources and staffing., 78-13514 

Resources capability system : a user’s guide 
/, 78-6119 

Resources for change, a guide to projects., 
78-13437 

Resources for scientific activities at univer- 
sities and colleges, 78-13981 

Resources in education., 78-3270 

Resources in education. Semiannual index, 
78-3269, 78-13460 

Resources in women’s educational equity : 
abstracts, citations for the year 1976., 
78-7057 

Respirable dust control : proceedings, Bu- 
reau of Mines Technology Transfer 
Seminars, Pittsburgh, Pa., September 21, 
1976 and St. Louis Mo., September 23, 
1976 /, 78-4963 

Respiratory care manual., 78-222 

Respiratory care, theory and practice., 
78-222 

Respiratory impairments., 78-9228 

Respiratory isolation., 78-11253 

Respiratory specialist commander's 
manual., 78-1524 

Respiratory specialist : 
78-1525, 78-4374 

Respiratory system., 


: an imple- 
workbook., 78- 


soldier's manual., 
78-5424 
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Respiratory therapy services available at 
WRAMC., 78-222 

Respond to mentally restored workers., 
78-15824 

Responding to consumer change /, 78- 
14562 

Response of a salt marsh to oil spill and 
cleanup : biotic and erosional effects in 
the Hackensack Meadowlands, New Jer- 
sey /, 78-25681 

Response of blue huckleberry to prescribed 
fires in a western Montana _larch-fir 
forest /, 78-16576 

The response of LiF thermoluminescence 
dosimeters to natural environmental 
radiation /, 78-20594 

Response of ponderosa pine seeds to light 
/, 78-14672 

Response of ponderosa pine 8 years after 
fertilization /, 78-51 

Response to crop-tree release sugar 
maple, red oak, black cherry, and yel- 
low-poplar saplings in a 9-year-old stand 
/, 78-10352 

Responses to angry youth., 78-15653 

Responsibilities, actions, and coordination 
of Federal agencies in international 
telecommunications services : report of 
the Comptroller General of the United 
States., 78-13193 

Restitution by juvenile offenders : an alter- 
native to incarceration., 78-15656 

Restoration of survivor annuities for certain 
widows and widowers : report to accom- 
pany H.R. 3755., 78-16473 

Restoring the Confederated Tribes of Siletz 
Indians of Oregon as a federally recog- 
nized sovereign Indian tribe, restoring to 
the Confederated Tribes of Siletz Indians 
of Oregon and its members those Federal 
services and benefits furnished to 
federally recognized American Indian 
tribes and their members, and for other 
purposes report to accompany H.R. 
7259., 78-10116 

Restraint system/speed limit public infor- 
mation materials catalog no. 1 /, 78- 
24412 

Restricting the carrying of weapons : report 
to accompany S. 2511., 78-24725, 78- 
24823 

Restrictions on using more fertilizer for 
food crops in developing countries : De- 
partment of State and other Federal 
agencies : report to the Congress /, 78- 
4733 

Restrictive and anticompetitive practices in 
the eyeglass industry : hearings before 
the Subcommittee on Monopoly and An- 
ticompetitive Activities of the Select 
Committee on Small Business, United 
States Senate, Ninety-fifth Congress, first 
session ..., 78-1142 

Restructuring needed of Department of 
Defense program for planning with 
private industry for mobilization produc- 
tion requirements : report to the Con- 
gress /, 78-13365 
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Restructuring the Law Enforcement 
Assistance Administration : hearings be- 
fore the Subcommittee on Crime of the 
Committee on the Judiciary, House of 
Representatives, Ninety-fifth Congress, 
first and second sessions ..., 78-26828 

Results and analysis of a round-robin test 
program for liquid-heating flat-plate solar 
collectors /, 78-22882 

Results from flight and simulator studies of 
a Mach 3 cruise longitudinal autopilot /, 
78-26395 

Results from the IMP-J violet solar cell ex- 
periment and violet cell balloon flights /, 
78-11735 

Results of AEROSAT channel simulation 
tests Q-M/PSK voice/data modem, TSC 
ranging modem /, 78-11916 

Results of an opinion survey concerning 
the limited operations of the Concorde 
supersonic airplane at Dulles Interna- 
tional Airport., 78-7874 

Results of an organizational diagnostic sur- 
vey of an army field facility work en- 
vironment /, 78-20225 

Results of analyses performed on basalt ad- 
jacent to penetrators emplaced into vol- 
canic rock at Amboy, California, April 
1976 /, 78-18263 

Results of analyses performed on soil ad- 
jacent to penetrators emplaced into sedi- 
ments at McCook, Nebraska, January 
1976 /, 78-18101 

Results of marketing quota referendums., 
78-10459 

Results of simulation experiments designed 
to show the effect of tone disturbance 
upon air traffic control air/ground com- 
munications /, 78-18703 

The results of the initial feasibility program 
on cavitation descaling techniques for 
pipes and tubes used in geothermal ener- 
gy plants /, 78-23354 

The results of the NHTSA survey for an 
evaluation of the adequacy and ap- 
propriateness of the NHTSA _ uniform 
highway safety standards., 78-14205 

Results of the third Law of the Sea Con- 
ference, 1974 to 1976 : Department of 
State : report to the Congress /, 78- 
1797 

Retail credit and collections., 78-2153 

Retail diversion of legal drugs : a major 
problem with no easy solution : report to 
the Congress /, 78-13287 

Retail food prices by cities, 78-3528 

Retail management : a guide to effective 
control of the retail function., 78-25311 

Retail meat prices in perspective /, 78- 
16761 

Retail prices and indexes of fuels and elec- 
tricity, 78-3526, 78-3530 

Retail prices and indexes of fuels and utili- 
ties., 78-3526, 78-3530 

Retail service station act of 1976 (Council 
act no. 1-220) : hearing and disposition 
before the Subcommittee on Economic 
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Development and Regional Affairs of the 
Committee on the District of Columbia, 
House of Representatives, Ninety-fifth 
Congress, first session, on H. Con. Res. 
114 ... March 23, April 5, and 25, 1977., 
78-9922 

Retail trade. Annual sales and purchases, 
year-end inventories, and accounts 
receivable by kind of retail store., 78- 
16860 

Retail trade. Annual sales, purchases, and 
year-end inventories, by kind of retail 
store., 78-16770 

Retail trade industry in Puerto Rico : an 
economic report., 78-24177 

Retail trade statistics., 78-19729 

Retaining wall practice and selection for 
low volume forest roads /, 78-16539 

Rethinking United States foreign policy 
toward the developing world : hearings 
before the Committee on International 
Relations and its Subcommittee on Inter- 
national Development, House of 
Representatives, Ninety-fifth Congress, 
first session ... August 4, October 12, and 
November 1, 1977., 78-14369 

Rethinking United States foreign policy 
toward the developing world : Nicaragua 
: hearing before the Subcommittee on In- 
ternational Development of the Commit- 
tee on International Relations, House of 
Representatives, Ninety-fifth Congress, 
first session ..., 78-12143, 78-22515 

Retired naval personnel newsletter., 78- 
3068 

Retired pay eligibility for certain otherwise 
ineligible reserves : report to accompany 
H. R. 11823., 78-26898 

Retirement, 78-2956, 78-21079 

Retirement age policies and housing for the 
elderly in Cleveland, Ohio : hearings be- 
fore the Select Committee on Aging, 
House of Representatives, Ninety-fifth 
Congress, first session, Cleveland, Ohio, 
August 8, 9, and 10, 1977., 78-12016 

Retirement age policies in Massachusetts : 
hearings before the Select Committee on 
Aging, House of Representatives, Ninety- 
fifth Congress, first session, held May 6, 
1977, in Brookline and Waltham, Mass., 
78-952 

Retirement and withholding tax legislation : 
hearing before the Subcommittee on 
Civil Service and General Services of the 
Committee on Governmental Affairs, 
United States Senate, Ninety-fifth Con- 
gress, second session ... May 17, 1978., 
78-22485 

Retirement experience of old-age insurance 
beneficiaries, 1966-1976, 78-8920 

Retirement legislation and administrative 
law judges : hearing before the Subcom- 
mittee on Civil Service and General Ser- 
vices of the Committee on Governmental 
Affairs, United States Senate, Ninety- 
fifth Congress, first session ... October 
28, 1977., 78-19129 





Retorting of Green River oil shale under 
high-pressure hydrogen atmospheres /, 
78-17259 

Retrofitted feedwater heat storage for 
steam electric power stations peaking 
power engineering study /, 78-13024 

Retrospective application of the health 
maintenance organization risk sharing 
savings formula for six group practice 
prepayment plans for 1969 and 1970, 
78-8918 

A retrospective survey of cancer in relation 
to occupation /, 78-498 

Returning the mentally disabled to the 
community : government needs to do 
more : Department of Health, Education, 
and Welfare and other federal agencies : 
report to the Congress /, 78-1789 

Returning the mentally disabled to the 
community, summary., 78-1790 

Revenue act of 1978 : report of the Com- 
mittee on Ways and Means, U.S. House 
of Representatives, together with addi- 
tional, supplemental, separate, and dis- 
senting views ... on H.R. 13511., 78- 
24768 

Revenue and traffic of carriers by water, 
78-26243, 78-26244 

Revenue and traffic of Class A and B water 
carriers., 78-26243, 78-26244 

Revenue aspects of recent legislative 
change and proposals., 78-9536 


Revenue bonds for private colleges and 


universities : report to accompany H.R. 
9544., 78-10137 

Revenue estimates under various methods 
of taxing Americans abroad : report to 
the Congress /, 78-25795 

Revenue traffic statistics of class I line-haul 
railroads in the United States, 78-21634 

Revenues, expenses and statistics of freight 
forwarders., 78-26241 

Revenues, expenses, other income, and 
statistics of class 1 motor carriers of pas- 
sengers, 78-21630, 78-21631 

Revenues, expenses, other income, and 
Statistics of class I motor carriers of pas- 
sengers, 78-7401, 78-21630, 78- 
21631, 78-24080, 78-24081 

Revenues, expenses, other income, and 
statistics of class I motor carriers of pro- 
perty., 78-21632 

Review - Naval Research Laboratory, 
Washington, D.C., 78-20404 

Review and analysis of liquid level control 
systems used in bottom loading of 
flammable liquids into cargo tanks., 78- 
841 

Review and analysis of mechanical systems 
on cargo tank trucks used in bottom 
loading with regard to impact protec- 
tion., 78-18570 

Review and analysis of State legislation and 
reimbursement practices of physician's 
assistants and nurse practitioners : an- 
notated bibliography /, 78-11246 
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Review and analysis of State legislation and 
reimbursement practices of physician's 
assistants and nurse practitioners : final 
report /, 78-17616 

A review and analysis of the Litchford 
beacon collision avoidance system /, 
78-18728 

Review and annotation of study reports /, 
78-21117 

Review and assessment of research relevant 
to design aspects of nuclear power plant 
piping systems : final report /, 78-18887 

Review and correction of the single-sided 
segment and segment name consistency 
listings., 78-19727 

Review and correction procedures for 
NODEDIT., 78-116 

Review and _ evaluation of 
methods for environmental studies of 
fibrous particulate exposures /, 78-491 

Review and evaluation of the Nuclear 
Regulatory Commission safety research 
program : a report to the Congress of the 
United States of America., 78-18900 

Review and evaluation of the swine flu im- 
munization program : hearing before the 
Subcommittee on Health and the En- 
vironment of the Committee on In- 
terstate and Foreign Commerce, House 
of Representatives, Ninety-fifth Congress, 
first session ... September 16, 1977., 
78-9975 

Review guide, grantees financial manage- 
ment systems., 78-15826 

Review of American Indian Policy Review 
Commission United States Congress 
[sic] : report of the Comptroller General 
of the United States., 78-13269 

Review of an Air Force job satisfaction 
research project : status report through 
September 1976 : final report for period 
1 July 1971 - 30 September 1976 //, 78- 
4537, 78-15191 

A review of certificated airport crash fire 
rescue service criteria /, 78-22175 

Review of compliance with labor standards 
for service contracts by Defense and 
Labor Departments report of the 
Comptroller General of the United 
States., 78-13304 

Review of crude oil pricing issues : hearing 
before the Subcommittee on Energy 
Conservation and Regulation of the 
Committee on Energy and Natural 
Resources, United States Senate, Ninety- 
fifth Congress, first session ... August 4, 
1977., 78-19098 

A review of current information on some 
ecological and health related aspects of 
the release of trace metals into the en- 
vironment associated with the com- 
bustion of coal /, 78-13147 

A review of current procedures for nor- 
malizing aircraft flyover noise data to 
reference meteorological conditions /, 
78-18073 


analytical 
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Review of deferral—Clinch River Breeder 
Reactor Plant Project : communication 
from the Comptroller General of the 
United States ...., 78-10062 

Review of deferrals : communication from 
the Acting Comptroller General of the 
United States ..., 78-10094, 78-12241 

Review of deferrals : communication from 
the Comptroller General of the United 
States 78-10079, 78-16336, 78- 
16338 

Review of developments in the Middle 
East, 1978 : hearing before the Subcom- 
mittee on Europe and the Middle East of 
the Committee on International Rela- 
tions, House of Representatives, Ninety- 
fifth Congress, second session, June 12, 
1978., 78-26820 

Review of factors affecting U.S. diplomatic 
and assistance relations with Haiti /, 78- 
14288 

A review of factors influencing railroad 
electrification : a report /, 78-18632 

Review of Federal research and develop- 
ment expenditures and the national 
economy : special oversight report no. 7 
/, 78-9878 

A review of five years accident experience 
in the U.S.A. involving nuclear transpor- 
tation (1971-1975) /, 78-16065 

Review of forage losses caused by range- 
land grasshoppers /, 78-3961 

Review of inhalants : euphoria to dysfunc- 
tion /, 78-7149 

A review of investigations on pulsed ther- 
monuclear reactors (0 pinches and 
relativistic electron bundles) /, 78-305 

Review of laser raman and fluorescence 
techniques for practical combustion diag- 
nostics /, 78-17165 

Review of laws related to contributions 
made by or solicited from Senate officers 
and employees and the use of official 
staff by holders of public office in 
Federal campaigns : report of the Com- 
mittee on Rules and Administration /, 
78-10207 

Review of Medicare payments to renal 
physicians under the alternative method 
of reimbursement /, 78-12190 

Review of monetary policy in 1977 : hear- 
ing before the Subcommittee on 
Domestic Monetary Policy of the Com- 
mittee on Banking, Finance, and Urban 
Affairs, House of Representatives, 
Ninety-fifth Congress, second session, 
January 30, 1978., 78-16188 

Review of Navy research, development, 
test, and evaluation management and 
support funding for facilities and installa- 
tions : Department of the Navy : report 
to the Subcommittee on Research and 
Development, Committee on Armed Ser- 
vices, United States Senate /, 78-1847 

Review of Navy’s fiscal year 1979 ap- 
propriation request for funds to construct 
Trident base support facilities and for 
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community impact assistance : report /, 
78-23666 

Review of new source performance stan- 
dards for coal-fired utility boilers., 78- 
25686 

A review of oil polluting incidents in and 
around New England /, 78-246 

Review of Postal Service’s payroll system : 
U.S. Postal Service., 78-11111 

Review of programs for the handicapped, 
1977 : hearings before the Subcommittee 
on the Handicapped of the Committee 
on Human Resources, United States 
Senate, Ninety-fifth Congress, first ses- 
sion ..., 78-2270 

Review of proposed deferral of budget 
authority communication from the 
Comptroller General of the United States 
+» 78-10176 

Review of recent developments in Europe, 
1978 : hearing before the Subcommittee 
on Europe and the Middle East of the 
Committee on International Relations, 
House of Representatives, Ninety-fifth 
Congress, second session, January 31, 
1978., 78-22507 

Review of recent developments in the Mid- 
dle East 4 hearing before the Subcommit- 
tee on Europe and the Middle East of 
the Committee on International Rela- 
tions, House of Representatives, Ninety- 
fifth Congress, first session, June 8, 
1977., 78-1078 

Review of rescission and deferrals : com- 
muncation from the Acting Comptroller 
General of the United States ..., 78- 
24697, 78-24699 

Review of rescissions and deferral : com- 
muncation from the Comptroller General 
of the United States ..., _78-10070 

Review of rescissions and deferrals : com- 
muncation from the Comptroller General 
of the United States .... 78-8399, 78- 
10059, 78-12250 

Review of selected aspects of the Pre- 
sident’s tax proposals : hearing before 
the Task Force on Tax Expenditures, 
Government Organization, and Regula- 
tion of the Committee on the Budget, 
House of Representatives, Ninety-fifth 
Congress, second session, February 23, 
1978., 78-22422 

Review of State agency decisions : is quali- 
ty assurance doing the job? /, 78-19243 

Review of the Better jobs and income bill : 
report /, 78-25786 

Review of the Commission program for 
standardization of nuclear power plants 
and recommendations to improve stan- 
dardization concepts., 78-18912 

A review of the coordinated examination 
program, Internal Revenue Service 
methods for the audit of large corpora- 
tions, financial institutions, and_ utility 
companies /, 78-22566 

Review of the costs of electronic composi- 
tion., 78-14391 
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A review of the Department of Transporta- 
tion (DOT) regulations for transportation 
of radioactive materials., 78-8117, 78- 
9561 

Review of the design and construction of 
long-span, corrugated-metal, buried con- 
duits /, 78-18597 

Review of the Government Printing Of- 
fice’s internal audit program., 78-13351 

Review of the Impoundment control act of 
1974 after 2 years : report to the Con- 
gress /, 78-1836 

Review of the interagency coordination of 
Federal scientific research and develop- 
ment : special oversight report no. 8 /, 
78-14400 

Review of the Navy’s site selection and ap- 
propriation request for funds to construct 
support facilities at Kings Bay, Georgia : 
report /, 78-21047 

Review of the non-service-connected pen- 
sion program : hearings before the Sub- 
committee on Compensation, Pension, 
and Insurance of the Committee on 
Veterans’ Affairs, House of Representa- 
tives, Ninety-fifth Congress, second ses- 
sion ... February 7, 8 and 9, 1978., 78- 
24661 

Review of the operations of Fresno 
Development Company in the Fresno, 
California, model cities program : De- 
partment of Housing and Urban 
Development /, 78-1718 

A review of the physical and engineering 
properties of raw and retorted oil shales 
from the Green River formation : final 
report /, 78-25238 

Review of the policy decision to withdraw 
United States ground forces from Korea : 
report of the Investigations Subcommit- 
tee of the Committee on Armed Ser- 
vices, House of Representatives, with dis- 
senting and supplementary [sic] views, 
Ninety-fifth Congress, second session., 
78-19031 

Review of the present status of work on 
tokamaks in the USSR /, 78-294 

Review of the President’s conventional 
arms transfer policy : hearings before the 
Subcommittee on International Security 
and Scientific Affairs of the Committee 
on International Relations, House of 
Representatives, Ninety-fifth Congress, 
second session, February | and 2, 1978., 
78-22506 

Review of the President’s eighth special 
message for fiscal year 1977 : communi- 
cation from the Comptroller General of 
the United States ..., 78-26882 

Review of the President’s thirteenth special 
message for fiscal year 1977 : communi- 
cation from the Comptroller General of 
the United States ..., 78-10181 

Review of the President’s 12th special 
messages for fiscal year 1977 : communi- 
cation from the Comptroller General of 
the United States., 78-10174 
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Review of the President’s 14th and 15th 
special messages for fiscal year 1977 : 
communication from the Comptroller 
General of the United States ..., 78- 
10183 

Review of the President’s 16th and 17th 
special messages for fiscal year 1977 : 
communication from the Comptroller 
General of the United States ..., 78- 
10184 

Review of the President’s 18th special 
message for fiscal year 1977 : communi- 
cation from the Comptroller General of 
the United States ..., 78-10185 

A review of the relationship between 
research and development and economic 
growth/productivity /, 78-15804 

Review of the Technology assessment act : 
hearings before the Subcommittee on 
Science, Research, and Technology of 
the Committee on Science and Technol- 
gy, U.S. House of Representatives, 
Ninety-fifth Congress, first and second 
sessions ..., 78-26859 

Review of the Third Law of the Sea Con- 
ference, together with dissenting views : 
special oversight report /, 78-16285 

Review of the United Nations 33d Commis- 
sion on Human Rights : hearing before 
the Subcommittee on International Or- 
ganizations of the Committee on Interna- 
tional Relations, House of Representa- 
tives, Ninety-fifth Congress, first session, 
May 19, 1977., 78-1083 

A review of the use of ionizing radiation 
for the treatment of benign diseases., 
78-1946 

A review of the use of ionizing radiation 
for the treatment of benign diseases : a 
report ..., 78-21267 

Review of two deferrals of budget authority 
: communication from Deputy, Comp- 
troller General of the United States 
78-26883 

Review of world experience and properties 
of materials for encapsulation of ter- 
restrial photovoltaic arrays., 78-11019 

Review report on the Santa Ana River 
main stem : including Santiago Creek 
and Oak Street Drain, for flood control 
and allied purposes., 78-23163 

Reviewing and acting on medical informa- 
tion, 78-2947 

Reviews of data on research and develop- 
ment, 78-18344, 78-18345, 78- 
24262 

Reviews of data on science resources., 
78-18344, 78-18345, 78-24262 

Reviews of rescissions and deferral : com- 
muncation from the Comptroller General 
of the United States ..., 78-8398 

Revised aircraft accident report, Knob Hill 
Inc. Cessna-421, N99MB, Nogales, 
Arizona, January 22, 1977., 78-7732 

Revised aircraft accident report, Pan 
American World Airways, Inc. : Boeing 
707-321B, N454PA, Pago Pago, Amer- 
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ican Samoa, January 30, 
71736 

Revised coverage schedule for 
benefits guaranteed by 
Benefit Guaranty 
5814 

Revised customs convention on the interna- 
tional transport of goods under cover of 
TIR Carnets : message from the Pre- 
sident of the United States ..., 78-11953 

Revised draft environmental impact state- 
ment, Pembilier Lake and Dam, Pembina 
River basin, North Dakota., 78-12751 

Revised environmental statement, Papillion 
Creek and tributaries lakes, Nebraska., 
78-6502 

Revised FORTRAN program for calculat- 
ing velocities and streamlines on the hub- 
shroud midchannel stream surface of an 
axial-, radial-, or mixed-flow  tur- 
bomachine or annular duct /, 78-11746 

Revised input-output tables for the United 
States, 1967 /, 78-22983 

Revised inspection program for nuclear 
power plants., 78-18903 

Revised range management program for 
the Challis grazing unit /, 78-23975 

Revised recommended asbestos standard., 
78-497 

Revised technical guide for review and 
evaluation of compliance schedules for 
air pollution sources /, 78-12866 

Revised 1978 budget outlay estimates., 
78-7543 

Revising the consumer price index., 78- 
7442 

Revision de las declaraciones de impuesto, 
derecho de apelacion y reclamaciones de 
devolucion (Audit of returns, appeal 
rights, and claims for refund)., 78- 
18497 

Revision of emission factors for petroleum 
refining /, 78-12838 

Revision of evaporative hydrocarbon emis- 
sion factors /, 78-20674 

Revision of miscellaneous timing require- 
ments of the revenue laws : report to ac- 
company H.R. 7320., 78-5747, 78- 
16454 

Revision of REA bulletin 20-19:320-19., 
78-22741 

Revision of REA bulletin 109-3, 409-2., 
78-10434 

A revision of the Indo-Pacific fish genus 
Gobiopsis with descriptions of four new 
species (Pisces: Gobiidae) /, 78-18460 

A revision of the lichen family Thelotre- 
mataceae in Panama/, 78-18464 

A revision of the North American moths of 
the superfamily Eriocranioidea with the 
proposal of a new family, Acanthop- 
teroctetidae (Lepidoptera) /, 78-26534 

Revision of the pelagic amphipod genus 
Primno (Hyperiidea: Phrosinidae) /, 78- 
21990 

Revision of the sea basses of the genus 
Diplectrum (Pisces: Serranidae) /, 78- 
4151 
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Revision of Trading with the enemy act : 
markup before the Committee on Inter- 
national Relations, House of Representa- 
tives, Ninety-fifth Congress, first session, 
June 16, 17, and 20, 1977., 78-1082 

Revitalization of business districts : hearing 
before the Subcommittee on Capital, In- 
vestment, and Business Opportunities of 
the Committee on Small Business, House 
of Representatives, Ninety-fifth Congress, 
first session ... October 18, 1977., 78- 
16292 

Revitalization of small communities : trans- 
portation options /, 78-7714 

Revitalization of the Federal contract com- 
pliance program., 78-718 

Revocability of election to receive retired 
pay as judge of tax court : report to ac- 
company H.R. 8811., 78-10134, 78- 
24930 

Revolving funds - full disclosure needed for 
better congressional control., 78-4771 

Revolving funds - full disclosure needed for 
better congressional control : report to 
the House Committee on the Budget /, 
78-4769 

Rhenium., 78-11583, 78-17817 

Rheology study of antimist fuels /, 78- 
18730 

Rhode Island, 78-4857 

Rhode Island, annual report, 78-19601 

The Rhode Island claims settlement act : 
report to accompany S. 3153., 78- 
27067 

Rhode Island Indian claims settlement act : 
joint hearing before the United States 
Senate, Select Committee on Indian Af- 
fairs, and the U.S. House of Representa- 
tives, Committee on Interior and Insular 
Affairs, Subcommittee on Indian Affairs 
and Public Lands, Ninety-fifth Congress, 
second session, on S. 3153 and H.R. 
12860 ... June 20, 1978., 78-26812 

Rhode Island landings., 78-2842 

Rhode Island landings, annual summary., 
78-16840, 78-19909 

Rice, 78-2445 

Rice market news., 78-2480 

Rice program, disaster and deficiency, 78- 
10453 

Rice situation., 

Rice stocks., 78-2499 

Rice stocks : on and off farms : final esti- 
mates for 1968-75., 78-12354 

Richmond, Virginia, metropolitan area, 
78-11616 

Ricky Lee Trautvetter : report to accom- 
pany H.R. 2944., 78-1191 

RIF newsletter., 78-3688 

Rigging air defense artillery gun (Vulcan) : 
airdrop of supplies and equipment., 78- 
4392 

Rigging containers., 78-20179 

Rigging road rollers., 78-8691 

Rigging 1OSMM howitzers., 78-4391 

Right next door : an ideabook for commu- 
nity leaders., 78-14007 

Right to read, 78-11184 
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Right to representation : hearing before the 
Subcomittee on Civil Service of the 
Committee on Post Office and Civil Ser- 
vice, House of Representatives, Ninety- 
fifth Congress, first session, on H.R. 
3793 ... July 21, 1977., 78-1107 

Right to representation : report together 
with minority views to accompany H.R. 
3793., 78-10251 

Right turn on red signal : hearing before 
the Subcommittee on Transportation of 
the Committee on Public Works, United 
States Senate, Ninety-fourth Congress, 
first session, on S. 2049 ... October 1, 
1975., 78-14392 

Rights and remedies of insurance policyhol- 
ders : hearings before the Subcommittee 
on Citizens and Shareholders Rights and 
Remedies of the Committee on the Ju- 
diciary, United States Senate, Ninety- 
fifth Congress, second session ..., 78- 
26838 

Rim-spoke composite flywheels : stress and 
vibration analysis /, 78-11710 

The Rio Abajo, Pitahaya, and Daguao For- 
mations in eastern Puerto Rico /, 78- 
626 

Rio Grande and tributaries, Rio Puerco and 
Rio Salado, New Mexico : letter from the 
Secretary of the Army, transmitting a 
letter from the Chief of Engineers, De- 
partment of the Army, dated September 
27, 1976, submitting a report, together 
with accompanying papers and illustra- 
tions on Rio Grande and tributaries, Rio 
Puerco and Rio Salado, New Mexico., 
78-12728 

Rio Grande de Arecibo Basin, Common- 
wealth of Puerto Rico., 78-21452 

Rio Matilde, Ponce, Rico., 78- 
15106 

Rio Yauco basin, Commonwealth of Puerto 
Rico., 78-17758 

The rising Soviet and east European debt 
to the West : selected comments /, 78- 
2268 

Risk analysis in hazardous materials trans- 
portation /, 78-11841 

Risk analysis in hazardous materials trans- 
portation - bibliography : volume 2 /, 
78-9595 

River and harbor work by contract : report 
to accompany H.R. 7744., 78-2314 

River basin monetary authorizations : re- 
port to accompany S. 2281., 78-8496 

River basins of the United States : the 
Delaware., 78-7287 

River currents., 78-3795 

River engineers on the middle Mississippi : 
a history of the St. Louis District, U.S. 
Army Corps of Engineers /, 78-23117 

River forecasts provided by the National 
Weather Service., 78-12535 

River-quality assessment., 78-2062 

River summary and forecast., 78-2733 

River temperatures (C) at selected stations 
in the Pacific Northwest, 78-3410 

River terminals, 78-20238 
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Rivers and harbors, improvements : [an act 
to amend the acts of August I1, 1888, 
and March 2, 1919, pertaining to carry- 
ing out projects for improvements of 
rivers and harbors by contract or other- 
wise]., 78-19374 

Rivets, rivet caps, and collars., 78-20100 

RNA viruses associated with cancer., 78- 
3288 

Road & bridge preconstruction engineering 
: where are we today : review of service- 
wide practices & Chief’s action plan., 
78-12382 

Road building equipment, Suez Canal area 
: agreement between the United States of 
America and Egypt signed at Cairo, May 
28, 1975, and amending agreement 
signed at Cairo, September 30, 1976., 
78-18425 

Road construction in western Nepal ; 
agreement between the United States of 
America and Nepal, signed at Kathman- 
du, June 5, 1975, and amending agree- 
ment signed at Kathmandu, September 
21, 1976., 78-24306 

Road improvement : agreement between 
the United States of America and Jordan 
signed at Amman July 22, 1976., 78- 
14024 

Roadless and undeveloped areas : final en- 
vironmental statement : selection of final 
new study areas from roadless and un- 
developed areas within the National 
forests., 78-16663 

Roadless area review 
(RARE II) /, 78-16209 

Roadside vegetation and drainage facilities, 
deferred maintenance., 78-7813 

Roadway design system : user manual., 
78-11853 

Roadway design system, metric 
manual., 78-9616 

Roanoke County, Virginia, unincorporated 
areas., 78-23948 

Robert D. Thorne and John M. Deutch 
nominations : hearings before the Com- 
mittee on Energy and Natural Resources, 
United States Senate, Ninety-fifth Con- 
gress, second session November 2, 
1977, March 15, and 20, 1978., 78- 
26775 


Robert S. Kerr Lock & Dam & Lake., 78- 
25212 


and evaluation 
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Rock, frozen soil and ice breakage by high- 
frequency clectromagnetic radiation : a 


review /, 78-20270 

Rock pushing and sampling under rocks on 
Mars /, 78-26151 

Rock slope engineering : planning, design, 
construction and maintenance of rock 
slopes of highways and railways., 78- 
18566 

Rockets and satellites., 78-1903 

Rocky Flats Plant Site, Golden, Colorado : 
draft environmental impact statement., 
78-328 
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Rocky Mountain energy resource develop- 
ment status, potential, and 
socioeconomic issues : report to the Con- 
gress /, 78-4639 

Rocky Mountain Forest and Range Experi- 
ment Station : a list of published 
research, April 1, 1972 through March 
31, 1976., 78-14751 

Rodenticides and mammal, bird and fish 
toxicants, 78-3127 

Rogelio M. Encomienda : report to accom- 
pany H.R. 2259., 78-1164 

Rohini : report to accompany S. 2243., 
78-24855 

Rolando R. Gaza and Teresita C. Gaza : re- 
port to accompany H.R. 2655., 78- 
24764 

Role and use of optometry in the Veterans 
Administration need improvement : re- 
port /, 78-25790 

Role EIS., 78-613, 78-614 

The role of agricultural research in meeting 
food needs : statement /, 78-14559 

Role of air transportation in sparsely 
developed areas: planning guidelines 
developed in conjunction with a case 
study of SATENA Airline, Colombia,, 
78-15921 

The role of behavioral science in physical 
security : proceedings of the first annual 
symposium, April 29-30, 1976 /, 78- 
19738 

Role of Blue Cross., 78-24624 

The role of Congress : a report of the 
Commission on Federal Paperwork., 
78-8194 

The role of demonstrations 
R&D policy., 78-26695 

The role of federal tax policy in stimulating 
capital formation and economic growth : 
hearings before the Subcommittee on 
Economic Growth and Stabilization of 
the Joint Economic Committee, Congress 
of the United States, Ninety-fifth Con- 
gress, first session .... 78-19087 

The role of field Federal safety and health 
councils : an address /, 78-2106 

The role of foreign governments in the 
energy industries., 78-4556 

The role of monoamine oxidase inhibition 
in the acute toxicity of chlordimeform /, 
78-22192 

Role of preflight preparation., 78-15955 

The role of prisons in society : hearings be- 
fore the Subcommittee on Penitentiaries 
and Corrections of the Committee on the 
Judiciary, United States Senate, Ninety- 
fifth Congress, first session, October 5 
and 6, 1977., 78-22529 

The role of productivity in controlling in- 
flation : a study paper /, 78-22362 

The role of professional registered nurses 
in professional standards review or- 
ganizations: hearing before the Subcom- 
mittee on Health of the Committee on 
Ways and Means, House of Representa- 
tives, Ninety-fifth Congress, first session, 
September 30, 1977.,. 78-14418 
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The role of simulation methods in the air- 
craft certification process /, 78-22197 
Role of State legislatures in appropriating 
Federal funds to States : hearing before 
the Subcommittee on Intergovernmental 
Relations of the Committee on Govern- 
mental Affairs, United States Senate, 
Ninety-fifth Congress, first session, June 
16, 1977., 78-5581 

The role of superconductivity in the space 
program : an assessment of present capa- 
bilities and future potential /, 78-22890 

The role of synthetic and natural hormones 
in carcinogenesis., 78-3295 

The role of the Bonneville Power Adminis- 
tration in the Pacific Northwest power 
supply system including its participation 
in the hydro-thermal program : a pro- 
gram environmental statement and 
planning report., 78-613 

The role of the Bonneville Power Adminis- 
fration in the Pacific Northwest power 
supply system including its participation 
in the hydro-thermal program : summary 
report., 78-614 

The role of the Federal government in 
nutrition education a study /, 78- 
10083 

Role of the Internal Revenue Service in law 
enforcement activities : hearings before 
the Subcommittee on Administration of 
the Internal Revenue Code of the Com- 
mittee on Finance, United States Senate, 
Ninety-fourth Congress, first and second 
sessions, December | and 3, 1975, and 
January 22, 1976., 78-9944 

The role of the national energy laboratories 
in ERDA and Department of Energy 
operations : retrospect and prospect : re- 
port /, 78-14401 

The role of the national laboratories in 
energy R. & D. : hearings before the 
Subcommittee on Fossil and Nuclear 
Energy Research, Development, and 
Demonstration of the Committee on 
Science and Technology, U.S. House of 
Representatives, Ninety-fifth Congress, 
first session ..., 78-12178 

The role of the payload specialist in the 
space transportation system for NASA or 
NASA-related payloads., 78-24207 

The role of the Postal Rate Commission 
should be clarified : report of the Comp- 
troller General of the United States., 
78-1764 

Role of the private sector in international 
commodity negotiations needs revision : 
report /, 78-21041 

The role of the professional : an address by 
Ray Garrett, Jr., Chairman, Securities 
and Exchange Commission, March 15, 
1974, [before] San Diego County Bar 
Association, San Diego, California., 78- 
802 

The role of the Reserve in the total Army : 
a bibliographic survey of the United 
States Army Reserve., 78-4419 





The role of the Senate in treaty ratification 
: a staff memorandum to the Committee 
on Foreign Relations, United States 
Senate., 78-16221 

The role of the shareholder in the cor- 
porate world : hearings before the Sub- 
committee on Citizens and Shareholders 
Rights and Remedies of the Committee 
on the Judiciary, United States Senate, 
Ninety-fifth Congress, first session 
78-12150 

Role of the wolf in a deer decline in the 
Superior National Forest /, 78-10348 

The role of US Army Special Forces : air- 
borne : tips for leaders., 78-15070 

The role of women in the military 
hearings before the Subcommittee on 
Priorities and Economy in Government 
of the Joint Economic Committee, Con- 
gress of the United States, Ninety-fifth 
Congress, first session, July 22 and Sep- 
tember 1, 1977., 78-19089 

Rolling mills, drawing machines and metal 
finishing equipment., 78-20111 

Rolling resistance forces in pneumatic tires 
/, 78-7713 

Rolling resistance of truck tires measured 
under equilibrium and transient condi- 
tions on Calspan’s tire research facility /, 
78-5272 

Rollover accidents : a subject bibliography 
from Highway safety literature /, 78- 
14213 

Romania, 78-14019 

Romania floods., 78-5233 

Roof loads resulting from rain-on-snow /, 
78-4458 

Roofing farm buildings /, 78-22653 

Room-temperature-operation — visible-emis- 
sion semiconductor diode lasers /, 78- 
5153 

Roosevelt water conservation district flood- 
way., 78-24978 
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Root-crown relations of young sugar maple 


and yellow birch /, 78-8540 

Root strength changes after logging in 
southeast Alaska /, 78-14684 

Rosalinda Flores Vaow : report to accom- 
pany S. 432., 78-6044 

Rosario A. Calvin : report to accompany 
H.R. 1402., 78-24748 

Rose culture /, 78-9256 

Rose hips : a possible high-energy food for 
wintering mule deer? /, 78-14673 

Roseau River basin; coordinated water use 
and control in., 78-15862 

A rotor-mounted digital 
system for helicopter 
research measurements /, 

Rotorcraft external-load 
14110, 78-14111 

Rotorcraft external-load operations in ac- 
cordance with Federal aviation regula- 
tions part 133., 78-7926 

Rotorcraft, gliders & balloons, 78-3773 

Round head steel drum plugs from Japan : 
determination of no injury or likelihood 
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thereof in investigaton no. AA1921-164 
under the Antidumping act, 1921, as 
amended, together with the information 
obtained in the investigation., 78-18506 

Roundheaded pine beetle /, 78-14615 

Route certificated to local service carriers., 
78-6289 

Route log and finder list 
system., 78-24366, 78-24367 

Route 10 Canal Line corridor : urban cor- 
ridor demonstration program, New 
Haven, Connecticut /, 78-18622 

Routes certificated to trunklines carriers., 
78-6290, 78-6291 

Routes to United States authorized to 
foreign air carriers of countries under 
permit., 78-6287 

Routine patrol., 78-665 

The RRB quarterly review., 78-3660 

RRB-SSa financial interchange; summary 
and documentation., 78-21869, 78- 
21870 

RSVP : Retired Senior Volunteer Program 
in southern California., 78-1383 

RSVP project evaluation summary /, 78- 
14835 

RTA TACAN antenna modification for 
azimuth performance /, 78-18745 

Rubber and plastics working machinery., 
78-20116 

Rubber: supply and distribution for the 
United States., 78-25003 

Ruben P. Din : report to accompany H.R. 
2253., 78-1180 

Rudolfo N. Arriola : report to accompany 
S. 2509., 78-24858 

Rulemaking : a report of the Commission 
on Federal Paperwork., 78-8208 

Rules adopted by committees of the United 
States Senate., 78-16283 

Rules adopted by the committees of Con- 
gress, 78-16283 

Rules and regulations - Federal Communi- 
cations Commission. Part 97. Amateur 
radio service., 78-162, 78-16884 

Rules and regulations - Federal Communi- 
cations Commission. Part 99. Disaster 
communications service., 78-163 

Rules and regulations - Federal Communi- 
cations Commission. Volume 1., 78- 
2899, 78-22993 

Rules and regulations - Federal Communi- 
cations Commission. Volume 4., 78- 
2898 

Rules and regulations - Federal Communi- 
cations Commission. Volume 5., 78- 
2900 

Rules and regulations - Federal Communi- 
cations Commission. Volume 8., 78- 
2902 

Rules and regulations - Federal Communi- 
cations Commission. Volume 9., 78- 
2903 

Rules and regulations - Federal Communi- 
cations Commission. Volume 10., 78- 
2904, 78-22994 
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Rules and regulations - Federal Communi- 
cations Commission. Volume 11., 78- 
2905 

Rules and regulations 
Union Administration., 
18320, 78-24242 

Rules and regulations and National labor 
relations act, 78-3598, 78-24202 

Rules and regulations and statements of 
procedure, Labor management relations 
act., 78-3598, 78-24202 

Rules and regulations for cargo and miscel- 
laneous vessels., 78-8029 

Rules and regulations for foreign vessels 
operating in the navigable waters of the 
United States., 78-26630 

Rules and regulations for implementing the 
Coastal energy impact program, section 
308, the Coastal zone management act of 
1972, as amended., 78-1470 

Rules and regulations for manning of ves- 
sels., 78-8031 

Rules and regulations for recreation boat- 
ing., 78-8028 

Rules and regulations for small passenger 
vessels (under 100 gross tons)., 78-877 

Rules and regulations for tank vessels., 
78-876 

Rules for a floating rate regime, 

Rules for flagmen., 78-26272 

Rules of civil procedure for the United 
States District Courts, with forms., 78- 
14370 

Rules of criminal procedure for the United 
States District Courts; with forms., 78- 
1084 

Rules of practice, 78-13837 

Rules of practice in proceedings before the 
House Commission on Congressional 
Mailing Standards., 78-19194 

Rules of procedure of the Senate Commit- 
tee on Human Resources /, 78-14344 

Rules of the Committee on Government 
Operations, House of Representatives, 
together with selected rules of the House 
of Representatives including clause 27 of 
House Rule XI, 78-14327 

Rules of the Joint Economic Committee, 
Congress of the United States., 78- 
16195 

Rules of the road rated, 
14209 

Rules regarding delegation of authority : 
amendments., 78-15334 

Rules regarding delegation of authority, 
(12 CRF 265) : as amended effective 
September 1, 1977., 78-6892 

The Rulison field massive hydraulic fractur- 
ing experiment final report /, 78- 
20484, 78-23372 

Runoff estimates for small rural watersheds 
and development of a 
method /, 78-24372 

Runway extension and miscellaneous im- 
provements, Mount Pleasant Municipal 
Airport, Mount Pleasant, Michigan: final 
environmental impuct statement., 78- 
22179 
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Runway visual range (RVR)., 78-5382 

Rural abandoned mine program : as 
authorized by Section 406 of the Surface 
mining control and reclamation act of 
1977 : environmental impact statement., 
78-22737 

Rural community development act and 
Rural development policy act : hearings 
before the Subcommittee on Family 
Farms, Rural Development, and Special 
Studies of the Committee on Agriculture, 
House of Representatives, Ninety-fifth 
Congress, second session, on H.R. 9983 
and H.R. 10885, March 21, 22, and 
April 19, 1978., 78-26729 

Rural community fire protection., 78- 
6090 

Rural courts and highway safety., 78-884 

Rural development budget proposals : joint 
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Republic of Korea signed at Seoul May 
24, 1977., 78-7601 

Science and technology research : agree- 
ment between the United States of 
America and Egypt, signed at Cairo, 
March 29, 1977., 78-24309 

Science and your career., 78-24121 

Science education in America /, 78-9308 

Science education program, 78-12767, 
78-23184 

Science, engineering, research and develop- 
ment : directory, September 1975., 78- 
21982 

Science in China /, 


social and economic 
students, October 


social and economic 
students, October 


a legislators’ hand- 


: quik- 


18th century 


78-9304 
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Science indicators, 78-15812 

Science policy /, 78-9254 

Science policy implications of DNA recom- 
binant molecular research : hearings be- 
fore the Subcommittee on Science, 
Research, and Technology of the Com- 
mittee on Science and Technology, U.S. 
House of Representatives, Ninety-fifth 
Congress, first session .... 78-12172 

Science policy implications of DNA recom- 
binant molecular research : report /, 
78-16288 

Science resources studies, 78-24269 

Science resources studies highlights., 78- 
9473, 78-9474, 78-9475, 78-9476, 
78-9477, 78-9478, 78-9479, 78- 
24266, 78-26421, 78-26422 

Science, technology, and American 
diplomacy : an extended study of the in- 
teractions of science and technology with 
United States foreign policy., 78-8324 

Science, technology, and American 
diplomacy : hearing before the Subcom- 
mittee on International Operations of the 
Committee on International Relations, 
House of Representatives, Ninety-fifth 
Congress, second session, on H.R. 
11548, April 19, 1978., 78-19173 

Science, technology, and the modern Navy 
: thirtieth anniversary, 1946-1976 /, 78- 
15125 

Science, technology, research and develop- 
ment /, 78-4297 

Science to practitioner : articles reprinted 
from the Journal of the American 
Dietetic Association /, 78-21209 

Scientific affairs, 78-915, 78-3870, 78- 
5454, 78-9855, 78-18859 

Scientific and technical aerospace reports., 
78-3606 

Scientific and technical aerospace reports. 
Index., 78-18055, 78-18056 

Scientific and technical aerospace reports, 
semi-annual index., 78-3607 

Scientific and technical assessment report 
on nitrosamines /, 78-12946 

Scientific and technical assessment report 
on particulate polycyclic organic matter 
(PPOM)., 78-15281 

Scientific and technical assistance 
memorandum of understanding between 
the United States of America and the 
State of Sao Paulo, Brazil, signed at 
Gaithersburg and Sao Paulo June 13 and 
September 4, 1975 and amending and 
extending agreement signed at Gaither- 
sburg and Sao Paulo September 2 and 5, 
1976., 78-5207 

Scientific and technical cooperation 
agreement between the United States of 
America and the Union of Soviet So- 
cialist Republics extending the agreement 
of May 24, 1972, effected by exchange 
of notes dated at Washington May 24, 
1977., 78-5218, 78-5219 

Scientific and technical personnel in 
private industry, 1960-70 and 1975, 78- 
18345 
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Scientific bulletin., 78-3073 

Scientific careers /, 78-9265 

Scientific cooperation : agreement between 
the United States of America and the 
Hungarian People’s Republic signed at 
Budapest July 7, 1972, and amending 
agreement effected by exchange of let- 
ters signed at Washington December 20, 
1974 and at Budapest July 7, 1976, and 
amending and extending agreement ef- 
fected by exchange of letters signed at 
Budapest May 17, 1977 and Washington 
June 27, 1977., 78-5223, 78-26470 

Scientific manpower bulletin, 78-18344, 
78-18345, 78-24262 

Scientific resources relevant to the catalytic 
problems in the conversion of coal : final 
report /, 78-8803 

Scientists working for science & the na- 
tion., 78-6248 

Scoping assessment of the environmental 
health risk associated with accidents in 
the LWR supporting fuel cycle /, 78- 
23481 

SCORE and the call contracting (406) pro- 
gram., 78-26525 

SCORE and the SBI., 78-26524 

Scorekeeping report, 78-3949 

Scott County, Minnesota (unincorporated 
areas)., 78-7240 

Scour at bridge waterways 
78-18575 

Scramjet nozzle design and analysis as ap- 
plied to a highly integrated hypersonic 
research airplane /, 78-13902 

Screening/flotation treatment of combined 
sewer overflows /, 78-260 

Screening for entry into the security police 
career field final report for period 
January 1974 - December 1977 /, 78- 
15215 

Screening for hazardous elements and com- 
pounds in process streams of the 1/2 ton 
per day synthoil process development 
unit /, 78-23576 

Screening study for miscelianeous sources 
of hydrocarbon emissions in petroleum 
refineries /, 78-20675 

Screening study for vacuum distillation 
units in petroleum refineries /, 78- 
20687 

Screening test battery for dental laboratory 
specialist course development and 
validation /, 78-6536 

Screening test battery for dental laboratory 
specialist course development and 
validation : final report for period July 
1974-June 1977 /, 78-20445 

SDG&E/ERDA geothermal loop  experi- 
mental facility /, 78-17279 

Sea grant annual report., 78-16828, 78- 
22927 

Sea grant annual report (Washington), 
78-16828, 78-22927 

Sea grant authorization for fiscal years 
1979 and 1980 : report to accompany 
H.R. 10822., 78-24704 


: a review /, 
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Sea-Land McLean: static structural calibra- 
tion of ship response instrumentation 
system aboard., 78-18977 

Sea surface temperature distributions ob- 
tained off San Diego, California, using an 
airborne infrared radiometer /, 78- 
19845 

Sealie Von Kleist Hernandez : report to ac- 
company H.R. 2759., 78-5710 

Sealift; magazine of the Military Sealift 
Command., 78-3080 

Sealift magazine, 78-3080 

Sealing coke-oven charging lids, chuck 
doors, and standpipe elbow covers : sur- 
vey of current U.S. state of the art /, 
78-12907 

The search for extraterrestrial intelligence : 
SETI /, 78-9397 

Search for success toward policy on educa- 
tional evaluation., 78-26670 

Seasat., 78-21848 

Seasat A oceanography 
21789 

The SEASAT-A project - where it stands 
today : National Aeronautics and Space 
Administration, National Oceanic and 
Atmospheric Administration : report to 
the Congress /, 78-4773 

SEASAT (Cost, Performance and Schedule 
Review) : hearings before the Subcom- 
mittee on Space Science and Applica- 
tions of the Committee on Science and 
Technology, U.S. House of Representa- 
tives Ninety-fifth Congress, first session, 
July 21, August 10, 15, 1977., 78-5649 

Seasonal adjustment when both deter- 
ministic and stochastic seasonality are 
present : for presentation at the National 
Bureau of Economic Research/Bureau of 
the Census Conference on Seasonal 
Analysis of Economic Times Series, 
Washington, D.C., September 9-10, 
1976., 78-14846 

Seasonal bottom-water temperature trends 
in the Gulf of Maine and on Georges 
Bank, 1963-75 /, 78-22918 

Seasonal description of winds and surface 
and bottom salinities and temperatures in 
the northern Gulf of Mexico, October 
1972 to January 1976/, 78-19844 

Seasonally adjusted capacity and _ traffic. 
Scheduled domestic operations, domestic 
trunks., 78-2677 

Seasonally adjusted capacity and traffic. 
Scheduled international operations, inter- 
national trunks., 78-2675 

Seasonally adjusted capacity and _ traffic. 
Scheduled operations, local service car- 
riers., 78-2678 

Seasonally adjusted capacity and traffic. 
Scheduled operations, system, domestic, 
and international trunks plus local ser- 
vice carriers., 78-2679 

Seasonally adjusted capacity and traffic. 
Scheduled operations, system trunks., 
78-2676 


today., 78- 





Seasonally adjusted capacity and traffic. 
Scheduled domestic operations, domestic 
trunks, 78s2679 

Seasonally adjusted capacity and traffic. 
Scheduled international operations, inter- 
national trunks, 78-2679 

Seasonally adjusted capacity and traffic. 
Scheduled operations, local service car- 
riers, 78-2679 

Seasonally adjusted capacity and traffic. 
Scheduled operations, system trunks, 
78-2679 

The Seattle-Denver income maintenance 
experiment midexperimental labor 
supply results and a generalization to the 
national population : summary report /, 
78-11156 

Seattle-Everett, Washington, metropolitan 
area, 78-13861 

Seaword, 78-2687 

Seaword; developments in American flag 
shipping., 78-2687 

Sebewaing River, Michigan : operation & 
maintenance, confined disposal facility & 
flood control facilities, 78-25295 

SEC authorizations : hearing before the 
Subcommittee on Securities of the Com- 
mittee on Banking, Housing, and Urban 
Affairs, United States Senate, Ninety- 
fifth Congress, second session, on S. 
2715 ... May 18, 1978., 78-26750 

SEC-Catalyst for competitive free enter- 
prise : an address by John R. Evans, 


Commissioner, Securities and Exchange 


Commission, [before] Brookings Institu- 
tion Seminar in International Trade and 
Finance, Washington, D.C., March 25, 
1976., 78-799 

SEC docket., 78-3685 

SEC news digest., 78-3684 

Second Annual Battery and Electrochemi- 
cal Technology Conference, June 5, 6, & 
7, 1978, Arlington, Va. /, 78-20459 

A second appraisal of methods for estimat- 
ing self-reaction hazards /, 78-8121 

Second budget resolution, fiscal year 1976 
: hearings before the Committee on the 
Budget, House of Representatives, 
Ninety-fourth Congress, first session .. 
78-8255 

The second budget resolution for fiscal 
year 1978 : hearings before the Commit- 
tee on the Budget, House of Representa- 
tives, Ninety-fifth Congress, first session, 
July 19, 20, and 21, 1977., 78-988 

Second-career training for air traffic con- 
trollers should be discontinued : report 
to the Congress /, 78-25739 

Second concurrent resolution on_ the 
budget, fiscal year 1978 : conference re- 
port to accompany H. Con. Res. 341., 
78-10110, 78-10188 

Second concurrent res: ition on the 
budget, fiscal year 1978 : hearings before 
the Committee on the Budget, United 
States Senate, Ninety-fifth Congress, first 
session, July 19 and 21 ... July 20, 1977 
wy 78-984 


og 
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Second concurrent resolution on the 
budget, fiscal year 1978 : report of the 
Committee on the Budget, House of 
Representatives, to accompany H. Con. 
Res. 341 ... together with supplemental, 
additional, and minority views., 78- 
1230 

Second concurrent resolution on _ the 
budget, fy 1978 : report of the Commit- 
tee on the Budget, United States Senate, 
to accompany S. Con. Res. 43 
together with supplemental and minority 
views., 78-1308 

Second EPA Fine Particle Scrubber Sym- 
posium /, 78-12920 

Second generation control FORTRAN soft- 
ware Urban Traffic Control System 
(UTCS) software support project /, 78- 
7782 

Second Image Receptor Conference 
radiographic film processing 
proceedings of a conference ... March 
31-April 2, 1977 /, 78-451 

Second Joint U.S./USSR Symposium on the 
Comprehensive Analysis of the Environ- 
ment, Honolulu, Hawaii, October 21-26, 
1975., 78-20789 

A second launch site for the shuttle? : an 
analysis of needs for the nation’s space 
program : report to tue Congress /, 78- 
25815 

Second meeting on the condition of the 
banking system hearings before the 
Committee on Banking, Housing, and 
Urban Affairs, United States Senate, 
Ninety-fifth Congr-ss, second session ... 
May 25, 1978., ~ .-26744 

The second Nationa. Assessment of Writing 

new and reassessed exercises with 
technical information and data /, 78- 
17451 

Second powerhouse, McNary Lock and 
Dam, Washington and Oregon : letter 
from the Secretary of the Army, trans- 
mitting, a letter from the Chief of En- 
gineers, Department of the Army, dated 
June 29, 1976, submitting a_ report, 
together with accompanying papers and 
illustrations, on the second powerhouse, 
McNary Lock and Dam, Washington and 
Oregon, requested by a resolution of the 
Committee on Public Works, United 
States Senate, adopted July 27, 1962., 
78-12729 

Second round award news, $4 million in 
solar grants for 1411 residential units., 
78-11365 

Second supplemental appropriation bill, 
1978 : hearings before subcommittees of 
the Committee on Appropriations, House 
of Representatives, Ninety-fifth Congress, 
second session., 78-22384, 78-24568 

Second supplemental appropriations bill, 
1978 : report to accompany H.R. 13467., 
78-24724, 78-24892 

Second supplemental appropriations bill, 
1978 : report to accompany H.R. 13467 
{errata]., 78-24893 
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Second symposium on fugative emissions : 
measurement and control, May 1977, 
Houston, Texas /, 78-17173 

Secondary aerospace batteries and battery 
materials : a bibliography (1969-1974) /, 
78-9402 

Secondary-electron-emission properties of 
conducting surfaces with application to 
multistage depressed collectors for 
microwave amplifiers /, 78-15782 

A secondary recovery method for the ex- 
traction of geothermal energy /, 78- 
20958 

Secondary treatment of municipal waste- 
water in the St. Louis area : minimal im- 
pact expected : report to the Congress /, 
78-20999 

Secondary wood residue : production, use, 
and potential in the Twin City area /, 
78-6129 

Secretaries, stenographers, typists : assign- 
ment, Washington, D.C. with the U.S. 
Department of State : an equal opportu- 
nity employer., 78-14008 

Secretary Marshall’s news briefing in the 
Department of Labor building, March 4, 
1977, Washington, D.C., 78-691 

The Secretary of State, interview : Secreta- 
ry Vance on “Meet the Press” interview- 
ing the Secretary were Richard Valerian; 
NBC News, Hedric Smith, New York 
Times, Robert Keatley, Wall Street Jour- 
nal and Joseph Kraft, Field Newspaper 
Syndicate, NBC News was moderator., 
78-5177 

The Secretary of State press conference., 
78-3666 

Secretary of the Senate accountability as of 
March 31, 1977 : United States Senate : 
report to the Senate Committee on Rules 
and Administration /, 78-13271 

Secretary Vance and editors of U.S. News 
and World Report interview /, 78- 
15856 

A section-by-section analysis of S. 252 and 
S. 253, Clean air act amendments /, 78- 
12164 

Section 236 rental housing : an assessment 
of HUD’s comments on GAO's evalua- 
tions : report /, 78-21055 

Section 236 rental housing : an evaluation 
with lessons for the future : report to the 
Congress /, 78-11136 

Securing employment : competency based 
teaching module., 78-7058 

Securities acts amendments of 1975, over- 
sight : hearings before the Subcommittee 
on Oversight and Investigations and the 
Subcommittee on Consumer Protection 
and Finance of the Committee on In- 
terstate and Foreign Commerce, House 
of Representatives, Ninety-fifth Congress, 
first session ..., 78-16247 

Securities and Exchange Commission, 
authorization : hearings before the Sub- 
committee on Consumer Protection and 
Finance of the Committee on Interstate 
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and Foreign Commerce, House of 
Representatives, Ninetytfifth Congress, 
second session, on H.R. 11119 and H.R. 
11140 ... March 1 and 2, 1978., 78- 
26814 

Securities and Exchange Commission publi- 
cations., 78-15373 

The Securities and Exchange Commission’s 
regulation of public utility holding com- 
panies : an evaluation of Commission 
comments on a critical report : report to 
the Congress /, 78-11109 

Securities exchange act of 1934, amend- 
ment., 78-8461 

The Securities investor protection act 
amendment of 1978 : report to accom- 
pany H.R. 8331., 78-16443 

Securities investor protection act amend- 
ments : hearing before the Subcommittee 
on Securities of the Committee on Bank- 
ing, Housing, and Urban Affairs, United 
States Senate, Ninety-fifth Congress, 
second session, H.R. 8331 ... April 25, 
1978., 78-22417 

Securities investor protection act amend- 
ments of 1977 : report to accompany 
H.R. 8331., 78-10135 

Securities investor protection act of 1977 : 
hearings before the Subcommittee on 
Consumer Protection and Finance of the 
Committee on Interstate and Foreign 
Commerce, House of Representatives, 
Ninety-fifth Congress, first session, on 
H.R. 8331 ... August 1, 2, and 3, 1977., 
78-19154 

Security at nuclear powerplants 
inadequate : 
mission : 
1712 

Security education manual., 

Security lighting for 
storage sites : a literature review and 
bibliography /, 78-19739 

Sedative-hypnotic drugs : risks and benefits 
/, 78-7147 

Sedgwick-Sand Draws Watershed Project : 
Sedgwick County, Colorado, Cheyenne 
and Deuel Counties, Nebraska : final en- 
vironmental impact statement., 78- 
19582 

Sediment budget analysis, Wrightsville 
Beach to Kure Beach, N.C. /, 78-20277 

Sediment deposition in U.S. reservoirs : 
summary of data reported through 1975 
/, 78-14555 

Sediment discharge from highway construc- 
tion near Port Carbon, Pennsylvania /, 
78-17791 


: at best, 
Nuclear Regulatory Com- 
report to the Congress /, 78- 


78-9731 
nuclear weapons 


Sediment handling and beach fill design /, 
78-20284 
Sediment measurement 


in estuarine and 
coastal areas /, 78-18160 

Sediment suspension and turbulence in an 
oscillating flume /, 78-12736 

Sediments impounded by an_ offshore 
breakwater /, 78-20282 

Seed crops. Annual summary., 78-10481 

Seed crops. Preliminary., 78-16738 
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Seed crops 
78-6064 

Seed testing regulations., 78-14810 

Seeding habits of upper-slope tree species 
/, 7178-22709 

Seedling-size fumigation chambers /, 78- 
3988 

Seeds, field and vegetable, 78-2434 

Seeds in the organic layers and soil of four 
beech-birch-maple stands /, 78-16582 

Seeking funds from CETA [Comprehensive 
employment and training act of 1973], 
78-689 

SEER Program., 78-15401, 78-15402 

Segmented and self-adjusting wind turbine 
rotors .../, 78-10992 

Segmented circle airport marker system., 
78-14130 

Segmented financial reporting : a report of 
the Commission on Federal paperwork., 
78-8201 

Seismic attenuation tests at the Port- 
smouth, Ohio, Gaseous Diffusion Add- 
On site : final report /, 78-25239 

Seismic design and construction of single- 
family dwellings., 78-9026 

Seismic detection of motor vehicles /, 78- 
845 

Seismic engineering program report., 78- 
21500 

Seismic evaluation of existing multistory re- 
sidential buildings., 78-15449 

Seismic instrumentation of transportation 
tunnels in California: /, 78-15940 

Seismicity and tectonic relationships of the 
Nemaha uplift in Oklahoma /, 78- 
18951 

Seismological report, 78-19878 

Select list of publications of the National 
Archives and Records Service., 78- 
7002 

Selected aspects of consumer behavior : a 
summary from the perspective of dif- 
ferent disciplines /, 78-15790 

Selected bibliographic references on com- 
puterized axial tomography /, 78-472 

Selected bibliography on fiber-reinforced 
cement and concrete : final report : sup- 
plement no. 1., 78-20241 

Selected books and monographs from the 
research and development program [of 
the] Employment and Training Adminis- 
tration., 78-7453 

Selected characteristics of travel to work in 
21 metropolitan areas, 1975, 78-12478 

Selected-current acquisitions., 78-3727 

Selected DOE headquarters publications 
received by the Energy Library., 78- 
23395 

Selected economic 
developed 
26521 

Selected educational 
12767, 78-23184 

Selected electronic and associated 
products, including telephone and tele- 
graph apparatus., 78-8617 


: revised estimates, 1969-74., 


data for the less 
countries., 78-26520, 78- 


opportunities., 78- 
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Selected Federal publications concerning 
the handicapped., 78-7153 

Selected foreign national data protection 
laws and bills /, 78-19637 

A selected guide to Federal energy and 
education assistance., 78-25856 

Selected heating equipment., 78-8610, 
78-25005 

Selected income and balance sheet items, 
78-21634 

Selected industrial air pollution control 
equipment., 78-12466, 78-16778 

Selected information resources on scholar- 
ships, fellowships, grants and loans /, 
78-15746 

Selected instruments and related products., 
78-10550, 78-16782 

Selected interest & exchange rates, 78- 
3176 

Selected interest & exchange rates; weekly 
series of charts., 78-3176 

Selected interest rates and bond prices., 
78-3180 

Selected IPA products, 78-23005 

Selected irrigation return flow quality ab- 
stracts., 78-20729 

Selected library acquisitions., 78-3732 

Selected list of acquisitions and recently 
cataloged books., 78-26218 

Selected list of Federal laws and treaties 
relating to sport fish and wildlife., 78- 
21595 

Selected list of postsecondary education 
opportunities for minorities and women., 
78-25850 

Selected list of publications on petroleum 
and natual gas, ERDA-BuMINES, July 1, 
1975-December 31, 1976/, 78-13006 

Selected literature and information sources 
: community action., 78-17913 

Selected manpower statistics., 78-6366, 
78-25101 

Selected multifamily status reports, 
mortgage insurance programs by name 
and location of each project, 78-3386 

Selected news photo catalog., 78-8748, 
78-8749, 78-25703 

Selected news photo catalog and selected 
new color slide catalog., 78-25556 

Selected papers from Brennstoff-Waerme- 
Kraft on practical energy matters /, 78- 
300 

Selected papers from North American Con- 
ference on Labor Statistics., 78-24161 

Selected papers in school finance., 78- 
13427 

Selected photographs illustrating North 
American Indian life., 78-7613 

Selected references on solar energy., 78- 
7484 

Selected references on the metric system., 
78-7483 

Selected references on wind power., 78- 
7485 

[Selected reports], 78-2724 

[Selected reports, including best new titles 
from NTIS], 78-2724 





Selected _ technical 
13513, 78n17586 

Selected trade and economic data of the 
centrally planned economies., 78-10611 

Selected U.S. Government publications., 
78-3217 

Selected U.S.S.R. and Eastern European 
trade and economic data, 78-10611 

Selected water resources abstracts., 78- 
3402 

Selecting advertising media 
small business /, 78-9525 

Selecting and financing a home /, 
78-22667 

Selecting and growing shade trees /, 78- 
i6514 

Selecting and operating beekeeping equip- 
ment /, 78-3950, 78-16479 

Selecting neighborhoods., 78-7170 

Selecting production site for Army's new 
main battle tank Department of 
Defense report of the Comptroller 
General of the United States., 78-1884 

Selecting properties., 78-7170 

Selecting western white pine leave-trees /, 
78-14671 

Selecting your own medicines 
prescription antacid products., 

Selection and application of knee 
mechanisms., 78-16067 

Selection and classification using a forecast 
applicant pool : interim report for period 
18 January 1975 - 30 October 1975 /, 
78-15164 

Selection and evaluation of sorbent resins 
for the collection of organic compounds 
/, 78-12963 

Selection and training of FAA air traffic 
controllers : hearing before a subcommit- 
tee of the Committee on Government 
Operations, House of Representatives, 
Ninety-fourth Congress, first- session, 
June 21, 1975-, 78-9959 

Selection of traffic controls for 
weather conditions /, 78-849 

Selection process used for first round of 
local public works program : adequate 
but some problems experienced : report 
of the Comptroller General of the United 
States., 78-15338 

Selective bibliography of world literature 
on electric traction for railroads : 1970- 
1976 /, 78-9660 

Selenium., 78-3476 

Selenium and tellurium., 

Self-contained digital 
system /, 78-19850 


publications., 78- 


: a guide for 


78-20, 


non- 
78-7091 


severe 


78-11554 
tide measurement 


Self-destructive behavior among younger 


age groups., 78-7138 

Self-employment and retirement age, 78- 
8928 

Self-help construction of 1-story buildings 
/, 78-10509 

The self-instructional manual for tumor re- 
gistrars /, 78-15401, 78-15402 

Self-instructional text for Head Start per- 
sonnel on child abuse and neglect., 78- 
532 
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Self-medication, 78-21258 

Self-regulating composite bearingless wind 
turbine /, 78-8759 

Self-study manual on optical radiation mea- 
surements /, 78-19773 

Self-supported graduate science students 
increased by 22 percent in 1975, 78- 
9477 

Selling by mail order /, 

Selling the solar home 
findings., 78-23894 

Selling to ERDA., 78-20788 

Selling your customers on power lawm 
safety., 78-9847 

Sells wash and tributary, vicinity of Sells, 
Papago Indian Reservation, Arizona., 
78-23127 

SEM observations of fracture surfaces of 
fatigue specimens of annealed type 316 
stainless steel /, 78-25347 

Semi-annual report to Congress on the ef- 
fectiveness of passenger 
procedures., 78-22205, 
78-22207 

Semi-annual report to Congress on the ef- 
fectiveness of the Civil aviation security 
program., 78-22206, 78-22207 

Semi-annual statistical bulletin, 
program, 78-12406 

Semi-annual statistical summary. 
electrification program., 78-12406 

Semiannual consolidated report of balances 
of foreign currencies acquired without 
payment of dollars, 78-14033 

Semiannual procurement report, 78- 
21847 

Semiannual progress report for heat pipe 
central solar receiver /, 78-23549 

Semiannual report by the President to the 
Commission on Security and Coopera- 
tion in Europe, 78-8315, 78-8316 

Semiannual report by the President to the 
Commission on Security and Coopera- 
tion in Europe; report submitted to the 
Committee on International Relations., 
78-8315, 78-8316 

Semiannual report of oceanographic data 
exchange., 78-22932 

Semiannual report of the Architect of the 
Capitol., 78-5897, 78-24807 

Semiannual report to the Commission on 
Security and Cooperation in Europe., 
78-21923, 78-21924 

Semiannual report to the Congress, 78- 
18851 

Semiannual report under Export Adminis- 
tration act, 78-12546, 78-12547 

Semiconductor grade, solar silicon purifica- 
tion project /, 78-4609, 78-6667, 78- 
25708 

Semiconductor measurement technology, a 
versatile high-volatage bias supply for ex- 
tended range MIS C(V) and G(V) mea- 
surements., 78-4134 

Seminar on in-stack particle sizing for par- 
ticulate control device evaluation., 78- 
6576 


78-9522 
: some preliminary 


screening 
78-22206, 


electric 


Rural 
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Seminar on terrorism 
gram., 78-14014 
Seminar on traffic case 
systems administrator's 

16062 
Seminar on 
systems 
16064 
Seminar on 
systems 
16063 
Seminar summary : sampling and analysis 
of the various forms of atmospheric lead 

/, 78-12931 

SEMTAP : Serpentine End Match Tape 
Program : the easy way to program your 
numerically controlled router for the 
production of SEM joints /, 78-1346 

Senate budget scorekeeping report., 78- 
3819 

Senate campaign information., 78-14225 

Senate delegation report on American 
foreign policy and nonproliferation in- 
terests in the Middle East : report pur- 
suant to Senate Resolution 167 of May 
10, 1977 /, 78-10172 

Senate journal, 78-9829 

Senate manual containing the standing 
rules, orders, laws, and resolutions affect- 
ing the business of the United States 
Senate., 78-16326 

Senate Resolution 49 : hearing before the 
Subcommittee on Arms Control, Oceans, 
and International Environment of the 
Committee on Foreign Relations, United 
States Senate, Ninety-fifth Congress, 
second session, on S. Res. 49 ... May 18, 
1978., 78-22471 

Senegal River basin survey and mapping : 
agreement between the United States of 
America and the Organization pour la 
Mise en Valeur du Fleuve Senegal, 
signed at Dakar, August 31, 1976., 78- 
21948 

Senior centers and the Older Americans 
act : hearing before the Special Commit- 
tee on Aging, United States 
Ninety-fifth Congress, first session 
tober 20, 1977., 78-22371 

Senior citizen higher education opportunity 
act : hearing before the Subcommittee 
on Postsecondary Education of the Com- 
mittee on Education and Labor, House 
of Representatives, Ninety-fifth Congress, 
first session, on H.R. 3542 ... New York, 
N.Y., June 11, 1977., 78-5550 

Senior companion program., 78-1382 

Senior conference on arms transfers : final 
report 10-12 June, 1976., 78-20313 

Senior infantry sergeant., 78-25177 

Senior noncommissioned officers’ APR 
opinion survey : final report for period 1 
March 1972 - 7 December 1976 /, 78- 
4546 

Senior supply sergeant., 78-10713 

Senior supply sergeant, MOS 76Z., 78- 
12683 
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Sensitivity analysis of FHWA. structural 
model VESYS II /, 78-9624 

Sensor application survey : technical re- 
port, task 1., 78-23386 

Sentencing guidelines : structuring judicial 
discretion : report on feasibility study /, 
78-11606 

Sentencing to community service /, 78- 
7407 

Separation and identification of some alkyl- 
pyridines from thermally cracked shale- 
oil naphtha /, 78-20621 

Separation of algal cells from wastewater 
lagoon’ effluents /, 78-20728, 78- 
25625 

Separation of powers, annual report., 78- 
24639, 78-24814 

Septic tank care., 78-13469 

Septic tank disposal systems as phosphorus 
sources for surface waters /, 78-12885 

Sequoyah Nuclear Plant, 1976., 78-24544 

[Serenade, K.370a (361) Bb major], 78- 
21765 

Serial titles, 78-20968 

Serial titles newly received, 
78-9230 

Serials supplement, 78-25821 

Series of workshops recommending future 
directions in energy-related basic materi- 
als research : materials sciences over- 
view., 78-20840 

The serious juvenile offender : proceedings 
of a National Symposium held in Min- 
neapolis, Minnesota on September 19 
and 20, 1977., 78-15654 

Serology : clinical laboratory procedures., 
78-4519 

Serpentine end matching 
perception /, 78-24959 

Serve with your neighbors in the Army Na- 
tional Guard., 78-25163 

Service; USDA’s report to consumers., 
78-2404 

Service (Washington), 78-2404 

Service and methods demonstration pro- 
gram annual report., 78-22243 

Service and methods demonstration pro- 
gram annual report. Executive summary., 
78-22244 

Service and taxable compensation of rail- 
road employees. Statistical tables., 78- 
18374 

Service contract act., 78-11652 

Service contract act professionals : hearings 
before the Subcommittee on Labor- 
Management Relations of the Committee 
on Education and Labor, House of 
Representatives, Ninety-fifth Congress, 
first session, on H.R. 314 and H.R. 7388 
... June 14, 15, 1977., 78-5551 

Service-disabled (RH) veterans insurance : 
information, premium rates and _ policy 
values., 78-9825 

Service guide '78 : ship your cargo on U.S. 
flag ships., 78-25046 

Service management : a report of the Com- 
mission on Federal Paperwork., 78- 
12012 
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Service occupations., 78-15689 

Service organizations’ representative cur- 
rently recognized in the presentation of 
claims before the VA., 78-24423 

Servicemen’s and veterans group life in- 
surance programs; annual report., 78- 
14220, 78-14221 

Servicemen’s group life insurance., 78- 
14216 

Servicemen’s group life insurance program, 
78-14220, 78-14221 

Servicemen’s group life insurance program; 
annual report., 78-14217, 78-14218, 
78-14219 

Services and student development., 78- 
9926 

Services for crippled children., 78-457 

Services for patients involved in National 
Institutes of Health-supported research : 
how should they be classified and who 
should pay for them? : report to the Con- 
gress /, 78-6944 

Services for the elderly in Vermont : hear- 
ing before the Subcommittee on Select 
Education of the Committee on Educa- 
tion and Labor, House of Representa- 
tives, Ninety-fifth Congress, second ses- 
sion ... Montpelier, Vt., on July 22, 
1978., 78-26769 

Services industries., 78-21729 

Services provided to handicapped children 
in Project Head Start, 78-4780, 78- 
23865 

Services to Indian Head Start grantees 
under a special program : Office of Child 
Development, Department of Health, 
Education, and Welfare : report of the 
Comptroller General of the United 
States., 78-1788 

Serving social objectives via technological 
innovations : possible near-term Federal 
policy options., 78-15807 

Serving the elderly : a guide for prime 
sponsors., 78-5138 

Serving the labor-management community 
through research /, 78-694 

Servo-rheostatic voltage regulator for An- 
derson Ranch powerplant /, 78-7295 

SESA accounting system accounting 
manual., 78-15734, 78-18021 

SESA [State Employment Security Agen- 
cies] technical assistance guide., 78-727 

Sets, kits, and outfits /, 78-6428 

Settlement of contractor claims for con- 
struction of a Federal building in Hawaii 
: General Services Administration : re- 
port to the Committee on Government 
Operations, House of Representatives /, 
78-1825 

Settlement of retroactive social services 
claims : report to accompany S. 2360., 
78-10280 

Seven and five-eights percent Treasury 
bonds of 2002-2007., 78-18475 

Seven and one-quarter percent Treasury 
bonds of 1992., 78-822 
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Seven Lubbockia_ species (Copepoda: 
Cyclopoida) from the plankton of the 
Northeast Pacific : with a review of the 
genus /, 78-21989 

Seven years later, women’s studies pro- 
grams in 1976 : a report of the National 
Advisory Council on Women’s Educa- 
tional Program /, 78-12005 

Severe local storm warning service and tor- 
nado statistics, 1953-1976., 78-1471 

Severe storm pattern recognition from 
meteorological satellite data : a report on 
current status and prospects /, 78- 
20314 

The severity of an earthquake., 

Sewage disposal 


78-13735 

on agricultural soils 
chemical and microbiological implica- 
tions /, 78-25632 

Sewage sludge entrenchment system for use 
by small municipalities /, 78-15272 

Sewer infiltration and inflow control 
product and equipment guide/, 78-286 

Sewer moratoria : causes, effects, alterna- 
tives., 78-21346 

Sewer system evaluation, rehabilitation and 
new construction : a manual of practice 
/, 78-17108 

Sex bias : education legislation and regula- 
tions /, 78-22294 

Sex discrimination in guidance & counsel- 
ing : report review and action recom- 
mendations., 78-8160 

A sex-lure trap for Rhyacionia tip moths /, 
78-14690 

Sexing spruce budworm pupae /, 78- 
19539 

Sexual exploitation of children : hearings 
before the Subcommittee on Crime of 
the Committee on the Judiciary, House 
of Representatives, Ninety-fifth Congress, 
first session ..., 78-5619 

Sexual exploitation of children : hearings 
before the Subcommittee on Select Edu- 
cation of the Committee on Education 
and Labor, House of Representatives, 
Ninety-fifth Congress, first session 
78-19094 

Sexual patterns in the labroid fishes of the 
western Caribbean /, 78-18457 

Sexual patterns in the labroid fishes of the 
Western Caribbean, Il : the parrotfishes 
(Scaridae) /, 78-15902 

Sexual preference., 78-2228 

Seychelles, 78-21915 

SG-299 B/U signal generator training 
final-training program for 24 June 1974 - 
23 September 1975 /, 78-10865 

Shafts /, 78-6429 

The shallow land burial of low-level 
radioactively contaminated solid waste /, 
78-18047 

The shaping of an educated heart : address 
/, 78-17430 

Shaping the defense civilian force : a study 
prepared for the Committee on Armed 
Services, United States Senate, Ninety- 
fifth Congress, first session., 78-5506 
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Sharing cardiac catheterization services : a 
way to improve patient care and reduce 
costs : report to the Congress /, 78- 
4717 

Sharing the defense burden : the multina- 
tional F-16 aircraft program : Depart- 
ment of Defense : report to the Congress 
/, 78-1861 

Sharks /, 78-9266 

Shasta-Trinity National Forest, 
management plan., 78-16653 

Shattering sex role stereotypes 
tions for growth., 78-21308 

Shear dispersion in time varying flows /, 
78-14907 

Shear strength of surface-mine spoils mea- 
sured by triaxial and direct shear 
methods /, 78-16637 

Sheboygan County, Wisconsin, 
porated areas., 78-15504 

Sheep and goats., 78-10479 

Sheep, lambs, and goats 
for 1970-75., 78-8501 

Sheets, pillowcases, and towels., 
78-8619 

Shellfish market review and outlook., 78- 
2862 

Shellfish situation and outlook, 78-2862 

Shelter environmental support systems., 
78-23084 

Shelter management 
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Sheltered workshop study 
report on sheltered workshops and their 
employment of handicapped individuals., 
78-11654 

Shenandoah 
(unincorporated areas)., 

Shenandoah National 


County, Virginia 

78-21461 

Park; Annual She- 

nandoah Research Symposium., 78- 
21588, 78-21589 

Shenn-Song Theresa Lee : report to accom- 
pany S. 1639., 78-14520 

Sheridan M551 turret mechanic MOS 45P., 
78-10724 

Sheridan turret mechanic., 78-20186 

Shifting the government’s automatic data 
processing requirements to the private 
sector : further study and better guidance 
needed : report /, 78-17341 

Shigella surveillance., 78-13560 

Shigella surveillance; report., 78-3357 

Shigella surveillance; report. Annual sum- 
mary., 78-17624 

Shillelagh repairer 
mander’s manual., 

Shillelagh repairer : 
soldier’s manual., 78-12675 

Shillelagh repairer : MOS 27H, skill levels 
| and 2 : soldier’s manual., 78-12674 

Shiloh National Military Park, Tennessee., 
78-13787 

Shin Myong Yo Purdom, also known as 
Myong Yo Sin : report to accompany S. 
1335., 78-14523, 78-24756 
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Ship-to-shore hose 
manual., 78-8726 

Shipboard-helicopter 
procedures., 78-9733 

Shipboard lookout manual., 78-9732 

A shipboard oil-in-water content monitor 
based on oil fluorescence /, 78-22233 

Shipboard regulations manual., 78-22222 

Shipbuilders’ claims - problems and solu- 
tions : Department of the Navy : report 
to the Congress /, 78-6971 

Shipbuilding, ship maintenance, and claims 
: hearings before the Task Force on Na- 
tional Security and International Affairs 
of the Committee on the Budget, House 
of Representatives, Ninety-fifth Congress, 
first session, October 4 and 5, 1977., 
78-12056 

Shipments of defense-oriented industries., 
78-12468 

Shipments of knit cloth, including inter- 
plant transfers, 78-2597 

Shipments of nuclear fuel and waste : are 
they really safe?, 78-25391 

Shipments of nuclear fuel and waste, are 
they really safe? /, 78-4561 

Shipments of selected plastics products., 
78-8604 

Shippers guide to hazardous materials regu- 
lations (water mode)., 78-878 

Shipping, 78-8912, 78-11151, 78- 
11152, 78-11154, 78-15387, 78- 
17388, 78-17389 

Shipping act amendment of 1977 : hearings 
before the Subcommittee on Merchant 
Marine and Tourism of the Committee 
on Commerce, Science, and Transporta- 
tion, United States Senate, Ninety-fifth 
Congress, first session, on S. 2008 ... Oc- 
tober 12 and 13, 1977., 78-9919 

Shipping act amendments of 1978 : report 
together with supplemental views to ac- 
company H.R. 9518., 78-22643 

Shipping and transportation., 78-356 

Ships, shipping, and _ shipbuilding., 78- 
25829 

Shipyard operations., 78-19800 

Shirts and Shirt-like garments /, 
78-15034 

Shoaling rates and related data from Knik 
Arm near Anchorage, Alaska /, 78- 
15099 

Shoalwater Bay Indian tribal development 
proposals., 78-21523 

Shock and fluid therapy., 78-5422 

The Shock and vibration digest., 78-2995 

Shock heating studies ... /, 78-6780, 78- 
13103, 78-20880 

Shock wave compression of an alumina- 
filled epoxy /, 78-20344 

Shoes and slippers., 78-2582 

Shoes and slippers by type of construction 
and price line., 78-8605, 78-25004 

Shopping for a power mower? : look for 
safety too., 78-2187 

Shore protection manual., 
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Shoreham Nuclear Power Station, Unit 1, 
Long Island Lighting Company., 78- 
2204 

Shoreline acquisition and development pol- 
icies and programs /, 78-26415 

Shoreside operations., 78-19801 

Short papers of the U.S. Geological Survey 
Uranium-Thorium Symposium, 1977 /, 
78-627 

Short-range ADA gunnery crewman : Com- 
mander’s manual., 78-207 

Short-range ADA missile crewman 
mander’s manual., 78-206 

Short range air defense artillery missile 
crewman : soldier’s manual., 78-4407 

Short-run measures to simulate the econo- 
my /, 78-12199 

Short-term energy supply : briefings before 
the Subcommittee on Energy and Power 
of the Committee on Interstate and 
Foreign Commerce, House of Represen- 
tatives., 78-1065 

Short-term financing of the social security 
trust funds., 78-14415 

Short-term rehabilitation for persons con- 
victed of driving while intoxicated /, 
78-14204 

Short term safety assessment on the en- 
vironmental qualification of safety-re- 
lated electrical equipment of SEP operat- 
ing reactors., 78-22338 

Short tour rotation indices for identifying 
airman overseas skill imbalance : final re- 
port for period 15 September 1974 - 15 
September 1975 /, 78-15159 

Shortage of railroad cars in grains shipment 
: hearing before the Subcommittee on 
Family Farms, Rural Development, and 
Special Studies of the Committee on 
Agriculture, House of Representatives, 
Ninety-fifth Congress, second 
March 13, 1978., 78-22378 

Should aircraft depot maintenance be in- 
house or contracted? controls and 
revised criteria needed : Department of 
Defense., 78-6927 

Should Amtrak develop high-speed cor- 
ridor service outside the Northeast? : re- 
port to the Congress /, 78-23610 

Should emergency assistance for needy 
families be continued? : If so, program 
improvements are needed : report to the 
Congress /, 78-17352 

Should lenders assume more responsibility 
in the Small Business 
7(a) loan program? : report /, 78-25729 

Should the Navy reverse McDonnell 
Douglas Corporation's award of the F-18 
ejection seat contract? : report to the 
Congress /, 78-1880 

Should U.S. law enforcement agencies have 
greater freedom in the _ investigation 
and/or prosecution of felony crime., 78- 
10084 

Shrimp landings., 
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Shrinkage-compensating cement for airport 
pavement : Phase 1 /, 78-15972 

SIB level procedures—personnel records 
keeping and reporting., 78-12703 

SIB level procedures—special features and 
command and staff reports., 78-12704, 
78-12705, 78-12706 

SIB level procedures, special features and 
command and staff reports., .78-20213 

SIB_ level procedures, supporting files 
records keeping and reporting., 78- 
20212 

Siberia and Alaska 1974 : report on techni- 
cal exchange visits of environmental 
workgroups of U.S.A. and U.S.S.R. for 
cooperative protection of northern 
ecosystems : U.S.A.—U.S.S.R. environ- 
mental protection agreement, Area V, 
nature and preserves, Project 2, protec- 
tion of northern ecosystems, August and 
September 1974., 78-26222 

Sickle cell anemia /, 78-9251 

Side forces on a tangent ogive forebody 
with a fineness ratio of 3.5 at high angles 
of attack and Mach numbers from 0.1 to 
0.7 /, 78-13930 

Side forces on forebodies at high angles of 
attack and Mach numbers from 0.1 to 
0.7 : two tangent ogives, paraboloid and 
cone /, 78-15761 

Sidelobe reduction in polyphase codes /, 
78-25343 

Sidney Kidney : a book for children and 
parents about renal disease, hemodialysis 
and transplantation /, 78-4491 

SIDPERS guide for commanders and staff., 
78-12707 

SIDPERS user manual : Standard Installa- 
tion/Division Personnel System., 78- 
12699, 78-12700, 78-12701, 78- 
12702, 78-12703, 78-12704, 78- 
12705, 78-12706, 78-12707, 78- 
20212, 78-20213 

Sierra Leone, 78-24293 

Sierra Leone tropical storm., 78-5234 

The significance of our productivity lag : 
address /, 78-8876 

Significant achievements in the planetary 
geology program, 1975-1976 /, 78- 
18175 

Significant achievements in the planetary 
program, 1976-1977 /, 78-26352 

Significant features of fiscal federalism., 
78-18828 

Significant initial results from the environ- 
mental measurements experiment on 
ATS-6 /, 78-26365 

Significant NASA inventions., 78-18156 

Significant provisions of State unemploy- 
ment insurance laws., 78-26299, 78- 
26300, 78-26301 

Signs of crop hunger /, 78-69 

Sikes act amendments of 1978 : report to 
accompany S. 2987., 78-19486 

Sikes act oversight : hearing before the 
Subcommittee on Resource Protection of 
the Committee on Environment and 
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Public Works, United States Senate, 
Ninety-fifth Congress, first session, 
November 23, 1977., 78-10011 

Siletz Indian Tribe restoration : hearing be- 
fore the United States Senate, Select 
Committee on Indian Affairs, Ninety-fifth 
Congress, first session, on S. 1560 ... July 
13, 1977., 78-1061 

Silicon., 78-11489 

Silicon material task, part III : low-cost sil- 
icon solar array project /, 78-4608, 
78-6666 

Silicon materials task of the low cost solar 
array project (part 2) ... / R.H. Hopkins 
... [et al.]., 78-6653 

Silicon ribbon growth by a capillary action 
shaping technique ... /, 78-4594, 78- 
6652, 78-11018, 78-13054 

Silicon sheet growth by the _ inverted 
Stepanov techmge /, 78-4610, 78- 
13066 

Silver., 78-4999 

Silver Creek and tributaries, St. 
County, Illinois-no. 1., 78-23126 

Silvicultural biomass farms., 78-6843, 
78-13153, 78-20938 

Similarities and differences among superior, 
marginal, and eliminated undergraduate 
pilot training students : interim report for 
period January 1974 - October 1974 /, 
78-15163 

A simple aircraft hot-wire instrument 
system for measuring cloud and rain 
water /, 78-25057 

Simple breakeven analysis for small stores 
/, 78-26530 

A simple computer model for evaluating 
coastal inlet hydraulics /, 78-10776 

Simple home repairs, outside., 78-14563 

A simple method of height determination 
using fan-beam search radars /, 78- 
10844 

Simple procedure for fatigue characteriza- 
tion of bituminous concrete /, 78-18583 

Simplified analysis of thermal and lighting 
characteristics of windows : two case stu- 
dies /, 78-19767 

Simplified clustering of nonorthogonal grids 
generated by elliptic partial differential 
equations /, 78-13941 

Simplified guidelines for 
planning., 78-7757 

Simplified methods for 
photodissociation rates of various 
molecules in Schumann-Runge band 
systems in the upper atmosphere /, 78- 
18071 

A simplified model for oil shale kinetics /, 
78-20922 

Simplify and reform the Truth in lending 
act : hearings before the Subcommittee 
on Consumers Affairs of the Committee 
on Banking, Housing, and Urban Affairs, 
United States Senate, Ninety-fifth Con- 
gress, first session, on S. 1312 ... S. 1501 
.. S. 1653 ... July 11, 12, and 13, 1977., 
78-2249 
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Simplifying income tax returns : hearing 
before the Subcommittee on Administra- 
tion of the Internal Revenue Code of the 
Committee on Finance, United States 
Senate, Ninety-fifth Congress, second 
session, March 28, 1978., 78-24604 

Simpson 260 VOM training : final-training 
program for 24 June 1974 -23 Sep- 
tember 1975 /, 78-10866 

Simulated and empirical studies of flex- 
ilevel testing in Air Force technical train- 
ing courses /, 78-6535 

Simulated flight effects on noise charac- 
teristics of a fan inlet with high throat 
Mach number /, 78-26406 

Simulating maintenance manning for new 
weapon systems maintenance man- 
power matrix program : final report for 
period 1 July 1971 - 1 December 1975 /, 
78-15131, 78-15132 

Simulating timber and deer food potential 
in loblolly pine plantations /, 78-16645 

A simulation model for analyzing per- 
formance of some simple communication 
systems on a digital computer /, 78- 
16010 

Simulation model of erosion and deposition 
on a barchan dune /, 78-5158 

Simulation model of women under social 
security : initial model file /, 78-25845 

Simulation of man’s respiratory and 
metabolic functions by the automated 
breathing metabolic simulator /, 78- 
15563 

Simulation of nitrogen movement, transfor- 
mation, and uptake in plant root zone /, 
78-17091 

Simulation of nutrient loss from soils due 
to rainfall acidity /, 78-23454 

Simulation studies for an urban traffic cor- 
ridor /, 78-7814 

Simulation studies of wide and medium 
field of view earth radiation data analysis 
/, 7178-26396 

Simulation study of intermittent positive 
control in a terminal area air traffic con- 
trol environment /, 78-16013 

Simulator evaluation of a flight-path-angle 
control system for a transport airplane 
with direct lift control /, 78-26367 

Simulator tests of pilot performance in ter- 
minal area navigation operations : effects 
of various airborne system characteristics 
/, 78-15987 

A simulator to produce narrowband mul- 
tipath effects on L-band aircraft-to-satel- 
lite signals /, 78-15931 

Sinai Support Mission, fourth report 
message from the President of the United 
States ..., 78-10092 

Sinai Support Mission third report 
message from the President of the United 
States ..., 78-5673 

Single-channel voice-response-system pro- 
gram documentation /, 78-26623 

Single-engine airplanes, 78-3770 





Single-entry development for longwall min- 
ing : research approach and results at 
Sunnyside No. 2 mine, Carbon County, 
Utah /, 78-2071 

Single family mortgage insurance records 
retirement, retrieval services and ad- 
ministrative control., 78-11316 

Single family underwriting reports 
forms catalog., 78-11331 

Single subject training manual IV (Rights 
and benefits) of Navy counselor 1 & C 
training course /, 78-8725 

Single subject training manual I (Navy 
counseling) of Navy counselor | & C 
training course., 78-25314 

Single subject training manual V 
(recruiting and retention programs) of 
Navy counselor | & C training course /, 
78-4501 

Sinusitis., 78-428 

Site and design temperature related 
economics of nuclear power planats with 
evaporative and non-evaporative cooling 
tower systems /, 78-1585 

Site index curves for Douglas-fir in New 
Mexico /, 78-14697 

Site selection and design for minimizing 
pollution from underground coal mining 
operations /, 78-17176 

Sites for wind power installations : wind 
tunnel simulation of the influence of two- 
dimensional ridges on wind speed and 
turbulence ... /, 78-6677 

Siting criteria for instrument 
systems., 78-26589 

Situation 77 /, 78-26709 

Situational emergency training : F-15 emer- 
gency procedures training program : in- 
terim report for period July 1975 - 
January 1976 /, 78-15179 

Siuslaw National Forest., 78-22717 

Siuslaw River jetty extension., 78-4490 

Six and one eighth percent Treasury notes 
R-1979., 78-821 

The six goals of ACTION., 78-10504 

Sixmile Creek : floods in vicinity of Pueblo, 
Colorado., 78-23142 

Sixth annual Asthma and Allergic Disease 
Centers Workshop., 78-21211 

Sixth International Technical Conference 
on Experimental Safety Vehicles., 78- 
8112 

Sixth NASTRAN Users’ Colloquium held 
at Lewis Research Center, Cleveland, 
Ohio, October 4-6, 1977., 78-9453 

Size analysis of sand samples from southern 
New Jersey beaches /, 78-20287 

Size and age of tree affect white oak stump 
sprouting /, 78-24962 

Size and moisture content of pulp chips 
from living and dead Engelmann spruce 
and subalpine fir /, 78-6157 

Size determination of radon daughter parti- 
cles in uranium mine atmospheres /, 
78-17256 

Sizing, installation and operation of 
systems, solar heating and cooling of re- 
sidential buildings., 78-1446 
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The Skagit : a proposal for river classifica- 
tion under the Wild & scenic rivers act : 
final environmental statement., 78-6181 

Skiing and skiing equipment., 78-11975 

The skills survey : what it is and how it 
works., 78-16897 

Skills training and employment for ex-ad- 
dicts in Washington, D.C. : a report on 
TREAT., 78-21318 

Skim milk in infant feeding /, 78-460 

Skin cancer education materials : selected 
annotations., 78-15414 

Skin diseases in Vietnam., 78-20310 

Skylab : a chronology /, 78-21835 

Skylab : classroom in space /, 78-746 

Skylab explores the Earth /, 78-745 

SKYLAB S-193 radar altimeter experiment 
analysis and results /, 78-21842 

Skylab science demonstration films for 
science classrooms [announcement] /, 
78-13894 

Skyline harvesting in Appalachia /, 78- 
14643 

Skyrocketing health care costs : the role of 
Blue Shield : hearings before the Sub- 
committee on Oversight and Investiga- 
tions of the Committee on Interstate and 
Foreign Commerce, House of Represen- 
tatives, Ninety-fifth Congress, second ses- 
sion ..., 78-24624 

The Sky’s the limit-come fly with NTIS : 
best sellers from National Technical In- 
formation Service., 78-1448 

Skyscrapers., 78-16819 

Slag-iron and steel., 78-17819, 78-26191 

Slant and runway visual range relationships 
/, 78-18737 

Slash, loblolly, longleaf, and sonderegger 
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Sludge disposal and land reclamation in 
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tee on Capital, Investment, and Business 
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Washington, D.C., May 12 and 18, and 
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Small business act as amended, Small busi- 
ness investment act of 1958 as amended, 
related provisions of law, and select ex- 
ecutive orders /, 78-14406 

Small Business Administration and invest- 
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company S. 1306., 78-5920 

Small Business Administration 8(a) con- 
tract procurement program : report of 
the Select Committee on Small Business, 
United States Senate ... based on a hear- 
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States Senate, Ninety-fifth Congress, first 
session, ... October 6, 1977., 78-10032 
Small business and the quality of American 
life : a compilation of source material on 
the relationship between small business 
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budget totals to subcommittees for fiscal 
year 1979 /, 78-16404 

Small business economic policy and ad- 
vocacy reorganization act of 1977., 78- 
22558 

Small business energy conservation and 
commercialization amendments., 78- 
19226 

Small business energy loan act 
accompany H.R. 11713., 
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Small city transit Chapel Hill, North 
Carolina : public transit serving a univer- 
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dial-a-ride transit in an agricultural com- 
munity., 78-9766 

Small city transit : Merrill, Wisconsin 
point deviation service in a rural commu- 
nity., 78-9767 

Small city transit : Sudbury, Massachusetts 
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Small city transit : Xenia, Ohio : transit ser- 
vice for a rebuilding commmunity., 78- 
9770 

Small city transit characteristics 
view., 78-9757 

Small farm development in Hawaii 
hearings before the Subcommittee on 
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Agriculture, House of Representatives, 
Nineth-fifth Congress, second session, 
February 24, 1978, Honolulu, Hawaii, 
February 25, 1978, Hilo, Hawaii, Februa- 
ry 27, 1978, Maui, Hawaii., 78-24560 

Small farmer development agreement 
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the United States of America and Ban- 
gladesh, signed at Dacca September 29, 
1976 with related letter., 78-5200 

Small scale modeling of hydrodynamic 
forces in pressure suppression systems : 
final report /, 78-18927 
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Smithsonian year, 78-14030, 78-21986 

Smithsonian year; report of the Smithsoni- 
an Institution., 78-14030 

Smoke detector training., 78-14937 
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systems /, 78-18578 

Snow damage in Arizona ponderosa pine 
stands /, 78-14693 
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1970-1973 /, 78-22931 
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The Social Security Administration needs 
to improve its disability claims process : 
report of the Comptroller General of the 
United States., 78-13313 

Social Security Administration’s procedures 
for allocating administrative costs to the 
supplemental security income program : 
report of the Comptroller General of the 
United States., 78-13311 

Social security amendments of 1977 : con- 
ference report to accompany H.R. 9346., 
78-10161, 78-10221 

Social security amendments of 1977 : re- 
port of the Committee on Finance, U.S. 
Senate, on H.R. 5322, together with 
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Social security beneficiaries under 
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Social security benefits after the June 1976 
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Social security benefits (OASDI) : existing 
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Social security rulings on Federal old-age, 
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Social security rulings on Federal old-age, 
survivors, disability, health insurance, 
supplemental security income and miners 
benefits., 78-3256 


78-3254, 78- 


Do not order from index; see indicated entry 
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Social statistics for the elderly : area level 
system, stage I, Omaha., 78-19940 

Social welfare and services., 78-23675 

Social welfare expenditures, fiscal 
1976, 78-8932 
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gress, first session, April 11, 1977, Cum- 
ming and Whittier, lowa., 78-961 

Soil Conservation Service budget cuts 
hearing before the Subcommittee on En- 
vironment, Soil Conservation, and 
Forestry of the Committee on Agricul- 
ture, Nutrition, and Forestry, United 
States Senate, Ninety-fifth Congress, 
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Solar breeder : energy payback time for sil- 
icon photovoltaic systems /, 78-13074 

Solar collector manufacturing activity and 
applications in the residential sector., 
78-23410 

Solar concentration by curved-base fresnel 
lenses /, 78-18190 

Solar cosmic rays (Solnechnye 
kosmicheskie luchi) /, 78-24212 

Solar demonstrations on Federal residences 
: better planning and management con- 
trol needed : report /, 78-21013, 78- 
21014 

Solar driven air conditioning system ... /, 
78-6640 

Solar electricity as a power source for 
cathodic protection /, 78-5287 

Solar electricity from photovoltaic conver- 
sion., 78-8734 

Solar energy., 
20474 

Solar energy : a status report., 78-20467 

Solar energy : joint hearing before the Sub- 
committees on Energy Production and 
Supply Energy Research and Develop- 
ment of the Committee on Energy and 
Natural Resources and the Select Com- 
mittee on Small Business, United States 
Senate, Ninety-fifth Congress, first ses- 
sion, on the role of small business in 
solar energy, Golden, Colo., June 1, 
1977., 78-5558 

Solar energy applications centers : a strate- 
gy to facilitate the commercialization of 
solar energy in New England., 78- 
12803 

Solar energy conversion : an analysis of im- 
pacts on desert ecosystems., 78-23295 

The Solar Energy Development Bank act : 
hearings before the Subcommittee on 
Domestic Monetary Policy of the Com- 
mittee on Banking, Finance, and Urban 
Affairs, House of Representatives, 
Ninety-fifth Congress, second session, on 
H.R. 7800 April 25, 26, and 27, 
1978., 78-19042 

Solar Energy Environmental and Resource 
Assessment Program : summary report., 
78-11030 

Solar energy for agriculture and industrial 
process heat : program summary., 78- 
319 


process 


: a possible wave 


78-6984, 78-9275, 78- 
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Solar energy for agriculture and industry., 
78-20477 

Solar energy for heating and cooling., 78- 
10878 

Solar energy in America’s future 
preliminary assessment /, 78-292 

Solar energy in cold climates., 78-25706 

Solar energy in high-rise buildings /, 78- 
25453 

Solar energy in Pittsburgh, a look at reality 
and prospect., 78-1583 

Solar energy incentives analysis : psycho- 
economic factors affecting the decision 
making of consumers and the technology 
delivery system., 78-12802 

Solar energy, progress and promise., 78- 
18370 

Solar energy school heating augmentaion 
experiment., 78-20805 

Solar energy system performance evalua- 
tion : iris images : interim report., 78- 
25530 

Solar energy systems : survey of materials 
performance : final report /, 78-22889 

Solar evacuated tube collector : absorption 
chiller systems simulation /, 78-20490 

Solar-geophysical data., 78-2789 

Solar heating and cooling : research and 
development project summaries., 78- 
25416 

Solar heating and cooling commercializa- 
tion workshop., 78-23301 

Solar heating and cooling demonstration : 
project summaries., 78-23266 

Solar heating and cooling demonstration 
program : a descriptive summary of HUD 
cycle 3 solar residential projects ...,  78- 
15448 

Solar heating and cooling experiment for a 
school in Atlanta : construction report /, 
78-6621 

Solar heating and cooling for a school in 
Atlanta performance report /, 78- 
20491 

Solar heating and cooling of buildings, 
78-17009 

Solar heating and cooling of buildings : ac- 
tivities of the private sector of the build- 
ing community and its perceived needs 
relative to increased activity / prepared 
by the Committee on Solar Energy in the 
Heating and Cooling of Buildings, Build- 
ing Research Advisory Board, Commis- 
sion on Sociotechnical Systems, National 
Research System., 78-6628 

Solar heating & cooling of mobile homes, 
phase II /, 78-10993 

Solar heating and cooling of residential 
buildings : design of systems /, 78-1445 

Solar heating and cooling of residential 
buildings : sizing, installation and opera- 
tion of systems /, 78-1446 

Solar heating and cooling technical data 
and systems analysis : special progress re- 
port on non-residential solar energy sur- 
vey and analysis demonstration program, 
July 1976-June 1977 /, 78-20630 

Solar house., 78-12360 
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Solar house heating system using reflective 
pyramid optical condensing system : final 
report., 78-23291 

Solar index., 78-25381 

Solar industrial process hot water as used 
to cure concrete blocks ... /, 78-6648 

The solar market : proceedings of the Sym- 
posium on Competition in the Solar 
Energy Industry., 78-23606 

Solar pilot plant : phase | /, 78-6858 

Solar pilot plant : phase 1, conceptual 
design report, thermal storage subsystem 
research experiment., 78-12809 

Solar pilot plant : phase 1, preliminary 
design report., 78-20637, 78-20638, 
78-25525, 78-25526 

Solar pilot plant, phase 1., 78-11087 

Solar pilot plant project review no. 9, May 
4-5, 1977, CRDL item 10., 78-25524 

Solar powered absorption air-conditioning 
system performance predictions using 
stochastic weather models /, 78-17272 

Solar radiation measurement in northern 
Arizona /, 78-16615 

Solar radiation observation stations with 
complete listing of data archived by the 
National Climatic Center, Asheville, 
North Carolina and initial listing of data 
not currently archived /, 78-6647 


Solar silicon via improved and expanded 
metallurgical silicon technology /, 78- 
6672, 
13070 


Solar space heating systems using annual 


78-11024, 78-13069, 78- 


heat storage .../, 78-11003, 78-25443 

Solar technology transfer program, pro- 
gram summary., 78-23268 

Solar thermal power systems, 78-17012 

Solar thermal power systems program; pro- 
gram summary., 78-23242 

Solar’ 77 /, 78-25403 

Solcost : solar hot water handbook : a sim- 
plified design method for sizing and cost- 
ing residential and commercial solar ser- 
vice hot water systems., 78-23271 

Solcost : space heating handbook with ser- 
vice hot water and heat loads calcula- 
tions., 78-23272 

Soldiers., 78-3015 

Soldiers’ and sailors’ civil relief act of 1940 
and amendments /, 78-9839 

Soldier's Commander’s manual 
range air defense artillery 
crewman., 78-4407 

Soldier’s manual : [ADA air defense artil- 
lery] senior sergeant [MOS 16Z]., 78- 
4408 

Soldier’s manual : aerial sensor specialist 
(OV-1D) for skill levels 1/2/3/4, MOS 
96H., 78-20192 

Soldier’s manual : air traffic control ATC 
tower operator., 78-8678 

Soldier’s manual aircraft component 
repair supervsior, MOS 68K, skill level 
4., 78-12694 

Soldier’s manual : aircraft/electrical/elec- 
tronic/instrument repairer, MOS 68F, 
skill levels 1/2/3., 78-4414 


short 
missile 
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Soldier’s manual aircraft 
senior sergeant, MOS Z672 
4/5., 78-20203 

Soldier’s manual aircraft pneudraulic 
repairer, MOS 68H, skill levels 1/2/3., 
78-12692 

Soldier’s manual aircraft powerplant 
repairer, MOS 68B, skill levels 1/2/3., 
78-10734 

Soldier’s manual aircraft powertrain 
repairer/ nondestructive inspector, MOS 
68B, skill levels 1/2/3., 78-10735 

Soldier’s manual : aircraft quality control 
supervisor, MOS 67W, skill levels 3/4., 
78-4412 

Soldier’s manual aircraft structural 
repairer, MOS 68G, skill levels 1/2/3., 
78-4416, 78-12691 

Soldier’s manual : airplane repairer, MOS 
67G, skill levels 1/2/3., 78-6479 

Soldier’s manual : ammunition foreman., 
78-4384 

Soldier’s manual : ammunition specialist., 
78-202 

Soldier’s manual : animal specialist., 78- 
199, 78-8681 

Soldier’s manual : armor crewman, 
level 3., 78-6441 

Soldier’s manual : armor crewman, 
levels 1 & 2., 78-8696 

Soldier’s manual Armor Serge- 
ant/Armor Operations Serge- 
ant/Intelligence Sergeant, MOS 11ES0, 
skill level 5., 78-4395 

Soldier’s manual : armor reconnaissance 
specialist, skill levels 1 and 2., 78-4394 

Soldier’s manual : ATC facility chief., 78- 
4343 

Soldier’s manual : ATC radar controller., 
78-6442 

Soldier’s manual : ATC tower chief., 78- 
4342 

Soldier’s manual : ATC tower/nonradar ap- 
proach supervisor., 78-4341 

Soldier’s manual : atomic demolitions mu- 
nitions specialist, MOS 12E, skill level 4., 
78-12656, 78-20142 

Soldier’s manual attack helicopter 
repairer, MOS 67Y, skill levels 1/2/3., 
78-4413 

Soldier’s manual automatic 
processing NCO, MOS 74Z., 

Soldier’s manual bassoon player, skill 
levels 1, 2, 3., 78-8693 

Soldier’s manual : behavioral science spe- 
cialist., 78-1510, 78-4366 

Soldier’s manual : brass group leader [MOS 
O2P, skill level 4], 78-10719 

Soldier’s manual : card/tape writer, skill 
level 1/2, MOS 74B., 78-12685 

Soldier’s manual : cardiac specialist., 78- 
1514 

Soldier’s manual : CH-54 heavy helicopter 
repairer, MOS 67X., 78-12690 

Soldier’s manual chaparral system 
mechanic, MOS 24N, skill levels 1-4., 
78-20200 


maintenance 
: skill levels 


skill 
skill 


First 


data 
78-10722 
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Soldier’s manual clarinet player, skill 
levels 1 -2-3., 78-10718 

Soldier’s manual : clinical specialist, service 
through knowledge [MOS 9IC_ skill 
levels 3 and 4]., 78-4362, 78-4363, 
78-6448 

Soldier’s manual computer/machine 
operator, skill level 3, MOS 74D., 78- 
6459, 78-20184 

Soldier’s manual : construction equipment 
repairer : MOS 62B, skill levels 1 and 2., 
78-20146 

Soldier’s manual : correctional specialist, 
skill level 1/2., 78-8699 

Soldier’s manual : counterintelligence agent 
for skill levels 2/3/4/5 /, 78-8701 

Soldier’s manual : dental laboratory spe- 
cialist., 78-1504, 78-4351 

Soldier’s manual : dental laboratory spe- 
cialist, skill levels 1/2., 78-23091 

Soldier’s manual : dental specialist., 78- 
4365 

Soldier’s manual : digital subscriber ter- 
minal equipment repairman, MOS 34F, 
skill levels two and three., 78-8692 

Soldier’s manual : ear, nose and throat spe- 
cialist., 78-1522, 78-1523 

Soldier’s manual enlisted bandleader, 
[MOS 022Z, skill level 5 /, 78-6443 

Soldier’s manual environmental health 
specialist., 78-1519, 78-4373 

Soldier’s manual : eye specialist., 78- 
1527, 78-4377 

Soldier’s manual 
10703 

Soldier’s manual : fabric repairman, MOS 
43M skill levels 1 and 2., 78-10702 

Soldier’s manual : fire control computer 
repairman MOS 34G, skill level three., 
78-8683 

Soldier’s manual : fire support specialist, 
MOS 13F, skill level 1/2., 78-4344, 
78-4345 

Soldier’s manual : flight operations chief., 
78-6440, 78-6441 

Soldier’s manual : food service specialist., 
78-4389 

Soldier’s manual 


: fabric repairman., 78- 


: food service specialist, 
MOS 94B, skill levels 1 and 2., 78- 
4388, 78-4390 

Soldier’s manual : graves registration spe- 
cialist, MOS 57F skill level 1 and 2., 
78-10708, 78-10709, 78-10710 

Soldier’s manual ground _ surveillance 
radar crewman for skill levels 1/2/3., 
78-6466, 78-10727 

Soldier’s manual : Guitar player, skill levels 
1-2-3., 78-6458 

Soldier’s manual hospital food service 
specialist., 78-6449, 78-8682 

Soldier’s manual : image interpreter (MOS 
96D)., 78-20191 

Soldier’s manual : image interpreter (MOS 
96D) for skill level 3., 78-6468, 78- 
6469, 78-12687 

Soldier’s manual : improved Hawk main- 
tenance chief, MOS 24V, skill level 4., 
78-20163 





Soldier’s manual intelligence analyst 
(MOS 96B) for skill level 3., 78-10729, 
78-10730, 78-10731 

Soldier’s manual lance operations/fire 
direction specialist, MOS 15J3, skill level 
3., 78-4346 

Soldier’s manual land combat missile 
maintenance supervisor, MOS 27B, skill 
level 4., 78-12665 

Soldier’s manual : laundry and bath spe- 
cialist, MOS 57E skill levels 1, 2, and 3., 
78-10705, 78-10706 

Soldier’s manual LCSS | test 
cialist/lance repairer, MOS 27B, 
levels | and 2., 78-12663 

Soldier’s manual : manual combat arms ser- 
geant, 11Z50., 78-4348 

Soldier’s manual material supplyman, 
MOS 76D, skill levels 3 and 4., 78- 
12682 

Soldier’s manual : medical laboratory spe- 
cialist., 78-1528, 78-4378, 78-4379 

Soldier’s manual : medical specialist., 78- 
4358, 78-4359, 78-4360, 78-6447 

Soldier’s manual medical supply spe- 
cialist., 78-20159 

Soldier’s manual medium helicopter 
repairer, MOS 67U, skill levels 1/2/3., 
78-12689 

Soldier’s manual : military police, skill level 
4., 78-4398 

Soldier’s manual 
mechanic MOS 
one/two., 78-8697 

Soldier’s manual : MOS 13E, cannon fire 
direction specialist skill level 3., 78- 
10686, 78-10687 

Soldier’s manual : MOS 13W, MOS 13Y, 
skill level 5 : field artillery target acquisi- 
tion senior sergeant, cannon/missile 
senior sergeant., 78-20151 

Soldier’s manual MOS _ 15J, lance 
OPNS/FD specialist skill level 4., 78- 
10689 

Soldier’s manual : MOS 
crewman, skill level 1/2., 78-20153 

Soldier’s manual : MOS 17C, FA target 
acquisition specialist, skill level 3., 78- 
6444, 78-20155 

Soldier’s manual MOS 21G, Pershing 
electronics material supervisor, skill level 
3., 78-6445, 78-8680 

Soldier’s manual : MOS 4I1C, fire control 
instrument repariman, skill level three,, 
78-10690 

Soldier’s manual : MOS 45B, small arms 
repairman, skill level one/two., 78-4381 

Soldier’s manual : MOS 45K, tank turret 
repariman, skill level one/two., 78- 
10691 

Soldier’s manual : MOS 45Z, armament 
maintenance foreman, skill level four., 
78-8685 

Soldier's manual : MOS 63B, wheel vehicle 
mechanic, skill level three., 78-6450 

Soldier’s manual : MOS 63C, track vehicle 
mechanic, skill level one/two., 78- 
20166 


spe- 
skill 


missile 
45R, 


tank 
skill 


turret 
levels 


17B, FA radar 





December 1978 


Soldier’s manual : MOS 63F, Recovery spe- 
cialist, skill level one/two., 78-12678 

Soldier’s manual : MOS 63H, automotive 
repairman, skill level three., 78-8687, 
78-20167 

Soldier’s manual : MOS 63J quartermaster 
equipment repairman, _ skill level 
one/two., 78-10695 

Soldier’s manual : MOS 63Z, mechanical 
maintenance supervisor, skill level 5., 
78-12679 

Soldier’s manual : MOS 82C : field artillery 
surveyor, skill level 1/2., 78-20157 

Soldier’s manual : MOSI7B : FA radar 
crewman, skill level 3., 78-20154 

Soldier’s manual : nuclear medicine spe- 
cialist., 78-4375 

Soldier’s manual nuclear 
eletronics specialist., 78-4380 

Soldier’s manual : oboe player, skill levels 
1-2-3.,  78-10717 

Soldier’s manual 


weapons 


observation/scout 
helicopter repairer, MOS 67V, skill 
levels 1/2/3., 78-10732 

Soldier’s manual occupational 
specialist., 78-1513, 78-4369 

Soldier’s manual : office machine repair- 
man, MOS 419J skill levels 1 and 2., 78- 
10698, 78-10699 

Soldier’s manual 
cialist., 78-1507 

Soldier’s manual 
78-15044 

Soldier’s manual : 
cialist., 78-4352 

Soldier’s manual : orthopedic specialist., 
78-197, 78-4368 

Soldier’s manual : orthoptic specialist., 
78-1503 

Soldier’s manual : orthotic specialist., 78- 
1502 

Soldier’s manual : parachute rigger, MOS 
43E_ skill level 3., 78-10701, 78- 
12680, 78-12681 

Soldier’s manual : patient administration 
specialist., 78-4354, 78-4355 

Soldier’s manual Patient administration 
specialist, clinical out patient health 
record [MOS 71G skill levels 4 and 5]., 
78-4356 

Soldier’s manual Pershing electrical- 
mechanical repairer, MOSC 46N, skill 
level 3., 78-12677 

Soldier’s manual Pershing electronics 
repairer, MOS 21L, skill levels | and 2., 
78-12658, 78-20162 

Soldier’s manual : petroleum supply spe- 
cialis, MOS 76W skill level 5., 78- 
10711 

Soldier’s manual 
78-4371 

Soldier’s manual : physical therapy spe- 
cialist., 78-1511 

Soldier’s manual programmer/analyst 
skill level 1/2., 78-8695 

Soldier’s manual : psychiatric specialist., 
78-196, 78-1508 


therapy 


operation room spe- 
: Operations sergeant., 


optical laboratory spe- 


: pharmacy specialist., 
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Soldier’s manual : quartermaster equipment 
repariman, MOS 63], skill level 3., 78- 
4385 

Soldier’s manual : remote sensor specialist 
for skill levels 1/2/3., 78-6467 

Soldier’s manual : respiratory specialist., 
78-1525, 78-4374 

Soldier’s manual : senior supply sergeant, 
MOS 76Z skill level 5., 78-10713 

Soldier’s manual : Sheridan M551 
mechanic MOS 45P, Skill 
one/two., 78-10724 

Soldier’s manual : stock control supplyman 
: MOS 76P, skill levels 3 and 4., 78- 
20174 

Soldier’s manual 


turret 
levels 


: subsistence supplyman, 
MOS 76X skill levels 1 and 2., 78- 
8690, 78-10712 

Soldier’s manual : tank turret mechanic 
MOS 45N, skill levels one/two., 78- 
10723 

Soldier’s manual : transportation senior ser- 
geant, skill level 5., 78-4410 

Soldier’s manual : trombone player, skill 
levels 1-2-3., 78-10716 

Soldier’s manual : tuba player, skill levels 1 
-2-3., 78-12684 

Soldier's manual : unit and organization 
supplyman, MOS 76Y skill levels 1 and 
2., 78-20176, 78-20177 

Soldier’s manual utility helicopter 
repairer, MOS 67N., 78-15062 

Soldier’s manual : veterinary specialist., 
78-1517, 78-1518, 78-4372 

Soldier’s manual : vulcan/FAAR repairer, 
MOSC 27F, skill level 3., 78-15048 

Soldier’s manual : Vulcan/FAAR system 
mechanic [MOS 24M]., 78-15059 

Soldier’s manual : woodwind group leader 
[MOS O2(Q, skill level 4], 78-10720 

Soldier’s manual : X-ray specialist., 78- 
198, 78-4370 

Soldier’s manual : 10-76P10/20 stock con- 
trol supplyman, skill levels 1 and 2, 
change |., 78-20173 

Soldier’s manual 11B40, 
skill level 4., 78-6446 

Soldier’s manual 12-74F 10/20-pro- 
grammer/analyst, skill levels | and 2 /, 
78-10721 

Soldier’s manual 91J10/20, physical 
therapy specialist, skill levels 1/2 /, 78- 
20160 

Soldier’s manual MOS 74 F pro- 
grammer/analyst skill levels 1/2 and 3., 
78-4393 

Soldier's manual of common tasks., 78- 
6465 

Soldiers of sound : Washington, D.C., 78- 
4334 

Solid earth tides in the equations of motion 
of the terra system of computer pro- 
grams for satellite geodesy /, 78-20345 

Solid state data acquisition and processing 
system (SSDAPS) /, 78-26652 

Solid-state laser wavelength identification 
using a reference absorber /, 78-20320 

Solid waste., 78-4567 


Infantryman, 
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Solid waste facts., 78-20693 

Solid waste management., 78-25105 

Solid waste management. Available infor- 
mation materials., 78-12870, 78- 
23446 

Solid waste management. Monthly abstracts 
bulletin., 78-3105 

Solid waste management, list of available 
literature,, 78-12870, 78-23446 

Soluble organic nitrogen characteristics and 
removal /, 78-20726 

Solution of axisymmetric and two-dimen- 
sional inviscid flow over blunt bodies by 
the method of lines /, 78-24237 

SOLVE Il : a technique to improve effi- 
ciency and solve problems in hardwood 
sawmills /, 78-3987 

Solvent refined coal (SCR) _ process 
development of a process for producing 
an ashless, low-sulfur fuel from coal /, 
78-25455 

Solvent refined coal (SRC) process ... /, 
78-6697, 78-8774, 78-20842, 78- 
20843 

Solvent refined coal (SRC) process : opera- 
tion of solvent refined coal pilot plant at 
Wilsonville, Alabama ... /, 78-6794, 
78-11054 

Solving public transportation problems : a 
need for policy reorientation /, 78-7719 

Solving wood chip transport problems with 
computer simulation /, 78-14635 

Somalia and Djibouti., 78-21862 

Somalia drought., 78-5235 


Some aspects of interpreting two-phase 
flow measurements in instrumented pip- 


ing spool pieces /, 78-26675 

Some Bayesian statistical techniques useful 
in estimating frequency and density /, 
78-7345 

Some characteristics of Arizona’s mixed 
conifer forest floor /, 78-14707 

Some characteristics of grounded floebergs 
near Prudhoe Bay, Alaska /, 78-20269 

Some comments on power combiner/switch 
matrices /, 78-25321 

Some data points on shoreline retreat at- 
tributable to coastal subsidence /, 78- 
20285 

Some effects of sleep deprivation on 
tracking performance in_ static and 
dynamic environments /, 78-22185 

Some findings from the exact match data 
linkage, 78-23700 

Some general information about Federal 
jobs : first, see US., 78-1497 

Some inconsistencies of the finite element 
method as applied to inelastic response /, 
78-9412 

Some indicators of Spanish public opinion 
on issues relating to the U.S. and 
Western Europe., 78-5094 

Some individual plant biomass values from 
northeastern Minnesota /, 78-6152 

Some influences of rainfall on satel- 
lite/ground microwave systems. installa- 
tion costs /, 78-19640 


Page I- 1528 





Title Index 


Some meteorological aspects of air pollu- 
tion in Utah with emphasis on the Salt 
Lake Valley /, 78-19857 

Some physical and thermodynamic proper- 
ties of rocket exhaust clouds measured 
with infrared scanners /, 78-18267 

Some questions and answers about canned 
foods, 78-21232 

Some questions and answers about food ad- 
ditives, 78-21224 

Some references on metric information, in- 
cluding a chart on all you need to know 
about metric., 78-19762 

Some reflections on biological studies of 
needle diseases /, 78-14694 

Soo Jin Lee : report to accompany H.R. 
1437., 78-1176, 78-1279 

Soo Yung Kim : report to accompany S. 
2547., 78-24919 

Sorbent selection for the CAFB residual oil 
gasification demonstration plant /, 78- 
20757 

Sorghum and millet crop improvement : 
agreement between the United States of 
America and the Yemen Arab Republic 
dated at San’a’, March 31, 1976., 78- 
21954 

SOS abstract reports, 78-13977 

Sound attenuation kit for diesel-powered 
buses /, 78-9579 

Sound recordings, 

Source assessment /, 


78-7479, 78-9246 
78-10928 

Source assessment : acroylonitrile manufac- 
ture (air emissions) /, 78-12912 

Source assessment Agricultural 
burning, state of the art /, 78-8740 

Source assessment ammonium nitrate 
production /, 78-8742 

Source assessment : beef cattle feedlots /, 
78-17114 

Source assessment : carbon black manufac- 
ture /, 78-17117 

Source assessment : chemical and fertilizer 
mineral industry : state of the art /, 78- 
25622 

Source assessment 
78-23458 

Source assessment 
15271 

Source assessment 
state of the art /, 78-12929 

Source assessment crushed sandstone, 
quartz, and quartzite ; state of the art /, 
78-23461 

Source assessment 
23459 

Source assessment : defoliation of cotton, 
state of the art /, 78-17116 

Source assessment : glass container manu- 
facturing plants /, 78-6572 

Source assessment : harvesting of grain, 
state of the art /, 78-17115 

Source assessment : major barium chemi- 
cals /, 78-17127 

Source assessment : noncriteria pollutant 
emissions /, 78-12911 


open 


: coal storage piles /, 
cotton gins /, 78- 


: crushed limestone : 


: crushed stone /, 78- 
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Source assessment overview and _ pri- 
oritization of emmissions from textile 
manufacturing /, 78-10936 

Source assessment : overview matrix for 
national criteria pollutant emissions /, 
78-8741 

Source assessment plastics processing, 
state of the art /, 78-17128 

Source assessment : Polyvinyl chloride /, 
78-20725 

Source assessment pressed and blown 
glass manufacturing plants /, 78-10932 

Source assessment : rail tank car, tank 
truck, and drum cleaning : state of the 
art /, 78-17147 

Source assessment : reclaiming of waste 
solvents : state of the art /, 78-12930 

Source assessment : rubber processing : 
state of the art /, 78-17129 

Source assessment : State-by-State listing of 
criteria pollutant emissions /, 78-6577 

Source assessment synthetic ammonia 
production /, 78-12913 

Source assessment : urea manufacture /, 
78-10937 

Source assessment : water pollutants from 
coal storage areas., 78-23460 

Source assessment sampling system : design 
and development /, 78-23495 

Source book of educational materials for 
medical radiographers /, 78-7094 

Source inventory and emission factor anal- 
ysis /, 78-15227, 78-25577 

Source records and control specifications, 
1978., 78-4822 

Source test evaluation for feed and grain 
industry /, 78-12826 

Sourcebook of criminal justice statistics., 
78-17919 

Sources of information on EPA grants 
awarded, reports generated by grants, 
and other grants-related materials., 78- 
23434 

Sources of information on nuclear power 
and the environment., 78-24520 

Sources of information on U.S. firms : a 
guide for international traders., 78-156 

Sources of information, products, and ser- 
vices of the U.S. Geological Survey /, 
78-26129 

Sources of milk for Federal order markets 
by state and county., 78-12437 

Sources of national criminal justice 
statistics : an annotated bibliography /, 
78-17917 

Sources of U.S. Geological Survey publica- 
tions., 78-26134 

Sourdough science., 78-6125 

South Africa, 78-7568 

South Africa’s visa policy., 78-26823 

South America and selected island coastal 
marine areas., 78-8729 

South Asia statement, Adolph Dubs, 
Deputy Assistant Secretary for near East- 
ern and South Asian Affairs, and 
Michael H. B. Adler, Acting Assistant 
Administrator for Asia of the Agency for 





International Development, before the 
Subcommittee on Asian and Pacific Af- 
fairs of the House International Relations 
Committee., 78-760 

South Atlantic fisheries, annual summary., 
78-19914, 78-19919 

South Bend, Indiana, metropolitan area, 
78-11643 

South Brunswick, Middlesex County, New 
Jersey : national cooperative soil survey 
report: /, 78-8560 

South Buffalo Railway Company, 
Lackawanna, New York : May 25, 1973., 
78-5304 

South Carolina, 78-4858 

South Carolina landings., 78-2850 

South Carolina landings, annual summary., 
78-16842 

South Carolina, monthly averages of tem- 
perature ..., 78-4243 

South Carolina, monthly normals of tem- 
perature ..., 78-4199 

South China Sea., 78-12568 

South Dakota, 78-4859 

South Dakota, monthly averages of tem- 
perature ..., 78-4244 

South Dakota, monthly normals of tem- 
perature ..., 78-4200 

South Fork, Santa Clara River, Santa 
Clarita Valley, California., 78-20236 

South Fourche Watershed Project., 78- 
19583 

South Japan 
78-25119 

South Tippah Creek and Tributaries., 78- 
10802 

South Vietnam, 78-21916 

Southeast Asian narcotics : hearings before 
the Select Committee on Narcotics 
Abuse and Control, House of Represen- 
tatives, Ninety-fifth Congress, first ses- 
sion, July 12 and 13, 1977., 78-22534 

Southeast U.S.A., 78-12574 

Southeast U.S.A., Loran-A 
25117 

Southeast U.S.A. 
25116 

Southeastern Michigan water 
Study., 78-14546 

Southern fruit-producing woody plants used 
by wildlife /, 78-6177 

Southern Pacific Transportation Company, 
Emerson, Texas : October 8, 1974., 78- 
5324 

Southern Pacific Transportation Company 
to discontinue the operation of passenger 
trains between San Francisco and San 
Jose and intermediate points., 78-24079 

Southern pine beetle survival in trees felled 
by the cut and top-cut and leave method 
/, 78-10387 

Southern pine seed and cone insects /, 
78-14755 

Southern 
10397 

Southern Railway System, 
Alabama : Juiy 26, 1973., 


: Loran-A table., 78-4294, 
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Southern Rocky Mountain area planning 
guide : preliminary., 78-42 

Southwest border education assistance 
hearing before the Subcommittee on Re- 
gional and Community Development of 
the Committee on Environment and 
Public Works, United States Senate, 
Ninety-fifth Congress, second session, on 
S. 2997 ... May 16, 1978., 78-26850 

Southwest Lincoln County Sanitary Dis- 
trict., 78-20770 

Southwide tests of carbofuran for seedbug 
control in pine seed orchards /, 78- 
22701 

Soviet aerospace handbook., 78-20412 

The Soviet-American Conference on 
Cosmochemistry of the Moon and 
Planets : a conference held in Moscow, 
U.S.S.R., June 4-8, 1974 /, 78-9395 

Soviet and East European CSCE media 
coverage between the two Belgrade con- 
ferences., 78-15624 

Soviet and East European media themes re- 
garding the Conference on Security and 
Cooperation in Europe : (August 1975- 
December 1976) /, 78-11595 

Soviet and East European media themes re- 
garding the Conference on Security and 
Cooperation in Europe : update V, May 
1977 /, 78-9184 

Soviet and East European media themes re- 
garding the Conference on Security and 
Cooperation in Europe update Il, 
February 1977 /, 78-11596 

Soviet and East European media themes re- 
garding the Conference on Security and 
Cooperation in Europe : update IV, April 
1977 /, 78-9183 

Soviet and East European media themes re- 
garding the Conference on Security and 
Cooperation in Europe : update VI, June 
1977 /, 78-9188 

Soviet and East European media themes re- 
garding the Conference on Security and 
Cooperation in Europe : update VII, July 
1977 /, 78-13826 

Soviet and East European media themes re- 
garding the Conference on Security and 
Cooperation in Europe update VIII, 
August 1977 /, 78-13829 

Soviet and East European media themes re- 
garding the Conference on Security and 
Cooperation in Europe : update IX, Sep- 
tember 1977 /, 78-13830 

Soviet and East European media thems on 
CSCE : an overview and analysis., 78- 
9185 

Soviet-bloc research in geophysics, astrono- 
my and space, 78-905, 78-3861, 78- 
5471, 78-16116, 78-18869, 78- 
24483 

Soviet commercial operations in the West., 
78-13999 

Soviet compliance with certain provisions 
of the 1972 SALT I agreements : hearing 
before the Subcommittee on Arms Con- 
trol of the Committee on Armed Ser- 
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vices, United States Senate, Ninety- 
fourth Congress, first session, March 6, 
1975., 78-8242 

Soviet economic problems and prospects : 
a study /, 78-12073 

Soviet ground forces, night operations /, 
78-8669 

The Soviet home /, 78-7374 

Soviet naval strategy for the eighties /, 
78-20053 

Soviet science and technology : domestic 
and foreign perspectives /, 78-21855 

The Soviet television audience : viewing 
patterns and problems /, 78-7377 

Soviet tin industry : recent developments 
and prospects through 1980., 78-13994 

The Soviet Union., 78-13422 

The Soviet Union : internal dynamics of 
foreign policy, present and future 
hearings before the Subcommittee on 
Europe and the Middle East of the Com- 
mittee on International Relations, House 
of Representatives, Ninety-fifth Congress, 
first session ..., 78-19175 

Soviet writings on the “‘first’’ American 
Revolution and the Bicentennial /, 78- 
7382 

Soy protein use can increase by 71% by 
1985., 78-10470 

Soybeans and soybean 
24341 

Space and planetary environment criteria 
guidelines for use in space vehicle 
development /, 78-18141 

Space applications, 78-17029 

Space biology and aerospace medicine., 
78-3839, 78-8171, 78-22297 

Space biology and medicine, 78-3839, 
78-8171, 78-22297 

Space cooperation : agreement between the 
United States of America and the Soviet 
Socialist Republics, signed at Geneva, 
May 18, 1977, with summary of discus- 
sion results dated at Moscow, January 
21, 1971., 78-26467 

Space heaters and wood and coal burning 
heating stoves., 78-11977 

Space heating handbook with service hot 
water and heat loads calculations., 78- 
23272 

Space industrialization : hearing before the 
Subcommittee on Space Science and Ap- 
plications of the Committee on Science 
and Technology, U.S. Congress, first ses- 
sion, September 29, 1977., 78-12174 

Space law : selected basic documents : staff 
report /, 78-8221 

Space power and electric propulsion : a re- 
port for the National Aeronautics and 
Space Administration /, 78-26317 

Space processing applications rocket pro- 
ject : SPAR final report /, 78-18116 

Space processing applications rocket pro- 
ject SPAR : final report., 78-26324 

Space processing applications rocket pro- 
ject SPAR III: final report., 78-26325 

Space radiation resistant transparent 
polymeric materials /, 78-18218 


products., 78- 
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Space research program agreement 
between the United States of America 
and Australia, effected by exchange of 
notes dated at Canberra, September 20, 
1976, and January 14, 1977., 78-26483 

Space shuttle., 78-5147 

Space shuttle appropriations for fiscal year 
1979 : hearings before the subcommit- 
tees of the Committee on Appropria- 
tions, House of Representatives, Ninety- 
fifth Congress, second session /, 78- 
19021 

Space shuttle facility program more 
definitive cost information needed : Na- 
tional Aeronautics and Space Adminis- 
tration : report to the Congress /, 78- 
1855 

Space shuttle reprogramming : hearing be- 
fore a subcommittee of the Committee 
on Appropriations, United States Senate, 
Ninety-fifth Congress, first session : spe- 
cial oversight hearing /, 78-26736 

Space shuttle, 1978 : status report for the 
Committee on Science and Technology, 
U.S. House of Representatives, Ninety- 
fifth Congress, second session., 78- 
19217 

A space-time tensor formulation for con- 
tinuum mechanics in general curvilinear, 
moving, and deforming coordinate 
systems /, 78-18057 

Space transportation system hearings 
(including report) before the Subcom- 
mittee on Space Science and Applica- 
tions of the Committee on Science and 
Technology, U.S. House of Representa- 
tives, Ninety-fifth Congress, first session, 
May 17, 18, 1977., 78-12170 

Space transportation system: past, present, 
future : National Aeronautics and Space 
Administration, Department of Defense : 
report to the Congress /, 78-1885 

Space transportation system user hand- 
book., 78-3609, 78-18146 

Spacecraft design sensitivity for a disaster 
warning satellite system /, 78-18120 

Spacelab users guide : a short introduction 
to spacelab and its use., 78-744 

Spain, 78-21917 

Spanish publications, subject bibliography., 
78-370 

Spanish speaking program : programa de 
habla Hispana., 78-18518 

SPAR Space processing 
rocket project., 78-26325 

Spark gap irradiators that contain cobalt- 
60., 78-18891 

Spatial and temporal changes in New Jer- 
sey beaches /, 78-20283 

Spear-marked black moth /, 78-3980 

Spears, an AAW performance simulation /, 
78-25323 

Special accounting and operating 
procedures for Federal credit unions 
maintaining offices overseas., 78-21851 

Special adjudication for enforcement 
(SAFE) /, 78-24400 

Special agent., 78-7674 


applications 
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Special Air Safety Advisory Group report 
to the Federal Aviation Administration., 
78-7883 

Special air traffic rules and airport traffic 
patterns, 78-3756 

Special allowances to enhance the recruit- 
ment and retention of physicians in the 
Federal Service hearings before the 
Subcommittee on Compensation and 
Employee Benefits of the Committee on 
Post Office and Civil Service, House of 
Representatives, Ninety-fifth Congress, 
second session, on H.R. 4620 ... January 
24 and February 21, 1978., 78-19204 

Special analyses, budget of the United 
States., 78-18362 

Special area analysis : 
9618 

Special _ bibliography, 
research /, 78-22119 

A special bibliography to assist in city 
planning, educational and social services 
and other areas of concern in city 
government /, 78-1449 

Special bridge replacement program., 78- 
24678 

Special census of Brookhaven, New York, 
April 26, 1975, 78-8653 

Special census of Elgin, Illinois: August 11, 
1976., 78-8643 

Special census of Fargo, North Dakota, 
January 9, 1975, 78-8652 

Special census of Green Bay, Wisconsin, 
February 11, 1976, 78-8642 

Special census of Mesa County, Colorado, 
March 21, 1977, 78-4090 

Special census of Sterling 
Michigan, September 21, 
8644 

Special censuses., 
78-4090, 78-8642, 
8644, 78-8652, 
78-22835 

Special economic development and adjust- 
ment assistance : title IX in brief., 78- 
10572 

Special flexitime reports., 78-5119 

Special flood hazard information report : 
Biloxi River, Harrison County Mississip- 
pi., 78-23124 

Special flood hazard information report: 
Kokosing River and tributaries Knox 
County, Ohio., 78-8713 

Special forces military free-fall parachut- 
ing., 78-4402 

Special health career opportunity grants., 
78-11236 

Special _ international 
21617 

Special international security assistance act 
of 1977 : communication from the Pre- 
sident of the United States ...,  78-10093 

Special investigation : Metropoli n Coach 
Corporation charter bus _ accident 
Bethesda, Maryland, October 11, 1975., 
78-9601 

Special Joint Task Force report on Alaskan 
native issues /, 78-1057 


field manual /, 78- 


railroad safety 


Heights, 
1976, 78- 
78-2627, 78-4089, 
78-8643, 78- 
78-8653, 78-22834, 


exhibitions, 78- 
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Special library postage rate for books 
mailed to the Copyright Office., 78- 
9237 

Special military operations., 
78-9693, 78-18699 

Special military operations handbook., 
78-26611, 78-26612, 78-26613 

Special milk program evaluation and na- 
tional school lunch program survey., 
78-16744 

Special needs and problems of the elderly 
in Memphis : hearing before the Select 
Committee on Aging, House of 
Representatives, Ninety-fifth Congress, 
second session, Memphis, Tenn., March 
30, 1978., 78-24555 

Special occupational hazard review and 
control recommendations for nickel car- 
bonyl /, 78-493 

Special occupational hazard review with 
control recommendations for the use of 
ethylene oxide as a sterilant in medical 
facilities /, 78-1960 

Special pay provisions for physicians and 
dentists in the uniformed services : hear- 
ing before the Committee on Armed Ser- 
vices, United States Senate, Ninety-fifth 
Congress, first session, on S. 1731 ... Au- 
gust 1, 1977., 78-8241 

Special pesticide registration by the En- 
vironmental Protection Agency should be 
improved : report to the Congress /, 78- 
11102 

Special procedures for making findings of 
market dominance as required by the 
Railroad revitalization and _ regulatory 
reform act of 1976 ex parte no. 320 : 
views of the Department of Transporta- 
tion., 78-9557 

Special procurement procedures help 
prevent wage busting under Federal ser- 
vice contracts in the Cape Canaveral 
area: report /, 78-13318 

Special product evaluation list., 78-18603 

Special projects act and miscellaneous pro- 
grams., 78-2255 

Special purpose materials for the fusion 
reactor environment : a technical assess- 
ment /, 78-16976 

A special reflectance estimation technique 
using multispectral data from the Viking 
lander camera /, 78-11686 

Special report, fresh views on employment 
of mentally handicapped people., 78- 
3649 

A special report on highway vehicle speeds, 
1973-1974 /, 78-18567 

Special report to the Congress and the 
East-West Foreign Trade Board on 
probable impact on U.S. trade of grant- 
ing most-favored-nation treatment to the 
U.S.S.R. /, 78-5663 

Special report to the President and to Con- 
gress on the proposed contribution and 
subcription of resources of the Asian 
Development Bank., 78-24491 


78-5404, 





Special report to the President and to Con- 
gress on the proposed replenishment of 
the resources of the _ International 
Development Association., 78-24493 

Special report to the President and to Con- 
gress on the selective capital increase of 
the International Bank for Reconstruc- 
tion and Development., 78-24492 

Special report to the President and to the 
Congress on amendment of the articles 
of agreement of the International Mone- 
tary Fund and on an increase in quotas 
in the International Monetary Fund., 
78-16124 

Special retirement policy for Federal law 
enforcement and firefighter personnel 
needs reevaluation : Civil Service Com- 
mission : report to the House Committee 
on Post Office and Civil Service /, 78- 
1749 

Special retirement policy for law enforce- 
ment Officers and firefighters : hearings 
before the Subcommittee on Compensa- 
tion Employee Benefits of the Committee 
on Post Office and Civil Service, House 
of Representatives, Ninety-fifth Congress, 
first session ..., 78-16273 

Special studies., 78-2623, 
78-12477, 78-12478, 
22828, 78-22829 

Special study : U.S. air carrier accidents in- 
volving fire 1965 through 1974 and fac- 
tors affecting the statistics., 78-9602 

Special supplemental food program for 
women, infants, & children., 78-6249, 
78-10495 

Special supplemental food program for 
women, infants, and children : WIC pro- 
gram directory of local agencies., 78- 
14819 

Special Task Force report on San Luis 
Unit, Central Valley Project, California., 
78-17797 

Special transportation services for the el- 
derly and handicapped demonstration 
project, Baton Rouge, Louisiana /, 78- 
22239 

Special travel benefits for Federal em- 
ployees in Hawaii, Alaska, and similar 
areas outside the continental U.S. should 
be changed : General Services Adminis- 
tration : report to the Congress /, 78- 
1743 

Special use airspace, 78-11886 

Special virus cancer program, 78-21195 

Special water quality surveys of the 
Potomac River Basin : Anacostia estuary, 
1970, Wicomico River, St. Clement and 
Breton Bays, 1971, Occoquan Bay, 
1971., 78-25691 

Specialized ammunition 
machinery., 78-20120 

Specialized grazing systems : their place in 
range management., 78-16690 

Specialized patrol., 78-665 

Specialized semiconductor, microelectronic 
circuit board, manufacturing machinery., 
78-20129 


78-12476, 
78-22827, 78- 


and ordnance 
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Specialized training for dentists treating 
children with handicaps., 78-7101 

Specialized training versus experience in 
helicopter navigation at extremely low al- 
titudes /, 78-217 

Species adaptability trials for man-made 
forests in Hawaii /, 78-6136 

Specific problems analysis : 1975 national 
assessment of water and related land 
resources : Missouri Region., 78-16123 

Specific vocational preparation (SVP) esti- 
mates for occupations in the U.S. De- 
partment of Labor Dictionary of occupa- 
tional titles (DOT) fourth edition., 78- 
18018 

Specification : 
(DARC)., 78-9681 

Specification maintenance VHF 
ceivers., 78-5398 

Specification : site construction of an air 
route surveillance radar facility (ARSR- 
3)., 78-862 

Specification : system maintenance monitor 
console., 78-5397 

Specification for direct burial telephone 
cable : air core., 78-22743 

Specification for flat oval telephone cords., 
78-22744 

Specification for L-851 visual approach 
slope indicators and accessories., 78- 
7931 

Specification for semiflush airport lights., 
78-7933, 78-15963 

Specification L-854, radio control equip- 
ment., 78-7932 

[Specifications, tolerances, and _ other 
technical requirements for commercial 
weighing and measuring devices] : 1976 
replacement sheets., 78-22867 

(Specifications, tolerances, and other 
technical requirements for commercial 
weighing and measuring devices] : 1977 
replacement sheets., 78-22868 

Specimen examinations for merchant 
marine engineer licenses : (2nd and 3rd 
assistant)., 78-14175 

A spectral atlas of the sun between 1175 
and 2100 angstroms /, 78-20388 

Spectrum amplitude : definition, genera- 
tion, and measurement /, 78-4145 

Spectrum amplitude : definition, genera- 
tion, and measurement [errata]., 78- 
25030 

Speech /, 78-6086 

Speech by Secretary Vance to National 
Governor’s Association, February 27, 
1978., 78-18413 

Speech pathology and audiology 
power resources and needs 
78-433 

Speed limit 55 : is it achievable? : Depart- 
ment of Transportation : report t» the 
Congress /, 78-1659 

Spencer County, Indiana (unincorporated 
areas), 78-11427 

The spikeducer : a time-of-arrival pin con- 
figuration for shock wave experiments /, 
78-4494 


direct access radar channel 


trans- 


man- 
: a report /, 
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Spilled fuel ignition sources and counter- 
measures., 78-8074 

Spillway del Canal de Panama, 78-2980 

Spillway vibration, pressure and velocity 
measurements, Ozark Lock and Dam, 
Arkansas River, Arkansas : final report /, 
78-6490 

Spin-out of veneer blocks during rotary 
cutting of veneer /, 78-10343 

Spin-tunnel investigation of the spinning 
characteristics of typical single-engine 
general aviation airplane designs /, 78- 
26363 

Spin-tunnel investigation of the spinning 
characteristics of typical single-engine 
general aviation airplane designs : I, low- 
wing model A, effects of tail configura- 
tions /, 78-18257 

Spinal cord injury : a selected bibliography 
supplement, 1971-1975., 78-5441 

Spinoff., 78-21787 

The spirit of Houston : the first national 
women’s conference : an official report 
to the President, the Congress and the 
people of the United States., 78-26721 

Spirometric assessment of potential respira- 
tory impairment in general aviation air- 
men /, 78-22188 

Splice flexure performance factors in shut- 
tle car trailing cables /, 78-639 

Spontaneous oxidation and combustion of 
sulfide ores in underground mines : a 
literature survey /, 78-21540 

Sporadic workplace inspections for lethal 
and other serious health hazards : report 
to the Congress /, 78-17348 

Sport fishery abstracts., 78-3485 

Sport fishery and wildlife research., 78- 
21592 

Sports : a selected list of books that have 
appeared in Talking book topics and 
Braille book review., 78-9249 

Spot cotton quotations, 78-2468 

Spot the danger on outdoor power equip- 
ment : an information program to 
promote safer use of outdoor power 
equipment., 78-18834 

Spread spectrum : an annotated bibliog- 
raphy /, 78-22984 

The spreading, retention, and clean-up of 
oil spills /, 78-23353 

Spring burn aids longleaf pine seedling 
height growth /, 78-10392 

Spring flowering bulbs /, 78-1330 

Spring preview, fy 1979., 78-9722 

Springfield-Chicopee-Holyoke, 
Conn., SMSA, 78-4130 

Springfield-Chicopee-Holyoke, Mass.-Conn. 
standard metropolitan statistical area, 
78-4130 

Springs and component parts /, 

Sprinkler irrigation /, 78-6069 

The spruce beetle in white spruce forests of 
Alaska /, 78-1364 

Spun yarn production., 78-10543 

SQUID ELF receiving antenna for sub- 
marine applications : final report /, 78- 
20399 


Mass.- 


78-6431 
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SR-52 programmable calculator programs 
for Venturi scrubbers and electrostatic 
precipitators /, 78-25651 

Sri Lanka., 78-1425 

SS Silver Dove, cargo shift and sinking in 
the North Pacific Ocean., 78-22049 

SS V. A. Fogg sinking in the Gulf of Mex- 
ico., 78-22046 

SSI beneficiaries medically determined to 
be alcoholics or drug addicts, 78-8938 

SSI beneficiaries residing in urban areas, 
78-8924 

SSPARAMA a nonlinear, wave optics 
multipulse (and CW) _ steady-state 
propagation code with adaptive coor- 
dinates /, 78-25338 

St. Elizabeths Hospital : hearings before the 
Subcommittee on Fiscal and Government 
Affairs and the Committee on the Dis- 
trict of Columbia, House of Representa- 
tives, Ninety-fifth Congress, first session, 
on H.R. 3335 ...March 28, 29, and April 
25, 1977., 78-996 

St. Joe River, Idaho, wild and scenic rivers 
study : communication from the Secreta- 
ry of Agriculture ...,  78-19291 

St. Johns Bayou and New Madrid Flood- 
way, Missouri : letter from the Secretary 
of the Army, transmitting, a letter from 
the Chief of Engineers, Department of 
the Army, dated September 26, 1975, 
submitting a report, together with ac- 
companying papers and illustrations, on 
St. Johns Bayou and New Madrid Flood- 
way, Missouri, requested by resolutions 
of the Committee on Public Works, 
United States Senate, adopted April 9, 
1965 and February 2, 1966., 78-12730 

St. Joseph County, Indiana (unincorporated 
areas)., 78-21458 

St. Louis demonstration final report 
power plant equipment , facilities, and 
environmental evaluations /, 78-15269 

St. Louis, Missouri-Illinois, metropolitan 
area, 78-11609 


St. Louis residential energy consumption /, 
78-9021 


St. Louis-Southwestern Railway Company, 


Shreveport, Louisiana 
1973., 78-5310 

St. Marys River ice booms : design force 
estimate and field measurements /, 78- 
20274 

Stability analysis for laminar flow control, 
Part I /, 78-18203 

Stability and control characteristics of a 
monoplanar missile configuration with 
two low-profile tail arrangements at 
Mach numbers from 1.70 to 2.86 /, 78- 
9369 

Stability and control of maneuvering high- 
performace aircraft /, 78-18164 

Stability of rubble-mound breakwater, Ju- 
bail Harbor, Saudi Arabia : hydraulic 
model investigation : final report /, 78- 
20250 


October 17, 
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Stabilization of essential rotating machinery 
for the fossil fuel industry ... /, 78- 
20579 

Stabilization ponds /, 78-12994 

Stable gaseous isotope separtion and purifi- 
cation report, 78-20926 

Stable isotope sales: Mound Laboratory 
customer and shipment summaries., 78- 
23573 

Staff accounting bulletin., 78-24320 

Staff data and materials on financing of the 
social security programs /, 78-19110 

Staff data and materials on social security 
financing proposals /, 78-14314 

Staff data and materials on the Emergency 
unemployment compensation act of 1974 
/, 78-12086 

Staff data and materials on U.S. trade and 
balance of payments /, 78-19112 

Staff data and materials relating to social 
security financing /, 78-9948 

Staff papers of the drug law evaluation pro- 
ject : a companion volume to the final 
report of the Joint Committee on New 
York Drug Law Evaluation., 78-21642 

Staff publications - Pacific Southwest 
Forest and Range Experiment Station, 
78-10339 

Staff report on monthly report of cost and 
quality of fuels for steam-electric plants, 
78-3160 

Staff report on the environmental qualifica- 
tion of safety-related electrical equip- 
ment., 78-16138 

Staff report on the simplification and ad- 
ministrative aspects of the President’s 
1978 tax program /, 78-19246 

Staff report on transactions in securities of 
the city of New York /, 78-14294 

Staffing shortages within the Defense Audit 
Service report of the Comptroller 
General of the United States., 78-25753 

Stages and discharges of the Mississippi 
River and its outlets and tributaries, 78- 
16949, 78-16950, 78-16951 

Stages and discharges of the Mississippi 
River and _ tributaries and _ other 
watersheds in the New Orleans district., 
78-16951 

Stages and discharges of the Mississippi 
River and tributaries in the Memphis dis- 
trict., 78-16950 

Stages and discharges of the Mississippi 
River and tributaries in the Vicksburg 
district., 78-16949 

Stagger/destagger modification for the air 
traffic control radar beacon system /, 
78-18704 

Staging a historical 4-H dress revue., 78- 
14764 

Staistical publications., 78-13420 

Staking a mining claim on Federal lands., 
78-13806 

Stand development 25 years after a 9.0- 
inch diameter-limit first cutting in Ap- 
palachian hardwoods /, 78-1345 

Stand-up time of tunnels in squeezing 
ground /, 78-5271 
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Standard alphabets for highway signs and 
pavement markings : a reference guide., 
78-7759 

Standard and optional 
handbook., 78-17380 

Standard broadcast stations of the United 
States of America., 78-14939 

Standard calibration and maintenance 
procedures for wet test meters and coal 
mine respirable dust samplers /, 78- 
17869 

Standard criteria for the economic evalua- 
tion of alternative pipeline and fuel gas 
demonstration plant design concepts : 
final task report, task 042., 78-20560 

Standard data elements and codes : facility 
identification and supplemental stan- 
dards., 78-26580 

Standard data elements and codes : general 
standards., 78-5343 

Standard for manufacturing safer consumer 
products., 78-8152 

Standard _Installation/Division 
System., 78-12699, 
12701, 78-12702, 
12704, 78-12705, 78-12706, 78- 
12707, 78-20212, 78-20213 

Standard occupational classification 
manual., 78-4032 

Standard reference data act : report to ac- 
company H.R. 11232., 78-16451 

Standard reference materials electron 
paramagnetic resonance intensity stan- 
dard : SRM-2601 : description and use /, 
78-25018 

Standard reference materials guide to 
United States reference materials /, 78- 
14868 

Standard reference materials, certification 
and use of acidic potassium dichromate 
solutions as an ultraviolet absorbance 
standard - SRM 935., 78-8647 

Standard support and environmental im- 
pact statement : emission standard for 
vinyl chloride /, 78-17072 

Standard support and environmental im- 
pact statement : volume 2, Promulgated 
emission standard for vinyl chloride /, 
78-15287 

Standard technical specifications _ for 
General Electric boiling water reactors., 
78-18876 

Standard techniques for presentation and 
analysis of crater size-frequency data., 
78-26339 

Standard terminology and guide for manag- 
ing student data in elementary and 
secondary schools, community /junior 
colleges, and adult education /, 78- 
8960 

Standard tests to characterize pest re- 
sistance in alfalfa varieties /, 78-14794 

Standard thermocouple material, pt.-67, 
SRM-1967 /, 78-22858 

Standardization, certification, main- 
tainance, and dissemination of large scale 
engineering software systems : a panel 


forms facsimile 


Personnel 
78-12700, 78- 
78-12703, 78- 





discussion held as part of the Second Na- 
tional Symposium on Computerized 
Structural Analysis and Design sponsored 
by NASA Langley Research Center, 
Hampton, Virginia and the National 
Science Foundation at the George 
Washington University, | Washington, 
D.C., March 29-31, 1976 /, 78-18241 

Standardization directory : [FSC class and 
area assignments] : defense standardiza- 
tion program., 78-4323 

Standardization in NATO : improving ef- 
fectiveness and economy of mutual 
defense efforts : report to the Congress /, 
78-13368 

Standardization in support of development 
: proceedings of a seminar held at the 
National Bureau of Standards, Gaither- 
sburg, Maryland, October 17-18, 1977 /, 
78-19753 

Standardization of stationary source 
method for vinyl chloride /, 78-12940 

Standardization of work measurement., 
78-15037, 78-15038, 78-15039, 78- 
15040, 78-15041, 78-16929, 78- 
16930, 78-16931, 78-16932, 78- 
16933, 78-16934 

Standardized Federal regions : little effect 
on agency management of personnel : 
Office of Management and Budget, 
General Services Administration : report 
of the Comptroller General of the United 
States., 78-13248 

Standardized technical specifications for 
Babcock and Wilcox pressurized water 
reactors., 78-24497 

Standardized technical specifications for 
Westinghouse PWRS., 78-18921 

Standards enforcement test reports index., 
78-9792 

Standards for audit of governmental or- 
ganizations, programs, activities and 
functions /, 78-25726 

Standards for No-fault motor vehicle ac- 
cident benefits act : hearings before the 
Committee on Commerce, Science, and 
Transportation, United States Senate, 
Ninety-fifth Congress, first session, on S. 
1381 ...,  78-12062 

Standards for no-fault motor vehicle ac- 
cident benefits act : report of the Senate 
Committee on Commerce, Science, and 
Transportation on S. 1381 together with 
minority views ..., 78-22644 

Standards for packaged nuts, 78-21253 

Standards for specifying construction of 
airports., 78-15966 

Standards of performance for new stationa- 
ry sources : a compilation as of October 
1,1977;/, 78-23443 

Standards, rules & regulations - Cost Ac- 
counting Standards Board., 78-3831 

Standards support and environmental im- 
pact statement., 78-1580, 78-25589 

STANS - a program for numerical compu- 
tation of two-dimensional internal and 
external boundary layer flows /, 78- 
5151 
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STAR, 78-3606 
STAR, an abstract journal, 
18055, 78-18056 
Stare decisis /, 78-686 
State administered 
funds, 78-1436 
State aid for special 
benefits?, 78-17442 
State air pollution implementation plan 
progress, 78-23518 

State air pollution implementation plan 
progress report., 78-23518 

State and local agencies preparing esti- 
mates and projections: survey of 1975- 
76, 78-22830 

State and local fiscal assistance act of 1972 
: modifications made by H.R. 13367 as 
referred to the Committee on Finance, 
United States Senate, Russell B. Long, 
chairman., 78-14315 

State and local government employment 
and payrolls., 78-3532 

State and local government functional se- 
ries., 78-2197, 78-18844, 78-18845 

State and local governments’ view of 
technical assistance : study /, 78-25770 

State and local personnel systems, annual 
statistical report, 78-23025 

State and local probation 
systems., 78-15669 

State and local prosecution and civil attor- 
ney systems., 78-21670 

State and regional data, federally funded 
community mental health centers., 78- 
11262 

State and regional disaster airlift (SARDA) 
planning /, 78-9667 

State and territorial bicentennial commis- 
sions and contacts., 78-24430 

State & territorial tourism offices., 
10573, 78-16815 

State assistance, incentives, and services to 
industry., 78-22910 

State audits to identify Medicaid overpay- 
ments to nursing homes : Social and 
Rehabilitation Service, Department of 
Health, Education, and Welfare : report 
to the Subcommittee on Long-Term 
Care, Special Committee on Aging, 
United States Senate /, 78-4688 

State-by-State listing of criteria pollutant 
emissions., 78-6577 

State-chartered credit unions, 
78-21849, 78-21850 

State-chartered credit unions annual re- 
port., 78-18317, 78-21849, 78- 
21850 

State coastal zone management activities., 
78-1469 

State dam safety and inspection act : report 
to accompany S. 2437., 78-16463 

State data profiles., 78-19602 

State decision-makers guide for hazardous 
waste management /, 78-10921 

State development program for Bavaria., 
78-6683 

State director advices, 


78-3606, 78- 


Federal education 


education who 


and parole 


78- 


78-18317, 
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State education agencies and 
minority students /, 78-17448 

State education agency officials, 78- 
17458, 78-17459 

State energy conservation program : con- 
servation prototype grants management 
and planning system., 78-25418 

State energy conservation program 
[sourcebook], 78-8842 

State environmental programs : a compen- 
dium of Federal and State programs 
prepared for the congressional delega- 
tions., 78-15246 

State equal rights amendments., 78-5131 

State expenditures for public assistance 
programs approved under titles I, IV-A, 
X, XIV, XVI, XIX, XX of the Social 
security act., 78-13433 

State farm income statistics., 78-19506 

State-Federal health requirements and 
regulations governing the interstate and 
international movement of livestock and 
poultry., 78-16745 

State finances, 78-22840 

State government affirmative action in mid- 
America: areport/, 78-19990 

State government finances., 78-22840 

State government tax collections., 78- 
16790 

State government wage survey 
May 1976/, 78-21734 

State handicapped program., 78-5547 

State implementation plan emission regula- 
tions for particulate matter 
bustion /, 78-17064 

State implementation plan emission regula- 
tions for sulfur oxides : 
/, 78-25592 

State, Justice, and Commerce, and the Ju- 
diciary, and related agencies appropria- 
tions, fiscal year 1979., 78-12034 

State laws and instream flows /, 78-24052 

State laws on mopeds and motorized bicy 
cles, 78-9802 

State legislative organizational and 
procedural changes in 1968., 78-8141 

State legislature use of information 
technology communication from the 
Chairman, Commission on Administra- 
tive Review, U.S. House of Representa- 
tives, transmitting a report ... /, 78- 
19287 

State life tables, 78-4831, 
4833, 78-4834, 


language- 


: Michigan, 


: fuel com- 


fuel combustion 


78-4832, 78- 
78-4835, 78-4836, 
78-4837, 78-4838, 78-4839, 78- 
4840, 78-4841, 78-4842, 78-4843, 
78-4844, 78-4845, 78-4846, 78- 
4847, 78-4848, 78-4849, 78-4850, 
78-4851, 78-4852, 78-4853, 78- 
4854, 78-4855, 78-4856, 78-4857, 
78-4858, 78-4859, 78-4860, 78- 
4861, 78-4862, 78-4863, 78-4864, 
78-4865, 78-4866, 78-4867, 78- 

7109, 78-8982, 78-8983 

State maximums, other limitations, and 
Federal matching provisions for public 
assistance money payment programs., 
78-23707, 78-23708 
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State member banks of the Federal Reserve 
System and nonmember banks that main- 
tain clearing accounts with Federal 
Reserve banks and corporations doing 
foreign banking or financing that main- 
tain reserve accounts with Federal 
Reserve banks., 78-17316 

State member banks of the Federal Reserve 
System that maintain clearing accounts 
with Federal Reserve Banks, 78-17316 

State no-fault automobile insurance ex- 
periences : hearings before the Subcom- 
mittee on Consumer Protection and 
Finance of the Committee on Interstate 
and Foreign Commerce, House of 
Representatives, Ninety-fifth Congress, 
first session ..., 78-5606 

The state of American 
hearings before the Committee on 
Agriculture, Nutrition, and _ Forestry, 
United States Senate, Ninety-fifth Con- 
gress, second session ..., 78-14277, 
78-22379, 78-24563, 78-24564 

The state of civil rights; a report of the 
United States Commission on Civil 
Rights., 78-22997 

The state of competition in the coal indus- 
try : report to the Congress /, 78-11103 

State of Massachusetts coastal management 
draft environmental impact statement., 
78-6297 

The state of teacher education, 1977., 78- 
17450 

State-of-the-art military explosives and 
propellants production industry /, 78- 
15265 

State-of-the-art assessment of electric and 
hybrid vehicles /, 78-20600 

State-of-the-art car engineering tests at De- 
partment of Transportation High Speed 
Ground Test Center : final test report /, 
78-16030 

State-of-the-art of structural test methods 
for walls, floors, roofs, and complete 
buildings [errata]., 78-22870 

State-of-the-art on roadway delineation 
systems /, 78-22086 

State-of-the-art-report : 
research /, 78-25639 

A _ state-of-the-art report on 
technologies /, 78-12949 

State-of-the-art study : demilitarization of 
conventional munitions /, 78-17132 

State of the judiciary and access to justice : 
hearings before the Subcommittee on 
Courts, Civil Liberties, and the Adminis- 
tration of Justice of the Committee on 
the Judiciary, House of Representatives, 
Ninety-fifth Congress, first session 
78-9993 

State of the Union : message from the Pre- 
sident of the United States ..., 78-12240 

State parole policies and procedures re- 
garding drug abuse treatment., 78-8995 

State planning agency grants : guideline 
manual., 78-24084 
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State planning for winter energy emergen- 
cies : workshop materials : held during 
the week of November 28, 1977, at 
Boston, Massachusetts, Philadelphia, 
Pennsylvania, Des Moines, Iowa, Atlanta, 
Georgia, Seattle, Washington /, 78- 
20456 

State salary survey., 

State salary survey 
23009 

State severance taxes on nonfuel minerals 
as of January 1. 1978 /, 78-21539 

State solar energy legislation of 1976 : a 
review of statutes relating to buildings /, 
78-1443 

State statistics, 78-17649, 78-25913 

State supplementation under the SSI pro- 
gram, calendar year 1974, 78-8922 

State surface mining laws : a survey, a 
comparison with the proposed Federal 
legislation, and background information 
/, 78-2259 

State tax collections, 78-16790 

State trading organizations, 78-19960 

State trends, a supplement to FHA trends; 
section 203, home mortgages insured by 
FHA., 78-3391 

State veterans’ home assistance act of 1977 
and fee-basis health care eligibility 
hearing before the Subcommittee on 
Health and Readjustment of the Commit- 
tee on Veterans’ Affairs, United States 
Senate, Ninety-fifth Congress, first ses- 
sion ... April 27, 1977., 78-2304 

State vocational rehabilitation agencies, 
78-17405, 78-17671 

State vocational rehabilitation agency. Fact 
sheet booklet., 78-13431 

Statement /, 78-18525, 
18527, 78-18528, 
18530, 78-18531, 
18533, 78-18534, 
18536, 78-18537, 
22276, 78-24991 

Statement by James T. Curtis, Director, 
Materials Transportation Bureau, Depart- 
ment of Transportation before the House 
of Interstate and Foreign Commerce 
Subcommittee on Energy and Power ... 
March 12, 1976., 78-9567 

Statement by Secretary of Tranportation 
William T. Coleman, Jr. at the news con- 
ference, February 4, 1976, on the an- 
nouncement of permission for Concorde 
landings in the United States., 78-9563 

Statement by the Secretary., 78-21987 

Statement by the Secretary - Smithsonian 
Institution, 78-21987 

Statement of Brock Adams, Secretary of 
Transportation, before the Subcommittee 
on Housing and Urban Affairs of the 
Senate Committee on Banking, Housing, 
and Urban Affairs, concerning S. 208 ... 
February 25, 1977., 78-7699 

Statement of findings : flood control, Mis- 
sissippi River and tributaries, Tensas 
basin, Red River backwater area, Loui- 


78-23009 
(Washington), 78- 


78-18526, 78- 
78-18529, 78- 
78-18532, 78- 
78-18535, 78- 
78-18538, 78- 
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siana, Tensas-Cocodrie pumping plant., 
78-23157 

Statement of findings : operation and main- 
tenance of the Atlantic Intercoastal 
Waterway, Little River to Port Royal 
Sound, South Carolina., 78-25280 

Statement of findings : operation and main- 
tenance program, Pomona Lake, Kansas., 
78-4488 

Statement of Irwin P. Halpern, Deputy 
Assistant Secretary for Policy, Plans and 
International Affairs, U.S. Department of 
Transportation, before the Subcommittee 
on Foreign Commerce and Tourism of 
the Senate Committee on Commerce, 
April 2, 1976., 78-9568 

Statement of James Costantino, Director, 
Transportation Systems Center, Depart- 
ment of Transportation, before the 
House Committee on Science and 
Technology, Subcommittee on Aviation, 
Transportation and Weather ... March 
15, 1977., 78-9566 

Statement of James T. Curtis, Jr., Director, 
Materials Transportation Bureau, U.S. 
Department of Transportation, before 
the joint meeting of the Senate Com- 
merce and Interior Committees relating 
to Arctic natural gas reserve and alterna- 
tive transportation systems, February 17, 
1976., 78-7700 

Statement of Judith T. Connor, Assistance 
Secretary for Environment, Safety and 
Consumer Affairs, U.S. Department of 
Transportation, before the Subcommittee 
on Federal, State and Community Ser- 
vices of the House Select Committee on 
Aging, on transportation and the elderly., 
78-9564, 78-9565 

Statement of Julius Shiskin, Commissioner 
of Labor Statistics before the Joint 
Economic Committee, United States 
Congress, April 2, 1976., 78-21724 

Statement of Norbert T. Tieman, Adminis- 
trator, Federal Highway Administration, 
Department of Transportation before the 
Senate Appropriations Subcommittee on 
Transportation, March 17, 1976., 78- 
7765 

Statement of Robert E. Patricelli, Adminis- 
trator, Urban Mass Transportation Ad- 
ministration, before the Subcommittee 
on the Handicapped of the Senate Labor 
and Public Welfare Committee, April 5, 
1976., 78-22246 

Statement of Secretary Bob Bergland, US. 
Department of Agriculture, before the 
Committee on Agriculture, House of 
Representatives, April 5, 1977., 78- 
6079 

Statement of Secretary Bob Bergland, U.S. 
Department of Agriculture, before the 
Subcommittee on Elementary, Seconda- 
ry, and Vocational Education, Commit- 
tee on Education and Labor, House of 
Representatives, April 21, 1977., 78- 
6080 





Statement of the Honorable John L. McLu- 
cas, Administrator, Federal Aviation Ad- 
ministration before the Senate Ap- 
propriation Subcommittee on Transpor- 
tation on the fiscal year 1977 budget 
estimates., 78-7943 

Statement of the Secretary of Defense to 
Congress on the budget, authorization 
request, and Defense programs, 78- 
23028 

Statement of United States currency and 
coin, 78-3716 

Statement of William D. Owens, Acting 
Assistant Secretary for Systems Develop- 
ment and Technology, Department of 
Transportation, before the House Com- 
mittee on Science and Technology, Sub- 
committee on Aviation, Transportation, 
and Weather ...March 15, 1977., 78- 
7701 

Statement on affirmative action., 78-167 

Statements on community education /, 
78-1922 

Statements that analyze effects of proposed 
programs on arms control need improve- 
ment : report to the Congress /, 78- 
6948 

States rights, moratoria, and NRC licensing 
reform : hearings before the Subcommit- 
tee on Energy and the Environment of 
the Committee on Interior and Insular 
Affairs, House of Representatives, 
Ninety-fifth Congress, first session 
78-14358 

States should be fully reimbursed for in- 
terim assistance to Supplemental Security 
Income recipients : report to the Con- 
gress /, 78-21031 

Statewide highway safety program assess- 
ment a national estimate of per- 
formance., 78-9790 

Statewide services contract 
practice manual., 78-520 

Statewide services contract program review 
manual., 78-23858 

Static aerodynamic characeristics of a sin- 
gle-stage-to-orbit vehicle with low plan- 
form loading at Mach numbers from 0.3 
to 4.63 /, 78-18133 

Static and dynamic stability analysis of the 
Space Shuttle Vehicle-Orbiter /, 78- 
26394 

Static and wind-on tests of an upper-sur- 
face-blown jet-flap nozzle arrangement 
for use on the Quiet Clean Shore-haul 
Experimental Engine (QCSEE) /, 78- 
21819 

Static and wind tunnel near-field/far-field 
jet noise measurements from model scale 
single-flow baseline and suppressor noz- 
zles : summary report /, 78-13955 

Static structural calibration of — ship 
response instrumentation system aboard 
the Sea-Land McLean /, 78-18977 

Statistical abstract of the United States., 
78-14849, 78-19663, 78-19664 
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Statistical analysis and linear programming 
model for Illinois 6 coal gasification data 
from the synthane process / G. W. Pu- 
kanic, W. P. Haynes, R. R. Schehl ... 
Pittsburgh Energy Research Center., 
78-6851 

A statistical analysis of seat belt effective- 
ness in 1973-1975 model cars involved in 
towaway crashes /, 78-9791 

A statistical analysis of the world’s 
merchant fleets; showing age, size, speed, 
and draft by frequency grouping., 78- 
14893 

The statistical anatomy 
spectra /, 78-15101 

Statistical appendix to annual report of the 
Secretary of the Treasury on the state of 
the finances., 78-26542 

Statistical appendix to Minerals yearbook, 
78-15567, 78-15568, 78-24021 

Statistical bulletin - Securities 
Exchange Commission., 78-3682 

Statistical classification of domestic and 
foreign commodities exported from the 
United States, 78-2558, 78-4034, 
78-22807 

Statistical compilation of accidents involv- 
ing emergency locator transmitter : U.S. 
civil aviation, 1975., 78-22031 

Statistical correlation distance for platform- 
to-platform radar integration /, 78- 
23188 

Statistical data of the uranium industry., 
78-20919 

Statistical inference from band recovery 
data : a handbook /, 78-11587 

Statistical issues in allocating Federal funds 
and estimation of 
finances : 


of ocean wave 


and 


local government 

papers presented at the Con- 
ference on Small-Area Statistics, Amer- 
ican Statistical Association, 
Mass., August 25-26, 1976., 78-19724 

The statistical mapping and geographic 
base files of the U. S. Bureau of the Cen- 
sus /, 78-150 

Statistical model for asperity contact time 
fraction in elasthydrodynamic lubrication 
/, 78-15784 

Statistical note, 78-7141, 
78-17639, 78-17640, 
17642, 78-23855 

Statistical notes for health planners., 78- 
4868, 78-4869, 78-11243, 78-11244, 
78-11245, 78-13545 

Statistical-physical models of man-made 
and natural radio noise : part III, first 
order probability models of the instan- 
taneous amplitude of class B interference 
/, 78-25081 

Statistical policy handbook., 78-19634 

Statistical properties of fast Fourier trans- 
form coefficients computed from real- 
valued, covariance-stationary, periodic 
random sequences /, 78-20294 

Statistical reference book of international 
activities., 78-17574 

Statistical report - Federal 
Prisons, 78-21679 


Boston, 


78-13570, 
78-17641, 78- 


Bureau of 
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Statistical report of the Surgeon General, 
U.S. Navy, 78-12758, 78-23179 

Statistical report on mergers and acquisi- 
tions., 78-17326 

Statistical report. 
Justice, Federal 
21679 

Statistical reporter., 

Statistical reporter 
3651 

The Statistical Reporting Service’s crop re- 
ports could be of more use to farmers : 
report /, 78-21024 

Statistical review of general aviation ac- 
cidents, 78-18562 

Statistical yearbook of the U.S. Department 
of Housing and Urban Development., 
78-17705 

Statistics : a report of the Commission on 
Federal Paperwork., 78-8209 

Statistics by subject, 78-22801, 78- 
22802, 78-22803 

Statistics for para-professionsals I., 78- 
12560 

Statistics for States and metropolitan areas 

preprint from County and city data 

book, 1977 : regions, divisions, states, 
metropolitan areas., 78-10535, 78- 
14850 

Statistics for states, standard metropolitan 
statistical areas, large industrial counties, 
and selected cities, 78-12459, 78- 
12462 

Statistics needed for determining the ef- 
fects of the environment on health : re- 
port of the technical consultant panel to 
the United States National Committee on 
Vital and Health Statistics., 78-474 

Statistics needed for national policies re- 
lated to fertility : a report of the United 
States National Committee on Vital and 
Health Statistics., 78-11241 

Statistics of communications common car- 
riers., 78-22996 

Statistics of electric utilities in the United 
States; classes A and B privately owned 
companies, 78-17305 

Statistics of electric utilities in the United 
States; publicly owned, 78-17306 

Statistics of income, 78-21999 

Statistics of income. Business income tax 
returns; sole proprietorships, 
ships., 78-24330 

Statistics of income. Corporation income 
tax returns., 78-21999 

Statistics of income. Individual income tax 
returns., 78-18492, 78-22000 

Statistics of income. Business income tax 
returns, 78-24330 

Statistics of income, small area data, 78- 
18490, 78-18491 

Statistics of interstate natural gas pipeline 
companies., 78-23403 

Statistics of interstate natural gas pipeline 
companies; classes A and B companies., 
78-17302 

Statistics of Navy medicine., 


U.S. Department of 
Prison System., 78- 


78-3651 
(Washington), 78- 


partner- 


78-3059 
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Statistics of privately owned electric utili- 
ties in the United States; classes A and B 
companies., 78-17305 

Statistics of public elementary and secon- 
dary day schools; pupils, staff, schools, 
revenues, expenditures, and salaries., 
78-13464 

Statistics of publicly owned electric utilities 
in the United States., 78-17306 

Statistics of the communications industry in 
the United States, 78-22996 

Statistics on cotton and related data, 1920- 
73., 78-12350 

Statistics on governments., 78-14867 

Statistics on manufactures., 78-14865 

Statistics on mineral industries., 78-14866 

Statistics on service industries., 78-14864 

Statues, monuments, and memorials 
located in the parks of the National 
Capital., 78-2078 

Status., 78-22856 

Status (Washington), 78-22856 

Status and issues pertaining to the 
proposed development of the space 
telescope project : National Aeronautics 
and Space Administration : report to the 
Congress /, 78-1879 

Status and problems in constructing the 
National Visitor Center : Departments of 
Transportation and the Interior, National 
Capital Planning Commission : report to 
the Congress /, 78-1878 

Status and quality of radiation measure- 
ments : food and human urine /, 78- 
6581 

The status and quality of radiation mea- 
surements for air /, 78-6580 

Status of administrative support unit per- 
sonnel : agreement between the United 
States of America and Bahrain, effected 
by exchange of notes, signed at Manama 
June 28, 1977., 78-2150 

Status of advanced attack helicopter pro- 
gram : Department of the Army : report 
to the Congress /, 78-1858 

Status of alcohol fuels utilization technolo- 
gy for highway transportation /, 78- 
20605 

Status of certain Oklahoma Indian tribes : 
report to accompany S. 661., 78-6036 

The status of children., 78-17662 

Status of coal supply contracts for new 
clectric generating units, 1976-1985 
staff report /, 78-15323 

Status of equal employment opportunity 
program November 30, 1974., 78- 
18511 

Status of equal employment opportunity 
program November 30, 1976., 78- 
18512 

Status of Federal Aviation Regulations., 
78-15948, 78-15951, 78-15952, 78- 
15965, 78-26598 

Status of Federal energy conservation pro- 
grams : hearing before the Subcommittee 
on Energy Conservation and Regulation 
of the Committee on Energy and Natural 
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Resources, United States Senate, Ninety- 
fifth Congress, first session ...., 78-9931 

Status of foreign currency funds, 78- 
24314 

Status of foreign currency funds ad- 
ministered by the Agency for Interna- 
tional Development., 78-24314 

Status of handicapped children in Head 
Start programs, 78-23865 

The status of indoor air pollution research 
1976 : final report /, 78-1576 

Status of Office of Education’s national 
direct student loan funds at selected 
post-secondary education institutions 
report /, 78-21036 

Status of physical security improvements to 
ERDA special nuclear material facilities., 
78-13223 

The status of pre-college science, mathe- 
matics, and social science education : 
1955-1975 /, 78-21854, 78-24254, 
78-26418 

Status of the Air Force’s F-16 aircraft pro- 
gram : report to the Congress /, 78- 
21056 

Status of the Air Force’s Missile X program 
: report to the Congress /, 78-17358 

Status of the CH-53E helicopter program : 
Department of the Navy : report to the 
Congress /, 78-1859 

Status of the F-16 aircraft program : Dept. 
of the Air Force : report to the Congress 
/, 78-1862 

Status of the Highway Safety Program 
Standards as of January 1977., 78-9781 

Status of the Mariner Jupiter/Saturn 1977 
project : National Aeronautics and Space 
Administration : report to the Congress /, 
78-1883 

Status of 
24006 

Status of the NAVSTAR global positioning 
system : Department of Defense : report 
to the Congress /, 78-1856 

Status of the NAVSTAR global positioning 
system : report to the Congress /, 78- 
21057 

Status of the Navy’s vertical short takeoff 
and landing aircraft : report to the Con- 
gress /, 78-13375 

Status of the Trident submarine and missile 
programs : Department of the Navy : re- 
port to the Congress /, 78-1860 

Status of the utility tactical transport air- 
craft system program : Department of 
the Army : report to the Congress /, 
78-1857 

Status of the world’s nations., 
78-26444 

Status, progress, and problems in Federal 
agency accounting during fiscal year 
1977 : report to the Congress /, 78- 
25754 

Status, progress, and problems in Federal 
agency accounting during 15 months 
ended September 30, 1976 : report to 
the Congress /, 78-6919 
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Status report on law of the sea conference : 
Hearing before the Subcommittee on 
Public Lands and Resources of the Com- 
mittee on Energy and Natural Resources, 
United States Senate, Ninety-fifth Con- 
gress, first session ..., 78-12081 

A status report on vehicle detectors /, 78- 
18598 

Statutes., 78-23607 

Statutes and court decisions, 

Statutes and legislative 
12167 

Statutes of the World Tourism Organiza- 
tion (WTO) : between the United States 
of America and other governments, done 
at Mexico City, September 27, 1970., 
78-766 

Statutory authorities., 78-18755 

Steady and transient natural convection 
with volumetric energy sources in a fluid 
layer bounded from below by a segment 
of a sphere : annual report, July 1976 - 
September 1977 /, 78-18930 

Steady-state evaporator models of solar sea 
power plants ... /, 78-10999 

Steam-electric plant construction cost and 
annual production expenses. Annual sup- 
plement., 78-17304 

Steam engines /, 78-9271 

Steam generator tube integrity program., 
78-26687 

Steam-water mixing and system 
hydrodynamics program, task 4 : quar- 
terly progress report., 78-22350 

Steaming chips facilitates bark removal /, 
78-10371 

Steel barrels and drums, 
8594 

The steel castings industry : a comprehen- 
sive study profiling the steel casting in- 
dustry’s structure and production capa- 
bility., 78-19975 

Steel mill products., 
22815 

Steel power boilers., 78-8609, 

Steel shipping drums and pails., 
78-8594 

Steel shot : hearings before the Subcommit- 
tee on Fisheries and Wildlife Conserva- 
tion and the Environment of the Com- 
mittee on Merchant Marine and Fishe- 
ries, House of Representatives, Ninety- 
fifth Congress ... November 11, 1977, 
Fairfield, Calif., May 6, 1978, Easton, 
Md., 78-26841 

Steelworker 3 & 2., 78-4505 

Steerable beam array antenna for use in 
ATS-6 test program /, 78-7998 

Stefan Kowalik : report to accompany H.R. 
1400., 78-24742 

Stehekin : a wilderness journey into the 
North Cascades /, 78-13784 

Steller’s sea cow., 78-7278 

Steller’s sea cow (Hydrodamalis gigas) of 
late Pleistocene age from Amchitka, 
Aleutian Islands, Alaska /, 78-7278 

Stenographers & typists : opportunities in 
the Federal government., 78-6338 
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Stephanie Johnson 
H.R. 7162., 78-5789 

Stephenson County, Illinois 
(unincorporated areas)., 78-4939 

Steps in fertilizing garden soil /, 78-71 

Steps to opening the skilled trades to 
women., 78-21750 

Steps toward sex equity in vocational edu- 
cation : an inservice training design /, 
78-21110 

Steroid hormones in cancer-related biolo- 
gy., 78-3285 

Stewart Creek and Harts Branch, Smyrna, 
Tennessee., 78-8715 

Still meeting the challenge., 78-1949 

Still photographic services., 78-5347 

Stilling well design for accurate water level 
measurement /, 78-20301 

Stillwater Complex, Montana : rock succes- 
sion, metamorphism and structure of the 
complex and adjacent rocks /, 78-631 

Stimulated coherent radiation devices 
(lasers)., 78-25160 

Stimulating government utilization of shel- 
tered workshops /, 78-17670 

A Stirling engine computer model for per- 
formance calculations /, 78-23296 

Stochastic analysis of Air Force manpower 
: a research prospectus : final report for 
period August 30, 1976-January 31, 
1977 /, 78-20446, 78-23205 

Stochastic analysis of particle movement 
over a dune bed /, 78-4960 
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Stochastic processes, estimation theory and 
image enhancement /, 78-24211 

Stock control supplyman., 78-20173, 
78-20174 

Stockpile information., 

Stockpile report to 
21105 

Stocks of grain in deliverable positions for 
Chicago Board of Trade and MidAmer- 
ica Commodity Exchange futures con- 
tracts in exchange-approved and, or 
federally licensed warehouse as reported 
by those warehouses, 78-3815 . 

Stocks of grain in deliverable positions for 
Chicago Board of Trade, and MidAmer- 
ica Commodity Exchange, futures con- 
tracts in  exchange-approved and/or 
Federally licensed warehouses, as re- 
ported by those warehouses., 78-3815 

Stocks of grains, oilseeds, and hay : final 
estimates by states, 1969-75., 78-10298 

Stocks of hops, 78-19613 

Stockyard rate regulation : hearings before 
the Subcommittee on Livestock and 
Grains of the Committee on Agriculture, 
House of Representatives, Ninety-fifth 
Congress, second session on H.R. 9482, 
January 18, 1978, Fort Smith, Ark., 
March 14, 1978, Washington, D.C., 78- 
19005 
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Storage and shelf life of packaged leeks /, 
78-14572 

Storage and warehousing facilities and ser- 
vices., 78-25102 

Storage-gage data for 
States, 78-10594 

Storage-gage precipitation data for western 
United States., 78-10594 

Storage management., 78-26583 

Storage of aspen whole-tree chips under 
laboratory conditions /, 78-14626 

Storage stability of dry tomato sauce mix /, 
78-25300 

Storage supplyman 
/, 78-6452 

Storage supplyman : 
/, 78-6453 

Storage supplyman : 
l and 2., 78-8688 

Storage supplyman, MOS 76V skill levels 1 
and 2., 78-8688 

Stored-grain insects., 78-16503 

Storekeeper 1 & C., 78-20367 

Storing vegetables and fruits in basements, 
cellars, outbuildings, and pits /, 78- 
10315 

Storm data., 78-2740 

Storm surge simulation in 
coordinates /, 78-20286 

Stormwater runoff on urban areas of steep 
slope /, 78-269 

The story of the Army National Guard., 
78-10672 

The story of the Pribilof fur seals., 78- 
1452 

STRAM : an air pollution model incor- 
porating nonlinear chemistry, variable 
trajectories, and plume segment diffusion 
/, 78-15244 

The strategic and _ critical materials 
stockpile will be deficient for many years 
: report to the Congress /, 78-25748 

The Strategic and critical materials transac- 
tion act of 1978 : report together with 
additional views to accompany S. 2635., 
78-27058 

Strategic nuclear parity and NATO defense 
doctrine /, 78-20054 

Strategic petroleum reserve., 
78-335, 78-336, 78-12792, 78-25410 

Strategic petroleum reserve : hearing be- 
fore the Subcommittee on Energy and 
Power of the Committee on Interstate 
and Foreign Commerce, House of 
Representatives, Ninety-fifth Congress, 
first session on ... February 16, 1977., 
78-9977 

Strategic petroleum reserve annual report, 
78-23391 

Strategic petroleum reserve, Bryan Mound 
Salt Dome, Brazoria County, Texas 
final environmental impact statement., 
78-8846 

Strategic petroleum reserve, Capline Group 
Salt Domes : draft environmental impact 
statement., 78-338 
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Strategic petroleum reserve plan : expan- 
sion of the strategic petroleum reserve : 
amendment no. 2., 78-25553 

Strategic petroleum reserve, Seaway Group 
salt domes., 78-20469 

Strategic petroleum reserve, Seaway Group 
Salt Domes : draft environmental impact 
Statement., 78-339 

Strategic petroleum reserve, Texoma 
Group salt domes : draft environmental 
impact statement., 78-337 

The strategic role of perigean spring tides : 
in nautical history and North American 
coastal flooding, 1635-1976 /, 78- 
19928 

Strategies for balanced growth in develop- 
ing countries /, 78-28 

Strategies for change., 78-2225 

Stratigraphic test well, Nantucket Island, 
Massachusetts /, 78-15531 

Stratigraphy and microfaunas of the 
Oquirrh Group in the southern East Tin- 
tic Mountains, Utah /, 78-4959 

Stratigraphy, petrology, and depositional 
environment of the Kenwood Siltstone 
Member, Borden Formation 
(Mississippian), Kentucky and Indiana /, 
78-4957 

Strawberry diseases /, 78-10293 

Streakline flow visualization of discrete- 
hole film cooling with normal, slanted 
and compound angle injection /, 78- 
18059 

Street lighting, energy conservation and 
crime, 78-24094 

Strengthening environmental programs., 
78-13984 

Strengthening instruction in academic sub- 
jects; Title Ill, National defense act as 
amended, annual report., 78-23705 

Strengthening instruction in academic sub- 
jects (Washington), 78-23705 

Stress and recovery of aquatic organisms as 
related to highway construction along 
Turtle Creek, Boone County, West Vir- 
ginia /, 78-13749 

Stress corrosion susceptibility of highway 
bridge construction steels : phase IIB /, 
78-7786 

Stress in air traffic controllers 
ARTS-III /, 78-22186 

Stress measurements in railroad wheels via 
the Barkhausen effect /, 78-9654 

Stretching our nation’s timber supply 
close timber utilization /, 78-12 

Strict isolation., 78-11252 

Strings ‘n things : a teaching manual for the 
blind /, 78-10525 

Strip mining and the flooding in Ap- 
palachia : hearing before a subcommittee 
of the Committee on Government Opera- 
tions, House of Representatives, Ninety- 
fifth Congress, first session, July 26, 
1977., 78-12091 

Strobe light system inspection practices., 
78-14152 

Strobili and conelet losses in four species 
of southern pines /, 78-54 
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Strong centralized management needed in 
computer-based information systems : re- 
port /, 78-25799 

Strong earthquake ground motion., 78- 
16136 

Stronger controls needed over the Migrant 
and Seasonal Farmworkers Association 
programs in North Carolina : Depart- 
ment of Labor : report of the Comp- 
troller General of the United States., 
78-13299 

Stronger Federal Aviation Administration 
requirements needed to identify and 
reduce alcohol use among civilian pilots : 
report to the Congress /, 78-15341 

Stronger Federal enforcements needed to 
uphold fair housing laws : report to the 
Congress /, 78-13199 

Stronger measures needed to insure that 
medical diathermy devices are safe and 
effective : Food and Drug Administra- 
tion, Department of Health, Education, 
and Welfare : report to the Senate Com- 
mittee on Government Operations /, 
78-1793 

Structural analyses for the modification and 
verification of the Viking aeroshell /, 
78-11690 

Structural and functional aspects of cell 
membranes., 78-3284 

Structural characteristics and 
producing sheep in_ the 
states, 1975 /, 78-16758 

A structural design program with stress and 
buckling constraints., 78-9433, 78- 
9434 

Structural engineering., 

Structural flakeboards using ring flakes 
from fingerling chips /, 78-16571 

Structural integrity of materials in nuclear 
service : a bibliography /, 78-9875 

Structural integrity of water reactor pres- 
sure boundary components : progress re- 
port ending 29 February 1976 /, 78- 
10834 

Structural performance of nailed joints with 
COM-PLY studs /, 78-1351 

Structural properties of COM-PLY studs /, 
78-16596 

Structural tests — of 
couplings /, 78-18724 

Structural vibration noise abatement of a 
diesel engine report /, 78-5294 

Structure and biomass production of I- to 
7-year old intensively cultured jack pine 
plantation in Wisconsin /, 78-22691 

The structure and content of the galaxy 
and galactic gamma rays /, 78-24225 

Structure and drafting of safeguards regula- 
tory documents /, 78-5481, 78-9874 

Structure of the feed manufacturing indus- 
try, 1975 : a statistical summary /, 78- 
12352 

The structure of the Olympic Mountains, 
Washington : analysis of a subduction 
zone /, 78-21507 

Structure-property relationships in low-tem- 
perature adhesives /, 78-9410 
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Structures specialist., 78-25174 

Struvite crystals and canned seafood, 78- 
21259 

Strylsulfonamides as chemosterilants 
against house flies and boll weevils /, 
78-6217 

Student loan defaults : oversight hearing 
before the Subcommittee on Postsecon- 
dary Education of the Committee on 
Education and Labor, House of 
Representatives, Ninety-fifth Congress, 
first session, ... October 26, 1977., 78- 
9929 

Student-oriented programs., 78-24265 

Student-originated studies projects; abstract 
reports., 78-13977 

Student reaction to IMV program : “If you 
want to study in the U.S.”, 78-13817 

Student selection and retention in nursing 
schools /, 78-23842 

Students, graduates, and dropouts in the 
labor market, October 1976., 78-2097 

Student’s workbook for vehicle emissions 
control training /, 78-17071 

A student’s workbook on the 1970 census., 
78-14845 

Studies and design specifications for com- 
puterized measurement of textural com- 
prehensibility : final report for period 
March 1975 - June 1976 /, 78-4539 

Studies in child health : research to im- 
prove health services for mothers and 
children., 78-13530 

Studies in coal liquefaction with application 
to the SRC and related process /, 78- 
23334 

Studies in public policy : unemployment, a 
five-lesson unit information for the 
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735, 78-18028 

Studies in support of recirculating bed 
reactors for the processing of coal /, 
78-6818, 78-15299, 78-20573, 78- 
23333 

Studies in the genus’ Boerhavia_ L. 
(Nyctaginaceae) 1-5 /, 78-15910 

Studies, not partisan rhetoric, for Glass- 
Steagall decisions : address by John R. 
Evans, Commissioner, Securities and 
Exchange Commission, [before] third an- 
nual Securities Regulation Institute, San 
Diego, California, January 14, 1976., 
78-798 

Studies of dyanmic loads in pressure sup- 
pression containment : quarterly report 
July 1-September 30, 1977 /, 78-18949 

Studies of dynamic loads in pressure sup- 
pression containment /, 78-18954 

Studies of encapsulation materials for ter- 
restrail photovoltaic arrays., 78-4595 

Studies of encapsulation materials for ter- 
restrial photovoltaic arrays., 78-13055 

Studies of environmental plutonium and 
other transuranics in desert ecosystems : 
Nevada Applied Ecology Group progress 
report (workshop session - May 1975) /, 
78-20944 
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Studies of freight train engineer 
formance /, 78-7853 

Studies of friction and wear characteristics 
of various wires for wire-brush skids /, 
78-18106 

Studies of granulation of compound fertil- 
izers containing urea : a _ literature 
review., 78-18984 

Studies of the pressurized fluidized-bed 
coal combustion process /, 78-10953, 
78-20747 

Studies on controlled thermonuclear 
synthesis in the Institutes of the USSR 
Academy of Sciences in 1975-1976 /, 
78-306 

Studies on methods of reducing heat losses 
from flat plate solar collectors, .../, 78- 
13028 

Studies on methods of reducing heat losses 
from flat plate solar collectors, phase 2 
. /, 78-6617 

Studies on the physics of high-temperature 
plasma and controlled thermonuclear 
synthesis in the USSR : a short review of 
the program’s development during the 
period of May 1975 - May 1976 /, 78- 
312 

Studies on the separation of coal extract 
from solid residue in liquefied coal : final 
report, DRDA project 013722 /, 78- 
8824 

Studies on the time course of salinity and 
temperature adaptation in the commer- 
cial brown shrimp penaeus aztecus ives : 
final report /, 78-10757 

Studies related to the Charleston, South 
Carolina, earthquake of 1886 : a prelimi- 
nary report /, 78-11449 

Study and evaluation of integrating the 
handicapped in HUD housing /, 78- 
9023 

Study and evaluation of remedial sand 
bypassing procedures : final report /, 
78-15085 

Study and report on the feasibility of the 
use of solar energy for the House Office 
Buildings., 78-19288 

Study and teaching of direct contact heat 
exchangers for geothermal brines ... /, 
78-6847 

Study design for a method of projecting 
vehicle miles of travel /, 78-24348 
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Study guide for fundmentals of solar heat- 
ing : a correspondence course for the air- 
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Study mission to Latin America : report 
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A study of aircraft towing as proposed for 
Boston-Logan International Airport /, 
78-18752 

Study of Alaskan wind power and its possi- 
ble applications : final report covering 
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1976 /, 78-4583 

Study of automation of message handling 
functions at USCG COMSTA/RADSTA 
and communication centers /, 78-22229 

Study of automobile market dynamics /, 
78-24346 

Study of benefits of improved powerplant 
reliability and productivity /, 78-20595 

A study of bicycle/motor-vehicle accidents 

identification of problem types and 
countermeasure approaches /, 78- 
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Study of binational centers in Brazil., 78- 
7361 

A study of coal-associated wastes resulting 
from the mining, processing and utiliza- 
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Study of coal reactivities ... /, 78-13122, 
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Study of Coast Guard enforcement of 200- 
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265)., 78-22209 
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Louis, Missouri plant /, 78-15254 

Study of corrosion and its control in alu- 
minum solar collectors ... /, 78-11002, 
78-13046, 78-13047, 78-23552 

A study of critical materials for the U.S. 
Coast Guard /, 78-26633 

Study of critical materials for the U.S. 
Coast Guard, supplement., 78-26634 

Study of effective state secondary road 
units., 78-22069 

A study of effects of hyperthermia on 
large, short-haired male dogs : a simu- 
lated air transport environmental stress /, 
78-18690 

The study of English in the People’s 
Republic of China., 78-5073 

Study of federal aid to rail transportation : 
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78-7693 

Study of fees for grazing livestock on 
Federal lands : a report from the Secre- 
tary of the Interior and the Secretary of 
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Study of FHWA’s management and fiscal 
information systems : (February 9-July 
30, 1976)., 78-7756 

A study of forced aeration composting of 
wastewater sludge /, 78-23465 

A study of fouling and corrosion problems 
related to a solar sea power plant., 78- 
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Study of friction and creep between steel 
wheels and rail: /, 78-7847 

Study of health care for American veterans 
:areport/, 78-1146 

Study of heat engine/flywheel hybrid 
propulsion configuration with electrical 
transmission system., 78-20482 

Study of heat transfer through refractory 
lined gasifier vassel walls /, 78-11044, 
78-11045 

Study of heat transfer through refractory 
lined gasifier vessel walls., 78-20524, 
78-20877 

Study of horizontal-spray 
force/condensation 
20706 

Study of hydrocarbon-shale interaction., 
78-25516 
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Study of medical education : interrelation- 
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78-7113 

Study of merger alternatives : run-through 
trains : a report to the Rail Services 
Planning Office, Interstate Commerce 
Commission /, 78-9189 

Study of NAVAIDS remote performance 
control and display : prototype design 
and operational characteristics for data 
logging, display and control of a NAFEC 
test model (ILS, VOR, TACAN) /, 78- 
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Study of nighttime pavement construction 
practices - asphaltic concrete /, 78- 
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Study of nuclear magnetic resonances ef- 
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A study of nuclear material accounting : 
final report, July 1976-April 1, 1977., 
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Study of photon correlation techniques for 
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78-13949 

A study of physicians’ fees 
78-15836 

Study of piles installed in polar snow /, 
78-25248 

Study of practical cycles for geothermal 
power plants /, 78-23547 

A study of railroad ballast economics /, 
78-5296 

Study of retired uniformed services person- 
nel in the Federal civilian 
vice—December 1976 /, 78-10006 

A study of rigid polyurethane foam /, 78- 
18797 

A study of selected developing colleges and 
universities /, 78-15392, 78-15393 

A study of state oversight in postsecondary 
education /, 78-25849 

A study of stratified charge for light duty 
power plants .../, 78-12840 
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Study of synsthesis techniques for insensi- 
tive aircraft control systems /, 78-18169 

Study of the adequacy of the national 
transportation system for agriculture and 
rural development : report to accompany 
S. 1835., 78-27057 

Study of the application of an implicit 
model-following flight controller to lift- 
fan VTOL aircraft /, 78-24232 

A study of the capability for rapid warnings 
of solar flare radiation hazards to aircraft 
/, 78-1461 

A Study of the costs and benefits as- 
sociated with AVM /, 78-16037 

Study of the economic and rehabilitative 
aspects of prison industry., 78-21645 

Study of the economic and rehabilitative 
aspects of prison industry 
tasks and results., 78-24083 

A study of the effect of high yield criteria 
for emergency room skull radiography /, 
78-25901 

Study of the electrical conductivity of a 
plasma in combustion products 
tific-technical report /, 78-310 

Study of the feasibility of a regional rail- 
road system for northwest Pennsylvania 
/, 78-9590 

A study of the feasibility of utilizing solid 
wastes for building materials : phase III 
and IV summary reports /, 78-25628 

A study of the health effects of bicycling in 
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A study of the international news content 
of the domestic media 
China., 78-13827 

Study of the international travel market., 
78-14899, 78-16824, 78-19823, 78- 
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Federal retirement 
systems : report to accompany S. Res. 
244., 78-22637 

Study of the mechanism of the hydrogen 
sulfide/dolomite reaction /, 78-6815, 
78-20569, 78-20901, 78-23332 

Study of the mineral matter distribution in 
pulverized fuel coals with respect to slag 
deposit formation in boiler furnaces 
phase | /, 78-13111, 78-17237, 78- 
20553, 78-20554 

Study of the National Cemetery System : 
hearings before the Subcommittee on 
Cemeteries and Burial Benefits of the 
Committee on Veterans’ Affairs, House 
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gress, first session 78-14411 

A study of the Nuclear Regulatory Com- 
mission quality assurance program /, 
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A study of the participation of women in 
the health care industry labor force : ex- 
ecutive summary., 78-465 

Study of the performance of aids to naviga- 
tion systems : phase I, a control theory 
approach /, 78-26635 

Study of the performance of aids to naviga- 
tion systems : phase |, closed loop model 
of the process of navigation /, 78-26636 
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A study of the postal system in several 
foreign countries /, 78-8339 

A study of the reaction of uranium and 
plutonium with bone char /, 78-11070 

A study of the reactivity of bubble collapse 
in molten liquid metal cooled reactors /, 
78-22327 

A study of the sonic-boom characteristics 
of a blunt body at a Mach number of 
4.14 /, 78-7523 

Study of the structure and element com- 
position of group components of petrole- 
um residues using infrared spectroscopy 
/, 78-297 

Study of the transportation problems of the 
transportation handicapped off-peak 
half-fare study /, 78-9751 

A study of the unification of ground and 
inflight wind criteria for the space shuttle 
/, 78-5163 

Study of the use of a nonlinear, rate-limited 
filter on pilotcontrol signals /, 78-26378 

Study of the use of solar energy in House 
Office Buildings : communication from 
the Architect of the Capitol ..., 78- 
19288 

A study of the VA housing solar energy 
and weatherization programs 
78-22564 

A study of true in situ oil shale technology 
/, 78-20559 

Study of unions, management rights, and 
the public interest in mass transit /, 78- 
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The study of utilizing coal oxidation 
products for phosphate-free detergents ... 
/, 78-6732 

A study of vegetation problems associated 
with refuse landfills /, 78-23474 
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tors for solar applications., 78-16987 

Study on Federal regulation : prepared pur- 
suant to S. Res. 71 , to authorize a study 
of the purpose and current effectiveness 
of certain Federal agencies /, 78-8293, 
78-8470, 78-12313 

Study requirements for an_ integrated 
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9703 
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26645 

A study to determine the feasibility of ob- 
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voirs : final report., 78-23276 

A study to determine the feasibility of 
purchasing barrel cheese under the dairy 
support program : report /, 78-16729 

Study to determine the technical and 
economic feasibility of reclaiming chemi- 
cals used in micellar polymer and low 
tension surfactant flooding ; final report 
/, 78-23345 
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plied to the accomplishment of Coast 
Guard vessel operational training /, 78- 
8025 
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Study to identify and analyze existing im- 
pediments to the use of railroad contract 
rates in the United States., 78-7836 

Study to improve airframe turbine engine 
rotor blade containment /, 78-5406 

Study to improve turbine engine roto blade 
containment /, 78-9712 

Studying the earth from space., 78-616 

Stumpage prices for sawtimber sold from 
National forests, by selected species and 
region., 78-2393 

Styles in temperament & their effect on 
behavior /, 78-4879 

Styrene-butadiene latex modifiers for 
bridge deck overlay concrete /, 78- 
18604 

Su-Hwan Choe : report to accompany H.R. 
2761., 78-2327, 78-14514 

Subcommittees, 78-26791 

Subdivision among subcommittees of 
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President of the United States ..., 78- 
26875 

Supplemental appropriations and budgetary 
amendments for the District of Columbia 
: communication from the President of 
the United States .... 78-8391 

Supplemental appropriations bill, 1978 : re- 
port to accompany H.R. 9375., 78- 
6030 

Supplemental appropriations, budget 
amendments and request for advance ap- 
propriations : communication from the 
President of the United States ..., 78- 
16339 

Supplemental appropriations, Department 
of Commerce : communication from the 
President of the United States ..., 78- 
8395 

Supplemental appropriations, Environmen- 
tal Protection Agency : communication 
from the President of the United States 
wy 78-8396 

Supplemental appropriations for fiscal year 
1977 and amendments to the fiscal year 
1978 appropriations communication 
from the President of the United States 
+, 78-26880 

Supplemental appropriations for fiscal year 
1978 : hearings before the subcommit- 
tees of the Committee on Appropria- 
tions, United States Senate, Ninety-fifth 
Congress, first session, on H.R. 9375 ..., 
78-9894 

Supplemental appropriations for the Small 
Business Administration : communication 
from the President of the United States 
wy 78-26887 

Supplemental appropriations for the United 
States Railway Association : report to ac- 
company H.J. Res. 859., 78-16382, 
78-16456 

Supplemental appropriations, 
9375), 78-9894 

Supplemental authorization., 78-16376 

Supplemental digest and index of published 
decisions of the Assistant Secretary of 
Labor for Labor-Management Relations 
pursuant to executive order 11491, as 
amended., 78-24109 

Supplemental environmental information 
report : Grays Harbor and Chehalis River 
navigation project, operation and main- 
tenance South Reach (Sand _ Island) 
realinement., 78-25286 

Supplemental feeding of honey bee colo- 
nies /, 78-16500 

Supplemental report to the President by 
Emergency Board no. 187 : reconvened 
November 19, 1975, to interpret a 
recommendation resulting from its in- 
vestigation of a dispute between certain 
carriers represented by the National Rail- 
way Labor Conference, and certain of 


1978 (H.R. 


Do not order from index; see indicated entry 





their employees represented by the Rail- 
way Employees’ Department (AFL- 
CIO)., 78-15789 

Supplemental security income overpay- 
ments to Medicaid nursing home re- 
sidents can be reduced : Department of 
Health, Education, and Welfare, Social 
Security Administration, Health Care 
Financing Administration : report to the 
Congress /, 78-4715 

Supplemental security income payment er- 
rors can be reduced : Social Security Ad- 
ministration, Department of Health, Edu- 
cation, and Welfare : report to the Con- 
gress /, 78-4677 

Supplemental security income payments to 
Indochina refugees, January 1976, 78- 
8933 

The Supplemental security income program 
: report of the staff to the Committee on 
Finance, United States Senate, Russell B. 
Long, Chairman., 78-8278 

Supplemental security income siate and 
county data/, 78-7045 

Supplemental statistics of income. Small 
area data, individual income tax returns., 
78-18490, 78-18491 

Supplemental statistics of income. Small 
area data, state, county and standard 
metropolitan statistical area data, in- 
dividual income tax returns, 78-18490, 
78-18491 

Supplemental tables : population projec- 
tions based on the National survey on 
drug abuse, 1977 /, 78-21313 

Supplementary copyright registration., 78- 
7465, 78-9235 

Supplementary engineering analysis report 
for the report titled ““A methodology for 
seismic design and construction of single 
family dwellings” /, 78-9027 

Supplementary list of publications, 78- 
10560, 78-19734 

Supply and distribution of physicians and 
physician extenders., 78-13550 

Supply, demand, and stocks of all oil by 
P.A.D. districts and imports to the 
United States, by country, 78-3425 

Supply, demand, and stocks of ail oils by 
P.A.D. districts, and imports of all oils by 
country, 78-3426 

Supply management /, 78-4298 

Supply policy & management handbook., 
78-9734 

Supply rate and equilibrium inventory of 
Air Force enlisted personnel : a simul- 
taneous model of the accession and re- 
tention markets incorporating force level 
constraints /, 78-23211 

Supplying fertilizers for Zaire’s agricultural 
development., 78-26706 

Support contractor tasks for applying the 
intergrated national airspace communica- 
tion system (INACS) concept to FAA 
telecommunications system /, 78-8013 

Support testing and design study evaluation 
of regenerative air heaters/, 78-11052, 
78-20535, 78-20536 





Supportive services 
models., 78-24185 

Suppression of ice fog from cooling ponds 
/, 78-20271 

Suppression pool dynamics : annual report 
July 1, 1976-June 30, 1977 /, 78-16129 

Suppression pool dynamics quarterly 
progress report, April 1-June 30, 1977., 
78-18880 

Supreme Court jurisdiction act of 1978 : 
hearings before the Subcommittee on Im- 
provements in Judicial Machinery of the 
Committee on the Judiciary, United 
States Senate, Ninety-fifth Congress, 
second session, on S. 3100 ... June 20, 
1978 ...,  78-22530 

The Supreme Court jurisdiction act of 
1978 : report to accompany S. 3100., 
78-24847 

Supreme Court reports., 78-25824 

Surface-active agents, 78-14053 

Surface cleaning by glow discharge in a 
high-volume gas flow /, 78-6514 

Surface coating of cans, coils, 
fabrics, automobiles, and 
trucks., 78-23440 

Surface currents as determined by drift 
card releases over the Continental Shelf 
off central and southern California /, 
78-14914 

Surface effect ships program., 

Surface mining., 78-4566 


CETA program 


paper, 
light-duty 


78-23175 


Surface mining and the flood of April 1977 


/, 78-50 

Surface mining control and reclamation act 
of 1977., 78-2278, 78-12133 

Surface recycling asphaltic concrete pave- 
ment /, 78-26568 

Surface structure and mechanisms of gasifi- 
cation catalyst deactivation /, 78- 
17228, 78-20528, 78-20529, 78- 
20530, 78-20887 

Surface studies of thermionic cathodes and 
the mechanism of operation of an im- 
pregnated tungsten cathode /, 78-18063 

Surface transportation assistance act of 
1978 report of the Committee on 
Public Works and _ Transportation 
together with minority, supplemental, 
and separate views, on H.R. 11733 ..., 
78-24780 

Surface warfare., 78-3062 

Surface warfare magazine, 78-3062 

Surface water records of California, 78- 
17793, 78-17794 

Surface water records of Colorado, 78- 
11452 

Surface water 
23995 

Surface water 
7283 

Surface water records of Hawaii and other 
Pacific areas, 78-7284 

Surface water records of 
21519 

Surface water records of lowa, 78-21518 

Surface water records of Maryland and 
Delaware, 78-11453 


records of Florida, 78- 


records of Georgia, 78- 


Illinois, 78- 
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Surface water records of Michigan, 78- 
11454 

Surface water records of Mississippi, 78- 
13763 

Surface water records of Nebraska, 78- 
13764 

Surface water 
23996 

Surface water records of New Mexico, 
78-11455 

Surface water records of New York, 78- 
17795 

Surface water records of Ohio, 78-7285 

Surface water records of Oklahoma, 78- 
11456 

Surface water records of Pennsylvania, 
78-11457 

Surface water records of Utah, 78-11458 

Surface water records of Wisconsin, 78- 
11459 

Surface water supply of the United States. 
Part 16. Hawaii and other Pacific areas., 
78-13750 

Surfactant effects on pesticide 
photochemistry in water and soil /, 78- 
23455 

Surgical catheters, drains, and tubes., 78- 
12635 

Surgical operations in short-stay hospitals : 
United States, 1975 /, 78-21285 

Surplus property act of 1944, and amend- 
ments /, 78-9840 

Surveillance and collection of arthropods 
of veterinary importance /, 78-19515 

Surveillance and data link enhancement 
program /, 78-22166 

Surveillance radar systems evaluation 
model (SURSEM) handbook /, 78- 
25332 

Survey, analysis and evaluation of domestic 
waste waters on Coast Guard vessels /, 
78-18764 

Survey and analysis of selected topics 
within the Energy Research and 
Development Administration’s (ERDA) 
materials research and development pro- 
grams., 78-16973 

Survey and analysis of small business and 
minority business enterprise participation 
in solar energy procurement activity., 
78-13053 

A survey of A.I.D. educational cooperation 
with developing countries., 78-24315 

Survey of activities - Committee on Foreign 
Affairs, 78-8312, 78-24626 

Survey of activities - Committee on Inter- 
national Relations., 78-8312, 78- 
24626 

A survey of air carrier cabin safety /, 78- 
7882 

Survey of anemometers /, 78-16020 

Survey of chemical factors in Saginaw Bay 
(Lake Huron) /, 78-6567 

A survey of citizen views and concerns 
about urban life final report., 78- 
17673 


records of Nevada, 78- 
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Survey of clothing requirement for 
uniformed law enforcement officers /, 
78-19741 

Survey of coastal revetment types /, 78- 
15092 

Survey of compensation practices, 1974., 
78-12551 

A survey of compiler development aids /, 
78-11781 

Survey of consumer fraud law /, 78-17891 

Survey of  cross-basin boat _ traffic, 
Atchafalaya Basin, Louisiana /, 78- 
12881 

Survey of current business., 
78-2897 

Survey of current business. Weekly supple- 
ment, 78-2897 

Survey of emissions 
bustion equipment data in 
process heating /, 78-12950 

A survey of environmental conditions in- 
cident to the transporation of materials /, 
78-22008 

Survey of environmental regulations apply- 
ing to geothermal exploration, develop- 
ment, and use /, 78-20760 

Survey of equipment and methods for par- 
ticulate sampling in industrial process 
streams., 78-25660 

A survey of fishes of the 
Forest /, 78-6130 

Survey of flue gas desulfurization systems : 
Cholla Station, Arizona Public Service 
Co., 78-25664 

Survey of flue gas desulfurization systems : 
Green River Station, Kentucky Utilities /, 
78-23498 

Survey of flue gas desulfurization systems : 
La Cygne Station, Kansas City Power 
and Light Co., 78-25667 

Survey of flue gas desulfurization systems : 
St. Clair Station, Detroit Edison Co. /, 
78-25666 

Survey of flue gas desulfurization systems : 
Will County Station, Commonwealth 
Edison Co. /, 78-25665 

Survey of foreign fisheries, oceanographic, 
and atmospheric literature., 78-2869 

A survey of foreign noise effects research /, 
78-17189 

Survey of human operator modeling 
techniques for measurement applications 
/, 78-25371 

Survey of institutionalized persons, 78- 
22829 

A survey of packet switching techniques 
for broadcast media /, 78-20385 

Survey of particle codes in the magnetic fu- 
sion energy program., 78-16972 

A survey of passive solar buildings., 78- 
21341 

Survey of photocopier and related products 
/, 78-21268 

Survey of plant capacity., 78-12469, 78- 
19681, 78-19682, 78-19683 

Survey of procurement statistics., 78-3049 

Survey of public libraries, LIBGIS I, 1974 
/, 78-7067 


78-2896, 


control and com- 


industrial 


McCormick 
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Survey of publications on exploration, 
development, and delivery of Alaskan oil 
to market : report to the Senate Commit- 
tee on Interior and Insular Affairs /, 78- 
4636 

Survey of satellite power stations ... /, 78- 
4592 

A survey of soil invertebrates in 529 aspen 
forests in northern Minnesota /, 78- 
6172 

A survey of State and local traning needs 
in technical areas of personnel selection 
/, 78-12563 

A survey of State laws to remove barriers., 
78-15823 

Survey of structural tolerances in the 
United States commercial shipbuilding 
industry /, 78-22366 

Survey of suspension systems on pickup 
trucks used to carry slide-in campers II /, 
78-14208 

Survey of suspension systems on travel 
trailers /, 78-18799 

A survey of the National Metric Speakers 
Bureau /, 78-4146 

Survey of United States uranium marketing 
activity., 78-25552 

Survey II of suspension systems on motor 
homes /, 78-14207 

Surveying and mapping., 78-8898 

Surveying teachers’ centers : from grass- 
roots beginnings to Federal support /, 
78-1924 

Surveys of electromagnetic field intensities 
near representative higher-power FAA 
transmitting antennas /, 78-9714 

Survival and early growth of selected trees 
on waste water application sites /, 78- 
16605 

Survival and growth of cottonwood clones 
after angle planting and base angle treat- 
ments /, 78-10388 

Survival of microflora in precooked frozen 
meals during frozen storage /, 78-20312 

Survival of three grass species after inunda- 
tion /, 78-14709 

Survivor benefit plan for the uniformed ser- 
vices., 78-20015 

Susan Spurrier : report to accompany H.R. 
4404., 78-2320 

Susanna Shu-Hui Jean : 
pany S. 2248., 78-24871 

Susanville geothermal energy project 
workshop proceedings., 78-25718 

Susceptibility to fusiform rust in slash pine 
seedlings depends upon fertilization and 
cumulative inoculum density in multiple 
inoculations /, 78-16617 

Susceptibility to hot corrosion of four 
nickel-base = superalloys NASA-TRW 
VIA, B-1900, 713C, and IN-738 /, 78- 
21818 

A suspended anemometer system for mea- 
suring true airspeed on low-speed air- 
planes /, 78-9349 

Suspended sediment in the littoral zone at 
Ventnor, New Jersey, and Nags Head, 
North Carolina /, 78-15104 


report to accom- 
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Suspended vehicle systems (SVS) /, 78- 
11871 

Suspension of duty on certain nitrocellulose 
: report to accompany H.R. 9628., 78- 
26958 

Suspension of duty on natural graphite : re- 
port to accompany H.R. 10625., 78- 
26959 

Suspension of the import duty on in- 
travenous fat emulsion, and other mat- 
ters : report to accompany H.R. 1904., 
78-10189 

Suspension of the National Crime Survey : 
hearing before the Subcommittee on 
Crime of the Committee on the Judicia- 
ry, House of Representatives, Ninety-fifth 
Congress, first session October 13, 
1977., 78-16261 

Susquehanna River Basin flood control 
review study : reservoir systems analysis., 
78-12720 

Swaziland, 78-14021 

Sweden : a study of the international travel 
market /, 78-16824 

Swift Trail, Forest Highway 34 : draft en- 
vironmental statement., 78-16670 

The swine flu program - an unprecedented 
venture in preventive medicine : Depart- 
ment of Health, Education, and Welfare : 
report to the Congress /, 78-4714 

Swine flu vaccine, 78-7092 

Swine production., 78-6229 

The switch process in manic-depressive ill- 
ness., 78-21309 

Switchboard operators exempt under sec- 
tion 13 (a) (10) of the Fair labor stan- 
dards act submitted to Congress in 
1978 in accordance with section 4 (d) of 
the act., 78-26276 

Switchgear, switchboard apparatus, relays, 
and industrial controls., 78-25006 

Switzerland, 78-21918 

Sycamore pests : a guide to major insects, 
diseases, and air pollution /, 78-16559 

Symbolic logic retrieval users code /, 78- 
17517 

Symbolic logic retrieval users guide /, 78- 
17518 

Symbols on food labels, 78-21260 

Symposium for discussion of the Los An- 
geles Catalyst Study : proceedings /, 78- 
1577 

Symposium on Biological Effects and 
Characterizations of Ultrasound Sources 
: proceedings of a conference held in 
Rockville, Maryland, June 2-3, 1977 /, 
78-13515 

Symposium on Biological Effects and Mea- 
surement of Radio Frequen- 
cy/Microwaves : proceedings of a con- 
ference held in Rockville, Maryland, 
February 16-18, 1977/, 78-449 

Symposium on Development of the 
Basicranium /, 78-4797 

Symposium on electron microscopy of 
microfibers proceedings of the first 
FDA Office of Science summer symposi- 
um /, 78-7089 
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Symposium on Environmental Transport 
and Transformation of Pesticides /, 78- 
17056 

Symposium on Fugitive Emissions Measure- 
ment and Control : May 1976, Hartford, 
CT /, 78-20707 

Symposium on Particulate Control in Ener- 
gy Processes, 78-6584 

Symposium on Physical-Chemical Treat- 
ment from Municipal and _ Industrial 
Sources, Taft Center, Cincinnati, Ohio, 
November 12-14, 1975 : addenda /, 78- 
17057 

Symposium on the Future of Space Science 
and Space Applications : hearing before 
the Subcommittee on Science, Technolo- 
gy, and Space of the Committee on 
Commerce, Science, and Transportation, 
United States Senate, Ninety-fifth Con- 
gress, second session February 7, 
1978., 78-19068 

Symposium proceedings Environmental 
Aspects of Fuel Conversion Technology, 
Ill, September 1977, Hollywood, Florida 
/, 78-20762 

Symposium, the future of Chesapeake Bay., 
78-26127 

Synchronous signaling rates between data 
terminal and data communication equip- 
ment., 78-130 

Synchronous transmission circuit breaker 
development /, 78-8755 

Synchros and resolvers /, 78-4314 

Syncrisis, 78-13425, 78-17401, 78- 
17402 

Syncrisis; 
13425, 

Syncrisis; 
17401 

Synergist., 78-2544 

Synonymization of the family Oxudercidae, 
with comments on the identity of 
Apocryptes cantoris Day (Pisces, 
Gobiidae) /, 78-15907 

Synopses of the Indo-West-Pacific species 
of Lysiosquilla Dana, 1852 : (Crustacea: 
Stomatopoda: Lysiosquillidae) /, 78- 
11822 

Synopsis of proceedings, third public meet- 
ing on a national plan for energy, 
research, development, and demonstra- 
tion, creating energy choices for the fu- 
ture., 78-8770 

Synoptic analyses, 5-, 2-, and O.4-millibar 
surfaces for July 1973 through June 
1974 : a joint NASA-NOAA publication 
prepared for NASA _ Wallops Flight 
Center by the staff, Upper Air Branch, 
National Weather Service, Camp Springs, 
Maryland under Wallops Flight Center 
purchase order number P-55946(G)., 
78-9400 

Synoptic and mean monthly 20C topogra- 
phies in the eastern Gulf of Mexico /, 
78-19851 

Synoptic weather maps. Part I: Northern 
Hemisphere sea level and 500 millibar 
charts, 78-2742 


the dynamics of health., 78- 
78-17402 
the dynamics of health., 78- 





Synthane gasifier effluent streams /, 78- 
13159 

Synthesis for rational design of flexible 
pavements /, 78-22083 

Synthesis of silane and silicon in a non- 
equalibrium plasma jet ... /, 78-6673, 
78-11025, 78-11026 

Synthesized gaseous hydrocarbon fuels., 
78-23400 

Synthetic ammonia production., 78-12913 

Synthetic estimation of State health charac- 
teristics based on the health interview 
survey /, 78-4825 

Synthetic organic chemicals. United States 
production and sales., 78-11832 

Synthetic organic chemicals. United States 
production and sales of cyclic inter- 
mediates, preliminary., 78-14051 

Synthetic organic chemicals. United States 
production and sales of dyes, prelimina- 
ry., 78-14052 

Synthetic organic chemicals. United States 
production and sales of flavor and per- 
fume materials, preliminary., 78-22006 

Synthetic organic chemicals. United States 
production and sales of medicinal chemi- 
cals, preliminary., 78-14049 

Synthetic organic chemicals United States 
production and sales of miscellaneous 
chemicals, preliminary., 78-14050 

Synthetic organic chemicals. United States 
production and sales of surface-active 
agents, preliminary., 78-14053 

Synthetic organic chemicals. United States 
production and sales, 78-11832 

Synthoil hydrodynamics : final report /, 
78-10986 

Syria - Turkey boundary., 78-26447 

System analysis and engineering studies for 
ocean thermal energy conversion : period 
covered January 1, 1976 to September 
30, 1976 /, 78-11000 

System analysis design and _ proof-of-con- 
cept experiment of a total energy 
system., 78-8763 

A system for continuous radon determina- 
tion /, 78-17257 

System for measuring program effective- 
ness : measures of program effective- 
ness., 78-883 

A system for predicting the amount of 
Phellinus (Fomes) igniarius rot in trem- 
bling aspen stands /, 78-16606 

System for processing individual equal em- 
ployment opportunity discrimination 
complaints : improvements needed : Civil 
Service Commission : report to the Con- 
gress /, 78-1745 

System for tabulating selected measures of 
State air programs status /, 78-12842 

System maintenance monitor console., 
78-5397 

System model for analysis of the mirror fu- 
sion-fission reactor /, 78-25543 

System of accounts prescribed for licensees 
under the Federal Water Power Act,, 
78-3155 





December 1978 


System requirements and benefits of a ter- 
minal information system for the Kansas 
City railroads /, 78-7861 

System safety engineering /, 78-26228 

A system that measures blowing snow /, 
78-6144 

System theory applications to agricultural 
modeling : a proceedings /, 78-16753 

A systematic approach to the conceptual 
design of physical protection systems for 
nuclear facilities., 78-20596 

Systematics and biology of the tilefishes 
(Perciformes, Branchiostegidae and 
Malacanthidae) with description of two 
new species /, 78-19843 

Systematics of the subterranean amphipod 
genus Stygobromus (Crangonyctidae) /, 
78-18462 

Systems analysis of the visibility require- 
ments of passenger car drivers /, 78- 
8092 

A systems approach to ecological baseline 
studies /, 78-26215 

Systems Engineering for intermodal freight 
systems : Phase |, exploratory planning /, 
78-22135 

Systems engineering for power, 78-23241 

Systems engineering for power; program re- 
port., 78-23241 

Systems for Arctic spill response /, 78- 
26642 

Systems for handling grocery products from 
supplier to distribution warehouse /, 78- 
19516 

Systems for the determination of polar mo- 
tion /, 78-25053 

Systems reliability issues for future aircraft 
: a workshop /, 78-24226 

Systems studies of coal conversion 
processes using a reference simulator /, 
78-17235, 78-20539, 78-20892 

Systems study of fuels from sugarcane, 
sweet sorghum, and sugar beets /, 78- 
20797 

Systems study of fuels from sugarcane, 
sweet sorghum, and sugar beets ... : task 
77 final report /, 78-1582 

Systems study of fuels from sugarcane, 
sweet sorghum, sugar beets, and corn ... 
/, 78-6598 

SO,abatement for stationary 
Japan /, 78-10951 


sources in 


T 


Table and charts of equilibrium normal- 
shock properties for hydrogen-helium 
mixtures with velocities to 70 km/sec /, 
78-7518 

Table of cases decided., 

Table olives, 78-2442 

Tables and charts of equilibrium normal- 
shock and shock-tube properties for pure 
carbon dioxide with velocities from | to 
16 km/sec /, 78-9399 

Tables and charts of equilibrium normal- 
shock properties for pure hydrogen with 
velocities to 70 km/sec /, 78-9398 


78-24204 
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Tables of geometry for low-standard roads 
for watershed management considera- 
tions, slope staking, and end areas /, 
78-14742 

Tables of redemption values for United 
States savings bonds. Series A-E., 78- 
3718, 78-14043, 78-14044, 78- 
14045, 78-14046 

Tables of redemption values for United 
States savings note., 78-26556 

Tables on hatchery and flock participation 
in the National Poultry Improvement 
Plan : highlights for testing year 1975- 
76., 78-16722 

Tabulation of hybrid theory calculated e- 
N.vibrational and rotational cross sec- 
tions /, 78-11713 

Tactical and materiel 
25205 

Tactical deception., 78-25196 

Tactical order of battle : a state of the art 
survey /, 78-20221 

Tactical SIGINT reporting., 

Tagging of explosives : hearings before the 
Subcommittee on Criminal Laws and 
Procedures of the Committee on the Ju- 
diciary, United States Senate, Ninety- 
fifth Congress, first session, on S. 2013 
: 78-22524 

Tail contribution to the directional 
aerodynamic characteristics of a 1/6- 
scale model of the rotor systems research 
aircraft with a tail rotor /, 78-18126 

Take a tip from Safety Sadie, poison-proof 
your home., 78-2190 

Take command., 78-10671 

Take off the bridle : remarks /, 

Taking sexism out 
25852 

Tale and pyrophyllite., 

Talc, soapstone 
11491 

Tales of widson in folly : a course in con- 
trolled composition / by Joan Kayeum., 
78-10517 

Talk tips., 78-14611 

Talking book topics., 78-3581 

Talking books adult., 78-24199 

Talking books for physically handicapped 
readers., 78-9248 

Tall stacks and the atmospheric environ- 
ment /, 78-17063 

The tank and mechanized infantry battalion 
task force., 78-4417 

Tank gunnery for M728 combat engineer 
vehicle (CEV)., 78-4397 

Tank gunnery, M60A2., 78-4396 

Tank turret mechanic., 78-10723, 78- 
20186 

Tank turret repairman., 


innovations., 78- 


78-16946 


78-8509 
of education., 78- 


78-17822 
and pyrophyllite., 78- 


78-10691 

Tanker construction oversight and cargo 
equity : hearing before the Committee on 
Merchant Marine and Fisheries, House 
of Representatives, Ninety-fifth Congress, 
first session ... July 13, 1977., 78-5628 

Tanker structural analysis for minor colli- 
sions /, 78-18765 
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Tankers and oil transfer operations on the 
Delaware River and Bay : U. S. Coast 
Guard, Department of Transportation : 
report of the Comptroller General of the 
United States., 78-1706 

Tar and nicotine content of cigarettes., 
78-17622, 78-17623 

Target : rehabilitation., 78-17408 

Target acquisition contours generated for 
RCAG/BUEC sites in CONUS /, 78- 
24394 

Tariff schedules of the United States an- 
notated., 78-3728, 78-7677 

Task analysis inventories : a method for 
collecting job information., 78-17952 

Task analysis report relative to vessel colli- 
sions, rammings, and groundings /, 78- 
18761 

Task analysis report relative to vessels col- 
lisions, rammings, and groundings /, 78- 
8036 

Task factor benchmark scales for training 
priority analysis : overview and develop- 
mental phase for administrative/general 
aptitude area : interim report for period 
1 November 1974 - 30 November 1975 
/, 78-15166 

Task force on compliance and enforce- 
ment., 78-6884 

Task inventory : IC electrician., 78-15121 

Tax and loan accounts : report together 
with views of the Committee on Finance, 
to accompany H.R. 5675., 78-10195 

Tax aspects of black lung legislation : S. 
1538 /, 78-19111 

Tax aspects of President Carter’s energy 
program : hearings before the Committee 
on Ways and Means, House of Represen- 
tatives, Ninety-fifth Congress, first ses- 
sion ..., 78-1153 

Tax aspects of the President’s economic 
stimulus program hearings prepared 
statements of Administration witnesses, 
appearing February 2 and 3, 1977 /, 
78-14414 

Tax bencfit for low-income individuals., 
78-7670 

Tax benefits for older Americans., 78- 
$257 

Tax calendar and check list for 1978., 78- 
7649 

Tax convention with the Kingdom of 
Morocco : message from the President of 
the United States., 78-18823 

Tax convention with the Republic of Korea 
: report of the Committee on Foreign 
Relations, United States Senate, on Ex- 
ecutive P, 94th Cong., 2d sess. ..., 78- 
18826 

Tax convention with the United Kingdom 
of Great Britain and Northern Ireland : 
report of the Committec on Foreign 
Relations, United States Senate, on Ex- 
ecutive K, 94th Cong., 2d sess. ...,  78- 
18825 


Tax credit for the elderly., 78-5251 
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Tax forms and tax equity for older Amer- 
icans : hearing before the Special Com- 
mittee on Aging, United States Senate, 
Ninety-fifth Congress, second session ... 
February 24, 1978., 78-26722 

Tax guide for small business., 78-7645 

Tax guide for U.S. citizens abroad., 78- 
7646 

Tax guide for U.S. citizens employed in 
U.S. possessions., 78-2166 

Tax incentives for rehabilitating historic 
buildings., 78-26237 

Tax informaion on moving expenses., 78- 
7653 

Tax information for American scholars in 
the U.S. and abroad., 78-7652 

Tax information for divorced or separated 
individuals., 78-7647 

Tax information for 
7656 

Tax information for sponsors of contests 
and sporting events., 78-7666 

Tax information for U.S. Government 
civilian employees stationed abroad., 
78-2161 

Tax information for visitors to the United 
States., 78-5247 

Tax information on accounting periods and 
methods., 78-5253 

Tax information on business expenses., 
78-7658 

Tax information on condominiums and 
cooperative apartments., 78-5261 

Tax information on cost or other basis of 
assets., 78-7662 

Tax information on deductions for bad 
debts., 78-2164 

Tax information on depreciation., 78- 
7657 

Tax information on disability payments., 
78-2162 

Tax information on disasters, casualty 
losses, and thefts., 78-18496, 78- 
24331 

Tax information on educational expenses., 
78-5245 

Tax information on individual retirement 
savings programs., 78-5263 

Tax information on _ installment 
deferred-payment sales., 78-7659 

Tax information on investment credit., 
78-11827 

Tax information on investment income and 
expenses., 78-5256 

Tax information on mutual fund distribu- 
tions., 78-7668 

Tax information on partnership income and 
losses., 78-7660 

Tax information on pension and annuity in- 
come., 78-5259 

Tax information on self-employed retire- 
ment plans., 78-7667 

Tax information on selling or purchasing 
your home., 78-5250 

Tax information on subchapter S corpora- 
tions., 78-5262 


homeowners., 78- 


and 
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Tax information on U.S. Civil Service 
retirement and disability retirement., 
78-7669 

Tax on unrelated business income of ex- 
empt organizations., 78-24332 

Tax proposals : message from the President 
of the United States ..., 78-12244 

Tax reduction program /, 78-8281 

Tax reform act of 1976 : H.R. 10612 : 
testimony to be received Tuesday, July 
20, 1976 and administration position on 
certain provisions of H.R. 10612 /, 78- 
12085 

Tax status of funds expended by a political 
committee : deduction for senatorial ex- 
penses incurred while living away from 
home: report /, 78-19421 

Tax treaties between the United States and 
other countries., 78-11829 

Tax treaties with the United Kingdom, the 
Republic of Korea, and the Republic of 
the Philippines hearings before the 
Committee on Foreign Relations, United 
States Senate, Ninety-fifth Congress, first 
session ... July 19 and 20, 1977., 78- 
9956 

Tax treatment extension act of 1977 : re- 
port /, 78-5768 

Tax treatment extension act of 1978 : re- 
port of the Committee on Finance, 
United States Senate, on H.R. 9251., 
78-19410 

Tax treatment of certain crop payments 
and State legislators’ travel expenses : re- 
port to accompany H.R. 11055., 78- 
12292 

Tax treatment of employees and self-em- 
ployed persons by the Internal Revenue 
Service: problems and solutions : report 
to the Joint Committee on Taxation, 
Congress of the United States /, 78- 
6935 

Tax treatment of returns of magazines, 
paperbacks, and records : report to ac- 
company H.R. 3050., 78-26903 

Tax treatment of tuition expenses 
hearings before the Committee on Ways 
and Means, House of Representatives, 
Ninety-fifth Congress, second session ..., 
78-16304 

Tax wealth in fifty states., 78-21115 

Tax withholding and declaration of esti- 
mated tax., 78-5244 

Taxable income and nontaxable income., 
78-7654 

Taxation : administration of income tax : 
agreement between the United States of 
America and Canada, effected by 
exchange of notes signed at Ottawa Au- 
gust | and September 17, 1973., 78- 
5184 

Taxation of Americans working abroad : 
hearing before the Committee on 
Finance, United States Senate, Ninety- 
fifth Congress, second session, May 8, 
1978., 78-24607 





Taxation of Americans working abroad sec- 
tions 911 and 912 of the Code /, 78- 
19239 

Taxation of Americans working overseas : 
revenue aspects of recent legislative 
changes and proposals., 78-9536 

Taxation of fringe benefits., 78-26945 

Taxation or [sic] fringe benefits : report 
together with additional views to accom- 
pany H.R. 12841., 78-26945 

Taxes and taxation., 78-13412 

Taxiway centerline lighting system., 78- 
11897 

Taxonomy of Phanerochaete chrysorhizon 
and Hydnum omnivorum /, 78-16549 

Tea and spices, 78-2448 

Teacher Corps, past or prologue? : a report 
with recommendation to the President 
and the Congress by the National Ad- 
visory Council on Education Professions 
Development., 78-24443 

Teacher exchange opportunities under the 
International Educational Exchange Pro- 
gram of the Dept. of State, 78-13449, 
78-13450 

Teacher renewal in a changing world /, 
78-17427 

Teachers 
21073 

Teachers centers, 78-13452 

Teaching conservation in developing na- 
tions /, 78-1381 

Teaching mothers mothering /, 78-7136 

Teaching poison prevention., 78-24437 

Teaching reading and creative writing : a 
language experience approach /, 78- 
10522 

A team approach to resource management 
decision-making /, 78-24532 

Teamsters’ Central State pension fund and 
general ERISA enforcement : hearings 
before the Subcommittee on Oversight of 
the Committee on Ways and Means, 
House of Representatives, Ninety-fifth 
Congress, first session ..., 78-8362 

Teamsters Central States pension fund 
hearings before the Permanent Subcom- 
mittee on Investigations of the Commit- 
tee on Governmental Affairs, United 
States Senate. Ninety-fifth Congress, first 
session, July 18 and 19, 1977., 78-5582 

Technial support document : sulfur dioxide 
control strategy for the State of Ohio., 
78-23427 

Technical 
18643 

Technical analysis of the international oil 
market /, 78-20597 

Technical and clerical careers in the VA., 
78-9823 

Technical and economic feasibility of solar 
augmentation for boiler feedwater heat- 
ing in steam-electric power plants., 78- 
6634 

Technical and economic feasibility of ther- 
mal energy storage /, 78-6614, 78- 
13026 


and teaching methods., 78- 


Advisory Committee., 78- 
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Technical and economic feasibility of ther- 
mal storage ... /, 78-13027 

Technical and economic feasiblity of solar 
augmented process steam generation ... /, 
78-4589 

Technical and feasibility studies : agree- 
ment between the United States of 
America and Egypt, amending the agree- 
ment of May 30, 1976, signed at Cairo 
July 31, 1976 and signed at Cairo Sep- 
tember 30, 1976., 78-2127 

Technical appraisal program (TAP) : air 
route traffic control center ; air route 
traffic control specialist over-the- 
shoulder., 78-9670 

Technical aspects of biological defense., 
78-10676 

Technical assessment of NOx removal 
processes for utility application /, 78- 
17170 

Technical assistance : a way to promote 
better management of Guam’s resources 
and to increase its self-reliance : Depart- 
ment of the Interior : report to the Con- 
gress /, 78-1783 

Technical assistance in Customs improve- 
ment : agreement between the United 
States of America and Abu Dhabi signed 
at Abu Dhabi and Washington January 
18 and April 26, 1976., 78-11816 

Technical assistance in tax administration : 
agreement between the United States of 
America and Trinidad and Tobago ex- 
tending the agreement of June 20, 1968, 
as amended and extended, effected by 
exchange of notes dated at Port of Spain, 
November 10 and December 7, 1976, 
and January 13, 1977., 78-21969 

Technical background information : report 
on carcinogenesis bioassay of 
isophosphamide., 78-11199 

Technical books & monographs., 78- 
20979 

Technical books and monographs spon- 
sored by the U.S. Atomic Energy Com- 
mission, 78-20979 

Technical cooperation : agreement between 
the United States of America and 
Afghanistan amending and extending the 
agreement of June 30, 1953, as ex- 
tended, effected by exchange of notes 
signed at Kabul July 7 and August 12, 
1975., 78-7579 

Technical cooperation : studies concerning 
the Capital Territory, agreement between 
the United States of America and 
Nigeria, dated February 4, 1977., 78- 
21962 

Technical cooperation in consumer protec- 
tion agreement between the United 
States of America and Saudia Arabia, 
signed at Washington, May 3, 1977., 
78-26508 

Technical cooperation in electrical power 
planning : agreement between the United 
States of America and Saudi Arabia, 
signed at Riyadh February 29, 1976., 
78-5217 


Do not order from index; see indicated entry 





Technical cooperation in manpower train- 
ing and development agreement 
between the United States of America 
and Saudi Arabia signed at Riyadh June 
12, 1976., 78-7597 

Technical corrections act of 1977 : hearing 
before the Committee on Ways and 
Means, House of Representatives, 
Ninety-fifth Congress, first session, on 
H.R. 6715 ... September 8, 1977., 78- 
14416 

Technical corrections act of 1977 : report 
of the Committee on Ways and Means, 
U.S. House of Representatives, together 
with dissenting views, on H.R. 6715., 
78-5771 

Technical corrections act of 1977 : written 
comments received by Committee on 
Ways and Means, U.S. House of 
Representatives, Ninety-fifth Congress, 
first session, on H.R. 6715 ..., 78-5664 

Technical corrections act of 1977, includ- 
ing carryover basis provisions : hearings 
before the Subcommittee on Taxation 
and Debt Management Generally of the 
Committee on Finance, United States 
Senate, Ninety-fifth Congress, first ses- 
sion ..., 78-16213 

Technical corrections act of 1978 
of the Committee on Finance, United 
States Senate, on H.R. 6715., 78-14543 

Technical description and user’s guide for 
the enhanced total objective plan for of- 
ficer procurement (TOPOPS) /, 78- 
6530 

Technical description and user's guide for 
the enhanced total objective plan for of- 
ficer procurement (TOPOPS) : final re- 
port for period February 1975 - April 
1977 /, 78-10855 

Technical digest, 78-3071 

Technical documentation for CREATE., 
78-19728 

Technical documentation for FIXDIME 3., 
78-22855 

Technical documentation for 
GBF/POLYGON : a computer program 
to collapse address ranges for each street 
feature having the same polygon codes., 
78-117 

Technical evaluation of the waste-to-oil 
process development facility at Albany, 
Oregon /, 78-20960 

Technical evaluation of Tom Scurry As- 
sociates : model PM-203 doorway moni- 
tor., 78-23234 

Technical Evaluation Services :, 78-6705 

Technical feasibility of producing par- 
ticleboard from Black Hills ponderosa 
pine /, 78-16588 

Technical feasibility study of modular dish 
solar electric systems /, 78-6675 

Technical feasibility study of railroad elec- 
trification with high voltage (10-50 kV) 
direct current /, 78-7854 

Technical guidance for control of industrial 
process fugitive particulate emmissions /, 
78-1562 


: report 
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Technical guidelines for the control of 
direct access to arterial highways /, 78- 
7778, 78-22087 

Technical Information Center bulletin, 
78-3729 

Technical information exchange in reactor 
safety research and development imple- 
menting agreement between the United 
States of America and other govern- 
ments., 78-5198 

Technical manual : a survey of equipment 
and methods for particulate sampling in 
industrial process streams /, 78-25660 

Technical manual for inorganic sampling 
and analysis /, 78-6575 

Technical manual for the analysis of fuels /, 
78-23489 

Technical news bulletin, 78-2649 

Technical notes - Occupational Safety and 
Health Administration., 78-3555 

Technical opportunities for energy conser- 
vation in appliances., 78-10980 

Technical opportunities for energy conser- 
vation in buildings through improved 
controls., 78-10979 

Technical proceedings of the International 
Railroad Technology Transfer Seminar : 
New Orleans, Louisiana, January 1977 /, 
78-7841 

Technical progress in the U.S. development 
of a microwave landing system., 78- 
22194 

Technical publications announcements, 
78-3606 

Technical report on D.C. power supplies in 
nuclear power plants., 78-18886 

Technical report on material selection and 
processing guidelines for BWR coolant 
pressure boundary piping., 78-22328 

Technical report on operating experience 
with boiling water reactor offgas systems 
/, 78-18916 

Technical report on operating experience 
with BWR pressure relief systems., 78- 
24503 

Technical reports of the Federal Energy 
Administration., 78-17290 

Technical reports of the National Highway 
Traffic Safety Administration : a bibliog- 
raphy, 1977 : a subject bibliography from 
highway safety literature /, 78-26656 

Technical services : agreement between the 
United States of America and Pakistan : 
signed at Islamabad April 8, 1976., 78- 
5203 

Technical services in equipment installa- 
tions and airport facilities : agreement 
between the United States of America 
and the Dominican Republic, signed at 
Washington and Santo Domingo May 6 
and 28, 1976., 78-15871 

Technical standard order authorization, 
78-3753 

Technical support for coal conversion and 
utilization techniques for particulate 
sampling and measurement from gasifiers 
at high temperature and high pressure ... 
/, 78-20886 
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Technical support-services for direct com- 
bustion, advanced power development, 
and coal conversion and _ utilization., 
78-6822 

A technical update on pressure suppression 
type containments in use in U.S. light 
water reactor nuclear power plants., 
78-22339 

Technicas de muestreo para la medicion y 
pronosticacion de los rendimientos de los 
cultivos /, 78-19625 

A technique for comparing thinning 
schedules for natural slash pine stands /, 
78-16591 

A technique for measurement of delay at 
intersections /, 78-843 

A technique for predicting logging residue 
volumes in the Douglas-fir region /, 78- 
19535 

A technique for slide preparation of aphids, 
scales, and insect genitalia and larvae /, 
78-14698 

A technique for the determination of Loui- 
siana marsh salinity zones from vegeta- 
tion mapped by multispectral scanner 
data : a comparison of satellite and air- 
craft data /, 78-9386 

Techniques for determining airport airside 
capacity and delay /, 78-18700 

Techniques for generating instructional 
slides : final report for period May 1974 
- July 1975 /, 78-15147 

Techniques for mixing dispersants with 
spilled oil /, 78-23479 

Techniques for project evaluation : a 
selected bibliography /, 78-670 

Techniques for sampling and analyzing the 
marine macrobenthos /, 78-20697 

Techniques for using Diazo materials in 
remote sensor data analysis /, 78-18230 

Techniques of water-resources investiga- 
tions of the United States Geological 
Survey., 78-13752, 78-26144, 78- 
26145 

Technological and economic assessment of 
manganese nodule mining and 
processing., 78-13727 

Technological and economic assessment of 
manganese nodule mining and processing 
{errata]., 78-26115 

Technological change and its labor impact 
in five industries : apparel, footwear, 
motor vehicles, railroads, retail trade., 
78-706 

Technological forecasting /, 78-9279 

Technological innovation and economic 
development : has the U:S. lost the initia- 
tive? : proceedings on a Symposium on 
Technological Innovation, Washington, 
D.C., April 19-20, 1976 /, 78-10973 

Technological innovation and_ Federal 
government policy : research and analy- 
sis of the Office of National R&D As- 
sessment., 78-15808 

Technological review of prestressed pave- 
ments /, 78-7785 

Technologies and facilities for marketing 
across commodities., 78-6232 
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Technologies for fiber uses., 78-6231 

Technology and economics of flue gas NOx 
oxidation by ozone /, 78-12953 

Technology and use of lignite : proceedings 
of a symposium sponsored by the U.S. 
Energy Research and Development Ad- 
ministration and the University of North 
Dakota, Grand Forks, North Dakota, 
May 18-19, 1977 /, 78-23346 

Technology applied to the food industry : a 
preliminary report., 78-15815 

Technology assessment /, 78-9283 

Technology assessment act., 78-26859 

Technology assessment & forecast., 78- 
22895 

A technology assessment of coal slurry 
pipelines., 78-16151 

Technology news, 78-3480 

Technology news from the Bureau of 
Mines, United States Department of the 
Interior., 78-3480 

Technology requirements for 
earth-orbital transportation 
final report /, 78-18181 

Technology requirements for 
earth-orbital transportation 
summary report /, 78-26344 

Technology requirements for advanced 
earth-orbital transportation systems 
duel-mode propulsion /, 78-26345 

Technology, safety, and costs of decommis- 
sioning a_ reference nuclear fuel 
reprocessing plant /, 78-2203 

Technology, safety and costs of decommis- 
sioning a reference pressurized water 
reactor power station., 78-22349 

Technology summary : solar heating and 
cooling : Natural Solar Demonstration 
Program., 78-6626 

Technology transfer., 78-3129 

Technology transfer : a report of new ideas 
recently implemented by highway agen- 
cies in FHWA Region 3 /, 78-9612 

Technology transfer and manpower 
development : agreement between the 
United States of America and Egypt, 
signed at Cairo April 22, 1976., 78- 
15865 

TECTRONIX 5458 oscilloscope training : 
final-training program for 24 June 1974 - 
23 September 1975 /, 78-10858 

Teen involvement for drug abuse preven- 
tion /, 78-21315 

Teen involvement for drug abuse preven- 
tion : administrator’s guide /, 78-13574 

Teenage pregnancy., 78-2230 

Teenage pregnancy : everybody's problem., 
78-459 

Telecommunication /, 78-9277, 78- 
17390, 78-21098, 78-21102 

Telecommunication convention and _ final 
protocol : b Malage-Torremolinos, Oc- 
tober 25, 1973 with additional protocols 
I-VI., 78-2126 

Telecommunications : coding and modula- 
tion requirements for 4800 bit/second 
modems., 78-11143 


advanced 
systems 


advanced 
systems 


, 





Telecommunications : embassy facilities : 
agreement between the United States of 
America and Tunisia, effected by 
exchange of notes dated at Washington 
May 28, 1975 and May 13, 1976., 78- 
5191 

Telecommunications bulletin., 78-3790 

Telecommunications center operator., 78- 
25189 

Telegraph and telephone regulations, with 
appendices and final protocol, between 
the United States of America and other 
governments, done at Geneva April 11, 
1973., 78-9511 

Telemetry and communications., 78-5434 

Telephone and telegraph equipment., 78- 
12636 

Telephone directory., 

Telephone 


78-2983, 
directory - 
Defense, 78-2983 
Telephone directory - Department of 
Health, Education and Welfare., 78- 

7041 

Telephone directory - Department of Hous- 
ing and Urban Development., 78-21342 

Telephone directory - Department of 
Labor., 78-17969 

Telephone directory - Environmental Pro- 
tection Agency., 78-12869, 78-17081 

Telephone directory - Federal Energy Ad- 
ministration., 78-17288 

Telephone directory - National Transporta- 
tion Safety Board., 78-24364 


78-3731 
Department of 


Telephone directory - U.S. Department of 


the Interior., 78-21484, 78-23973 

Telephone directory - United States De- 
partment of Agriculture., 78-22670 

Telephone directory - United States House 
of Representatives., 78-5447 

Telephone directory - United States 
Nuclear Regulatory Commission., 78- 
24506 

Telephone directory - United States 
Senate., 78-14226, 78-16082 

Telephone directory central office and re- 
gion 3.,  78-17396 

Telephone directory. Dept. of State, Agen- 
cy for International Development, Arms 
Control and Disarmament Agency, Over- 
seas Private Investment Corporation., 
78-14009, 78-14010, 78-14011, 78- 
26441 

Telephone search warrant procedure 
hearings before the Subcommittee on 
Criminal Justice of the Committee on the 
Judiciary, House of Representatives, 
Ninety-fifth Congress, first session, on 
H.R. 5865 ... April 22 and 29, 1977., 
78-999 | 

Telephone, telegraph, and television., 78- 
13415 

Teleprocessing 
7037 

Televising the House : communication from 
the chairman, Select Committee on Con- 
gressional Operations, to the Speaker of 
the House of Representatives ..., 78- 
10085 


services program., 78- 
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Television broadcast policies : hearings be- 
fore the Subcommittee on Communica- 
tions of the Committee on Commerce, 
Science, and Transportation, United 
States Senate, Ninety-fifth Congress, first 
session May 9, 10, and I11,, 78- 
19070 

Television distribution in rural areas., 78- 
7549 

Tell us how you were hurt!, 78-22290 

Temperature-dependent development rate 
tables for insects associated with cotton 
in the Southwest /, 78-14804 

Temperature distributions of a cesium- 
seeded hydrogen-oxygen supersonic free 
jet /, 78-26384 

Temperature guide to food safety., 78- 
12388 

Temperatures, growth, and fall of needles 
of Engelmann spruce infested by spruce 
beetles /, 78-14702 

Temporal response methods for dynamic 
measurement of in-process inventory of 
dissolved nuclear materials /, 78-924 

Temporary duty travel in the management 
and operation of Department of Defense 
programs : report to the Senate Commit- 
tee on Appropriations /, 78-13256 

Temporary public debt limit report 
together with minority and dissenting 
views to accompany H.R. 13385., 78- 
26953 

Temporary public debt limit : report to ac- 
company H.R. 12641., 78-26911 

Temporary public debt limit : report to ac- 
company H.R. 13385., 78-27075 

Temporary suspension of duty of 2-Methyl, 
4-Chlorophenol : report to 
H.R. 5551., 78-26896 

Temporary suspension of duty on fluorspar 
: report to accompany H. R. 5265., 78- 
26956 

Temporary suspension of duty on mattress 
blanks of rubber latex, and other matters 
: report to accompany H.R. 2849., 78- 
10190 

Temporary suspension of duty on photo- 
graphic color couplers and coupler inter- 
mediates report to accompany H.R. 
5052., 78-5699 

Temporary suspension of duty on strontium 
nitrate report to H.R. 
$044., 78-26955 

Temporary suspension of duty on wood ex- 
celsior report to H.R. 
2692., 78-5697 

Temporary suspension of the duty on cer- 
tain latex sheets, and other matters : re- 
port to accompany H.R. 2850., 78- 
5941 

Temporary suspension of the import duty 
on certain horses, and other matters : re- 
port to accompany H.R. 3259., 78- 
5943 

A ten year history of National Bureau of 
Standards activities under the Brooks act 
(Public Law 89-306) /, 78-1441 


accompany 


accompany 


accompany 
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Ten-year survey of altitude chamber reac- 
tions using the FAA training chamber 
flight profiles /, 78-22189 

Tennessee, 78-4860 

Tennessee, monthly averages of tempera- 
ture ..., 78-4245 

Tennessee, monthly normals of tempera- 
ture ..., 78-4201 

Tennessee Valley Authority : information 
on certain contracting and personnel 
management activities report of the 
Comptroller General of the United 
States., 78-1647 

Tennessee Valley Authority annual report, 
78-22368 

Tennessee Valley Authority power annual 
report, 78-22367 

Tennessee Valley Authority press hand- 
book, 78-24527 

The Tennessee Valley Authority’s Tellico 
Dam project - costs, alternatives, and 
benefits : report to the Congress /, 78- 
6911 

Tennessee Valley perspective., 78-3895 

Tensas Parish, Louisiana, unincorporated 
areas., 78-9154 

Tensile stress-strain behavior of 
boron/aluminum laminates /, 78-18300 

Tent flammability., 78-11968 

Tentative procedures for particle sizing in 
process streams : cascade impactors /, 
78-12894 

Tentative provisions for the development of 
seismic regulations for buildings : a 
cooperative effort with the design profes- 
sions, building code interests, and the 
research community /, 78-22866 

The tenth and final report on the High 
speed ground transportation act p 1965 
/, 78-22121 

Tents and tarpaulins /, 

Terminal air 
78-14169 

Terminal area forecast., 78-14167 

Terminal energy distribution of blast waves 
from bursting spheres /, 78-18199 

Terminal information processing system 
concept testing (control tower) /, 78- 
15997 

Termination of DOD contracts for the 
Government's convenience /, 78-9524 

Termination of the special metallurgical 
(SM) building at Mound Laboratory : a 
final report /, 78-20932 

Terms, charters, and limitations of foreign 
air carrier permits authorizing charter 
transportation only, 78-12520 

Terms, conditions, and limitations of cer- 
tificates to engage in supplemental air 
transportation, 78-12518 

Terrain analysis., 78-20189 

Terrestial radiodetermination performance 
and cost /, 78-24347 

Terrestrial environment (climatic) criteria 
guidelines for use in aerospace vehicle 
development : 1977 revision /, 78-9389 

Terrestrial service environments for 
selected geographic locations., 78-4596 


78-4315 


traffic control, 78-3779, 
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Terrorism : a selected bibliography : sup- 
plemént to the second edition /, 78- 
9209 

Terrorism in Italy : report to accompany S. 
Res. 419., 78-19418 

The terrorist and his victim : hearing be- 
fore the Subcommittee on Criminal Laws 
and Procedures of the Committee on the 
Judiciary, United States Senate, Ninety- 
fifth Congress, first session, July 21, 
1977., 78-1091 

Tertiary oil recovery by CO[SUB2] injec- 
tion., 78-15302, 78-20633 

Tertiary oil recovery by CO2 injection., 
78-20632 

Tertiary oil recovery by CO, injection 
78-20634 

Test and development of inflatable spheres 
instrumented with miniaturized 
thermistors, accelerometers and pressure 
transducers /, 78-26353 

Test and evaluate the tri-gas low-BTU coal 
gasification process., 78-25483 

Test and evaluation of a feasibiblty model 
ILS glide slope performance assurance 
monitor for the final approach path /, 
78-16008 

Test and evaluation of a prototype VHF 
low-intermodulation amplifier /, 78- 
11920 

Test and evaluation of a real-time simu- 
lated transcontinental supersonic boom- 
less flight system /, 78-9695 


seeg 


Test and evaluation of a solar-powered 


laboratory turbocompressor system for 
building heating and cooling final 
technical report /, 78-16986 

Test and evaluation of an aluminum oxide 
ball and seat in a ball valve /, 78-20624 

Test and evaluation of an enroute system 
terrain-avoidance function with the NAS 
A3d2.1 system /, 78-18731 

Test and evaluation of ATCRBS electronic 
scan antenna : ( field environment test) 
/, 78-15975 

Test and evaluation of ATCRBS electronic 
scan antenna : ( system test) /, 78- 
11914 

Test and evaluation of six wire-wound tac- 
tical air navigation (TACAN) heated 
radomes with weather sensors /, 78- 
18715 

Test and evaluation of the air traffic con- 
trol radar beacon system electronic scan 
antenna (specification tests) /, 78- 
18706 

Test and evaluation of the beacon 
processing subsystem of the automated 
radar terminal system (ARTS III) all- 
digital tracking level system /, 78-11915 

Test and evaluation of the Cravens Wanlass 
modification for selected single phase 
fractional horsepower motors /, 78- 
23352 

Test and evaluation 
Worth terminal 
switching system /, 


of the Dallas/Fort 
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Test and evaluation of the performance of 
solar radiation sensors at inclination from 
the horizontal under Laboratory and 
field conditions /, 78-11015 

Test and evaluation of the radar processing 
subsystem of the all digital tracking level 
system /, 78-16014 

Test and evalution of a broadband VHF 
isolator /, 78-7993 

Test data for comparative evaluation of 
three visual distress signals /, 78-9737 

Test evaluation of Cat-Ox high efficiency 
electrostatic precipitator /, 78-12893 

Test facility for well logging cables : in air 
at atmospheric pressure., 78-23580 

Test for critical radiant flux of carpet floor- 
ing systems (flooring radiant panel 
test)., 78-1907 

Test in progress sheet., 
22929 

Test method for the evaluation of metallic 
window foil for intrusion alarm systems /, 
78-25019 

A test of commerical thinning on the Hem- 
lock Experimental Forest /, 78-14645 

Test of 6-in.-thick pressure vessels /, 78- 
17264 

Test procedures for nonlinearly elastic 
stress-relief overcomes / /c by James R. 
Aggson., 78-640 

Test program for transmitter experiment 
package and heat pipe system for the 
communications technology satellite /, 
78-11769 

Test strips and color charts (medical)., 
78-23077 

Test train program : 
/, 78-9657 

Testimony before the Subcommittee on 
Elementary, Secondary, and Vocational 
Education, Committee on Education and 
Labor, U.S. House of Representatives, 
February 9, 1976 /, 78-14265 

Testimony of Hamilton Herman, Assistant 
Secretary of Transportation for Systems 
Development and Technology, before the 
Subcommittee on Energy Research, 
Development, and Demonstration of the 
Committee on Scince and Technology, 
on H.R. 9174, 1109, 5557, 6354, and 
7231 ... March 18, 1976., 78-9569 

Testimony relating to H.R. 8647, to 
establish a ceiling for payments to physi- 
cians under campus [i.e. CHAMPUS], 
before the Military Personnel Subcom- 
mittee of the Committee on Armed Ser- 
vices, House of Representatives, Ninety- 
fifth Congress, first session, May 17, 
June 26, and October 13, 1977., 78- 
8239 

Testing and evaluation of MHD materials 
and substructures., 78-23327 

Testing and evaluation of model improve- 
ments., 78-15237 

Testing chemicals, not people : bringing the 
chemical threat under control : remarks 
/, 78-25612 


78-22928, 78- 


eighth progress report 
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Testing program for mining coal in an ox- 
ygen free atmosphere /, 78-23505 

Tests and other applicant appraisal 
procedures, 78-2941 

Tests of fabric filtration materials /, 78- 
23500 

Tests of low-density marine limestone for 
use in breakwaters /, 78-20289 

Tests of plastic plano safety spectacles /, 
78-7123 

Tests with Wilcox slotted-cylinder VOR an- 
tenna /, 78-11905 

Teton Dam failure /, 

Texas, 78-4861 

Texas and Pacific Railway Company, 
Canal, Louisiana : September 16, 1973., 
78-5299 

Texas landings., 

Texas landings, 
16847 

Texas, monthly averages of temperature ..., 
78-4246 

Texas, monthly normals of temperature ..., 
78-4202 

The Texas quick-load method for founda- 
tion load testing : users manual /, 78- 
7825 

Text and summary of H.R. 10358, the 
“Food safety and nutrition amendments 
of 1978" /, 78-19147 

Textile and apparel categories with tariff 
schedules of the United States an- 
notated., 78-6304, 78-14931, 78- 
14932 

Textile drying using solarized cylindrical 
can dryers to demonstate the application 
of solar energy to industrial drying or 
dehydration process : phase 1, final re- 
port /, 78-25515 

Textile dyeing wastewaters : characteriza- 
tion and treatment /, 78-20741 

Textile industries machinery and industrial 
sewing machines., 78-16936 

Textile products and leather wearing ap- 
parel., 78-23605 

Texts of treaties relating to the Panama 
Canal., 78-758 

Textured yarn production., 

Thailand, 78-14022, 

Thailand floods., 78-5237 

Thalidomide, 78-21262 

Thallium toxicology /, 78-15425 

Thankful Giving resolution : report to ac- 
company S. Con. Res. 32., 78-24875 

“The noble buyer” : John Quinn, patron of 
the avant-garde /, 78-18469 

Theatre., 78-9468 

Theatre program, 78-9468 

Theodore ship channel and barge channel 
extension, Mobile Bay, Alabama., 78- 
25296 

A theoretical analysis of airplane longitu- 
dinal stability and control as affected by 
wind shear /, 78-18098 

Theoretical and subjective bit assignments 
in transform picture processing /, 78- 
11750 


78-1017 


78-2853 


annual summary., 78- 


78-8596 
78-19716 





Theoretical aspects of reverse combustion 
in the underground gasification of coal /, 
78-6836 

Theoretical flow characteristics of inlets for 
tilting-nacelle VTOL aircraft /, 78- 
26411 

Theoretical parametric study of the relative 
advantages of winglets and wing-tip ex- 
tensions /, 78-13964 

The theoretical reflectance of x-rays from 
optical surfaces /, 78-15756 

Theoretical study to determine the sea 
state limit for the survival of oil slicks on 
the ocean /, 78-9741 

Theory of pulverized coal conversion in en- 
trained flows .../, 78-20581 

Theory of two-point correlations of jet 
noise /, 78-11705 

Theory of two-point correlations of jet 
noise [errata]., 78-26319 

Thermal analysis—human comfort—indoor 
environments : proceedings of a symposi- 
um held at the National Bureau of Stan- 
dards, Gaithersburg, Maryland, February 
11,1977 /, 78-120 

Thermal analysis on oil shale : determinia- 
tion of potential oil yields and dawsonite, 
nahcolite and norstrandite content /, 
78-23364 

Thermal conductive properties of wood, 
green or dry, from -40 to 100 C: a 
literature review /, 78-10401 

Thermal data requirements and _per- 
formance evaluation procedures for the 
National Solar Heating and Cooling 
Demonstration Program /, 78-20940 

The thermal decomposition of thirty com- 
mercially available materials at 300 C /, 
78-11844 

Thermal decomposition products of aircraft 
interior materials /, 78-18733 

Thermal performance measurements on ul- 
timate heat sinks - cooling ponds /, 78- 
18932 

The thermal performance 
bedroom mobile home /, 78-19766 

Thermal performance of modularized 
replaceable multilayer insulation system 
for a cryogenic stage /, 78-18061 

Thermal regeneration of activated carbon /, 
78-20742 

Thermal stability of some aircraft turbine 
fuels derived from oil shale and coal /, 
78-7516 

Thermocouple readout instrument /, 78- 
8745 

Thermodynamic data on the amphibole 
asbestos minerals amosite and crocidolite 
/, 78-15549 

Thermodynamic deformation of wet snow 
/, 78-25259 

Thermodynamic properties of gaseous 
fluorocarbons and isentropic equilibrium 
expansions of two binary mixtures of 
fluorocarbons and argon /, 78-11741 

Thermodynamic properties of minerals and 
related substances at 298.15k and 1 bar 
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(10*pascals) pressure and at higher tem- 
peratures /, 78-13742 

Thermodynamic properties of NiBr[SUB2] 
and NiSo[SUB4] from 10 to 1,200 K /, 
78-15552 

Thermodynamic properties of the coexist- 
ing phases and thermochemical proper- 
ties of the NaCl component in boiling 
NaCl solutions /, 78-7261 

Thermodynamics of aqueous 
dodecyl sulfate /, 78-23543 

Thermophysical and electrophysical pro- 
perties of combustion products with seed 
/, 78-307 

Thin films of gallium arsenide on low-cost 
substrates /, 78-6864, 78-11089, 78- 
13167, 78-13168, 78-20963, 78- 
23579 

Thin films of silicon on low-cost substrates 
/, 78-6863, 78-23581, 78-25535, 
78-25536 

Thin polycrystalline films of indium phos- 


phide on low-cost substrates /, 78- 
17198 


Think metric., 78-13738 

Think toy safety., 78-24438 

Thinking big or small about home improve- 
ment? : FHA home improvement pro- 
gram : both large and small improve- 
ments can be financed with loans made 
by financial institutions insured by the 
Federal Housing Administration., 78- 
7168 

Third annual Conference on Materials for 
Coal Conversion and Utilization, October 
10-12, 1978, at the National Bureau of 
Standards, Gaithersburg, Maryland., 78- 
25388 

The Third branch., 78-3516 

Third budget rescission bill, fiscal year 
1977 : report to accompany H.R. 9019., 
78-5741 

Third budget rescission bill, fiscal year 
1977 : report together with views of the 
Committee on the Budget, to accompany 
H.R. 9019., 78-6029 

Third budget rescission bill for fiscal year 
1977 (H.R. 9019) : hearings before sub- 
committees of the Committee on Ap- 
propriations, House of Representatives, 
Ninety-fifth Congress, first session., 78- 
963 

Third Conference on Empirical Research in 
Black Psychology /, 78-7060 

Third generation control software : urban 
traffic control system (UTCS) software 
support project /, 78-5281, 78-5282, 
78-5283, 78-5284, 78-5285, 78-5286 

Third party funding agreements : no longer 
appropriate for serving the handicapped 
through the vocational rehabilitation pro- 
gram : report to the Congress /, 78- 
23647 

Third report on progress toward solution of 
Cyprus dispute : message from the Pre- 
sident of the United States ..., 78-5676 


sodium 
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Third wind energy workshop 
proceedings of the Third Biennial Con- 
ference and Workshop on Wind Energy 
Conversion Systems, September 19-21, 
1977, Washington, D.C. ;, 78-16963 

Thirtieth anniversary, 1946-1976 : science, 
technology, and the modern Navy., 78- 
15125 

This cyclist practices what he preaches., 
78-8147 

This high school makes it fly., 78-7941 

This is EMS : Emergency Medical Ser- 
vices., 78-13534 

This is HEW., 78-17398 

This is NCJRS : National Criminal Justice 
Reference Service., 78-15655 

This is the seal of safety ... courtesy motor- 
boat examination : get a free CME., 78- 
8023 

“This isn’t kindness ... it’s good business”’., 
78-21756 

This side up making decisions about 
drugs., 78-11268 

Thomas Jefferson and the world of books : 
a symposium held at the Library of Con- 
gress, September 21, 1976., 78-737 

Thomas Point Lighthouse, Annapolis, Md., 
78-14187 

Thompson Creek Land Use Plan., 78- 
16668 

Thoracic impact injury mechanism /, 78- 
18800 

Thorium., 78-15585 

Thornless blackberries for the home garden 
/, 78-3970 

Thoughts on the FCC and the consumer 
electronics industry : remarks of /, 78- 
10614 

Threaded fasteners /, 

Threaded studs :, 78-6432, 78-15035 

Threat detection training programs for 
child pedestrian safety /, 78-18789 

Three-bedroom framehouse., 78-10308 

Three contemporary printmakers : Jacob 
Kainen, Albert Christ-Janer, Tadeusz 
Lapinski., 78-7622 

Three-dimensional anthropometry of the 
adult face /, 78-18696 

Three-dimensional finite-element analysis 
of finite-thickness fracture specimens /, 
78-21811 

Three-dimensional potential flow over hills 
and oval mounds /, 78-15757 

Three-dimensional random_ earth at- 
mospheres for Monte Carlo trajectory 
analyses /, 78-9366 

Three lick bed : useful stratigraphic marker 
in the upper Devonian Shale in eastern 
Kentucky and adjacent areas of Ohio, 
West Virginia and Tennessee /, 78- 
8818 

Three national assessments of science 
changes in achievement, 1969-77 
selected results from the third national 
assessment of science : science report no. 
08-S-00 /, 78-25866 


78-6386 
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Three new species of fishes of the genus 
Nannostomus from the Brazilian states of 
Para and Amazonas (Teleostei, 
Lebiasinidae) /, 78-15904 

Three rules for maximum tire life 
fact sheet .... 78-22273 

Three studies of motion sickness suscepti- 
bility /, 78-9688 

Three-tier loading chute., 78-6077 

Three tools for measuring height growth in 
field plantings compared /, 78-22703 

Three water-soluble fertilizers affect growth 
and_ susceptibility of loblolly pine 
seedlings to fusiform rust /, 78-52 

Threshold test ban and peaceful nuclear 
explosion treaties : hearings before the 
Committee on Foreign Relations and the 
Subcommittee on Arms Control, Oceans, 
and International Environment of the 
Committee on Foreign Relations, United 
States Senate, Ninety-fifth Congress, first 
session, on Executive N, 94th Cong., 2d 
sess. ..., 78-12090 

Through their eyes 
field., 78-18513 

Thunderstorm-outflow kinematics 
dynamics [errata]., 78-22919 

Thunderstorm prediction for use in air traf- 
fic control : (0-6 hours time range) /, 
78-26615 

Thuy Bach Kanter : report to accompany 
S. 1654., 78-5948 

Tidal current charts : Long Island Sound 
and Block Island Sound., 78-19933 

Tidal current tables, Atlantic coast of 
North America., 78-22944 

Tidal current tables, Pacific coast of North 
America and Asia., 78-19934, 78- 
22945 

Tidal inlet hydraulics and stability., 78- 
25271 

Tidal power /, 78-9287 

Tide and tidal current observations from 
1965 through 1967 in Long Island 
Sound, Block Island Sound, and tributa- 
ries /, 78-19935 

Tide tables, east coast of North and South 
America, including Greenland, 78- 
22938 

Tide tables, high and low water predictions, 
Central and Western Pacific Ocean and 
Indian Ocean., 78-14925, 78-22939 

Tide tables, high and low water predictions, 
east coast of North and South America, 
including Greenland., 78-22938 

Tide tables, high and low water predictions, 
Europe and West coast of Africa, includ- 
ing Mediterranean, 78-16854 

Tide tables, high and low water predictions, 
Europe and West Coast of Africa, in- 
cluding the Mediterranean Sea., 78- 
16854 

Tide tables, high and low water predictions, 
West coast of North and South America, 
including the Hawaiian Islands., 78- 
10600 
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Tide tables, West coast, North and South 
America, including Hawaiian Islands, 
78-10600 

The tie between physical and behavioral ir- 
regularities of children /, 78-7137 

Tile drainage project : agreement between 
the United States of America and Egypt, 
signed at Cairo July 29, 1976., 78-782 

Tillamook County, Oregon, unincorporated 
areas., 78-21469 

Timber, browse, and herbage on selected 
loblolly-shortleaf pine-hardwood forest 
stands /, 78-10390 

Timber harvest levels for national forests - 
how good are they? : report to the Con- 
gress /, 78-13197 

Timber harvesting and the environment on 
the National Forests of the Pacific 
northwest region., 78-6112 

Timber harvesting increases deer and elk 
use of a mixed conifer forest /, 78- 
14700 

The timber industries of Maryland /, 78- 
1361 

Timber resource plan for the Umpqua Na- 
tional Forest., 78-22720 

Timber resources of the Sacramento area, 
California, 1972 /, 78-10395 

Timber resources of west-central Oregon /, 
78-22713 

Timber sale, co-operator road & trail con- 
struction action plan : 1975-1978., 78- 
16543 

Timber sale preparation 
helicopter logging., 78-24957 

Timber sales bidding procedures : hearings 
before the Subcommittee on Public 
Lands and Resources of the Committee 
on Energy and Natural Resources, 
United States Senate, Ninety-fifth Con- 
gress, first session, on S. 1360 ..., 78- 
1023 

Time dependent electron paramagnetic 
resonance characteristics of detonated 
primer residues /, 78-7409 

Time-dependent fire behavior of aircraft 
cabin materials /, 78-26617 

Time series experiments for studying plant 
growth response to pollution /, 78- 
20699 

Time-sharing in commercial banks /, 78- 
18847 

Timekeeper’s handbook., 78-17690 

Timeliness and completeness of FBI 
response to requests under Freedom of 
information and Privacy acts have im- 
proved : report to the Congress /, 78- 
21025 

Timmy Lao Olavere 
S.612., 78-6016 

Timonium Elementary School solar energy 
heating and cooling augmentation experi- 
ment executive summary, final en- 
gineering report., 78-16985 

Tin., 78-3471, 78-11490, 78-11550, 
78-17821 


guide for 


: report to accompany 
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Tin Foo Chan (also known as Michael 
Chan) : report to accompany S. 511., 
78-14518 

The Tionesta Scenic and Research Natural 
Areas /, 78-10405 

Tip moth and webworm attacks in 
southwide pine seed source plantations /, 
78-14716 

Tips for better, safer mowing., 78-2186 

Tips for energy savers in and around the 
home, on the road, in the marketplace., 
78-23267 

Tire break-in procedures for handling tests 
: final report /, 78-9794 

Tire cord and tire cord fabrics, 78-2599 

Tire parameter determination /, 78-8086 

Tire-pavement interface variability /, 78- 
8087 

Tire treadwear validation 
mary report /, 78-9795 

Tires : a bibliography /, 78-9813 

The Tiros-N/NOAA satellite series /, 78- 
19855 

Titanium., 78-3460, 78-5002, 78- 
11543, 78-21550, 78-26186 

Titanium (Washington), 78-3460 

Titanium, ingot and mill products, 78- 
2560, 78-16771 

Titanium ingot, mill products, 
castings., 78-2560, 78-16771 

Titian readership study in Indonesia., 78- 
13819 

Title catalog, 78-26249 

Title I-Funds allocation., 78-16200 

Title I, State migrant program., 78-9926 

Title II of the Public works employment act 
of 1976 (Public Law 94-369) and its im- 
pact on fiscal problems of the cities : 
hearing before the Subcommittee on In- 
tergovernmental Relations of the Com- 
mittee on Government Operations, 
United States Senate, Ninety-fifth Con- 
gress, first session, January 14, 1977., 
78-1037 

Title VII survey /, 

Title IX, 78-11186 

Title XX, recommendations for reform : a 
report of the Commission on Federal 
Paperwork., 78-8206 

Title 38—United States code 
benefits., 78-8350 

Title I ESEA : how it works : a guide for 
parents & parent advisory councils., 78- 
25855 

Title I ESEA educational programs that 
work., 78-17421 

Title I funds allocation : the current formu- 
la., 78-7061 

Title I migrant education program, 78- 
11183 

To amend and extend the Export-Import 
Bank act of 1945 : hearings before the 
Subcommittee on International Trade, 
Investment, and Monetary Policy of the 
Committee on Banking, Finance, and 
Urban Affairs, House of Representatives, 
Ninety-fifth Congress, second session, on 
H.R. 11384 ..., 78-19039 


: executive sum- 


and 


78-10004 


: Veterans’ 





To amend and extend the Local public 
works capital development and _ invest- 
ment act : hearings before the Subcom- 
mittee on Economic Development of the 
Committee on Public Works and Trans- 
portation, House of Representatives, 
Ninety-fifth Congress, first session, on 
H.R. 11 and related bills ..., 78-1115 

To amend and extend the National Foun- 
dation on the Arts and Humanities act of 
1965 : hearing before the Subcommittee 
on Select Fducation of the Committee 
on Education and Labor, House of 
Representatives, Ninety-fourth Congress, 
first session, on H.R. 7782 ... New York, 
N.Y., July 14, 1975., 78-8269 

To amend the act of March 2, 1931, to 
provide that certain proceedings of the 
Italian American War Veterans of the 
United States, inc., shall be printed as a 
House document, and for other purposes 
: report to accompany H.R. 133., 78- 
1204 

To amend the Federal coal mine health 
and safety act : hearing before the Sub- 
committee on Labor Standards of the 
Committee on Education and Labor, 
House of Representatives, Ninety-fifth 
Congress, first session, on H.R. 4287 ... 
March 29, 1977., 78-5544 

To amend the Federal reserve act : hearing 
before the Subcommittee on Domestic 
Monetary Policy of the Committee on 


Banking, Currency and Housing, House 


of Represenatives, Ninety-fourth Con- 
gress, second session, on. H.R. 14848 ... 
September 22, 1976., 78-9907 

To amend the Interstate commerce act to 
continue to allow railroad rate flexibility 
: hearing before the Subcommittee on 
Transportation of the Committee on 
Commerce, Science, and Transportation, 
United States Senate, Ninety-fifth Con- 
gress, second session on S. 3260 ... July 
12, 1978., 78-26760 

To amend the One bank holding company 
act of 1970 (Carson City silver dollars) : 
hearing before the Subcommittee on 
Historic Preservation and Coinage of the 
Committee on Banking, Finance, and 
Urban Affairs, House of Representatives, 
Ninety-fifth Congress, second 
April 3, 1978., 78-22408 

To approve the Presidential decision on an 
Alaska natural gas transportation system 
: report of the Committee on Energy and 
Natural Resources, United States Senate, 
to accompany S.J. Res. 82., 78-6032 

To authorize a contribution by the United 
States to the tin buffer stock established 
under the Fifth International Tin Agree- 
ment : hearing before the Subcommittee 
on Economic Stabilization of the Com- 
mittee on Banking, Finance, and Urban 
Affairs, House of Representatives, 
Ninety-fifth Congress, second session, on 
H.R. 9486 ... May 11, 1978., 78-22409 
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To authorize appropriations to the Depart- 
ment of Energy : hearing before the Sub- 
committee on Economic Stabilization of 
the Committee on Banking, Finance, and 
Urban Affairs, House of Representatives, 
Ninety-fifth Congress, second session on 
H.R. 11137 ... April 4, 1978., 78-19038 

To authorize the acquisition of a statue or 
bust of George C. Marshall for place- 
ment in the Department of State : hear- 
ing and markup before the Subcommit- 
tee on International Operations of the 
Committee on International Relations, 
House of Representatives, Ninety-fifth 
Congress, first session, September 13, 
1977., 78-5615 

To authorize the chairman of the Commit- 
tee on House Administration to retain 
counsel to intervene in the case of At- 
kins against United States 
company H. Res. 884., 78-10151 

To authorize the issuance of substitute 
treasury checks without undertakings of 
indemnity, except as the Secretary of the 
Treasury may require : hearing before 
the Subcommittee on Domestic Moneta- 
ty Policy of the Committee on Banking, 
Finance, and Urban Affairs, House of 
Representatives, Ninety-fifth Congress, 
second session, on H.R. 9748 ... June 6, 
1978., 78-22401 

To construct, operate, and maintain the 
Polecat Bench area of the Shoshone ex- 
tension unit, Pick-Sloan Missouri Basin 
Program, Wyoming : hearing before the 
Subcommittee on Energy Research and 
Water Resources of the Committee on 
Interior and Insular Affairs, United States 
Senate, Ninety-fourth Congress, first ses- 
sion, on. S. 151 ... April 17, 1975., 78- 
9983 

To counter international terrorism : report 
to accompany S. 2236 /, 78-24844 

To create the District Court for the 
Northern Mariana Islands : hearing be- 
fore the Committee on Judiciary, United 
States Senate, Ninety-fifth Congress, first 
session, on S. 2149 ..., 78-5625 

To eliminate employment discrimination : a 
sequel : the Federal civil rights enforce- 
ment effort—1977 a report /, 78- 
19994 

To establish a Commission on Domestic 
and International Hunger and Malnutri- 
tion : hearing before the Committee on 
Agriculture, House of Representatives, 
Ninety-fifth Congress, first session, on H. 
Res. 784, October 20, 1977., 78-16163 

To establish a comprehesive oil pollution 
liablility and compensation law : hearings 
before the Subcommittee on Environ- 
mental Pollution of the Committee on 
Environment and Public Works, United 
States Senate, Ninety-fifth Congress, 
second session, on S. 2900 ... April 17, 
18, and May 24, 1978., 78-26849 


: report to ac- 
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To establish an African Development 
Foundation : hearings before the Sub- 
committee on Africa of the Committee 
on International Relations, House of 
Representatives, Ninety-fifth Congress, 
first session, on H.R. 8130, October 13 
and 26, 1977., 78-19169 

To establish certain Federal agencies, ef- 
fect certain reorganizations of the 
Federal Government, to implement cer- 
tain reforms in the operation of the 
Federal Government and to preserve and 
promote the integrity of public officials 
institutions, and for other purposes : re- 
port to accompany S. 555., 78-5906 

To establish rational criteria for the imposi- 
tion of capital punishment : hearings be- 
fore the Committee on the Judiciary, 
United States Senate, Ninety-fifth Con- 
gress, second session, on S. 1382, April 
27 and May 11, 1978., 78-24638 

To establish the Santa Monica Mountains 
and Seashore Urban National Park, 
California : hearing before the Subcom- 
mittee on National Parks and Recreation 
of the Committee on Interior and Insular 
Affairs, House of Representatives, 
Ninety-fourth Congress, second session, 
on H.R. 14665, H.R. 3201, and S. 1640 
... September 16, 1976., 78-8308 

To extend by 7 months the term of the Na- 
tional Commission on New Technologi- 
cal Uses of Copyrighted Works : report 
to accompany H.R. 4836., 78-5975 

To increase the authorized Federal share of 
certain projects of the Appalachian 
highway system : hearing before the Sub- 
committee on Surface Transportation of 
the Committee on Public Works and 
Transportation, House of Representa- 
tives, Ninety-fifth Congress, first session, 
on H.R. 3746 and related bills ... June 
28, 1977., 78-1121 

To increase the veterans’ burial allowance 
from $250 to $350 : report to accom- 
pany H.R. 12258., 78-26946 

To protect tomorrow's food supply, soil 
conservation needs priority attention : 
Department of Agriculture : report to the 
Congress /, 78-1661 

To provide additional authorization for the 
Library of Congress James Madison 
Memorial Building : hearing before the 
Subcommittee on Public Buildings and 
Grounds of the Committee on Public 
Works and Transportation, House of 
Representatives, Ninety-fifth Congress, 
second session, April 26, 1978., 78- 
24653 

To provide funds for the Select Committee 
on Congressional Operations : report to 
accompany H. Res. 985., 78-14461 

To provide proper compensation for hear- 
ing impairments, the Labor Department 
should change its criteria : report to the 
Congress /, 78-25783 
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To provide recognition to the Women’s Air 
Force Service Pilots for their service dur- 
ing World War II by deeming such ser- 
vice to have been active duty in the 
Armed Forces of the United States for 
purposes of laws administered by the 
Veterans Administration : hearing before 
a Select Subcommittee of the Committee 
on Veteran’s Affairs, House of Represen- 
tatives, Ninety-fifth Congress, first ses- 
sion ... September 20, 1977., 78-16300 

To reduce speculation in excess lands 
purchased under Federal reclamation 
laws : hearing before the Subcommittee 
on Water and Power Resources of the 
Committee on Interior and Insular Af- 
fairs, House of Representatives, NInety- 
fifth Congress, first session, on H.R. 
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Cameron County., 78-574 

Township of Lyndhurst, 
Bergen County., 78-13669 
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ment between the United States of 
America and Japan, effected by 
exchange of notes, signed at Washington 
May 20, 1977 with agreed minutes and 
related notes., 78-2146 

Trade : meat imports : agreement between 
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Traffic controls for construction and main- 
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1972 /, 78-16077 
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Trandes : a Fortran program for transonic 
airfoil analysis or design /, 78-21844 
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Transfer of south suburban postal facility 
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the Committee on Post Office and Civil 
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Transient excitation and mechanical ad- 
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Translated tables of contents of current 
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Corette Power Plant, Billings, Montana : 
March 10-11, 1976., 78-17066 

Transonic aerodynamics characteristics of a 
supercritical-wing transport model with 
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the Comptroller General of the United 
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Transportation of radioactive materials in 
South Carolina., 78-26686 

Transportation planning and 
forecasting tools /, 78-7696 

Transportation problems of the transpora- 
tion handicapped /, 78-22236 

Transportation problems of the transporta- 
tion handicapped /, 78-18775 

Transportation proceedings, 78-3026 

Transportation programs for the elderly : 
Department of Health, Education, and 
Welfare and other Federal agencies : re- 
port of the Comptroller General of the 
United States., 78-4699 

Transportation safety analysis /, 

Transportation senior sergeant 
mander’s manual., 78-4409 

Transportation senior sergeant, skill level 5 
: soldier’s manual., 78-4410 

Transportation statistical data and informa- 
tion /, 78-9585 

Transportation statistics., 78-10558 

Transportation system safety methodology 
/, 78-7718 

Transportation 
planning., 78-24994 

Transportation topics for consumers, 78- 
3734 

Transportation tunneling program review : 
second annual Conference on DOT 
Research and Development in Tunneling 
Technology, Easton, Maryland, Sep- 
tember 15-17, 1976., 78-9571 

Transportation U.S.A., 78-3735 

Transportation USA., 78-3735 

Transuranium element transport in agricul- 
tural systems : soil to food chain transfer 
of nuclear fuel cycle radionuclides : an- 
nual report July 1, 1976-September 30, 
1977 /, 78-24514 

A trap for tree-inhabiting cerambycids /, 
78-22706 

Trapper-Siouxon planning unit., 78-22718 

Trapping the sun’s energy., 78-12365 

Travel, 78-23885 

Travel & camper trailer safety., 78-9809 

Travel, entertainment, and gift expenses., 
78-5243 

Travel expenses of government officials 
paid by private foundations : report to 
accompany H.R. 810., 78-12291 

Travel handbook., 78-23885 

Travel in the management and operation of 
federal programs : Federal Aviation Ad- 
ministration, National Institutes of 


impact 


78-22020 
com- 


telecommunications 


Do not order from index; see indicated entry 





Health, Department of State : report to 
the Committee on Government Opera- 
tions, House of Representatives /, 78- 
1751 

Traveler's telephone guide., 78-23396 

Travelers’ tips on bringing food, plant, and 
animal products into the United States., 
78-16497 

Treasury bonds of 1993., 78-18483 

Treasury bonds of 2002-2007., 78-18479 

Treasury bulletin., 78-3690 

The Treasury cash room., 78-24323 

Treasury decisions under customs 
other laws, 78-3694, 78-5242 

Treasury Department telephone directory., 
78-3695 

Treasury notes of April 30, 1980, series N- 
1980., 78-26547 

Treasury notes of August 15, 1980 series 
H-1980., 78-7635 

Treasury notes of August 15, 1984 series 
B-1984., 78-7636 

Treasury notes of August 31, 1979 series 
T-1979., 78-7637 

Treasury notes of December 31, 1979, se- 
ries X-1979., 78-18482 

Treasury notes of December 31, 1981, se- 
ries L-1981., 78-18481 

Treasury notes of February 29, 1980, series 
L-1980., 78-18474 

Treasury notes of January 31, 1980, series 
K-1980., 78-18470 

Treasury notes of July 31, 1979 series S- 
1979., 78-7634 

Treasury notes of March 31, 1982, series 
G-1982., 78-26545 

Treasury notes of May 15, 1981, series M- 
1981., 78-18471 

Treasury notes of May 15, 1983, series C- 
1983., 78-26546 

Treasury notes of November 15, 1980, se- 
ries J-1980., 78-18477 

Treasury notes of November 15, 1982, se- 
ries F-1982., 78-9538 

Treasury notes of November 15, 1987, se- 
ries A-1987., 78-18478 

Treasury notes of November 30, 1979, se- 
ries W-1979., 78-18480 

Treasury notes of October 31, 1979, series 
V-1979., 78-18476 

Treasury notes of September 30, 1979, se- 
ries U-1979., 78-9537 

Treasury notes of September 30, 1981, se- 
ries K-1981., 78-7638 

Treasury of stamps album 
school year edition., 78-2114 

Treasury, Postal Service, and general 
government appropriation bill, 1979 : re- 
port to accompany H.R. 12930., 78- 
24839 

Treasury, Postal Service, and general 
government appropriation bill, 1979 : re- 
port together with additional views to ac- 
company H.R. 12930., 78-22590 

Treasury, Postal Service, and general 
government appropriations for fiscal year 
1979 : hearings before a subcommittee 


and 
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of the Committee on Appropriations, 
United States Senate, Ninety-fifth Con- 
gress, first session., 78-14289, 78- 
16181 

Treasury telephone directory, 78-3695 

Treaties and other international acts series., 
78-3676 

Treaties and other international agreements 
of the United States., 78-8901 

Treaties and other international agreements 
on fisheries, oceanographic resources, 
and wildlife involving the United States /, 
78-8257 

Treaties for the transfer of offenders to or 
from foreign countries., 78-10168 

Treaties in force; a list of treaties and other 
international agreements of the United 
States., 78-24313 

Treaties on the limitation of underground 
nuclear weapon tests and on_ un- 
derground nuclear explosions for peace- 
ful purposes., 78-12454 

Treatment and disposal alternatives for 
domestic sewage management., 78- 
21347 

Treatment and _ disposal of potato 
processing waste water by irrigation /, 
78-14577 

Treatment and recovery of fluoride and 
nitrate industrial wastes, phase II /, 78- 
15278 

Treatment of ammonia plant process con- 
densate effluent /, 78-17123 

The treatment of assets and income from 
assets in income-conditioned government 
benefit programs : technical papers., 
78-18849 

Treatment of beet sugar wastes /, 78- 
20992 

Treatment of certain payments for credit 
for household and dependent care expen- 
ses : report together with dissenting 
views to accompany H.R. 8535., 78- 
26904 

Treatment of combined sewer overflows by 
high gradient magnetic separation /, 78- 
17107 

Treatment of injection waters for seconda- 
ry recovery /, 78-299 

Treatment programs for sex offenders /, 
78-15662 

Treaty concerning the permanent neutrality 
and operation of the Panama Canal., 
78-11954, 78-14229, 78-16083, 78- 
16084, 78-22281, 78-22282 

Treaty concerning the permanent neutrality 
and operation of the Panama Canal : in 
the Senate of the United States., 78- 
14228 

Treaty information bulletin, 78-3662 

Treaty with Bolivia on the execution of 
penal sentences : message from the Pre- 
sident of the United States ..., 78-18822 

Treaty with Mexico on the execution of 
penal sentences and Treaty with Canada 
the execution of penal sentences : report 
together with individual views to accom- 
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pany Ex. D, 95-1 and Ex. H., 95-1.,  78- 
11955 

Tree failures and accidents in recreation 
areas : a guide to data management for 
hazard control /, 78-16640 

Tree mortality and top-kill related to 
defoliation by the Douglas-fir tussock 
moth in the Blue Mountains outbreak /, 
78-22697 

Tree nuts, 78-2440 

Tree planters’ notes., 78-2392 

Tree sizes harvested in different thinnings : 
another look /, 78-10362 

Trees and forest management., 78-364 

Trees of the Caribbean National Forest, 
Puerto Rico /, 78-24958 

Trees of the Lake Tahoe Basin., 78- 
14612 

Trees, prairies, and people : a history of 
tree planting in the Plains States /, 78- 
16544 

Trend data 1953-1977., 78-18814 

Trends in all-cargo service., 78-14890 

Trends in aptitude of graduate students in 
science /, 78-15796 

Trends in bus transit operations, 1960-1974 
/, 78-18509 

Trends in capacity and utilization, 78- 
23594 

Trends in childspacing, June 
12471 

Trends in Communist media., 78-3654 

Trends in desulfurization capabilites, 
processing technologies, and the availa- 
bility of crude oils : Caribbean exporting 
refineries., 78-23392 

Trends in expenditure and employment 
data for the criminal justice system, 
1971-1975., 78-9210 

Trends in external cultural activities of 
selected non-Communist countries., 78- 
7379 

Trends in fertility in the United States /, 
78-4829 

Trends in market shares : revenues and 
yields, scheduled service domestic 
trunks & local service carriers, calendar 
years 1966-1976., 78-136 

Trends in metropolitan America : an infor- 
mation report., 78-11960 

Trends in power plant capacity and utiliza- 
tion : inventory of power plants in the 
United States /, 78-15311 

Trends in refinery capacity and utilization., 
78-23594 

Trends in scheduled all-cargo service; 
selected U.S. certificated route air car- 
riers., 78-14890 

Trends in the U.S. industrial heating equip- 
ment industry., 78-19974 

Trends in training performance, 1972-1974 
: final report for period 31 January 1975 
- 30 September 1976 /, 78-4541, 78- 
15193 

Trenton ICES., 78-20817 

Trenton, New Jersey, metropolitan area, 
78-11639 
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Tri-level accident research study 
report /, 78-18802 

Tri-State Motor Transit Co. 
company H.R. 3314., 
10187 

Triassic stratigraphy in the northern part of 
the Culpeper Basin, Virginia and Mary- 
land /, 78-623 

Tribal national park plan : Coeur d’Alene 
Indian Tribe., 78-13767 

Tribal participation in the Bureau of Indian 
Affairs budget system should be in- 
creased report of the Comptroller 
General of the United States., 78-13213 

Tribal-state compact act : report to accom- 
pany S. 2502., 78-27105 

Tribal-state compact act of 1978 : hearings 
before the United States Senate Select 
Committee on Indian Affairs, Ninety-fifth 
Congress, second session, on S. 2502 ... 
March 9 and 10, 1978., 78-19141 

Tribally controlled community assistance 
act of 1977 : report to accompany S. 
1215., 78-10214 

Tributes to Honorable Gerald R. Ford, Pre- 
sident of the United States, to com- 
memoraie him for his years of service to 
the Nation, February 1, 1977 : delivered 
in the House of Representatives of the 
United States., 78-10056 

Trichinosis surveillance. Annual summary., 
78-13552 

Trichinosis surveillance. Annual summary, 
78-13552 

Trident : Trident system., 78-8722 

Triffa high service irrigation : agreement 
between the United States of America 
and Morocco, signed at Rabat November 
7,1975., 78-771 

Trinidad and Tobago., 78-9509 

Trip generation analysis : appendix E., 
78-9613 

Tris (2,3-dibromopropyl) phosphate., 78- 
13490 

Tritium instrumentation for a fusion reac- 
tor power plant /, 78-17267 

Tritium retention by cows and steers and 
transfer to milk /, 78-250 

Tritium waste control, April-September 
1977., 78-23371 

Tritium waste control project : October 
1976-March 1977 /, 78-11074 

Tritium waste control project progress re- 
port July-September, 1976 /, 78- 
11071 

Tritium waste control project progress re- 
port, April-June 1976 /, 78-20933 

Tritium waste control project progress re- 
port, January-March, 1976 /, 78-20928 

Trombone player, skill levels 1-2-3., 78- 
10716 

Troop housing : design manual., 78-4512 

Trophic equilibrium of Lake Washington /, 
78-10924 

The trophic status and phosphorus loadings 
of Lake Champlain /, 78-1569 


: annual 


: report to ac- 
78-10106, 78- 





Trophic structure modifications by plank- 
tivorous fish in aquatic microcosms /, 
78-1579 

Tropical yams and their potential /, 78- 
16506 

Troubled local economies and the distribu- 
tion of Federal dollars., 78-10048 

Trousers and trouser-like garments /, 78- 
6433 

Truck noise 1-C ; pavement surface effects 
on the generation of truck tire noise, /, 
78-7709 

Truck noise III-H : final report on the 
freightliner quieted truck program /, 
78-7710 

Truck noise IV-F : an economic study of 
reducing the exterior noise level on the 
International Harvester quieted truck /, 
78-7711 

Truck noise IV G : field test results on a 
heavy duty, diesel truck having reduced 
noise emmissions /, 78-7708 

Truck noise VIII : The determination of the 
practical noise control retrofitting of pre- 
1970 truck and coach models /, 78- 
9577 

Truck noise X : Noise reduction options 
for diesel powered International Har- 
vester trucks /, 78-15924 

Truck noise XI : evaluation and reduction 
of heavy-duty truck noise /, 78-15925 

Truck trailers., 78-2595, 78-22813 

Trucking : lease or buy? /, 78-97 

Trucklift fork, DSL DRVN 6000LB cap 
rough terrian, model ARTFT6, NSN: 
3930-00-419-5444, LIN: X48914., 78- 
4405 

Trucks, light commercial, gasoline/diesel 
fueled, two wheel driven : (4x2, 3,000 to 
11,000 pounds GVW)., 78-8906 

Trumbull County, Ohio, unincorporated 
areas., 78-26087 

Trunkline carrier domestic passenger en- 
planements., 78-10568 

Trust assets of insured commercial banks., 
78-14247 

Trust fund disbursement flash report : (RIS 
: BU 2510-45)., 78-18656 

Trust fund for Africa : agreement between 
the United States of America and the 
United Nations signed at 
June 17, 1976., 78-26462 

Trust indenture act of 1939 as in effect 
June 4, 1975., 78-18453 

Trust status for the Pascua Yaqui Indians 
of Arizona : hearing before the United 
States Senate, Select Committee on Indi- 
ans Affairs, Ninety-fifth Congress, first 
session, on S. 1633 September 
27,1977., 78-14345 

Trust Territory of the Pacific Islands, 78- 
18380, 78-18381 

Trust Territory of the Pacific Islands, ap- 
propriations : hearing before the Com- 
mittee on Energy and Natural Resources, 
United States Senate, Ninety-fifth Con- 
gress, first session, on H.R. 6550 ... June 
15, 1977., 78-8271 


Washington 
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Truth in leasing., 78-11893 

Truth in leasing notification 
91.54)., 78-18684 

Truth in lending, Regulation Z., 78-25721 

Truth in lending simplification and reform 
act : report of the Committee on Bank- 
ing, Housing and Urban Affairs, United 
States Senate, to accompany S. 2802., 
78-19401 

TRW 25 MWt staged MHD coal com- 
bustor conceptual design study for Ar- 
gonne National Laboratory., 78-13176 

Trying to enlist? : reemployment rights., 
78-24102 

Trypanosomiasis 
14824 

TS-148 radar test set training : final-train- 
ing program for 24 June 1974 -23 Sep- 
tember 1975 /, 78-10854 

TS-1100/U transistor tester training : final- 
training program for 24 June 1974 - 23 
September 1975 /, 78-10859 

Tsunami-wave elevation frequency of oc- 
currence for the Hawaiian Islands : final 
report /, 78-20252 

Tuba player., 78-12684 

Tube, 16-inch, high contrast cathode ray., 
78-22169 

Tuberculin skin test reaction among adults 
25-74 years : United States, 1971-1972 /, 
78-478 

Tuberculosis in the United States., 78- 
23850 

Tuberculosis programs, 78-23850 

Tuberculosis, TB., 78-11190 

Tuesday spot market price indexes and 
prices., 78-3537 

Tug Fork Valley flood problems : hearing 
before the Subcommittee on Water 
Resources of the Committee on Environ- 
ment and Public Works, United States 
Senate, Ninety-fifth Congress, second 
session, February 3, 1978., 78-22537 

Tuition tax credit act of 1978 : conference 
report to accompany H.R. 12050., 78- 
27127 

Tuition tax credit act of 1978 : report 
together with additional, dissenting, and 
minority views to accompany H.R. 
12050., 78-24709 

Tuition tax relief act of 1978 : adverse re- 
port together with additional and minori- 
ty views to accompany H.R. 3946., 78- 
24898 

Tuition tax relief act of 1978 : report to ac- 
company H.R. 3946., 78-12322 

Tuition tax relief act of 1978 : report to ac- 
company H.R. 12050., 78-24899 

Tuition tax relief act of 1978 : report to ac- 
company H.R. 12050 [errata]., 78- 
24900 

Tuition tax relief bills : hearings before the 
Subcommittee on Taxation and Debt 
Management Generally of the Committee 
on Finarce, United States Senate, 
Ninety-fifth Conress, second session ... 
January 18, 19, and 20, 1978., 78- 
16215 


: (FAR section 


bibliography., 78- 
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Tulsedei Zalim : report to accompany H.R. 
3838., 78-5910 

Tulsedei Zalim : report to accompany H.R. 
3838., 78-1171 

Tumor antibodies., 78-3286 

Tumor associated antigens., 

Tumors of the parathyroid /, 78-25107 

Tuna-porpoise : hearing before the Com- 
mittee on Merchant Marine and Fishe- 
ries, House of Representatives, Ninety- 
fifth Congress, first session, ... May 13 
and 16 ... August 1, 1977., 78-5627 

Tungsten., 78-3450, 78-5003, 78- 
11538 

Tuning down 
12812 

Tunnel component of the tunnel and reser- 
voir plan proposed by the Metropolitan 
Sanitary District of Greater Chicago., 
78-20767, 78-20778 

Tunnel component of the tunnel and reser- 
voir plan proposed by the metropolitan 
sanitary district of Greater Chicago 
lower Des Plaines system., 78-4579, 
78-10956 

Tunnel component of the tunnel and reser- 
voir plan (TARP) proposed by the 
Metropolitan Sanitary District of Greater 
Chicago., 78-20777 

Tunneling - the state of the industry /, 78- 
22024 

Tunnels and shafts in rock., 78-23118 

Turbine engine overhaul standard practices 
manual maintenance 
penetrant inspection 
14141 

Turbine engine particulate emission charac- 
terization /, 78-18719 

Turbine power for highway transportation : 
turbine power for buses : an energy con- 
servation demonstration program., 78- 
25422, 78-25423 

Turbulent atmospheric flow over a 
backward-facing step /, 78-9415 

Turf, ornamentals, forest lands., 78-20783 

Turkey earthquake., 78-5238 

Turkeys : final estimates for 1970-75., 78- 
22655 

Turkeys and chickens tested, 78-2488 

Turkish press of Turkey and the TFSC., 
78-22321 

Turret repairman, MOS 45K 
mander’s manual., 78-4382 

Tuskegee Institute National Historic Site, 
Alabama., 78-21583 

Tutorial assistance for veterans, dependents 
and service personnel under the GI bill., 
78-16073 

TV and FM interference by windmills /, 
78-13038 

TV and social behavior : a transcript of a 
community service radio program with 
guests from the Alcohol, Drug Abuse, 
and Mental Health Administration., 78- 
13573 

TV fire and shock hazards., 


78-3283 


auto air pollution., 78- 


of fluorescent 
equipment., 78- 


com- 


78-11971 
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TV-2A/U tube tester training : final-train- 
ing program for 24 June 1974 -23 Sep- 
tember 1975 /, 78-10860 

TVA : Small Wild Areas., 78-26704 

TVA annual report, 78-22368 

TVA news, 78-24527 

TVA press handbook, 78-24527 

TVA’s 1-MW pilot plant : final report on 
high velocity scrubbing and vertical duct 
mist elimination /, 78-17154 

TVA’s 1-MW pilot plant : vertical duct 
mist elimination test : progress report /, 
78-20749 

Twelve state-of-the-art individual electric 
and hybrid vehicle test reports /, 78- 
23351 

Twelve-year acorn yield in southern Ap- 
palachian oaks /, 78-6163 

Twelvemile Planning Unit, Salmon National 
Forest., 78-16652 

Twenty facts on women workers., 78- 
21748 

Twenty years after Brown : a report of the 
United States Commission on Civil 
Rights., 78-1492 

Twenty years after Sputnik : imperatives in 
American education today /, 78-11173 

Two-bedroom house., 78-12359 

Two component thermal storage material 
study : phase 2/, 78-13037 

Two-dimensional cold-air cascade study of 
a film-cooled turbine stator blade /, 78- 
26410 

Two-dimensional cold-air cascade study of 
a film-cooled turbine stator blade : III, 


Effect of hole size on single-row and 


multirow ejection /, 78-11761 

Two-dimensional cold-air cascade study of 
a film-cooled turbine stator blade : IV, 
comparison of experimental and analyati- 
cal aerodynamic results for blade with 12 
rows of 0.076-centimeter-(0.030-in.-) 
(0.030-in.-) diameter holes having 
streamwise ejection angles /, 78-24236 

Two dimensional transonic testing with 
splitter plates /, 78-18313 

Two-dimensional wind tunnel test of an 
oscillating rotor airfoil, volume II /, 78- 
18208 

Two-dimensional wind tunnel test of an 
oscillating rotor airfoil, volume I /, 78- 
18207 

Two-Phase Flow Instrumentation Review 
Group meeting : proceedings of meeting 
January 13-14,1977 /, 78-16134 

Two-phase flow phenomena in nuclear 
reactor technology., 78-26685 

Two-phase flow phenomena in _ nuclear 
reactor technology quarterly report 
September |-November 30, 1977 /, 78- 
18947 

Two-phase phenomena in nuclear reactor 
technology., 78-26680 

Two-queen system of honey bee colony 
management /, 78-12364 

A two-scale scattering model with applica- 
tion to the JONSWAP °75_ aircraft 
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microwave scatterometer experiment /, 
78-18210 

Two special seismograph services for large 
earthquakes., 78-19875 

Two-year report on the Northeast Cor- 
ridor., 78-18515 

Type certificate data sheets and specifica- 
tions. Volume |. Single-engine airplanes., 
78-3770 

Type certificate data sheets and specifica- 
tions. Volume 2. Small multiengine air- 
planes., 78-3771 

Type certificate data sheets and specifica- 
tions. Volume 3. Large multiengine air- 
planes., 78-3772 

Type certificate data sheets and specifica- 
tions. Volume 4. Rotorcraft, gliders & 
balloons., 78-3773 

Type certificate data sheets and specifica- 
tions. Volume 5. Aircraft engines & 
propellers., 78-3774 

Type certification., 78-7901, 
78-7903 

The type-material of Central and South 
American clearwing moths (Lepidoptera, 
Sesiidae) /, 78-11823 

Types of maps published by Government 
agencies., 78-618 

Typical electric bills; residential, industrial 
and commercial., 78-17297, 78-17299 

Typical electric bills. Cities of 50,000 
population and more, 78-17297, 78- 
17299 

Typical residential electric bills. Cities of 
2,500 population and more, 78-17297, 
78-17299 


78-7902, 


U 


U.N. special session on disarmament : hear- 
ing before the Subcommittee on Arms 
Control, Oceans, and International En- 
vironment of the Committee on Foreign 
Relations, United States Senate, Ninety- 
fifth Congress, second session ... April 
13, 1978., 78-22466 

U.S. - U.S.S.R. track and rail metallurgy in- 
formation exchange /, 78-22120 

U.S.-U.S.S.R. rail inspection information 
exchange /, 78-7858 

U.S. aeronautics and space activities, 78- 
18233 

U.S. agricultural outlook, 78-16170 

U.S. air and ground conventional forces for 
NATO : air defense issues /, 78-19259 

U.S. air and ground conventional forces for 
NATO : firepower issues /, 78-19260 

U.S. air and ground conventional forces for 
NATO : mobility and logistics issues /, 
78-19258 

U.S. air carrier accident 
1965-1974., 78-9602 

U.S. air carrier operations, 
78-18564 

The U.S. Air Force lithograph series., 78- 
8730 


involving fire 


78-18563, 
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U.S. airborne exports and general imports. 
Shipping weight and value, customs dis- 
trict and  continent., 78-2620, 78- 
16786, 78-16859, 78-22824, 78- 
22825 

The U.S. approach to the United Nations, 
new directions : speech, 78-14012 

U.S. Army air defense artillery employ- 
ment, Chaparral/Vulcan., 78-6475 

U.S. Army facilities in Europe : manage- 
ment improvement needed : Department 
of the Army : report to the Congress /, 
78-4760 

U.S. Army formal schools catalog., 78- 
12697, 78-12698 

U.S. Army recruiting and career counseling 
journal., 78-3047 

The U.S. Army Signal School apprentice- 
ship program for the trade of automatic 
equipment technician., 78-212 

The U.S. Army Transportation School ap- 
prenticeship program for the trade of 
marine heavy duty mechanic (heavy-duty 
mechanic-diesel)., 78-8707 

U.S. assistance provided for resettling 
Soviet refugees : Departments of State 
and Justice : report to the Congress /, 
78-4729 

U.S. attorneys do not prosecute many 
suspected violators of Federal laws : re- 
port to the Congress /, 78-13277 

The U.S. balance of international payments 
and the U.S. economy /, 78-19272 

U.S. barley industry /, 78-8515 

U.S. budget in brief, 78-18357 

U.S. business and government in a world of 
change : address /, 78-9487 

The U.S. cash grain trade in 1974 : partici- 
pants, transactions, and _ information 
sources /, 78-33 

U.S. citizens in foreign jails on drug related 
charges : hearing before the Subcommit- 
tee on Foreign Assistance of the Com- 
mittee on Foreign Relations, United 
States Senate, Ninety-fifth Congress, first 
session ... October 14, 1977., 78-16216 

U.S. civil airmen statistics., 78-14101, 
78-24380 

The U. S. Coast Guard : its missions and 
objectives., 78-22212 

U.S. Coast Guard appropriation authoriza- 
tion : [an act to authorize appropriations 
for the United States Coast Guard for 
fiscal year 1979 ...].,  78-24797 

U.S. Coast Guard flight safety bulletin., 
78-3789 

U.S. Coast Guard pollution abatement pro- 
gram : cutter estimated exhaust emissions 
/, 78-8042 

U.S. Coast Guard radio frequency plan, 
78-11925 

U.S. Coast Guard telecommuications bul- 
letin, 78-3790 

U.S. coffee consumption, 1946-76 /, 78- 
16715 

U.S. commercial nuclear power 
report /, 78-1631 
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U.S. contribution to international tin buffer 
stock : report to accompany H.R. 9486., 
78-22579 

U.S. corporate interests in Africa : report 
to the Committee on Foreign Relations, 
United States Senate /, 78-14316 

U.S. corporate interests in South Africa : 
report to the Committee on Foreign 
Relations, United States Senate /, 78- 
14317 

U.S. Court of Claims reports, 
78-13401, 78-17931, 
24098 

U.S. Court of Customs and Patent Appeals 
reports, 78-24099 

U.S. Customs guide for private flyers., 78- 
9539 

U.S. decennial life tables. State life tables., 
78-4831, 78-4832, 78-4833, 78- 
4834, 78-4835, 78-4836, 78-4837, 
78-4838, 78-4839, 78-4840, 78- 
4841, 78-4842, 78-4843, 78-4844, 
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systems)., 78-4441, 78-23109 

The US Army Air Defense School ap- 
prenticeship program for the trade of 
electronic technician (radar)., 78-8709 

The US Army Armor School Apprentice- 
ship Program for the trade of ordnance 
artificer., 78-4435 

The US Army Engineer School Apprentice- 
ship Program for the trade of carpenter., 
78-4430 

The US Army Engineer School apprentice- 
ship program for the trade of drafter 
(architectural)., 78-12711 

The US Army Engineer School Apprentice- 
ship Program for the trade of electrican., 
78-4432 

The US Army Engineer School apprentice- 
ship program for the trade of electrician 
repairer., 78-10745 

The US Army Engineer School apprentice- 
ship program for the trade of firefighter., 
78-10744 

The US Army Engineer School apprentice- 
ship program for the trade of lithog- 
rapher (offset press operator)., 78- 
12710 

The US Army Engineer School Apprentice- 
ship Program for the trade of 
plumber/pipefitter., 78-4431 

The US Army Engineer School apprentice- 
ship program for the trade of power 
house electrician/repairer., 78-10746 

The US Army Engineer School apprentice- 
ship program for the trade of Refrigera- 
tion/Air conditioning repairer-servicer., 
78-10743 

The US Army Engineer School apprentice- 
ship program for the trade of rigger., 
78-15069, 78-20215 

The US Army Engineer School apprentice- 
ship program for the trade of surveyor 
(engineering)., 78-10742 

The US Army Field Artillery School ap- 
prenticeship program for the trade of 
electronic mechanic., 78-12713 

The US Army Field Artillery School ap- 
prenticeship program for the trade of 
surveyor (artillery), 78-4433 





The US Army Intelligence Center and 
School apprenticeship program for the 
trade of aerial photograph interpreter., 
78-20218 

The US Army Intelligence Center and 
School apprenticeship program for the 
trade of electronic technician (radar)., 
78-20217 

The US Army Intelligence School ap- 
prenticeship program for the trade of 
electronic communication technician., 
78-20214 

The US Army Missile and Munitions 
Center and School Apprenticeship Pro- 
gram for the trade of electrical-instru- 
ment repairman., 78-4427 

The US Army Missile and Munitions 
Center and School Apprenticeship Pro- 
gram for the trade of electronics techni- 
cian (radar)., 78-4429 

The US Army Missile and Munitions 
Center and School Apprenticeship Pro- 
gram for the trade of hydraulic-equip- 
ment mechanic., 78-4428 

The US Army Ordnance and Chemical 
Center and School Apprenticeship Pro- 
gram for the trade of automobile 
mechanic., 78-4424 

The US Army Ordnance and Chemical 
Center and School Apprenticeship Pro- 
gram for the trade of heavy duty equip- 
ment mechanic., 78-4426 


The US Army Ordnance and Chemical 
Center and School Apprenticeship Pro- 


gram for the trade of truck mechanic., 
78-4425 

The US Army Quartermaster School ap- 
prenticeship program for the trade of 
cook., 78-8708 

The US Army Quartermaster School ap- 
prenticeship program for the trade of 
pumper-gauger (petro-chemical)., 78- 
20216 

The US Army Signal School apprenticeship 
program for the trade of cable splicer., 
78-211 

The US Army Signal School apprenticeship 
program for the trade of electrician, 
radio., 78-6486 

The US Army Signal School apprenticeship 
program for the trade of electronic 
technician (Communication)., 78- 
15068 

The US Army Signal School apprenticeship 
program for the trade of electronics 
mechanic., 78-4439 

The US Army Signal School apprenticeship 
program for the trade of field engineer 
(microwave)., 78-12712 

The US Army Signal School apprenticeship 
program for the trade of instrument 
repairer (electronic)., 78-6484 

The US Army Signal School apprenticeship 
program for the trade of line installer- 
repairer., 78-6485 

The US Army Signal School apprenticeship 
program for the trade of office machine 
servicer., 78-4436 
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The US Army Signal School apprenticeship 
program for the trade of photographer, 
motion picture., 78-6489 

The US Army Signal School apprenticeship 
program for the trade of photographer, 
still., 78-4438 

The US Army Signal School apprenticeship 
program for the trade of photographic 
equipment maintenance technician., 78- 
6488 

The US Army Signal School apprenticeship 
program for the trade of radio 
mechanic., 78-4440 

The US Army Signal School apprenticeship 
program for the trade of radio operator., 
78-4437 

The US Army Signal School apprenticeship 
program for the trade of telegraphic-tele- 
typewriter operator., 78-6487 

The US Army Transportation School Ap- 
prenticeship Program for the trade of air- 
craft engine mechanic (turbine)., 78- 
12708 

The US Army Transportation School ap- 
prenticeship program for the trade of air- 
craft mechanic, armament., 78-8710 

The US Army Transportation School ap- 
prenticeship program for the trade of 
electrical mechanic  (aircraft)., 78- 
10740 

The US Army Transportation School Ap- 
prenticeship Program for the trade of 
helicopter mechanic., 78-4434 

The US Army Transportation School ap- 
prenticeship program for the trade of 
maintenance mechanic hydraulic equip- 
ment (aircraft)., 78-12709 

The US Army Transportation School ap- 
prenticeship program for the trade of 
marine hull repairer, ironworker 
(boatbuilder, steel)., 78-4423 

The US Army Transportation School ap- 
prenticeship program for the trade of 
sheet metal worker (aircraft)., 78-8706 

USA CRREL benchnotes., 78-3036 

USA: economics, politics, ideology., 78- 
3840, 78-9868, 78-18865 

USA statistics in brief; a Statistical abstract 
supplement., 78-19664 

USA statistics in brief; a Statistical abstract 
supplement, 78-14849 

USA/USSR Symposium: Handling, Treat- 
ment and Disposal of Wastewater Sludge, 
Moscow, USSR, May 13-16, 1975 /, 
78-10911 

USA-USSR working group on the preven- 
tion of water pollution from municipal 
and industrial sources : symposium on 
physical-mechanical treatment of waste- 
waters, United States Environmental Pro- 
tection Agency, Cincinnati, Ohio, April 
Sth and 6th, 1977., 78-1557 

USAF aircraft photopak | : 1957-1977, the 
many startling advancements in aviation 
during the World War Il period began 
ushering in a new age of aviation that 
carried us through the jet era into space., 
78-20450 
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USAF evaluation of an automated adaptive 
flight training system : interim report for 
period January 1974 - December 1974 /, 
78-15138 

USAF formal schools catalog., 
78-12775 

USAF management process., 78-25352 

USAF military personnel costing : problems 
and approaches : final report for period 
June 1973-December 1976 /, 78-20442 

USAQUIP °76 : exhibition of materials han- 
dling equipment, building supplies and 
equipment and packaging machinery, 
sponsored by the U.S. Department of 
Commerce, Kuala Lumpur, 
June 28 - July 2, 1976., 

USCG register, 78-26631 

USCG reserve register, 78-26632 

USDA., 78-2382 

USDA a guide to understanding the 
United States Department of Agricul- 
ture., 78-16678 

USDA Environmental statement : coopera- 
tive western spruce budworm pest 
management plan., 78-16656 

USDA grade standards for food : how they 
are developed and used., 78-6089 

USDA telephone directory, 78-22670 

USDA yield grades for beef., 78-19518 

USDA 1977 final environmental statement 
: addendum to the final 1976 cooperative 
western spruce budworm pest manage- 
ment plan., 78-16657 

USDA's report to consumers, 

Use it again Sam : 
4578 

The use of a handheld programmable cal- 
culator to determine the explosibility of 
mine atmospheres and gas mixtures /, 
78-17868 

Use of abstract interfaces in the develop- 
ment of software for embedded com- 
puter systems /, 78-23185 

Use of automatic fuel adjustment clauses 
and the fuel procurement practices of in- 
vestor-owned electric utilities., 78-6894 

Use of californium-252 in laboratory test- 
ing for moisture and density of soils : 
final report /, 78-15080 

The use of classified information in litiga- 
tion : hearings before the Subcommittee 
on Secrecy and Disclosure of the Select 
Committee on Intelligence of the United 
States Senate, Ninety-fifth Congress, 
second session, March 1, 2, 6, 1978., 
78-26827 

Use of discount airline fares and teleticket- 
ing would help save on government 
travel expenses : report to the Congress 
/, 78-25758 

Use of dredgings for landfill /, 78-20739 

Use of Exchange Stabilization Fund 
resources - arrangement with Treasury 
provides access to information : report to 
the Congress /, 78-4753 

The use of exhibits by the 
Republic of China., 78-5074 


78-12774, 


Malaysia, 
78-22975 


78-2404 
recycle [poster]., 78- 


People’s 
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The use of family therapy in drug abuse 
treatment a national survey., 78- 
11272 

Use of geothermal heat for sugar refining., 
78-17007 

Use of interpreters for language-disabled 
persons involved in Federal, State, and 
local judicial proceedings Judicial 
Branch report of the Comptroller 
General of the United States., 78-13272 

Use of new construction method on 
Federal projects at three agencies can be 
improved : report of the Comptroller 
General of the United States., 78-6955 

Use of nondestructive testing devices in the 
evaluation of airport pavements., 78- 
11889 

The use of nonhuman primates in space : 
proceedings of a symposium held at 
Ames Research Center, Moffett Field, 
California, December 2-4, 1974 /, 78- 
18236 

Use of organic solvents in textile sizing and 
desizing /, 78-15267 

The use of remote sensing devices for 
acquiring data for environmental 
management purposes : Report 2, appli- 
cation of photographic remote sensors to 
an environmental management problem 
/, 78-6492 

The use of remote sensing systems for 
acquiring data for environmental 
management purposes Report 3, a 
nomogram for computing optical density 
contrast /, 78-6493 


Use of sensitivity analysis to predict per- 
formance as a function of different dis- 


plays /, 78-18200 

Use of simplified address mailings by Mem- 
bers of the Senate : report together with 
additional views pursuant to section 306 
of S. Res. 110., 78-10212 

Use of solar energy in Federal buildings : 
hearings before the Subcommittee on 
Public Buildings and Grounds of the 
Committee on Public Works and Trans- 
portation, House of Representatives, 
Ninety-fifth Congress, first session..., 
78-1120 

Use of temperature surveys at a depth of | 
meter in geothermal exploration in 
Nevada /, 78-7279 

Use of tetrafluoromethane to simulate real- 
gas effects on the hypersonic aerodynam- 
ics of blunt vehicles /, 78-24209 

Use of uncorrected X-Ray diffraction data 
in quantitative analytical determinations 
/, 78-20623 

Use of waste sulfate for remedial treatment 
of soils /, 78-18587 

Used oil recycling kit., 78-12797 

The usefulness of two  multiregional 
economic models in evaluating transpor- 
tation policies : a comparison of the mul- 
tiregional input-output model developed 
by Karen R. Polenske and the multire- 
gional multi-industry forecasting model 
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developed by Curtis C. Harris, Jr. /, 78- 
9607 

User evaluation of ride technology research 
/, 78-9413 

User manual for the U.S. Army Corps of 
Engineers Automated Military Construc- 
tion Progress Reporting System 
AMPRS., 78-6497 

User needs assessment for an operational 
geographic information system /, 78- 
24053 

User-oriented materials for the urban trans- 
portation planning system (UTPS) : case 
study 1, vehicle trip demand model 
calibration /, 78-18568 

User-oriented materials for UTPS : an in- 
troduction to urban travel demand 
forecasting : a self-instructional text., 
78-11865 

User oriented program for human crash 
dynamics, PROMETHEUS~ 2., 78- 
16057 

User taxes for the inland waterways of the 
United States : hearings before the Com- 
mittee on Ways and Means, House of 
Representatives, Ninety-fifth Congress, 
first session ... July 21 and 22, 1977., 
78-1157 

A user’s guide for REDEQL.EPA : a com- 
puter program for chemical equilibria in 
aqueous systems /, 78-17090 

User’s guide for SFTRAN/1100 /, 78- 
26407 

User’s guide to computer-aided transcrip- 
tion /, 78-17923 

User’s guide to ENDEX/OASIS : Environ- 
mental Data Index and the Oceanic and 
Atmospheric Scientific Information 
System., 78-19877 

A user’s guide to positive guidance /, 78- 
839, 78-7764 

A user’s manual for a management control 
system for street maintenance., 78-7826 

User’s manual for agricultural runoff 
management (ARM) model /, 78-25621 

User’s manual for computer program for 
one-dimensional analysis of coupled-cavi- 
ty traveling wave tubes /, 78-9381 

User’s manual for generalized ILSGLD-ILS 
glide slope performance prediction : mul- 
tipath scattering /, 78-16011 

User’s manual for ILSS (revised ILSLOC) : 
simulation for derogation effects on the 
instrument landing systems /, 78-8009 

User’s manual for premining planning of 
eastern surface coal mining /, 78-25687 

Users manual for SAAM (simulation, anal- 
ysis and modeling) /, 78-21196 

User’s manual for single-source (CRSTER) 
model., 78-12854 

Uses of medicare data for the PSRO pro- 
gram., 78-8951 

Uses of state administered Federal educa- 
tion funds, 78-17436 

USGS, 78-26124 

Using auditing to improve efficiency & 
economy : a case study of an efficiency 
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and economy audit of a local govern- 
ment activity /, 78-17361 

Using aviation resources in the United 
States more efficiently : report to the 
Congress /, 78-15359 

Using broad scope auditing to serve 
management : how the Governor of Mis- 
sissippi introduced broad scope auditing 
as a management tool : case study /, 
78-6982 

Using census data in small plant marketing 
/, 7178-26527 

Using coal for generating electricity., 78- 
24500 

Using cross-borehole electromagnetic prob- 
ing to locate a tunnel /, 78-18544 

Using net energy methodology for energy 
planning : tradeoffs of supply vs. end-use 
technologies., 78-13128 

USPS stamp poster., 78-3641 

USRA authorization : hearing before the 
Subcommittee on Transportation and 
Commerce of the Committee on In- 
terstate and Foreign Commerce, House 
of Representatives, Ninety-fifth Congress, 
second session, on H.R. 10898 
February 22, 1978., 78-19164 

USRR _ scientific abstracts. Materials 
science and metallurgy, 78-16117 

USSR and Eastern Europe scientific ab- 
stracts. Biomedical and __ behavioral 
sciences., 78-3864, 78-5470, 78- 
16114, 78-24481 

USSR and Eastern Europe scientific ab- 
stracts. Chemistry., 78-3862, 78-9869, 
78-16115, 78-24482 

USSR and Eastern Europe scientific ab- 
stracts. Cybernetics, computers, and au- 
tomation technology., 78-3863, 78- 
9870, 78-18866 

USSR and Eastern Europe scientific ab- 
stracts. Electronics and electrical en- 
gineering., 78-3871, 78-9871, 78- 
18867 

USSR and Eastern Europe scientific ab- 
stracts. Engineering and equipment., 
78-3877, 78-9872, 78-18868 

USSR and Eastern Europe scientific ab- 
stracts: Geophysics, astronomy, and 
space., 78-905, 78-5471, 78-16116, 
78-18869, 78-24483 

USSR and Eastern Europe scientific ab- 
stracts. Geophysics, Geophysics, astrono- 
my, and space., 78-3861 

USSR and Eastern Europe scientific ab- 
stracts: Materials science and metallur- 
gy-, 78-904, 78-3867, 78-5472, 78- 
16117 

USSR and Eastern Europe scientific ab- 
stracts. Physics., 78-24484 

USSR and Eastern Europe scientific ab- 
stracts. Physics and mathematics., 78- 
3860, 78-9873 

USSR and Eastern Europe scientific ab- 
stracts. Biomedical sciences, 78-3864, 
78-5470, 78-16114, 78-24481 

USSR and Eastern Europe scientific ab- 
stracts. Physics, 78-24484 





USSR Council of Ministers., 78-18366 

The USSR leadership, party and govern- 
ment., 78-15829 

USSR scientific abstracts. Chemistry, 78- 
3862, 78-9869, 78-16115, 78-24482 

USSR scientific abstracts. Cybernetics, 
computers, and automation technology, 
78-3863, 78-9870 

USSR scientific abstracts. Cybernetics, 
computers,and automation technology, 
78-18866 

USSR scientific abstracts. Electronics and 
electrical engineering, 78-3871, 78- 
9871, 78-18867 

USSR scientific abstracts. Engineering and 
equipment, 78-3877, 78-9872, 78- 
18868 

USSR scientific abstracts. Materials science 
and metallurgy, 78-904, 78-3867, 
78-5472 

USSR scientific abstracts. 
mathematics, 78-9873 

USSR sugar : today and tomorrow /, 78- 
19587 

Utah, 78-4862 

Utah, monthly averages of temperature 
78-4247 

Utah, monthly normals of temperature ..., 
78-4203 

Utah multidisciplinary highway crash in- 
vestigation /, 78-18796 

Utah study site, resource and potential 
reclamation evaluation, Alton study site, 
Alton Coal Field., 78-7351 


Physics and 


sees 


Utah timber production and mill residues, 


1974 /, 78-10367 

Utica-Rome, New York, metropolitan area, 
78-11629 

Utilities equipment repairer., 78-20144 

Utility airports - air access to national 
transportation., 78-15962 

Utility helicopter repairer., 
78-20202 

The utility of peripheral vision to motor 
vehicle drivers /, 78-24411 

Utility pole attachments : report to accom- 
pany H.R. 7442., 78-5782 

Utility rate structuring : official transcript 
of public briefing, February 28, 1978, 
Washington, D.C. /, 78-25386 

Utilization and disposal of excess and sur- 
plus personal property., 78-7897, 78- 
7898, 78-18663 

Utilization of agricultural crop residues : an 
annotated bibliography of selected publi- 
cations, 1966-76 /, 78-16728 

Utilization of coal conversion process by 
products ... /, 78-6733, 78-6734, 78- 
20507, 78-20850 

Utilization of family planning services by 
currently married women 15-44 years of 
age : United States, 1973 /, 78-4830 

Utilization of health services in the Great 
Plains /, 78-14564 

Utilization of numerical groundwater 
models for water resource management /, 
78-25580 


78-15062, 
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Utilization of nursing homes, United States 
: National Nursing Home Survey, August 
1973-August 1974 /, 78-1955 

Utilization of seismic exploration technolo- 
gy for high resolution mapping of a 
geothermal reservoir /, 78-11088 

Utilization of the Federal Aviation Agency 
Depot’s engineering and shop capability., 
78-18667 

Utilization of waste heat in trucks for in- 
creased fuel economy : final report /, 
78-23350 

The utilization program in the northestern 
area : the resource, the opportunities, the 
workload., 78-14587 

Utilizing hardwood logging residue : a case 
study in the Appalachians /, 78-6153 

Utilizing the packaged hazardous materials 
regulations : 49 CFR., 78-22214 

Utlization and construction of pit silos., 
78-10519 


7 


V.D. fact sheet, 78-17625 

VA catalog of recurring publication code 
numbers : your “‘need-to-know”’ require- 
ments., 78-8127 

VA film catalog., 78-2176 

Vacancy rates and characteristics of hous- 
ing in the United States: annual statistics, 
78-12504, 78-16802 

Vacation travel by Canadians in the United 
States., 78-12527, 78-12528, 78- 
12529 

Vaccination certificate requirements for in- 
ternational travel, 78-11257 

Vacuum pumps /, 78-6434 

Vacuum tube availability assessment pro- 
gram /, 78-16017 

Validating the correctness of hardware im- 
plementations of the NBS data encryp- 
tion standard Jason Gait ; Systems and 
Software Division., 78-1432 

Valley Forge., 78-17847 

Valley Model user’s guide /, 78-12856 

Valley of Bradley, Illinois, Kankakee Coun- 
ty., 78-4896 

Valuable Government-owned motion pic- 
ture films are rapidly deteriorating :, 
78-25800 

Valuation analysis for home mortgage in- 
surance., 78-17695, 78-23887 

Valuation analysis for project mortgage in- 
surance., 78-23890 

The valuation analysis handbook for pro- 
ject mortgage insurance., 78-11340 

Valuation of donated property., 78-2165 

Value capture and joint development appli- 
cations : Chicago, Louisville, Los An- 
geles /, 78-2168 

Value engineering study 
patching /, 78-18615 

Value of manufactures’ 
12457 

Value of new construction put in place., 
78-2636, 78-22848 


of bituminous 


inventories, 78- 
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Valve development for coal gasification 
plants : phase I... /, 78-13120 

Valve seats., 78-23078 

Valve timing : its effect on emissions and 
fuel economy /, 78-20792 

Vanadium., 78-3458, 78-5004, 78- 
11541, 78-15586 

Vanadium and other elements in Greenland 
ice cores /, 78-25249 

Vancouver to the Dalles channel main- 
tenance : Columbia River, Oregon and 
Washington., 78-23165 

Vandalism and outdoor recreation 
posium proceedings., 78-12384 

Vanpool implementation manual ... /, 78- 
10871 

Vanpooling, an update /, 78-25424 

Vanpooling demonstration project /, 78- 
20608 

Vanpooling 
20606 

Vapor ingestion in centaur liquid-hydfrogen 
tank /, 78-15777 

Variability in aircraft turbine engine emis- 
sion measurements /, 78-17038 

A variable-displacement spark-ignition en- 
gine : final report /, 78-20642 

Variable message signing for traffic surveil- 
lance and control : a state of the art re- 
port /, 78-7804 

Variables affecting air quality instrument 
operation /, 78-7795 

Variables related to increases in medical 
school class size /, 78-7115 

Variants and extensions of a fast direct nu- 
merical Cauchy-Riemann solver, with il- 
lustrative applications /, 78-11673 

Variation in char density on laboratory 
fuels /, 78-8538 

Variation of pitching moment with engine 
thrust for a twin-engine commercial jet 
aircraft /, 78-9383 

Various education initiatives in the Pre- 
sident’s budget for fiscal year 1979 
hearing before the Task Force on Human 
Resources of the Committee on the 
Budget, House of Representatives, 
Ninety-fifth Congress, second session, 
February 22, 1978., 78-22420 

Various industries in American Samoa : an 
economic report., 78-26278 

Various tariff bills : hearing before the Sub- 
committee on International Trade of the 
Committee on Finance, United States 
Senate, Ninety-fifth Congress, first ses- 
sion ... July 14, 1977., 78-5567 

VARSEL : variable selection for multiple- 
purpose prediction systems in_ the 
absence of external criteria : interim re- 
port for period | January 1974 - 31 July 
1975 /, 78-15157, 78-20419 

VA's new computer system has potential to 
protect privacy of individuals claiming 
benefits : report /, 78-25791 

Vasilios Georgios Valcanos : report to ac- 
company H.R. 7419., 78-24755 

VD fact sheet., 78-17625 


> sym- 


institutional barriers /, 78- 
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VD fact sheet; basic statistics on the 
venereal disease problem in the United 
States, 78-17625 

VD _ statistical _letter., 
13565 

Vectorization of linear discrete filtering al- 
gorithms /, 78-9365 

Vegetable fibers, 78-2450 

Vegetable seed report, 78-16738 

Vegetable situation., 78-2515 

Vegetables., 78-2491 

Vegetables. Annual summary., 
78-22780 

Vegetables for fresh market : estimates by 
seasonal groups and states 1969-74, 
acreage, production, and value., 78- 
3957 

Vegetables for processing : estimates by 
seasonal groups and states, 1969-74 
acreage, production, and value., 78- 
6067 

Vegetables, fresh market, 78-2491 

Vegetables, fresh market. Annual summa- 
ry., 78-12440, 78-12441 

Vegetables, fresh market. Annual summary, 
78-22765, 78-22780 

Vegetables, processing, 78-2491 

Vegetables, processing. Annual summary., 
78-19609 

Vegetables, processing. Annual summary, 
78-22765, 78-22780 

Vegetation and environmental features of 
forest and range ecosystems /, 78-16 

Vegetation establishment and shoreline sta- 
bilization : Galveston Bay, Texas /, 78- 
15102 

Vegetation management with herbicides : 
draft environmental  statement., 78- 
6182 

Vegetative 


78-13562, 78- 


78-22765, 


indicators, soils, overstory, 
canopy, and natural regeneration after 
partial cutting on the Dead Indian 
Plateau of southwestern Oregon /, 78- 
14688 

Vegetative stabilization of spent oil shales : 
vegetation, moisture, salinity, and runoff, 
1973-1976 /, 78-17178 

Vehicle design optimization system user 
manual /, 78-8105 

Vehicle detection : phase III passive bus 
detector/intersection priority system 
development /, 78-7776 

Vehicle detector placement for high-speed 
isolated traffic actuated intersection /, 
78-7790 

Vehicle Hall., 78-7616 

Vehicle integration and evaluation of ad- 
vanced restraint systems restraint 
system analysis report /, 78-24413 

Vehicle length restrictions : a report to the 
Secretary of Transportation /, 78-7697 

Vehicle lighting : a subject bibliography 
from Highway safety literature., 78- 
22272 

Vehicle seat back latch systems 
tion and testing, /, 78-14206 

Vehicle-tunnel entry at subsonic speeds /, 
78-22136 


: evalua- 
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Velocity and temperature distributions of 
coal-slag layers on magnetohydrodynam- 
ic generator wall /, 78-11737 

Velocity surveys in a turbine stator annu- 
lar-cascade facility using laser Doppler 
techniques /, 78-18060 

Velzora Carr : report to accompany H.R. 
2563., 78-5686, 78-5927 

Vending machines, coin operated., 78- 
8613, 78-22819 

Veneer-log production and receipts, North 
Central region, 1976 /, 78-19543 

Veneer, 1976 : a periodic assessment of re- 
gional timber output /, 78-16624 

Venezuela : a study of the international 
travel market /, 78-6296 

Venezuelan opinion on nationalization of 
oil and attitudes toward foreign invest- 
ment., 78-17876 

Venturi scrubber performance model /, 
78-13001 

Venus /, 78-9272 

Verification of a model for predicting the 
effect of inconstant temperature on emb- 
ryonic development of lake whitefish 
(Coregonus clupeaformis) /, 78-656 

Verification of subsurface conditions at 
selected ‘‘rock”’ accelerograph stations in 
California /, 78-22347 

Verification of wind measurement to 450- 
meter altitude with mobile laser Doppler 
system /, 78-26624 

Verification of wind measurement with mo- 
bile laser Doppler system /, 78-26620 

Vermiculite., 78-7327, 78-15587, 78- 
24037 

Vermont, 78-4863 

Vernon County, Wisconsin, unincorporated 
areas., 78-21473 

Veronica Judith Hudson : report to accom- 
pany H.R. 7795., 78-14444 

A versatile high-voltage bias supply for ex- 
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sional budget act with respect to con- 
sideration of H.R. 12426 : report to ac- 
company S. Res. 492., 78-22639 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of H.R. 11567 : report to ac- 
company S. Res. 531., 78-24905 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of H.R. 11092 : report to ac- 
company S. Res. 544., 78-27109 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of H.R. 2852 : report to ac- 
company S. Res. 553., 78-27116 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of H.R. 2329 : report to ac- 
company S. Res. 558., 78-27119 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of H.R. 7700 : report to ac- 
company S. Res. 560., 78-27123 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. Res. 2640 : report to ac- 
company S. Res. 530., 78-24904 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 7 : report to accompany 
S. Res. 169., 78-1267 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 1305 : report to accom- 
pany S. Res. 171., 78-1268 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 1442 : report to accom- 
pany S. Res. 174., 78-1269 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 1231 : report to accom- 
pany S. Res. 178., 78-1271 
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Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 1061 : report to accom- 
pany S. Res. 180., 78-1272 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 1420 : report to accom- 
pany S. Res. 197., 78-1280 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 1341 : report to accom- 
pany S. Res. 199., 78-1281 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 1552 : report to accom- 
pany S. Res. 202., 78-1283 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 9 : report to accompany 
S. Res. 204., 78-1284 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 926 : report to accom- 
pany S. Res. 206., 78-1290 

Wai¢r of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 660 : report to accom- 
pany S. Res. 208., 78-1285 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 1811 : report to accom- 
pany S. Res. 216., 78-1289 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 6550 : report to accom- 
pany S. Res. 217., 78-1294 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 1678 : report to accom- 
pany S. Res. 218., 78-1291 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 977 : report to accom- 
pany S. Res. 228., 78-1304 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 1217 : report to accom- 
pany S. Res. 229., 78-1306 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 1952 : report to accom- 
pany S. Res. 233., 78-1303 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 1306 : report to accom- 
pany S. Res. 235., 78-1307 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 1682 : report to accom- 
pany S. Res. 245., 78-5956 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 1731 : report to accom- 
pany S. Res. 246., 78-5938 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 2057 : report to accom- 
pany S. Res. 257., 78-5939 
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Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 2114 : report to accom- 
pany S. Res. 263., 78-5966 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 785 : report to accom- 
pany S. Res. 270., 78-5967 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 1582 : report to accom- 
pany S. Res. 274., 78-5982 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 2108 : report to accom- 
pany S. Res. 283., 78-5979 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 897 : report to accom- 
pany S. Res. 286., 78-5981 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 2149 : report to accom- 
pany S. Res. 287., 78-5989 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 2230 : report to accom- 
pany S. Res. 308., 78-6040 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 2481 : report to accom- 
pany S. Res. 418., 78-14535 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 3075 : report to accom- 
pany S. Res. 453., 78-16474 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 3076 : report to accom- 
pany S. Res. 455., 78-16475 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 3067 : report to accom- 
pany S. Res. 456., 78-19500 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 312 : report to accom- 
pany S. Res. 460., 78-16476 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 3151 : report to accom- 
pany S. Res. 467., 78-22633 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 2937 : report to accom- 
pany S. Res. 470., 78-22634 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 3082 : report to accom- 
pany S. Res. 471., 78-22632 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 2635 : report to accom- 
pany S. Res. 474., 78-22635 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 3243 : report to accom- 
pany S. Res. 494., 78-22647 









Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 2693 : report to accom- 
pany S. Res. 498., 78-22648 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 1487 : report to accom- 
pany S. Res. 499., 78-22649 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 551 : report to accom- 
pany S. Res. 500., 78-22650 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 2692 : report to accom- 
pany S. Res. 505., 78-22651 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 3153 : report to accom- 
pany S. Res. 508., 78-22646 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 3279 : report to accom- 
pany S. Res. 510., 78-24914 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 991 : report to accom- 
pany S. Res. 532., 78-24933 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 3161 : report to accom- 
pany S. Res. 546., 78-27114 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 2083 : report to accom- 
pany S. Res. 549., 78-27110 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 2995 : report to accom- 
pany S. Res. 551., 78-27118 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 2 : report to accompany 
S. Res. 561., 78-27117 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 1863 : report to accom- 
pany S. Res. 2730., 78-5968 

Waiving certain points of order against 
H.R. 9375 : report to accompany H. Res. 
807., 78-1254 

Waiving certain points of order against 
H.R. 12927 : report to accompany H. 
Res. 1229., 78-22592 

Waiving certain points of order against 
H.R. 12929 : report to accompany H. 
Res. 1220., 78-19358 

Waiving certain points of order against 
H.R. 12930 : report to accompany H. 
Res. 1218., 78-19356 

Waiving certain points of order against 
H.R. 12931 : report to accompany H. 
Res. 1239., 78-22598 

Waiving certain points of order against 
H.R. 12933 : report to accompany H. 
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Waiving certain points of order against 

H.R. 12934 : report to accompany H. 

Res. 1227., 78-19365 

Waiving certain points of order against 

H.R. 12935 : report to accompany H. 

Res. 1223., 78-19361 

Waiving certain points of order against 

H.R. 12936 : report to accompany H. 

Res. 1226., 78-19364 

Waiving certain points of order against 
H.R. 13635 : report to accompany H. 
Res. 1291., 78-24740 

Waiving certain points of order against the 
conference report on H.R. 3816 : report 
to accompany H. Res. 1356., 78-26993 

Waiving certain points of order and provid- 
ing certain procedures during considera- 
tion of H.R. 12928 : report to accom- 
pany H. Res. 1224., 78-19362 

Waiving certain points of order and provid- 
ing certain procedures during considera- 
tion of H.R. 12932 : report to accom- 
pany H. Res. 1225., 78-19363 

Waiving certain points of order and provid- 
ing certain procedures during considera- 
tion of H.R. 12932 : report to accom- 
pany H. Res. 1230., 78-19366 

Waiving certain points of order and provid- 
ing certain procedures during considera- 
tion of H.R. 12928 : report to accom- 
pany H. Res. 1236., 78-22595 

Waiving certain points of order and provid- 
ing certain procedures during considera- 
tion of H.R. 12931 : report to accom- 
pany H. Res. 1247., 78-22606 

Waiving points of order against the con- 
ference report on H.R. 6782 : report to 
accompany H. Res. 1121., 78-16363 

Waiving points of order against the con- 
ference report on H.R. 6782 : report to 
accompany H. Res. 1162., 78-16384 

Wake characteristics of a tower for the 
DOE-NASA MOD-1 wind turbine /, 78- 
23298 

Wake characteristics of an eight-leg tower 
for a MOD-O type wind turbine /, 78- 
20496 

Wake-shock interaction at a Mach number 
of 6/, 78-24235 

Wake vortex and groundwind meteorologi- 
cal measurements /, 78-15986 

Wake vortex encounter hazard criteria for 
two aircraft classes /, 78-7979 

Wake vortex minimization : a symposium 
held at Washington, D.C., on February 
25-26, 1976., 78-18150 

Wallowa Whitman National Forest : soil 
resource inventory : basic soil informa- 
tion and interpretive tables /, 78-6115 

Wallpapers in historic preservation /, 78- 
648 

The war in the Pacific : general reference 
works bibliography /, 78-23169 

War in the Pacific National Historical Park, 
Guam /, 78-19275 





Res. 1219., 


78-19357 





War on hunger., 78-3678 
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War on organized crime faltering - Federal 
strike forces not getting the job done : 
Department of Justice : report to the 
Congress /, 78-1763 

War powers resolution : hearings before 
the Committee on Foreign Relations, 
United States Senate, Ninety-fifth Con- 
gress, on a review of the operation and 
effectiveness of the war power resolu- 
tion, July 13, 14, and 15, 1977., 78- 
2267 

Warheads, rockets, launchers, and com- 
ponents., 78-12637, 78-12638 

Warm-die-forming of beta titanium alloy 
strip/, 78-219 

Warm Fork Spring River, floods in Thayer, 
Missouri., 78-10806 

Warm Fork Spring River, Thayer, Missou- 
ri., 78-23129 

A washability and analytical evaluation of 
potential pollution from trace elements 


in coal /, 78-17180 
Washers /, 78-6435 
Washington, 78-4865 


The Washington Advisory Council on State 
Government Productivity : a case study /, 
78-7172 


Washington County, Maryland, unincor- 
porated areas., 78-13718 

Washington, D.C.-Maryland-Virginia, 
metropolitan area, 78-11610, 78- 
24145 


Washington, D.C.’s vanishing springs and 


waterways /, 78-2064 

Washington metropolitan area, water 
supply study report Northeastern 
United States, water supply (news) 
study., 78-25215 

Washington, monthly averages of tempera- 
ture ..., 78-4249 

Washington, monthly normals of tempera- 
ture ..., 78-4205 

Washington Navy Yard., 78-6511 

Waste disposal methods for military 
packaging materials., 78-25134 


Waste disposal practices : a threat to the 
health and the nation’s water supply : re- 
port to the Congress /, 78-23614 

Waste flow characteristics and resource 
recovery /, 78-6874, 78-8765 

Waste lubricating oil research /, 78-20790 

Waste lubricating oil research: charac- 
terization of basestocks from used 
lubricating, oils part 3 /, 78-13009 

Waste management operations, Idaho Na- 
tional Engineering Laboratory, Idaho : 
final environmental impact statement., 
78-330 

Waste management operations, Savannah 
River Plant, Aiken, South Carolina., 
78-331 

Waste oil burn-off in Coast Guard power- 


plants : diesel piston ring wear study by 
radioactive tracer techniques /, 78- 
18767 


Waste oil burn-off in Coast Guard power- 
plants : waste oil filtering systems and 





diesel engine performance /, 78-8038 
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Waste oil fact sheet : industrial energy con- 
servation /, 78-15318 

Waste treatment and disposal from seafood 
processing plants /, 78-12918 

Wastewater collection and treatment facili- 
ties, New Milford, Connecticut., 78- 
17187 

Wastewater collection and treatment facili- 
ties, Scarborough, Maine., 78-20775 

Wastewater collection and treatment facili- 
ties, Winnipesaukee River Basin, New 
Hampshire., 78-23519 

Wastewater management for new housing 
development ; treatment and disposal al- 
ternatives for domestic sewage manage- 
ment., 78-21347 

Wastewater treatment by natural and artifi- 
cial marshes /, 78-15264 

Wastewater treatment construction grants 
data base, 78-3115 

Wastewater treatment construction grants 
data base; Public law 92-500 project 
records, grants assistance programs., 
78-3116 

Wastewater treatment facilities, 
Sanitation District., 78-20780 

Wastewater treatment for reuse and its 
contribution to water supplies /, 78- 
17138 

Wastewater treatment systems for the Bay 
to Bay Sanitary District., 78-20776 

Watch upon a star., 78-4150 

WATEQF - a FORTRAN IV version of 
WATEQ : a computer program for cal- 
culating chemical equilibrium of natural 
waters /, 78-7281 

Water absorption of insulation in protected 
membrane roofing systems /, 78-25255 

Water & land resource accomplishments: 
statistical appendix 1, 78-13775 

Water & land resource accomplishments: 
statistical appendix 2, 78-13776 

Water & land resource accomplishments. 
Statistical appendix 3, 78-13777 

Water and related land resources in the 
Missouri River Basin : present and future 
uses and associated problems and issues., 
78-26673 

Water availability for energy development 
in the West : hearings before the Sub- 
committee on Energy Production and 
Supply of the Committee on Energy and 
Natural Resources, United States Senate, 
Ninety-fifth Congress, second session ... 
Washington, D.C., March 14, 1978, 
Glenwood Springs, Colo., March 21, 
1978, Denver, Colo., March 22, 1978., 
78-2678 1 

Water conservation and pollution in coal 
conversion processes /, 78-8746 

Water conservation checklist for the home 
: Save water, save energy, save money., 
78-13 

Water conservation devices 
water conservation., 78-7255 

A water conservation scenario for the re- 
sidential and industrial sectors in Califor- 


Granby 


residential 
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nia : potential savings of water and re- 
lated energy /, 78-23584 

Water contamination by toxic pollutants : 
an assessment of regulation /, 78-1124 

Water dowsing., 78-620 

Water Factory 21 reclaimed water, 
volatile organics, virus, and treatment 
performance /, 78-23470 

Water flow heat transfer conductance 
enhancement in round tubes by means of 
flow modifying inserts., 78-13164 

Water for five central Arizona Indian tribes 
for farming operations : hearings before 
the U.S. Senate Select Committee on In- 
dian Affairs, on S. 905 ... May 23 and 
24, 1977., 78-1059 

Water-in-pavements : script for slide-tape 
presentation /, 78-9615 

Water levels and artesian pressure in obser- 
vation wells in the United States, 78- 
7268, 78-7269, 78-7270 

Water levels in observation wells in Ken- 
tucky : 1935 through 1976 /, 78-23997 

Water management and sediment control 
for urbanizing areas., 78-22725 

Water operation and maintenance bulletin., 
78-3421 

Water pipe, pump, and mooring study : 
ocean thermal energy conversion pro- 
gram .../, 78-6625 

Water pollutants from coal storage areas., 
78-23460 

The Water pollution control act of 1972 : 
institutional assessment public par- 
ticipation., 78-24549 

Water pollution investigation : Cuyahoga 
River and Cleveland area /, 78-25582 

Water power, use of a renewable resource., 
78-20650 

Water quality assessment a screening 
method for nondesignated 208 areas /, 
78-238 

Water quality considerations for highway 
planning and construction : I-70, Vail 
Pass, Colorado /, 78-22675 

Water quality data during September 10- 
13, 1974 at Ward Cove and Tongass 
Narrows, Alaska., 78-17184 

Water quality data during September 16- 
19, 1974 at Silver Bay, Sawmill Cove, 
and Eastern Channel, Sitka, Alaska., 
78-17183 

Water-quality effects on Baker Lake of 
recent volcanic activity at Mount Baker, 
Washington /, 78-7276 

Water quality in the Ozark National Scenic 
Riverways, Missouri /, 78-23985 

Water quality in the Sugar Creek basin, 
Bloomington and Normal, Illinois /, 78- 
26152 

Water quality in the Texas coastal basins /, 
78-8572 

Water quality indices : a survey of indices 
used in the United States /, 78-12941 

Water-quality indices for specific water 
uses /, 78-23969 

Water quality management 
ments., 78-12992 


accomplish- 
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Water quality management and_ the 
homebuilding industry., 78-17047 

Water quality management guidance for 
mine-related pollution sources (new, cur- 
rent and abandoned) ... /, 78-12865 

Water quality manual /, 78-7824, 78- 
14083, 78-22108 

Water quality records in 
Nevada, 78-23996 

Water-quality study of a reach of the 
Merced River in Yosemite National Park 
and vicinity, California April 1973 
through September 1974 /, 78-15528 

Water quality survey of the Patuxent 
River., 78-25692 

Water reactor safety research; status sum- 
mary report., 78-3887 

Water research and conversion : [an act to 
extend certain authorities of the Secreta- 
ry of the Interior with respect to water 
resources research and saline water con- 
version programs]., 78-2349 

Water research and development : hearing 
before the Subcommittee on Water 
Resources of the Committee on Environ- 
ment and Public Works, United States 
Senate, Ninety-fifth Congress, second 
session, on S. 2701 ... and S. 2704 ... 
April 7, 1978., 78-22538 

Water research and development act of 
1978 : report to accompany S. 2704., 
78-19464 

Water resource appraisals for hydroelectric 
licencing, Upper White River basin., 
78-17308 

Water resource appraisals for hydroelectric 
licensing : lower White River basin : Mis- 
souri-Arkansas., 78-15326 

Water resource policy study information 
package for the Great Lakes basin., 78- 
16103 

Water resources abstracts, 78-3402 

Water resources data for California., 78- 
17793, 78-17794 

Water resources data for Colorado., 
11452 

Water resources data for Florida., 
23995 

Water resources data for Georgia., 
7283 

Water resources data for Hawaii and other 
Pacific Areas., 78-7284 

Water resources data for 
21519 

Water resources data for lowa., 78-21518 

Water resources data for Maryland and 
Delaware., 78-11453 

Water resources data for Michigan., 78- 
11454 

Water resources data for Mississippi., 78- 
13763 

Water resources data for Nebraska., 78- 
13764 

Water resources data for Nevada., 78- 
23996 

Water resources data for New Mexico., 
78-11455 


Idaho and 


Illinois., 78- 





Water resources data for New York., 78- 
17795 

Water resources data for North Dakota and 
South Dakota,, 78-7286 

Water resources data for Ohio., 78-7285 

Water resources data for Oklahoma., 78- 
11456 

Water resources data for Pennsylvania., 
78-11457 

Water resources data for South Dakota., 
78-7286 

Water resources data for Utah., 78-11458 

Water resources data for Wisconsin., 78- 
11459 

Water resources development in Arkansas 
/, 78-220 

Water resources development in Idaho by 
the U.S. Army Corps of Engineers., 78- 
12732 

Water resources development, Kentucky., 
78-23122 

Water resources of Camas Prairie, south- 
central Idaho /, 78-26153 

Water resources of the Myakka River basin 
area, southwest Florida /, 78-23990 

Water resources planning, management, 
and development : what are the nation’s 
water supply problems and issues? : study 
by the staff of the United States General 
Accounting Office., 78-13187 

Water resources review., 78-3405 

Water resources review, United States and 
Canada, 78-3405 

Water rights laws in the nineteen Western 
States /, 78-6075 

Water spectrum., 78-3038 

Water supply outlook Federal-State- 
private-cooperative snow surveys., 78- 
10427 

Water supply outlook 
private cooperative 
Oregon, 78-2413 

Water supply outlook and Federal-State- 
private cooperative snow surveys for 
Western United States including Colum- 
bia River drainage in Canada, 78-2419 

Water supply outlook for Arizona, 78- 
2410 

Water supply outlook for Arizona and 
Federal-State-private cooperative snow 
surveys., 78-2410 

Water supply outlook for Colorado and 
New Mexico and Federal-State-private 
cooperative snow surveys., 78-2416 

Water supply outlook for Idaho, 78-2418 

Water supply outlook for Idaho and 
Federal-State-private cooperative snow 
surveys., 78-2418 

Water supply outlook for Montana, 78- 
2411, 78-19572 

Water supply outlook for Montana and 
Federal-State-private cooperative snow 
surveys., 78-2411, 78-19572 

Water supply outlook for Nevada, 78- 
2412 

Water supply outlook for Nevada and 
Federal-State-private cooperative snow 
surveys., 78-2412, 78-22733 
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Water supply outlook for Oregon, 78- 
2413 

Water supply outlook for Oregon and 
Federal-State-private cooperative 
surveys., 78-2413 

Water supply outlook for the Northeastern 
United States., 78-2735 

Water supply outlook for the Western 
United States., 78-2734 

Water supply outlook for Utah, 78-2414 

Water supply outlook for Utah and 
Federal-State-private cooperative snow 
surveys., 78-2414 

Water supply outlook for Washington, 78- 
2415 

Water supply outlook for Washington and 
Federal-State-private cooperative 
surveys., 78-2415 

Water supply outlook for Western United 
States, including Columbia 
drainage in Canada., 78-2419 

Water supply outlook for Wyoming, 78- 
2417 

Water supply outlook for Wyoming and 
Federal-State-private cooperative 
surveys., 78-2417 

Water supply sources for the farmstead and 
rural home /, 78-3952 

Water supply summary and outlook for 
Wyoming, 78-2417 

Water supply system : agreement between 
the United States of America and 
Panama, signed at Panama May 6, 1969, 
and amending agreements signed at 
Panama September 30, 1971, and signed 
at Panama June 2, 1976., 78-7584 

Water transportation requirements for coal 
movement in the 1980’s /, 78-15926 

Water-tunnel experiments on an oscillating 
airfoil at RE 21,000 /, 78-26326 

Water-vapor pressure control in a volume 
/, 78-26391 

Water-yield improvement from alpine areas 
: the status of our knowledge /, 78- 
14652 

Waterborne commerce of the 
States., 78-20234 

Waterfowl identification guide., 78-17852 

Waterfowl monitoring investigations. 
Migrant and wintering populations, steam 
plant sites., 78-14263 

Watergate Special Prosecution Force : final 
report., 78-17902 

Watershed management in the Rocky 
Mountain subalpine zone : the status of 
our knowledge /, 78-14651 

Watershed management problems and op- 
portunities for the Colorado front range 
ponderosa pine zone : the status of our 
knowledge /, 78-14653 

Watershed of a new alliance : management 
of nonpoint sources and district action : 
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and Eurasia from satellite records, 1966- 
1976 /, 78-10581 

Winter survival 
winter 
12795 

Winter thermal structure and ice conditions 
on Lake Champlain, Vermont., 78- 
25245 

Winter wheat and rye seedings., 


78-25408 
flooded, 


accidental 


a consumer's guide to 


preparedness., 78-10880, 78- 


78-2500 

Wire and multichannel reference data., 
78-4401 

Wiring devices and supplies., 
78-19680 

Wisconsin, 


78-8615, 


78-4867 

Wisconsin, monthly averages of tempera- 
ture ..., 78-4251 

Wisconsin, monthly normals of temperature 

78-4207 

Wisconsin’s aid to families with dependent 
children and child support enforcement 
programs could be improved : report /, 
78-23651 

Witchweed : have you seen it in the Mid- 
west?, 78-19615 

With fire and sword : the Battle of Kings 
Mountain, 1780 /, 78-26200 

Withdrawal from institutions of higher edu- 
cation : an appraisal with longitudinal 
data involving diverse institutions : na- 
tional longitudinal study., 78-420 

Withdrawal of U.S. forces from Thailand : 
ways to improve future withdrawal 
operations : report to the Congress /, 
78-6960 

Withholding of tax on nonresident aliens 
and foreign corporations., 78-2160 
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Withholding taxes and reporting require- 
ments., 78-18495 

Withlacoochee River, Nobleton to Gulf of 
Mexico, Florida., 78-12747 

The Witteveen facility and the OPEC 
financial surpluses : hearings before the 
Subcommittee on Foreign Economic Pol- 
icy of the Committee on Foreign Rela- 
tions, United States Senate, Ninety-fifth 
Congress, first session ..., 78-19117 

The wolves of Yellowstone /, 78-26203 

Women., 78-1898, 78-21072 

Women : the path to equal employment., 
78-2196 

Women and credit histories., 78-25725 

Women and estrogens., 78-11230 

Women and mathematics : research per- 
spectives for change /, 78-1925 

Women and minorities in health fields : a 
trend analysis of college freshmen /, 78- 
487, 78-488, 78-4870 

Women and the environment : 
agents of change., 78-1559 

Women and the health system: selected an- 
notated references., 78-23830 

Women and the U.S. Small Business Ad- 
ministrtion., 78-18446 

Women and their health : research implica- 
tions for a new era : proceedings of a 
conference held at the University of 
California, San Francisco, California, Au- 
gust 1-2, 1975 /, 78-7111 

Women & work., 78-3521 

Women in American foreign affairs /, 78- 
2117 

Women in business : report of the Subcom- 
mittee on Minority Enterprise and 
General Oversight of the Committee on 
Small Business., 78-5734 

Women in elective and appointive office : a 
workshop guide., 78-2231 

Women in management : selected recent 
references /, 78-17968 

Women in nontraditional jobs, a program 
model : Boston, nontraditional occupa- 
tions program for women., 78-18012 

Women in nontraditional jobs, a program 
model : Denver, better jobs for women., 
78-24175 

Women in the sciences /, 

Women in vocational 
25863 

Women of Puerto Rican origin in the con- 
tinental United States., 78-5132 

Women of Spanish origin in the United 
States., 78-5133 

Women on patrol : a pilot study of police 
performance in New York City /, 78- 
11607 

Women who head families 
socioeconomic analysis /, 78-24163 

Women with low incomes., 78-7449 

Women’s educational equity act; annual re- 
port., 78-17438 

Women’s, misses’, and juniors’ apparel., 
78-2573, 78-8586 

Women’s, misses’, and juniors’ outwear, 
78-2573 


women as 


78-9314 
education /, 78- 
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The women’s outerwear, needlework, and 
miscellaneous fabricated textile products 
industry in Puerto Rico : an economic 
report., 78-21752 

Women’s participation in management and 
policy development in the education divi- 
sion /, 78-2191 

Wood anatomy and identification of spe- 
cies of Juglans /, 78-14597 

Wood County, Wisconsin (unincorporated 
areas)., 78-11437 

Wood decay in houses : how to prevent 
and control it /, 78-1324 

Wood finishing : mildew on house paints /, 
78-10365 

Wood in American life., 78-16552 

Wood moisture and decay problems in 
recently constructed, single-family houses 
/, 78-14721 

Wood precharring : a novel fire-retardancy 
technique /, 78-24016 

Wood products used in constructing farm 
buildings in the United States, 1958-1975 
/, 78-14733 

Wood veneer : log selection, cutting, and 
drying /, 78-14551 

Woodcock status report., 78-24055 

Woodford County, Kentucky, unincor- 
porated areas., 78-13723 

Woodland thinning., 78-19556 

Woodpulp mills in the United States in 
1974 /, 78-14732 

Woodrow Wilson memorial act of 1968, 
amendment., 78-19391 

Woodsy Owl on camping., 78-14589 

Woodsy Owl on fishing., 78-16537 

Woodwind group leader, MOS 02Q, skill 
level 4., 78-10720 

Woodworking machinery and equipment., 
78-12639 

Woodworking machines., 

Wool, 78-2451 

Wool and mohair., 78-10484 

Wool broadwoven goods, 78-2599 

Wool consumption and stocks, 78-2569 

Wool production and value, 78-10484 

Wool situation, 78-2524 

Worcester, Massachusetts, 
area, 78-24151 

Words into deeds implementing the 
Resources conservation and recovery act 
of 1976., 78-20690 

Work adjustment assistance under the 
Trade act of 1974 : problems in assisting 
auto workers : Department of Labor : re- 
port to the Congress /, 78-11119 

Work disability in the United States : a 
chartbook., 78-391 

Work experience and earnings in 1975 by 
State and area., 78-26267 

Work experience internship program., 78- 
13974, 78-18330 

Work experience of the population in 
1974., 78-18000, 78-21735 

Work experience of the population in 
1975., 78-715 

Work experience of the population in 1976 
/, 78-2098 


78-25153 
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Work experience perspectives : CETA pro- 
gram models., 78-24186 

Work incentive program., 
3265, 78-13842 

The Work Incentive (WIN) Program and 
related experiences : a review of research 
with policy implications., 78-13871 

Work measurement manual., 78-11869 

The work measurement system of the De- 
partment of Housing and Urban 
Development has potential but needs 
further work to increase its reliability : 
report of the Comptroller General of the 
United States., 78-1756 

Work plan., 78-14255 

Work plan for completing a technology as- 
sessment of Western energy resource 
development /, 78-17177 

Work schedules and the rush hour., 78- 
5120 

Work-sharing initiatives at 
abroad /, 78-21722 

Work stoppages., 78-3540 

Work, welfare, and the program for better 
jobs and income : a study /, 78-5543 

Workbook for predicting pressure wave 
and fragment effects of exploding propel- 
lant tanks and gas storage vessels /, 78- 
7520 

Workers in subjects pertaining to agricul- 
ture in land-grant colleges and experi- 
ment stations, 78-19513 

Workers of Spanish origin : a chartbook /, 
78-21715 

Workfare pilot projects : 
pany H.R. 13149., 

Working for the USA.., 

A working manual of simple program 
evaluation techniques for community 
mental health centers /, 78-8994 

Working together : CETA, ADAMHA., 
78-17632 

Working with carcinogens., 

Worklife., 78-3559 

Workmen’s compensation for persons in 
maritime occupations., 78-26282 

Works of art, 78-7477, 78-9243 

Worksheets for food and agricultural indus- 
tries., 78-232 

Worksheets for mineral 
tries., 78-232 

Worksheets for stationary 
sources., 78-232 

Workshop for State review of site suitabili- 
ty criteria for high-level radioactive 
waste repositories : discussion group re- 
ports /, 78-2208 

Workshop material for State review of 
USNRC site suitability criteria for high- 
level radioactive waste repositories., 78- 
929 

Workshop on Biological Potential of Pul- 
monary Macrophages., 78-21194 

Workshop on Copper in Estuarine, Con- 
tinental and Marine Waters, December 
7-8, 1977, San Francisco, California /, 
78-23229 


78-728, 78- 


home and 


report to accom- 
78-26952 
78-14945 


78-1966 


products indus- 


combustion 
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Workshop on _ Enzyme’ Economics: 
proceedings, October 15-17, 1975 /, 
78-9470 

Workshop on Research Needs for At- 
mospheric Transport & Diffusion in 
Complex Terrain, September 28-30, 
1976, Albuquerque, New Mexico /, 78- 
4586 

Workshop on research needs in actinide 
biology : proceedings of the Workshop, 
held April 5-7, 1977, Battelle Seattle 
Research Center, Seattle, Washington ; 
Patricia W. Durbin, Chairman and 
proceedings editor., 78-25382 

Workshop on_ the’ Biochemistry and 
Physiology of Factor VIII, February 20- 
23, 1977, La Jolla, California., 78-7075 

Workshop on Vehicle Ride Qualtiy., 78- 
24229 

Workshops for state review site suitability 
criteria for high-level radioactive waste 
repositories : analysis and recommenda- 
tions., 78-16132 

World agricultural production and trade; 
statistical report., 78-10433 

World agricultural situation., 78-2527 

World area by commodity groupings, 78- 
22822 

World Assembly on Aging and World Year 
on Aging : report to accompany S. Res. 
238., 78-5964 

World crude oil production annual, 78- 
26167 

World Data 
4953 

World economic conditions in relation to 
agricultural trade : the developed coun- 
tries ; economic situation and outlook /, 
78-14818 

World environment day 
17074 

World epidemiology review., 
78-5473, 78-22316 

World food and nutrition study : report of 
Study Team 9 (Nutrition) /, 78-10003 

The World Food Program - how the U.S. 
can help improve it : Departments of 
Agriculture and State, Agency for Inter- 
national Development report to the 
Senate Committee on Governmental Af- 
fairs /, 78-4741 

World food situation., 78-2527 

World Health Assembly, 78-13466, 78- 
13468 

World monetary conditions in relation to 
agricultural trade /, 78-14817 

World motor vehicle and trailer production 
& registration., 78-19959 

World natural gas., 78-26192 

World nonbauxite aluminum resources : 
alunite /, 78-26150 

The world of Franklin and Jefferson : a 
souvenir of the American Revolution 
Bicentennial Administration exhibition /, 
78-8144 

The world of Franklin and Jefferson : an 
exhibition [British Museum, 17 Sep- 


Center-A-Glaciology., 78- 


: June 5., 78- 


78-3872, 





tember to 16 November, 1975] /, 78- 
8143 

The world raw materials 
Chinese view., 78-7368 

The world raw materials 
Soviet view., 78-7370 

World shipbuilding : facing up to over- 
capacity : a research paper., 78-14002 

World steel trade current trends and 
structural problems : hearings before the 
Subcommittee on Trade of the Commit- 
tee on Ways and Means, House of 
Representatives, Ninety-fifth Congress, 
first session ... September 20, 1977., 
78-5667 

World sugar 
4012 

World trade information service, 

World trade outlook for Africa., 
78-16874 

World trade outlook for Eastern Europe, 
Union of Soviet Socialist Republics and 
People’s Republic of China., 78-1480, 
78-16872 

World trade outlook for Far East and 
South Asia., 78-1484 

World trade outlook for Latin America., 
78-1481, 78-16862 

World trade outlook for Near East and 
North Africa., 78-1483 

World trade outlook for the Far East and 
South Asia, 78-16876 

World trade outlook for the Near East and 
North Africa, 78-16875 

World trade outlook for Western Europe 
and Canada., 78-1482, 78-16873 

World weather program., 78-22796 

World-wide space activities ... report /, 
78-1131 

Worldwide Directory of national 
science agencies /, 78-13745 

Worldwide marine weather broadcasts., 
78-19873 

Worldwide solid waste literature 
tion/retrieval services 
EPA /, 78-10922 

The worldwide spread of nuclear technolo- 
gy : remarks /, 78-24992 

Wound & skin precautions., 78-11255 

Woven fabrics: production, inventories, and 
unfilled orders., 78-2568, 78-8585 

Wright County, Minnesota, unincorporated 
areas., 78-11438 

Writing for consumers; guidelines on style 
and content for preparing HUD publica- 
tions., 78-11350 

Writing guide /, 78-7698 

Writing objectives : second assessment., 
78-11189 

Written statements from parties who com- 
mented on the California coastal 
management program and the revised 
draft environnmental impact statement., 
78-146 

Written tests prepared by pilot schools with 
examining authority under part 141 
(revised) of the Federal aviation regula- 
tions., 78-7928 


“crisis” : the 


“crisis” : the 


supply and demand., 78- 


78-2873 
78-1477, 


earth- 


: collec- 
available from 
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WWT construction grants data base, pro- 
ject record, 78-3115 

WYLBUR reference manual., 

Wyoming, 78-7109 

Wyoming land use decisions Eastern 
Powder River basin area, Casper Dis- 
trict., 78-7354 

Wyoming land use decisions 
Rawlins District., 78-7355 

Wyoming Land use decisions : Overland 
Area, Rawlins District., 78-2086 

Wyoming Land use decisions Pioneer 
Trails Area, Rock Springs District., 78- 
2087 

Wyoming Land use decisions : Salt Wells & 
Pilot Butte Area, rock Springs District., 
78-2088 

Wyoming, monthly averages of temperature 
» 78-25068 

Wyoming, monthly normals of temperature 
wy 78-4208 


78-11197 


: Hanna area, 


xX 


X-ray diffraction and fluorescence analysis 
equipment., 78-19760 

X-ray equipment and supplies : medical, 
dental, and veterinary /, 78-4316 

X-ray photoelectron spectroscopy study of 
radiofrequency sputtered chromium bro- 
mide, molybdenum disilicide, and molyb- 
denum disulfide coatings and their fric- 
tion properties /, 78-18094 

X-ray photoelectron spectroscopy study of 
radiofrequency-sputtered refractory-com- 
pound—steel interfaces /, 78-26383 

X-ray photoelectron spectroscopy study of 
radiofrequency-sputtered titanium car- 
bide, molybdenum carbide, and titanium 
boride coatings and their friction proper- 
ties /, 78-13966 

X-ray photoelectron spectrososcopic study 
of surface chemistry of dibenzyl-disulfide 
on steel under mild and severe wear con- 
ditions /, 78-18084 

X-ray specialist : commander’s manual., 
78-1531 

X-ray specialist 
i98, 78-4370 

X-rays., 78-13411 


soldier’s manual., 78- 


Y 


Yacht hijacking and drug smuggling : hear- 
ing before the Subcommittee on Coast 
Guard and Navigation of the Committee 


on Merchant Marine and _ Fisheries, 
House of Representatives, Ninety-fifth 
Congress, first session ... November 22, 
1977, New Orleans, La., November 23, 
Miami, Fla., 78-16269 

Yakima Indian Reservation agricultural 
potential., 78-23998 

Yakima Valley project : hearing before the 
Committee on Energy and _ Natural 
Resources, United States Senate, Ninety- 
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fifth Congress, first session 
1977., 78-1015 

Yantic River Watershed, New London and 
Tolland Counties, Connecticut., 78- 
19584 

YCC at work 
78-3978 

YCC program handbook., 

YCC resource guide 
manuscript., 78-23972 

Ye news letter, 78-3517 

Year-end report., 78-14057 

Year-end report to the members of EPA /, 
78-25611 

Year-end report, 1977 : the Republican re- 
port for the first session, Ninety-fifth 
Congress of Senator Howard H. Baker of 
Tennessee, Republican’ leader., 78- 
12311 

Year-round full-time earnings in 1975 /, 
78-5126 

Yearbook of agriculture., 
22659 

Years ahead, 78-21987 

Years for decision : a longitudinal study of 
the educational and labor market ex- 
perience of young women., 78-18024 

Yellow Creek Nuclear Plant, Units | and 
2., 78-5478, 78-24547 

Yellow Creek Nuclear Plant, Units | and 2, 
proposed by Tennessee Valley Authori- 
ty., 78-5480 

Yellow Creek Nuclear Plant, units | and 2, 
Tennessee Valley Authority., 78-22331 

Yellow Medicine County, Minnesota, unin- 
corporated areas., 78-26110 

Yellowstone National Park : concessions 
management review of the Yellowstone 
Park Company /, 78-26201 

Yemen, 78-7569 

Yield and strength of softwood dimension 
lumber produced by EGAR system /, 
78-16569 

Yield of southern pine veneer suitable for 
composite lumber and panels /, 78- 
10357 

Yield tables and stand structure for 
unthinned longleaf pine plantations in 
Louisiana and Texas /, 78-10363 

Yielding barrier test data base : a study of 
side impact cases in the multi-disciplina- 
ry accident investigation (MAI) file /, 
78-8093 

Yields of veneer and associated products 
from unthinned, oil-field plantations of 
slash pine in the north Florida and south 
Georgia flatwoods /, 78-19536 

York, Pennsylvania, metropolitan area, 
78-13844, 78-24141 

Yorktown Battlefield : Colonial National 
Historical Park, Virginia., 78-21584, 
78-21585, 78-21586 

Yosemite : summary of the draft general 
management plan., 78-26123 

You and aviation : a handy guide for forest 
service people who use aviation services 
/, 78-36 


.. March 2, 


: the 1976 program year., 


78-17770 
1978 preliminary 


78-10295, 78- 
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You and the 1977 economic censuses., 
78-1389 

You and your passport., 78-9486 

You are invited : RSVP, Retired Senior 
Volunteer Program, an ACTION pro- 
gram., 78-6259 

You can’t solve residential security 
problems with a padlock and a shotgun., 
78-15447 

You need All-Risk Crop Insurance now 
because ..., 78-6214 

You should know about disaster unemploy- 
ment assistance., 78-13875 

Young Adult Conservation Corps., 78- 
24058 

Young Adult Conservation Corps 
and health handbook., 78-7254 

Young Gun Kim : report to accompany 
H.R. 2553., 78-1181 

Young Hee Kim Kang and her children 
Hee Jae Kang, Hee Jin Kang, and Hee 
Soo Kang : report to accompany H.R. 
3996., 78-24830 

Young-Shik Kim : report to accompany S. 
973., 78-6051 

Young Shin Joo : report to accompany 
$.1005., 78-2328, 78-5949 

Young-Soon Choi : report to accompany S. 
1135., 78-14510 

Your best environment 
16530 

Your child from one to six /, 

Your employee with 
23817 

Your exemptions and exemptions for de- 
pendents., 78-2157 

Your Federal income tax for individuals., 
78-2156 

Your Federal Trade Commission 
is and what it does., 78-13181 

Your guide to firearms regulations., 78- 
24337 

Your health and you., 78-25297 

Your insured funds., 78-18319 

Your legal rights & responsibilities : a 
guide for public schoolstudents., 78- 
9012 

Your medicare handbook : for railroad 
retirement beneficiaries., 78-24283 

Your medicare handbook health in- 
surance for railroad retirement benefica- 
ries, including those also entitled to so- 
cial security benefits., 78-21868 

Your most important decision as an Army 
Guard officer., 78-20134 

Your responsibilities to disabled persons as 
a health care or social service adminis- 
trator., 78-23691 

Your retirement., 78-23086 

Your rights and responsibilities 
payments., 78-4781 

Your tree’s trouble may be you., 78- 
16499 

Your trip abroad., 78-21880 

Your United States Department of Agricul- 
ture : how it serves people on the farm 
and in the community, nation and world., 
78-6088 


: safety 


: quik-quiz., 78- 


78-7156 
sickle cell., 78- 
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Youth alcohol education material dis- 
semination and promotion /, 78-9799 
Youth and driving : a subject bibliography 
from Highway safety literature., 78- 
8111 

Youth and minority unemployment : a 
study /, 78-2253 

Youth camp safety legislation : hearings be- 
fore the Subcommittee on Compensa- 
tion, Health, and Safety of the Commit- 
tee on Education and Labor, House of 
Representatives, Ninety-fifth Congress, 
first session, on H.R. 1326 and H.R. 

78-9930 

Youth Conservation Corps : source book of 
environmental awareness : people and 
natural resources., 78-11440 

Youth employment and demonstration pro- 
ject act., 78-14307 

Youth employment and training legislation 
: hearing before the Subcommittee on 
Employment Opportunities of the Com- 
mittee on Education and Labor, House 
of Representatives, Ninety-fifth Congress, 
first session, on H.R. 20 ... H.R. 1731 ... 
hearing held in New York, New York, 
March 25, 1977., 78-1014 

Youth employment programs in the Pre- 
sident’s budget proposal for fiscal year 
1979 : hearing before the Task Force on 
Human Resources of the Committee on 
the Budget, House of Representatives, 
Ninety-fifth Congress, second session, 
February, 13, 1978., 78-19063 

Youth initiatives., 78-21761 

Youth participation in organizations., 78- 
387 

Youth serving the community : realistic 
public service roles for young workers : 
final report., 78-24182 

Youth unemployment : hearing before the 
Committee on the Budget, United States 
Senate, Ninety-fifth Congress, second 
session, Philadelphia, Pa., February 17, 
1978., 78-19056 

Youth unemployment : the outlook and 
some policy strategies /, 78-19271 

You've got a friend! : [...in the employee 
counseling & occupational health pro- 
grams (ECOHP)], 78-21337 

Yugoslav workers in Western countries., 
78-5093 

Yugoslavia, 78-14023 


Z 


Zaire., 78-24297 

Zero base budgeting : a 
bibliography., 78-21349 

Zero-energy-house /, 78-8823 

Zero-maintenance pavement results of 
field studies on the performance and 
capabilities of conventional pavement 
systems /, 78-18584 

Zinc., 78-11536 

Zinc chloride coal liquefaction process /, 
78-8789 


preliminary 
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Zinc halide hydrocracking process for 
distillate fuels from coal .../, 78-6736, 
78-6737, 78-11039, 78-20508, 78- 
20852 

Zinc industry., 78-3448 

Zinc oxide., 78-3466 

Zinc production., 78-3441 

Zirconium and hafnium., 
11544, 78-11545, 

Zoology., 78-1902 

Zoonoses surveillance. Rabies., 

Zoonoses __ surveillance. 
13555 

Zoonoses surveillance. Psittacosis (Annual 
summary), 78-13555 

Zoonoses surveillance. Rabies, 

Zoonosis surveillance. 
13555 

Zoonosis surveillance. Rabies., 78-13557 

Zuni Indian tribe, New Mex. lands in trust : 
[an act to direct the Secretary of the In- 
terior to purchase and hold certain lands 
in trust for the Zuni Indian Tribe of New 
Mexico... ]., 78-19385 

Zuni Pueblo Watershed project : McKinley 
County, New Mexico : environmental im- 
pact statement., 78-19585 


78-11493, 78- 
78-17823 


78-3355 
Psittacosis, 78- 


78-13557 
Psittacosis., 78- 


0-9 


I & C Instrumentation and Controls Divi- 
sion annual progress report; non-LMFBR 
programs, 78-20950, 78-23574 

I & N reporter, 78-3507 

I and R guide /, 78-21334 

Ist National Asian American Conference 
on Drug Abuse Prevention, Feb. 20-21, 
1976., 78-510 

2CG sensitivity study : urban traffic control 
system (UTCS) : software support pro- 
ject /, 78-18586 

3-bedroom house with carport & deck., 
78-3962 

4-H ....,  78-22660 

4-H is...., 78-19511 

4H and Red Cross working together., 78- 
22791 

6 1/8 percent Treasury notes of series Q- 
1979., 78-820 

VISA : a method for evaluating the per- 
formance of _ integrated safeguards 
systems at nuclear facilities /, 78-22329 

VISTA : a louder voice for the nation’s 
poor., 78-6256 

VISTA fact book, 78-16764 

VISTA volunteer handbook., 78-10505 

7 general revenue sharing : 18th payment, 
2nd quarter/entitlement period 7, Janua- 
ry 10, 1977., 78-818 
surprising facts about exporting., 78- 
22958 
1/4 percent Treasury notes of series A- 
1984., 78-7633 
5/8 percent Treasury bonds of 2002- 
2007., 78-9559 
general revenue sharing : 21th payment, 
3rd quarter/entitlement period 8, Oc- 
tober 7, 1977., 78-819 





8(a) program moratorium and Small Busi- 
ness Administration personnel practices : 
hearing before the Subcommittee on 
Minority Enterprise and General Over- 
sight of the Committee on Small Busi- 
ness, House of Representatives, Ninety- 
fifth Congress, first session ... October 
19, 1977., 78-14405 

12 questions Army veterans usually ask 
about joining the Army National Guard., 
78-20133 

13-week subchronic toxicity studies : direct 
blue 6, direct black 38, and direct brown 
95 dyes., 78-13491 

15 ways the U.S. Department of Commerce 
can help make your business more 
profitable., 78-25076 

The 20-year military retirement system 
needs reform : report to the Congress /, 
78-13255 

21-year growth and development of bald- 
cypress planted on a flood-prone site /, 
78-10386 

28-foot greenhouse., 78-6076 

30 years of space research., 78-4513 

34E NCR 500 computer repairman., 78- 
20180 

34H ADMSE repairer., 78-20181 

(50 MW) combustion turbine Kansas 53 
Central draft environmental impact 
statement., 78-14787 

55 mph fact book., 78-16049 

55 MPH fact book : gallons of gasoline 
saved, fatalities., 78-5420 

55, reaching a limit., 78-16050 

65 ways to save natural gas., 78-6545 

102 monitor., 78-3656 

200 CD wide range oscillator training : 
final-training program for 24 June 1974 - 
23 September 1975 /, 78-10862 

200-mile fishery oversight, joint ventures : 
hearings before the Subcommittee on 
Fisheries and Wildlife Conservation and 
the Environment of the Committee on 
Merchant Marine and Fisheries, House 
of Representatives, Ninety-fifth Congress, 
first session, on Implementation of the 
200-mile fishing zone act, April 14, 15, 
1977, San Francisco, Calif., joint ven- 
tures, H.R. 2564, H.R. 4165, and H.R. 
4166 ... July 18, 1977., 78-16267 

200 years of American worklife., 78-2100 

208 bulletin., 78-3121 

238 Pu surface contamination of MHW im- 
pact shell assembly /, 78-20931 

(280MW) Anadarko Combined Cycle Unit, 
Oklahoma 32 Commache : final environ- 
mental impact statement., 78-14786 

378 foot class high endurance cutter 
preventive maintenance manual., 78- 
22218 

378 foot class high endurance cutter 
preventive maintenance manual : main 
propulsion division., 78-22217 

500Kv international transmission line NSP- 
TR-1, Forbes, Minnesota to Manitoba, 
Canada, Northern State Power Com- 
pany., 78-23261 
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600-bit-per-second voice digitizer (linear 
predictive formant vocoder) /, 78- 
20387 

701 comprehensive planning assistance 
statute, regulations, and pertinent ex- 
cerpts from selected House and Senate 
reports., 78-544 

$775 billion debt limit : hearing before the 
Subcommittee on Taxation and Debt 
Management Generally of the Committee 
on Finance, United States Senate, 
Ninety-fifth Congress, first session, Sep- 
tember 22, 1977., 78-1027 

129 I in an animal thyroids from Nevada 
and other western States /, 78-247 

1969 Census of Agriculture : volume I, 
area reports : part 55, Trust Territory., 
78-25074 

The 1970 census and you 
troduction to census data., 78-1388 

1970 census of population : population of 
urbanized areas established since the 
1970 census, for the United States, 
1970., 78-19721 

1970 census of population : 1970 popula- 
tion of North Dakota by township and 
city., 78-19722 

1970 census of population and housing : 
evaluation and research program : accu- 
racy of data for selected population 
characteristics as measures by reinter- 
views., 78-22853 

1970 census of population and housing : 
evaluation and research program : effect 
of special procedures to improve 
coverage in the 1970 census., 78-22852 

1970 census of population and housing : 
evaluation and research program : the 
employer record check., 78-22854 

1970 census of population and housing : 
procedural history : advance issuance of 
chapters 16 and 17., 78-22850 

1970 census of population and housing : 
procedural history : advanced issuance of 
index., 78-22851 

1970 population of North Dakota by 
township and city., 78-19722 

1972 census of governments., 78-22955 

1972 census of manufactures : consump- 
tion of selected metal mill shapes and 
forms., 78-22954 

1972 census of manufactures selected 
materials consumed [change sheet]., 
78-25075 

1972 census of manufactures and mineral 
industries., 78-22953 

1972 census of mineral industries : subject, 
industry, and area statistics., 78-19944 

1972 Census of Retail Trade area 
statistics, Maryland., 78-19945 

1972 Census of Retail Trade area 
statistics, New Hampshire., 78-19946 

1972 Census of Retail Trade : major retail 
centers in standard metropolitan statisti- 
cal areas, Massachusetts., 78-19947 

1972 enterprise statistics., 78-22952 

The 1972 scientist and engineer population 
redefined., 78-15803 


: a general in- 
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The 1972-73 consumer expenditure survey 
/, 78-21723 

1973 state and local government functional 
series., 78-2197, 78-18844, 78- 
18845 

1974 brake performance levels for trucks 
and passenger cars /, 78-18623 

1974 driver license administration require- 
ments and fees /, 78-9606 

The 1975 accident experience of civilian 
pilots with static physical defects /, 78- 
22193 

1975 automotive characteristics data base 
/, 78-22023 

1975 Cooperative pilot control project of 
Dylox, Matacil, and Sumithion for spruce 
budworm control in Maine., 78-16541 

1975 Federal funding for education 
knowledge production and utilization : 
project content and performer, by agen- 
cy/, 78-4796 

1975 food price study /, 78-10002 

1975 national survey of hunting, fishing 
and wildlife-associated recreation., 78- 
13796 

1975 net incomes and work patterns of 
physicians in five medical specialities, 
78-8943 

1975 patterns of foreign travel in the U.S. 
[in] Philadelphia /, 78-19821 

1975 patterns of foreign travel in the 
United States from Venezuela /, 78- 
19958 

1975 progress report : Idaho National En- 
gineering Laboratory site radioecology- 
ecology programs., 78-20920 

1975 Subpanel on New Facilities of the 
High Energy Physics Advisory Panel., 
78-20787 

The 1976 Alaska power survey ... : a report 
/, 78-8849 

1976 contributory plan for VA educational 
assistance., 78-20012 

1976 energy resource alternatives Il com- 
petition :, 78-20808 

1976 Florida Area Cumulus Experiment 
(FACE); operational summary /, 78- 
22920 

1976 inter-university symposium on 
renewable resource assessment and pro- 
gramming executive summary., 78- 
14748 

1976 international travel outlook 
delivered /, 78-19818 

1976 operations : municipal & cooperative 
distributors of TVA power., 78-8212 

1976 profitability of selected major oil 
company operations /, 78-5563 

1976 survey of institutionalized persons : 
methods and procedures /, 78-22845 

1976 survey of institutionalized persons: a 
study of persons receiving long-term 
care, 78-22829 

1976 technical amendments to the Railroad 
retirement act, 78-8934 

1976 technical proceedings, 13th annual 
Railroad Engineering Conference : rail- 
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road challenges in America’s third centu- 
ry : improved reliability and safety., 78- 
18634 

1976 virus tolerance ratings for corn strains 
grown in the lower corn belt /, 78-4019 

1976 water-quality data in Bear Creek 
basin, Medford, Oregon /, 78-23977 

1977 changes in the tax law., 78-15916 

The 1977 economic report of the President 
: hearings before the Joint Economic 
Committee, Congress of the United 
States, Ninety-fifth Congress, first ses- 
sion., 78-5538 

1977 farm legislation : an analysis of con- 
gressional and administration proposals., 
78-22570 

1977 industry and product classification 
manual., 78-14848 

The 1977 midyear review of the economy : 
hearings before the Joint Economic 
Committee, Congress of the United 
States, Ninety-fifth Congress, first session 
sy 78-16194 

The 1977 midyear review of the economy : 
report of the Joint Economic Committee, 
Congress of the United States, together 
with minority and additional views., 78- 
5749 

1977 NURE Uranium Geology Symposium, 
[December 7-8, 1977]., 78-20593 

1977 summerfill program : hearings before 
the Subcommittee on Energy, Environ- 
ment, Safety, and Research of the Com- 
mittee on Small Business, House of 
Representatives, Ninety-fifth Congress, 
first session ... September 28 and Oc- 
tober 21, 1977., 78-14407 

1978 authorization for the Office of 
Research and Development, Environ- 
mental Protection Agency : hearings be- 
fore the Subcommittee on the Environ- 
ment and the Atmosphere of the Com- 
mittee on Science and Technology, U.S. 
House of Representatives, Ninety-fifth 
Congress, first session ..., 78-8347 

1978 California gas mileage guide., 78- 
239, 78-15250 

The 1978 economic report of the President 

hearing before the Joint Economic 

Committee, Congress of the United 
States, Ninety-fifth Congress, second ses- 
sion ..., 78-26763 

1978 ERDA authorization : hearing before 
the Committee on Science and 
Technology, U.S. House of Representa- 
tives, Ninety-fifth Congress, first session 
+» 78-5647, 78-5648 

1978 ERDA authorization : hearings before 
the Subcommittee on Advanced Energy 
Technologies and Energy Conservation 
Research, Development, and Demonstra- 
tion of the Committee on Science and 
Technology, U.S. House of Representa- 
tives, Ninety-fifth Congress, first session 
.» 78-10030 

1978 FAA R. & D. authorization : hearings 
before the Subcommittee on Aviation 
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and Transportation R. & D. of the Com- 
mittee on Science and Technology, U.S. 
House of Representatives, Ninety-fourth 
Congress, second session., 78-12168 

1978, Foreign Service of the United States 
: mid-level hiring of women and minority 
group members., 78-18379 

1978 gas mileage guide /, 78-6560, 78- 
15251 

1978 NASA authorization : hearings before 
the Subcommittee on Aviation and 
Transportation R. & D. of the Commit- 
tee on Science and Technology, U.S. 
House of Representatives, Ninety-fourth 
Congress, second session, on H.R. 2221 
wy 78-2294 

1978 NASA authorization : hearings before 
the Subcommittee on Space Science and 
Applications of the Committee on 
Science and Technology, U.S. House of 
Representatives, Ninety-fourth Con- 
gresss, second session, on H.R. 2221 ..., 
78-2295 

1978 NASA authorization index for 
hearings before the Committee on 
Science and Technology, U.S. House of 
Representatives, Ninety-fifth Congress, 
first session, on H.R. 2221 (superseded 
by H.R. 4088)., 78-10019 

1978 National Gas Survey : report /, 78- 
20652 

1978 National Science Foundation 
authorization : hearings before the Sub- 
committee on Science, Research, and 
Technology of the Committee on Science 
and Technology, U.S. House of 
Representatives, Ninety-fifth Congress, 
first session, on H.R. 3607 (superseded 
by H.R. 4991) ..., 78-1134 

1978 nationwide outdoor recreation plan : 
task force report, identification correla- 
tion, evaluation, and selection - national 
priority outdoor recreation issues., 78- 
26234 

1978 President’s report : citizen forums on 
urban growth in cooperation with the 
White House Conference on Balanced 
National Growth and Economic Develop- 
ment., 78-17672 

1978 tax proposals relating to small busi- 
ness : analysis of Administration’s 1978 
small business tax proposals and certain 
alternative approaches /, 78-19237 

The 1978 United States-Canadian recipro- 
cal fisheries agreement : joint report to 
accompany H.R. 12571., 78-27061 

1978-1979 FSI schedules of courses., 78- 
21872 

1979 Department of Energy authorization : 
hearing before the Committee’ on 
Science and Technology, U.S. House of 
Representatives, Ninety-fifth Congress, 
second session ..., 78-16290, 78- 
19222, 78-22550 

1979 FAA R. & D. authorization : hearings 
before the Subcommittee on Transporta- 
tion, Aviation, and Weather of the Com- 
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mittee on Science and Technology, U.S. 
House of Representatives, Ninety-fifth 
Congress, first session ..., 78-12179, 
78-19224 

1979 NASA authorization (program 
review) : hearings before the Subcommit- 
tee on Space Science and Applications of 
the Committee on Science and 
Technology, U.S. House of Representa- 
tives, Ninety-fifth Congresss, first ses- 
sion., 78-10027, 78-19225, 78- 
22551 

1979 National Science Foundation 
authorization : hearings before the Sub- 
committee on Science, Research, and 
Technology of the Committee on Science 
and Technology, U.S. House of 
Representatives, Ninety-fifth Congress, 
second session, on H.R. 10686, super- 
seded by H.R. 11400 ..., 78-19223 

1980 census : hearings before the Subcom- 
mittee on Census and Population of the 
Committee on Post Office and Civil Ser- 
vice, House of Representatives, Ninety- 
fifth Congress, first session, June 9, 10, 
and 24, 1977., 78-2290 

1980 census update., 78-16804, 78- 
16805, 78-16806, 78-16807 

1980 Olympic winter games., 78-25048 

1984 summer Olympic games : hearings be- 
fore the Subcommittee on International 
Organizations of the Committee on Inter- 
national Relations, House of Representa- 
tives, Ninety-fifth Congress, first session, 
on H. Con. Res. 318, September 23 and 
29, 1977., 78-2281 

1985 air pollution emissions /, 78-16959 

1985 R & D funding projections., 78- 
15806 

5245 L electronic counter training : final - 
training program for 28 June 1974 - 23 
September 1975 /, 78-15168 

6670-newton attitude-control thruster using 
hydrogen-oxygen propellant /, 78-7502 





Finance rate and other terms on new and 
used car instalment credit contracts 
purchased from dealers by major auto 
finance companies., 78-3184 


Selected interest & exchange rates; 

weekly series of charts., 78-3176 
— New Mexico — Periodicals. 

Water supply outlook for Colorado and 
New Mexico and Federal-State-private 
cooperative snow surveys., 78-2416 

— United States — Periodicals. 

Report - National Environmental 
Research Center, 78-3112 

Report of the National Environmental 
Research Center, Las Vegas., 78- 
3112 


A 


Abbott, Charles P 

Charles P. Abbott : report to accompany 

H.R. 3994.,  78-24707, 78-24829 
* Abbreviations. 

List of journals indexed in 

medicus., 78-13505 
Abdul-Hadi, Nazeeh A L . 

Doctor Nazeeh A. L. Abdul-Hadi : re- 

port to accompany S. 222., 78-14506 
*Ability — Testing. 

Armed services vocational aptitude bat- 
tery (ASVAB) correlational analysis : 
ASVAB form 2 versus ASVAB form 5 

final report for period September 
1975 - August 1976 /, 78-20424 

Armed services vocational aptitute bat- 
tery (ASVAB form 5) : comparison 
with GATB and DAT tests : final re- 
port for period May 1975 - October 
1976 /, 78-4540 


Index 


Basic life skills : 
15399 


results manual., 78- 


Classification typology for predicting per- 
formance in Air Force technical train- 
ing : final report for period 1 March 
1975 - 30 November 1976 /, 78-4544 

Como lograr el maximo en una prueba 
de aptitud., 78-21701 

Comparison of enlisted Air Force acces- 
sions, 1972-1974 /, 78-15158, 78- 
20420 

Development and validation of an equa- 
tion for predicting the comprehensibili- 
ty of textual material : final report for 





Subject Index 


period March 1974 -December 1976 /, 
78-4550 


Development of a screening methodology 
for entry into medical technical train- 
ing courses : final report for period 
October 1975 - April 1977 /, 78- 
10856 


Development of factor-referenced sub- 
scales for the vocational interest career 
examination /, 78-6527 


Development of factor-referenced sub- 
scales for the vocational interest-career 
examination : interim report for period 
January 1975-January 1978 /, 78- 
20428 

Development of the armed services voca- 
tional aptitude battery : forms 8, 9., 
and 10 : final report for period 19 
December 1975 - 31 January 1977 /, 
78-15200 


Development of the armed services voca- 
tional aptitude battery : forms 8, 9, 
and 10 : final report for period 19 
December 1975 - 31 January 1977 /, 
78-4554 


Foreign users of the U.S. Employment 
Service general aptitude test battery, 
(674 indiviuals and organizations in 93 
countries)., 78-24180 


An investigation of time-sharing ability as 
a factor in complex performance /, 
78-15969 


Matching job education requirements of 
a varity of officer specialties with the 
educational attainments of potential in- 
cumbents., 78-6532 

Racial equity in selection in Air Force 
officer training school and undergradu- 
ate flying training 
period November 
1977 /, 78-20433 


final report for 
1974 February 


Screening test battery for dental labora- 
tory specialist course 
and validation /, 78-6536 


development 


Screening test battery for dental labora- 
tory specialist course development 
and validation : final report for period 
July 1974-June 1977 /, 78-20445 

Simulated and empirical studies of flex- 
ilevel testing in Air Force technical 
training courses /, 78-6535 

The skills survey : what it is and how it 
works., 78-16897 
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Studies and design specifications for 
computerized measurement of textural 
comprehensibility final report for 
period March 1975 - June 1976 /, 
78-4539 


Trends in training performance, 1972- 
1974 final report for period 31 
January 1975 - 30 September 1976 /, 
78-15193 

* Ability — Testing — Bibliography. 

Audio-visual proficiency testing : an- 
notated bibliography ; interim report 
for period October 1976 - June 1977 /, 
78-10857 


* Ability — Testing — Evaluation. 

Airman classification batteries from 1948 
to 1975 : a review and evaluation : in- 
terim report for period July 1974- 
March 1975 /, 78-20417 

* Ability — Testing — Handbooks, manuals, 
etc. 

Manual par 
prueba., 


orientacion previa a la 
78-21745 


* Ability, Distribution of. 

Comparison of performance and career 
progression of high school graduates 
and non-graduates in the Air Force : 
final report for period | July 1974 - 9 
September 1975 /, 78-20415 


* Ability analysis. 

Screening test battery for dental labora- 
tory specialist course development 
and validation : final report for period 
July 1974-June 1977 /, 78-20445 


* Ablation (Aerothermodynamics) 

Graphite and ablative material response 
to CO,-laser, carbon-arc, and xenon- 
arc radiation /, 78-11677 

Hydrogen film cooling of a _ small 
hydrogen-oxygen thrust chamber and 
its effect on erosion rates of various 
ablative materials /, 78-18291 

Lidar detection of subvisible reentry 
vehicle erosive atmospheric material /, 
78-20317 

*Abnormalities — Bibliography. 

Bibliography: the collaborative study on 
cerebral palsy, mental retardation, and 
other neurological and sensory disor- 
ders of infancy and childhood., 78- 
23820 

Abortion — United States. 
Department of Health, Education, and 


Welfare act, 1977, limitation on 
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Federal funds for 


17910 
Opinion of the Attorney General of the 
United States., 78-17910 


Abortion — United States — Statistics — 
Periodicals. 
Abortion surveillance., 


abortions, 78- 


78-13561 


* Abrasives — Storage. 
Snow and ice control : materials storage 
and handling /, 78-18577 
Abrasives industry — Statistics. 
Abrasive materials., 78-4965, 78- 
21544 


Preprint from the 1975 Bureau of Mines 
Minerals Yearbook, 78-4965 

Preprint from the 1976 Bureau of Mines 
Minerals Yearbook, 78-21544 


Abrasives industry — United States. 
Abrasive materials., 78-7315, 78- 
11558 
Abrenica, Nelio S 
Nelio S. Abrenica, Doctor of Medicine : 
report to accompany S. 2068., 78- 
24869 
Absenteeism (Labor) 
Absence from work, measuring the hours 
lost, May 1973-76 /, 78-7446 


*Absenteeism (Labor) — United States — 

Statistics. 

Acute conditions incidence and as- 
sociated disability, United States, July 
1975-June 1976 /, 78-13539 

Absorbance scale (Spectroscopy) 

Certification and use of acidic potassium 

dichromate solutions as an ultraviolet 


absorbance standard SRM 935 /, 78- 
8647 


Standard reference materials, certifica- 
tion and use of acidic potassium 
dichromate solutions as an ultraviolet 
absorbance standard - SRM 935., 78- 
8647 

Absorption. 

Certification and use of acidic potassium 
dichromate solutions as an ultraviolet 
absorbance standard SRM 935 /, 78- 
8647 

Standard reference materials, certifica- 
tion and use of acidic potassium 
dichromate solutions as an ultraviolet 


absorbance standard - SRM 935., 78- 
8647 


Total photon absorption cross section 
measurements, theroretical analysis 
and evaluations for energies above 10 
MeV /, 78-22879 

Absorption of sound — Measurement. 

Atmospheric absorption of high frequen- 
cy noise and application of fractional- 
octave bands /, 78-9416 
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Effects of grazing flow on the steady- 
state flow resistance and acoustic im- 
pedance of thin porous-faced liners /, 
78-26350 

Acanthopteroctetidae. 

A revision of the North American moths 
of the superfamily Eriocranioidea with 
the proposal of a new family, 
Acanthopteroctetidae (Lepidoptera) /, 
78-26534 

*Acceleration (Mechanics) 

Analysis of a worldwide strong motion 
data sample to develop an improved 
correlation between peak acceleration, 
seismic intensity and other physical 
parameters /, 78-18904 

Comparison of VGH data from wide- 
body and narrow-body long-haul tur- 
bine-powered transports /, 78-18093 


Flight investigation of a vertical-velocity 
command system for VTOL aircraft /, 
78-18092 

* Accelerometers. 

Data from selected accelerograph sta- 
tions at Wilshire Boulevard, Century 
City, and Ventura Boulevard, Los An- 
geles, California /, 78-22348 


Geotechnical and strong motion 
earthquake data from U.S. accelero- 
graph stations /, 78-18874 


Test and development of inflatable 
spheres instrumented with miniaturized 
thermistors, accelerometers and pres- 
sure transducers /, 78-26353 


Verification of subsurface conditions at 
selected ‘‘rock’’ accelerograph stations 
in California /, 78-22347 
*Access to airports. 
Forecast of landside airport access traffic 
at major U.S. airports to 1990 /, 78- 
11903 


Access to the sea (International law) 

Law of the Sea Conference : hearings be- 
fore the Subcommittee on Domestic 
and International Scientific Planning, 
Analysis, and Cooperation of the Com- 
mittee on Science and Technology, 
U.S. House of Representatives, Ninety- 
fifth Congress, first session, April 26, 
27, 28, 1977., 78-2296 

*Accidents. 


National Electronic Injury Surveillance., 
78-18833 


NEISS : National Electronic Injury Sur- 
veillance System., 78-18833 
Tell us how you were hurt!, 78-22290 
Accidents — Periodicals. 
Lifeline, 78-3060 
78-3060 


*Accidents — Prevention. 
Fault tree analysis /, 


Navy lifeline., 


78-26227 
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Handle yourself with care accident 
prevention for older Americans., 78- 
7043 


Underlying concepts and assumptions for 
faulty hardware safety testing /, 78- 
20340 

Accidents — Prevention — Bibliography. 

Accidents and accident prevention., 78- 

25831 


Accidents — Statistics — Periodicals. 
NEISS data highlights., 78-3830 


*Accountants — United States — Directories. 
American association of spanish-speaking 
and national association of minority 
certified public accounting firms., 78- 
10528 
Accounting. 

Segmented financial reporting : a report 
of the Commission on Federal paper- 
work., 78-8201 

Accounting — Bibliography. 


Accounting and auditing., 78-357 


General Accounting Office publications., 
78-17360 


*Accounting — Handbooks, manuals, etc. 
Accounting and finance manual., 78- 
12640, 78-12641, 78-12642, 78- 

16941, 78-20130 


Financial records systems : ETA hand- 
book : for use with the Comprehensive 
employment and training act of 1973 
by prime sponsors and others needing 
a basic recordkeeping system for 
CETA fiscal activities., 78-24183 


SESA accounting system accounting 
manual., 78-15734, 78-18021 


Accounting — Law — United States. 
Accounts, 78-23685 


Code of Federal regulations., 78-23685 


Accounting — Periodicals. 
GAO review., 78-3211 


Staff accounting bulletin., 78-24320 


*Accounting — Study and teaching. 
Contabilidad para la micro empresa : 
manual de ensenanza/, 78-10524 


Accounting machines — Statistics — 
Periodicals. 

Office, computing, and 

machines., 78-10549, 


*Accreditation (Education) 

The Federal government’s relationship to 
the nationally recognized accrediting 
agencies : proceedings of an invita- 
tional conference ... June 14-15, 1977, 
in Arlington, Va., 78-11169 

*Acetanilide — Toxicology. 

Bioassay of 3-amino-4-ethoxyacetanilide 
for possible  carcinogenicity., 78- 
23797 


accounting 
78-16780 





*Acetic acid. 
Acetic acid production from marine 
algae., 78.20615 


Degradation of cellulosic biomass and its 
subsequent utilization for the produc- 
tion of chemical feedstocks /, 78- 
6644 


*Acetophenetidin — Toxicology. 

Bioassay of a mixture of aspirin, 
phenacetin, and caffeine for possible 
carcinogenicity., 78-21201 

Acetylene compounds — Toxicology. 

Bioassay of 1,1,2,2-tetrachloroethane for 

possible carcinogenicity., 78-8966 


*Acid mine drainage — United States. 
Acid mine drainage and subsidence : ef- 


fects of increased coal utilization /, 
78-20732 


Acid pollution of rivers, lakes, etc. 
Remotely sensed and laboratory spectral 
Signatures of an ocean-dumped acid 
waste /, 78-9326 


Acid pollution of rivers, lakes, etc. — 

Florida — Belle Glade. 

Injection of acidic industrial waste into 
the Floridan aquifer near Belle Glade, 
Florida upward migration and 
geochemical interactions, 1973-75 /, 
78-4952 


*Acid rain — United States. 


Particle emission reactivity /, 78-10931 


*Acoma Pueblo, N.M. — Floods. 

Floods on Rio San Jose : Acoma Pueblo, 
Valencia County, New Mexico., 78- 
10781 

Acorns. 


Twelve-year acorn yield in southern Ap- 
palachian oaks /, 78-6163 


Acoustic emission. 
Acoustic emission during unloading of 


elastically stressed magnesium alloy /, 
78-5160 


Acoustic emission spectral analysis of 
fiber composite failure mechanisms /, 
78-18224 


An acoustic emissions monitoring system 

for avalanche snowpacks /, 78-14705 
Constitutive acoustic-emission — elastic- 
stress behavior of magnesium alloy /, 
78-5159 


Program to develop acoustic emission- 
flaw relationship for inservice monitor- 
ing of nuclear pressure vessels : annual 
report, July 1,1976-October 1, 1977 /, 
78-18968 


Program to develop acoustic emission- 
flaw relationship for inservice monitor- 
ing of nuclear pressure 
progress report, February 
1977 /, 78-8189 


vessels 
I-July 1, 





December 1978 


Program to develop acoustic emission 
flaw relationship for inservice monitor- 
ing of nuclear pressure vessels 
progress report, October 1, 1977- 
January 1,1978 /, 78-18969 

Acoustic holography. 

Acoustic imaging of a titanium casting /, 
78-25329 

Analytical study of acousto-optical 
holography : interfacing methods for 
acoustical and optical holography NDT 
research /, 78-9423 

Acoustic impedance. 

Effects of grazing flow on the steady- 

State flow resistance and acoustic im- 


pedance of thin porous-faced liners /, 
78-26350 


Fluid mechanical model of the Helmholt 
resonator /, 78-7519 


Random and systematic measurement er- 
rors in acoustic impedance as deter- 
mined by the transmission line method 
/, 78-18107 


Acoustic phenomena in nature — 

Congresses. 

Detonation : proceedings, sixth symposi- 
um (international) on detonation, Au- 
gust 24-27, 1976, Coronado, California 
/, 78-8728 


*Acoustic radiation pressure. 

Acoustic radiation and surface pressure 
characteristics of an airfoil due to in- 
cident turbulence /, 78-21838 

*Acoustic surface wave devices. 

Computation of unsteady transonic flows 
through rotating and __ stationary 
cascades /, 78-18198 


Seismic detection of motor vehicles /, 
78-845 


*Acoustic surface waves. 
Dispersive effects of liners on nonlinear 
wave propagation in ducts /, 78- 
11836 


Scattering theory for the acoustic wave 
equation in an arbitrary exterior 
domain /, 78-20384 

Acoustical engineering. 
Feasibility of flaw detection in railroad 


wheels using acoustic signatures /, 
78-7850 


Finite-difference theory for sound 
propagation in a lined duct with 
uniform flow using the wave envelope 
concept /, 78-18254 

*Acoustics radiation pressure. 

An experimental evaluation of the appli- 
cation of the Kirchhoff formulation for 
sound radiation from an oscillating air- 
foil /, 78-18272 

Acquisitions (Libraries) 


Acquisition trends, 78-3594 


LC acquisition trends., 78-3594 
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Acreage allotments — United States. 

Leasing of flue-cured tobacco quotas : 
report to accompany H.R. 3416., 78- 
1270 

*Acronycine. 

Bioassay of acronycine for possible car- 

cinogenicity., 78-17523 
* Acrylonitrile. 

Food additive, acrylonitrile, banned in 
beverage containers report of the 
Controller General of the United 
States., 78-13309 


* Acrylonitrile — Environmental aspects. 
Source assessment : acroylonitrile manu- 
facture (air emissions) /, 78-12912 
Actinide elements. 


Kinetics of actinide oxidation-reduction 
reactions., 78-6881 


The kinetics of the oxidation-reduction 
reactions of uranium, neptunium, plu- 
tonium, and americium 
solutions /, 78-6881 


*Actinide elements — Analysis. 

Fusion method for the measurement of 
plutonium in soil 
evaluation and 
laborative test /, 


in aqueous 


single-laboratory 
interlaboratory 
78-12969 
ACTION (service Corps) 
ACTION news digest., 


col- 


78-2543 


Domestic 
16764 


programs fact book., 78- 
Domestic volunteer service act of 1973, 


as amended /, 78-5591 
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S.58., 78-1265 
Adaptability (Psychology) 

Effectiveness of adaptability screening /, 

78-25372 


* Adaptability (Psychology) — Testing. 
The feasibility of the use of autobio- 
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An improved algorithm for 
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Audits of public housing agencies., 78- 
11356 
*Administrative agencies — United States — 
Bibliography. 
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Practice and Procedure of the Com- 
mittee on the Judiciary, United States 
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proceedings : hearings before the Sub- 
committee on Administrative Law and 
Governmental Relations of the Com- 
mittee on the Judiciary, House of 
Representatives, Ninety-fifth Congress, 
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United States. 

Adolescent health services, and Pregnan- 
cy prevention care act of 1978 : hear- 
ing before the Subcommittee on 
Health and the Environment of the 
Committee on Interstate and Foreign 
Commerce House of Representatives, 
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The external degree as a credential 
graduates’ experiences in employment 
and further study /, 78-17439 

Going back to school at 35 and over., 
78-5127 


Lifelong learning in the nation’s third 
century : a_ synthesis of selected 
manuscripts about the education of 
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You and aviation : a handy guide for 
forest service people who use aviation 
services /, 78-36 


Aerial photography in geography. 

Aerial photographic coverage : arrange- 
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Aerodynamic performance of 0.4066- 
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trimmer concept /, 78-26348 
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Experimental evaluation of nacelle-air- 
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Finite element analysis of low speed 
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The inviscid pressure field on the tip of a 
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Mean velocity, turbulence intensity, and 
scale in a subsonic turbulent jet 
impinging normal to a large flat plate 
/, 78-18265 

Modeling and parameter uncertainties 
for aircraft flight control system design 
/, 78-9446 
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of attack /, 78-21793 
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0.1 to 0.7 /, 78-13930 
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to 0.7 : two tangent ogives, paraboloid 
and cone /, 78-15761 
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for interfacing surfaces by the method 
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78-13961 


*Aerodynamics — Data processing. 
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/, 78-13933 
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1977 - April 14, 1977 /, 78-18142 
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at Mach 0.60 to 2.86 of a fighter con- 
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Effects of roughness size on the position 
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High Reynolds number research 
workshop /, 78-18239 


*Aerodynamics, Transonic — Mathematical 
models. } 

Computation of unsteady transonic flows 
through rotating and __ stationary 
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for the six degree of freedom motion 
system /, 78-4549 


Full mission simulation in undergraduate 
pilot training : an exploratory study : 
final report for period April 1975 - 
January 1976 /, 78-4542, 78-15196 


Methods for compensating transport lags 
in computer image generation visual 
displays for flight simulation /, 78- 
4548 


Project constant growth : pilot attitudes : 
final report for period October 1975 - 
July 1976 /, 78-15199 


Project constant growth, pilot attitudes : 
final report for period October 1975 - 
July 1975 /, 78-4551 





USAF evaluation of an automated adap- 
tive flight training system : interim re- 
port for period January 1974 - 
December 1974 /, 78-15138 

Aeronautics, Military — Study and teaching 

— Evaluation. 

Appraisal of Air Force training course 
field evaluation system : interim report 
for period November 1975 - June 
1976 /, 78-4533 

Background and interest measures as 
predictors of success in undergraduate 
pilot training : [errata], 78-4522 

Background and interest measures as 
predictors of success in undergraduate 
pilot training : final report for period 
28 August 1972 - Dec. 1975 /, 78- 
4524, 78-15160 


Development and validation of the Air 
Force technical training student survey 
: interim report for period March 1973 
- February 1977 /, 78-20438 


Engineering and geometric constraints of 
a six degree of freedom synergistic 
platform motion system /, 78-20430 


Fiscal year 1978 - Air Force technical 
objective document., 78-6523 


Investigation of diagnostic, error detec- 
tor, and self-taught instructional strate- 
gies for flight simulator programs 
final report for period April 1975 - 
May 1976/, 78-4535, 78-15190 

Trends in training performance, 1972- 
1974 final report for period 31 
January 1975 - 30 September 1976 /, 
78-4541, 78-15193 

“Aeronautics, Military — Study and 
teaching — Handbooks, manuals, etc. 

Handbook for the design and implemen- 


tation of Air Force learning center 


programs : interim report for period 
April 1975 - September 1975 /, 78- 
20413 


Operations sergeant., 78-15044 


Soldier’s manual 
78-15044 


*Aeronautics, Military — Study and 
teaching — Simulation methods. 

Effects of simulator training and platform 
motion on air-to-surface weapons 
delivery training final report for 
period August 1976 - March 1977: /, 
78-20439 

*Aeronautics, Military — Study and 
teaching — United States — Handbooks, 
manuals, etc. 

Aircraft pneudraulic repairer, MOS 68H, 
skill levels 1/2/3., 78-12692 


: Operations sergeant., 


Soldier’s manual : aircraft pneudraulic 
repairer, MOS 68H, skill levels 1/2/3., 
78-12692 
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*Aeronautics, Military — United States. 

The Navy depot level aircraft main- 
tenance program - is there a serious 
backlog? : Department of the Navy: re- 
port to the Senate Committee on Ap- 
propriations /, 78-13348 

Special military operations., 
78-9693, 78-18699 


78-5404, 


Special military operations handbook., 
78-26611, 78-26612, 78-26613 


U.S. tactical air forces : overview and al- 


ternative forces fiscal years, 1976-81 /, 
78-19257 


United States Army aviation digest., 78- 
3024 
Aeronautics, Military — United States — 
Periodicals. 


The Air reservist., 78-3083 


78-3053 
Aeronautics, Military — United States — 
Statistics. 
Military air traffic activity report., 78- 
14164 


Naval aviation news., 


Military aviation forecasts, fiscal years 
1976-1987., 78-15967 
Aeronautics, Military — Vocational 
guidance. 


Naval aviation., 78-6504 


Aeronautics and state. 
New horizons., 78-13944 
*Aeronautics and state — United States. 
Airway Facilities 
handbook., 


Service 
78-22155, 


organization 

78-22156 

Aviation noise policy cost benefit analy- 
sis of alternative retrofit/replacement 
programs., 78-7880 


Aeronautics in agriculture — Congresses. 
Agricultural 
workshop /, 


aviation research 


78-26357 
Aeronautics in agriculture — United States. 
Agricultural 
11887, 


aircraft 
78-22154, 


operations, 78- 
78-24389 


Federal aviation regulations., 78-11887, 


78-22154, 78-24389 
Aeronautics in agriculture — United States 

— Accidents. 

Briefs of accidents involving aerial appli- 
cations operations, U. S. general avia- 
tion., 78-18552 

Aeroplanes — Landing. 

Perceived orientation of a runway model 
in nonpilots during simulated night ap- 
proaches to landing /, 78-863 

Aeroplanes — Turbojet engines. 

Aerodynamic performance of 0.4066- 
scale model of JT8D refan stage with 
S-duct inlet /, 78-9325 

Aeroplanes — Wings. 

Effect of winglets on a first-generation 

jet transport wing : II, 


pressure and 
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spanwise 
semispan 
speeds /, 


load distributions for a 
model at high 
78-9329 


subsonic 


Aeroplanes, Military — Armament. 

The US Army Transportation School ap- 
prenticeship program for the trade of 
aircraft mechanic, armament., 78- 
8710 

* Aeroplanes, Military — Maintenance and 
repair. 

Aircraft 
repairer/nondestructive 
78-10735 

Soldier’s manual 
repairer/ 
MOS 68B, 
10735 


powertrain 
inspector., 


aircraft 
nondestructive 
skill 


powertrain 
inspector, 
levels 1/2/3., 78- 
*AEROS (Computer program) 
AEROS manual 
78-25606 


AEROS user’s manual., 


series /, 78-10918, 
78-25606 
* Aerosols. 
Atmospheric aerosols 
perties and effects : 
cal papers 


: their optical pro- 

a digest of techni- 

presented at the topical 
meeting on atmospheric aerosols, their 
optical properties and effects, 
December 13-15, 1976, Williamsburg, 
Virginia : supplement., 78-18238 

Characteristics and meteorological im- 
pacts of pollutants from the Kennecott 
Copper smelter /, 78-22917 

Characterization and generation of metal 
aerosols /, 78-12984 

Design of minimum-weight diffusion bat- 
teries /, 78-8739 


Symposium for discussion of the Los An- 
geles Catalyst Study : proceedings /, 
78-1577 


Trace elemental characteristics of 
aerosols emitted from municipal in- 
cinerators /, 78-26329 

Aerosols — Congresses. 

Atmospheric aerosols 
perties and effects 
cal papers 
meeting on 


: their optical pro- 
: a digest of techni- 
presented at the topical 
Atmospheric Aerosols, 
Their Optical Properties and Effects, 
December 13-15, 1976, Williamsburg, 
Virginia /, 78-24228 
* Aerosols — Mathematical models. 
Effects of temperature and pressure on 
particle collection 
theoretical review /, 


mechanisms 
78-12956 
* Aerosols — Measurement. 

Aerosol measurements and modeling for 
fast reactor safety : quarterly progress 
report, October |-December 31, 1977 
/, 78-18964 

Development and fabrication of a proto- 
type fibrous aerosol monitor (FAM) /, 
78-21290 
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Experimental investigation of aerosol 
behavior in a post-LMFBR accident 
reactor containment atmosphere /, 
78-24519 


Feasibility of monitoring aerosol concen- 
trations by 10.6-um backscatter lidar /, 
78-1456 


* Aerosols — Safety measures. 

Analysis of aerosol particles undergoing 
gravitational agglomeration annual 
progress report, December 15, 1976 - 
September 30, 1977 /, 78-18938 


Bubble behaviorin LMFBR core disrup- 
tive accidents : annual report, July 1, 
1976 - September 30, 1977 /, 78- 
18926 


Aerospace Corporation. 
Personal rapid transit research conducted 


at The Aerospace Corporation /, 78- 
18778 


Aerospace industries — Alabama — 

Huntsville. 

An analysis of aerospace/defense 
economic impact and __ industrial 
development opportunities in Hunt- 
sville, Alabama: report /, 78-25132 


Aerospace industries — United States — 
Accidents. 
NASA accident and injury data., 
18244 


NASA mishap and 
18245 


injury data., 


Report of accident/injury statistics 
mishap recapitulation., 78-18243 


Aerospace industries — United States — 

Statistics — Periodicals. 

Backlog of orders for aerospace compa- 
nies., 78-2610, 78-8626 

* Aerospace industries — Vocational 
guidance. 

Aircraft, missile, and spacecraft : 
machine and computer : electronics; 
and motor vehicle and equipment 
manufacturing industries., 78-15718 

Aerospace medicine — Periodicals. 

Space biology and aerospace medicine., 

78-3839, 78-8171, 78-22297 
* Aerothermodynamics. 

Preliminary analysis of remote infrared 
imagery of shuttle during entry : an 
aecrothermodynamic flight experiment 
/, 78-13940 


office 


Acrothermodynamics — Tables. 

Table and charts of equilibrium normal- 
shock properties for hydrogen-helium 
mixtures with velocities to 70 km/sec /, 
78-7518 


‘Tables and charts of equilibrium normal- 
shock and shock-tube properties for 


pure carbon dioxide with velocities 
from | to 16 km/sec /, 78-9399 
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Tables and charts of equilibrium normal- 
shock properties for pure hydrogen 
with velocities to 70 km/sec /, 78- 
9398 

* Aesthetics. 
Measuring landscape esthetics : the 


scenic beauty estimation method /, 
78-14654 


* Affirmative action programs. 
Evaluation of civil rights and equal op- 
portunity programs., 78-18651 


Programa de habla Hispana : Spanish 
speaking program., 78-18518 

Spanish speaking program : programa de 
habla Hispana., 78-18518 

Status of equal employment opportunity 


program : November 30, 1974., 78- 
18511 


Status of equal employment opportunity 
program : November 30, 1976., 78- 
18512 


* Affirmative action programs — Law and 
legislation — United States. 
Contractor employment compliance 
orientation guide., 78-10670 


Orientation guide for contractor employ- 
ment compliance., 78-10670 


* Affirmative action programs — Ohio — 
Cleveland. 
Affirmative action or inaction? : the pur- 
suit of equal employment opportunity 
in Cleveland : a report /, 78-10616 


*Affirmative action programs — Oklahoma. 

The quest for equal employment oppor- 

tunity in Oklahoma State government : 
areport/, 78-12549 


*Affirmative action programs — United 

States. 

Affirmative action for disabled people : a 
pocket guide on sections 503 and 504 
of the Rehabilitation act of 1973 and 
the Vietnam era veterans readjustment 
assistance act of 1974., 78-11803 


78-24448 


The affirmative action programs in three 
Bureaus of the Department of Justice 
should be improved : report /, 78- 
23636 


Affirmative action/vocational rehabilita- 
tion and employment of the han- 
dicapped what’s in it for me? 
resource guide for employers., 78- 
23872 


Affirmative action plan., 


Affirmative admissions programs at law 
and medical schools., 78-19999 


Contract compliance handbook, execu- 
tive order 11246., 78-11361 


The Drug Enforcement Administration’s 
affirmative action program should be 
improved : report /, 78-21022 
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Equal Employment Opportunity Commis- 
sion affirmative action plan., 78- 
24448 


Equal employment opportunity plan 
Food and Drug Administration : for 
period September 30, 1976 to Sep- 
tember 30, 1978., 78-11227 

Executive order 11246 contract com- 
pliance handbook, 78-11361 


Food and Drug Administration affirma- 
tive action plan., 78-11227 


State government affirmative action in 
mid-America : a report /, 78-19990 


Statement on affirmative action., 78- 
167 


Toward equal educational opportunity : 
affirmative admissions programs at law 
and medical schools., 78-19999 


Upward mobility program can be im- 
proved : Department of Agriculture., 
78-13242 


Affirmative action programs — United 
States — Periodicals. 


Affirmative action plan, 78-17549 


Equal opportunity assessment and affir- 
mative action plan., 78-17549 


* Affirmative action programs — Utah — 
Salt Lake City. 
Affirmative action in Salt Lake’s criminal 
justice agencies a report /, 78- 
19992 


Afforestation — United States — Statistics — 
Periodicals. 
Forest planting, seeding, and _ silvical 
treatments in the United States., 78- 
10335 


* Africa — Addresses, essays, lectures. 
Africa in a global perspective : speech /, 
78-15853 
Africa — Bibliography. 
Africa., 78-1906 


Africa — Commerce. 
Overseas business reports., 


World trade outlook for 
16874 


Africa — Commerce — United States. 
Commerce America, reprint., 78-1477 


World trade outlook for Africa., 78- 
1477 


Africa — Economic conditions. 
Underdevelopment in Africa : hearings 
before the Subcommittee on Africa of 
the Committee on International Rela- 
tions, House of Representatives, 
Ninety-fifth Congress, first session..., 
78-26818 


Africa — Economic conditions — 1945- 
Overseas business reports., 78-16874 


World trade outlook for Africa, 78- 
16874 


78-16874 
Africa, 78- 





*Africa — Foreign relations — United 

States. 

Report of the Delegation to the Middle 
East and Africa of the Committee on 
Armed Services, House of Representa- 
tives, Ninety-fifth Congress., 78- 
12037 

U.S. policy toward Africa : hearing be- 
fore the Subcommittee on African Af- 
fairs of the Committee on Foreign 
Relations, United States Senate, 
Ninety-fifth Congress, second session 
... May 12, 1978., 78-24609 

*Africa — Foreign relations — United States 

— Addresses, essays, lectures. 


U.S. relations with Africa : statement /, 
78-21894 


Africa — Periodicals. 

Translations on Sub-Saharan Africa., 
78-913, 78-3854, 78-5458, 78- 
9859, 78-18863, 78-22305, 78- 
24469 

* Africa — Population. 

Growing awareness of population and 

health issues in Africa., 78-19216 


Report of the Honorable James H. 
Scheuer on the growing awareness of 
population and health issues in Africa 
/, 78-19216 

*Africa — Relations (general) with the 

United States. 


The United States and Africa : [address] 
/, 78-21898 


Africa — Relations (military) with the 
United States. 
Military sales : an increasing U.S. role in 
Africa: report /, 78-23652 
Africa — Social conditions. 
Underdevelopment in Africa : hearings 
before the Subcommittee on Africa of 
the Committee on International Rela- 
tions, House of Representatives, 


Ninety-fifth Congress, first session..., 
78-26818 


Africa, Eastern — Imprints — Periodicals. 
Accessions list, Eastern Africa., 78- 
3573 


Africa, North — Commerce. 


Overseas business reports., 78-16875 


World trade outlook for the Near East 
and North Africa, 78-16875 
Africa, North — Commerce — United States. 
A business guide to the Near East & 
North Africa /, 78-19965 


World trade outlook for Near East and 
North Africa., 78-1483 
Africa, North — Economic conditions. 
Overseas business reports., 78-16875 
World trade outlook for the Near East 
and North Africa, 78-16875 
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Africa, North — Periodicals. 

Translations on Near East and North 
Africa., 78-3846, 78-5456, 78- 
9857, 78-18862, 78-22304, 78- 
24465 

Africa, Sub-Saharan. 

Africa report to the Committee on 
Foreign Relations, United States 
Senate /, 78-1035 

Africa, Sub-Saharan — Bibliography — 

Periodicals. 

Foreign affairs research special papers 
available., 78-26451 


Africa, Sub-Saharan — Commerce. 
Market profiles for Africa, 78-22968 


78-22968 
Africa, Sub-Saharan — History — 
Bibliography. 
Islam in sub-Saharan Africa : a partially 
annotated guide /, 78-21768 


African Development Bank. 

Regional onchocerciasis area _ satellite 
(LANDSAT) related study : agreement 
between the United States of America 
and the African Development Bank 
signed at Abidjan June 30, 1976., 78- 
11820 

African Development Foundation. 

To establish an African Development 
Foundation : hearings before the Sub- 
committee on Africa of the Committee 
on International Relations, House of 
Representatives, Ninety-fifth Congress, 
first session, on H.R. 8130, October 13 
and 26, 1977., 78-19169 


African Development Fund. 

Criminal investigations agreement 
between the United States of America 
and other governments, done at Abid- 
jan November 29, 1972., 78-2136 


*Afro-American criminals — United States. 
Black crime : a police view /, 78-21639 


*Afro-American universities and colleges — 
United States — Congresses. 
Proceedings of the Conference on 
Research and Training Opportunities 
for Minority Colleges /, 78-18540 


*Afro-American women — Education — 
Congresses. 
Compendium., 


Overseas business reports., 


78-21113 


*Afro-American women — Employment — 
Congresses. 


Compendium., 78-21113 


Afro-Americans — Civil rights. 

Changes in black and white perceptions 
of the army’s race relations/equal op- 
portunity programs— 1972 to 1974 /, 
78-4444 

* Afro-Americans — Economics conditions. 

Income disparities between black and 

white Americans., 78-12204 
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*Afro-Americans — Education — United 

States. 

Inequalities in the educational ex- 
periences of black and white Amer- 
icans., 78-12203 

Afro-Americans — Employment — 

Periodicals. 


Black news digest., 78-3519 


Afro-Americans — Psychology — 
Congresses. 
Third Conference on Empirical Research 
in Black Psychology /, 78-7060 
Afro-Americans — Psychology — Testing. 


Psychological tests and minorities., 78- 
1981 


Afro-Americans — Scholarships, fellowships, 
etc. — United States. 
Selected list of postsecondary education 
opportunities for 
women., 78-25850 


minorities and 
Afro-Americans and alcohol. 
Decisions and drinking 
prevention 
9002, 


an ounce of 
: a course for blacks., 78- 
78-9003, 78-9004 


An ounce of prevention, a course for 
blacks on decisions and drinking., 78- 
9002, 78-9003, 78-9004 


The unseen crisis : 
78-523 


blacks & alcohol., 


Afro-Americans in medicine — United 
States. 

Minority biomedical 
8969 


programs /, 78- 


*Age and employment. 
Employment services for the elderly /, 
78-11279 


You are invited : RSVP, Retired Senior 
Volunteer Program, an ACTION pro- 
gram., 78-6259 


Age and employment — Law and legislation 

— United States. 

Age discrimination in employment act, 
amendments of 1977 : report together 
with additional and individual views to 
accompany H.R. 5383., 78-8409 


Amendments to the Age discrimination 
in employment act of 1967 : hearing 
before the Subcommittee on Employ- 
ment Opportunities of the Committee 
on Education and Labor, House of 
Representatives, Ninety-fifth Congress, 
first session on H.R. 65 ... H.R. 1115 
... June 2, 1977., 78-1008 


Age and employ ment — Massachusetts. 
Retirement age policies in Massachusetts 
: hearings before the Select Committee 
on Aging, House of Representatives, 
Ninety-fifth Congress, first session, 
held May 6, 1977, in Brookline and 
Waltham, Mass., 78-952 
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*Age and employment — United States. 

An act to amend the Age discrimination 
in employment act of 1967 to extend 
the age group of employees who are 
protected by the provisions of such 
act, and for other purposes., 78- 
16407 


ACTION domestic operations 
gramming and training., 78-6255 


Active Americans over 65 speak on 
retirement age policies : hearing before 
the Select Committee on Aging, House 
of Representatives, Ninety-fifth Con- 
gress, first session, held May 25, 1977., 
78-951 


Age discrimination in employment act 
amendments of 1978 : conference re- 


port to accompany H.R. 5383., 78- 
14448 


pro- 


Age discrimination in employment act of 
1967; a report covering activities 
under the act., 78-24172 


Age discrimination in Federally-assisted 
programs : hearing before the United 
States Commission on Civil Rights : 
hearing held in Miami, Florida August 
22-23, 1977., 78-6323, 78-14941 


The age discrimination study : a report 
of the United States Commission on 
Civil Rights., 78-6313 


Alternatives to retirement : hearings be- 
fore the Subcommittee on Retirement 
Income and Employment of the Select 
Committee on Aging, House of 
Representatives, Ninety-fifth Congress, 
first session ..., 78-5492 


Amending the Age discrimination in em- 
ployment act amendments of 1977 : 
report together with additional views 
to accompany H.R. 5383., 78-10206 

Establishing a senior citizen internship 
program in the Senate : report to ac- 
company S. Res. 219., 78-19411 

The foster grandparent program : an AC- 
TION program., 78-6258 


Foster grandparent program 
handbook for sponsors., 


: Operations 
78-6255 
Mandatory retirement, the social and 

human cost of enforced idleness : re- 


port (together with additional views) /, 
78-2234 


The next steps in combating age dis- 
crimination in employment, with spe- 
cial reference to mandatory retirement 
policy : a working paper /, 78-948 


78-9883 


Opportunities to work : hearings before 
the Subcommittee on Retirement In- 
come and Employment of the Select 
Committee on Aging, House of 
Representatives, Ninety-fourth Con- 


Older Americans act, title IX., 


Page I- 1614 





Subject Index 


gress, first session, June 17 and 24, 
1975., 78-12018 


Oversight hearings : Older Americans 
act, title IX : hearings before the Sub- 
committee on Retirement Income and 
Employment of the Select Committee 
on Aging, House of Representatives, 
Ninety-fifth Congress, first session, Oc- 
tober 5 and November 29, 1977., 78- 
9883 


Serving the elderly : a guide for prime 
sponsors., 78-5138 


*Aged — California — Los Angeles. 

Older Americans act : impact on the 
minority elderly : hearing before the 
Subcommittee on Housing and Con- 
sumer Interests of the Select Commit- 
tee on Aging, Ninety-fifth Congress, 
first session, August 23, 1977, Los An- 
geles, Calif., 78-18996 


*Aged — California — Los Angeles County 
— Transportation. 
Determining the future mobility needs of 
the elderly development of a 
methodology /, 78-18539, 78-18546 


Aged — California — Social conditions. 
RSVP : Retired Senior Volunteer Pro- 
gram in southern California., 78-1383 


Aged — Care and hygiene. 
Handle yourself with care accident 


prevention for older Americans., 78- 
7043 


A winter hazard for the old 
hypothermia., 78-11226 


Aged — Care and hygiene — Directories. 
Directory of adult day care centers., 
78-23863 


*Aged — Care and hygiene — Information 
services. 
Information and referral services for the 
elderly /, 78-11198 


Aged — Care and hygiene — New York 

(City) 

New York home care abuse : hearing be- 
fore the Select Committee on Aging, 
House of Representatives, Ninety-fifth 
Congress, second session, February 6, 
1978, New York, N.Y., 78-26725 


Aged — Care and hygiene — Vocational 
guidance. 

Care and independent living services for 
aging competency based teaching 
module., 78-4788 

*Aged — Connecticut — Societies and clubs. 

Hearing on title V : multipurpose senior 
centers : hearing before the Subcom- 
mittee on Federal, State, and Commu- 
nity Services of the Select Committee 
on Aging, House of Representatives, 
Ninety-fifth Congress, first session, 
December 5, 1977, Hartford, Conn., 
78-16162 


: accidental 
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*Aged — Dwellings. 

Low rise housing for older people 
behavioral criteria for design /, 78- 
15446 

*Aged — Dwellings — Maintenance and 
repair. 

Residential repair and renovation for the 
elderly /, 78-11283 

Aged — Economic conditions. 

Economics of a stationary population : 
implications for older Americans /, 
78-9471 


Implications for older Americans 
economics of a stationary population., 
78-9471 


Aged — Employment. 
Employment services for the elderly /, 
78-11279 


Aged — Family relationships. 
Maintenance of family ties of long-term 
care patients : theory and guide to 
practice /, 78-507 


* Aged — Illinois — Nutrition. 

Nutrition and the elderly, 1977 
Hearings before the Select Committee 
on Nutrition and Human Needs of the 
United States Senate, Ninety-fifth Con- 
ress, first session, Chicago,  Ill., 
November 14, 1977, Rockford, Ill., 
Novermber 16, 1977, Moline, IIl., 
December 12, 1977., 78-14384 

Aged — Indiana — Indianapolis — Crimes 
against. 

Crime and its effect upon the elderly in 
Indianapolis, Ind. : hearings before the 
Subcommittee on Housing and Con- 
sumer Interests of the Select Commit- 
tee on Aging, House of Representa- 
tives, Ninety-fifth Congress, first ses- 
sion, September 17, 1977,  Indi- 
anapolis, Ind., 78-9881 


Centers., 78- 


*Aged — Iowa. 

Older Americans programs oversight in 
Waterloo, Iowa : hearing before the 
Select Committee on Aging, House of 
Representatives, Ninety-fifth Congress, 
second session, January 9, 1978 ..., 
78-22374 


*Aged — lowa — Social conditions. 

Loneliness and social alienation of the el- 
derly : hearing before the Subcommit- 
tee on Federal, State, and Community 
Services of the Select Committee on 
Aging, House of Representatives, 
Ninety-fifth Congress, first session, 
Cedar Rapids, lowa, November 15, 
1977., 78-18995 


Aged — Legal status, laws, etc. — United 
States. 
Action on aging legislation in 94th Con- 
gress /, 78-8222 





Age discrimination in Federally-assisted 
programs, hearing., 78-6319, 78- 
6324, 78-16890 


The age discrimination study : a report /, 
78-19991 


Comprehensive older Americans act 
amendments of 1978 : conference re- 
port to accompany H.R. 12255., 78- 
27120 

Comprehensive Older 
amendments of 1978 : report to ac- 
company H.R. 12255., 78-26914 


Elimination of mandatory retirement at 
age 70 : hearings before the Subcom- 
mittee on Compensation and Em- 
ployee Benefits of the Committee on 
Post Office and Civil Service, House of 
Representatives, Ninety-fifth Congress, 
first session, on H.R. 7945 ... June 23 
and 28, 1977., 78-1099 


Establishing a national meals-on-wheels 
program : hearing before the Subcom- 
mittee on Federal, State, and Commu- 
nity Services of the Select Committee 
on Aging, House of Representatives, 
Ninety-fifth Congress, first session, 
held April 27, 1977., 78-5489 


Federal responsibility to the elderly 
(executive programs and legislative ju- 
risdiction) : charts /, 78-14271 


Fragmentation of services for the elderly 
: hearing before the Select Committee 
on Aging, House of Representatives, 
Ninety-fifth Congress, first session, 
held April 4, 1977., 78-14273 


Hearing before the United States Com- 
mission on Civil Rights age dis- 
crimination in Federally-assisted pro- 
grams hearing held in Denver, 
Colorado, June 28-29, 1977., 78- 
6319, 78-6324, 78-16890 


Hearing on housing, energy, transporta- 
tion, health, and the Older Americans 
act : hearing before the Subcommittee 
on Housing and Consumer Interests of 
the Select Committee on Aging, House 
of Representatives, Ninety-fifth Con- 
gress, second session ..., 78-22372 


Americans act 


Home-delivered meals for the elderly, 
1977 : hearing before the Subcommit- 
tee on Aging of the Committee on 


Human Resources, United States 
Senate, Ninety-fifth Congress, first ses- 
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October 1, 1977; /, 78-23443 


Worksheets for food and agricultural in- 
dustries., 78-232 


Worksheets for mineral products indus- 
tries., 78-232 


Worksheets for stationary combustion 
sources., 78-232 


*Air — Pollution — United States. 
Blast furnace slips and accompanying 


emissions as an air pollution source /, 
78-20708 


Control of volatile organic emissions 
from existing stationary sources., 78- 
25607 


: fuel com- 


Promulgated 
chloride., 


standard vinyl 
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Critical review of estimating benefits of 
air and water pollution control /, 78- 
25641 


Electrostatis capture of fine particles in 
fiber beds /, 78-20705 


Environmental implications of coal con- 
version : hearing before the Subcom- 
mittee on Environmental Pollution of 
the Committee on Environment and 
Public Works, United States Senate, 
Ninety-fifth Congress, first session, 
May 24, 1977., 78-1112 


EPA’s position on the health implications 
of airborne lead /, 78-12831 


Guidelines for quality assurance pro- 
grams for mobile source emissions 
measurement systems /, 78-6582 


The health implications of photochemical 
oxidant air pollution to your communi- 
ty., 78-17046 


How trees help clean the air., 78-10310 


MAP3S [Multistate Atmospheric Power 
Production Pollution Study] : studying 
the transport, transformation, and fate 
of atmospheric energy-related pollu- 
tants : addendum, project listings for 
FY 1977 /, 78-15219 


Optimum meteorological and air pollu- 
tion sampling network selection in ci- 
ties /, 78-23483 


Overview matrix for national criteria pol- 
lutant emissions., 78-8741 


Particle emission reactivity /, 78-10931 


Phthalic anhyride (air emissions)., 78- 
10928 


Prevention pollution of and improving 
the quality of soil, water, and air., 
78-6236 


Progress in the prevention and control of 
air pollution., 78-8473, 78-10959, 
78-24808 


The regional air pollution study (RAPS) 
grid system /, 78-17060 


Seedling-size fumigation chambers /, 
78-3988 


Seminar summary : sampling and analysis 
of the various forms of atmospheric 
lead /, 78-12931 


Soil, water, air sciences charters., 78- 
14790 


Soil, water, air sciences programs., 78- 
14789 


Source assessment /, 78-10928 


Source assessment : coal storage piles /, 
78-23458 

Source assessment : crushed sandstone, 
quartz, and quartzite ; state of the art 
/, 78-23461 


Source assessment 
78-23459 


: crushed stone /, 





Source assessment : overview matrix for 
national criteria pollutant emissions /, 
78-8741 


Source assessment : Polyvinyl chloride /, 
78-20725 


Study of horizontal-spray 
force/condensation 
20706 


1985 air 
16959 


Air — Pollution — United States — 
Bibliography. 
Bibliography on arthropoda and 
lution /, 78-6173 
Air — Pollution — United States — 
Computer programs. 
Addendum to user’s guide for cli- 
matological dispersion model /, 78- 
1561 


Valley Model user’s guide /, 


flux 
scrubber 78- 


pollution emissions 78- 


78-12856 
*Air — Pollution — United States — 
Congresses. 
Proceedings : Fine Particle Emissions In- 
formation System User Workshop /, 
78-12955 


Air — Pollution — United States — 
Equipment and supplies — Congresses. 
Symposium on Particulate Control in 

Energy Processes, 78-6584 


*Air — Pollution — United States — 
Information services. 
Proceedings : Fine Particle Emissions In- 
formation System User Workshop /, 
78-12955 


*Air — Pollution — United States — 
Mathematical models. 
Valley Model user’s guide /, 78-12856 

Air — Pollution — United States — 
Measurement. 

Addendum to user’s guide for 
matological dispersion model /, 
1561 


Optimum site exposure criteria 
SO,monitoring /, 78-1556 


Air — Pollution — United States — 
Periodicals. 


National emissions report., 78-25696 


Air — Pollution — United States — 

Physiological aspects. 

Intra-urban mortality and air quality : an 
economic analysis of the costs of pol- 
lution induced mortality /, 78-1574 

*Air — Pollution — United States — 

Standards. 

Coal preparation plants., 78-10919 

Fuel gas fired combustion units., 78- 
12864 

Inspection manual for the enforcement 
of new source performance standards : 
as applied to contact catalyst sulfuric 

acid plants :/, 78-12863 





December 1978 


Inspection manual for the enforcement 
of new source performance standards : 
coal preparation plants /, 78-10919 


Inspection manual for the enforcement 
of new source performance standards : 
fuel gas fired combustion units /, 78- 
12864 


Sulfuric acid plants., 78-12863 


*Air — Pollution — United States — States. 
Source assessment : overview and pri- 
oritization of emmissions from textile 
manufacturing /, 78-10936 


Source assessment : State-by-State listing 
of criteria pollutant emissions /, 78- 
6577 

State-by-State listing of criteria pollutant 
emissions., 78-6577 


State implementation plan emission regu- 
lations for particulate matter 
combustion /, 78-17064 

Air — Pollution — United States — 

Statistics. 

Source assessment : State-by-State listing 


of criteria pollutant emissions /, 78- 
6577 


fuel 


State-by-State listing of criteria pollutant 
emissions., 78-6577 


*Air — Pollution — United States — Tables. 
Air quality data for non-criteria pollu- 
tants, 1957 through 1970., 78-23413 


*Air — Pollution — Utah — Salt Lake City. 
Characteristics and meteorological im- 
pacts of pollutants from the Kennecott 
Copper smelter /, 78-22917 


*Air — Pollution — Utah — Salt Lake 
Valley. 
Some meteorological aspects of air pollu- 
tion in Utah with emphasis on the Salt 
Lake Valley /, 78-19857 


Air — Pollution — Washington, D.C. — 

Physiological effect. 

Air pollution and health in Washington, 
D.C. : some acute health effects of air 
pollution in the Washington 
metropolitan area /, 78-280 

*Air — Pollution — Washington 
metropolitan area. 

Characterization of the Washington, D.C. 
oxidant problem : final report /, 78- 
10915 

Characterization of 
carbon monoxide 
10914 


*Air — Purification. 
Final Report, dual alkali test and evalua- 


tion program /, 78-17157, 78- 
17158, 78-17159 


Washington, D.C. 
problem /, 78- 


High-temperature and high-pressure par- 
ticulate control requirements /, 78- 
10946 
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*Air — Purification — Equipment and 
supplies. 
Application of foam scrubbing to fine 
particle control : phase II /, 78-15266 


Assessment of particle control technolo- 
gy for enclosed asbestos sources 
phase II /, 78-15262 


Century industrial products FRP-100 wet 
scrubber evaluation /, 78-17169 


EPA van operational manual /, 78- 
17077 


Evaluation of eight novel fine particle 
collection devices /, 78-12895 


*Air bag restraint systems. 
Development of improved 
techniques /, 78-16053 


Evaluation of occupant protection 
devices and restraint systems : /, 78- 
26649 


Evaluation of seating and_ restraint 
systems and anthropomorphic dum- 
mies conducted during fiscal year 1976 
/, 78-18695 


inflation 


Executive and tabular summary of air 
field experience /, 78-22253 
Inflatable seat belt development for sub- 


compact car passengers 
summary /, 78-18785 


executive 


An investigation of some responses of an 
out-of-position driver in an ACRS- 
equipped Oldsmobile during crash in- 
duced bag development /, 78-8115 

Motor vehicle occupant crash protection 
: communication from the Secretary of 
Transportation ..., 78-10063 


Restraint system/speed limit public infor- 
mation materials catalog no. | /, 78- 
24412 


Vehicle integration and evaluation of ad- 
vanced restraint systems restraint 
system analysis report /, 78-24413 


*Air bag restraint systems — Bibliography. 
Passive restraints : a subject bibliography 
from highway safety literature /, 78- 
18811 
Air bag restraint systems — Testing. 
Development of improved 
techniques., 78-9782 
Allied Chemical 
dummies and 
78-8076 
Sled tests of the air bag-crushable dash- 
kneebar passive restraint in the Volvo 
244 /, 78-8066 
Air bases — Michigan. 
Proposed closure of Kincheloe Air Force 
Base, Michigan Department of 
Defense : report of the Comptroller 


General of the United States., 78- 
4762 


inflation 
Impact testing of 


“Inflataband” with 
human volunteers /, 
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Air bases — Runways. 

Assessment of terrain input data to En- 
gineer Horizontal Construction Effort 
Model : volume 1, main text, final re- 
port /, 78-25234 

Freeze-thaw tests of liquid deicing 
chemicals on_ selected pavement 
materials /, 78-10767 


Pavement evaluation data for Naval and 
Marine Corps Air Stations., 78-4509, 
78-20373 


*Air bases — Runways — Designs and plans. 
General provisions for airfield design., 
78-23087 


Air bases — Safety measures. 
ATC facility chief : soldier’s manual., 
78-4343 


ATC radar controller : soldier’s manual., 
78-6442 


ATC tower chief : soldier’s manual., 
78-4342 


ATC tower/nonradar approach super- 
visor : soldier’s manual., 78-4341 


Flight operations chief soldier’s 
manual., 78-6440, 78-6441 


Soldier’s manual : ATC facility chief., 
78-4343 


Soldier’s manual : ATC radar controller., 
78-6442 


Soldier’s manual 
78-4342 


Soldier’s manual : ATC tower/nonradar 
approach supervisor., 78-4341 

Soldier’s flight 
chief., 78-6441 

*Air-brakes. 

Federal motor vehicle safety standard no. 
121, air brake systems : hearings be- 
fore the Subcommittee on Governmen- 
tal Efficiency and the District of 
Columbia of the Committee on 
Governmental Affairs, United States 
Senate, Ninety-fifth Congress, first ses- 
sion, December 6 and 7, 1977., 78- 
19126 

Fleet accident evaluation of FMVSS 121 
/, 78-24409 

*Air-brakes — Maintenance and repair. 

Maintenance comparison on FMVSS no. 
121 configured vehicles verses non 
121 configured vehicles /, 78-24408 


Air charter contracts — Great Britain. 

Air charter services : agreement between 
the United States of America and the 
United Kingdom of Great Britian and 
Northern Ireland, renewing and 
amending the memorandum of un- 
derstanding of April 28, 1976, effected 
by exchange of notes dated at 
Washington April 11, 1977 with re- 
lated letter signed at London March 
11, 1977., 78-5210 


: ATC tower chief., 


manual 
78-6440, 


operations 
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*Air charter contracts — Switzerland. 

Air charter services : agreement between 
the United States of America and Swit- 
zerland effected by exchange of letters 
signed at Bern July 14 and 27, 1977., 
78-11818 


Air charter contracts — United States. 

Air charter services : agreement between 
the United States of America and the 
United Kingdom of Great Britian and 
Northern Ireland, renewing and 
amending the memorandum of un- 
derstanding of April 28, 1976, effected 
by exchange of notes dated at 
Washington April 11, 1977 with re- 
lated letter signed at London March 
11, 1977., 78-5210, 78-11818 

*Air-compressors. 

Test and evaluation of a solar-powered 
laboratory turbocompressor system for 
building heating and cooling : final 
technical report /, 78-16986 

Air conditioning. 

Consumer demand analysis, solar heating 

and cooling of buildings /, 78-8758 


Design consideration for residential solar 
heating and cooling systems utilizing 
evacuated tube solar collectors /, 78- 
13039 


Design, construction, and testing of a re- 
sidential solar heating and _ cooling 
system /, 78-6615 


ERDA solar heating and cooling demon- 
stration program structure : final re- 
port., 78-1598 


Feasibility test on compounding the in- 
ternal combustion engine for automo- 
tive vehicles., 78-1589 


Final report : feasibility test on com- 
pounding the internal combustion en- 
gine for automotive vehicles : task II ... 
/, 78-1589 


An introduction to Solocost : a new sim- 
plified design method for residential 
and light commercial solar heating and 
cooling., 78-23270 


Maintenance costs of solar air heating 
systms /, 78-13036 


A proposed concept for determining the 
need for air conditioning for buildings 
based on building thermal response 
and human comfort [errata], 78- 
22871 


Quarterly progress report for system 
analysis design and proof-of-concept 
experiment of a total energy system /, 
78-11004 


Report of the Phoenix Corporation ; City 
of Colorado Springs solar heating pro- 
ject /, 78-6866 


Solar driven air conditioning system ... /, 
78-6640 
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Solar heating and cooling commercializa- 
tion workshop., 78-23301 


Solar heating and cooling experiment for 
a school in Atlanta : construction re- 
port /, 78-6621 

Solar heating & 
homes, phase II /, 


cooling of mobile 
78-10993 


Summary of proceedings of solar heating 
and cooling commercialization 
workshop, May 1977 /, 78-23301 

Technology summary : solar heating and 
cooling : Natural Solar Demonstration 
Program., 78-6626 


Test and evaluation of a solar-powered 
laboratory turbocompressor system for 
building heating and cooling : final 
technical report /, 78-16986 


Thermal data requirements and _ per- 
formance evaluation procedures for 
the National Solar Heating and Cool- 
ing Demonstration Program /, 78- 
20940 


Timonium Elementary School solar ener- 
gy heating and cooling augmentation 
experiment : executive summary, final 
engineering report., 78-16985 

*Air conditioning — Congresses. 

Proceedings of the Workshop on Solar 
Collectors for Heating and Cooling of 
Buildings, New York City, November 
21-23, 1974, held in conjunction with 
the winter annual meeting of the 
American Society of Mechanical En- 
gineers /, 78-24260 

*Air conditioning — Equipment and 

supplies — Cost effectiveness. 

Life cycle costing in the procurement of 
room air conditioners., 78-15382 


Air conditioning — Equipment and supplies 
— Handbooks, manuals, etc. 
Heating, cooling and ventilating., 78- 
26427 


*Air conditioning — United States. 

Solar heating and cooling demonstration 
program : a descriptive summary of 
HUD cycle 3 solar residential projects 
wy 78-15448 


*Air conditioning — Vocational guidance. 

The US Army Engineer School ap- 
prenticeship program for the trade of 
Refrigeration/Air conditioning 
repairer-servicer., 78-10743 

Air conditioning industry — United States — 

Statistics — Periodicals. 

Air-conditioning and refrigeration equip- 
ment, including warm air furnaces., 
78-12467 

Air defenses, Military. 

Air defense artillery 
MOS 16Z 
4408 


senior sergeant, 
solider’s manual., 78- 





Airdrop of supplies and equipment 
rigging air defense artillery gun 
(Vulcan)., 7824392 


Airspace management and army air traf- 
fic in a combat zone., 78-4340 


defense artillery gun 
airdrop of supplies and 
78-4392 


Short range air defense artillery missile 
crewman : soldier’s manual., 78-4407 


short 
artillery missile 


Rigging air 
(Vulcan) 
equipment., 


Soldier’s Commander’s manual 
range air defense 
crewman., 78-4407 


Soldier’s manual : [ADA air defense ar- 
tillery] senior sergeant [MOS 16Z]., 
78-4408 

U.S. air and ground conventional forces 
for NATO : air defense issues /, 78- 
19259 


U.S. Army air defense artillery employ- 
ment, Chaparral/Vulcan., 78-6475 
Air defenses, Military — Handbooks, 
manuals, etc. 


Air defense artillery 
book., 78-25194 
Commander’s manual : land combat/light 
air defense system maintenance chief, 
Mos 27Z., 78-20165 
Land combat/light air defense system 
maintenance chief., 78-20165 
Air defenses, Military — Mathematical 
models. 
Spears, an AAW performance simulation 
/, 78-25323 
Air defenses, Military — Periodicals. 
Air defense magazine., 78-3030 
78-3094 


*Air-entraining cements. 
Investigation of proprietary admixtures : 
final report /, 78-20242 


reference hand- 


Combat crew., 


Air filters. 
A gas filter correlation monitor for CO, 
CH,, and HCl /, 78-26366 


Investigation of HEPA filters subjected 


to tornado pressure pulses : prelimina- 
ry tests of ineffective filtration : July 1- 
September 30, 1977 /, 78-25509 


Nonwoven fabric filters for particulate 
removal in respirable dust range /, 
78-12975 

*Air flow. 

Discomfort due to wind near buildings : 

aerodynamic concepts /, 78-19771 


flow over a 
78-9415 
Air Force Human Resources Laboratory — 
Indexes. 
Annotated bibliography of the Air Force 
Human Resources Laboratory techni- 
cal reports - 1968 through 1975 : final 


Turbulent atmospheric 
backward-facing step /, 





December 1978 


report for period January 
December 1975 /, 78-20423 
Air Force law — United States — 
Periodicals. 
The Air Force law review., 


*Air heaters. 
Industrial application, fluidized-bed com- 
bustion process., 78-20577, 78- 
23336 


Industrial application fluidized bed com- 
bustion process air heater /, 78- 
20610 


Report on the air preheater system for 
the mhd component development in- 
tegration facility, Butte, Montana /, 
78-17284 


Support testing and design study evalua- 
tion of regenerative air heaters/, 78- 
11052, 78-20535, 78-20536 


Air heaters — Design and construction. 
Preliminary design of a single air heater 
segment suitable for a coal-fired open- 
cycle MHD system ... /, 78-8787, 
78-11037 


*Air jets. 
Equilibrium chemical reaction of super- 


sonic hydrogen-air jets : Alma com- 
puter program /, 78-9411 


1968 - 


78-3096 


Air lines — Accounting. 

Uniform system of accounts and reports 
for certificated air carriers in ac- 
cordance with section 407 of the 
Federal aviation act., 78-10564 


Uniform system of accounts and reports 
for certified air carriers in accordance 
with section 407 of the Federal avia- 
tion act., 78-2667, 78-22897 


Air lines — Certification. 


Federal aviation regulations., 
78-22153 


Operations of foreign air carriers, 78- 
14109, 78-22153 


Air lines — Certification — Law and 
legislation — United States. 
Certification and operations of scheduled 
air carriers and helicopters, 78-14108 
Certification and operations of scheduled 


air carriers with helicopters, 78- 
26577 


78-14109, 


Federal aviation regulations., 
78-26577 


*Air lines — Certification — United States. 
An analysis of the effects of route 
restriction removal and discretionary 
authority : the transition to a less-regu- 
lated environment., 78-15920, 78- 
18516 


78-14108, 


An analysis of U.S. air carrier domestic 
route authority /, 78-7678 


Certification and operations, air travel 
clubs using large airplanes, 78-3758 
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Certification and operations, domestic, 
flag, and supplemental air carriers and 
commercial operators of large aircraft, 
78-3757 

Federal aviation regulations., 
78-3758 


Type certification., 


78-3757, 


78-7902, 78-7903 


Air lines — Cost of operation. 
Local service air carriers’ unit costs., 
78-10567, 78-22991 


Productivity and cost of employment., 
78-22902 


Air lines — Cost of operation — Statistics — 
Periodicals. 
Local service air carriers’ unit costs., 
78-10566 
Air lines — Handbooks, manuals, etc. 
Air carrier operations bulletins., 78- 
7905 


Air lines — Inspection — United States. 
Air carrier operations inspector's hand- 
book., 78-5368 
Air lines — Labor productivity. 
Productivity and cost of employment., 
78-22902 


*Air lines — Rates. 

International aviation : hearings before 
the Subcommittee on Aviation of the 
Committee on Commerce, 


and Transportation, 


Science, 
United States 
Senate, Ninety-fifth Congress, first ses- 
sion ... November 29 and December |, 
1977., 78-22424 
Use of discount 
teleticketing 


fares and 
save on 


airline 
would help 
government travel expenses 
the Congress /, 78-25758 
*Air lines — United States. 
Airlines service in the 48 
States., 78-14886 


: report to 


contiguous 


Applications and/or amendments thereto 
filed with the Civil Aeronautics Board., 
78-2669 

Comments on the study “Consequences 
of deregulation of the scheduled air 
transportation industry” : Air Trans- 
port Association of America 
the Congress /, 78-1666 


report to 


Consequences of deregulation of the 
scheduled air transportation industry., 
78-1666 


The critical role of government in inter- 
national air transport : report to the 
Congress /, 78-15358 


The decline of supplemental air carriers 
in the United States : hearings before 
the Subcommittee on Monopoly and 
Anticompetitive Activities of the 
Select Committee on Small Business, 
United States Senate, Ninety-fifth Con- 
gress, first session ..., 78-5653 
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A profile of airline service in the 48 con- 
tiguous states, June 1, 1975., 78- 
14886 


Air lines — United States — Cost of 
operation. 
Aviation cost allocation study. analysis of 
user taxes imposed by the Airport and 
airway revenue act of 1970., 78-9592 


Estimating airline operating costs /, 78- 
26334 


General aviation dynamics : an extension 
of the cost impact study to include 
dynamic interactions in the forecasting 
of general aviation activity /, 78-7953 

Air lines — United States — Directories. 

List of U.S. air carriers., 78-12521, 


78-12522, 78-12523, 78-12524, 
78-12525 


Air lines — United States — Finance — 
Statistics — Periodicals. 
Quarterly interim financial report: cer- 
tificated route air carriers and supple- 
mental air carriers., 78-2671 


Air lines — United States — Periodicals. 
AVP bulletin., 78-3777 


Air lines — United States — Rates. 

Air service improvement act of 1978 : 
report together with minority and addi- 
tional views to accompany H.R. 
12611., 78-26937 


Amending the Federal aviation act of 
1958 : report together with additional 
and minority views of the Senate Com- 
mittee on Commerce, Science, and 
Transportation, on S. 2493 ..., 78- 
10279 


Aviation regulatory reform : hearings be- 
fore the Subcommittee on Aviation of 
the Committee on Public Works and 
Transportation, House of Representa- 
tives, Ninety-fifth Congress, first ses- 
sion, on H.R. 8813 (introduced August 
13, 1977) ..., 78-10017, 78-22542 


Lower airline costs per passenger are 
possible in the United States and could 
result in lower fares : Civil Aeronautics 


Board : report to the Congress /, 78- 
1664 


Air lines — United States — Rates — 

Statistics — Periodicals. 

Coach traffic, revenue, yield and average 
on-flight trip length by fare category 
for the 48-state operations of the 
domestic trunks., 78-2684 

Air lines — United States — Safety 
regulations. 

Air carrier 
26595 


operations bulletins., 78- 


Air carrier operations inspector's hand- 
book., 78-26594 
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*Air lines — United States — Statistics. 

A guide to data available within C.A.B. 
reports and publications : data index., 
78-14888 

Air lines — United States — Time-tables — 

Periodicals. 

Schedule arrival performance in the top 
200 markets by carrier., 78-2674 


Air lines, Local service. 
Commuter and V/STOL air carrier hand- 
book., 78-5367 


Operations inspection and _ surveillance 
procedures air taxi operators and com- 
mercial operators of small aircraft : 
commuter and V/STOL air carrier 
handbook., 78-5367 


Air lines, Local service — Safety regulations. 
Air taxi aircraft weight and balance con- 
trol., 78-5385 


Air lines, Local service — Statistics — 
Periodicals. 
Trunkline carrier domestic passenger en- 
planements., 78-10568 


*Air lines, Local service — United States. 
An analysis of the effects of route 
restriction removal and discretionary 
authority : the transition to a less-regu- 
lated environment /, 78-18516 


Commuter airline airport facilities : study 
of four air carrier airports., 78-5337 


Impact of interlining on computer air- 
lines : hearing before the Subcommit- 
tee on Aviation of the Committee on 
Public Works and_ Transportation, 
House of Representatives, Ninety-fifth 
Congress, second session, March 18, 
1978, at Miami, Fla., 78-24652 


Productivity and cost of employment., 
78-22902 


Study of four air carrier airports., 78- 
5337 


Air lines, Local service — United States — 

Finance. 

Why the Federal airline subsidy program 
needs _ revision Civil Aeronautics 
Board : report to the Congress /, 78- 
1703 

Air lines, Local service — United States — 

Finance — Statistics. 

Local service air carriers’ unit costs., 
78-10567, 78-22991 


Air lines, Local service — United States — 
Finance — Statistics — Periodicals. 
Local service air carriers’ unit costs., 

78-10566 


Air lines, Local service — United States — 
Statistics. 
Local service carriers passenger enplane- 
ments., 78-22905 
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Air lines, Local service — United States — 
Statistics — Periodicals. 
Commuter air carrier operators., 78- 
26607 


Air masses. 


Thunderstorm-outflow kinematics 
dynamics [errata]., 78-22919 


Air-pilot guides — Periodicals. 
International notices to airmen., 78- 
3762 


Air-pilot guides — United States — 

Periodicals. 

Airman’s information 
3763, 78-3765, 
78-3769, 
22158, 


Airport directory, 
78-14160 


Basic flight 
procedures, 


manual., 78- 
78-3766, 78-3768, 
78-7936, 78-14160, 78- 
78-22159 


78-3765, 78-7936, 


information and ATC 

78-22158, 78-22159 

Basic flight manual and ATC procedures, 
78-3763 


Graphic notices and supplemental data, 
78-3769 


Notices to airmen, 78-3768 


Operational data and special notices, 

78-3766 
*Air pilots. 

The effects of system and environmental 
factors upon experienced pilot per- 
formance in the advanced simulator 
for pilot training : final report for 
period May 1975 - October 1976 /, 
78-23197 


Objective methods for developing indices 
of pilot workload /, 78-866 


Psychophysiological effects of aging 
developing a functional age index for 
pilots 1, survey of the pertinent 
literature /, 78-18689, 78-18697 

Air pilots — Certification. 

Publication of new FAA written test 

study guides., 78-7916 


Air pilots — Diseases and hygiene. 
Altitude tolerance of general aviation 
pilots with normal or partially impaired 
spirometric function /, 78-867 


The 1975 accident experience of civilian 
pilots with static physical defects /, 
78-22193 

Air pilots — Education — United States. 

This high school makes it fly., 78-7941 


The university trained aviator /, 78- 
7939 


*Air pilots — Health and hygiene. 

Stronger Federal Aviation Administration 
requirements needed to identify and 
reduce alcohol use among civilian 
pilots : report to the Congress /, 78- 
15341 





Air pilots — Legal status, laws, etc. — 

United States. 

Air taxi operators and commercial opera- 
tors of small aircraft, 78-14112, 78- 
14113, 78-14114, 78-26578 

Certification, pilots and flight instructors, 
78-14106, 78-22151 


Federal aviation regulations., 
78-14112, 78-14113, 
78-22151, 78-26578 

Air pilots — Licenses — United States. 

Designation of pilot examiners., 78- 

26596 


Pilot examiner’s manual /, 
78-26597 


Air pilots — Licenses — United States — 
Periodicals. 
Certification, pilots and flight instructors, 
78-24387 


Federal aviation regulations., 


*Air pilots — Recruiting. 
Development of the enlistment screening 
test - EST forms 5 and 6 : final report 


for period June 1975 - March 1976 /, 
78-15176 


Development of the eaiistment screening 
test-EST forms 5 and 6 : final report 


for period June 1975 - March 1976 /, 
78-4527 


78-14106, 
78-14114, 


78-7961, 


78-24387 


Effects of item-option weighting on the 
reliability and validity of the afoot for 
pilot selection : final report for period 
March 1975 -September 1976 /, 78- 
15192 


Effects of item-option weighting on the 
reliability and validity of the AFOQT 
for pilot selection : final report for 
period March 1975 - September 1976 
/, 78-4538 

*Air pilots — United States. 

Advanced simulation in undergraduate 
pilot training : an overview : final re- 
port for period 15 March 1971 - July 
1975 /, 78-15140 


*Air pilots — United States — Medical 
examinations. 
Characteristics of medically disqualified 
airman applicants in calender years 
1973 and 1974 /, 78-15970 


The Federal Aviation Administration 
should do more to detect civilian pilots 
having medical problems : Department 
of Transportation : report to the Con- 
gress /, 78-1640 


Air pilots — United States — Periodicals. 
The MAC flyer., 78-3089 


Air pilots — United States — Statistics — 
Periodicals. 


Civil airmen statistics., 78-14101 


U.S. civil airmen statistics., 78-14101 
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*Air Pollution, Radioactive — periodicals. 
Health and Safety Laboratory environ- 
mental quarterly., 78-3135 
*Air pollution control industry — 
Congresses. 
Second symposium on fugative emissions 
: Measurement and control, May 1977, 
Houston, Texas /, 78-17173 
Air pollution control industry — United 
States — Statistics — Periodicals. 
Selected industrial air pollution control 
equipment., 78-12466, 78-16778 
Air Pollution Training Institute — 
Curricula. 
Chronological schedule of air pollution 
training courses., 78-23537 


Chronological schedule of courses., 78- 
23536 


*Air power. 
Air power in three wars [WWII, Korea, 
Vietnam] /, 78-16958 


*Air quality — Data processing. 
Technial support document : sulfur diox- 


ide control strategy for the State of 
Ohio., 78-23427 


*Air quality — Maryland — Baltimore. 
Manual of instructions for projecting 
emissions in small geographic areas : 
preliminary test using Baltimore 
AQMA data /, 78-12852 


*Air quality — Southern States. 

Aid for maintaining air quality during 
prescribed burns in the South /, 78- 
16594 

*Air quality — Standards. 

Control strategy preparation manual for 

particulate matter., 78-12860 


*Air quality — Standards — Data 
processing. 
Development of computerized emission 
projection and allocation system, phase 
1 : preliminary feasibility study /, 78- 
20670 
*Air quality — Standards — United States. 
Guideline for public reporting of daily air 
quality pollutant standards index 
(PSI) /, 78-17080 


Guidelines for the regional evaluation of 
state and local NSR programs /, 78- 
12862 


*Air quality — Statistical methods. 
Meteorological regimes for the classifica- 
tion of aerospace air quality predic- 
tions for NASA-Kennedy Space Center 
/, 78-11764 
Air quality — United States. 
Implementation plan review for Indiana 
required by the Energy supply and en- 


vironmental coordination act /, 78- 
23522 
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Air quality — United States — Congresses. 
Proceedings of the conference : air quali- 
ty impact analysis for application in 
land use and transportation planning, 
June 24-26, 1974, Berkeley, California 
/, 78-23425 
*Air quality — United States — Data 
processing. 
Air quality data for non-criteria pollu- 
tants, 1957 through 1970., 78-23413 


Air quality — United States — 
Measurement. 
Monitoring and air quality trends report, 
1973., 78-23523 


Air quality — United States — Statistics — 
Periodicals. 
Air quality data., 


78-8747, 78-20765 


Air quality data. quarterly statistics., 
78-3114 


*Air quality — United States — Tables. 
Air quality data for non-criteria pollu- 
tants, 1957 through 1970., 78-23413 


*Air quality management. 
Ambient monitoring guidelines for 
prevention of significant deterioration 
(PSD)., 78-23442 


Assessment of automotive sulfate emis- 
sion control technology /, 78-12821, 
78-12822 


Capital and operating costs of selected 
air pollution control systems /, 78- 
17031 


Emission density zoning /, 78-15229 


Growth effects of major land use projects 
. /, 78-12829 


Guideline for development of control 
strategies in areas with fugitive dust 
problems., 78-25609 


National air quality levels and trends in 
total suspended particulates and sulfur 
dioxide determined by data in the na- 
tional air surveillance network., 78- 
17059 


National assessment of the urban particu- 
late problem /, 78-25587, 78-25588 


Open space as an air resource manage- 
ment measure .../, 78-17032 


Reduction of nitrogen oxide emissions 
from field operating package boilers : 
phase Ill of III /, 78-12904 


*Air quality management — Congresses. 
Second symposium on fugative emissions 
: measurement and control, May 1977, 
Houston, Texas /, 78-17173 


*Air quality management — Japan. 
SO,abatement for stationary sources in 
Japan /, 78-10951 


*Air quality management — United States. 
Air quality analysis workshop /, 78- 
15249 
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Field operations and enforcement 
manual for air pollution control /, 78- 
6590 


National assessment of the urban particu- 
late problem., 78-20679, 78-20680, 
78-20681, 78-20682 


Progress in the prevention and control of 
air pollution., 78-8473, 78-10959, 
78-24808 


Ranking the input and output data used 
to determine new source performance 
standard impacts /, 78-15245 


Air quality management — United States — 
Collected works. 
State air pollution implementation plan 
progress report., 78-23518 


*Air quality management — United States 
— States. 
System for tabulating selected measures 


of State air programs status /, 78- 
12842 


Air quality management — United States — 
Study and teaching. 
Chronological schedule of air pollution 
training courses., 78-23537 


Chronological schedule of courses., 78- 
23536 


Air quality monitoring stations. 
Air monitor siting by objective /, 78- 
25645 


Definition of air quality measurements 
for monitoring space shuttle launches 
/, 78-18227 


Improvements to single-source model /, 
78-12836, 78-15237 


Optimum site exposure criteria for 
SO,monitoring /, 78-1556 


Summary of information on air quality 


networks around large point sources /, 
78-15242 


Testing and evaluation of model im- 
provements., 78-15237 

Variables affecting air quality instrument 
operation /, 78-7795 

Air quality monitoring stations — California 

— Los Angeles. 

Symposium for discussion of the Los An- 
geles Catalyst Study : proceedings /, 
78-1577 

Air quality monitoring stations — United 

States — Directories. 

Directory of air quality monitoring sites., 
78-12810 

Air Resources Atmospheric Turbulence and 

Diffusion Laboratory. 

Annual report - Air Resources At- 
mospheric Turbulence and Diffusion 
Laboratory., 78-10602 

Air sampling apparatus. 

Air pollution and roadway location, 

design, and operation : preliminary 


Page I- 1634 





Subject Index 


study of distribution of carbon monox- 
ide on and adjacent to freeways /, 
78-844 


Instrumention of sampling aircraft for 
measurement of launch vehicle ef- 
fluents /, 78-9362 


Preliminary study of distribution of car- 
bon monoxide on and adjacent to 
freeways., 78-844 

*Air-ships. 

Assessment of selected lighter-than-air 
vehicles for mission tasks of the U.S. 
Coast Guard /, 78-22232 

* Air-ships — Testing. 

Feasibility study of modern airships, 

phase II : executive study /, 78-18213 
*Air speed. 

Comparison of VGH data from wide- 
body and narrow-body long-haul tur- 
bine-powered transports /, 78-18093 

Air Standardization Coordinating 

Committee. 

Compendium of international air stan- 
dardization agreements : ASCC, 
CENTO, NATO., 78-6518 


Air traffic control. 
Air Traffic and Airway Facilities., 78- 
7871 


Air traffic control experimentation and 
evaluation with the NASA ATS-6 
satellite /, 78-18701 


Air Traffic Procedures Advisory Com- 
mittee., 78-18640 


Airspace management and army air traf- 
fic in a combat zone., 78-4340 


An analysis of radio frequency surveil- 
lance systems for air traffic control /, 
78-7986, 78-15980 


Area navigation high-altitude network 
study /, 78-7982 


Criteria for acceptance of ownership and 
servicing of civil aviation interest(s) 
navigational and air traffic control 
systems and equipment., 78-5394 


Development of a performance criterion 
for enroute air traffic control person- 
nel research through air traffic control 
simulation : experiment I - parallel 
form development /, 78-18702 


Flight experiments to improve terminal 
area operations /, 78-26333 

Flow control procedures., 78-18672 

Maintenance of NAS enroute stage A - 
air traffic control system., 78-18668 

Mobile air traffic control, navigational 
aid, communication and power 
system., 78-26586 

Real-time manned simulation of ad- 
vanced terminal area guidance con- 


cepts for short-haul operations /, 78- 
18100 
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Results of simulation experiments 
designed to show the effect of tone 
disturbance upon air traffic control 
air/ground communications /, 78- 
18703 

Summary of transponder data, June 1975 
through August 1976 /, 78-8015 


Technical appraisal program (TAP) : air 
route traffic control center ; air route 
traffic control specialist : over-the- 
shoulder., 78-9670 

Test and evaluation of an enroute system 
terrain-avoidance function with the 
NAS A3d2.1 system /, 78-18731 


Traffic advisory practices at nontower 
airports., 78-14139 


Air traffic control — Automation. 
Capacity and productivity implications of 
enroute air traffic control automation 
/, 78-7966 


Enroute air traffic control automation: 
Capacity and productivity implica- 
tions., 78-7966 

Air traffic control — Computer programs. 

Catalog of ATC communications and 

controller activity data /, 78-7873 


UG3RD baseline and implementation 
scenario., 78-7952 


*Air traffic control — Data processing. 
Area navigation/vertical area navigation 
terminal simulation /, 78-18726 


Central flow control automation program 
cost-benefit analysis /, 78-18743 


Central flow control computer program 
specifications /, 78-16002 


Central flow control software systems 
analysis /, 78-16003 


A compendium of NAS enroute system 
performance, analysis and modeling 
documentation relative to the model 
A3d2 enroute operational system /, 
78-8006 


A computer program functional design of 
the simulation subsystem of an auto- 
mated central flow control system /, 
78-15998 


Extended storage feature modifications 
to the 9020A system /, 78-7999 


National airspace data interchange net- 
work (NADIN)., 78-9685 


Standard data elements and codes 
facility identification and supplemental 
standards., 78-26580 


Standard data elements and codes 
general standards., 78-5343 


Surveillance and data link enhancement 
program /, 78-22166 
Air traffic control — Electronic equipment. 
QM/PSK voice/data modem /, 78-7991 





Specification : system maintenance moni- 
tor console., 78-5397 


System maintenance monitor console., 
78-5397 


Terminal information processing system 
concept testing (control tower) /, 78- 
15997 


Test and evaluation of the Dallas/Fort 
Worth terminal communications 
switching system /, 78-11918 

VHF data link communication charac- 
teristics /, 78-16006 


Air traffic control — Great Lakes region — 
Statistics — Periodicals. 
Great Lakes Region air traffic activity., 
78-26603 


*Air traffic control — Mathematical models. 
Advanced productivity analysis methods 


for air traffic control operations /, 
78-16004 


Applications of the simulation model for 


air traffic control communications /, 
78-7985 


Area navigation route width 
ments /, 78-18734 


The effect of increased monitoring load 
on vigilance performance using a simu- 
lated radar display /, 78-869 


require- 


Simulation study of intermittent positive 


control in a terminal area air traffic 
control environment /, 78-16013 


*Air traffic control — Oregon — Portland. 
Operational and_ technical analysis 
GTE/WESCOM key/automative call 
distributor communication system, 


Portland Oregon, flight service station 
/, 78-16000 


Air traffic control — Physiological aspects. 
Air traffic control specialist health pro- 
gram., 78-5349 


Sleep in air traffic controllers /, 78- 
22190 


*Air traffic control — Psychological aspects. 
Stress in air traffic controllers : effects of 
ARTS-III /, 78-22186 


*Air traffic control — Safety measures. 
Arrival and departure handling of high 
performance aircraft., 78-14119 


Air traffic control — Standards — United 

States. 

Airway planning standard number one : 
terminal air navigation facilities and air 
traffic control services., 78-5361 

Air traffic control — Statistics. 

IFR aircraft handled : forecast by air 
route traffic control center, fiscal years 
1978-89 /, 78-9682 

Profiles of scheduled air carrier pas- 
senger traffic for top 100 U.S. air- 
ports., 78-22172, 78-26605 
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Profiles of scheduled passenger traffic, 
78-26605 


Air traffic control — Study and teaching — 

United States. 

Selection and training of FAA air traffic 
controllers : hearing before a subcom- 
mittee of the Committee on Govern- 
ment Operations, House of Represen- 
tatives, Ninety-fourth Congress, first- 
session, June 21, 1975-, 78-9959 

*Air traffic control — Testing. 

Cognitive pretraining of the T-37 over- 
head traffic pattern : final report for 
period May 1974 - June 1975 /, 78- 
20414 

Air traffic control — United States. 

Air controlman 1 & C., 78-4499 


Air navigation and air traffic control 
facility performance and availability., 
78-11921, 78-22204 

Aircraft dispatcher written test guide., 
78-9676 


Airline deregulation and aviation safety : 
hearings before a subcommittee of the 
Committee on Government Opera- 
tions, House of Representatives, 
Ninety-fifth Congress, first session, 
September 8 and 9, 1977., 78-5526 


Airline deregulation and aviation safety : 
nineteenth report /, 78-10253 


Airport surface traffic control concept 
formulation study /, 78-7973 


Civilian air traffic controllers and flight 
service station specialists : hearing be- 
fore the Subcommittee on Compensa- 
tion and Employee Benefits of the 
Committee on Post Office and Civil 
Service, House of Representatives, 
Ninety-fifth Congress, second session, 
on H.R. 8503 and H.R. 10633, April 
17, 1978., 78-22536 


Evaluation handbook., 78-18671 


Future needs and opportunities in the air 
traffic control system : hearings before 
the Subcommittee on Transportation, 
Aviation, and Weather of the Commit- 
tee on Science and Technology, U.S. 
House of Representatives, Ninety-fifth 
Congress, first session .... 78-12176 


Future needs and opportunities in the air 
traffic control system : report /, 78- 
8346 


Interim program technical report (PTR) 
procedures., 78-5342 


Issues and management problems in 
developing an improved air-traffic-con- 
trol system : Department of Transpor- 
tation, Federal Aviation Administra- 
tion : report to the Congress /, 78- 
1854 
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Mathematical approaches to evaluating 
aircraft vertical separation standards /, 
78-22164 

Procedures for field development of au- 
tomation projects., 78-5358 


Special military operations., 78-18699 
Special military operations handbook., 
78-26611, 78-26612, 78-26613 

Air traffic control — United States — Data 
processing. 
National airspace system : measuring air 
route traffic control center computer 
utilization /, 78-7977 


*Air traffic control — United States — 

Equipment and supplies. 

FAA procurement of a microwave land- 
ing system : hearings before a subcom- 
mittee of the Committee on Govern- 
ment Operations, House of Represen- 
tatives, Ninety-fifth Congress, second 
session, January 31, February | and 6, 
1978., 78-19123 


Air traffic control — United States — 

Handbooks, manuals, etc. 

Air traffic control., 78-3779 

Air traffic control ATC tower operator., 
78-8678 

Facility management 
5403, 78-9692 

Flight services., 78-3781 


Soldier’s manual : air traffic control ATC 
tower operator., 78-8678 
Special military operations., 
78-9693 
Air traffic control — United States — 
Handbooks, manuals, etc. — Periodicals. 
Air traffic control., 78-14169 


Air traffic control — United States — 
Periodicals. 
Airman’s 


handbook., 78- 


78-5404, 


information 
3763, 78-22158, 

Basic flight 
procedures, 


manual., 78- 
78-22159 
information 
78-22158, 


and ATC 
78-22159 
Basic flight manual and ATC procedures, 
78-3763 
Air traffic control — United States — 
Statistics. 
Aviation forecasts, 
1989., 78-5401 


Air traffic control — United States — 
Statistics — Periodicals. 
FAA air traffic activity., 

78-22161, 78-22162 
FAA air traffic activity and terminal area 
relationships, 78-2216] 

Air traffic control — United States — 
Vocational guidance. 

ATC second career program., 


fiscal years 1978- 


78-14163, 


78-7894 


Air traffic control — Vocational guidance. 
ATC facility chief : soldier’s manual., 
78-4343 
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ATC radar controller : soldier’s manual., 
78-6442 


ATC tower chief : soldier’s manual., 
78-4342 


ATC tower/nonradar approach super- 
visor : soldier’s manual., 78-4341 


Soldier’s manual : ATC facility chief., 
78-4343 


Soldier’s manual : ATC radar controller., 
78-6442 


Soldier’s manual : ATC tower chief., 
78-4342 


Soldier’s manual : ATC tower/nonradar 
approach supervisor., 78-4341 


Air traffic rules — United States. 

Airline deregulation and aviation safety : 
hearings before a subcommittee of the 
Committee on Government Opera- 
tions, House of Representatives, 
Ninety-fifth Congress, first session, 
September 8 and 9, 1977., 78-5526 


Airline deregulation and aviation safety : 
nineteenth report /, 78-10253 


Federal aviation regulations., 78-3755, 


78-3756, 78-14107 


General operating and flight rules, 78- 
3755, 78-14107 


Special air traffic rules and airport traffic 
patterns, 78-3756 


*Air traffic rules, International. 

Aviation protocols : hearing before the 
Committee on Foreign Relations, 
United States Senate, Ninety-fifth Con- 
gress, first session, on Ex. A, 95th 
Cong., Ist Sess. ... and Ex. B. 95th 
Cong., Ist Sess., July 26, 1977., 78- 
14319 

Air travel — Statistics. 

Forecasts and analysis of international air 
traffic in relation to transoceanic com- 
munication requirements /, 78-26621 

Passengers denied confirmed space., 
78-19793, 78-19986 

Air travel — Statistics — Periodicals. 

U.S. international air traffic statistics., 

78-3737 


U.S. international air travel statistics., 

78-22030 
Air-turbines. 

Aerodynamic performance of wind tur- 
bines /, 78-6679 

Comparison of computer codes for cal- 
culating dynamic loads in wind tur- 
bines /, 78-23297 

Investigation of diffuser-augmented wind 
turbines ... /, 78-6619 

Reference wind speed distributions and 
height profiles for wind turbine design 
and performance evaluation applica- 
tions ... /, 78-23575 
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Wake characteristics of a tower for the 
DOE-NASA MOD-1 wind turbine /, 
78-23298 


Wind energy developments in the 20th 
century /, 78-15752 


Air warfare — Mathematical models. 
Spears, an AAW performance simulation 
/, 78-25323 


Air warfare — Periodicals. 


Air University review., 78-3085 


Air warfare — Study and teaching. 

ASUPT visual simulation of air-to-sur- 
face weapons delivery : interim report 
for period October 1975 - February 
1976 /, 78-4526, 78-15175 

Full mission simulation in undergraduate 
pilot training : an exploratory study : 
final report for period April 1975 - 
January 1976 /, 78-4542, 78-15196 


*Airborne profile recorder — Bibliography. 
Independent altitude monitor : a litera- 
ture search, analysis, and bibliography 

/, 78-15992 


*Airborne warning and control systems. 
ADA operations and 
assistant., 78-20199 


ADA signal operatons battalion., 78- 
20182 


Commander’s manual : ADA operations 
and intelligence assistant [[ MOS 16B], 
78-20199 


Sale of AWACS to Iran : communication 
from the President of the United States 
..., 78-8400 


Aircraft — Repairing — Handbooks, 
manuals, etc. 

Soldier’s manual aircraft structural 
repairer, MOS 68G, skill levels 1/2/3., 
78-4416 

*Aircraft cabins. 

Evaluation of a Halon 1301 system for 
aircraft internal cabin fire protection /, 
78-18717 


Measurement of toxic gases and smoke 
from aircraft cabin interior materials 
using the NBS smoke chamber and 
colorimetric tubes /, 78-7983 


Thermal decomposition products of air- 
craft interior materials /, 78-18733 


*Aircraft cabins — Design and construction. 

Aircraft cabin compartmentation con- 

cepts for improving postcrash fire 
safety /, 78-18716 


Passenger flow rates between compart- 
ments : straight-segmented stairways, 
spiral stairways, and passageways with 
restricted vision and changes of at- 
titude /, 78-9691 


Aircraft cabins — Fires and fire prevention. 
Time-dependent fire behavior of aircraft 
cabin materials /, 78-26617 


intelligence 
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Aircraft cabins — Safety measures. 
A survey of air carrier cabin safety /, 
78-7882 


Aircraft carriers. 
Full committee consideration of the 
CVV program /, 78-972 


The Navy’s multimission carrier airwing : 
can the mission be accomplished with 
fewer resources? : report to the Con- 
gress /, 78-4768 

*Aircraft engine industry — Law and 
legislation — Germany, West. 

Safeguarding technical data on JT-10D 
aircraft engine : agreement between 
the United States of America and the 
Federal Republic of Germany, effected 
by exchange of notes signed at 
Washington, February 24 and March 
18, 1977., 78-21935 


*Aircraft engine industry — Law and 
legislation — United States. 

Safeguarding technical data on JT-10D 
aircraft engine : agreement between 
the United States of America and the 
Federal Republic of Germany, effected 
by exchange of notes signed at 
Washington, February 24 and March 
18, 1977., 78-21935 


* Aircraft exhaust emissions. 

Aircraft engine emissions : a conference 
held at Lewis Research Center, Cleve- 
land, Ohio, May 18-19, 1977., 78- 
18242 


Airport emission inventory methodolody 
/, 78-10904 


Analytical study of mixed-flow JT8D ex- 
haust emissions measurements for 
fixed-probe requirements /, 78-15995 


Carbon monoxide (CO) contamination in 


aircraft : detection and prevention., 
78-14122 


Determination of effects of ambient con- 
ditions on aircraft engine emissions en- 
gire testing /, 78-25578, 78-25579 


Effect of flame stabilizer design on per- 
formance and exhaust pcllutants of a 
two-row swirl-can combustor operated 
to near-stoichiometric conditions /, 
78-11782 


In situ’ measurements of Arctic at- 


mospheric trace constituents from an 
aircraft /, 78-21821 


Meteorological regimes for the classifica- 
tion of aerospace air quality predic- 
tions for NASA-Kennedy Space Center 
/, 78-11764 


Pollutant formation § in _ fuel 
reciruclating flows /, 78-18162 

Revision of evaporative hydrocarbon 
emission factors /, 78-20674 

Some physical and thermodynamic pro- 
perties of rocket exhaust clouds mea- 


¢g 


lean 





sured with 
18267 


Turbine engine particulate 
characterization /, 78-18719 
*Aircraft exhaust emissions — 
Measurement. 
Further investigation into the causes of 
variability in aircraft turbine engine 
emission measurement /, 78-20667 


infrared scanners /, 78- 


emission 


Aircraft gas-turbines. 
Emittance and absorptance of NASA 


ceramic thermal barrier coating system 
/, 78-26400 


Feasibility study of tungsten as a diffu- 
sion barrier between nickel-chromium- 
aluminum and [gamma/gamma’- 
delta] eutectic alloys /, 78-18307 

Further investigation into the causes of 
variability in aircraft turbine engine 
emission measurement /, 78-20667 

*Aircraft gas-turbines — Testing. 

Experimental flow coefficients of a full- 
coverage film-cooled-vane chamber /, 
78-9462 

*Aircraft industry — Quality control. 

Quality assurance systems analysis review 

program (QASAR)., 78-9671 
Aircraft industry — United States — 

Statistics. 

Complete aircraft aircraft engines., 78- 
2594 

Aircraft rules, International. 

Compendium of international air stan- 
dardization agreements ASCC, 
CENTO, NATO., 78-6518 

Aircraft survival equipment. 

Aircrew survival equipmentman | & C., 

78-1535 


Flotation and survival equipment studies 
/, 78-9689 


Flotation and survival equipment studies 
[errata] /, 78-9690 


*Airdrop. 
Air drop of supplies and equipment : 
rigging containers, 78-20179 


Airdrop of supplies and equipment 
rigging 1|OSMM howitzers., 78-4391 

78-20179 

Rigging 1OSMM howitzers., 78-4391 


Airdrop — Equipment and supplies. 
Airdrop of supplies and equipment 
rigging road rollers., 78-8691 
Airdrop of supplies and equipment in the 
theater of operations., 78-20170 
78-8691 


Rigging containers., 


Rigging road rollers., 


Airframes. 


Acoustic measurements of a large cavity 


in a wind tunnel /, 78-26332 
Experimental evaluation of nacelle-air- 
frame interference forces and pres- 
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sures at Mach numbers of 0.9 to 1.4 /, 
78-9354 


Fatigue evaluation of rotorcraft struc- 
ture., 78-14172 


Progress in supersonic cruise aircraft 
technology /, 78-26335 
Airframes — Design and construction. 
Study to improve airframe turbine engine 
rotor blade containment /, 78-5406 
Airframes — Handbooks, manuals, etc. 
Airframe and powerplant mechanics 
airframe handbook., 78-860 


* Airframes — Maintenance and repair. 
Aircraft structural repairer., 78-12691 


Soldier’s manual aircraft structural 
repairer, MOS 68G, skill levels 1/2/3 /, 
78-12691 

* Airframes — Noise. 


Airframe noise prediction method /, 78- 
18736 


*Airglow — Charts, diagrams, etc. 

Post sunset behavior of the 6300 A 
atomic oxygen airglow emission /, 78- 
11699 

* Airlift, Military. 

Amending title 10, United States Code : 
report to accompany H.R. 2637., 78- 
10146 


The decline of supplemental air carriers 
in the United States : hearings before 
the Subcommittee on Monopoly and 
Anticompetitive Activities of the 
Select Committee on Small Business, 
United States Senate, Ninety-fifth Con- 
gress, first session ..., 78-5653 


Hearings on H.R. 2637, to amend title 
10, United States Code, to authorize 
the Secretary of the Air Force to con- 
tract with air carriers and the 
posture of the U.S. military airlift be- 
fore the Committee on Armed Ser- 
vices, House of Representatives, 
Ninety-fifth Congress, first session, 
September 19, 1977., 78-5505 

Airplanes. 

Character of random inlet pressure fluc- 
tuations during flights of F-111A air- 
plane /, 78-7512 


Comparison of capabilities and costs of 
dedicated airplane and spacecraft mis- 
sions for remote water monitoring of 
U.S. coastal zones /, 78-13942 

*Airplanes — Airworthiness. 

Airworthiness certification of aircraft and 
related approvals., 78-9672 

Airworthiness criteria development for 
powered-lift aircraft : a program sum- 
mary /, 78-13951 

Airworthiness 
78-18676, 78-18677 


Export airworthiness 
procedures., 78-5373 


directives, 78-18637, 


approval 
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Federal aviation regulations., 78-18637 


78-3772 


Reporting requirements of air carriers, 
commercial operators, travel clubs, 
and air taxi operators of large and 
small aircraft., 78-14154 


78-3770 
78-3771 


Summary of airworthiness directives for 
small aircraft, 78-18637 

Type certificate data sheets and specifi- 
cations., 78-3770, 78-3771, 78- 
3772 


Airplanes — Airworthiness — Handbooks, 
manuals, etc. 
General aviation 

14173 

Airplanes — Airworthiness — Periodicals. 

General aviation inspection aids., 78- 
3785 


Airplanes — Airworthiness — Standards — 

United States. 

Airworthiness standards, normal, utility, 
and acrobatic category airplanes, 78- 
3749, 78-24383 

Federal aviation regulations., 
78-24383 

Airplanes — Batteries. 

Lithium batteries used 

locator transmitters., 


Large multiengine airplanes, 


Single-engine airplanes, 


Small multiengine airplanes, 


inspection aids., 78- 


78-3749, 


in emergency 
78-7909 


Polymeric membrane systems of poten- 
tial use for battery separators /, 78- 
13939 


* Airplanes — Brakes. 
Antiskid and associated systems., 78- 
15954 


Behavior of aircraft antiskid braking 
systems on dry and wet runway sur- 
faces : a slip-ratio-controlled system 
with ground speed reference from un- 
braked nose wheel /, 78-13919 


Behavior of aircraft antiskid braking 
systems on dry and wet runway sur- 
faces : a velocity-rat-controlled, pres- 
sure-bias-modulated system /, 78- 
21799 


* Airplanes — Certification. 
Certification and operation of amateur- 
built aircraft., 78-14123 


Certification study of a derivative model 
of a small jet transport airplane using a 
piloted research simulator /, 78- 
18751 


Nationally advertised construction kits, 
amateur-built aircraft., 78-14144 
The role of simulation methods in the 

aircraft certification process /, 78- 
22197 
Airplanes — Climatic factors. 


Cold weather operation of aircraft., 78- 
9677 
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* Airplanes — Cockpits. 

Rationale and description of a coor- 
dinated cockpit display for aircraft 
flight management /, 78-11770 

Airplanes — Cold weather operation. 


Cold weather operation of aircraft., 78- 
9677 


* Airplanes — Control surfaces. 
Aerodynamic characteristics of airplanes 
at high angles of attack /, 78-9388 


Pressure distributions induced by elevon 
deflections on swept wings and ad- 
jacent end-plate surfaces at Mach 6 /, 
78-21823 


* Airplanes — Control systems. 
Attitude reorientation of spacecraft by 
means of impulse coning /, 78-13918 


Development and application of an op- 
timization procedure for flutter sup- 
pression using the aerodynamic energy 
concept /, 78-26372 


Development of an integrated configura- 
tion management/flight director system 


for piloted STOL approaches /, 78- 
13959 


F-8C adaptive flight control extensions /, 
78-13957 


Flight evaluaion of the transonic stability 
and control charcteristics of an air- 
plane incorporating a_ supercritical 
wing /, 78-26387 


A method for the analysis of nonlineari- 
ties in aircraft dynamic response to at- 
mospheric turbulence /, 78-11480 


Modeling and parameter uncertainties 
for aircraft flight control system design 
/, 78-9446 


Pilot-model analysis and simulation study 
of effect of control task desired con- 
trol response /, 78-26373 


Recent advances in aerodynamic energy 
concept for flutter suppression and 
gust alleviation using active controls., 
78-9347 


Reliable dual-refundant senso: failure de- 
tection and _ identification for the 
NASA F-8 DBFW aircraft /, 78- 
26347 


Simulator evaluation of a flight-path- 
angle control system for a transport 


airplane with direct lift control /, 78- 
26367 


Stability and control of 


maneuvering 
high-performace aircraft /, 


78-18164 
Study of synsthesis techniques for insen- 
sitive aircraft control systems /, 78- 
18169 
* Airplanes — Control systems — 
Mathematical models. 
Figenvalue/eigenvector assignment using 
output feedback /, 78-18301 
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Airplanes — Corrosion. 


Corrosion control for aircraft., 78-5338 


Airplanes — Cost of operation. 
Aircraft operating cost and performance 
report., 78-12526 


Life cycle cost of C-130E weapon 
system /, 78-6533 


Airplanes — Cost of operation — Statistics. 
Aircraft operating cost and performance 
report., 78-14889 


Airplanes — Cost of operation — Statistics 
— Periodicals. 
Fuel consumption and cost; Certificated 
route and supplemental air carriers, 


domestic and international operations., 
78-2683 


Airplanes — Design and construction. 
Analytical study of a _ free-wing/free- 
trimmer concept /, 78-26348 


A method of analysis for general aviation 


airplane structural crashworthiness /, 
78-15991 


Progress in aircraft design since 1903 /, 
78-21788 


Airplanes — Dispatching. 


Aircraft dispatcher written test guide., 
78-9676 


Airplanes — Dispatching — Statistics. 
Profiles of scheduled air carrier pas- 
senger traffic for top 100 U.S. air- 

ports., 78-22172, 78-26605 


Profiles of scheduled passenger traffic, 
78-26605 


Airplanes — Electric equipment. 
Aircraft electrical/electronic/instrument 
repairer, MOS 68F commander’s 
manual., 78-4415 


Aircraft electrical/electronic/instrument 
repairer, MOS 68F : soldier’s manual., 
78-4414 


Commander’s manual : aircraft electri- 


cal/electronic/instrument repairer, 
MOS 68F., 78-4415 


Placards for battery-excited alternators 
installed in light aircraft., 78-14135 


Soldier’s manual : aircraft/electrical/elec- 
tronic/instrument repairer, MOS 68F, 
skill levels 1/2/3., 78-4414 

* Airplanes — Electronic equipment. 

Sea surface temperature distributions ob- 

tained off San Diego, California, using 


an airborne infrared radiometer /, 78- 
19845 


Airplanes — Equipment and supplies. 
Index of materials, parts, and appliances 
certified under the technical standard 
order system., 78-5372 
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* Airplanes — Equipment and supplies — 

Certification. 

Index of materials, parts, and appliances 
certified under the technical standard 
order system., 78-14133 

* Airplanes — Equipment and supplies — 

Handbook, manuals, etc. 

Aviation support equipment technician 1 
&C., 78-12760 


* Airplanes — Fires and fire prevention. 
Aircraft cabin compartmentation con- 
cepts for improving postcrash fire 
safety /, 78-18716 


Availability of the International Fire Ser- 
vice Training Association’s (IFSTA) 
aircraft fire protection and rescue 
procedures manual., 78-5389 


Evaluation of a Halon 1301 system for 
aircraft internal cabin fire protection /, 
78-18717 


Evaluation of a halon 1301 system for 
aircraft internal protection from a 
postcrash external fuel fire /, 78-8010 


Fire fighting exemptions under the 1976 
amendment to the Federal aviation 
act., 78-5391 


General guidelines for measuring fire- 
extinguishing agent concentrations in 
powerplant compartments., 78-5370 


Special study : U.S. air carrier accidents 
involving fire 1965 through 1974 and 
factors affecting the statistics., 78- 
9602 


Time-dependent fire behavior of aircraft 
cabin materials /, 78-26617 


U.S. air carrier accident involving fire 
1965-1974., 78-9602 
* Airplanes — Flight testing. 
Compatibility check of measured aircraft 
responses using Kinematic equations 


and extended Kalman filter /, 78- 
9346 


Lateral aerodynamic parameters ex- 
tracted from light data for the F-8C 
airplane in maneuvering flight /, 78- 
11683 

* Airplanes — Fuel. 


Aircraft fuel control., 78-14145 


Anti-icing additives to 


problems 
14147 


Effective fuel conservation programs 
could save millions of gallons of avia- 
tion fuel Dept. of Transportation, 
Civil Aeronautics Board, Federal Ener- 
gy Administration : report to the Con- 
gress /, 78-4630 


Full-scale altitude engine test of a tur- 
bofan exhaust-gas-forced mixer to 
reduce thrust specific fuel consump- 
tion /, 78-7517 


reduce icing 
in aviation gasoline., 78- 





Ignition and propagation rates for flames 
in a fuel mist /, 78-11906 


Photographic investigation of modified 
fuel breakup and ignition /, 78-11917 
Pollutant formation in _ fuel 
reciruclating flows /, 78-18162 


Progress on coal-derived fuels for avia- 
tion systems /, 78-26336 


Qualification of fuels, lubricants, and ad- 
ditives., 78-5371 


Rheology study of antimist fuels /, 78- 
18730 


Airplanes — Fuel consumption. 
Report to Congress by the Federal Avia- 
tion Administration on proposed pro- 


grams for aviation energy savings., 
78-9666 


lean 


Airplanes — Fuel consumption — Statistics 

— Periodicals. 

Fuel consumption and cost; Certificated 
route and supplemental air carriers, 
domestic and international operations., 
78-2683 

*Airplanes — Fuel systems. 

Methods for substantiating flow rates and 
pressures in fuel systems of light air- 
planes., 78-18678 


Protection of aircraft fuel systems against 
lightning., 78-14128 


*Airplanes — Fuel systems — Maintenance 
and repair — Study and teaching. 
Aviation boatswain’s mate F 3 & 2., 

78-15116 


*Airplanes — Fuel tanks. 
Vapor ingestion in centaur liquid-hyd- 
frogen tank /, 78-15777 
*Airplanes — Handling characteristics. 
Aircraft climb and descent 
teristics., 78-18673 


Analytical study of ride smoothing 
benefits of control system configura- 
tions optimized for pilot handling 
qualities /, 78-18310 


charac- 


Flight evaluaion of the transonic stability 
and control charcteristics of an air- 


plane 
wing /, 


incorporating a 
78-26387 


Ground-based and in-flight simulator stu- 
dies of low-speed handling charac- 
teristics of two supersonic cruise trans- 
port concepts /, 78-26414 

High-speed characteristics., 


NSEG : a segmented mission analysis 
program for low and high speed air- 
craft /, 78-9438, 78-15769 


*Airplanes — Heating and ventilation. 


Carbon monoxide (CO) contamination in 


aircraft : detection and prevention., 
78-14122 


supercritical 


78-14148 
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*Airplanes — Hydraulic equipment. 

The US Army Transportation School ap- 
prenticeship program for the trade of 
maintenance mechanic hydraulic 
equipment (aircraft)., 78-12709 

*Airplanes — Hydraulic equipment — 

Handbooks, manuals, etc. 

Aircraft pneudraulic 
20204 

Commander’s manual aircraft 
pneudraulic repairer, MOS 68H., 78- 
20204 

Airplanes — Ice prevention. 

Engineering summary of powerplant 

icing technical data /, 78-873 
* Airplanes — Identification marks. 

Airplane flight manuals (AFM), ap- 
proved manual materials, markings, 
and placards - airplanes., 78-14120 


78-24385, 


repairer., 78- 


Federal aviation regulations., 
78-24386 


Identification and registration marking, 
78-24385, 78-24386 


Airplanes — Inspection. 
Aircraft quality control supervisor, MOS 


67W commander’s manual., 78- 
4411 


Aircraft quality control supervisor, MOS 
67W : soldier’s manual., 78-4412 


Commander’s manual : aircraft quality 
control supervisor, MOS 67W., 78- 
4411 


Personal aircraft inspection handbook., 
78-7959 


Soldier’s manual : aircraft quality control 
supervisor, MOS 67W, skill levels 3/4., 
78-4412 


Strobe light system inspection practices., 
78-14152 


Airplanes — Inspection — Periodicals. 
General aviation inspection aids., 78- 
3785 


Airplanes — Jet propulsion. 
JT-10D jet engine: transfer of technical 
data., 78-770 


Progress in supersonic cruise aircraft 
technology /, 78-26335 


Transfer of technical data JT-10D jet en- 
gine : memorandum of understanding 
between the United States of America 
and the United Kingdom of Great 
Britain and Northern Ireland, signed at 
Washington December 30, 1976., 78- 
770 


Airplanes — Jet propulsion — Air intakes. 
Airflow and thrust calibration of an F100 
engine, S/N P680059, at selected flight 
conditions /, 78-26361 


Simulated flight effects on noise charac- 
teristics of a fan inlet with high throat 
Mach number /, 78-26406 
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Theoretical flow characteristics of inlets 
for tilting-nacelle VTOL aircraft /, 
78-26411 


Airplanes — Jet propulsion — Noise. 

High velocity jet noise source location 
and reduction : Task 1 , Activation of 
facilities and validation of source loca- 
tion techniques /, 78-9700 


High velocity jet noise source location 
and reduction : Task | supplement, 
certification of the General Electric jet 
noise anechoic test facility /, 78-7996 


High velocity jet noise source location 
and reduction : Task 4 , Develop- 
ment/evaluation of techniques for 
“inflight” investigation /, 78-9701 

* Airplanes — Landing. 

Aircraft hydroplaning or aquaplaning on 
wet runways., 78-14127 

Automatic landing, rollout, and turnoff 
using MLS and magnetic cable sensors 
/, 78-18201 

Criteria for approval of category Illa 
landing weather minima., 78-5383 


Development of a digital automatic con- 
trol law for steep glideslope capture 
and flare /, 78-21845 


Development of systems and techniques 
for landing an aircraft using onboard 
television /, 78-26390 


Effects of land approach methods and 
separation intervals on single runway 
landing capacity /, 78-18298 


Experimental and analytical dynamic 
flow characteristics of an axial-flow fan 
from an air cushion landing system 
model /, 78-9322 


Final approach performance monitor /, 
78-15989 


Flight experiments to improve terminal 
area operations /, 78-26333 


Ground-based and in-flight simulator stu- 
dies of low-speed handling charac- 
teristics of two supersonic cruise trans- 
port concepts /, 78-26414 


Ground distance covered during airborne 
horizontal deceleration of an airplane 
/, 78-26381 

Precision approach system 
plan., 78-7881 


transition 


Wake vortex encounter hazard criteria 
for two aircraft classes /, 78-7979 
* Airplanes — Landing — Study and 
teaching. 
Aviation boatswain’s mate E 1 & C., 
78-15115 


* Airplanes — Landing gear. 
Advanced technology helicopter landing 
gear final report for period Apr. 
1975-Apr. 1977 /, 78-10816 
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Experimental and analytical determina- 
tion of characteristics affecting light 
aircraft landing-gear dynamics /, 78- 
18128 

Heave-pitch-roll analysis and testing of 


air cushion landing systems /, 78- 
26346 


Airplanes — Law and legislation — United 
States. 
Certification and operations, land air- 
ports serving CAB-certificated 
scheduled air carriers, 78-3759 


Federal aviation regulations., 78-3759 


Airplanes — Lighting. 
Measurement of aircraft xenon strobe 
light characteristics /, 78-8001 


Strobe light system inspection practices., 
78-14152 


Airplanes — Lubrication. 
Qualification of fuels, lubricants, and ad- 
ditives., 78-5371 


Airplanes — Maintenance and repair. 
Acceptable methods, techniques, and 
practices - aircraft alterations., 78- 
7913 


Aircraft alterations, acceptable methods, 
techniques, and practices., 78-7913 


Evaluation of three types of technical 
data for troubleshooting : results and 
project summary final report for 
period July 1975 - September 1976 /, 
78-20427 

Historical task analysis of C-130E per- 
sonnel : final report for the period 
June 1976 - June 1977 /, 78-20448 


Historical task analysis of C-130E per- 
sonnel : final report fore period June 
1976 - June 1977 /, 78-15130 

Maintenance control by 
methods., 78-15958 

Maintenance division : general practices 
and procedures., 78-8094 

Maintenance inspection notes for Boeing 
B-737 series aircraft., 78-7908 

Maintenance records - general aviation 
aircraft., 78-7914 


Maintenance Review Board (MRB)., 
78-5384 


reliability 


Maintenance surveillance procedures., 
78-5366 


Management action needed in the De- 
partment of Defense to realize benefits 
from a new system of aircraft main- 
tenance : report to the Congress /, 
78-1814 


Mechanical work performed on U.S. oe 


Canadian 
14131 


registered aircraft., 78- 


Preventive maintenance., 78-7912 
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Summary report on Airway Facilities 
maintenance program conducted in the 
Northwest Region : November 29, to 
December 15, 1976., 78-22202 


Summary report on Airway Facilities 
maintenance program evaluation con- 
ducted in the Paficif Region : January 
31- February 18, 1977., 78-22203 


Summary report on Airway Facilities 
maintenance program evaluation con- 
ducted in the Western Region ; August 
12 - 31,1 1973., 78-22198 


*Airplanes — Maintenance and repair — 
Handbooks, manuals, etc. 
Aircraft maintenance senior sergeant., 
78-20203 


Aircraft 
20204 


Airframe and powerplant mechanics : 
airframe handbook., 78-860 


Commander’s manual aircraft 
pneudraulic repairer, MOS 68H., 78- 
20204 


Soldier’s manual : aircraft maintenance 
senior sergeant, MOS Z672 skill 
levels 4/5., 78-20203 


Airplanes — Maintenance and repair — Law 


and legislation — United States. 
Federal aviation regulations., 


pneudraulic _repairer., 78- 


78-24384 


Maintenance, preventive maintenance, 
rebuilding, and alteration, 78-24384 
Airplanes — Maintenance and repair — 
Periodicals. 
Mech; the naval aviation maintenance 
safety review., 78-3055 


Airplanes — Maintenance and repair — 
Standards — United States. 
Federal aviation regulations., 

78-24390 


Repair stations, 


78-14115, 


78-14115, 78-24390 


Airplanes — Maintenance and repair — 
Study and teaching — United States. 
Aviation maintenance technician schools, 

78-24391 


Federal aviation regulations., 78-24391 


Airplanes — Maintenance and repair — 
Vocational guidance. 
Airplane repairer, 

mander’s manual., 


MOS 67G 
78-6480 


Airplane repairer, MOS 67G, skill levels 
1/2/3 : soldier’s manual., 78-6479 


Commander's manual : airplane repairer, 
MOS 67G., 78-6480 


Soldier’s manual 
MOS 67G, skill 
6479 


Airplanes — Materials. 
Index of materials, parts, and appliances 
certified under the technical standard 
order system., 78-5372 


com- 


airplane repairer, 
levels 1/2/3., 78- 
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* Airplanes — Materials — Data processing. 
Guidelines for the generation and use of 
data in military handbook 17A, part 1 
/, 78-23035 
Airplanes — Materials — Testing. 
Environmental effects on composites for 
aircraft /, 78-26337 


* Airplanes — Motors. 

Alternatives available for reducing 
requirements for spare aircraft. engines 
: report to the Congress /, 78-6956 

Analysis and documentation of QCSEE 
(quiet clean short-haul experimental 
engine) over-the-wing exhaust system 
development /, 78-9432 

Application of differential similarity to 
finding nondimensional groups impor- 
tant in tests of cooled engine com- 
ponents /, 78-7489 


Effect of fin passage length on optimiza- 
tion of cylinder head cooling fins /, 
78-18273 


Optimal one-section and two-section cir- 
cular sound-absorbing duct liners for 
plane-wave and monopole _ sources 
without flow /, 78-13904 


Variability in aircraft turbine engine 
emission measurements /, 78-17038 


* Airplanes — Motors — Automatic control. 
F 100 multivariable control synthesis 
program, evaluation of a multivariable 


control using a real-time engine simu- 
lation /, 78-18275 


*Airplanes — Motors — Cooling. 

Streakline flow visualization of discrete- 
hole film cooling with normal, slanted 
and compound angle injection /, 78- 
18059 


Airplanes — Motors — Costs. 

Need to prevent Department of Defense 
from paying some costs for aircraft en- 
gines that contractors should pay : re- 
port to the Congress /, 78-1867 


* Airplanes — Motors — Cylinders. 
Chrome plating of aircraft engine cylin- 
ders., 78-18679 


* Airplanes — Motors — Design and 
construction. 

Safeguarding technical data on JT-10D 
aircraft engine : agreement between 
the United States of America and the 
Federal Republic of Germany, effected 
by exchange of notes signed at 
Washington, February 24 and March 
18, 1977., 78-21935 


Airplanes — Motors — Handbooks, 
manuals, etc. 
Aircraft and engine manual of code clas- 
sifications., 78-5276 


Airframe and powerplant mechanics : 
airframe handbook., 78-860 





*Airplanes — Motors — Ignition. 

Investigation of hydrogen-air ignition 
sensitized by nitric oxide and by 
nitrogen dioxide /, 78-18193 

Spin-tunnel investigation of the spinning 
characteristics of typical single-engine 
general aviation airplane designs : I, 
low-wing model A, effects of tail con- 
figurations /, 78-18257 


*Airplanes — Motors — Inspection. 
Maintenance of fluorescent penetrant in- 
spection equipment., 78-14141 


Turbine engine overhaul standard prac- 
tices manual maintenance’ of 
fluorescent penetrant inspection equip- 
ment., 78-14141 

*Airplanes — Motors — Mathematical 
models. 

Development and verification of real- 
time, hybrid computer simulation of 
F100-PW-100(3) turbofan engine /, 
78-9461 

Airplanes — Motors — Specifications. 

Aircraft engines & propellers, 78-3774 


Airworthiness standards, aircraft engines, 
78-3751 


Federal aviation regulations., 78-3751 


“. ype certificate data sheets and specifi- 
cations., 78-3774 


Airplanes — Motors — Terminology. 
Reciprocating engine overhaul terminolo- 
gy and standards., 78-5375 


*Airplanes — Motors — Testing. 
Static and wind-on tests of an upper-sur- 
face-blown jet-flap nozzle arrangement 
for use on the Quiet Clean Shore-haul 


Experimental Engine (QCSEE) /, 78- 
21819 


Airplanes — Motors — Thrust. 
Dynamics of high-bypass-engine thrust 


reversal using a variable-pitch fan /, 
78-7503 


Variation of pitching moment with en- 
gine thrust for a twin-engine commer- 
cial jet aircraft /, 78-9383 


Airplanes — Motors — United States. 

Duty-free treatment of aircraft engines 
used as temporary replacements for 
aircraft engines being repaired in the 
United States, and other matters : re- 
port to accompany H.R. 422., 78- 
5944 

Airplanes — Nacelles. 

Experimental evaluation of nacelle-air- 
frame interference forces and pres- 
sures at Mach numbers of 0.9 to 1.4 /, 
78-9354 


Theoretical flow characteristics of inlets 


for tilting-nacelle VTOL aircraft /, 
78-26411 
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Airplanes — Nacelles — Design and 
construction. 

Study to improve airframe turbine engine 
rotor blade containment /, 78-5406 

Airplanes — Noise. 

Acoustic and aerodynamic performance 
of a 1.5-pressure-ratio, 1.83-meter (6- 
ft) diameter fan stage for turbofan en- 
gines (QF-2) /, 78-7500 

Acoustic measurements of a large cavity 
in a wind tunnel /, 78-26332 


Aircraft/airport noise control : hearings 
before a subcommittee of the Commit- 
tee on Government Operations, House 
of Representatives, Ninety-fifth Con- 
gress, first session .... 78-19119 

Aircraft and airport noise reduction act 
of 1978 report to accompany S. 
3279., 78-27068 


Aircraft configuration noise reduction /, 
78-9699 


Aircraft noise and the Concorde 
teenth report /, 78-12261 


Airframe noise prediction method /, 78- 
18736 


: Seven- 


Airport and aircraft noise reduction act : 
report together with minority and addi- 
tional views to accompany H.R. 8729., 
78-10160 


Analytical and experimental studies of 
acoustic performance of segmented 
liners in a compressor inlet /, 78- 
13958 


Aviation noise policy cost benefit analy- 
sis of alternative retrofit/replacement 


78-7880 


Certificated airplane noise levels., 78- 
9673 


A comparison of a laboratory and field 
study of annoyance and acceptability 
of aircraft noise exposures /, 78-9421 


The Concorde - results of a supersonic 
aircraft’s entry into the United States : 
report of the Comptroller General of 
the United States., 78-1707 


Core engine noise control program /, 
78-7964, 78-9694 
Effect of simulated forward airspeed on 


small-scale-models_ externally blown 
flap noise /, 78-11693 

Estimated (uncertificated) noise levels of 
aircraft., 78-14149 

Foreign noise research in aviation., 78- 
17188 

Investigation of refracting flows for 
acoustic suppression /, 78-5152 

Judgments of relative noisiness of a su- 
personic transport and several com- 
mercial-service aircraft /, 78-13913 


Measured or estimated (uncertificated) 
airplane noise levels., 78-9674 


programs., 
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Measurements of the tonal component of 
cavity noise and comparison with 
theory /, 78-18259 

A method for calculating strut and 
splitter plate noise in exit ducts 
theory and verification /, 78-26351 


Noise response of cavities of varying 
dimensions at subsonic speeds /, 78- 
11715 


Noisy aircraft revenue and credit act of 
1978 : report together with additional 
and dissenting views to accompany H. 
R. 11980., 78-26901 

Predication of ground effects on aircraft 
noise /, 78-18293 

A preview of methodological factors in 
performance assessment of time-vary- 
ing aircraft noise effects /, 78-13950 


A review of current procedures for nor- 
malizing aircraft flyover noise data to 
reference meteorological conditions /, 
78-18073 


Simulated flight effects on noise charac- 
teristics of a fan inlet with high throat 
Mach number /, 78-26406 


The subjective evaluation of noise from 
light aircraft., 78-9422 

To amend and extend the Export-Import 
Bank act of 1945 : hearings before the 
Subcommittee on International Trade, 
Investment, and Monetary Policy of 
the Committee on Banking, Finance, 
and Urban Affairs, House of Represen- 
tatives, Ninety-fifth Congress, second 
session, on H.R. 11384..., 78-19039 


Airplanes — Noise — Measurement. 
Preliminary design of an aircraft noise 
measurement system for certification 
and research /, 78-9697 
Airplanes — Noise — Standards — United 
States. 
Federal aviation regulations., 78-3752 
Noise standards, aircraft type and air- 
worthiness certification, 78-3752 
Airplanes — Noise — Statistics — 
Periodicals. 
Concorde monitoring monthly 
Dulles International Airport, 


report, 
78-3778 
Concorde monitoring summary 


Dulles __ International 
18688 


report, 
Airport, 78- 


Monitoring of Concorde operations at 
Dulles International Aijrport., 78- 
3778, 78-18688 


*Airplanes — Oxygen equipment. 

Aircrew and _ passenger protective 
breathing equipment studies /, 78- 
18694 

Airplanes — Parts. 

Acceptable methods, 
practices aircraft 
7913 


techniques, and 
alterations., 78- 
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Aircraft alterations, acceptable methods, 
techniques, and practices., 78-7913 


Certification procedures for products and 
parts, 78-3748 


Eligibility, quality, and identification of 
approved aeronautical replacement 
parts., 78-7907 


Federal aviation regulations., 78-3748 


Index of materials, parts, and appliances 
certified under the technical standard 
order system., 78-5372 

MM&T, pultruded composite structural 
elements /, 78-23171 


Quality assurance systems analysis review 
program (QASAR)., 78-9671 

Summary of supplemental 
tificates., 78-3776, 
24392 


Airplanes — Parts — Catalogs. 
Parts manufacturer approvals., 78- 
14100 
Airplanes — Parts — Handbooks, manuals, 
etc. 
General aviation inspection aids., 78- 
14173 
Airplanes — Parts — Periodicals. 
General aviation inspection aids., 78- 
3785 
Airplanes — Performance. 
Aircraft operating cost and performance 
report., 78-12526 
Flight advanced 
technology light twin-engine airplane 
(ATLIT) /, 78-18177 
NSEG : a segmented mission analysis 
program for low and high speed air- 
craft /, 78-9438, 78-15769 
Airplanes — Performance — Statistics. 
Aircraft operating cost and performance 
report., 78-14889 
* Airplanes — Piloting. 
Airline transport pilot (airplane) written 
test guide., 78-11892 
Assessing instrument sensitivity for head- 
ing and attitude information /, 78- 
20429 


type cer- 
78-18686, 78- 


evaluation of an 


Description of path-in-the-sky contact 


analog piloting display /, 78-18134 
Designation of examiners., 78- 
26596 


pilot 


The effect of visual-motion time delays 
on pilot performance in a simulated 


78-24213 


General manual for operation of FAA 
aircraft., 78-5350 


pursuit tracking task /, 


78-7961 

Pilot-model measurements of _ pilot 
responses in a lateral-directional con- 
trol task /, 78-11719 


Pilot examiner's manual /, 
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Use of sensitivity analysis to predict per- 
formance as a function of different dis- 
plays /, 78-18200 


Visual attention of private pilots, the 
proportion of time devoted to outside 
the cockpit /, 78-7997 
Visual-proprioceptive cue effects on the 
control of remotely piloted vehicles : 
final report for period July 1978 - 
April 1977 /, 78-15209 
Airplanes — Piloting — Examinations. 
Written tests prepared by pilot schools 
with examining authority under part 
141 (revised) of the Federal aviation 
regulations., 78-7928 
* Airplanes — Piloting — Mathematical 
models. 
An _ operational 
technical error /, 


evaluation 
78-18708 


Pilot-model analysis and simulation study 
of effect of control task desired con- 
trol response /, 78-26373 


Simulator tests of pilot performance in 
terminal area navigation operations : 
effects of various airborne system 
characteristics /, 78-15987 


Airplanes — Piloting — Periodicals. 
Airman’s’ information manual., 78- 
3763, 78-3765, 78-3766, 78-3768, 
78-3769, 78-7936, 78-14160, 78- 
22158, 78-22159 


Airport directory, 78-3765, 
78-14160 


Basic flight 
procedures, 


of flight 


78-7936, 


information and ATC 
78-22158, 78-22159 


Basic flight manual and ATC procedures, 
78-3763 


Graphic notices and supplemental data, 
78-3769 


Notices to airmen, 78-3768 


Operational data and special notices, 
78-3766 
* Airplanes — Piloting — Study and 
teaching. 
Certification - pilot schools., 78-18681 


Pilot education program Operation 
Rain Check (RIS: AT 7230-131)., 
78-18674 


Pilot schools., 78-18681 


* Airplanes — Radar equipment. 

Accuracy test of an air-to-air ranging and 
bearing system /, 78-18746 

An airborne radar droppler processing 
philosophy /, 78-20392 

ATC/airborne CAS compatibility : an 
analysis of field derived data /, 78- 
15976 


Aviation fire control technician 3 & 2., 
78-1536 
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Radar enhancement of small aircraft in 
the air traffic control system /, 78- 
7970 


Steerable beam array antenna for use in 
ATS-6 test program /, 78-7998 
* Airplanes — Radar <quipment — Testing. 
Flight test and evaluation of MDEC 
(McDonnell Douglas Electronics Cor- 
poration) collision avoidance system /, 
78-15977 
*Airplanes — Radio equipment. 
Auxiliary two-way airborne radio system 
installations., 78-15953 


locator transmitters 
78-14129 


Operational and airworthiness approval 
of airborne Omega radio navigation 
systems as a means of updating self- 
contained navigation systems., 78- 
15959 


Statistical compilation of accidents in- 
volving emergency locator transmitter : 
U.S. civil aviation, 1975., 78-22031 


Study requirements for an integrated 


air/ground communication facility /, 
78-9703 


*Airplanes — Ramjet engines. 
Experimental investigation of a swept- 
strut fuel-injector concept for scramjet 

application /, 78-21817 


NSEG : a segmented mission analysis 
program for low and high speed air- 
craft /, 78-18170 


Wind-tunnel investigations at Mach num- 
bers from 1.90 to 2.86 of a canard- 
controlled missile with ram-air-jet 
spoiler roll control /, 78-26370 


* Airplanes — Refueling — Handbooks, 
manuals, etc. 
Aviation boatswain’s mate F 3 & 2., 
78-15116 


* Airplanes — Registration and transfer — 
United States. 
An act to amend the Federal aviation act 
of 1958 relating to eligibility for regis- 
tration of aircraft., 78-12306 


78-11883 


Aircraft registration : report to accom- 
pany H.R. 10368., 78-10238 


Amending title V of the Federal aviation 


act of 1958 : report to accompany S. 
2516., 78-12317 


Federal aviation regulations., 
78-11884, 78-24386 


Identification and registration marking, 
78-24386 


Recording of aircraft titles and security 
documents, 78-11884 


United States civil aircraft register., 78- 
7937, 78-14162, 78-26602 


Emergency 
receivers., 


and 


Aircraft registration, 


78-11883, 





Airplanes — Reliability — Congresses. 
Systems reliability issues for future air- 
craft : a workshop /, 78-24226 


Airplanes — Rocket engines. 

Parametric study of ascent performance 
of a vertically launched hydrogen- 
fueled single-stage reusable transport /, 
78-24233 


*Airplanes — Safety appliances. 

Evaluation of seating and_ restraint 
systems and anthropomorphic dum- 
mies conducted during fiscal year 1976 
/, 78-18695 

*Airplanes — Safety measures. 

Crashworthy gunner seat testing program 
: final report for period May 1975- 
December 1977 /, 78-20335 

Engineering and development program 
plan - aircraft safety., 78-22167 

*Airplanes — Seats. 

Crashworthy gunner seat testing program 
: final report for period May 1975- 
December 1977 /, 78-20335 

*Airplanes — Seats — Testing. 

Crashworthy troop seat testing program : 
final report for period May 1974- 
December 1976 /, 78-10810 

Airplanes — Sheet-metal work. 

The US Army Transportation School ap- 
prenticeship program for the trade of 
sheet metal worker (aircraft)., 78- 
8706 

Airplanes — Soundproofing. 

Noise of fan designed to reduce stator 

lift fluctuations /, 78-7511 
Airplanes — Specifications. 


Large multiengine airplanes, 78-3772 
78-3770 


78-3771 


Single-engine airplanes, 


Small multiengine airplanes, 


Type certificate data sheets and specifi- 


cations., 
3772 


*Airplanes — Specifications — United States. 
Amending title 10, United States Code : 
report to accompany H.R. 2637., 78- 
10146 
Airplanes — Speed. 

A suspended anemometer system for 
measuring true airspeed on low-speed 
airplanes /, 78-9349 

Airplanes — Standards. 

Acceptable methods, 

practices., 78-3775 


78-3775 


78-3770, 78-3771, 78- 


techniques, and 
Aircraft alterations, 

Airplanes — Statistics. 
Aircraft data., 78-7886 

*Airplanes — Tail surfaces. 
Prediction of light aircraft horizontal tail 


onset flows : a review and analysis /, 
78-18161 
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*Airplanes — Take-off. 
Role of preflight 
15955 


* Airplanes — Take-off — Study and 
teaching. 
Aviation boatswain’s mate E 1 & C., 
78-15115 


* Airplanes — Taxation — United States. 

Refund of excise tax on fuels used by 
aerial applicators for farming purposes 
: report to accompany H.R. 2852., 
78-14489 

Airplanes — Taxiing. 

Briefs of accidents involving commuter 
air carriers and on-demand air taxi 
operations, U.S. general aviation., 78- 
24363 

* Airplanes — Testing. 

Light airplane crash test at impact 
velocities of 13 and 27 m/sec /, 78- 
18268 

Phugoid characteristics of YF-12 air- 
plane with variable-geometry inlets ob- 
tained in flight tests at a Mach number 
of 2.9/, 78-18294 


Airplanes — Tires — Maintenance and 
repair. 
High-speed tire maintenance and opera- 
tional practices., 78-7910 


Airplanes — Turbine-propeller engines. 
Inlet Reynolds number and temperature 
effects on the steady-state performance 
of a TFE731-2 turbofan engine /, 78- 
7510 


preparation., 78- 


The US Army Transportation School Ap- 
prenticeship Program for the trade of 


aircraft engine mechanic (turbine)., 
78-12708 


Airplanes — Turbojet engines. 

Ambient temperature and humidity cor- 
rection factors for exhaust emissions 
from two classes of aircraft turbine en- 
gines /, 78-8003 


Analytical study of mixed-flow JT8D ex- 
haust emissions measurements for 
fixed-probe requirements /, 78-15995 


Effect of flame stabilizer design on per- 
formance and exhaust pollutants of a 
two-row swirl-can combustor operated 
to near-stoichiometric conditions /, 
78-11782 


Effects of tip clearance on overall per- 
formance of transonic fan stage with 
and without casing treatment /, 78- 
11777 


Flight engineer : turbojet-basic written 
test guide., 78-1415] 


Internal flow characteristics of a 
multistage compressor with inlet pres- 
sure distortion /, 78-11763, 78- 


26321 
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Small, low-cost, expendable turbojet en- 
gine : Il - performance characteristics 
/, 78-15763 


Study to improve turbine engine roto 
blade containment /, 78-9712 

Turbine engine particulate 
characterization /, 78-18719 

The US Army Transportation School Ap- 
prenticeship Program for the trade of 
aircraft engine mechanic (turbine)., 
78-12708 


emission 


Airplanes — Turbojet engines — Air intakes. 
Airflow and thrust calibration of an F100 
engine, S/N P680059, at selected flight 
conditions /, 78-26361 
Airplanes — Turbojet engines — Blades. 
Improved resistance to engine bird in- 
gestion /, 78-2174 


Refinement of casting techniques for 
small air-cooled turbine blades : phase 
1 : final report for period September 
1973-December 1975 /, 78-20330 

Airplanes — Turbojet engines — 

Combustion. 

Performance of a short annular dump 
diffuser using suction-stabilized vor- 
tices at inlet Mach numbers to 0.41 /, 
78-26402 


* Airplanes — Turbojet engines — Cooling. 
Cold-air performance of a 12.766-cen- 
timeter-tip-diameter axial-flow cooled 
turbine : II - effect of air ejection on 
turbine performance /, 78-15772 


Effect of coolant 
aerodynamic 


flow ejection on 

performance of low- 
vanes Il-performance 
with coolant flow ejection at tempera- 
ture ratios up to 2/, 78-15775 


Flow visualization of film cooling with 
spanwise injection from a small array 
of holes and compound-angle injection 
from a large array /, 78-26403 

Airplanes — Turbojet engines — Noise. 

GE core engine noise investigation - low 
emmission engines /, 78-5405 

Investigation of feasible configuration for 
noise reduction in turbofan and tur- 
bojet aircraft /, 78-7975 

* Airplanes — Turbojet engines — Testing. 

Altitude test of several afterburner con- 
figurations on a turbofan engine with a 
hydrogen heater to simulate an 
elevated turbine discharge temperature 
/ Roy L. Johnsen and Richard R. Cul- 
lom., 78-18281 

Airplanes — Weight. 

Pilot’s weight and balance handbook., 

78-7920 


aspect-ratio 


Airplanes — Wings. 
Aerodynamic characteristics of wing- 
body configuration with two advanced 
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general aviation airfoil sections and 
simple flap systems /, 78-9350 
Aileron and Kruger nose flaps effective- 


ness measured on an oblique wing /, 
78-18117 


Analytical study of a_ free-wing/free- 
trimmer concept /, 78-26348 


Correlation of laser velocimeter measure- 
ments over a wing with results of two 
prediction techniques /, 78-26388 


Effect of wing flexibility on the experi- 
mental characteristics of an oblique 
wing /, 78-18118 


Effect of winglets on a first-generation 
jet transport wing : Ill, pressure and 
spanwise load distributions for a 
semispan model at Mach 0.30 /, 78- 
21820 


Effects of winglets on first-generation jet 
transport wing /, 78-26385 


Effects of winglets on first-generation jet 
transport wing : IV - Stability charac- 
teristics for a full-span at Mach 0.30 /, 
78-18302 


Flight loads measurements obtained from 
calibrated strain-gage bridges mounted 
externally on the skin of a low-aspect- 
ratio wing /, 78-21800 

A general method for calculating three- 
dimensional compressible laminar and 


turbulent boundary layers on arbitrary 
wings /, 78-9425 


The inviscid pressure field on the tip of a 
semi-infinite wing and its application 
to the formation of a tip vortex /, 78- 
9414 


Nonplanar wing load-line and slender 
wing theory /, 78-18179 


Pressure distributions on a 1- by 3-meter 
semispan wing at sweep angles from 0 
to 40 in subsonic flow /, 78-11695 

Theoretical parametric study of the rela- 
tive advantages of winglets and wing- 
tip extensions /, 78-13964 

Transonic wind-tunnel investigation of 
the maneuver potential of the NASA 
supercritical wing concept : phase I /, 
78-15764 

Wind-tunnel investigation of a variable 
camber and twist wing /, 78-9330 

*Airplanes — Wings, Canard. 

Effect of deflected thrust on the longitu- 
dinal aerodynamic chartacteristics of a 
close-coupled wing-canard configura- 
tion /,  78-15781 

An_ investigation of a close-coupled 
canard as a direct side-force generator 
on a fighter model at Mach numbers 
from 0.40 to 0.90 /,  78-18104 
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*Airplanes — Wings, Swept-back. 

A comparison of the experimental 
aerodynamic characteristics of an 
oblique wing with those of a swept 
wing /, 78-9371 

Downstream influence of swept slot in- 
jection in hypersonic turbulent flow /, 
78-18103 


Effect of drooped-nose flaps on the ex- 
perimental force and moment charac- 
teristics of an oblique wing /, 78- 
9355 


Effects of wing leading-edge radius and 
Reynolds number on __longitudinal 
aerodynamic characteristics of highly 
swept wing-body configurations at sub- 
sonic speeds /, 78-21804 


Pressure distributions induced by elevon 
deflections on swept wings and ad- 


jacent end-plate surfaces at Mach 6 /, 
78-21823 


*Airplanes — Wings, Trapezoidal. 

A comparison of the experimental 
aerodynamic characteristics of an 
oblique wing with those of a swept 
wing /, 78-9371 

* Airplanes — Wings, Triangular. 

Aerodynamic characteristics at Mach 6 
of a hypersonic research airplane con- 
cept having a 70 swept delta wing /, 
78-21824 


Configuration heating for a hypersonic 
research airplane concept having a 70 
swept double-delta wing /, 78-26375 


Airplanes, Company — Accidents — 

Statistics. 

Briefs of accidents involving  cor- 
porate/executive aircraft, U.S. general 
aviation., 78-24360 

*Airplanes, Military. 

Action by the Congress on certain 
proposed sales of aircraft to Egypt, 
Israel, and Saudi Arabia report 
together with individual views to ac- 
company S. Con. Res. 86., 78-19441 


Alternatives available for reducing 
requirements for spare aircraft engines 
: report to the Congress /, 78-6956 


Evaluation of the Navy air 
fighter source selection : 
Comptroller General 
States., 78-1848 


Sale of AWACS to Iran : hearings before 
the Subcommittee on 
Assistance and the Committee on 
Foreign Relations, United States 
Senate, Ninety-fifth Congress, first ses- 
sion ..., 78-8282 


Sale of C-130 aircraft to Egypt : hearing 
before the Subcommittee on Foreign 
Assistance and the Subcommittee on 
Near Eastern and South Asian Affairs 


combat 
report of the 
of the United 


Foreign 
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of the Committee on Foreign Rela- 
tions, United States Senate, Ninety- 
fifth Congress, first session Sep- 
tember 21, 1977., 78-12087 


Sharing the defense burden : the multina- 
tional F-16 aircraft program : Depart- 
ment of Defense : report to the Con- 
gress /, 78-1861 


Status of the Air Force’s F-16 aircraft 
program : report to the Congress /, 
78-21056 

Status of the F-16 aircraft program : 
Dept. of the Air Force : report to the 
Congress /, 78-1862 


Airplanes, Military — Armament — 
Maintenance and repair — Handbooks, 
manuals, etc. 

Aircraft powerplant repairer MOS 68B., 
78-8704 


Aircraft powerplant repairer, MOS 68B, 
skill levels 1/2/3., 78-10734 


Commander’s manual : aircraft power- 
plant repairer MOS 68B., 78-8704 


Soldier’s manual aircraft powerplant 
repairer, MOS 68B, skill levels 1/2/3., 
78-10734 


Airplanes, Military — Costs. 

Determining requirements for war 
reserve spares and repair parts : im- 
portance of the wartime planning 
process : report /, 78-25808 


Airplanes, Military — Electronic equipment. 

Aircraft electrical/electronic/instrument 

repairer, MOS 68F commander’s 
manual., 78-4415 


Aircraft electrical/electronic/instrument 
repairer, MOS 68F : soldier’s manual., 
78-4414 


Commander’s manual : aircraft electri- 
cal/electronic/instrument repairer, 
MOS 68F., 78-4415 


Soldier’s manual : aircraft/electrical/elec- 
tronic/instrument repairer, MOS 68F, 
skill levels 1/2/3., 78-4414 


Airplanes, Military — Maintenance and 
repair. 
Aircraft depot maintenance : a single 
manager is needed to stop waste : re- 
port to the Congress /, 78-23667 


Determining requirements for aircraft 
maintenance personnel could be im- 
proved : peacetime and wartime : De- 
partment of Defense : report to the 
Senate Committee on Appropriations 
/, 78-1832 


General aircraft maintenance manual., 
78-6439 


Should aircraft depot maintenance be in- 
house or contracted? : controls and 
revised criteria needed : Department 
of Defense., 78-6927 





*Airplanes, Military — Maintenance and 
repair — Equipment and supplies — 
Catalogs. 

Aircraft maintenance and repair shop, 
specialized equipment., 78-20114 


*Airplanes, Military — Maintenance and 
repair — Handbooks, manuals, etc. 
Aircraft component repair supervisor, 

MOS 68K, skill level 4., 78-12694 


Soldier’s manual aircraft component 
repair supervsior, MOS 68K, skill level 
4., 78-12694 


Airplanes, Military — Maintenance and 
repair — Periodicals. 
Maintenance., 78-3095 


*Airplanes, Military — Maintenance and 
repair — Study and teaching. 
Aircraft maintenance senior 

MOS 67Z., 78-15064 


Aircraft 


repairer/nondestructive 
MOS 68D., 78-15065 


Commander's manual aircraft Main- 
tenance senior sergeant : MOS 67Z.., 
78-15064 


Commander’s manual : aircraft power- 
train repairer/nondestructive inspector, 
MOS 68D., 78-15065 


sergeant, 


powertrain 
inspector, 


Airplanes, Military — Maintenance and 
repair — Vocational guidance. 
The US Army Transportation School ap- 


prenticeship program for the trade of 
maintenance mechanic hydraulic 
equipment (aircraft)., 78-12709 
*Airplanes, Military — Parts — Handbooks, 
manuals, etc. 
Aircraft component repair 
MOS 68K, skill level 4., 78-12694 


Soldier’s manual aircraft component 
repair supervsior, MOS 68K, skill level 
4., 78-12694 

*Airplanes, Military — Parts — 

Maintenance and repair — Handbooks, 

manuals, etc. 

Aircraft component repair supervisor., 
78-12693 


supervisor, 


Commander's manual aircraft com- 
ponent repair supervsior, MOS 68K.., 
78-12693 

Airplanes, Military — Pictorial works. 


The U.S. Air Force lithograph series., 
78-8730 


USAF aircraft photopak | : 1957-1977, 
the many startling advancements in 
aviation during the World War II 
period began ushering in a new age of 
aviation that carried us through the jet 
era into space., 78-20450 

Airplanes, Military — United States. 

Need to strengthen justification and ap- 
proval process for military aircraft 
used for training, replacement, and 
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overhaul : report to the Congress /, 
78-6957 
Airplanes, Private. 


Personal aircraft inspection handbook., 
78-7959 


Private pilot airplane written test guide., 
78-5377 


Airplanes, Private — Accidents — Statistics. 
Briefs of accidents involving  cor- 
porate/executive aircraft, U.S. general 
aviation., 78-24360 
*Airport drainage. 
General provisions for airfield design., 
78-23087 


Improvement to airport drainage criteria, 
phase I1/, 78-9698 


Plastic pipe in airport drainage systems /, 
78-16018 
*Airport noise. 
Airport landscaping for noise control 
purposes., 78-11896 


Airport noise — Data processing. 
FAA integrated noise model user's guide 
/, 78-7949 


Airport noise — lowa — Council Bluffs. 
Eppley Airfield, Nebraska problems 
caused in Council Bluffs, lowa : De- 
partment of Transportation, Federal 
Aviation Administration : report of the 
the Comptroller General of the United 
States., 78-1686 


Airport noise — Mathematical models. 
FAA integrated noise model user's guide 
/, 78-7949 


*Airport noise — United States. 
Aircraft/airport noise control : hearings 
before a subcommittee of the Commit- 
tee on Government Operations, House 
of Representatives, Ninety-fifth Con- 
gress, first session ..., 78-19119 


Aircraft and airport noise reduction act 


of 1978 : report to accompany S. 
3279., 78-27068 


Airport and aircraft noise reduction act : 
report together with minority and addi- 
tional views to accompany H.R. 8729., 
78-10160 


Airport and airways trust fund and Air- 
port and aircraft noise reduction act : 
hearings before the Committee on 
Ways and Means, House of Represen- 
tatives, Ninety-fifth Congress, second 
session, on ... H.R. 8729 ... February 
6, 1978., 78-19248 


*Airport zoning — United States. 

FAA determination of ‘‘no hazard” for 
structures near airports twenty- 
second report /, 78-16367 

Model zoning ordinance to limit height 
of objects around airports., 78-5387 
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Airports. 

Access travel - airports : a guide to ac- 
cessibility of terminals., 78-5340 

78-5392 

Announcement of availability - Federal 
Aviation Administration technical re- 
ports on airport capacity and aircraft 
delay., 78-15961 

Federal Aviation Administration techni- 
cal reports on airport capacity and air- 
craft delay., 78-15961 


Guide to accessibility of terminals., 78- 
5340 


Location identifiers., 


Airport reference point., 


78-3783 


Offshore airports., 78-15964 


Segmented circle airport marker system., 
78-14130 


Techniques for determining airport air- 
side capacity and delay /, 78-18700 
*Airports — Approach zones. 
Locating runway approach thresholds., 
78-14157 
Airports — Bibliography. 


Bibliography: airports /, 78-9680 


*Airports — Bird control. 

Bird reactions and scaring devices., 78- 

14121 
Airports — Buildings. 

The apron-terminal complex 
concepts for evaluation 
buildings., 78-7962 

The F.A.A.’s airport landside model 


analytical approach to delay analysis /, 
78-22173 


: analysis of 
of terminal 


An optimality criterion for sizing mem- 
bers of heated structures with tempera- 
ture constraints /, 78-18109 

* Airports — Buildings — Design and 
construction. 

Planning and design considerations for 
airport terminal building development., 
78-14159 

Airports — California — Palo Alto. 


Palo Alto Airport tower operations /, 
78-5400 


Airports — Control towers. 
ATC tower chief : soldier’s manual., 
78-4342 
ATC tower/nonradar approach super- 
visor : soldier’s manual., 78-4341 
An evaluation of window glass for air 
traffic control tower cabs /, 78-8000 
Soldier’s manual : ATC tower chief., 
78-4342 
Soldier’s manual : ATC tower/nonradar 
approach supervisor., 78-4341 
*Airports — Data processing. 
A computer program functional design of 
the simulation subsystem of an auto- 
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mated central flow control system /, 
78-15998 


*Airports — Design and construction. 
Airport terminals and the physically han- 
dicapped., 78-14126 


Standards for specifying construction of 
airports., 78-15966 


Airports — Design and construction — 
Standards. 
Airport design standards, airports served 
by air carries, runway geometrics., 
78-7955 


Airports — Directories. 
Consolidate listing of FAA certificated 
repair stations., 78-861 


International flight information manual., 
78-3782 


* Airports — Dominican Republic — 

Equipment and supplies. 

Technical services in equipment installa- 
tions and airport facilities : agreement 
between the United States of America 
and the Dominican Republic, signed at 
Washington and Santo Domingo May 
6 and 28, 1976., 78-15871 


Airports — Economic aspects. 
The airport investment model : a model 
for airport investment planning /, 78- 
9554 


*Airports — Electric equipment. 
Grounding, bonding, and shielding prac- 
tices and procedures for electronic 
equipments and facilities /, 78-15973 


Airports — Employees — Legal status, laws, 
etc. — United States. 
Certification, airmen other than flight 
crewmembers, 78-22152 


Federal aviation regulations., 78-22152 


Airports — Employees — United States. 
Second-career training for air traffic con- 
trollers should be discontinued : report 
to the Congress /, 78-25739 


* Airports — Environmental aspects. 
Environmental assessment 
development actions 
volume /, 78-22174 


Airports — Environmental aspects — 

Indiana — Connersville. 

Acquisition of land, runway extension, 
and miscellaneous improvements, 
Connnersville Municipal Airport, Con- 
nersville, Indiana : proposed section 16 
(c) (4) environmental impact assess- 
ment report., 78-9686 

Airports — Environmental aspects — 

Indiana — Peru. 

Acquisition of land, construction of new 
runway and related airport improve- 
ments : Peru Municipal Airport, Peru, 
Indiana : proposed negative declara- 
tion and Section 16 (c) (4) environ- 
mental impact assessement report., 
78-7879 


of airport 
appendix 
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* Airports — Environmental aspects — 

Indiana — Portland. 

Land acquisition, runway construction 
and miscellaneous airport improve- 
ments, Portland Municipal Airport, 
Portland, Indiana : proposed section 
16(c)(4) environmental impact assess- 
ment report., 78-22182 


* Airports — Environmental aspects — 

Michigan — Mount Pleasant. 

Runway extension and miscellaneous im- 
provements, Mount Pleasant Municipal 
Airport, Mount Pleasant, Michigan: 
final environmental impact statement., 
78-22179 


* Airports — Environmental aspects — 

Minnesota — Jackson. 

Acquisition of land and extension of pri- 
mary runway, Jackson Municipal Air- 
port, Jackson, Minnesota negative 
declaration and section 16(c)(4) en- 


vironmental impact assessment repotrt., 
78-22178 


Airports — Environmental aspects — United 
States. 
Final environmental impact statement for 
Bicentennial International Airport, 
Northeast, America., 78-7956 


Final environmental impact statement for 
Freedom Airport, Southeast, America., 
78-7957 


Final environmental impact statement for 
Independence Airport, Southwest, 
America /, 78-14168 


The national airport system plan (NASP) 
draft environmental impact state- 
ment, pursuant to section 102(2) (C) 
of the National environmental policy 
act (P.L. 91-190, as amended)., 78- 
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hearings before the Committee on 
Veterans’ Affairs, House of Represen- 
tatives, Ninety-fifth Congress, first ses- 
sion September 27, 1977., 78- 
14412 


report to accompany 


National Convention of the American 
Legion, 78-16309 


Proceedings of the National Convention 

of the American Legion., 78-16309 
*American lobsters. 

Investigation and analysis of a mass mor- 
tality of commercial lobsters (Homarus 
americanus) in Seabrook Harbor, New 
Hampshire during October of 1977 /, 
78-24505 

*American lobsters — Economic aspects — 

United States. 


American and spiny lobsters., 78-12537 


Basic economic indicators American 
and spiny lobsters, 1947-1973., 78- 
12537 

American Mail Line. 

Before the Federal Maritime Commis- 
sion, Washington, D.C., Council of 
North Atlantic Shipping Associations, 
et al. vs. American Mail Lines, Ltd., et 
al., docket 73-38 : brief of the United 
States Department of Transportation 


to the administrative law judge., 78- 
7681 


Brief of the United States Department of 
Transportation to the Administrative 
Law Judge., 78-7681 

American National Standards Institute. 

Standards Committee on Standardization 

in the Field of Library Work, 
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Documentation, and Related Publishing 

Practices, Z39. 

American National Standards Committee 
Z39 : recommended future directions., 
78-16118 

American periodicals — Directories. 

ISSN—key title register /, 78-26302 


*American periodicals — Indonesia. 
Titian readership study in Indonesia., 
78-13819 


American Revolution Bicentennial 
Commission. 
State and territorial bicentennial commis- 
sions and contacts., 78-24430 


American Revolution Bicentennial, 1776- 
1976. 
American issues forum : a national pro- 
gram for the Bicentennial year., 78- 
7529 


The Bicentennial of the United States of 
America : a final report to the people 


{announcement and order form]., 78- 
8145 


Event planning workbook American 
Revolution Bicentennial 1776-1976 /, 
78-22286 


Heritage "76 : statement of principles and 
purposes., 78-24429 


Information sheet, the American issues 
forum ..., 78-7528 


Update : Bicentennial news., 78-7615 


78-7040 


*American Revolution Bicentennial, 1776- 
1976 — Addresses, essays, lectures. 
Remarks prepared for delivery by 

Bernard E. DeLury, Assistant Secreta- 
ry for Labor-Management Relations, 
U.S. Department of Labor, before the 
19th annual convention of the 
Michigan State Building and Construc- 
tion Trades Council, 
Michigan, October 20, 
17957 


*American Revolution Bicentennial, 1776- 
1976 — Insignia. 
American Revolution Bicentennial flag., 
78-18649 


American Revolution Bicentennial, 1776- 
1976 — Periodicals. 
Bicentennial times; 

reprints., 78-9845 


American Revolution Bicentennial, 1776- 
1976 — Public opinion. 
Soviet writings on the “‘first’’ American 
Revolution and the Bicentennial /, 
78-7382 


American Samoa — Industries. 
Various industries in American Samoa : 
an economic report., 78-26278 


Welcome to Bi-Cent-Ex., 


Kalamazoo, 
1976., 78- 


commemorative 
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American Statistical Association. Census 

Advisory Committee. 

Minutes, Census Advisory Committee of 
the American Statistical Association, 
September 18 and 19, 1975., 78- 
19648 

American teachers in foreign countries — 

Employment — Periodicals. 

Opportunities abroad for teachers., 78- 
13449, 78-13450 


American teachers in foreign countries — 

Salaries, pensions, etc. 

Overseas teachers : hearing before the 
Subcommittee on Compensation and 
Employee Benefits of the Committee 
on Post Office and Civil Service, 
House of Representatives, Ninety-fifth 
Congress, first session, on H.R. 3698 
... July 19, 1977., 78-1104 

American University at Cairo — 

Endowments. 

The American University in Cairo : alter- 
natives for U.S. government support : 


report of the Comptroller General of 
the United States., 78-13332 


American University Press Day. 

Joint resolution to authorize and request 
the President to proclaim June 11, 
1978, as “American University Press 
Day” to commemorate the centennial 
of university press publishing in Amer- 
ica., 78-27006 

American Veterans of World War II and 

Korea. 

An act to amend the corporate name of 
AMVETS (American Veterans of 
World War II), and for other pur- 
poses., 78-5853 


AMVETS : report to accompany H.R. 
1952., 78-1185, 78-5921 


Americans in foreign countries. 

Protection of Americans abroad 
hearings before the Subcommittee on 
International Operations of the Com- 
mittee on International Relations, 
House of Representatives, Ninety-fifth 


Congress, first session, July 12 and 14, 
1977., 78-1073 


Revenue aspects of recent legislative 
change and proposals., 78-9536 


Taxation of Americans working abroad : 
hearing before the Committee on 
Finance, United States Senate, Ninety- 
fifth Congress, second session, May 8, 
1978., 78-24607 


Taxation of Americans working overseas 
: revenue aspects of recent legislative 


changes and proposals., 78-9536 


*Americans in foreign countries — 
Employment. 
Federal jobs overseas., 78-12554 
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Americans in foreign countries — 
Employment — Taxation. 
Tax guide for U.S. citizens employed in 
U.S. possessions., 78-2166 
Tax information for U.S. Government 
civilian employees stationed abroad., 
78-2161 
*Americans in foreign countries — Taxation. 
Impact on trade of changes in taxation of 
U.S. citizens employed overseas : re- 
port to the Congress /, 78-13330 


Tax guide for U.S. citizens abroad., 78- 
7646 


Americans in foreign countries — Taxation 

— United States. 

Revenue’ estimates under various 
methods of taxing Americans abroad : 
report to the Congress /, 78-25795 

*Americium. 

Determination of environmental levels of 
Pu-239, 240, Am-241, Cs-137 and Sr- 
90 in large volume sea water samples 
/, 78-13142 

Amiben — Toxicology. 

Bioassay of chloramben for possible car- 

cinogenicity., 78-425 
78-425 
Amides — Toxicology. 

Bioassay of isophosphamide for possible 

carcinogenicity., 78-1935 


Chloramben., 


Amines — Toxicology. 
Bioassay of m-cresidine for possible car- 
cinogenicity., 78-23791 
Bioassay of n-phenyl-p-phenylenediamine 
for possible  carcinogenicity., 78- 
23776 


Bioassay of o-anisidine hydrochloride for 
possible carcinogenicity., 78-23780 


Bioassay of 3-amino-9-ethylcarbazole 
(hydrochloride) for possible  car- 
cinogenicity., 78-23784 

Bioassay of 4-chloro-m-phen- 
ylenediamine for possible  car- 
cinogenicity., 78-23777 

Amines — Toxicology — Abstracts — 

Periodicals. 

Carcinogenicity of azo dyes, aryl amines, 
and related compounds., 78-3301 

*Amino acids — Toxicology. 

Bioassay of L-tryptophan for possible 

carcinogenicity., 78-23770 
Amino compounds — Toxicology. 

Bioassay of p-anisidine hydrochloride for 

possible carcinogenicity., 78-23801 


Bioassay of 2-chloro-p-toluidine for 
possible carcinogenicity., 78-23812 


Bioassay of 5-nitro-o-anisidine for possi- 
ble carcinogenicity., 78-23804 


Bioassay of 1,5-napthalenediamine for 
possible carcinogenicity., 78-23810 
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Bioassay of 2,5-toluenediamine sulfate 
for possible carcinogenicity., 78- 
23803 

*Ammonia. 

Source assessment : synthetic ammonia 
production /, 78-12913 

Synthetic ammonia 
12913 


Treatment of ammonia plant process 
condensate effluent /, 78-17123 
*Ammonia — Safety measures. 
Anhydrous ammonia., 78-18009 
Safe use of anhydrous ammonia., 78- 
18009 
*Ammonia — Toxicology. 
Ammonia toxicity /, 78-12811 
*Ammonia as fertilizer. 
Anhydrous ammonia., 


production., 78- 


78-18009 


Safe use of anhydrous ammonia., 78- 
18009 
*Ammonium compounds. 
Ammonia absorption/ammonium 
bisulfate regeneration pilot plant for 
flue gas desulfurization /, 78-12917 


Ammonium nitrate — Environmental 
aspects. 

Source assessment : ammonium nitrate 
production /, 78-8742 

Ammonoidea. 

Characteristic marine molluscan fossils 
from the Dakota sandstone and inter- 
tongued Mancos shale, West-central 
New Mexico /, 78-4958 

* Ammunition. 

Ammunition 

manual., 


specialist 
78-10692 
Ammunitions _ specialist 
manual., 78-10693 


Army’s programs for procuring ammuni- 
tion and modernizing ammunition 
plants : report to the Committee on 
Appropriations, House of Representa- 
tives /, 78-1800 


Examination of Army plans for con- 
structing a 105-mm projectile metal 
parts facility at the Lone Star Army 
Ammunition Plant, Texarkana, Texas : 
Department of Defense and the Army : 
report of the Comptroller General of 
the United States, 78-11131 


Programs for procuring conventional am- 
munition and modernizing and expand- 
ing ammunition plants : Department of 
Defense : report to the House Commit- 
tee on Appropriations /, 78-1815 


A reduction of airborne lead in indoor 
firing ranges by using modified ammu- 
nition : prepared for National Institute 
of Law Enforcement and Criminal 
Justice, Law Enforcement Assistance 
Administration, U.S. Department of 
Justice, Washington, D.C. /, 78-4138 


commander’s 


soldier’s 





Ammunition — Handbooks, manuals, etc. 
Ammunition specialist., 78-202 


Soldier’s manual : ammunition specialist., 
78-202 
Ammunition — Transportation. 
Prediction of extreme ammunition cargo 
forces at sea/, 78-9739 


Progress made and improvements needed 
in developing a containerized ammuni- 
tion system /, 78-25805 

Amnesty. 

The Clemency Program of 1974 : report 

to Congress /, 78-1742 


Examination of financial operations for 
fiscal year 1975 shows need for im- 
provements in the Guaranteed Student 
Loan program : Office of Education, 
Department of Health, Education, and 
Welfare : report to the Congress /, 
78-1732 


Amoco Casiz (Ship) 
The Amoco Cadiz oil spill : a preliminary 
scientific report /, 78-22947 


Amphibians — The West — Geographical 
distribution. 
Distribution of mammals, reptiles, and 
amphibians by BLM -physiographic re- 
gions and A.W. Kuchler’s associations 


for the eleven western states /, 78- 
657 


*Amphibious assault ships — Handbooks, 
manuals, etc. 


Amphibious vehicles., 78-16957 


*Amplifiers, Radio frequency. 
Test and evaluation of a prototype VHF 


low-intermodulation amplifier /, 78- 
11920 


Amtrak. 
Amtrak’s incentive contracts with rail- 
roads : considerable cost, few benefits 
: National Railroad Passenger Corpora- 
tion : report to the Congress /, 78- 
1682 


Amtrak’s service reductions : hearings 
before the Subcommittee on Transpor- 
tation and Commerce of the Commit- 
tee on Interstate and Foreign Com- 
merce, House of Representatives, 
Ninety-fifth Congress, first session ... 
October 12 and 13, 1977., 78-19161 


Expressing the sense of the Congress re- 
garding the operation of certain rail 
passenger service by the National Rail- 
road Passenger Corporation : report to 
accompany H. Con. Res. 494., 78- 
14478 


Report on the potential for integrating 
rail service provided by the National 
Railroad Passenger Corporation with 


78-5290 

Should Amtrak develop high-speed cor- 
ridor service outside the Northeast? : 
report to the Congress /, 78-23610 


other modes., 
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Amtrak — Appropriations and expenditures. 
Amtrak improvement act of 1978 : con- 
ference report to accompany S. 3040., 
78-24779 
Amtrak improvement act of 1978 : re- 
port together with minority and sup- 


plemental views to accompany H.R. 
11493., 78-19326 


An analysis of Amtrak’s five year plan : 
study /, 78-13361 

National Railroad Passenger Corporation 
authorization act of 1978 : hearings 
before the Subcommittee on Surface 
Transportation of the Committee on 
Commerce, Science, and Transporta- 
tion, United States Senate, Ninety-fifth 
Congress, second session, on S. 2478 
... March 10 and 13, 1978., 78-19078 


National Railroad Passenger Corporation 
authorization act of 1978 : report to 
accompany S. 3040., 78-19423 


Amtrak — Appropriations and expenditures 


— Addresses, essays, lectures. 
Statement /, 78-18525, 78-18526 


Amtrak — Periodicals. 
Amtrak: effectiveness of the act; report 
to the President and the Congress., 
78-21626, 78-21627 


Report on the effectiveness of the Rail 
passenger service act of 1970 (Public 
law 91-518), 78-21626, 78-21627 

Amundsen Sea — Navigation — Tables. 

Area 23, Amundsen Sea, station D 

(North Dakota)., 78-4285 


Omega propagation correction tables for 
10.2 kHz : area 23, Amundsen Sea, 
station D (North Dakota)., 78-4285 

Amyotrophic lateral sclerosis. 

Amyotrophic _ lateral 
Gehrig’s disease 
back., 78-1943 


Amyotrophic lateral sclerosis : report to 
accompany S. Con. Res. 26., 78-8499 


78-1943 


sclerosis 
research 


Lou 
strikes 


Lou Gehrig’s disease., 
An, Chin-Ho. 

Chin-Ho An : 

3461., 


report to accompany H.R. 
78-1170, 78-6011 
Anaconda Company. Montana Mining 

Division. 

Wage chronology : the Anaconda Co. 
{Montana Mining Div.] and the Steel- 
workers : 1941-77., 78-702 

*Anaheim, Calif. — Recreation areas. 

National urban recreation study, Los An- 
geles/Long Beach/Anaheim., 78- 
17859 

Analgesics — Toxicology. 

Bioassay of phenazopyridine 
hydrochloride for possible car- 
cinogenicity., 78-23787 
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*Analog computers. 
Description of path-in-the-sky contact 
analog piloting display /, 78-18134 
Analysis of variance. 
Comparisons among treatment means in 
an analysis of variance /, 78-4018 
Anatomy, Human — Models. 
Anthropometric test dummy, model 825- 
50 : operation and service manual /, 
78-8095 
Anthropomorphic 
18784 


test dummy /, 78- 


Development and evaluation of master- 
body forms for 3- and 6-year-old-child 
dummies /, 78-22184 

An investigation of some responses of an 
out-of-position driver in an ACRS- 
equipped Oldsmobile during crash in- 
duced bag development /, 78-8115 

Performance evaluation of the NHTSA 
advanced “S” series 50th percentile 
anthropomorphic dummy /, 78-16048 

Anchorage. 

Guidelines for deepwater 

point mooring design /, 


Anchorage, Alaska — Harbor. 

The ports of Anchorage, Nikiski, Seward, 
Whittier, Valdez, and Ketchikan, 
Alaska /, 78-8668 

Anchovies. 

Information on the California anchovy : 
National Oceanic and Atmospheric 
Administration, Department of Com- 
merce : report to the Committee on 
Commerce, United States Senate /, 
78-4669 

Andalusite — United States. 


Kyanite and _ related minerals., 78- 
26197 


Andean Group. 

U.S. direct investment in South Amer- 
ica’s Andean Common Market : De- 
partment of Commerce : report to the 
Congress /, 78-4731 

Andersonville National Historic Site, Ga. 

Andersonville., 78-7337 


*Andes region — Economic conditions. 
Current developments and trends in the 
Andean common market /, 78-10607 


*Andes region — Economic integration. 
Current developments and trends in the 
Andean common market /, 78-10607 


port 
78-9738 


single 


Andorra. 


Andorra, San Marino, 78-21900 
Background notes., 78-21900 
Andrews, Joseph J 
Joseph J. Andrews : report to accompany 
H.R. 3621., 78-10107 
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*Anechoic chambers. 

Modified smoldering test of urethane 
foams used in anechoic chambers /, 
78-20395 

* Anemometer. 


Miniature drag-force anemometer /, 78- 
21831 


Survey of anemometers /, 


Anesthesia in dentistry. 

Control of occupational exposure to N20 

in the dental operatory /, 78-490 
Anesthesiology research — United States — 

Congresses. 

Anesthesiology research : a workshop re- 
port : Bethesda, Maryland, June 22-23, 
1976 /, 78-432 

Anesthetics — Physiological effect. 

Control of occupational exposure to N20 

in the dental operatory /, 78-490 


Anesthetics — Toxicology. 
Guidelines for the clinical evaluation of 
general anesthetics., 78-7096 


Guidelines for the clinical evaluation of 
local anesthetics., 78-8976 


ANG Coal Gasification Company. 
ANG Coal_ Gasification Company 
(ANGCGC), North Dakota project, 
Pick-Sloan Missouri basin program : 


draft environmental statement., 78- 
21528 


Draft environmental statement: ANG 
Coal Gasification Company, 
(ANCGCG), North Dakota project, 
Pick-Sloan Missouri basin program., 
78-21528 


*Angeles National Forest, Calif. 
Preliminary recreation master plan for 


the Angeles high country : Angeles 
National Forest., 78-22673 


78-16020 


*Angina pectoris. 

Guidelines for the clinical evaluation of 

anti-anginal drugs., 78-13522 
Angular momentum. 

Evaluation of a laboratory test model an- 
nular momentum control device /, 
78-26374 

*Anhydrides. 

Phthalic anhydride plant air pollution 

control /, 78-17120 
Aniline — Toxicology. 

Bioassay of aniline hydrochloride for car- 

cinogenicity., 78-23805 
*Animal charcoal. 

A study of the reaction of uranium and 
plutonium with bone char /, 78- 
11070 

Animal experimentation. 

Animal resources : a research resources 

directory /, 78-421 
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*Animal industry. 

Proceedings of Symposium on Use of 
Solar Energy for Poultry and Livestock 
Production, Auburn University, Au- 
burn, Alabama, November 9-10, 
1976., 78-10976 


Animal industry — Law and legislation — 

Kenya. 

Livestock development agreement 
between the United States of America 
and Kenya, signed at Nairobi Sep- 
tember 11, 1974, and amending agree- 
ment signed at Nairobi July 20, 1977., 
78-7580 


Animal industry — Law and legislation — 

United States. 

Livestock development agreement 
between the United States of America 
and Kenya, signed at Nairobi Sep- 
tember 11, 1974, and amending agree- 
ment signed at Nairobi July 20, 1977., 
78-7580 

Animal industry — United States — 

Statistics. 

Meat animals, production, disposition, in- 
come., 78-22779 


Animal industry — United States — 
Statistics — Periodicals. 


Livestock and meat situation., 78-2518 


Livestock Statistics., 78- 


10296 


Meat animals, production, disposition, in- 

come., 78-10475 
Animal jumping. 

Anuran locomotion—structure and func- 
tion, 2 jumping performance of 
semiaquatic, terrestrial, and arboreal 
frogs /, 78-26535 


Animal locomotion. 

Anuran locomotion—structure and func- 
tion, 2 jumping performance of 
semiaquatic, terrestrial, and arboreal 
frogs /, 78-26535 


Animal marking — Statistica! methods. 
Statistical inference from band recovery 
data : a handbook /, 78-11587 


Animal populations — Mathematical models. 
Some Bayesian statistical techniques use- 


ful in estimating frequency and density 
/, 78-7345 


Animal populations — United States. 
Habitat and population improvement 
measures accompanying water 
resources development projects /, 78- 
2079 


*Animal products — Statistics. 

Meat animals : production, disposition, 
income : final estimates for 1970-74., 
78-10300 

*Animal waste. 

Fuel gas 

residue., 


and meat 


production from animal 


78-11007 
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Fuel gas production from animal waste ... 
/, 78-8764, 78-11007 


Fuel gas production from animal waste ... 
phase I/, 78-20814 


Fuel gas production from animal waste ... 
/ E. Ashare ... [et al.]., 78-4590, 
78-6643 

* Animal waste — United States. 

A manual on evaluation and economic 
analysis of livestock waste manage- 
ment systems /, 78-25626 

* Animals. 

The benthic fauna and sediments of the 
nearshore zone off Panama City 
Beach, Florida /, 78-15095 


Policy implications of a natural study of 
American attitudes and behavioral 
relations to animals /, 78-26212 


Protecting America’s animal health., 
78-14820 


* Animals, Food habits of. 
The influence of supplemental feed on 
food habits of tamed deer /, 78- 
14691 


Animals in art. 
The animal in art : selections from the 
Hirshhorn Museum collection., 78- 
7630 


*Ann Arbor, Mich. — Recreation areas. 
National urban recreation study, 
Detroit/Ann Arbor., 78-17857 


Annotations and citations (Law) — United 
States — Periodicals. 
Advance bulletin of Interstate commerce 
acts annotated., 78-3499 


Annuities — Taxation — United States. 
Tax information on pension and annuity 
income., 78-5259 


*Annuities — United States. 
Individual retirement account : IRA plan 
for your retirement., 78-22355 


IRA plan _ for retirement., 78- 
22355 


*Antarctic regions. 
Antarctic isolation and associated 
changes in salivary bacteria /, 78- 
20356 


Observations of the Antarctic polar front 
by a moored array during FDRAKE-76 
/, 78-19836 


Antarctic regions — Abstracts. 
Antarctic bibliography., 78-11670 


Antarctic regions — Abstracts — Indexes. 
Antarctic bibliography., 78-11669 


*Antarctic regions — American exploration. 

Financing research in Antarctica : tighter 

control of logistic support costs needed 

: report to the Committee on Foreign 

Relations, United States Senate /, 78- 
11126 


your 





*Antarctic regions — International status. 
Antarctic conservation act of 1977 : re- 
port to accompany H.R. 7749 /, 78- 
22577 
Antarctic conservation act of 1978., 
78-22577 
Antarctic regions — Maps. 
Maps published of Antarctica Popular by 
the U.S. Geological Survey., 78-2065 
Antarctic regions — Maps, Topographic. 
Maps published of Antarctica Popular by 
the U.S. Geological Survey., 78-2065 
Antarctic regions — Periodicals. 
Antarctic journal of the United States., 
78-3630 
Antenna arrays. 


ATCRBS antenna modification kit /, 
78-7987 


Impedance-match 
constraints for 
10833 

*Antenna feeds. 

Impedance-match and _ element-pattern 
constraints for finite arrays /, 78- 
10833 

*Antennas (Electronics) 
AAFE large deployable antenna develop- 


ment program : executive summary., 
78-18192 


and element-pattern 
finite arrays /, 78- 


Impedance-match and element-pattern 
constraints for finite arrays /, 78- 
10833 


Minimum antenna dimensions for satel- 


lite communication earth stations /, 
78-19643 


Near-field antenna measurements on a 
cylindrical surface : a source scatter- 
ing-matrix formulation /, 78-4144 


SQUID ELF receiving antenna for sub- 
marine applications : final report /, 
78-20399 


Surveys of electromagnetic field intensi- 
ties near representative higher-power 
FAA transmitting antennas /, 78- 
9714 


Antennas (Electronics) — Design and 
construction. 
Design of a van-top low-profile HF an- 
tenna /, 78-4033 


*Antennas (Electronics) — Estimates. 

Some influences of rainfall on satel- 
lite/ground microwave systems installa- 
tion costs /, 78-19640 

Antennas (Electronics) — Measurement. 

Earth station antenna measurements /, 

78-1386 


*Antennas (Electronics) — Safety measures. 
Antenna electrocutions., 78-12003 
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Antennas (Electronics) — Standards — 
United States. 
Fixed and base station antennas., 78- 
7419 


NILECJ standard for fixed and base sta- 
tion antennas : a voluntary national 
standard /, 78-7419 

*Antennas (Electronics) — Testing. 

Tests with Wilcox slotted-cylinder VOR 

antenna /, 78-11905 


Anthracite coal — Narragansett River Basin. 
Anthracite in the Narragansett Basin of 
Rhode Island and Massachusetts /, 
78-4964 


*Anthracite coal — Pennsylvania — Maps. 
Microfilming maps of abandoned 
anthracite mines mines in the 
Southern anthracite field /, 78-24019 


Anthracite coal — Pennsylvania — Statistics. 
Coal-Pennsylvania anthracite., 78-4967 


Preprint from the 1975 Bureau of Mines 
Minerals Yearbook, 78-4967 


Anthracite coal — Pennsylvania — Statistics 
— Periodicals. 
Pennsylvania 

3438 
Pennsylvania anthracite weekly produc- 
tion, 78-3438 

Anthracite coal — Statistics. 

Coal-Pennsylvania anthracite., 


anthracite weekly., 78- 


78-4967 


Preprint from the 1975 Bureau of Mines 
Minerals Yearbook, 78-4967 


Anthraquinones — Toxicology. 
Bioassay of 1-amino-2-methylanthraquin- 
one for possible carcinogenicity., 78- 
23796 


Bioassay of 2-aminoanthraquinone for 
possible carcinogenicity., 78-23811 
Bioassay of 2-methyl-1-nitroanthraquin- 
one for possible carcinogenicity., 78- 

8968 


*Anthropology — Bibliography. 
Anthropology and archaeology., 78- 
21077 


*Anthropometry. 

Development and evaluation of master- 
body forms for 3- and 6-year-old-child 
dummies /, 78-22184 

Anti-aircraft artillery. 

Air defense artillery 
MOS 16Z 
4408 


Short range air defense artillery missile 
crewman : soldier’s manual., 78-4407 


senior sergeant, 
solider’s manual., 78- 


Soldier’s Commander's manual 
range air defense 
crewman., 78-4407 


Soldier’s manual : [ADA air defense ar- 
tillery] senior sergeant [MOS 16Z]., 
78-4408 


short 
artillery missile 
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U.S. Army air defense artillery employ- 

ment, Chaparral/Vulcan., 78-6475 
Anti-aircraft guns. 

Airdrop of supplies and equipment 
rigging air defense artillery gun 
(Vulcan)., 78-4392 

defense artillery gun 
airdrop of supplies and 
78-4392 

Anti-infective agents. 

Draft environmental impact statement : 
subtherapeutic antibacterial agents in 
animal feeds /, 78-25902 


Subtherapeutic antibacterial 
animal feeds., 78-25902 


*Anti-infective agents — Research. 
Anti-infective drugs (systemic)., 78- 
13521 


Guidelines for the clinical evaluation of 
anti-infective drugs (systemic) : adults 
and children., 78-13521 


Rigging air 
(Vulcan) 
equipment., 


agents in 


Antiaircraft missiles. 

Analysis and compilation of missile 

aerodynamic data., 78-9441 
* Antibiotics. 

Application of firefly luciferase assay for 
adenosine triphosphate (ATP) to an- 
timicrobial drug sensitivity testing /, 
78-13914 

Antibiotics in animal nutrition. 

Antibiotics and the food you eat, 78- 

21226 


Antibiotics in animal feeds : hearings be- 
fore the Subcommittee on Oversight 
and Investigations of the Committee 
on Interstate and Foreign Commerce, 
House of Representatives, Ninety-fifth 
Congress, first session ... September 19 
and 23, 1977., 78-16242 


78-21226 


Food safety and quality hearings before 
the Subcommittee on Agricultural 
Research and General Legislation of 
the Committee on Agriculture, Nutri- 
tion, and Forestry, United States 
Senate, Ninety-fifth Congress, first ses- 
sion ..., 78-8232 


FDA consumer memo., 


Need to establish safety and effectiveness 
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General of the United States., 78- 
4706 

Antibiotics in nutrition. 
Antibiotics and the food you eat, 78- 
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and two years after treatment with the 
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gestant-antihistamine effects on _ al- 
titude, Gz, and fatigue tolerances /, 
78-18698 
*Antimalarials — Toxicology. 
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Cancer drugs that work /, 78-17579 
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* Antineoplastic agents — Law and 
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*Antineoplastic agents — Testing. 
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carcinogenicity., 78-23768 
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possible carcinogenicity., 78-21200 
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Antitrust laws with amendments, 1890- 
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Effective enforcement of the antitrust 
laws : hearings before the Subcommit- 
tee on Monopolies and Commercial 
Law of the Committee on the Judicia- 
ry, House of Representatives, Ninety- 
fifth Congress, first session, on H.R. 
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Fair and effective enforcement of the 
Antitrust laws, S. 1874 : hearings be- 
fore the Subcommittee on Antitrust 
and Monopoly of the Committee on 
the Judiciary, United States Senate, 
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Oversight of antitrust enforcement 
hearings before the Subcommittee on 
Antitrust and Monopoly of the Com- 
mittee on the Judiciary, United States 
Senate, Ninety-fifth Congress, first ses- 
sion ..., 78-5621 


*Antitubercular agents — Toxicology. 
Bioassay of ethionamide for possible car- 
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Bioassay of pyrazinamide for possible 
carcinogenicity., 78-13486 


Pyrazinamide., 78-13486 
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tion, 2 jumping performance of 
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frogs /, 78-26535 

Anwar. 

Anwar : report to accompany S. 1933., 
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Behavior and physiological correlates of 
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A sample tribal specific comprehensive 
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78-11292 


Apartment houses — New York (City) — 
Safety measures. 
Phipps Plaza South safety and security 
analysis and recommendations /, 78- 
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Apartment houses — United States — 
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Apartment houses — United States — Fires 
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Apartment houses — United States — 
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States — Taxation. 
Tax information on condominiums and 
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78-11784 
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Appalachia., 78-3825 
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Annual report of the Appalachian Re- 
gional Commission., 78-11961 


summary 


* Appalachian Trail. 
An act to amend the National trails 


system act, and for other purposes., 
78-14499 


Appalachian Trail amendments : hearing 
before the Subcommittee on Parks and 
Recreation of the Committee on Ener- 
gy and Natural Resources, United 
States Senate, Ninety-fifth Congress, 
first session, on S. 2066 ... H.R. 8803 
... November 1, 1977., 78-16202 


Appalachian Trail bill : report to accom- 
pany H.R. 8803., 78-12316 


Appellate courts — United States. 

An act to amend section 142 of title 28, 
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furnishing of accomodations to judges 
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States., 78-8451 


Hearings before the Commission on 
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A proposal to divide the Fifth Circuit : 
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Appellate opinion writing /, 78-685 
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/, 78-684 
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United States standards for grades of 
dehydrated (low moisture) apples : ef- 
fective July 31, 1977., 78-10499 
*Apple — United States. 
Establishing and managing young apple 
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Apple — United States — Diseases and pests. 
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Merchandising your job 
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An act to repeal section 3306 of title 5, 
United States Code, to eliminate the 
requirement of apportionment of ap- 
pointments in the departmental service 
in the District of Columbia., 78- 
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Elimination of apportionment require- 
ment for Federal employment : report 
to accompany H.R. 5054., 78-5730, 
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*Apprentices — Standards — United States. 

National apprenticeship standards for 
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Apprentices — United States. 
Apprenticeship program for the trade of 
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(weapons systems), 78-4441, 78- 
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Apprenticeship program for the trade of 
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78-20184 


Soldier’s manual computer/machine 
operator, skill level 3, MOS 74D., 
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apprenticeship program for the trade 
of marine heavy duty mechanic 
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The US Army Signal School apprentice- 
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ship program for the trade of field en- 
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prenticeship Program for the trade of 
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Apprenticeship program for the trade of 
radio mechanic., 78-4440 
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canned apricots and __ solid-pack 
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United States. 

Aquaculture : hearings before the Sub- 
committee on Agricultural Research 
and General Legislation of the Com- 
mittee on Agriculture, Nutrition, and 
Forestry, United States Senate, Ninety- 
fifth Congress, second session, on S. 
1043 ... S. 2218 ... S. 2762 ... April 18 
and 20, 1978., 78-22380 
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port to accompany S. 3045., 78- 
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Commerce, Science, and Transporta- 
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Subcommittee on Fisheries and Wil- 
dlife Conservation and the Environ- 
ment and the Subcommittee on 
Oceanography of the Committee on 
Merchant Marine and Fisheries, House 
of Representatives, Ninety-fifth Con- 
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on. 
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of effluents to aquatic organisms /, 
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Trophic structure 
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modifications by 
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Studies on the time course of salinity and 
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* Aquatic invertebrates — Miscellanea. 
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Bibliography. 
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*Aquatic sports — United States. 
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final environment statement : Auburn- 
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proceedings., 78-21786, 78-26311 


Classified index of N.L.R.B. and related 
court decisions, 78-3600 


Classified index of National Labor Rela- 
tions Board decisions and related court 
decisions., 78-3600, 78-9317 

Arbitration, International. 

The goal of real peace : speech [by] 
Secretary Vance before the Council of 
Jewish Federations and Welfare Fund 
Convention, Dallas Texas, November 
10, 1977., 78-7556 


U.S. responsibilities toward peace and 
human rights [speech by] President 
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Carter before the World Jewish Con- 
gress, Washington, D.C., November 2, 
1977., 78-5172 


Arbitration and award — United States. 

The Court-annexed arbitration act of 
1978 : hearing before the Subcommit- 
tee on Improvements in Judicial 
Machinery of the Committee on the 
Judiciary, United States Senate, 
Ninety-fifth Congress, second session, 
on S. 2253 ... April 1978., 78-26835 


Court-annexed arbitration act of 1978 : 
report to accompany S. 2253., 78- 
27084 

Arboretums — United States. 


U.S. National Arboretum annual report., 
78-19593 


Arbovirus diseases. 710 10 United States. 
National Institute of Allergy and 
Infectious Diseases. Office of Research 
Reporting and Public Response. 
Dengue., 78-4810 


Arch dams — Design and construction. 
Design criteria for concrete arch and 
gravity dams., 78-2070 


Design of arch dams : 
concrete arch dams., 


design manual for 
78-2069 
Archaeological surveying. 
Dolores River archeology : canyon adap- 


tations as seen through survey /, 78- 
2085 


The importance of small, surface, and 
disturbed sites as sources of significant 
archeological data /, 78-5067 

* Archaeology. 

The archeological survey : methods and 

uses /, 78-21616 


Country nodes : an _ anthropological 
evaluation of William Key’s Desert 
Queen Ranch, Joshua Tree National 
Monument, California /, 78-24043 


The preliminary report of the national 
reservoir inundation study /, 78- 
21577 

William Keys’ 
California., 


Desert 
78-24043 
*Archaeology — Bibliography. 

Anthropology and  archaeology., 78- 

21077 


Archaeology — Methodolgy. 
The importance of small, surface, and 
disturbed sites as sources of significant 
archeological data /, 78-5067 


Archaeology — Methodology — Remote 
sensing. 

Aerial remote 

archeology /, 


Queen Ranch, 


sensing 
78-13791 


Non-destructive methods of archeologi- 


cal exploration, survey, and analysis., 
78-13790 


techniques in 
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Remote sensing experiments in cultural 
resource studies non-destructive 
methods of archeological exploration, 
survey, and analysis /, 78-13790 

Archaeology — Research — Congresses. 

Scholars as managers : or how can the 
managers do it better : report of a 
workshop on management techniques 
in archeology /, 78-26236 

Archaeology and state — United States — 

Congresses. 

Scholars as managers : or how can the 
managers do it better : report of a 
workshop on management techniques 
in archeology /, 78-26236 

Arches National Park, Utah. 
Wild and scenic river recommendation : 


Arches National Park, Utah /, 78- 
8369 


*Architects — United States — Selection and 
appointment. 

GSA _architect-engineer procurement 
process : hearings before the Subcom- 
mittee on Public Buildings and 
Grounds of the Committee on Public 
Works and Transportation, House of 
Representatives, Ninety-fifth Congress, 
first session, September 19 and 20, 
1977., 78-12166 

Architectural acoustics. 

Noise criteria for buildings 

view /, 78-12511 


Architectural design. 


Architecture environmental 
13969 


Architecture environmental 
gram, 78-13969 


Architecture, planning, and design., 78- 
18323 


Architecture, planning, and design pro- 
gram, 78-18323 


Fire protection primer for architects., 
78-8654 


Learning from Fire : a fire protection 
primer for architects /, 78-8654 


Architectural design — Standards. 
Procedures used for holding architects 
and engineers responsible for the 
quality of their design work : Depart- 
ment of Defense, General Services Ad- 
ministration : report to the Congress /, 
78-1808 
*Architectural drawing — United States. 
Presentation of building plans 
specifications., 78-14781 


*Architectural drawing — Vocational 
guidance. 
The US Army Engineer School ap- 
prenticeship program for the trade of 
drafter (architectural)., 78-12711 


: a critical 


arts., 78- 


arts pro- 


and 





*Architectural models. 
A new method of building scale-model 
houses /, 78-14756 
*Architecture. 


Art-in-architecture program., 78-17377 


Contracting for construction & 
architect/engineering services., 78- 
25554 

*Architecture — Bibliography. 

Architecture., 78-17376 


Architecture — Data processing. 
Computer-aided building design : study /, 
78-23665 


*Architecture — Designs and plans. 
Architecture., 78-12764 


Building design for radiation shielding 
and thermal efficiency., 78-10675 


Design architecture., 78- 
12764 


Design manual : drawings and specifica- 
tions., 78-25319 


Drawings and specifications., 


*Architecture — Details. 

Manual for the construction of re- 
sidential basements in  non-coastal 
flood environs : a study and prepara- 
tion of a guide manual for the design 
and construction of floodproofed re- 
sidential basements /, 78-11369 


Architecture — History — Sources. 
Architectural collections of the Library 
of Congress /, 78-18033 


Architecture — Minnesota — Minneapolis — 
Energy consumption. 
Minneapolis residential energy consump- 
tion / Hittman Asociates, Inc., 78- 
9019 


Architecture — United States — Awards. 
Distinguished design awards., 78-12752 


Architecture — United States — 

Conservation and restoration. 

Public buildings cooperative use act 
oversight : hearing before the Commit- 
tee on Environment and Public Works, 
United States Senate, Ninety-fifth Con- 
gress, second session, April 6, 1978., 
78-24648 


Architecture — United States — Designs and 
plans. 
Distinguished design awards., 


78-12360 
Three-bedroom framehouse., 


manual 


78-25319 


78-12752 
Solar house., 


78-10308 


Architecture — United States — Details. 
Safety standard for architectural glazing 
materials : fact sheet., 78-901 


Architecture — United States — Handbooks, 
manuals, etc. 
The architect’s handbook for project 
mortgage insurance., 78-17699, 78- 
23889 





December 1978 


Architecture — United States — Human 
factors. 

By design : a ten-year report by the 
Architecture Environmental Arts Pro- 
gram, 1966-1976., 78-2108 

Architecture — United States — Sources. 

Architectural collections of the Library 

of Congress /, 78-18033 


Architecture, Domestic. 
State solar energy legislation of 1976: a 


review of statutes relating to buildings 
/, 78-1443 


*Architecture, Domestic — Bibliography. 
The home., 78-17368 


Architecture, Domestic — Designs and 
plans. 
A methodology for seismic design and 
construction of single-family dwellings 
/, 78-9026, 78-9027 


Passive design ideas for the energy con- 
scious architect., 78-17682 


Passive design ideas for the energy con- 
scious builder., 78-11289 


Passive design ideas for the energy con- 
scious consumer., 78-11288 


Seismic design and construction of sin- 
gle-family dwellings., 78-9026 


Supplementary engineering analysis re- 
port for the report titled “A 
methodology for seismic design and 
construction of single family 
dwellings” /, 78-9027 


*Architecture, Domestic — United States — 
Designs and plans. 


Two-bedroom house., 78-12359 


3-bedroom house with carport & deck., 
78-3962 


*Architecture and climate. 
Collaboration of architect and behavioral 
scientist in research /, 78-15090 


*Architecture and energy conservation. 
Energy-effective windows : proceedings 
of a joint DOE(ERDA)/NBS Con- 
ference/Round Table on Energy-Effec- 
tive Windows, held in Washington, 
D.C., on April 13th, 1977., 78-19757 


HUD solar status multifamily units 
dominate fourth cycle grant awards ; 
fourth cycle award news!, 78-23893 


The Jolly Tiger : an experiment in ener- 
gy-conserving restaurant design., 78- 
25419 

Multifamily units dominate fourth cycle 
grant awards., 78-23893 

Passive design ideas for the energy con- 
scious architect., 78-17682 

Passive design ideas for the energy con- 
scious builder., 78-11289 


Passive design ideas for the energy con- 
scious consumer., 78-11288 
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*Architecture and energy conservation — 
Bibliography. 
Energy conservatin in building design /, 
78-9311 


Architecture and energy conservation — 
California — San Francisco. 
San Francisco residential 

sumption /, 78-9020 


Architecture and energy conservation — 
Colorado — Denver. 
Denver residential energy consumption., 
78-9016 


Architecture and energy conservation — 
Florida — Miami. 
Miami residential energy consumption /, 
78-9018 


Architecture and energy conservation — 
Georgia — Atlanta. 
Atlanta residential energy consumption., 
78-9013 


Architecture and energy conservation — 
Illinois — Chicago. 
Chicago residential energy consumption 
/, 78-9015 


Architecture and energy conservation — 
Law and legislation — United States. 
National weatherization act report 

together with supplemental views to 
accompany H.R. 7893., 78-5705 


Architecture and energy conservation — 
Massachusetts — Boston. 
Boston residential energy consumption /, 
78-9014 


Architecture and energy conservation — 
Missouri — St. Louis. 
St. Louis residential energy consumption 
/, 78-9021 


*Architecture and energy conservation — 

Standards — United States. 

Phase one/base data for the development 
of energy performance standards for 
new buildings., 78-17678 

Architecture and energy conservation — 

Texas — Houston. 

Houston residential energy consumption 
/, 78-9017 

*Architecture and energy conservation — 

United States. 

Energy systems betting on solar., 78- 
11366 

HUD solar status 
78-11367 

HUD solar status 
betting on solar., 


energy con- 


: a builder asks 


eves 


energy 
78-11366 


HUD 


systems 


HUD solar status : 
road., 78-11364 


HUD solar status : second round award 
news! : $4 million in solar grants for 
1411 residential units., 78-11365 


HUD solar status : solar standards : lay- 


ing the groundwork for a solid indus- 
try., 78-11368 


van on the 
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HUD van on the road., 78-11364 


Phase one/base data for the development 
of energy performance standards for 
new buildings : executive summary., 
78-17677 

Second round award news, $4 million in 
solar grants for 1411 residential units., 
78-11365 


Architecture and society — United States. 
By design : a ten-year report by the 
Architecture Environmental Arts Pro- 
gram, 1966-1976., 78-2108 


*Architecture and the aged. 
Low rise housing for older people 
behavioral criteria for design /, 78- 
15446 


*Architecture and the handicapped — 

United States. 

Implementation of Section 504, Reha- 
bilitation act of 1973 : hearings before 
the Subcommittee on Select Education 
of the Committee on Education and 
Labor, House of Representatives, 
Ninety-fifth Congress, first session .. 
September 9, 13, and 16, 1977., 78- 
12077 


Architecture and the physically 
handicapped. 

Access travel - airports : 

cessibility of terminals., 


a guide to ac- 
78-5340 


Airport terminals and the physically han- 
dicapped., 78-14126 


Guide to accessibility of terminals., 78- 
5340 


*Architecture and the physically 
handicapped — Law and legislation — 
United States. 

A survey of State laws to remove bar- 
riers., 78-15823 


*Architecture and the physically 
handicapped — United States. 
People are asking about displaying the 
symbol access., 78-15822 
Archives — Germany — Inventories, 
calendars, etc. 
Guides to German records microfilmed 
at Alexandria, Va., 78-7001 
Archives — Inventories, calendars, etc. 
Catalog of seismogram archives /, 78- 
25067 
Archives — Periodicals. 
Prologue; the journal of the National 
Archives., 78-3225 
Arctic Ocean — Navigation — Tables. 
Area 04, Alaska, station H (Japan) : 


Omega propagation correction tables., 
78-4287 


Omega propagation correction tables for 
13.6 kHz : area 04, Alaska, station H 
(Japan)., 78-4287 


Arctic research — Periodicals. 
Arctic bulletin., 78-3628 
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Area studies — United States. 
Background notes., 78-3672 

Arellano, Santos Marquez. 
Santos Marques Arellano 

company H.R. 1938., 


Argentina. 
Argentina, 


: report to ac- 
78-14436 


78-7558 


Background notes., 78-7558 


*Argon. 
Thermodynamic properties of gaseous 
fluorocarbons and isentropic equilibri- 
um expansions of two binary mixtures 


of fluorocarbons and argon /, 78- 
11741 


Argyle Southern Company. 
GSA release of indemnification covenant 
in deed to former Navy practice bomb- 
ing range in Florida : hearing before a 
subcommittee of the Committee on 
Government Operations, House of 
Representatives, Ninety-fifth Congress, 
second session, on H.R. 8502 ... March 
16, 1978., 78-26796 
Arizona — Climate. 


Arizona, monthly averages of tempera- 
ture .... 78-4211 


Arizona, monthly normals of temperature 
.-, 78-4166 


Monthly averages of temperature and 
precipitation for state climatic divi- 
sions 1941-1970: Arizona., 78-4211 

Monthly normals’ of temperature, 
precipitation, and heating and cooling 
degree days 1941-1970 : Arizona., 
78-4166 

Arizona — Climate — Periodicals. 

Climatological data, Arizona., 78-2746 

Arizona — Industries. 

County business patterns., 

78-16792 
Arizona — Population — Statistics. 

Estimates of the population of Arizona 
counties and metropolitan areas: July 
1, 1975 (revised) and 1976 
(provisional), 78-4060 

Federal-State cooperative program for 
population estimates., 78-4060 

* Arizona — Public lands. 

BLM facts : Arizona national resource 

lands digest., 78-11588 
Arizona — Statistics, Vital. 
Arizona, 78-4833 


State life tables, 78-4833 


U.S. decennial life tables., 


78-4094, 


78-4833 
Arkansas — Climate. 
Arkansas, monthly averages of tempera- 
ture ..., 78-4212 


Arkansas, monthly normals of tempera- 
ture ..., 78-4167 
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Monthly averages of temperature and 
precipitation for state climatic divi- 
sions 1941-1970 : Arkansas., 78-4212 


Monthly normals of temperature, 
precipitation, and heating and cooling 
degree days 1941-1970 : Arkansas., 
78-4167 

Arkansas — Climate — Periodicals. 


Climatological data, Arkansas., 78-2747 


*Arkansas — Economic conditions. 
Economic development action plan., 
78-22352 


Arkansas — Industries. 
County business patterns., 
78-19695 
Arkansas — Population — Statistics. 
Estimates of the population of Arkansas 
counties and metropolitan areas: July 
A, 1975 (revised) and 1976 
(provisional), 78-4061 
Estimates of the U.S. Arkansas counties 
and metropolitan U.S. July 1, 1974 
and 1975., 78-111 
Federal-State cooperative program for 
population estimates., 78-4061 
Population of Arkansas counties and 
metropolitan areas., 78-111 
Arkansas — Statistics, Vital. 
Arkansas, 78-4834 


State life tables, 78-4834 


U.S. decennial life tables., 


78-1393, 


78-4834 


Arkansas Power and Light Company. 

Safety evaluation report, Office of 
Nuclear Reactor Regulation, U.S. 
Nuclear Regulatory Commission, in 
the matter of : Arkansas Power and 
Light Company, Arkansas Nuclear 
One - Unit 2, Docket No. 50-368., 
78-8190 


Supplement no. | to the safety evalua- 
tion report, Office of Nuclear Reactor 
Regulation, U.S. Nuclear Regulatory 
Commission, in the matter of : Arkan- 
sas Power and Light Company, Arkan- 
sas Nuclear One - Unit 2 Docket no. 
50-368., 78-18888 

Arkansas River watershed. 

Spillway vibration, pressure and velocity 
measurements, Ozark Lock and Dam, 
Arkansas River, Arkansas : final report 
/, 78-6490 

Armaments. 

Armament maintenance foreman, 

level four., 78-8685 


Soldier’s manual : MOS 45Z, armament 
maintenance foreman, skill level four., 
78-8685 

Armaments — Latin America. 

Arms and security in Latin America : 

recent developments /, 78-7628 


skill 





*Armed Forces. 

Employment outlook in government oc- 
cupations : Federal civilian employ- 
ment, State and local governments, 
Armed Forces., 78-17977 

*Armored vehicles, Military — Maintenance 
and repair. 

Armor reconnaissance specialist for MOS 
11D., 78-20185 


Commander’s manual : armor reconnais- 
sance specialist for MOS 11D., 78- 
20185 


Maintenance and repair parts for con- 
sumption planning guide for contingen- 
cy operations : troop support: bridge, 
armor vehicle launch, scissor type, 
M60 series tank chassis, transporting: 
NSN: 5420-00-88902020; 5420-00- 
522-9599: LIN: L43664; C20414., 
78-20194 


Petroleum tank vehicle operations., 78- 
23096 


Armored vehicles, Military — Maintenance 
and repair — Handbooks, manuals, etc. 
Maintenance and repair parts consump- 

tion guide for contingency operations : 
armanent : recovery vehicle, M578., 
78-23102 


Maintenance and repair parts consump- 
tion guide for contingency operations : 
carrier personnel full tracked, ar- 
mored, M113A1, NSN, 2350-00-968- 
6321, LIN, D12087., 78-12688 


Soldier’s manual : armor reconnaissance 
specialist, skill levels 1 and 2., 78- 
4394 


Soldier’s manual : MOS 45K, tank turret 
repariman, skill level one/two., 78- 
10691 


Tank turret repairman., 78-10691 


Arms and armor. 


Armor crewman, skill levels 1 and 2., 
78-8696 


Soldier’s manual : armor crewman, skill 
levels 1 & 2., 78-8696 


Arms and armor — Transportation. 
Improvements are needed to _ fully 
recover transportation and _ other 
delivery costs under the foreign milita- 
ry sales program Department of 
Defense., 78-1822 
Arms and armor — United States. 
Commander’s manual for MOS 
armor crewman /, 78-6460 


Arms and armor — United States — 
Handbooks, manuals, etc. 
Soldier’s manual : armor crewman, skill 
level 3., 78-6461 


Armstrong, Anne Legendre, 
Joint resolution to provide for the ap- 
pointment of Anne Legendre Arm- 
strong as citizen regent of the Board of 


11E 





December 1978 


Regents of the Smithsonian 
tion., 78-19381 


Providing for the appointment of Anne 
Legendre Armstrong as a citizen re- 
gent of the Board of Regents of the 
Smithsonian Institution : report to ac- 
company S.J. Res. 108., 78-10287, 
78-16373 

*Army wives. 
To the Army spouse., 


Institu- 


78-10739 
Army wives — Education. 
Dependents’ education educational 


scholarships, loans, and financial aids., 
78-4420 


Dependents’ education high school 
completion programs for Army depen- 
dent spouses., 78-8705 

*Arrest — District of Columbia. 

Pretrial release and detention : hearings 
before the Subcommittee on Govern- 
mental Efficiency and the District of 
Columbia of the Committee on 
Governmental Affairs, United States 
Senate, Ninety-fifth Congress, second 
session, on H.R. 7747 ... January 31 
and February 6, 1978., 78-22484 


Pretrial release or detention : hearings 
and markups before the Subcommittee 
on Judiciary and the Committee on the 
District of Columbia, House of 
Representatives, Ninety-fifth Congress, 
first session ..., 78-2251 

Pretrial release or detention 
accompany H.R. 7747., 
78-27100 

Arrhythmia. 


Guidelines for the clinical evaluation of 
anti-arrhythmic drugs., 78-7099 


: report to 
78-5736, 


Arriaza, Andres. 

Raul Arriaza, his wife, Maria Marquart 
Schubert Arriaza, and their children, 
Andres Arriaza and Daniel Aivouich 
Arriaza : report to accompany S. 85., 
78-24865 

Arriaza, Daniel Aivouich. 

Raul Arriaza, his wife, Maria Marquart 
Schubert Arriaza, and their children, 
Andres Arriaza and Daniel Aivouich 


Arriaza : report to accompany S. 85., 
78-24865 


Arriaza, Maria Marquart Shubert. 

Raul Arriaza, his wife, Maria Marquart 
Schubert Arriaza, and their children, 
Andres Arriaza and Daniel Aivouich 
Arriaza : report to accompany S. 85., 
78-24865 

Arriaza, Raul. 

Raul Arriaza, his wife, Maria Marquart 
Schubert Arriaza, and their children, 
Andres Arriaza and Daniel Aivouich 


Arriaza : report to accompany S. 85., 
78-24865 
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Arriola, Rodolfo N 
Rudolfo N. Arriola : 
pany S. 2509., 
* Arsenic. 
Antimony, arsenic, and mercury in the 
combustible fraction of municipal solid 
waste /, 78-24014 
*Arson — United States. 
Arson and arson investigation 
and assessment /, 78-9201 
Arson-for-profit : more could be done to 
reduce it: report /, 78-25736 


report to accom- 
78-24858 


: survey 


*Arson investigation. 
Arson and arson investigation : 
and assessment /, 78-9201 
* Art. 
Art-in-architecture program., 
Art — Bibliography. 
Art and artists., 


survey 


78-17377 


78-366 


Art — Exhibitions, Traveling. 


Update : Bicentennial news., 78-7615 


*Art — Study and teaching — Research — 
United States. 
Research in arts education 
chapter /, 78-17414 


*Art — Study and teaching (Secondary) 
Knowledge about art : selected results 
from the first national assessment of 
art/, 78-13461 


Art — United States — Scholarships, 
fellowships, etc. — Periodicals. 
Visual arts., 78-18329 
*Art, American — Alaska — Exhibitions. 
Contemporary art from Alaska., 78- 
21991 
Art, American — Exhibitions. 
National Collection of 
Smithsonian Institution /, 


: a Federal 


Fine Arts, 
78-21992 
Art, Decorative — Latin America — 

Exhibitions. 

Americas : the decorative arts in Latin 
America in the era of the Revolution /, 
78-9535 

*Art, Modern — 20th century — Alaska — 

Exhibitions. 


Contemporary art 
21991 


Art, Modern — 20th century — Exhibitions. 
Probing the earth : contemporary land 
projects /, 78-2155 


from Alaska., 78- 


“The noble buyer” : John Quinn, patron 

of the avant-garde /, 78-18469 
Art appreciation. 

Art technical report : exercise volume : 
art report no. 06-A-20 /, 78-7068 

Art technical report : summary volume 
selected results from the first National 
Assessment of Art /, 78-17453 

Attitudes toward art : selected results 


from the first National Assessment of 
Art /, 78-17452 
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*Art industries and trade — United States 

— Directories. 

Fact sheet : potential outlets for native 
American artists and craftsmen., 78- 
11441 

Native American owned and operated 
arts and crafts businesses., 78-21483 


Potential outlets for native American 
artists and craftsmen., 78-11441 


Art objects — Conservation and restoration 

— Congresses. 

Corrosion and metal artifacts : a dialogue 
between conservators and archaeolo- 
gists and corrosion scientists /, 78- 
118 

Arteriosclerosis. 

Arteriosclerosis : the report of the 1977 
Working Group to Review the 1971 
Report of the Task Force on Arterios- 
clerosis., 78-21206 


*Arthropod populations — United States. 
Surveillance and collection of arthropods 
of veterinary importance /, 78-19515 


*Arthropoda — United States. 
Surveillance and collection of arthropods 
of veterinary importance /, 78-19515 
Arthropoda — United States — 
Bibliography. 
Bibliography on arthropoda and air pol- 
lution /, 78-6173 


*Arthropoda — United States — Collection 
and preservation. 
Surveillance and collection of arthropods 
of veterinary importance /, 78-19515 


Artificial intelligence — Bibliography. 
Artificial intelligence /, 78-9273 


*Artificial islands. 

Hydrodynamic damping and ‘added 
mass”’ for flexible offshore platforms /, 
78-20299 

Artificial kidney — Congresses. 


Annual contractors’ conference, 78- 
13499 


Annual Contractors’ Conference of the 
Artificial Kidney Program of the Na- 
tional Institute of Arthritis, Metabol- 
ism, and Digestive 
proceedings., 78-13499 

* Artificial limbs. 


Program guide : selection and application 
of knee mechanisms., 78-16067 


application of 
78-16067 


Diseases; 


Selection and 
mechanisms., 
Artificial satellites. 


LANDSAT non-U:S. standard catalog., 
78-3619 


LANDSAT USS. standard catalog., 78- 
3618 


Prelaunch testing of the Geos-3 laser 
reflector array /, 78-18309 


knee 
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Significant initial results from the en- 
vironmental measurements experiment 
on ATS-6 /, 78-26365 


* Artificial satellites — Atmospheric entry — 
Data processing. 
Environmental dynamics at orbital al- 
titudes /, 78-21843 


Artificial satellites — Bibliography. 
An aeronautical and maritime satellite 
technology bibliography /, 78-7988 
* Artificial satellites — Dynamics. 
Environmental dynamics at orbital al- 
titudes /, 78-21843 


A summary of spacecraft loads data from 
four Titan Centaur Launch Vehicle 
flights /, 78-9406 

* Artificial satellites — Moon — Orbits — 

Computer programs. 

A gravitational potential for atmospheric 
earth tides caused by the moon /, 78- 
20343 


Artificial satellites — Orbits. 
A gravitational potential for atmospheric 
earth tides caused by the sun /, 78- 
4493 


* Artificial satellites — Orbits — Computer 
programs. 
Celest computer program for computing 
satellite orbits /, 78-20346 


Solid earth tides in the equations of mo- 
tion of the terra system of computer 


programs for satellite geodesy /, 78- 
20345 


Artificial satellites — Scientific applications. 
The SEASAT-A project - where it stands 
today National Aeronautics and 
Space Administration, National 
Oceanic and Atmospheric Administra- 
tion : report to the Congress /, 78- 
4773 
Artificial satellites — Statistics. 
Satellite situation report., 78-3615 


Artificial satellites — Tracking. 
GRAVSAT/GEOPAUSE refraction study 
/, 78-9447 


Artificial satellites in geodesy — Data 
processing. 

Ocean tides in the equations of motion 
of the TERRA system of computer 
programs for satellite geodesy /, 78- 
4496 

* Artificial satellites in navigation. 

Air traffic control experimentation and 
evaluation with the NASA ATS-6 
satellite /, 78-18701 


Application of the Global Positioning 
System (GPS) to the Aerosat test and 
evaluation program /, 78-15996 

Comparison of the NAVSTAR program 
with the acquisition plan recom- 
mended by the Commission on 
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Government Procurement 
the Congress /, 78-1865 


EMC analysis of the proposed 
AEROSAT VHF system with current 
inband communications systems /, 
78-18744 

Maritime Administration’s satellite com- 
munications program : is_ it. still 
needed? : report to the House Com- 


mittee on Government Operations /, 
78-13335 
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Atomic absorption spectroscopy — Data 
processing. 
Computer programs in basic language for 
atomic absorption flame spectroscopy 
/, 78-25548 
Atomic bomb. 


The effects of nuclear weapons /, 78- 
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Peaceful nuclear power versus nuclear 
bombs : maintaining a dividing line., 
78-24990 

Atomic bomb — Physiological effect. 

Ichiban : radiation dosimetry for the sur- 
vivors of the bombings of Hiroshima 
and Nagasaki /, 78-23590 





December 1978 


Atomic bomb — Testing — Addresses, 
essays, lectures. 

Ratification recommended for treaties 
with U.S.S.R. restricting nuclear test- 
ing : following are statements by Paul 
C. Warnke, Director, Arms Control 
and Disarmament Agency and Philip 
C. Habib, Under Secretary of State for 
Political Affairs, made before the 
Senate Committee on Foreign Rela- 
tions on July 28., 78-9499 

Atomic bomb shelters. 

Defense Civil Preparedness Agency an- 
nouncement of FY78 course in fallout 
shelter analysis., 78-6437 
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Shelter environmental support systems., 
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Atomic bomb shelters — Handbooks, 
manuals, etc. 
Citizen’s handbook on nuclear attack, 
natural disasters., 78-4326 


In time of emergency 
book on 
asters., 
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: nuclear attack, natural dis- 
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*Atomic bomb shelters — Heating and 
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Shelter environmental support systems., 

78-23084 


Atomic bomb shelters — United States. 
Shelter survey technician course., 78- 
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Atomic clocks of the National Bureau of 
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ERDA energy research abstracts., 78- 
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Atomic data needs for magnetic fusion 
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Procedures for rounding measurment 
results in nuclear materials control and 
accounting /, 78-18946 

*Atomic energy — Social aspects — United 

States. 

DOE role in nuclear policies and pro- 
grams : official transcript of public 
briefing and addendum, December 13, 
1977, Washington, D.C., 78-23228 
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*Atomic energy industries. 

Atomic energy : reprocessing of special 
nuclear material : agreement between 
the United States of America and 
Japan, signed at Washington Sep- 
tember 12, 1977, with joint commu- 
nique., 78-15888 


Nuclear energy., 78-13997 
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bombs : maintaining a dividing line., 
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Executive summary of safeguards systems 
concepts for nuclear material transpor- 
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Report of the Material Control and 
Material Accounting Task Force., 78- 
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Report of the Material Control and 
Material Accounting Task Force : ex- 
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measurement of in-process inventory 
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measures. 
Nuclear proliferation and safeguards., 
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dustry against a hypothetical subna- 
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Atomic energy industries — United States. 
Considerations for commercializing the 
liquid metal fast breeder reactor 
Energy Research and Development 
Administration : report to the Con- 
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safeguards 
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Commission., 78-24494 


*Atomic energy industries — United States 

— Security measures. 

Allegations concerning lax security in the 
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hearing before the Subcommittee on 
Energy and the Environment of the 
Committee on Interior and Insular Af- 
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Estimates of LLEA officer availability /, 
78-24510 
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— Security measures — Costs. 

An evaluation of cost estimates of physi- 
cal security systems for recycled 
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International cooperation. 

Atomic energy : loss of fluid test (LOFT) 
research program : agreement between 
the United States of America signed 
February 25 and March 3, 1977, with 
administrative understandings., 78- 
9519 


Atomic energy research — Austria — 
Laboratories — Design and construction. 
Atomic energy power burst facility 

(PBF) research program, agreement 
between the United States of America 
and Austria signed February 25 and 
March 3, 1977, with administrative un- 
derstandings., 78-7605 


Power burst facility (PBF) research pro- 
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Atomic energy : information exchange in 
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safeguards and guarantee provisions of 
the agreement of April 9, 1962, as 
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78-5189 

Continuation of safeguards and guaran- 
tee provisions of the agreement of 
April 9, 1962, as amended, agreement 
between the United States of America 
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Atomic energy research — France — 

International cooperation. 

Atomic energy : liquid metal-cooled fast 
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ment in liquid metal-cooled fast 
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*Atomic energy research — International 
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Atomic energy safety research and 
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ton and London, July 20 and August 
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rangements in energy technologies., 
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Atomic energy : technical information 
exchange in reactor safety research 
and development implementing 
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Technical information exchange in reac- 
tor safety research and development 
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the United States of America and 
Japan, signed at Washington Sep- 
tember 12, 1977, with joint commu- 
nique., 78-15888 


*Atomic energy research — Laboratories. 
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Application of safeguards by the IAEA 

to the United States-Israel cooperation 
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Atomic energy application of 
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America, Israel and the International 
Atomic Energy Agency, prolonging the 
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safeguards and guarantee provisions of 
the agreement of April 9, 1962, as 
amended agreement between the 
United States of America, and Colom- 
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Continuation of safeguards and guaran- 
tee provisions of the agreement of 
April 9, 1962, as amended, agreement 
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and Colombia., 78-5189 


Atomic energy research — United States. 
Atomic energy : reactor safety experi- 
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amended agreement between the 
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United States of America and Canada, 
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agreement between the United States 
of America and other governments, 
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the United States of America and 
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the United States of America signed 
February 25 and March 3, 1977, with 
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Atomic energy : reprocessing of special 
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Atomic energy : research participation 
and technical exchange in loss of fluid 
test (LOFT) program agreement 
between the United States of America 
and other governments, opened for 
Signature September 15, 1976., 78- 
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Atomic energy : technical information 
exchange in reactor safety research 
and development implementing 
agreement between the United States 
of America and other governments, 
done at Paris May 20, 1976., 78- 
5198 


Continuation of safeguards and guaran- 
tee provisions of the agreement of 
April 9, 1962, as amended, agreement 
between the United States of America 
and Colombia., 78-5189 


Continuation of safeguards and guaran- 
tee provisions of the agreement of July 
12, 1955, as amended and extended, 
agreement between the United States 
of America and Israel., 78-5190 


Research participation and _ technical 
exchange in loss of fluid test (LOFT) 
program., 78-9516 

Technical information exchange in reac- 
tor safety research and development 
implementing agreement between the 
United States of America and other 
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Atomic energy research — United States — 
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Atomic energy power burst facility 

(PBF) research program, agreement 
between the United States of America 
and Austria signed February 25 and 
March 3, 1977, with administrative un- 
derstandings., 78-7605 


Power burst facility (PBF) research pro- 
gram., 78-7605 
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Annual progress report - New Brunswick 
Laboratory., 78-20939 


Research and development report - New 
Brunswick Laboratory., 78-20939 
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Antiboycott legislation Middle East and 
nuclear policies : statement, March 1, 
1977, Washington, D.C., 78-18407 


*Atomic power — Bibliography. 
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*Atomic power — Canada — International 
cooperation. 
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ment between 
America 


agree- 
the United States of 
and Canada, effected by 
exchange of notes signed at Ottawa, 
November 15, 1977., 78-21950 


Atomic power — Environmental aspects — 
United States. 
Scoping assessment of the environmental 
health risk associated with accidents in 
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*Atomic power — International control. 
Agreement with the International Atomic 
Energy Agency for the application of 
safeguards in the United States of 
America, with protocol : message from 
the President of the United States ..., 
78-18820 
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report, together with additional 

views, to accompany H.R. 8638., 78- 
1235 
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78-5617 
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nuclear cooperation : hearings before 
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Congress, first session, June 30, and 
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*Atomic power — International control — 
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U.S. nuclear cooperation policies : the 
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proliferation factbook /, 78- 
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Fredrick Irving, Assistant Secretary for 
Oceans and International Environmen- 
tal Scientific Affairs, before the 1976 
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Forum on November 15, 1976, and 
President Ford’s statement of October 
28, 1976., 78-15844 


The worldwide spread of nuclear 

technology : remarks /, 78-24992 
Atomic power — Law and legislation — 

Greece. 

Atomic energy continuation of 
safeguards and guarantee provisions, 
agreement between the United States 
of America and Greece, effected by 
exchange of notes dated at Athens 
January 28, 1977, with related notes 
dated at Washingtn July 16 and 30, 
1974., 78-5221 


*Atomic power — Law and legislation — 
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Atomic energy safety research and 
development arrangement between 
the United States of America and the 
United Kingdom of Great Britain and 
Northern ireland, signed at Washing- 
ton and London, July 20 and August 
3, 1977., 78-21930 
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Agreement with the International Atomic 
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safeguards in the United States of 
America, with protocol : message from 
the President of the United States ..., 
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safeguards and guarantee provisions, 
agreement between the United States 
of America and Greece, effected by 
exchange of notes dated at Athens 
January 28, 1977, with related notes 
dated at Washingtn July 16 and 30, 
1974., 78-5221 


Atomic energy safety research and 
development arrangement between 
the United States of America and the 
United Kingdom of Great Britain and 
Northern Ireland, signed at Washing- 
ton and London, July 20 and August 
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Atomic energy legislation through 94th 
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Export of special nuclear material to 
India : message from the President of 
the United States ..., 78-19292 
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Markup of S. 1439 : Export reorganiza- 
tion act of 1976 : meeting before the 
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Congress of the United States, Ninety- 
fourth Congress, second session, Au- 
gust 26 and September 14, 1976., 78- 
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The nuclear antiproliferation act of 1977 

report, together with additional 


views, to accompany H.R. 8638., 78- 
1235 


Nuclear non-proliferation act of 1978., 
78-12307 


Nuclear non-proliferation policy act of 
1977 : hearings before the Subcommit- 
tee on Energy Research and Develop- 
ment of the Committee on Energy and 
Natural Resources, United States 
Senate, Ninety-fifth Congress, first Ses- 
sion, on S. 897 ... S. 1432 ... June 10, 
September 13, and 14, 1977., 78- 
22450 


Nuclear nonproliferation act of 1977 : 
hearings before the Subcommittee on 
Energy, Nuclear Proliferation, and 
Federal Services of the Committee on 
Governmental Affairs, United States 
Senate, Ninety-fifth Congress, first ses- 
sion, on S. 897 ..., 78-5578 


Nuclear nonproliferation and export con- 
trols : hearings before the Subcommit- 
tee on Arms Control, Oceans, and In- 
ternational Environment of the Com- 
mittee on Foreign Relations, United 
States Senate, Ninety-fifth Congress, 
first session, on S. 897 and S. 1432 ... 


May 23, June 8, and June 15, 1977., 
78-2266 


Nuclear Regulatory Commission _is- 
suances; opinions and decisions of the 
Nuclear Regulatory Commission with 
selected orders., 78-18925 


Structure and drafting of safeguards 
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United States Nuclear Regulatory Com- 


mission rules and regulations., 78- 
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Atomic power — Law and legislation — 
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suances., 78-18924 
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News releases - United States Nuclear 
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States. 
Report of a study of the licensee con- 
tractor and vendor inspection program 
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report /, 78-1631 
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Nuclear power costs : hearings before a 
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Characterization of emissions from plu- 
tonium-uranium oxide fuel fabrication 
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Liquid pathway generic study : impacts 
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Oversight on Diablo Canyon Nuclear 
Generating Plant : oversight hearing 
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Lake. 

A comparison between dispersed nuclear 
power plants and a nuclear energy 
center at a hypothetical site on Ken- 
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Nuclear Regulatory Commission 
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2., 78-24547 
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Atomic power-plants — Environmental 
aspects — New York (State) 
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U.S. Nuclear Regulatory Commission 
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Atomic power-plants — Environmental 
aspects — Puerto Rico. 
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Economic Committee, Congress of the 
United States, Ninety-fifth Congress, 
first session, October 11, 1977., 78- 
19088 


: report of 


The U.S. balance of international pay- 


ments and the U.S. economy /, 78- 
19272 


U.S. trade and balance of payments., 
78-19112 


*Balancing of machinery — Equipment and 
supplies — Catalogs. 
Scales, balances, and optical 
ments., 78-20113 


instru- 


Ball-bearings. 
Ball to separator contact forces in angu- 
lar contact bal! bearings under thrust 
and radial loads /, 78-26355 


Ball-bearings — Testing — Data processing. 
Predicted and experimental performance 


of jet-lubricated 120-millimeter-bore 
ball bearings operating to 2.5 million 
DN /, 78-26404 

*Ball valves. 

Test and evaluation of an aluminum 
oxide ball and seat in a ball valve /, 
78-20624 

*Ballast (Railroads) 

The effects of accelerated ballast con- 

solidation /, 78-11878 


Finite element analysis of conventional 
railway support system : ballast and 
foundation materials research program 
/, 78-7846 





December 1978 


Lateral resistance of railroad track /, 
78-9659 

Lateral stability of ballast : ballast and 
foundation materials research program 
/, 78-9663 


A study of railroad ballast economics /, 
78-5296 
*Ballast (Railroads) — Testing. 
Ballast and subgrade materials evaluation 
/, 78-22124 
Ballistics. 
Dynamic fracture and fragmentation of 
cylinders /, 78-4492 
Dynamic yield stress and elastic wave 
velocity measurements for HF-1 steel 
/, 78-4495 
The spikeducer : a time-of-arrival pin 
configuration for shock wave experi- 
ments /, 78-4494 
*Balloons. 
Determination of constant-volume _bal- 
loon capabilities for 
research /, 78-9436 


Test and development of 


aeronautical 


inflatable 


spheres instrumented with miniaturized | 


thermistors, accelerometers and pres- 
sure transducers /, 78-26353 


*Balloons — Materials — Testing. 
Investigation of Kevlar  fabric-based 


materials for use with inflatable struc- 
tures /, 78-21836 


Balloons — Specifications. 


Rotorcraft, gliders & balloons, 78-3773 


Type certificate data sheets and specifi- 
cations., 78-3773 


*Ballot — Data processing. 

Effective use of computing technology in 

vote-tallying /, 78-19745 
Baltimore Harbor, Md. 

Evaluation of the problem posed by in- 
place pollutants in Baltimore Harbor 
and recommendation of corrective ac- 
tion., 78-6556 

*Bamboo — United States — Varieties. 

Growing ornamental bamboo /, 78- 

22666 


*Bandsmen — Handbooks, manuals, etc. 
Brass group leader, MOS 02P, skill level 


4., 78-10719 
skill 


Oboe player, levels 


10717 


1-2-3., 78- 


Soldier’s manual : brass group leader 
[MOS O2P, skill level 4], 78-10719 
Soldier’s manual oboe player, skill 
levels 1-2-3., 78-10717 

Soldier’s manual : trombone player, skill 
levels 1-2-3., 78-10716 

Soldier’s manual woodwind group 


leader [MOS O2Q, skill level 4], 78- 
10720 
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Trombone player, skill levels 1-2-3., 78- 
10716 
Woodwind group leader, MOS 02Q, skill 
level 4., 78-10720 
Bang, Jung In. 
Jung In Bang : report to accompany H.R. 
5230., 78-14440 
Bangladesh — Imprints. 
Accessions list., 78-11661, 
78-24196 


Bangladesh, 


78-11662, 


78-11662 


Library of Congress accessions list., 78- 
11661 


Bank accounts — United States. 
Bank on US: What you should know 
about., 78-817 


What you should know about bank on 
US., 78-817 


Bank capital — United States — Addresses, 
essays, lectures. 
Bank earnings and capital adequacy /, 
78-8885 


*Bank deposits. 


Amendments to 
15331 


regulation Q., 78- 


Interest on deposits amendments to 
regulation Q., 78-344, 78-15330 


Interest on deposits : regulation Q (12 
CFR 217) as amended effective 
December 4, 1975., 78-17314 


[Interest on deposits] 
regulation Q, as amended effective 
July 6, 1977 : section 217.7, maximum 
rates of interest payable by member 
banks on time and savings deposits., 
78-345 


: supplement to 


Rules regarding delegation of authority : 
amendments., 78-15334 


Supplement to regulation Q : as amended 
effective December 4, 1975., 78- 
15332 


Bank deposits — United States. 
Bank on US: What you should know 
about., 78-817 


Deposits, reserves, and borrowings of 
member banks., 78-3163 

What you should know about bank on 
US., 78-817 

Bank deposits — United States — 

Periodicals. 

Aggregate reserves and member bank 
deposits., 78-3165 

Bank deposits — United States — Statistics. 

Summary of deposits in all commercial 

and mutual savings banks., 78-14246 
Bank deposits — United States — Statistics 

— Periodicals. 

Bank debits and demand deposits; 
seasonally adjusted summary figures, 
by disticts, by months, individual cen- 
ters by months., 78-25722 
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Bank debits, deposits, and deposit tur- 
nover., 78-3167 


Bank directors — United States — 

Periodicals. 

Summary of equity security transactions 
and ownership of directors; officers, 
and principal stockholders of member 
state banks as reported pursuant to 
Section 16(a) of the Securities 
Exchange Act of 1934., 78-3173 

Bank examination. 

Federal supervision of state and national 

banks : a study /, 78-1834 


Highlights of a study of Federal supervi- 
sion of state and national banks : re- 
port to the Congress /, 78-1835 

Bank examination — United States — 

Handbooks, manuals, etc. 

Comptroller’s handbook for 
trust examiners., 78-26548 


*Bank investments — United States. 
Questions and answers illustrating appli- 
cations of regulation U : credit by 
banks for the purpose of purchasing or 
carrying margin stocks., 78-15327 
*Bank loans — United States. 
Home mortgage disclosure : regulation C 


national 


(12 CFR 203), effective June 28,° 


1976., 78-15328 
Bank loans — United States — Statistics — 
Periodicals. 
Commercial and industrial loans out- 
standing by industry., 78-3190 
Bank reserves — United States. 
Deposits, reserves, and borrowings of 
member banks., 78-3163 
Reserves of member banks : supplement 
to Regulation D : as amended effective 
December 30, 1976., 78-6889 
Bank reserves — United States — 
Periodicals. 
Aggregate reserves and member bank 
deposits., 78-3165 
Banking law — United States. 
Annotated manual of statutes and regula- 
tions., 78-3150, 78-17292 
78-25837 
Code of Federal regulations., 


Banks and banking, 


78-25837 


Consumer financial services act of 1977 : 
report of the Committee on Banking, 
Housing, and Urban Affairs, United 
States Senate, to accompany S. 2055, 
together with additional and minority 
views., 78-5930 


Federal bank commission act of 1977 
and report of the Senate Governmental 
Affairs Committee on bank regulatory 
agency consolidation : hearings before 
the Committee on Banking, Housing, 
and Urban Affairs, United States 
Senate, Ninety-fifth Congress, first ses- 
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sion ... September 16 and 19, 1977., 
78-12051 


Interstate taxation of depositories act of 
1977 : hearing before the Subcommit- 
tee on Financial Institutions of the 
Committee on Banking, Housing, and 
Urban Affairs, United States Senate, 
Ninety-fifth Congress, first session, S. 
1900 November 23, 1977., 78- 
12052 


Regulation Q extension : report together 
with supplemental and additional views 
to accompany H.R. 9710., 78-10145 


The Safe banking act of 1977 : hearings 
before the Subcommittee on Financial 
Institutions Supervision, Regulation, 
and Insurance of the Committee on 
Banking, Finance, and Urban Affairs, 
House of Representatives, Ninety-fifth 
Congress, first session, on H.R. 9086., 
78-8249 


Banking law — United States — Corrupt 
practices — Addresses, essays, lectures. 
Studies, not partisan rhetoric, for Glass- 

Steagall decisions : address by John R. 
Evans, Commissioner, Securities and 
Exchange Commission, [before] third 
annual Securities Regulation Institute, 
San Diego, California, January 14, 
1976., 78-798 


*Bankruptcy — Taxation — United States. 
Changes in bankruptcy tax law : hearing 
before the Committee on Ways and 
Means, House of Representatives, 
Ninety-fifth Congress, second session, 
on H.R. 9973 ... February 22, 1978., 
78-19251 


Bankruptcy — United States. 

Amend the Bankruptcy act : hearing be- 
fore the Subcommittee on Improve- 
ments in Judicial Machinery of the 
Committee on the Judiciary, United 
States Senate, Ninety-fifth Congress, 
second session, on S. 3107 ... June 19, 
1978., 78-26832 


Bankruptcy court revision : hearings be- 
fore the Subcommittee on Civil and 
Constitutional Rights of the Committee 
on the Judiciary, House of Representa- 
tives, Ninety-fifth Congress, first ses- 
sion, on H.R. 8200 ... December 12, 
13, and 14, 1977., 78-19187 


Bankruptcy law revision : report of the 
Committee on the Judicary, together 
with separate, supplemental, and 
separate additional views, to accom- 
pany H.R. 8200., 78-5732 


Bankruptcy laws of the United States /, 
78-5443 


The Bankruptcy reform act : hearings be- 
fore the Subcommittee on Improve- 
ments in Judicial Machinery of the 
Committee on the Judiciary, United 
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States Senate, Ninety-fourth Congress, 
first session, on S. 235 and S. 236 ..., 
78-12214 


Bankruptcy reform act of 1978 : hearings 
before the Subcommittee on Improve- 
ments in Judicial Machinery of the 
Committee on the Judiciary, United 
States Senate, Ninety-fifth Congress, 
first session, on S. 2266 and H.R. 
8200, November 28, 29, and 
December 1, 1977., 78-16264 


Bankruptcy reform act of 1978 : report 
to accompany S. 2266., 78-24849, 
78-24927 


Consolidated clerks of court revision : 


report to accompany S. 3107., 78- 
27070 


Milwaukee Railroad bankruptcy : hearing 
before the Subcommittee on Transpor- 
tation and Commerce of the Commit- 
tee on Interstate and Foreign Com- 
merce, House of Representatives, 
Ninety-fifth Congress, second session 
... January 5, 1978., 78-19163 


*Banks and banking. 


Innovative financing : banks and energy 
conservation .../, 78-23578 


Membership of State banking institutions 
in the Federal Reserve System : 
amendments to regulation H., 78-343 


Banks and banking — Addresses, essays, 
lectures. 

The balance of changing regulatory and 
competitive pressures : remarks /, 78- 
8881 

The proper limits of openness in govern- 
ment : address /, 78-8874 

Banks and banking — Government guaranty 
of deposits. 

Annual report - FDIC., 78-14244 

Annual report of the Federal Deposit In- 

surance Corporation, 78-14244 

78-18319 


Banks and banking — Registers. 
Operating banking offices., 


Your insured funds., 


78-12006 


Banks and banking — Service charges. 
Federal reserve services : hearings before 
the Committee on Banking, Housing, 
and Urban Affairs, United States 
Senate, Ninety-fifth Congress, first ses- 
sion, ... Oct. 10 and 11, 1977., 78- 
9909 


*Banks and banking — Taxation — United 

States. 

Interstate taxation of depositories act of 
1977 : hearing before the Subcommit- 
tee on Financial Institutions of the 
Committee on Banking, Housing, and 
Urban Affairs, United States Senate, 
Ninety-fifth Congress, first session, S. 
1900 November 23, 1977., 78- 
12052 





Banks and banking — United States. 
Annual report - Comptroller of the Cur- 
rency., 78-14034 


Annual report - FDIC., 78-14244 


Annual report of the Federal Deposit In- 
surance Corporation, 78-14244 


Changes among operating banks and 
branches., 78-24452, 78-26672 


Consumer financial services act of 1977 : 
report of the Committee on Banking, 
Housing, and Urban Affairs, United 
States Senate, to accompany S. 2055, 
together with additional and minority 
views., 78-5930 


The debate on the structure of Federal 
regulation of banks : Federal Deposit 
Insurance Corporation, Federal 
Reserve System, Comptroller of the 
Currency, Department of the Treasury 
: U.S. General Accounting Office issue 
paper., 78-13356 

Examination of financial statements of 
the Federal home loan banking system 

a favorable opinion but some 
management problems : report to the 
Congress /, 78-6926 


FDIC report on preferential bank lending 
: hearing before the Committee on 
Banking, Housing, and Urban Affairs, 
United States Senate, Ninety-fifth Con- 
gress, second session March 16, 
1978., 78-24576 


The Federal Reserve System : purposes 
and functions., 78-4627 

Federal supervision of state and national 
banks : a study /, 78-1834 


Highlights of a study of Federal supervi- 
sion of state and national banks : re- 
port to the Congress /, 78-1835 


Innovative financing : banks and energy 


conservation /, 78-20635 


The Safe banking act of 1977 : hearings 
before the Subcommittee on Financial 
Institutions Supervision, Regulation, 
and Insurance of the Committee on 
Banking, Finance, and Urban Affairs, 
House of Representatives, Ninety-fifth 
Congress, first session, on H.R. 9086., 
78-8249 


Second meeting on the condition of the 
banking system : hearings before the 
Committee on Banking, Housing, and 
Urban Affairs, United States Senate, 
Ninety-fifth Congress, second session 
... May 25, 1978., 78-26744 


Supervision of banks by the Federal 
Deposit Insurance Corporation can be 
more efficient : report to the Congress 
/, 78-6925 

Time-sharing in commercial banks /, 
78-18847 
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*Banks and banking — United States — 
Bibliography. 


Banks and banking., 78-13386 


Banks and banking — United States — 
Bibliography — Catalogs. 
Research library, recent acquisitions., 
78-3171 


Banks and banking — United States — 
Branch banks — Periodicals. 
Changes in status of 

branches., 78-3183 


Banks and banking — United States — 
Calendars. 
Official holidays to be observed by 
Federal Reserve offices., 78-3197 


Banks and banking — United States — 

Correspondent banks. 

Overdrafts and correspondent banking 
practices : hearings before the Com- 
mittee on Banking, Housing, and 
Urban Affairs, United States Senate, 
Nintey-fifth Congress, first session, 
Sept. 26, 27, and 28, 1977., 78- 
10052 


Banks and banking — United States — 
Directories — Periodicals. 


Changes in status of 
branches., 78-3183 


Banks and banking — United States — 
Government guaranty of deposits. 
Changes among operating banks 

branches., 78-24452, 78-26672 


Banks and banking — United States — 
Periodicals. 
Annual report - Board of Governors of 
the Federal Reserve System., 78- 
17312 


Assets and _ liabilities, 
mutual savings banks., 


banks 


banks 


commercial and 


78-18848 
78-3161 


Official opening and closing hours of the 
Board of Governors and _ Federal 
Reserve banks, also holidays., 78- 
3196 


State member banks of the Federal 
Reserve System and nonmember banks 
that maintain clearing accounts with 
Federal Reserve banks and corpora- 
tions doing foreign banking or financ- 
ing that maintain reserve accounts with 
Federal Reserve banks., 78-17316 


Banks and banking — United States — 
Registers. 
Operating banking offices., 


Federal reserve bulletin., 


78-12006 


*Banks and banking — United States — 

Service charges. 

Federal reserve services : hearings before 
the Committee on Banking, Housing, 
and Urban Affairs, United States 
Senate, Ninety-fifth Congress, first ses- 
sion, ... Oct. 10 and 11, 1977., 78- 
9909 
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Banks and banking — United States — 
Service charges — Periodicals. 
Memorandum on exchange charges., 

78-3162 


Banks and banking — United States — 
Statistics. 


Bank operating statistics., 78-14245 


Banks and banking — United States — 
Statistics — Periodicals. 
Annual statistical digest 
Governors of the Federal 
System., 78-17322 


Bank debits and demand deposits; 
seasonally adjusted summary figures, 
by disticts, by months, individual cen- 
ters by months., 78-25722 

Money stock measures; in billions of dol- 
lars., 78-3193 


Weekly condition report of large com- 
mercial banks and domestic subsidia- 
ries., 78-3166 

Banks and banking — United States — 

Tables, etc. 

Bank debits, deposits, and deposit tur- 
nover., 78-3167 


Board of 


Reserve 


Bank operating statistics., 78-14245 


*Banks and banking — Vocational guidance. 
Banking and 
78-15688 


*Banks and banking, Central — United 
States — Addresses, essays, lectures. 
The importance of an independent cen- 
tral bank : address /, 78-17317 


Banks and banking, Cooperative. 
Federal credit union bylaws., 


insurance occupations., 


78-24241 


*Banks and banking, Cooperative — 
Accounting. 
Accounting manual for Federal credit 
unions : (condensed version) effective 
January 1975., 78-18321 


Special accounting and _ operating 
procedures for Federal credit unions 
maintaining offices 
21851 


Banks and banking, Cooperative — Law 
and legislation — United States. 
Emergency preparedness guidelines : July 

1973., 78-7526 


Federal credit unions., 
26416 


Manual of laws affecting Federal credit 
unions., 78-24244 


Manual of laws affecting federally in- 
sured state credit unions., 78-24243 


National consumer cooperative bank act 
: conference report to accompany H.R. 
2777., 78-24737 


National consumer cooperative bank act 
: hearings before the Subcommittee on 
Financial Institutions of the Committee 
on Banking, Housing, and Urban Af- 


overseas., 78- 


78-21852, 78- 
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fairs, United States Senate, Ninety-fifth 
Congress, second session, on S. 1010 
and H.R. 2777 ... January 25 and 26 
1978., 78-19052 


National consumer cooperative bank act 
: report of the Committee on Banking, 
Housing, and Urban Affairs, United 
States Senate, to accompany H.R. 


2777 together with additional views., 
78-16453 


Organizing a Federal credit union with 


standard amendments and guidelines., 
78-21853 


Your insured funds., 78-18319 


*Banks and banking, Cooperative — United 
States. 
Accounting manual for Federal credit 
unions : (condensed version) effective 
January 1975., 78-18321 


Annual report of the Administrator - Na- 


tional Credit Union Administration., 
78-18318 


Credit unions and EFTS /, 78-18322 


Food stamp sales program with account- 


ing procedures for  limited-income 
credit unions /, 78-7545 


Rules and regulations - National Credit 
Union Administration., 78-3623, 
78-18320, 78-24242 


Supervisory committee reports and work 
papers., 78-7525 


Banks and banking, Cooperative — United 
States — Periodicals. 


NCUA quarterly., 78-3622 


Banks and banking, Cooperative — United 
States — States. 
Annual report, state-chartered credit 
unions, 78-18317, 78-21849, 78- 
21850 


State-chartered credit unions annual re- 
port., 78-18317, 78-21849, 78- 
21850 

Banks and banking, Foreign. 

Cooperative financing facility : principles 

and procedures., 78-24450 


*Banks and banking, Foreign — Accounting. 


Special accounting and _ operating 
procedures for Federal credit unions 
maintaining offices overseas., 78- 
21851 

Banks and banking, Foreign — Addresses, 
essays, lectures. 

Remarks of Stephen S. Gardner, Vice 
Chairman, Board of Governors of the 
Federal Reserve System, at the Ban- 
kers’ Association for Foreign Trade, 
55th annual meeting, Dorado Beach, 
Puerto Rico, May 2, 1977., 78-8882 
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Banks and banking, Foreign — Law and 
legislation — United States. 

An act to provide for Federal regulation 
of participation by foreign banks in 
domestic financial markets., 78- 
27039 


International banking act of 1978 : hear- 
ing before the Subcommittee on Finan- 
cial Institutions of the Committee on 
Banking, Housing, and Urban Affairs, 
United States Senate, Ninety-fifth Con- 
gress, second session, on H.R. 10899 
... June 21, 1978.,  78-24577 


International banking act of 1978 : re- 
port of the Committee on Banking, 
Housing, and Urban Affairs, United 
States Senate, to accompany H.R. 
10899., 78-24903 


International banking act of 1978 : re- 
port together with additional and dis- 
senting views to accompany H.R. 
10899., 78-10248 

Banks and banking, International. 

International debt : hearings before the 
Subcommittee on International 
Finance of the Committee on Banking, 
Housing, and Urban Affairs, United 
States Senate, Ninety-fifth Congress, 
first session August 29 and 30, 
1977., 78-8250 


International debt, the banks, and U.S. 


foreign policy : a staff report /, 78- 
5571 


The rising Soviet and east European debt 
to the West : selected comments /, 
78-2268 

*Banks and banking, Military. 

Report on overseas military banking 
facilities : report of the chairman of 
the Subcommittee on General Over- 
sight and Renegotiation of the Com- 
mittee on Banking, Finance, and 
Urban Affairs, House of Representa- 
tives, 9Sth Congress, second session., 
78-19041 

Barba, Jason John. 

Mrs. Kerry Ann Wilson and Jason John 
Barba : report to accompany S. 2639., 
78-24873 

*Barbers Point Harbor — Environmental 
aspects. 

Barbers Point Harbor, Oahu, Hawaii : 


supplement to the final environmental 
statement., 78-10808 


Barges — Inspection — United States. 
List of inspected tank barges & tank- 
ships., 78-8026 
Barite. 
Barite : a statistical summary /, 
Barite — Statistics. 
Barite., 78-17808 


Preprint from the 1976 Bureau of Mines 
Minerals Yearbook, 78-17808 


78-9178 


Do not order from index; see indicated entry 





Barite — United States. 

Barite., 78-7320, 

*Barium compounds. 

Source assessment : major barium chemi- 

cals /, 78-17127 
*Bark peeling. 

Steaming chips facilitates bark removal /, 

78-10371 
*Barkhamsted, Conn. — Floods. 

Floods on Still, East Branch, West 
Branch, & Farmington Rivers in Can- 
ton, New Hartford, & Barkhamsted, 
Connecticut., 78-23134 

Barley — United States. 

U.S. barley industry /, 


78-11564 


78-8515 
*Barns — United States — Designs and 
plans. 


Dairy calf nursery., 78-12358 


*Barrier islands — Atlantic coast (United 
States) — Bibliography. 
Barrier islands of the Atlantic and Gulf 
coasts of the United States : an an- 
notated bibliography /, 78-21599 


*Barrier islands — Mexico, Gulf of — 

Bibliography. 

Barrier islands of the Atlantic and Gulf 
coasts of the United States : an an- 
notated bibliography /, 78-21599 

Basalt — Analysis. 

Microscopic and x-ray examination of 

rock for durability testing /, 78-7791 


*Basalt — California — Amboy — Analysis. 
Results of analyses performed on basalt 
adjacent to penetrators emplaced into 
volcanic rock at Amboy, California, 
April 1976 /, 78-18263 


Basalt — Hawaii — Alae Lava Lake. 
Cooling and vesiculation of Alae Lava 
Lake, Hawaii /, 78-15537 


Basalt — Hawaii — Kilauea. 
Cooling and crystallization of tholeiitic 
basalt, 1965 Makaopuhi Lava Lake, 
Hawaii /, 78-632 


Basalt — New Jersey. 

Joint systems in the Watchung Basalt 

flows, New Jersey /, 78-7273 
*Basements. 

Manual for the construction of re- 
sidential basements in  non-coastal 
flood environs : a study and prepara- 
tion of a guide manual for the design 
and construction of floodproofed re- 
sidential basements /, 78-11369 


Basic (Computer program language) 
Computer programs in basic language for 
atomic absorption flame spectroscopy 
/, 78-25548 
Bassoonists — Handbooks, manuals, etc. 
Bassoon player, skill levels 1, 2, 3., 78- 
8693 


Soldier’s manual 
levels 1, 2, 3., 


: bassoon player, skill 
78-8693 





*Bathrooms — Safety measures. 


Bathtub and shower injuries., 78-11967 


*Bathrooms — Safety measures — Posters. 

[Be on the poison lookout : Safety Sadie 
says poison-proof your bathroom, 
kitchen, and storage area : teaching 
poison prevention, posters], 78- 
24437 

Safety Sadie 
24437 


Teaching poison prevention., 
*Baths. 
Commander’s manual : laundry and bath 
specialist, MOS 57E., 78-10704 


Laundry and bath specialist., 78-10705, 
78-10706 


Laundry and bath specialist, MOS 57E., 
78-10704 


Soldier’s manual : laundry and bath spe- 
cialist, MOS 57E skill levels 1, 2, and 
3., 78-10705, 78-10706 
*Bathythermograph. 
Minimal-resource computer program for 
axcomatic generation of ocean wave 


ray or crest diagrams in shoaling 
waters /, 78-18136 


Says poison-proof., 78- 


78-24437 


*Batteries. 

New separators for nickel-zinc batteries 

/, 78-18119 
Battery chargers. 

Relation of morphology of  elec- 
trodeposited zinc to ion concentration 
profile /, 78-9352 

Bauxite — Statistics — Periodicals. 

Bauxite., 78-3459 


Bauxite and alumina, 78-3459 


Bauxite — United States. 


Aluminum and bauxite., 78-11542 


Bauxite — United States — Statistics. 
Bauxite and alumina., 78-11470 


Preprint from the 1975 Bureau of Mines 
Minerals Yearbook, 78-11470 


Bavarin — Politics and government. 
State development program for Bavaria., 
78-6683 


Bayesian statistical decision theory. 
Some Bayesian statistical techniques use- 
ful in estimating frequency and density 
/, 78-7345 


Bayonne, N.J. — Economic conditions. 
Impact of base closings on small business 
: hearings before the Subcommittee on 
SBA and SBIC Authority and General 
Small Business Problems of the Com- 
mittee on Small Business, House of 
Representatives, Ninety-fifth Congress, 
first session, Bayonne, N.J., April 13, 
1977., 78-1136 
*Beach erosion. 
Designing for bank erosion control with 
vegetation /, 78-20276 
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Littoral environment observations and 
beach changes along the southwest 
Florida coast /, 78-10774 

Beach erosion — Atlantic Coast (United 

States) 

Beach changes caused by the Atlantic 
Coast storm of 17 December 1970 /, 
78-25268 

*Beach erosion — Michigan, Lake. 

Coastal changes, eastern Lake Michigan, 

1970-1973 /, 78-15103 
*Beach erosion — New Jersey — Atlantic 

City. 

Spatial and temporal changes in New 
Jersey beaches /, 78-20283 

Beach erosion — Texas — Padre Island. 
Monitoring of foredunes on Padre Island, 
Texas /, 78-10770 
Beach erosion — United States. 
Shore protection manual., 78-8712 
*Beaches. 

Calculating a yearly limit depth to the 
active beach profile /, 78-10773 

Wave setup on a sloping beach /, 78- 
10780 


*Beaches — California — Imperial Beach. 
Breakwater stability study, Imperial 
Beach, California : hydraulic model in- 

vestigation, final report /, 78-10750 


*Beaches — California — Monterey Bay. 
Sampling variation in sandy beach littoral 
and nearshore meiofauna and 
macrofauna /, 78-20296 


*Beaches — Massachusetts — Plum Island. 
Analysis of short-term variations in 
beach morphology ( and concurrent 
dynamic processes ) for summer and 
winter periods, 1971-72, Plum Island, 
Massachusetts /, 78-20288 


*Beaches — Michigan, Lake. 


Coastal changes, eastern Lake Michigan, 
1970-1973 /, 78-15103 


*Beaches — New Jersey. 
Size analysis of sand samples from 
southern New Jersey beaches /, 78- 
20287 


*Beaches — North Carolina. 
Beach fauna study of the CERC Field 


Research Facility, Duck, North 
Carolina /, 78-23115 


Beans, Dried — Statistics — Periodicals. 
Dried pulses, 78-2433 


Foreign agriculture circular., 78-2433 


*Bearings (Machinery) 
Effect of ion-plate films of germanium 
and silicon on friction, wear, and ox- 


idation of 52100 bearing steel /, 78- 
11748 


Elastic distortion of flianged inner ring of 
high-speed cylindrical roller bearing /, 
78-9345 
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Life analysis of restored and refurbished 
bearings /, 78-9335 


Wear-indicating rod end bearing : ad- 
vance report for period June 
May 1976 /, 78-20326 


1975- 


Bearings (Machinery) — Design and 
construction. 

Design charts for arbitrarily pivoted, 
liquid-lubricated, flat-sector-pad thrust 
bearing /, 78-9321 

Bearings (Machinery) — Testing. 

Characterization of wear debris 
generated in accelerated rolling-ele- 
ment fatigue tests /, 78-26409 

*Beauty shops — Equipment and supplies. 

Hair dryers and stylers., 78-11978 

Bedding — Statistics — Periodicals. 

Mattresses, foundations, and convertible 

sofas., 78-2601, 78-8620 
Bedding — United States — Statistics — 

Periodicals. 

Mattresses, bedsprings, and sleep furni- 
ture., 78-2575 

Bedroom furniture — Statistics. 

Mattresses, foundations, and sleep furni- 

ture., 78-19671 


*Beds and bedsteads — Safety measures. 
Bunk beds., 78-11993 


Beds and bedsteads — Statistics — 
Periodicals. 
Mattresses, bedsprings, and sleep furni- 
ture., 78-2575 


Mattresses, foundations, and convertible 
sofas., 78-2601, 78-8620 


Bee culture — United States — Equipment 
and supplies. 
Selecting and 

equipment /, 


operating 
78-3950, 


beekeeping 
78-16479 
*Bee culture — Wisconsin — Equipment and 
supplies. 
Two-queen system of honey bee colony 
management /, 78-12364 
*Bee culture — Wisconsin — Queen rearing. 
Two-queen system of honey bee colony 
management /, 78-12364 
Beef — Prices — United States. 
1975 food price study /, 78-10002 
Beef — United States. 


Beef production., 78-6228 


Beef slaughtering, cutting, preserving, 
and cooking on the farm /, 78-3 
78-6102 
Beef — United States — Grading. 
Department of Agriculture’s beef grading 
: accuracy and uniformity need to be 


improved : report to the Congress /, 
78-25742 


How to buy beef roasts /, 


How to buy beef steaks /, 


78-18 
USDA yield grades for beef., 78-19518 
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*Beef — United States — Marketing. 

Conditions of competition in U.S. mar- 
kets between domestic and foreign live 
cattle and cattle meat fit for human 
consumption : report on investigation 
no. 332-85 under section 332 of the 
Tariff Act of 1930., 78-9547 

Beef cattle. 
Raising a few cattle for beef /, 78-6 
*Beef cattle — Economic aspects — United 

States. 

Conditions of competition in U.S. mar- 
kets between domestic and foreign live 
cattle and cattle meat fit for human 
consumption : report on investigation 
no. 332-85 under section 332 of the 
Tariff Act of 1930., 78-9547 

Beef cattle — United States — Breeding. 

Beef cattle breeding /, 78-6093 


Beef cattle — United States — Feeding and 
feeds. 
Influence of recycling beef cattle waste 


on indigestible residue accumulation /, 
78-272 


*Beef cattle housing and equipment — 
United States. 
Feedlot and ranch equipment for beef 
cattle /, 78-24937 


*Bees — Diseases — United States. 
Nosema disease : its control in honey bee 
colonies /, 78-14550 
Bees — United States. 


Pesticides and honey bees /, 
78-19509 


*Bees — United States — Feeding and feeds. 
Supplemental feeding of honey bee colo- 
nies /, 78-16500 


78-3959, 


*Beet sugar. 


Use of geothermal heat for sugar refin- 
ing., 78-17007 


*Beet sugar industry — Environmental 
aspects. 
Treatment of beet sugar wastes /, 78- 
20992 


*Beet sugar industry — Environmental 
aspects — Colorado — Loveland. 

Great Western Sugar Company : Steffens 
House Sugar Beet Factory, Loveland, 
Colorado, October 17 to December 1, 
1949 : a study of the characteristics of 
the individual and combined wastes 
from a Steffens House sugar beet fac- 
tory /, 78-20987 

*Beetles — Control — North Carolina. 

Field test of four insecticides for control 
of pales and pitcheating weevils in 
first-year pine plantations /, 78-16618 

*Beetles — North Dakota — Identification. 

The long-horned wood-boring beetles of 


North Dakota (Coleoptera: ceram- 
bycidae) /, 78-16587 
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Behavior modification. 

Behavior modification : a transcript of a 
community service radio program with 
guests from the Alcohol, Drug Abuse, 
and Mental Health Administration., 
78-1983 


Project MKULTRA, the CIA’s program 
of research in behavioral modification 
: joint hearing before the Select Com- 
mittee on Intelligence and the Sub- 
committee on Health and Scientific 
Research of the Committee on Human 
Resources, United States Senate, 
Ninety-fifth Congress, first session, Au- 
gust 3, 1977., 78-12144 


Questions persist about Federal support 
for development of curriculum materi- 
als and behavior modification 
techniques used in local schools : re- 
port of the Comptroller General of the 
United States., 78-4695 


Science to _ practitioner articles 
reprinted from the Journal of the 
American Dietetic Association /, 78- 
21209 


Behavior therapy. 
Behavioral science 
mander’s manual., 


specialist 
78-1509 
Behavioral science specialist 
manual., 78-1510, 


Commander’s manual 
science specialist., 78-1509 


Soldier’s manual behavioral 
specialist., 78-1510, 78-4366 
Behaviorism (Psychology) 
Behavioral science specialist 
mander’s manual., 78-1509 


Behavioral science specialist 
manual., 78-1510, 


Commander’s manual 
science specialist., 78-1509 


Soldier’s manual behavioral 
specialist., 78-1510, 78-4366 


Behaviorism (Psychology) — Periodicals. 
Biomedical and behavioral sciences, 78- 
3864, 78-5470, 78-16114, 78- 
24481 


USSR and Eastern Europe scientific ab- 
stracts., 78-3864, 78-5470, 78- 
16114, 78-24481 

Belgium. 

Background notes., 


78-14015 


Beltsville, Md. James J. Rowley Secret 

Service Training Center. 

James J. Rowley Secret Service Training 
Center : report to accompany H.R. 
8993., 78-5795 

*Beltzville Dam, Pa. 

Reaeration tests, outlet works Beltzville 
Dam, Pohopoco Creek, Pennsylvania : 
final report /, 78-15074 


: soldier’s 
78-4366 
behavioral 


science 


com- 
: soldier’s 
78-4366 


behavioral 


science 


78-14015 
Belgium, 
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Bench-marks. 


Control leveling /, 78-25054 


Benevolent institutions. 
A helping hand for the Air Force & its 
people., 78-4518 
Benin. 
Background notes., 


78-7559 


Benney, Donna Marainne Brewster. 

Donna Marainne Benney : report to ac- 

company H.R. 6934., 78-14443 
*Benthos. 

Aquatic macroinvertebrates in a smail 
Wisconsin trout stream before, during, 
and two years after treatment with the 
fish toxicant antimycin., 78-15617 


Effects of antimycin A and retenone on 
macrobenthos in ponds /, 78-15617 


system 
78-4573 
Techniques for sampling and analyzing 
the marine macrobenthos /, 78-20697 


*Benthos — California — Monterey Bay. 
Effects of dredging and disposal on some 
benthos at Monterey Bay, California /, 
78-20297 


*Benthos — Florida — Panama City Beach. 
The benthic fauna and sediments of the 
nearshore zone off Panama City 
Beach, Florida /, 78-15095 


Benthos — Rhode Island Sound, Mass. and 
R.I. 
Hydrocarbons in sediments and benthic 
organisms from a dredge spoil disposal 
site in Rhode Island Sound /, 78- 
12882 


Benzene — Environmental aspects. 
Final environmental impact statement : 
benzene., 78-7448 


Benzene — Physiological effect. 
Final environmental impact statement : 
benzene., 78-7448 


*Benzidine dyes — Toxicology. 
Bioassay of diarylanilide yellow for possi- 
ble carcinogenicity., 78-11202 


Berlin — Politics and government — 1945- 
— Bibliography. 
The Federal Republic of Germany : a 
selected bibliography of English-lan- 
guage publications /, 78-18045 


78-7559 
Benin, 


Elutriator/microcosm 
model and test /, 


pilot 


Bermuda. 
Background notes., 


78-26448 


*Berries — Standards — United States. 
United States standards for grades of 
canned blackberries and similar berries 
: effective May 12, 1976., 78-12415 


*Berries — United States — Grading. 
United States standards for grades of 
canned blackberries and similar berries 
: effective May 12, 1976., 78-12415 


78-26448 
Bermuda, 





Berry, Adelaida Rea. 
Adelaida Rea Berry : report to accom- 
pany H.R. 5555., 78-6050 


Berry, Adelida Rea. 
Adelida Rea Berry : report to accompany 
H.R. 5555., 78-1207 
Beryllium — Statistics. 
Beryllium., 78-11471 


Preprint from the 1976 Bureau of Mines 
Minerals Yearbook, 78-11471 


Beryllium industry — United States. 
Beryllium., 78-11575 
*Beta rays. 
Fission product Beta and Gamma energy 
release /, 78-17263 
*Betterments — United States. 
Local capital improvements and develop- 


ment management : literature synthes- 
is., 78-11287 


Beverage containers — Law and legislation 

— United States. 

Beverage container reuse and recycling 
act of 1977 : hearings before the Sub- 
committee for Consumers of the Com- 
mittee on Commerce, Science, and 
Transportation, United States Senate, 
Ninety-fifth Congress, second session, 
on S. 276 ... January 25, 26, and 27, 
1978., 78-26759 


The impacts of national beverage con- 


tainer legislation 
75., 78-19972 


Beverage containers — United States. 

Potential effects of a national mandatory 
deposit on beverage containers : report 
to the Congress /, 78-6968 

*Beverages — Packaging. 

Food additive, acrylonitrile, banned in 
beverage containers report of the 
Controller General of the United 
States., 78-13309 


Beverages — Packaging — Posters. 

If you return containers, you make a 
better, cleaner world : a beverage con- 
tainer refund program is in effect here 
[poster]., 78-24039 


*Bibliography — bibliographies. 
Bibliography of the history of medicine., 
78-13507 


*Bibliography of Medicine — periodicals. 
Index medicus., 78-3327 


National Medical Audiovisual Center 
catalog; audiovisuals for the health 
scientist., 78-13503 

*Bicycles and tricycles — Accidents. 

A study of bicycle/motor-vehicle ac- 

cidents identification of problem 


types and countermeasure approaches 
/, 78-18786 


Bicycles and tricycles — Maintenance and 
repair. 
Bicycling : fun with safety., 


: staff study, A-O1- 


78-8146 
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Bicycles and tricycles — Maintenance and 
repair — Posters. 

How sharp is your bike? Avoid injuries, 
cover sharp edges with heavy protec- 
tive tape., 78-8155 

Bicycles and tricycles — Safety measures. 

A bicycle built for you : care, cautions, 

and creative activities, 78-2181 
78-18835 
Bicycles and tricycles — Safety measures — 

Congresses. 

Bike-ed °77 : a conference report, May 
4-6, 1977, Washington, D.C. : a Na- 
tional Bicycle Safety Education Con- 
ference /, 78-14238 

*Bicycles and tricycles — Safety measures — 

Handbooks, manuals, etc. 

Bicycle safety education 
resources and materials., 


The bicycle regulations., 


a guide to 
78-14240 
Bicycles and tricycles — Safety measures — 

Posters. 

How sharp is your bike? Avoid injuries, 
cover sharp edges with heavy protec- 
tive tape., 78-8155 

Biddle, Livingston L 

Nomination : hearing before the Com- 
mittee on Human Resources, United 
States Senate, Ninety-fifth Congress, 
first session, on Livingston L Biddle, 
Jr. ... to be Chairman of the National 
Endowment for the Arts, November 2, 
1977., 78-9968 


Big Brothers of America. 
An act to amend the Federal charter of 
the Big Brothers of America to include 
Big Sisters International, incorporated, 
and for other purposes., 78-5879 


Amending the Federal charter of the Big 
Brothers of America to include Big 
Sisters International, Inc., and for 
other purposes : report to accompany 
H.R. 7249., 78-10138 


Big Brothers-Big Sisters of America : re- 
port to accompany S. 2208., 78-5999 
*Big sagebrush. 
Herbage response after mechanical and 
herbicide treatment of big sagebrush in 
southwest Idaho /, 78-16727 


Big sisters International. 
An act to amend the Federal charter of 
the Big Brothers of America to include 
Big Sisters International, incorporated, 
and for other purposes., 78-5879 


Amending the Federal charter of the Big 
Brothers of America to include Big 
Sisters International, Inc., and for 
other purposes : report to accompany 
H.R. 7249., 78-10138 


Big Brothers-Big Sisters of America : re- 
port to accompany S. 2208., 78-5999 
*Bighorn National Forest, Wyo. 
Cloud Peak Wilderness, Bighorn Na- 
tional Forest, Wyoming., 78-14593 
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A proposal : Cloud Peak Wilderness, 
Bighorn National Forest, Wyoming : 
beyond civilization lies wilderness, 
where the earth and its community of 
life are untrammeled by man, where 
man himself is a visitor who does not 
remain., 78-14593 


*Bikini Island — Appropriations and 
expenditures. 

Bikini Atoll and Guam authorizations : 
hearing before the Committee on 
Energy and Natural Resources, United 
States Senate, Ninety-fifth Congress, 
second session, on S. 2821 ... S. 2822 
.. April 17, 1978., 78-24595 

Biko, B S 

Resolutions to investigate Steve Biko’s 
death and to condemn the Govern- 
ment of South Africa for massive 
violations of the civil liberties of the 
people of South Africa : hearing be- 
fore the Subcommittee on Africa of 
the Committee on International Rela- 
tions, House of Representatives, 
Ninety-fifth Congress, first session, on 
H. Res. 809 and H. Con. Res. 398, Oc- 
tober 26, 1977., 78-22505 


Bile pigments — Congresses. 
Chemistry and physiology of bile pig- 
ments /, 78-444 
*Billboards — United States. 
Obstacles to billboard removal : report to 
the Congress /, 78-15339 


Bills, Legislative — United States. 
Concurring in the Senate amendment to 
H.R. 9290 : report to accompany H. 
Res. 804., 78-1253 


Digest of public general bills and resolu- 
tions., 78-13889 


the Senate 
: report to 

78-8426 

Providing for considering of the Senate 
amendments to House Joint Resolution 
662 : report to accompany H. Res. 
929., 78-8425 

Providing for the consideration of H.R. 1 
: report to accompany H. Res. 1128., 
78-16368 

Providing for the consideration of H.R. 1 


: report to accompany H. Res. 1323., 
78-26968 


Providing for the consideration of H.R. 
15 : report to accompany H. Res. 
1208., 78-19335 

Providing for the consideration of H.R. 
39 : report to accompany H. Res. 
1186., 78-16399 

Providing for the consideration of H.R. 


50 : report to accompany H. Res. 
1057., 78-14432 


Providing for agreeing to 
amendments to H.R. 9378 
accompany H. Res. 930., 
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Providing for the consideration 
1037 : report to accompany 
774., 7801244 


Providing for the consideration 
1609 : report to accompany 
1252., 78-22611 

Providing for the consideration 
1614 : report to accompany 
964., 78-10228 

Providing for the consideration 
2222 : report to accompany 
1149., 78-19306 

Providing for the consideration 
2329 : report to accompany 
775., 78-1245 

Providing for the consideration 


2637 : report to accompany 
960., 78-10227 


Providing for the consideration 
2664 : report to accompany 
958., 78-10226 

Providing for the consideration 
3161 : report to accompany 
1067., 78-14433 

Providing for the consideration 
3350 : report to accompany 
1240., 78-22599 

Providing for the consideration 


3377 : report to accompany 
1030., 78-14428 


Providing for the consideration 
3787 : report to accompany 
1126., 78-16364 


‘ Providing for the consideration 
3813 : report to accompany 
1006., 78-10237 

Providing for the consideration 
4297 : report to accompany 
798., 78-1249 

Providing for the consideration 
5503 : report to accompany 
965., 78-10229 

Providing for the consideration 


5981 : report to accompany 
1014., 78-14426 


Providing for the consideration 
6362 : report to accompany 
974., 78-10230 


Providing for the consideration 
6805 : report to accompany 
872., 78-2334 

Providing for the consideration 
6853 : report to accompany 
1345., 78-26988 

Providing for the consideration 
7308 : report to accompany 
1266., 78-22620 

Providing for the consideration 


7577 : report to accompany 
1234., 78-19368 
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Providing for the consideration 
7700 : report to accompany 
1078., 78-14457 


Providing for the consideration 
7814 : report to accompany 
1165., 78-16386 

Providing for the consideration 
8011 : report to accompany 
763., 78-1239 

Providing for the consideration 
8099 : report to accompany 
1187., 78-16400 


Providing for the consideration 
8200 : report to accompany 
826., 78-1259 

Providing for the consideration 


8309 : report to accompany 
776., 78-1246 


Providing for the consideration 
8336 : report to accompany 
982., 78-10232 

Providing for the consideration 


8390 : report to accompany 
815., 78-1255 


Providing for the consideration 


8410 : report to accompany 
799., 78-1250 


Providing for the consideration 
8494 : report to accompany 
1139., 78-16370 


Providing for the consideration 
8638 : report to accompany 
767., 78-1243 


Providing for the consideration 
8655 : report to accompany 
764., 78-1240 

Providing for the consideration 


8729 : report to accompany 
1293., 78-24760 


Providing for the consideration 
9090 : report to accompany 
820., 78-1257 

Providing for the consideration 
9214 : report to accompany 
990., 78-10234 

Providing for the consideration 
9290 : report to accompany 
781., 78-1247 

Providing for the consideration 


9346 : report to accompany 
839., 78-1261 


Providing for the consideration 


9354 : report to accompany 
800., 78-1251 


Providing for the consideration H.R. 
9370 : report to accompany H. Res. 


998., 78-10235 


Providing for the consideration H.R. 
9400 : report to accompany H. Res. 


1150., 78-16383 
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9518 : 
1074., 


Providing 
9757 
1024., 


Providing 
10285 : 
1221., 


Providing 
10392 : 
1173., 


Providing 
10587 : 
igas., 


Providing 
10729 : 
1190., 


Providing 
10898 : 
1321., 


Providing 
10899 : 
1114., 


Providing 
10909 : 
1348., 


Providing 
10929 : 
1188., 


Providing 
11003 : 
1137... 


Providing 
11280 : 
1307., 


Providing 
11291 
1118., 
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11302 : 
1112., 


Providing 
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1093., 


Providing 
11392 : 
1264., 


Providing 
11400 : 
1099., 


Providing 
11401 
1143., 

Providing 
11488 : 
1390., 


for the consideration 
report to accompany 
78-24734 


for the consideration 
report to accompany 
78-14449 


for the consideration 


: report to accompany 


78-14427 


for the consideration 
report to accompany 
78-19359 


for the consideration 


report to accompany 
78-16389 


for the consideration 


report to accompany 
78-19367 


for the consideration 
report to accompany 
78-16401 

for the consideration 


report to accompany 
78-24784 


for the consideration 


report to accompany 
78-16359 


for the consideration 
report to accompany 
78-26990 


for the consideration 
report to accompany 
78-19327 


for the consideration 


report to accompany 
78-16365 


for the consideration 
report to accompany 
78-24776 


for the consideration 


: report to accompany 


78-16362 


for the consideration 


report to accompany 
78-16357 


for the consideration 


report to accompany 
78-14485 


for the consideration 
report to accompany 
78-22618 


for the consideration 
report to accompany 
78-14490 


for the consideration 


: report to accompany 


78-16378 
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1212., 


Providing 
11495 : 
1100., 


Providing 
11504 : 
1140., 


Providing 
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1092., 


Providing 
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1343., 


Providing 
11622 : 
2314.3 


Providing 
11662 : 
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1174., 


Providing 
11711 
1288., 
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11832 : 
1144., 
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11979 : 
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12005 : 
1222., 
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12050 : 
1178., 
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1168., 
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1365., 


Providing 
12163 : 
1261., 


Providing 
12222 : 
1164., 
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78-16394 


for the consideration 
report to accompany 
78-16387 
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Providing for the consideration 
12240 : report to accompany 
1205., 78-19331 


Providing for the consideration 
12250 : report to accompany 
1213., 78-19345 

Providing for the consideration 
12299 : report to accompany 
1366., 78-26995 

Providing for the consideration 
12303 : report to accompany 
1300., 78-24771 


Providing for the consideration 
12347 : report to accompany 
1301., 78-24772 

Providing for the consideration 


12355 : report to accompany 
1373., 78-26998 


Providing for the consideration 
12426 : report to accompany 
1206., 78-19332 


Providing for the consideration 
12432 : report to accompany 
1235., 78-19369 


Providing for the consideration 
12433 : report to accompany 
1214., 78-19346 


Providing for the consideration 
12452 : report to accompany 
1294., 78-24761 


Providing for the consideration 
12481 : report to accompany 
1191., 78-16402 


Providing for the consideration 
12505 : report to accompany 
1215., 78-19347 

Providing for the consideration 
12514 : report to accompany 
1286., 78-24733 

Providing for the consideration 
12533 : report to accompany 
1374., 78-26999 

Providing for the consideration 
12536 : report to accompany 
1243., 78-22604 

Providing for the consideration 
12577 : report to accompany 
1385., 78-27001 

Providing for the consideration of 


12584 : report to accompany H. 
1302., 78-24773 


Providing for the consideration of H.R. 
report to accompany H. Res. 


12598 : 


1204., 78-19330 


Providing for the consideration of H.R. 
report to accompany H. Res. 


12602 : 


1193., 78-19328 


Providing for the consideration of H.R. 
: report to accompany H. Res. 


12611 


1324., 78-26969 
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Providing for the consideration 
12641 : report to accompany 
1176., 78-16392 


Providing for the consideration 
12796 : report to accompany 
1253., 78-22612 

Providing for the consideration 
13007 : report to accompany 
1278., 78-24728 


Providing for the consideration 
13059 : report to accompany 
1325., 78-26970 


Providing for the consideration 
13335 : 
1367., 


report to accompany 
78-26996 
Providing for the consideration 


13385 : report to accompany 
1277., 78-24727 


Providing for the consideration 
13471 : report to accompany 
1333., 78-26978 


Providing for the consideration 
13488 : 
1346., 


report to accompany 

78-26989 

Providing for the consideration 
13511 
1306., 


: report to accompany 
78-24775 

Providing for the consideration 
13750 : report to accompany 
1354., 78-26991 


Providing for the consideration H.R. 
13778 : report to accompany H. Res. 
1355., 78-26992 


Providing for the consideration of H.R. 


14042 : report to accompany H. Res. 
1368., 78-26997 


Providing for the consideration of H. 
Res. 766 : report to accompany H. 
Res. 819., 78-1256 

Providing for the consideration of House 
Joint Resolution 554 : report to ac- 
company H. Res. 1048., 78-14430 


Providing for the consideration of House 
Joint Resolution 626 
company H. Res. 829., 


: report to ac- 
78-1260 


Providing for the consideration of House 
Joint Resolution 638 : report to ac- 
company H. Res. 1295., 78-24762 


Providing for the consideration of House 
Joint Resolution 643 : report to ac- 
company H. Res. 892., 78-2339 


Providing for the consideration of House 
Joint Resolution 662 : 
company H. Res. 917., 


report to ac- 

78-5842 

Providing for the consideration of S. 
1340 : report to accompany H. Res. 
916., 78-5841 

Providing for the consideration of S. 


1613 : report to accompany H. Res. 
1322., 78-24785 
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Providing for the consideration of Senate 
amendments to House Joint Resolution 
662 : report to accompany H. Res. 
928., 78-8424 


Providing for the consideration of Senate 
Joint Resolution 4 : report to accom- 
pany H. Res. 1265., 78-22619 


Providing for the consideration of the 
conference report on H.R. 3199 : re- 
port to accompany H. Res. 935., 78- 
8427 


Providing for the consideration of the 
conference report on H.R. 7555 : re- 


port to accompany H. Res. 893., 78- 
2340 


Providing for the consideration of the 
conference report on H.R. 9346 : re- 


port to accompany H. Res. 937., 78- 
8428 


Providing for the further consideration of 
H.R. 7073 : report to accompany H. 
Res. 830., 78-2330 


Waiving certain points of order against 
H.R. 9375 : report to accompany H. 
Res. 807., 78-1254 


Waiving certain points of order against 
H.R. 12927 : report to accompany H. 
Res. 1229., 78-22592 


Waiving certain points of order against 
H.R. 12929 : report to accompany H. 
Res. 1220., 78-19358 

Waiving certain points of order against 
H.R. 12930 : report to accompany H. 
Res. 1218., 78-19356 


Waiving certain points of order against 


H.R. 12931 
Res. 1239., 


: report to accompany H. 

78-22598 

Waiving certain points of order against 
H.R. 12933 : report to accompany H. 
Res. 1219., 78-19357 


Waiving certain points of order against 
H.R. 12934 : report to accompany H. 
Res. 1227., 78-19365 


Waiving certain points of order against 
H.R. 12935 : report to accompany H. 
Res. 1223., 78-19361 

Waiving certain points of order against 
H.R. 12936 : report to accompany H. 
Res. 1226., 78-19364 

Waiving certain points of order against 
H.R. 13635 : report to accompany H. 
Res. 1291., 78-24740 

Waiving certain points of order against 
the conference report on H.R. 3816 : 


report to accompany H. Res. 1356., 
78-26993 


Waiving certain points of order and 
providing certain procedures during 
consideration of H.R. 12928 : report 


to accompany H. Res. 1224., 78- 
19362 
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Waiving certain points of order and 
providing certain procedures during 
consideration of H.R. 12932 : report 
to accompany H. Res. 1225., 78- 
19363 

Waiving certain points of order and 
providing certain procedures during 
consideration of H.R. 12932 : report 


to accompany H. Res. 1230., 78- 
19366 


Waiving certain points of order and 
providing certain procedures during 
consideration of H.R. 12928 : report 
to accompany H. Res. 1236., 78- 
22595 

Waiving certain points of order and 
providing certain procedures during 
consideration of H.R. 12931 : report 


to accompany H. Res. 1247., 78- 
22606 


Waiving points of order against the con- 
ference report on H.R. 6782 : report 
to accompany H. Res. 1121., 78- 
16363 


Waiving points of order against the con- 
ference report on H.R. 6782 : report 
to accompany H. Res. 1162., 78- 
16384 


Bills, Legislative — United States — 

Periodicals. 

Digest of public general bills and resolu- 
tions., 78-3579 

*Bills of lading — United States. 

Intermodal problems through bill of lad- 
ing : areport., 78-18854 

Loss and damage claims! 
lect?, 78-7386 

Binabise, Juanita. 

Juanita Binabise : report to accompany 

S.1110., 78-6013 
*Binary-coded decimal system. 

Mean and variance of the correlation 
magnitude of random and pseudonoise 
sequences /, 78-10842 

Biochemical oxygen demand. 

Abundance, composition, and distribu- 
tion of crustacean zooplankton in rela- 
tion to hypolimnetic oxygen depletion 
in west-central Lake Erie /, 78-7348 

Removal of soluble BOD, in primary 
clarifiers /, 78-17101 


: can you col- 


*Biochemistry. 

Biochemistry and hematology of decom- 
pression sickness : a case report /, 
78-20357 

*Bioclimatology — Bibliography. 

Human bioclimatology /, 78-9300 

Biogradation. 


Oil spill : decisions for debris disposal /, 
78-1572 
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Biological assay. 
Bioassay of chloramben for possible car- 
cinogenicity., 78-425 
Biomass estimation for some shrubs from 
northeastern Minnesota /, 78-6151 


78-425 


Field life of Orthene, Sevin-4-oil, and 
Dylox 1.5 bioassay with Douglas-fir 
tussock moth larvae /, 78-14686 

Field tests of Bacillus thuringiensis and 
aerial application strategies on western 
mountainous terrain /, 78-12380 


IERL-RTP procedures manual : level 1 
environmental assessment biological 
tests for pilot studies /, 78-17156 


Peroral bioassay of technical-grade 
preparations of the Douglas-fir tussock 
moth nucleopolyhedrosis 
(Baculovirus) /, 78-1348 


Some individual plant biomass values 
from northeastern Minnesota /, 78- 
6152 

*Biological physics — Congresses. 

The physical basis of electromagnetic in- 
teractions with biological systems 
proceedings of a workshop held at the 
University of Maryland, College Park, 
Maryland, June 15-17, 1977 /, 78- 
17591 


Biological physics — Periodicals. 
Radiobiologiya, 78-3134 


78-3134 


Chloramben., 


virus 


Radiobiology., 


*Biological productivity. 

Field study of carbon monoxide and light 
hydrocarbon related to 
natural processes /, 78- 
20397 

Biological rhythms — Bibliography. 

Biorhythms /, 78-9306 

Biological specimens — Collection and 
preservation. 

Methods for collection and analysis of 
aquatic biological and microbiological 
samples, 78-26144 

Techniques of water-resources investiga- 
tions of the United States Geological 
Survey., 78-26144 

*Biological warfare. 

Banning environmental 

10526 


production 
biological 


warfare., 78- 


Biological testing involving human sub- 
jects by the Department of Defense, 
1977 : hearings before the Subcommit- 
tee on Health and Scientific Research 
of the Committee on Human 
Resources, United States Senate, 
Ninety-fifth Congress, first session ... 
March 8 and May 23, 1977., 78-2269 


Field behavior of chemical, biological, 
and radiological agents., 78-10677 





International negotiations on the biologi- 
cal-weapons and toxin convention /, 
78-14838 


Technical aspects of biological defense., 
78-10676 


*Biological warfare — Safety measures. 
NBC (nuclear, biological and chemical) 
defense., 78-20190 
NBC _ warfare 
15123, 
Nuclear, 
defense., 


defense 
78-20372 
biological, 
78-20190 


ashore., 78- 


and = chemical 
*Biology. 

Systematics and biology of the tilefishes 
(Perciformes, Branchiostegidae and 
Malacanthidae) with description of 
two new species /, 78-19843 

Biology — Abstracts — Periodicals. 

Medicine & biology., 78-2716 


Weekly government abstracts., 78-2716 


*Biology — periodicals. 
Annual report of international activities, 
78-13509 
National Institutes of Health annual re- 
port of international activities., 78- 
13509 
*Biomass energy. 
Conversion of biomass materials 
gaseous products, phase I., 


into 
78-20962 


The Eucalyptus Energy Farm : feasability 


study and demonstration 
and species selection /, 


: phase I: site 
78-20611 
Biomass energy — United States. 
Environmental development 
(EDP)., 78-17013 


Fuels from biomass, 


plan 


78-17013 


Biomass energy — United States — 
Research. 
Fuels from biomass program; program 
summary., 78-23245 


Biomedical engineering. 
Assessing biomedical technologies : an 


inquiry into the nature of the process 
/, 78-7530 


Inquiry into the nature of the process : 
assessing biomedical technologies., 
78-7530 


Scanning-electron-microscopy observa- 
tions and mechanical characteristics of 
ion-beam-sputtered surgical implant 
aloys /, 78-9374 

Biomedical engineering — Abstracts — 

Periodicals. 


Biomedical technology & engineering., 
78-2702 


Biomedical technology & human factors 
engineering., 78-2703 

Weekly government 
2702, 78-2703 


abstracts., 78- 
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Biomedical engineering — Research. 

Effects of lithium carbonate on _per- 
formance and biomedical functions /, 
78-868 

Biomedical engineering — Research — 

United States — Costs. 

Indirect cost payments foregone by in- 
stitutions receiving minority biomedi- 
cal support grants - what can be done? 
: National Institutes of Health, Depart- 
ment of Health, Education, and Wel- 
fare report of the Comptroller 
General of the United States., 78- 
4697 


Biomedical engineering — Research grants 

— United States. 

Minority biomedical support program : a 
directory of the research projects /, 
78-7073 

Biometric research. 

Assessing biomedical technologies : an 
inquiry into the nature of the process 
/, 78-7530 


Inquiry into the nature of the process : 
assessing biomedical technologies., 
78-7530 


*Biometry — Congresses. 

Proceedings of the second Workshop on 
Cardiovascular Epidemiology and 
Biostatistics Training Programs., 78- 
21208 


Tracing the patterns of disease : the role 
of epidemiology and biometry /, 78- 
21220 

*Birch. 

Root-crown relations of young 

maple and yellow birch /, 


sugar 
78-8540 
Sugar maple and yellow birch seedling 


growth after simulated browsing /, 
78-14636 


*Birch — Diseases and pests — Lake States. 
Gnomonia canker, shoot blight, and leaf 
spot of yellow birch /, 78-22688 
*Birch — Diseases and pests — United 
States. 
How to identify gnomonia and diaporthe 
cankers and shoot blight diseases of 
yellow birch /, 78-14734 


Bird-banding — Statistical methods. 
Statistical inference from band recovery 
data : a handbook /, 78-11587 


Bird populations. 

Population ecology of the mallard., 78- 

7347 
Bird populations — Arizona. 

Bird population changes after timber har- 
vesting of a mixed conifer forest in 
Arizona /, 78-6142 

Bird populations — North America — 

Periodicals. 


Mourning dove status report., 78-26217 


Woodcock status report., 78-24055 
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Birds — Atlantic coast (United States) 

Wading birds as biological indicators : 
1975 colony survey /, 78-7346 

Birds — Bibliography. 

Avian mortality at man-made structures : 
an annotated bibliography /, 78- 
26219 

Birds — Eggs and nests. 

Construction and operation of cable- 
chain drag for nest searches /, 78- 
7344 

Birds — Minnesota. 

Birds of the Chippewa National Forest., 

78-8517 


*Birds — Tahoe, Lake, Calif. and Nev. 
Birds of the Lake Tahoe Basin., 78- 
14607 


*Birds — The West — Congresses. 
Proceedings of the workshop on Non- 
game Bird Habitat Management in the 
Coniferous Forests of the Western 
United States, February 7-9, 1977, 
Portland, Or., 78-10407 


*Birds — United States — Bibliography. 
Birds., 78-13403 


*Birds — United States — Congresses. 
Proceedings of the Workshop Manage- 
ment of Southern Forests for Nongame 
Birds, January 24-26, 1978, Atlanta, 
Georgia., 78-16643 
Birds — United States — Eggs and nests. 
Cavity nesting bird habitat in the oak- 
hickory forest : a review /, 78-1362 


*Birds — United States — Identification. 
Cavity-nesting birds of North American 
forests /, 78-14568 


*Birds — United States — Pictorial works. 
Cavity-nesting birds of North American 
forests /, 78-14568 


Birds, Protection of — Law and legislation 

— Russia. 

Convention with the Union of Soviet So- 
cialist Republics on the conservation 
of migratory birds and their environ- 
ment : message from the President of 
the United States ..., 78-8136 


Birds, Protection of — Law and legislation 

— United States. 

Convention with the Union of Soviet So- 
cialist Republics on the conservation 
of migratory birds and their environ- 
ment : message from the President of 
the United States ..., 78-8136 

Birmingham, Ala. — Maps. 

Urban atlas, tract data for standard 
metropolitan statistical areas Bir- 
mingham, Alabama., 78-1390 


Birmingham, Ala. — Population — Maps. 
Urban atlas, tract data for standard 
metropolitan statistical areas Bir- 
mingham, Alabama., 78-1390 
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*Birth certificates — United States. 
Hospital handbook on birth registration 
and fetal death reporting., 78-11240 


Birth control. 

El planeamiento familiar y la salud., 78- 
4818 

Metodos anticonceptivos en la planifica- 
cion familiar : bebes mas saludables 
cuando usted los quiera., 78-1950 

Birth control — Indonesia. 

Family planning : agreement between the 
United States of America and Indone- 
sia, signed at Jakarta, January 24, 
1977., 78-26492 

*Birth control — Law and legislation — 

Bangladesh. 

Population planning : agreement between 
the United States of America and Ban- 
gladesh signed at Dacca, May 31, 
1976., 78-21956 

*Birth control — Law and legislation — 

United States. 

Population planning : agreement between 
the United States of America and Ban- 
gladesh signed at May 31, 
1976., 78-21956 

Birth control — Pakistan. 

Impact of population assistance to an 
Asian country : Department of State, 
Agency for International Development 
: report to the Congress /, 78-4736 


Dacca, 


Birth control — United States. 

Utilization of family planning services by 
currently married women 15-44 years 
of age : United States, 1973 /, 78- 
4830 

Birth control — United States — Statistics — 

Periodicals. 

Provisional data from the national re- 
porting system for family planning ser- 
vices., 78-23835 

*Birth control clinics — Evaluation. 

Evaluation handbook for family planning 

programs /, 78-13526 
Birth control clinics — Management. 

Problems of administration of family 
planning programs in Region VIII : De- 
partment of Health, Education, and 
Welfare : report of the Comptroller 
General of the United States., 78- 
4692 

*Birth control clinics — United States — 

Directories. 

Directory, family planning service sites : 
United States., 78-13538 


Family planning service sites., 78-13538 
Birth control clinics — United States — 
Periodicals. 
Annual report from the national report- 
ing system for family planning services, 
78-17614 


Page I- 1702 





Subject Index 


Annual report, national reporting system 
for family planning services., 78- 
17614, 78-17615 


Birth control clinics — United States — 
Statistical services — History. 
Background and development of the Na- 
tional Reporting System for Family 
Planning Services /, 78-21282 


Birth control clinics — United States — 
Statistics. 
The National inventory of 
planning services : 
/, 78-17611 


Birth control clinics — United States — 

Statistics — Periodicals. 

Provisional data from the national re- 
porting system for family planning ser- 
vices., 78-23835 

*Biscayne National Monument, Fla. 

Biscayne [National Monument, Florida], 

78-17844 
Bismuth. 
Bismuth., 


family 
1975 survey results 


78-11553 


Bismuth — Statistics. 
Bismuth., 78-11472 


Preprint from the 1976 Bureau of Mines 
Minerals Yearbook, 78-11472 
Bismuth — Toxicology — Bibliography. 
Bismuth toxicology /, 78-436 
Bismuth mines and mining — United States 
— Periodicals. 
Bismuth., 78-3475 


Bison, American. 


The American buffalo., 78-653 


*Bitterroot National Forest, Mont. 

The historical role of fire on the Bitter- 

root National Forest /, 78-16575 
Bitumen — Research. 

Study of the structure and element com- 
position of group components of 
petroleum residues using infrared spec- 
troscopy /, 78-297 

*Bituminous coal. 

Bituminous coal and lignite : a chapter 
from Mineral facts and problems /, 
78-24007 

*Bituminous coal — Analysis. 

Zinc halide hydrocracking process for 
distillate fuels from coal ... /, 78- 
11039 

Bituminous coal — Statistics. 


Coal: bituminous and lignite., 78-15569 


Preprint from the 1975 Bureau of Mines 
Minerals yearbook, 78-15569 
Bituminous coal — Storage. 
Methane emissions from gassy coals in 
storage silos /, 78-9177 
*Bituminous materials — Fatigue. 
Simple procedure for fatigue charac- 


terization of bituminous concrete /, 
78-18583 
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*Black-capped chickadee. 

Effect of nucleopolyhedrosis virus on two 
avian predators of the gypsy moth /, 
78-16607 

*Black holes (Astronomy) — Bibliography. 

Black holes (astronomy) /, 78-9301 

*Black spruce. 

Air temperature and wind profiles in an 
Alaskan lowland black spruce stand /, 
78-14683 

Black spruce — Handbooks, manuals, etc. 

Black spruce in the north central states /, 

78-59 
Blackberries. 

Thornless blackberries for 

garden /, 78-3970 
*Blackberries — Grading. 

United States standards for grades of 
canned blackberries and similar berries 
: effective May 12, 1976., 78-12415 

*Blackberries — Standards — United States. 

United States standards for grades of 
canned blackberries and similar berries 
: effective May 12, 1976., 78-12415 

*Blackfeet Indian Reservation, Mont. 

The Blackfeet Reservation, its land and 

people., 78-13769 
Bladder — Diseases — Congresses. 

Idiopathic urinary bladder stone disease 

/, 78-445 
Blakeley, Hildegard G 

Hildegard G. Blakeley : report to accom- 

pany H.R. 1450., 78-2325 
Blanquicett, Carmen Cecilia. 

Carmen Cecilia Blanquicett : report to 

accompany H.R. 2291., 78-14437 
Blast effect. 

Measurement of blast waves from burst- 
ing pressurized frangible spheres /, 
78-5161 

Measurements of blast waves from burst- 
ing frangible spheres pressurized with 
flash-evaporating vapor or liquid /, 
78-18171 


the home 


Seismic attenuation tests at the Port- 
smouth, Ohio, Gaseous Diffusion Add- 
On site : final report /, 78-25239 
*Blast-furnaces. 
Blast furnace slips and accompanying 


emissions as an air pollution source /, 
78-20708 


The effect of chemical attack and opera- 
tional parameters on the wear of blast 
furnace refractories /, 78-6832 

*Bleaching — By-products. 

Removal of wood-derived toxics from 
pulping and bleaching wastes /, 78- 
20727 

Blenniidae. 

Five new species and a new genus of In- 

dian Ocean blenniid fishes, tribe 





Salariini, with a key to genera of the 
tribe /, 78-15906 
Blind — Employment — United States. 

Employment of blind persons in the 

Federal service., 78-6353 
*Blind — Rehabilitation. 

Strings ’n things : a teaching manual for 

the blind /, 78-10525 
Blind — United States. 

Legislative recommendations of Blinded 
Veterans Association, 1977 : hearing 
before the Committee on Veterans’ 
Affairs, House of Representatives, 
Ninety-fifth Congress, first session ... 
July 28, 1977, 78-1144 

Blind, Apparatus for the. 

Reading with low vision., 

Blind, Books for the. 
Reproduction of copyrighted works for 


the blind and physically handicapped., 
78-7469 


Talking books for physically handicapped 
readers., 78-9248 
Blind, Books for the — Bibliography. 
Sports : a selected list of books that have 


appeared in Talking book topics and 
Braille book review., 78-9249 


78-741 


Blind, Books for the — Bibliography — 
Catalogs. 
For younger readers; braille and talking 


books., 78-15745 


Press braille adult., 78-13890 


Blind, Books for the —- Bibliography — 
Periodicals. 


Braille book review., 78-3580 


Blind, Books for the — Periodicals. 
The new braille musician., 78-15744, 
78-18042 


Blind, Libraries for the — Directories. 
Address list : regional and subregional 
libraries for the blind and physically 
handicapped., 78-26306 
Blind, Libraries for the — United States. 
Reading and visual loss., 78-7482 
Blind, Music for the — Periodicals. 
The Musical mainstream., 78-3582 
Blind, Periodicals for the. 
The Musical mainstream., 78-3582 


Blind, Periodicals for the — Periodicals. 

The new braille musician., 78-15744, 

78-18042 
*Blinds. 

Window blinds as a potential energy 

saver : a case study /, 78-19769 
*Blister rust. 

Changes in ribonuclease activity resulting 
from stem infections of western white 
pine by blister rust /, 78-14676 

How to identify white pine blister rust 
and remove cankers /, 78-6168 
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Blood — Agglutination. 

A procedural guide to the performance 
of rubella hemagglutination-inhibition 
tests., 78-4878 

*Blood — Analysis and chemistry. 

Detectability of selected genetic markers 
in dried blood upon aging /, 78- 
17895 

Blood — Coagulation. 


Biochemistry and physiology of factor 
VIIL, 78-7075 


Workshop on the Biochemistry and 
' Physiology of Factor VIII, February 
20-23, 1977, La Jolla, California., 

78-7075 
Blood — Coagulation, Disorders of — 
Bibliography — Periodicals. 
Hemostasis and thrombosis; a_bibliog- 
raphy., 78-17542 


*Blood — Collection and preservation. 
Problems in carrying out the national 
blood policy : report /, 78-13306 
Blood — Diseases — Research — United 
States — Periodicals. 
The National Heart, Lung and Blood In- 


stitute’s fact book for fiscal year., 78- 
17538 


Blood — Diseases — United States — 
Periodicals. 
Report of the National Heart, Lung, and 
Blood Advisory Council., 78-11217, 
78-11218 


Blood — Transfusion. 

Clarence Cannon Dam and Reservoir : 
cost, schedule, and safety problems : 
Corps of Engineers (Civil Functions), 
Department of the Army : report to 
Congress /, 78-1890 


Comparing incidence of diseased tissue 
and use of blood between military and 
civilian hospitals : report to the Sub- 
committee on Retirement and Em- 
ployee Benefits, Committee on Post 
Office and Civil Service, 
Representatives /, 78-1784 


*Blood — Transfusion — Congresses. 
Proceedings, first USA-USSR Joint Sym- 
posium on Blood Transfusion, 
Moscow, USSR, October 18-20, 1976., 
78-21207 


*Blood banks — Management — Congresses. 
The management and logistics of blood 
banking : conference proceedings /, 
78-23816 
*Blood banks — United States. 
Problems in carrying out the national 
blood policy : report /, 78-13306 
Blood banks — United States — Quality 
control. 
Blood transfusions and hepatitis, 78- 
21229 


FDA consumer memo., 


House of 


78-21229 
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Blood cholesterol — United States — 
Statistics. 
Total serum cholesterol level of adults, 
18-74 : United States, 1971-1974 /, 
78-15435 


*Blood plasma — Analysis — Congresses. 
Proceedings of the International 
Workshop on Technology for Protein 
Separation and Improvement of Blood 
Plasma Fractionation Reston, Vir- 
ginia, September 7-9, 1977 /, 78- 
17540 


Protein separation and plasma fractiona- 
tion., 78-17540 


Blood platelets — Congresses. 

Platelet function testing proceedings 
from Workshop on Platelets: ‘‘The Sig- 
nificance of Platelet Function Tests in 
the Evaluation of Hemostatic and 
Thrombotic Tendencies”, held in 
Philadelphia, Pennsylvania, October 
18-19, 1976 /, 78-8970 


Blood pressure — United States — Statistics. 
Blood pressure levels of persons 6-74 
years : United States, 1971-1974 /, 
78-4827 


Blue Mountains, Or. and Wash. 
Impact of the Douglas-fir tussock moth 
on forest recreation in the Blue Moun- 
tains /, 78-6135 


*Blueberries — Standards — United States. 
United States standards for grades of 
canned blueberries : effective May 12, 
1976., 78-12416 


*Blueberries — United States — Grading. 
United States standards for grades of 
canned blueberries : effective May 12, 
1976., 78-12416 


Blum, Barbara, 

Nominations of Douglas Costle and Bar- 
bara Blum : hearing before the Com- 
mittee on Environment and Public 
Works, United States Senate, Ninety- 
fifth Congress, first session ... March 2, 
1977., 78-1109 


Boat-building — Periodicals. 


Boat engineering newsletter., 78-3797 


*Boat-building — Safety measures. 
Safety standards for backyard boat buil- 
ders., 78-14180 


*Boats and boating — Accidents and 
injuries. 
Recreational boat 
research : phase I /, 


safety _ collision 

78-11930 

Recreational _ boat 
research : phase II /, 


safety collision 


78-8044 
*Boats and boating — Environmental 
aspects — Louisiana — Atchafalaya Bay 
region. 
Survey of cross-basin boat _ traffic, 
Atchafalaya Basin, Louisiana /, 78- 
12881 
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*Boats and boating — Florida — Saint 

Andrew Bay. 

Estimated average daily instantaneous 
numbers of recreational and commeri- 
cal fishermen and boaters in the St. 
Andrew Bay system, Florida, and ad- 
jacent coastal waters, 1973 /, 78- 
19849 


Boats and boating — Law and legislation — 
United States. 
Backgrounder on the Federal boat safety 
act of 1971., 78-8022 


Federal boat safety act, Coast Guard 
authorization, fiscal year 1979 
hearings before the Subcommittee on 
Coast Guard and Navigation of the 
Committee on Merchant Marine and 
Fisheries, House of Representatives, 
Ninety-fifth Congress, second session, 
on Federal boat safety, H.R. 10075 
and H.R. 11054 ... February 24, 1978, 
Coast Guard authorization, 1979, 
H.R.11162 ... February 28 and March 
2, 1978., 78-24640 


Boats and boating — Maintenance and 
repair. 
Emergency repairs afloat : the boatman’s 
pocket guide., 78-2175 
Boats and boating — Safety measures. 
Emergency repairs afloat : the boatman’s 
pocket guide., 78-2175 


Level flotation education requirements : 


people and label experiments /, 78- 
16028 


Boats and boating — Safety measures — 
Miscellanea. 
Almost everything you ever wanted to 
know about boating : but were 
ashamed to ask., 78-874 


Boats and boating — Safety measures — 
Study and teaching — United States. 
Educational alternatives for boating 

safety programs /, 78-26644 

Boats and boating — Safety regulations. 

Backgrounder on the Federal boat safety 
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Bridge replacement and rehabilitation act 
of 1977 : hearing before the Subcom- 
mittee on Transportation of the Com- 
mittee on Environment and Public 
Works, United States Senate, Ninety- 
fifth Congress, first session, on S. 394 
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Ninety-fifth Congress, first session... 
November 29, 1977., 78-14331 


British National Oil Corporation. 
Controlling oil : British oil policy and the 
British National Oil Corporation /, 
78-14308 


Broaching machines — Catalogs. 

Boring Machines, broaching machines, 
gear cutting and finishing machines., 
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Broilers (Poultry) — Statistics — Periodicals. 
Commercial broilers., 78-19608 


in polyethylene- 
78-27 


Bromine. 
Bromine., 
11566 


Bromine — Statistics. 
Boron., 78-17809 


78-17810 


Preprint from the 1976 Bureau of Mines 
Minerals Yearbook, 78-17809, 78- 
17810 
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Budget of the District of Columbia fiscal 
year 1979 : message from the Pre- 
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Columbia : communication from the 
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The Federal budget for 1979 : hearings 
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Ninety-fifth Congress, second session., 
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Budget, United States Senate., 78- 
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request and instructions., 78-12055 


March 1Sth report of the Committee on 
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Materials relating to the March 15th re- 
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fice of Management and Budget, Ex- 
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gress, second session, 
1978., 78-19061 
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Report of the Committee on Agriculture, 
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with supplemental views to the Com- 
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ment control act., 78-24562 
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of the United States ..., 78-10071 
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sideration of S. 2481 : report to ac- 
company S. Res. 418., 78-14535 


Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of H.R. 11877 : report to 
accompany S. Res. 450., 78-22631 


Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
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Metroliner wheels: /, 78-7857 

Feasibility of flaw detection in railroad 
wheels using acoustic signatures /, 
78-7850 

Stress measurements in railroad wheels 
via the Barkhausen effect /, 78-9654 

Carabbacan, Maria Miraflor. 

Maria Miraflor Carabbacan : report to 

accompany H.R. 1392., 78-1186 
*Carbon. 

Control of volatile organic emissions 
from existing stationary sources., 78- 
25607 

*Carbon, Activated. 

Carbon-in-pulp silver adsoption from 
cyanide leach slurries of a silver ore /, 
78-15551 

Operational aspects of granular activated 
carbon absorption treatment /, 78- 
23417 

Thermal regeneration of activated car- 
bon /, 78-20742 

*Carbon-black. 

Source assessment : carbon black manu- 

facture /, 78-17117 
Carbon-black — Statistics. 
Carbon black., 78-15570 
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Preprint from the 1976 Bureau of Mines 
Minerals yearbook, 78-15570 


Carbon-black — Statistics — Periodicals. 
Carbon black., 78-3465 


Carbon compounds — Toxicology. 

Exposure tests for organic compounds in 

industrial toxicology /, 78-1963 
*Carbon dioxide. 

Carbon dioxide sources and oilfields in a 
nine-state area of the southwest United 
States /, 78-13005 

Methanation feeds gas carbon dioxide 
level : final report /, 78-23326 


Carbon dioxide — Physiological effect. 
The global carbon dioxide problem /, 
78-17271 


*Carbon dioxide — Tables. 

Tables and charts of equilibrium normal- 
shock and shock-tube properties for 
pure carbon dioxide with velocities 
from 1 to 16 km/sec /, 78-9399 

*Carbon disulphide — Environmental 
aspects — United States. 

Carbon disulfide, carbonyi sulfide 
literature review and environmental as- 
sessment /, 78-25573 

*Carbon disulphide — Toxicology. 

Carbon disulfide, carbonyl sulfide 
literature review and environmental as- 
sessment /, 78-25573 


Carbon monoxide. 

Air pollution and roadway location, 
design, and operation preliminary 
study of distribution of carbon monox- 
ide on and adjacent to freeways /, 
78-844 


Carbon monoxide (CO) contamination in 
aircraft : detection and prevention., 
78-14122 


Characterization of Washington, 
carbon monoxide problem 
10914 


Development of representative driving 
patterns at various average route 
speeds /, 78-15225 


Field study of carbon monoxide and light 
hydrocarbon production related to 
natural biological processes /, 78- 
20397 


Preliminary study of distribution of car- 
bon monoxide on and adjacent to 
freeways., 78-844 

Carbon tetrachloride. 

Carbon tetrachloride contamination of 
public drinking water : hearing before 
the Subcommittee on Oversight and 
Investigations of the Committee on In- 
terstate and Foreign Commerce, House 
of Representatives, Ninety-fifth Con- 
gress, first session, April 13, 1977., 
78-1071 
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Carbon tetrachloride contamination of 
the Ohio River, a case study on 
Federal efforts to ensure the availabili- 
ty of safe drinking water : report /, 
78-1064 

*Carbonated beverages. 

Carbonated soft drink bottles., 78- 

10561 


Carbonyl compounds. 

Carbonyl formation in coal gasification 

plants ... /, 78-6787 
*Carbonyl compounds — Environmental 
aspects — United States. 

Carbon disulfide, carbonyl sulfide 
literature review and environmental as- 
sessment /, 78-25573 

Carcinoembryonic antigens — Abstracts — 

Periodicals. 

Oncofetal proteins., 78-3279 


Carcinogenesis — Abstracts — Periodicals. 
Carcinogenesis abstracts., 78-3275 


Carcinogenicity of nitroso compounds., 
78-3292 


Dietary aspects of carcinogenesis., 78- 
3294 


Etiology of cancer in the general popula- 
tion., 78-3293 


Gastrointestinal 
3300 


Macromolecular alteration and repair in 
carcinogenesis., 78-3302 


Radiation carcinogenesis., 


carcinogenesis., 78- 


78-3296 


The role of synthetic and natural hor- 
mones in carcinogenesis., 78-3295 


Virus studies in humans and other pri- 


78-3282 


*Carcinogenesis — Research. 
In vitro carcinogenesis : guide to the 
literature, recent advances and labora- 
tory procedures /, 78-11209 


mates., 


*Carcinogens. 

Bioassay of a mixture of aspirin, 
phenacetin, and caffeine for possible 
carcinogenicity., 78-21201 

Bioassay of acetohexamide for possible 
carcinogenicity., 78-21197 

Bioassay of acronycine for possible car- 
cinogenicity., 78-17523 

Bioassay of allyl chloride for possible 
carcinogenicity., 78-23771 

Bioassay of anilazine for possible car- 
cinogenicity., 78-23790 

Bioassay of aniline hydrochloride for car- 
cinogenicity., 78-23805 

Bioassay of anthranilic acid for possible 
carcinogenicity., 78-13484 

Bioassay of Arcolor 1254 for possible 
carcinogenicity., 78-11205 

Bioassay of azinphosmethyl for possible 
carcinogenicity., 78-23769 
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Bioassay of beta-2’-deoxy-6- 
thioguanosine monohydrate for possi- 
ble carcinogenicity., 78-13470 

Bioassay of captan for possible car- 
cinogenicity., 78-1932 

Bioassay of chloramben for possible car- 
cinogenicity., 78-425 

Bioassay of chlorobenzilate for possible 
carcinogenicity., 78-23772 

Bioassay of chloropicrin for possible car- 
cinogenicity., 78-15408 

Bioassay of chlorothalonil for possible 
carcinogenicity., 78-23764 

Bioassay of chlorpropamide for possible 
carcinogenicity., 78-4807 

Bioassay of clonitralid for possible car- 
cinogenicity., 78-23782 

Bioassay of cupferron for possible car- 
cinogenicity., 78-23788 

Bioassay of daminozide for possible car- 
cinogenicity., 78-21203 

Bioassay of dapsone for possible car- 
cinogenicity., 78-1934 

Bioassay of diarylanilide yellow for possi- 
ble carcinogenicity., 78-11202 

Bioassay of dibromochloropropane for 
possible carcinogenicity., 78-8967 

Bioassay of dicofol for possible car- 
cinogenicity., 78-23781 

Bioassay of dieldrin for possible car- 
cinogenicity., 78-4806 

Bioassay of dioxathion for possible car- 
cinogenicity., 78-23802 

Bioassay of emetine for possible car- 
cinogenicity., 78-11208 

Bioassay of endosulfan for possible 
cinogenicity., 78-13488 

Bioassay of estradiol mustard for possible 
carcinogenicity., 78-23768 

Bioassay of ethionamide for possible car- 
cinogenicity., 78-23765 

Bioassay of formulated fenaminosulf for 
possible carcinogenicity., 78-23789 

Bioassay of hexachloroethane for possi- 
ble carcinogenicity., 78-15409 

Bioassay of hexachlorophene for possible 
carcinogenicity., 78-11206 

Bioassay of hydrazobenzene for possible 
carcinogenicity., 78-23783 

Bioassay of ICRF-159 for possible car- 
cinogenicity., 78-23773 

Bioassay of iodoform for possible car- 
cinogenicity., 78-23795 

Bioassay of isophosphamide for possible 
carcinogenicity., 78-1935 

Bioassay of L-tryptophan for possible 
carcinogenicity., 78-23770 
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Bioassay of lasiocarpine for possible car- 
cinogenicity., 78-13485 

Bioassay of lindane for possible car- 
cinogenicity., 78-1931 

Bioassay of m-cresidine for possible car- 
cinogenicity., 78-23791 

Bioassay of malathion for possible car- 
cinogenicity., 78-13482 

Bioassay of methoxychlor for possible 
carcinogenicity., 78-11204 

Bioassay of mexacarbate for possible car- 
cinogenicity., 78-23813 


Bioassay of n-phenyl-p-phenylenediamine 
for possible carcinogenicity., 78- 
23776 

Bioassay of nitrogen for possible car- 
cinogenicity., 78-8965 

Bioassay of N,N’-dicyclohexylthiourea 


for possible  carcinogenicity., 78- 
15407 


Bioassay of o-anisidine hydrochloride for 
possible carcinogenicity., 78-23780 


Bioassay of p-anisidine hydrochloride for 
possible carcinogenicity., 78-23801 


Bioassay of p-cresidine for possible car- 
cinogenicity., 78-23809 

Bioassay of pentachloronitrobenzene for 
possible carcinogenicity., 78-13487 


Bioassay of phenazopyridine 
hydrochloride for possible car- 
cinogenicity., 78-23787 

Bioassay of phenesterin for possible car- 
cinogenicity., 78-17524 


Bioassay of phenoxybenzamine 
hydrochloride for possible — car- 
cinogenicity., 78-21202 

Bioassay of photodieldrin for possible 
carcinogenicity., 78-1933 

Bioassay of picloram for possible car- 
cinogenicity., 78-8964 

Bioassay of pyrazinamide for possible 
carcinogenicity., 78-13486 

Bioassay of pyrimethamine for possible 
carcinogenicity., 78-15410 

Bioassay of sulfallate for possible car- 
cinogenicity., 78-23800 

Bioassay of tetrachloroethylene for possi- 
ble carcinogenicity., 78-424, 78- 
11203 

Bioassay of thio-TEPA for possible car- 
cinogenicity., 78-23767 

Bioassay of tolazamide for possible car- 
cinogenicity., 78-21198 

Bioassay of tolbutamide for possible car- 
cinogenicity., 78-426 

Bioassay of trichlorofluoromethane for 
possible carcinogenicity., 78-23792 

Bioassay of trifluralin for possible car- 
cinogenicity., 78-13483 





Bioassay of trimethylphosphate for possi- 
ble carcinogenicity., 78-23775 


Bioassay of triphenyltin hydroxide for 
possible carcinogenicity., 78-23807 
Bioassay of tris (2,3-dibromopropyl) 


phosphate for possible carcinogenici- 
ty., 78-13490 


Bioassay of |-amino-2-methylanthraquin- 
one for possible carcinogenicity., 78- 
23796 


Bioassay of 1|-nitronaphthalene for possi- 
ble carcinogenicity., 78-13489 


Bioassay of |-phenyl-2-thiourea for possi- 

ble carcinogenicity., 78-25889 
Bioassay of 1-phenyl-3-methyl-5- 
pyrazolone for possible carcinogenici- 
ty., 78-23808 


Bioassay of 1h-benzotriazole for possible 
carcinogenicity., 78-23779 

Bioassay of 2-amino-S-nitrothiazole for 
possible carcinogenicity., 78-21200 

Bioassay of 2-aminoanthraquinone for 
possible carcinogenicity., 78-23811 

Bioassay of 2-chloro-p-phenylenediamine 
sulfate for possible carcinogenicity., 
78-23798 


Bioassay of 2-chloro-p-toluidine for 


possible carcinogenicity., 78-23812 


Bioassay of 2-methyl-1-nitroanthraquin- 
one for possible carcinogenicity., 78- 
8968 


Bioassay of 3-amino-4-ethoxyacetanilide 
for possible  carcinogenicity., 78- 
23797 


Bioassay of 3-amino-9-ethylcarbazole 
(hydrochloride) for possible car- 
cinogenicity., 78-23784 
Bioassay of 3-(chloromethyl)pyridine 
hydrochloride for possible — car- 
cinogenicity., 78-23786 


Bioassay of 3-nitropropionic acid for 
possible carcinogenicity., 78-21199 
Bioassay of 3-sulfolene for possible car- 
cinogenicity., 78-21204 

Bioassay of 4-amino-2-nitrophenol for 
possible carcinogenicity., 78-23785 

Bioassay of 4-chloro-m-phen- 
ylenediamine for possible — car- 
cinogenicity., 78-23777 

Bioassay of 4-chloro-o-phenylenediamine 
for possible  carcinogenicity., 78- 
17525 

Bioassay of 4-nitroanthranilic acid for 
possible carcinogenicity., 78-23794 

Bioassay of S-azacytidine for possible 
carcinogenicity., 78-11207 

Bioassay of 5-nitro-o-anisidine for possi- 
ble carcinogenicity., 78-23804 
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Bioassay of 5-nitro-o-toluidine for possi- 
ble carcinogenicity., 78-23793 


Bioassay of 5-nitroacenaphthene for 
possible carcinogenicity., 78-25888 
Bioassay of 1,1-dichloroethane for possi- 

ble carcinogenicity., 78-17526 
Bioassay of 1,2-dibromethane for possi- 
ble carcinogenicity., 78-23778 


Bioassay of 1,2-dichloroethane for possi- 
ble carcinogenicity., 78-23766 

Bioassay of 1,4-dioxane for possible car- 
cinogenicity., 78-23774 

Bioassay of 1,5-napthalenediamine for 
possible carcinogenicity., 78-23810 

Bioassay of 2,4-diaminoanisole sulfate for 
possible carcinogenicity., 78-15411 

Bioassay of 2,4-dinitrotoluene for possi- 
ble carcinogenicity., 78-15406 


Bioassay of 2,5-toluenediamine sulfate 
for possible  carcinogenicity., 78- 
23803 

Bioassay of  3,3’-iminobis-1-propanol 
dimethanesulfonate (ester) 
hydrochloride (IPD) for possible car- 
cinogenicity., 78-8963 

Bioassay of 4,4’-thiodianiline for possible 
carcinogenicity., 78-15405 

Bioassay of 1,1,2-trichloroethane for 
possible carcinogenicity., 78-17527 


Bioassay of 1,1,2,2-tetrachloroethane for 
possible carcinogenicity., 78-8966 
Bioassay of 2,3,5,6-tetrachloro-4- 
nitroanisole for possible carcinogenici- 
ty., 78-23799 

Bioassays of aldrin and dieldrin for possi- 
ble carcinogenicity., 78-4805 


Bioassays of DDT, TDE, and p,p’-DDE 
for possible  carcinogenicity., 78- 
23806 

Bringing the chemical threat under con- 
trol., 78-25612 

Cancer and coal tar hair dyes : an un- 
regulated hazard to consumers : report 
of the Comptroller General of the 
United States., 78-6945 


Cancer-causing chemicals : hearings be- 
fore the Subcommittee on Oversight 
and Investigations of the Committee 
on Interstate and Foreign Commerce, 
House of Representatives, Ninety-fifth 
Congress, second session ..., 78- 
22498 


Carcinogens relating to coal conversion 
processes., 78-17224 


Chloramben., 78-425 


Direct blue 6, direct black 38, and direct 
brown 95 dyes., 78-13491 


Endosulfan., 78-13488 
Hexachloroethane., 78-15409 
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Identification, classification and regula- 
tions of certain toxic substances posing 
a potential occupational carcinogenic 
risk, [29 CFR Part 1990]., 78-5129 


Monitoring of industrial workers exposed 
to carcinogens, 1977 : hearing before 
the Subcommittee on Labor of the 
Committee on Human _ Resources, 
United States Senate, Ninety-fifth Con- 
gress, first session ... May 9, 1977., 
78-19134 

Phenesterin., 78-17524 

Pyrazinamide., 78-13486 

Pyrimethamine., 78-15410 


Regulation of cancer-causing flame-retar- 
dant chemicals and governmental 
coordination of testing of toxic chemi- 
cals : hearings before the Subcommit- 
tee on Oversight and Investigations of 
the Committee on Interstate and 
Foreign Commerce, House of 
Representatives, Ninety-fifth Congress, 
first session ... May 11, 13, and 16, 
1977., 78-2276 


Report on carcinogenesis bioassay of 
isophosphamide., 78-11199 


Technical background information : re- 
port on carcinogenesis bioassay of 
isophosphamide., 78-11199 

Testing chemicals, not people : bringing 
the chemical threat under control : re- 
marks /, 78-25612 

Tris (2,3-dibromopropyl) phosphate., 
78-13490 


13-week subchronic toxicity studies 


direct blue 6, direct black 38, and 
direct brown 95 dyes., 78-13491 


Carcinogens — Abstracts — Periodicals. 


Activation and metabolism of car- 
cinogens., 78-3299 


Carcinogenicity of azo dyes, aryl amines, 
and related compounds., 78-3301 

Carcinogenicity of nitroso compounds., 
78-3292 

Carcinogenicity of polycyclic aromatic 
hydrocarbons and related compounds., 
78-3298 

Dietary aspects of carcinogenesis., 78- 
3294 

The role of synthetic and natural hor- 
mones in carcinogenesis., 78-3295 


Steroid hormones in 
biology., 78-3285 


cancer-related 


Carcinogens — Safety measures. 


Carcinogens - regulation and control : a 
management guide to carcinogens 
regulation and control., 78-4873 


Carcinogens - regulation and control : 
working with carcinogens : a guide to 
good health practices., 78-1966 
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Management guide to carcinogens., 78- 
4873 


Working with carcinogens., 78-1966 


Carcinogens — Safety regulations. 

Delays in setting workplace standards for 
cancer-causing and other dangerous 
substances : Department of Labor, De- 
partment of Health, Education, and 
Welfare : report to the Congress /, 
78-4702 


Carcinogens — Statistics. 


A retrospective survey of cancer in rela- 
tion to occupation /, 78-498 


Cardiac catheterization. 

Many cardiac catheterization laboratories 
underused in Veterans Administration 
hospitals : better planning and control 
needed : report to the Congress /, 78- 
4681 


Sharing cardiac catheterization services : 
a way to improve patient care and 
reduce costs : report to the Congress /, 
78-4717 


*Cardiovascular patient — Rehabilitation — 

Bibliography. 

Exercise therapy and physical fitness in 
the rehabilitation of patients with car- 
diovascular disease January 1975 
through December 1977, 284 citations 
/, 78-17559 


Cardiovascular research — International 
cooperation. 
Report on US-USSR exchange in the car- 
diovascular area : May 1972 - May 
1977., 78-4808 


Cardiovascular research — United States. 
Progress through coordination : the Na- 
tional Heart, Blood Vessel, Lung, and 
Blood Program., 78-25892 


Cardiovascular research — United States — 
Periodicals. 
The National Heart and Lung Institute 
fact book., 78-17537 


The National Heart, Lung and Blood In- 
stitute’s fact book for fiscal year., 78- 
17538 


*Cardiovascular system — Bibliography. 
The heart and circulatory system., 78- 
17371 


Cardiovascular system — Diseases. 
Progress through coordination : the Na- 
tional Heart, Blood Vessel, Lung, and 
Blood Program., 78-25892 


The top ten clinical advances in car- 
diovascular-pulmonary medicine and 
surgery, 1945-1975 /, 78-15421 

*Cardiovascular system — Diseases — 

Congresses. 

Proceedings of the second Workshop on 
Cardiovascular Epidemiology and 


Biostatistics Training Programs., 78- 
21208 
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Cardiovascular system — Diseases — 

Nutritional aspects. 

Diet related to killer diseases : hearings 
before the Select Committee on Nutri- 
tion and Human Needs of the United 
States Senate, Ninety-fifth Congress, 
first session., 78-5632 


Cardiovascular system — Diseases — United 
States — Periodicals. 
Report of the National Heart, Lung, and 
Blood Advisory Council., 78-11217, 
78-11218 


*CARDIS. 

Experimental test concept for a cargo 
data interchange system (CARDIS) /, 
78-22021 

Cards — Specifications. 

Cards /, 78-4300 


Career education — United States — 
Periodicals. 
Profiles of career education projects; 
supported under sections 402 and 406 
of the Education amendments of 1974 
(Public Law 93-380)., 78-23712, 
78-23713 


Career education — United States — States 
— Periodicals. 
Profiles of career education projects; 
supported under sections 402 and 406 
of the Education amendments of 1974 
(Public Law 93-380)., 78-23712, 
78-23713 


*Cargo handling. 
Cargo theft and organized crime : a 
deskbook for management and law en- 
forcement /, 78-17890 


Container transfer report for the Port of 
Houston., 78-19802 


Prediction of extreme ammunition cargo 
forces at sea /, 78-9739 


Recommendations for qualifications of 


liquefied natural gas cargo personnel /, 
78-5417 


*Cargo handling — Data processing. 
Experimental test concept for a cargo 
data interchange system (CARDIS) /, 
78-22021 


*Cargo handling — Equipment — 
Handbooks, manuals, etc. 


Boatswain’s mate 3 & 2., 78-20362 


Cargo handling — Safety regulations — 
United States. 
International safe container act : report 
to accompany S. 1597., 78-8490 


*Cargo preference — United States. 

Cargo preference programs for govern- 
ment-financed ocean shipments could 
be improved : report to the Congress /, 
78-25734 


Costs of cargo preferences : report of the 
Comptroller General of the United 
States., 78-11135 
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Energy transportation security act of 
1977 : hearing before the Committee 
on Commerce, Science, and Transpor- 
tation, United States Senate, Ninety- 
fifth Congres, first session, on S.61 ... 


July 28, October 5, and 7, 1977., 78- 
12061 


Energy transportation security act of 
1977 : hearings before the Subcommit- 
tee on Merchant Marine of the the 
Committee on Merchant Marine and 
Fisheries, House of Representatives, 
Ninety-fifth Congress, first session, 
H.R. 1037., 78-1098 


Energy transportation security act of 
1977 : report together with additional 
views on H.R. 1037 ... /, 78-2310, 
78-5728 

Caribbean area — Foreign relations — 

United States. 

United States policy toward the Carib- 
bean : hearings before the Subcommit- 
tee on Inter-American Affairs of the 
Committee on International Relations, 
House of Respresentatives, Ninety-fifth 
Congress, first session, June 18 and 30, 
1977., 78-5609 

*Caribbean studies. 


Guide to CICAR data /, 78-19876 


Carillons — United States. 

Duty-free entry of carillon bells for 
Smith College, Northampton, Mass. : 
report to accompany H.R. 1404., 78- 
5683 

Carlucci, Frank Charles, 

Nomination of Ambassador Frank C. 
Carlucci : hearings before the Select 
Committee on Intelligence of the 
United States Senate, Ninety-fifth Con- 
gress, second session ... January 27 
and 30, 1978., 78-22516 


Carlucci, Frank Charles, 1930- 

Nomination as Deputy Director of Cen- 
tral Intelligence of Ambassodor Frank 
C. Carlucci : report of the Select Com- 
mittee on Intelligence, United State 
Senate., 78-16086 

Carpenter bees. 

An annotated catalog of the carpenter 
bees (genus Xylocopa Latreille) of the 
Western Hemisphere (Hymenoptera: 
Anthophoridae) /, 78-26532 

Carpenters — Certification. 

The US Army Engineer School Ap- 
prenticeship Program for the trade of 
carpenter., 78-4430 

Carpenters — United States. 
National apprenticeship and _ training 


standards for painting and decorating 
and drywall finishing /, 78-734 





*Carpenters — United States — Diseases and 
hygiene. 

Mortality experience of the AFL-CIO 
United Brotherhood of Carpenters and 
Joiners of America, 1969-1970 and 
1972-1973 /, 78-21304 


*Carpenters — United States — Handbooks, 
manuals, etc. 


Carpenter., 78-20140 


*Carpentry — Vocational guidance. 
Carpenter., 78-20140 


The US Army Engineer School Ap- 
prenticeship Program for the trade of 
carpenter., 78-4430 

Carpets — Certification — United States. 

Carpet certification program procedural 

handbook., 78-11348 
Carr, Velzora Hickey. 

Velzora Carr : report to accompany H.R. 

2563., 78-5686, 78-5927 
Carriers — Alaska — Maps. 

Certificated Alaska air 

6284, 78-6285 


Carriers — Law and legislation — United 
States. 
Common carrier actions, 


routes., 78- 


78-2915 
Public notice - Federal Communications 
Commission., 78-2915 
Carriers — Maps. 
International and overseas air routes of 
United States carriers., 78-6288 


Routes to United States authorized to 
foreign air carriers of countries under 
permit., 78-6287 

*Carriers — Safety regulations. 

Federal motor carrier safety regulations : 

regulations reduction., 78-18624 


Carriers — United States. 


Common carrier services information, 
78-2914 


ICC’s expansion of unregulated motor 
carrier commercial zones has had little 
or no effect on carriers and shippers : 
report to the Congress /, 78-25738 


Improvements needed in 
household goods carriers 
Commerce Commission., 


regulating 
: Interstate 
78-13189 


Issues in regulating interstate motor car- 
riers : study /, 78-25733 


Minority motor carriers can be given 


more opportunity to 
defense trasnportation : 
25804 


Overseas common carrier section 214 


applications accepted for filing, 78- 
2916 


participate in 
report /, 78- 


Public notice - Federal Communications 
Commission., 78-2914, 78-2916 
Carriers — United States — Maps. 
International and overseas air routes of 
United States carriers., 78-6288 
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Route certificated to local service car- 
riers., 78-6289 


Routes certificated to trunklines car- 
riers., 78-6290, 78-6291 


Routes to United States authorized to 


foreign air carriers of countries under 
permit., 78-6287 


United States air transportation system : 
routes certificated to local service car- 
riers, 78-6289 


United States air transportation system : 
routes certificated to trunk carriers., 
78-6291 


United States air transportation system : 
routes certificated to trunkline car- 
riers., 78-6290 


United States certificated cargo carriers : 
domestic, international 
routes., 78-6286 


Carriers — United States — Safety 
regulations. 
Guide for carriers., 


and overseas 


78-8118 


Hazardous materials shipping papers., 
78-18626 


Hazardous materials transportation guide 
for hazardous materials shipping 
papers., 78-7834, 78-8120 


How to use the Department of Transpor- 
tation’s hazardous materials regulations 
: Code of Federal regulations, Title 49, 
Transportation, Parts 100 to 199., 
78-8119 


Motor carrier safety proceedings : rules 
of practice Federal motor carrier 
safety regulations., 78-18625 


Carriers — United States — Statistics — 
Periodicals. 
FCC common 

22996 


carrier statistics, 78- 


Statistics of communications common 

carriers., 78-22996 
Carson River watershed. 

Environmental statement of the proposed 
operating criteria for the Lower 
Truckee-Lower Carson River basins., 
78-2061 

Carters Lake, Ga. 

Carters Lake, Coosawattee River, Geor- 

gia., 78-25210 
*Cartography. 

Mapping land cover from satellite images 
: a basic, low cost approach /, 78- 
18229 

*Cartography — Automation. 

An automated procedure for slope map 
construction final report /, 78- 
15075 

Cartography — Bibliography. 

Surveying and mapping., 78-8898 
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*Cartography — Canada. 

Mapping, charting and geodesy : agree- 
ment between the United States of 
America and Canada, signed at Ottawa 
August 24, 1976., 78-15864 

Cartography — Data processing. 

The statistical mapping and geographic 
base files of the U. S. Bureau of the 
Census /, 78-150 


Cartography — Periodicals. 
Newsletter - National Cartographic Infor- 
mation Center., 78-3415 


*Cartography — Senegal River. 
Senegal River basin survey and mapping 
: agreement between the United States 
of America and the Organization pour 
la Mise en Valeur du Fleuve Senegal, 
signed at Dakar, August 31, 1976., 
78-21948 


*Cartography — United States. 

Mapping, charting and geodesy : agree- 
ment between the United States of 
America and Canada, signed at Ottawa 
August 24, 1976., 78-15864 

Casamento, Anthony. 

Relief of Anthony Casamento : report to 

accompany H.R. 3307., 78-24732 
*Cash flow. 

Cash flow analysis of alternative ap- 
proaches to commercialization of coal 
conversion technologies., 78-2056! 

*Cash flow — Management. 

Cash and investment management of De- 
partment of Defense nonappropriated 
funds need to be improved : report of 
the Comptroller General of the United 
States., 78-15351 

Cassatt, Mary, 

Mary Cassatt : pastels and color prints., 

78-15911 
Cassing, Myrna. 

Natividad Casing and Myrna Casing : re- 
port to accompany H.R. 2369., 78- 
1166 

Cassing, Natividad. 

Natividad Casing and Myrna Casing : re- 
port to accompany H.R. 2369., 78- 
1166 

*Cast-iron. 

Cast-iron cooking ware : report to the 
President on investigaton no. TA-201- 
21 under secton 201 of the Trade act 
of 1974, 78-18500 

Cast-iron — Analysis. 

Effect of carbon content on friction and 

wear of cast irons /, 78-7524 
Cataloging — Periodicals. 
Cataloging service., 78-3587 


Catalogs, Book — Periodicals. 
Monographic series - Library of Con- 
gress., 78-3591 
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Cataloging service., 78-3587 
*Catalogs, Library — United States. 
Library of Congress catalogs, 78-11666, 
78-11667 


Music, books 
recordings., 


on music, and sound 
78-11666, 78-11667 
Catalogs, Subject — Periodicals. 


Library of Congress catalogs, 78-21781 


Subject catalog - Library of Congress., 
78-3589, 78-21781, 78-26309 
Catalogs, Union. 
Library of Congress catalogs, 
78-11667 


Music, books 
recordings., 


78-11666, 


on music, 
78-11666, 
Catalogs, Union — Periodicals. 
National Union Catalog., 78-3588 
Catalogs, Union — United States — 
Periodicals. 
Chinese cooperative catalog., 


and sound 
78-11667 


78-3595 


Library of Congress catalogs, 78-13892, 


78-21782 
National union 
78-21782 
NUC locations, 

*Catalysis. 
Catalytic reduction of nitrogen oxides 
with ammonia utility pilot plant 
operation /, 78-20752 
Refining and upgrading of synfuels from 


coal and oil shales by advanced cata- 
lytic processes., 78-2055] 


catalog., 78-13892, 


78-21782 


*Catalysts. 
Catalyst development for coal liquefac- 


tion /, 78-13115, 78-13116, 78- 
17240 


Catalyst development program for 
hydrodesulfurization and_ liquefaction 
of coal to produce clean boiler fuels., 
78-20555 

Catalysts for 
liquids /, 
20868 


coal-derived 
78-20513, 78- 


upgrading 
78-6758, 


In situ conversion of coal., 78-20489 


Surface structure and mechanisms of 
gasification catalyst deactivation /, 
78-20529, 78-20530 

Transition metal-graphite catalysts for 
production of light hydrocarbons from 
synthesis gas /, 78-20906, 78- 
23338, 78-25476 

Catalysts — Testing. 

Alloy catalysts with monolith supports 
for methanation of coal-derived gases : 
phase | /, 78-8801 

Catalytic cracking. 

Research and development of an ad- 
vanced process for conversion of coal 
to synthetic gasoline and other distil- 
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late motor fuels /, 
20511, 78-20863 


Scientific resources relevant to the cata- 
lytic problems in the conversion of 
coal : final report /, 78-8803 


78-6753, 78- 


Catalytic reforming. 

Refining upgrading of synfuels from coal 
and oil shales by advanced catalytic 
processes /, 78-8813 

*Categories (Mathematics) 

Categorical grants : their role and design 
: the intergovernmental grant system, 
an assessment and proposed policies., 
78-18829 


Caterers and catering — Study and 
teaching. 
Catering services 
teaching module., 


competency based 
78-4789 
*Cathode ray oscilloscope — Testing — 

Programmed instruction. 

TECTRONIX 5458 oscilloscope training 
: final-training program for 24 June 
1974 - 23 September 1975 /, 78- 
10858 

*Cathode ray tubes. 

Tube, 16-inch, high contrast cathode 

ray., 78-22169 
*Cathodes. 

Surface studies of thermionic cathodes 
and the mechanism of operation of an 
impregnated tungsten cathode /, 78- 
18063 

*Cathodic protection. 

Inherent corrosion resistance and 

response to cathodic protection in sea- 


water of recently developed stainless 
steel alloys /, 78-20380 


Solar electricity as a power source for 
cathodic protection /, 78-5287 


Cats — Laws and legislation — United 
States. 
The Animal welfare act : how it protects 
your dog and cat., 78-101 


*Cattle — Diseases — Prevention. 

Prevention of animal diseases : agree- 
ment between the United States of 
America and Guatemala, signed at Gu- 
atemala, March 3, 1977., 78-21961 


*Cattle — Feeding and feeds — Economic 
aspects — United States. 
Cattle and calf losses in feeder cattle 
production /, 78-19522 


Cattle — Feeding and feeds — Statistics — 
Periodicals. 


Cattle on feed., 78-2503 


Cattle — Herd-books. 
Dairy herd improvement 
2460 


letter., 78- 


Cattle — Housing — Waste disposal. 
Beef cattle feedlot runoff and control in 
eastern Nebraska /, 78-267 
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*Cattle — Louisiana — Feeding and feeds. 
Botanical composition of cattle diets on 
a southern pine-bluestem range /, 78- 
14727 


*Cattle — Manure — Handling. 
Alternate methods of manure handling /, 
78-20734 
Cattle — United States. 
Study of fees for grazing livestock on 
Federal lands a report from the 
Secretary of the Interior and the 


Secretary of the Agriculture., 78- 
2060 


Cattle — United States — Diseases. 
Don’t buy brucellosis : ‘*’one test is not 
enough”’., 78-100 
Cattle — United States — Statistics. 
Cattle : final estimates for 1970-75., 
78-8503 


Cattle trade. 
Contract integrated, cooperative cattle 
marketing system /, 78-25 


*Cattle trade — United States. 

Conditions of competition in U.S. mar- 
kets between domestic and foreign live 
cattle and cattle meat fit for human 
consumption : report on investigation 
no. 332-85 under section 332 of the 
Tariff Act of 1930., 78-9547 


Contract integrated, cooperative cattle 
marketing system : supplement to mar- 
keting research report 1078 /, 78-26 

Cattle trade — United States — Statistics — 

Periodicals. 

Cattle., 78-10477, 
19623 


Cattle on feed., 


78-10478, 78- 


78-2503 


*Cauliflower. 
Growing cauliflower and broccoli /, 78- 
16481 


Caves — Gulf States. 
Engineering feasibility study of un- 
derground storage in existing leached 
caverns in salt formations., 78-1625 


Final report, project Il engineering 
feasibility study of underground 
storage in existing leached carverns in 
salt formations., 78-1625 


Final report, project I : investigation of 
new leached caverns in salt domes., 
78-1626 


Investigation of new leached caverns in 

salt domes., 78-1626 
*Cavitation. 

The results of the initial feasibility pro- 
gram on cavitation descaling 
techniques for pipes and tubes used in 
geothermal energy plants /, 78-23354 


Sluice pressures, gate vibrations and 
stilling basin wall pressures, Libby 
Dam, Kootenai River, Montana : final 
report /, 78-20248 





Cawley, Allan Joseph. 
Dr. Allan Joseph Cawley : report to ac- 
company S. 2687., 78-24827 
Cayer, Marc. 
Gary Daves and Marc Cayer : report to 
accompany H.R. 4533., 78-10109 
Celery — Statistics — Periodicals. 
Celery., 78-2494 
Cell membranes — Abstracts — Periodicals. 
Structural and functional aspects of cell 
membranes., 78-3284 
*Cell research. 
Annual report on research project /, 
78-11008 
Cells. 
Inside the cell : the new frontier of medi- 
cal science /, 78-25897 
Cells — Abstracts — Periodicals. 
Regulation of cell kinetics in vitro and in 
vivo., 78-3287 
Cellulose. 
Cellulosic 
{errata]., 


fiber _ insulating 
78-25026 
Cellulose — Microbiology. 
Degradation of cellulosic biomass and its 
subsequent utilization for the produc- 
tion of chemical feedstocks /, 78- 
6644 
Cement. 
Observations of portland cement 


concrete and porous friction course 
pavement construction /, 78-25237 


board 


*Cement — Bibliography. 

Selected bibliography on fiber-reinforced 
cement and concrete : final report : 
supplement no. 1., 78-20241 

Cement — Statistics. 

Cement., 78-11475 


Preprint from the 1975 Bureau of Mines 
Minerals Yearbook, 78-11475 
*Cement industries — China. 
China’s cement industry 
paper., 78-14003 
Cement industries — United States. 
Cement., 78-11467 


Cement industries — United States — 
Periodicals. 
Cement., 


a research 


78-3428 
*Cement plants — Egypt — Design and 
construction. 

Cement plant construction : agreement 
between the United States of America 
and Egypt, signed at Cairo, July 31, 
1976., 78-21934, 78-26463 


*Cement plants — United States — Design 
and construction. 
Cement plant construction 
between the United States of America 
and Egypt, signed at Cairo, July 31, 


: agreement 


1976., 78-21934, 78-26463 
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Cemeteries — New York (State) 

Hearings on the establishment of a na- 
tional cemetery at Calverton, New 
York : hearings before the Subcommit- 
tee on Cemeteries and Burial Benefits 
of the Committee on Veterans’ Affairs, 
House of Representatives, Ninety-fifth 
Congress, first session, July 15 and 16, 
1977., 78-5659 

*Census — Maps. 

Mapping for censuses and surveys., 78- 

14852 
Census districts — United States. 

Factfinder for the nation 

tools., 78-25016 


Geographic tools., 


: geographic 


78-25016 


Center for Fire Research — Appropriations 
and expenditures. 
Authorizing appropriations for the 
Federal fire prevention and control act 
of 1974 : report to accompany H.R. 
11291., 78-14486 
Center for the Book. 
An act to provide for the establishment 
of a Center for the Book in the Libra- 


ry of Congress, and for other pur- 
poses., 78-5867 


Providing for the establishment of a 
Center for the Book in the Library of 


Congress : report to accompany H.R. 
6214., 78-1205 


Providing for the establisment of a 
Center for Books in the Library of 
Congress report to accompany S. 
1331., 78-1288 

Center of Military History — Bibliography. 

Publications of the U.S. Army Center of 

Military History., 78-25306 


*Centers for the performing arts — United 
States. 
American culture : centers for perform- 
ing arts., 78-16816 


Centers for performing arts., 78-16816 


Central African Republic. 
Background notes., 78-21902 


Central African Empire, 78-21902 


Central American agouti. 

The natural history of the Central Amer- 
ican agouti (Dasyprocta punctata) /, 
78-11821 

Central business districts — United States. 

People movement for 

provement., 78-9749 


Revitalization of business districts : hear- 
ing before the Subcommittee on 
Capital, Investment, and Business Op- 
portunities of the Committee on Small 
Business, House of Representatives, 
Ninety-fifth Congress, first session ... 
October 18, 1977., 78-16292 


downtown im- 
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*Central places — United States. 

National crime survey central cities 
sample : 1974 survey documentation., 
78-19939 

Central Railroad of New Jersey. 

The financial condition of the Central 
Railroad Company of New Jersey., 
78-14059 

Central Regional Laboratory, Chicago, Ill. 

Central Regional Laboratory., 78- 

12815 
Central Treaty Organization. 

Compendium of international air stan- 
dardization agreements ASCC, 
CENTO, NATO., 78-6518 

Central Valley Project. San Luis Unit. 

Special Task Force report on San Luis 
Unit, Central Valley Project, Califor- 
nia., 78-17797 

*Centrifuges. 

Centrifugals, separators and filters., 78- 
16939 

Centrifuge 
risks : 


enrichment benefits 
report /, 78-13228 
Centrifuge model testing of soils : a 


literature review : final report /, 78- 
15079 


and 


Centrifuges for coal conversion and re- 
lated processes : phase 1, feasibility 
study /, 78-10883 

*Centrifuges — Safety measures. 

Centrifuge biohazards : proceedings of a 
cancer research safety symposium., 
78-21205 

Cephalopoda — Catalogs and collections. 

A catalog of the type-specimens of 
recent Cephalopoda in the National 
Museum of Natural History /, 78- 
26537 

Ceramic coating. 

Emittance and absorptance of NASA 
ceramic thermal barrier coating system 
/, 78-26400 

*Ceramic materials. 

Ceramic regenerator systems 

ment program., 78-23287 


develop- 


*Ceramic metals. 

Oxidation behavior of nickel-chromium- 
aluminum-yttrium - magnesium oxide 
and _ nickel-chromium-aluminum-yttri- 
um - zirconate type of cermets /, 78- 
11771 

*Ceramics. 

Applications of phase diagrams in metal- 
lurgy and ceramics : proceedings of a 
workshop held at the National Bureau 
of Standards, Gaithersburg, Maryland, 
January 10-12, 1977 /, 78-14873 

Evaluation of ceramic filters for high- 
temperature/high pressure fine particu- 
late control /, 78-12906 
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Assessment of strength-probability-time 
relationships in ceramics /, 78-20229 


Ceramics — Research — Periodicals. 
Materials Science annual progress report, 
78-2095 1 


Metals and Ceramics Division Materials 
Science annual progress report., 78- 
20951 


Cercopithecus mitis — Behavior. 

Socioecology of the blue monkeys 
(Cercopithecus mitis stuhlmanni) of 
the Kibale Forest, Uganda /, 78- 
15901 

*Cereal rusts. 

Estimated losses caused by rust in small 
grain cereals in the United States, 
1918-76 /, 78-14556 

*Cerebral hemispheres. 

Brain electrophysiological concomitants 
of hemispheric laterality _—_ while 
processing altimeter display informa- 
tion /, 78-20426 

Cerebral palsy. 
Interviewing guides for specific disabili- 


ties : neuromuscular cerebral palsy., 
78-9227 


Neuromuscular cerebral palsy., 78-9227 


Cerebrovascular disease. 


Fundamentals of stroke care /, 78- 
17609 


Guide-lines for stroke care /, 78-471 


Cerebrovascular disease — Research — 
United States — Periodicals. 
The NINCDS stroke research program., 
78-7081 


Certificates of deposit — United States — 

Statistics — Periodicals. 

Maturity distribution of outstanding 
negotiable time certificates of deposit., 
78-3201 

*Certiorari — United States. 

Supreme Court jurisdiction act of 1978 : 
hearings before the Subcommittee on 
Improvements in Judicial Machinery of 
the Committee on the Judiciary, 
United States Senate, Ninety-fifth Con- 
gress, second session, on S. 3100 ... 
June 20, 1978 ..., 78-22530 


The Supreme Court jurisdiction act of 
1978 : report to accompany S. 3100., 
78-24847 

Cesium. 


Cesium and rubidium., 78-11576 


*Cesium, Effect of radiation on. 
Determination of environmental levels of 
Pu-239, 240, Am-241, Cs-137 and Sr- 
90 in large volume sea water samples 
/, 78-13142 
Ceylon — Imprints. 
Accessions list., 
78-24195 


78-11659, 78-11660, 
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Library of Congress accessions list., 78- 
11659, 78-11660, 78-24195 
Chad. 
Background notes., 
Chad, 78-21903 
Chain drive — Design and construction. 
Construction and operation of cable- 
chain drag for nest searches /, 78- 
7344 
*Chain saws. 
Development of large ice saws /, 78- 
20273 
Chairs. 
G-seat system step input and sinusoidal 
response characteristics /, 78-26327 


78-21903 


*Chairs — Safety measures. 
High chairs., 78-11992 
Chalcopyrite. 
Nitrogen 
technique., 


roast-hydrometallurgical 
78-26170 
Processing chalcopyrite concentrates by 
a nitrogen roast-hydrometallurgical 
technique /, 78-26170 


Study of II-IV-V,chalcopyrite semicon- 
ductors for solar applications., 78- 
16987 

Chalk. 

Current oil and gas production from 
North American upper Cretaceous 
chalks /, 78-7264 

Chamberlain, Charles J , 

Nomination : hearing before the Com- 
mittee on Human Resources, United 
States Senate, Ninety-fifth Congress, 
first session, on Charles J. Chamber- 
lain, of Illinois, to be a member of the 
Railroad Retirement Board, October 6, 
1977., 78-12112 

Champlain, Lake. 

The trophic status and phosphorus 
loadings of Lake Champlain /, 78- 
1569 

CHAMPUS. 

Amending title 10 of the United States 
Code, to establish a ceiling for pay- 
ments to physicians under CHAMPUS 
: report to accompany H.R. 8647., 
78-5838 

CHAMPUS basic program., 78-8665 


CHAMPUS, civilian health and medical 
program of the uniformed services., 
78-12566 

CHAMPUS contractors CHAMPUS, 
civilian health and medical program of 
the uniformed services., 78-6369 

CHAMPUS program for the handicapped 
: CHAMPUS, civilian health and medi- 
cal program of the uniformed services., 
78-8664 

Full committee consideration of H.R. 
8647 ... H.R. 9713 ... reprogramming 
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request no. FY 78-1 P/A, standard in- 
ertial navigation system /, 78-9901 


Hearings and markup on H.R. 716, H.R. 
4795, and H.R. 7890 ... and markup 
on H.R. 8647 ... before the Military 
Personnel Subcommittee of the Com- 
mittee on Armed Services, House of 
Representatives, Ninety-fifth Congress, 
first session, October 19, 1977., 78- 
9898 


Maternity care under CHAMPUS, 
civilian health and medical program of 
the uniformed services., 78-12566 


Nursing care under the CHAMPUS basic 
program : CHAMPUS, civilian health 
and medical program of the uniformed 
services., 78-8665 

Testimony relating to H.R. 8647, to 
establish a ceiling for payments to 
physicians under campus [i.e. CHAM- 
PUS], before the Military Personnel 
Subcommittee of the Committee on 
Armed Services, House of Representa- 
tives, Ninety-fifth Congress, first ses- 
sion, May 17, June 26, and October 
13, 1977., 78-8239 

Chan, Lawrence C B 

Doctor Lawrence C. B. Chan : 
accompany H.R. 1934., 
78-5974 

Chan, Tin Foo. 

Tin Foo Chan (also known as Michael 
Chan) : report to accompany S. 511., 
78-14518 

Chandher, Kirthi. 

Kirthi Chandher : report to accompany 

S. 3001., 78-24921 
Chandrakala, Anupama Alis. 

Anupama Alis Chandrakala : report to 

accompany S. 2326., 78-24856 
*Channel Islands, Calif. 

Proposed Channel Islands National Park, 

Calif. /, 78-19284 
*Channel Islands National Monument, 

Calif. 

Channel Islands [National 
Calif.]., 78-13786 

Channels (Hydraulic engineering) 

A case history of Port Mansfield Chan- 

nel, Texas /, 78-4460 


78-10417 


report to 
78-5713, 


Monument, 


Chute spillways., 


Design charts : vegetated channel trape- 
zoidal cross section., 78-14767 


78-10428 
78-10417 


Grays Harbor Estuary, Washington : re- 
port 6, 45-ft MSL (40-ft MLLW) 
navigation channel improvement stu- 
dies, hydraulic model investigation /, 
78-20243 


Design of open channels., 


Engineering handbook., 





Hydraulic geometry of river cross-sec- 
tions : theory of minimum variance /, 
78-11450 


Hydraulics and dynamics of New Corpus 
Christi Pass, Texas : a case history, 
1972-73 /, 78-25264 


Ice arching and the drift of pack ice 
through restricted channels /, 78- 
10762 


Improvements for Little River Inlet, 
South Carolina : hydraulic model in- 
vestigation : final report /, 78-20233 


Performance characteristics of a grassed- 
waterway transition /, 78-4025 


Physical hydraulic models assessment of 
predictive capabilities report 2, 
movable-bed of Galveston Harbor en- 
trance /, 78-25241 


Channels (Hydraulic engineering) — 
environmental aspects — Alabama — 
Mobile Bay. 

Theodore ship channel and barge chan- 
nel extension, Mobile Bay, Alabama., 
78-25296 


*Channels (Hydraulic engineering) — 
Environmental aspects — Columbia River. 
Vancouver to the Dalles channel main- 

tenance : Columbia River, Oregon and 
Washington., 78-23165 


Channels (Hydraulic engineering) — 


Environmental aspects — Washington 
(State) — Grays Harbor. 
Grays Harbor and Chehalis River naviga- 


tion project, operation and main- 
tenance, South Reach (Sand Island) 
realinement., 78-25286 


Supplemental environmental information 
report : Grays Harbor and Chehalis 
River navigation project, operation and 
maintenance South Reach (Sand 
Island) realinement., 78-25286 

Chaparral. 

Applying herbicides to desiccate man- 
zanita brushfields before burning /, 
78-6155 


Chemical properties of chaparral fuels 
change during preheating before flam- 
ing /, 78-10385 
Chaplains — Periodicals. 


Navy chaplains bulletin., 78-3065 


Chaplains, Hospital, Training of — District 
of Columbia. 
Clinical-pastoral 

clergy : 
78-7134 

*Chaplains, Military — United States. 

The best and worst of times: the United 
States Army Chaplaincy, 1920-1945 /, 
78-12650 

*Char. 

Analysis of combined potassium topping, 
steam bottom cycles using fluidized- 


training for Catholic 
Saint Elizabeths Hospital., 
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bed combustion of consol char /, 78- 
20875 


Combustion of char from pyrolized wood 
waste /, 78-15305 


Effects of heat treatment conditions on 
reactivity of chairs in air /, 78-11043 


Gasification of dilute phase hydrogasifi- 
cation char : final report /, 78-23285 


The utilization of coal conversion 
process by-products /, 78-20507 


Variation in char density on laboratory 
fuels /, 78-8538 


*Charcoal — Biodegradation. 
Effects of weathering on impregnated 
charcoal performance /, 78-18943 


*Charge coupled devices. 
An evaluation of 


charged-coupled 
devices technology /, 


78-16015 


Charitable uses, trusts, and foundations — 

Taxation — United States. 

Permissible holdings of certain private 
foundations in certain public utilities : 
report together with dissenting views 
to accompany H.R. 4030., 78-26894 


Valuation of donated property., 78- 
2165 


*Charitable uses, trusts, and foundations — 

United States. 

Charity disclosure legislation : hearings 
before the Subcommittee on Postal 
Personnel and Modernization of the 
Committee on Post Office and Civil 
Service, House of Representatives, 
Ninety-fifth Congress, first session, on 
H.R. 41 ... March 24, 29, and 30, 
1977., 78-12159 


Description of S. 1514, a bill relating to 
private foundation leasing of business 
assets listed for a hearing by the Sub- 
committee on Taxation and Debt 
Management of the Committee on 
Finance on July 25, 1977 /, 78-22461 


False identification : hearings before the 
Committee on the Judiciary, United 
States Senate, Ninety-fifth Congress, 
first session, on S. 1096 ..., 78-1090 


Private foundation leasing of business as- 
sests : hearings before the Subcommit- 
tee on Taxation and Debt Management 
Generally of the Committee on 
Finance, United States Senate, Ninety- 
fifth Congress, first session, on S. 1514 
... July 25, 1977., 78-1030 


Charitable uses, trusts, and foundations — 

United States — Directories. 

Cumulative list of organizations 
described in section 170 (c) of the In- 
ternal Revenue Code of 1954., 78- 
3701, 78-24328 


Foundations that provide 
human services : 
17604 


support for 
a selected list., 78- 
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*Charity laws and legislation — United 

States. 

Charity disclosure legislation : hearings 
before the Subcommittee on Postal 
Personnel and Modernization of the 
Committee on Post Office and Civil 
Service, House of Representatives, 
Ninety-fifth Congress, first session, on 
H.R. 41 March 24, 29, and 30, 
1977., 78-12159 


*Charleston, S.C. — Earthquake, 1886. 

Studies related to the Charleston, South 
Carolina, earthquake of 1886 : a 
preliminary report /, 78-11449 

Chase, Harold William, 

Nomination of William J. Perry, Harold 
W. Chase, and George A. Peapples : 
hearing before the Committee on 
Armed Services, United States Senate, 
Ninety-fifth Congress, first session ... 
November 1, 1977., 78-22400 


*Chattahoochee River National Recreation 
Area, Ga. 
Chattahoochee River National 
tion Area : report to accompany H.R. 
8336., 78-16458 


Chattahoochee River National Recrea- 
tion Area, Ga. : [an act to authorize 
the establishment of the Chat- 
tahoochee River National Recreation 
Area in the State of Georgia, and for 
other purposes]., 78-27024 


Enhancing the outdoor recreation oppor- 
tunities for the people of the United 
States by expanding the National Park 
System, by providing access to and 
within areas of the National Park 
System, and for other purposes : report 
together with dissenting and separate 
views to accompany H.R. 8336., 78- 
2313 


San Antonio Missions National Historical 
Park, Texas, Absaroka-Beartooth Wil- 
derness, Montana, and Chat- 
tachoochee River National Recreation 
Area, Georgia hearing before the 
Subcommittee on Parks and Recrea- 
tion of the Committee on Energy and 
Natural Resources, United States 
Senate, Ninety-fifth Congress, first ses- 
sion, on S. 1156 ... S. 1671 ... S. 1791 
... September 23, 1977., 78-9933 


Check collection systems — United States. 
Collection of checks and other items and 
transfer of funds amendments to 
Regulation J : effective September 1, 
1977., 78-6890 
Checks. 
Replacing lost or stolen governments 
checks : expedited service versus costs 
and risks : Department of the Treasury 


Recrea- 
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: report of the Comptroller General of 
the United States., 78-1780 


*Checks — United States. 

To authorize the issuance of substitute 
treasury checks without undertakings 
of indemnity, except as the Secretary 
of the Treasury may require : hearing 
before the Subcommittee on Domestic 
Monetary Policy of the Committee on 
Banking, Finance, and Urban Affairs, 
House of Representatives, Ninety-fifth 
Congress, second session, on H.R. 
9748 ... June 6, 1978., 78-22401 

Cheese. 

Cheese in family meals : a guide for con- 

sumers /, 78-1328 
*Cheese — United States — Storage. 

A study to determine the feasibility of 
purchasing barrel cheese under the 
dairy support program : report /, 78- 
16729 

*Cheese — Varieties. 

Cheese varieties and descriptions., 78- 

10311 
*Chemical — Pollution — Standards — 

United States. 

Development document for inorganic 
chemicals manufacturing point source 
category., 78-12857 

Inorganic chemicals manufacturing point 
source catergory., 78-12857 


Supplement for pretreatment to the 
development document for the inor- 
ganic chemicals manufacturing point 
source category., 78-12857 

*Chemical apparatus — Catalogs. 

Chemical analysis and laboratory instru- 

ments., 78-20115 
*Chemical elements. 
Identification of components of energy- 


related wastes and effluents /, 78- 
17175 


*Chemical engineering. 

Elimination of washer slimes from the 
production of phosphate chemicals /, 
78-12896 

*Chemical equilibrium. 

Equilibrium chemical reaction of super- 
sonic hydrogen-air jets : Alma com- 
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*City attorneys — United States — States. 
State and local prosecution and civil at- 
torney systems., 78-21670 


City children — Congresses. 
Children, nature, and the urban environ- 
ment : proceedings of a symposium- 
fair., 78-10404 


*City managers — Vocational guidance. 
Lawyers, city managers, and 
science occupations., 78-15709 
*City of Rocks National Monuments, Idaho. 
Prosposed City of Rocks National Monu- 
ment, Idaho /, 78-19278 


social 


City planning. 

Capacity-building : index to methods and 
documents : improved decision-making 
and problem-solving in local govern- 
ment /, 78-7163 


Capacity-building : strategies for manage- 


ment change : 
ing 
government /, 


improved decision-mak- 
and problem-solving in _ local 
78-7161 
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Capacity-building : strategies for provid- 
ing assistance improved decision- 
making and problem-solving in local 
government /, 78-7162 


Downtowns - reinvestment by design : 
selected grants : Architecture Environ- 
mental Arts Program, FY 1966-1977., 
78-7527 

HUD international 
ment., 78-13580 

Improved decision-making and problem- 
solving in local government., 78- 
7161, 78-7162, 78-7163 

The interrelationships of transportation 


development and land development /, 
78-9605 


City planning — Abstracts — Periodicals. 
Urban technology., 78-2704 


Weekly government abstracts., 
City planning — Bibliography. 

A special bibliography to assist in city 
planning, educational and social ser- 
vices and other areas of concern in 
city government /, 78-1449 

City planning — Bibliography — Periodicals. 

Foreign publications accessions list., 

78-3383 


: new town supple- 


78-2704 


Housing and planning references., 
3382 
*City planning — Indiana — Fort Wayne. 
Maumee River Basin level B study 
prehensive water and 
resources planning 
reference-urban sectors., 


78- 


: com- 
related land 
baseline 
78-24459 
*City planning — Ohio — Lima. 
Maumee River Basin level B study 
prehensive water and 
resources planning 
reference-urban sectors., 


: com- 
related land 

baseline 
78-24459 
*City planning — Ohio — Toledo. 

Maumee River Basin level B study : com- 
prehensive water and related land 
resources planning baseline 
reference-urban sectors., 78-24459 

City planning — Periodicals. 

HUD international information series., 

78-17706 


City planning — United States. 
Ecological engineering of the city : 
urban ecosystem., 78-650 


the 


Liveable cities : how small grants pro- 
grams can make a difference : hearings 
before the Subcommittee on the City 
of the Committee on _ Banking, 
Finance, and Urban Affairs, House of 
Representatives, Ninety-fifth Congress, 
first session, August 3 and 4, 1977., 
78-2247 


Local capital improvements and develop- 
ment management : literature synthes- 
is., 78-17680 
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ing before the Subcommittee on 
Capital, Investment, and Business Op- 
portunities of the Committee on Small 
Business, House of Representatives, 
Ninety-fifth Congress, first session ... 
October 18, 1977., 78-16292 


Urban policy : message from the Pre- 
sident of the United States ..., 78- 
26885 


Urban riot reinsurance : hearing before 
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Community Development of the Com- 
mittee on Banking, Finance, and 
Urban Affairs, House of Representa- 


| tives, Ninety-fifth Congress, first ses- 


sion, November 2, 1977., 78-12047 


City planning — United States — Abstracts 


— Periodicals. 
Urban & regional technology & develop- 
ment., 78-2705 


Weekly government abstracts., 78-2705 
City planning — United States — Citizen 
participation. 
Proposed departmental consumer 
representation plan., 78-25916 
City planning — Washington, D.C. 
The Pennsylvania Avenue plan, 1974 /, 
78-18972 


City planning — Washington, D.C. — 
Periodicals. 
Quarterly review of 
proceedings., 78-3621 
*City planning and redevelopment law — 
United States. 
Compilation of the Housing and commu- 
nity development act of 1977 /, 78- 
14292 


commission 


Directory of program characteristics of 
community development block grant 
(CDBG) property rehabilitation 
financing activities., 78-1992 

Housing and community development act 
of 1977., 78-14292 


Neighborhood Reinvestment Corporation 
hearing before the Committee on 
Banking, Housing, and Urban Affairs, 
United States Senate, Ninety-fifth Con- 
gress, first session, on S. 1724 ... July 
25, 1977., 78-981 


Neighborhood Reinvestment Corporation 
act : report to accompany S. 1724., 
78-5933 

Civil defense. 

Civil defense 
local 
nuclear 


- are Federal, State, and 
governments’ prepared for 
attack? Department of 
Defense, General Services Administra- 
tion, Department of Housing and 
Urban Development report to the 
Congress /, 78-4757 


Nuclear civil protection and crisis reloca- 








tion planning., 78-20136 
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Radiological defense manual., 78-4327 


Civil defense — Safety measures — Study 
and teaching. 
Radiological defense instructor workshop 
: student manual., 78-4325 


Civil defense — Study and teaching. 

Catalog of resident and field training ac- 
tivities : Staff College, Battle Creek, 
Michigan., 78-6436 

Defense Civil Preparedness Agency an- 
nouncement of FY78 course in fallout 
shelter analysis., 78-6437 


*Civil defense — United States. 

Continuity of the Federal government in 
a critical national emergency : a 
neglected necessity report to the 
Congress /, 78-21049 


Civil defense — United States — Periodicals. 
Foresight., 78-3014 


Civil defense — Warning systems. 
Sinai Support Mission third report 
message from the President of the 
United States ..., 78-5673 


Civil engineering — Abstracts — Periodicals. 
Civil engineering., 78-2713 


Weekly government abstracts., 78-2713 


*Civil engineering — Computer programs — 
Directories. 
Civil and structural engineering, 1970- 
January 1978., 78-19830 


A directory of computer software appli- 
cations : civil & structural engineering, 
1970-January 1978., 78-19830 

Civil engineering — Periodicals. 

Air Force engineering & services quar- 
terly., 78-3091 

Engineering and services quarterly, 78- 
3091 


Navy civil engineer., 78-3071 


Civil engineering — United States. 
Annual report of the Chief of Engineers 
on civil works activities., 78-4445, 
78-12717 


Civil engineering., 78-12766 


Design manual : civil engineering., 78- 
12766 


*Civil law — United States. 

Weather records in private litigation., 

78-19879 
*Civil procedure — California — San Diego. 

Multiple lists for juror selection : a case 
study for San Diego Superior Court /, 
78-17896 

Civil procedure — United States. 

The Court-annexed arbitration act of 
1978 : hearing before the Subcommit- 
tec on Improvements in Judicial 
Machinery of the Committee on the 
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Judiciary, United States Senate, 
Ninety-fifth Congress, second session, 
on S. 2253 ... April 1978., 78-26835 


Court-annexed arbitration act of 1978 : 
report to accompany S. 2253., 78- 
27084 

Preliminary draft of proposed amend- 
ments to the Federal rules of civil 
procedure., 78-15676 


Rules of civil procedure for the United 
States District Courts, with forms., 
78-14370 

Civil reserve air fleet. 

Air Force contingency plans should in- 
clude facilities of civil reserve air fleet 
: report to the Senate Committee on 
Appropriations /, 78-1821 

*Civil rights. 

Country reports on human rights prac- 

tices : report /, 78-16255 


Four treaties pertaining to human rights : 
message from the President of the 
United States ..., 78-18821 


Human rights and U.S. policy : Argen- 
tina, Haiti, Indonesia, Iran, Peru, and 
the Philippines : reports /, 78-8322 


Human rights and United States foreign 
policy : a review of the Administra- 
tion’s record : hearing before the Sub- 
committee on International Organiza- 
tions of the Committee on Interna- 
tional Relations, House of Representa- 
tives, Ninety-fifth Congress, first ses- 
sion, October 25, 1977., 78-16256 


Nuclear order and human values, Lon- 
don, 1977 : report on the eleventh 
meeting of members of Congress and 
of the European Parliament, July 11- 
13, 1977, pursuant to H. Res. 313 ..., 
78-5617 


Renewed concern for democracy and 
human rights special Bicentennial 
program, Washington, 1976 : report on 
the tenth meeting of Members of Con- 
gress and of the European Parliament, 
September 1976 /, 78-8313 


A training guide for conducting civil 
rights compliance reviews and_ in- 
vestigations under Title VI Civil 
Rights Act of 1964 and Title IX Edu- 
cation Amendments of 1972 /, 78- 
16077 


*Civil rights — Addresses, essays, lectures. 
Arms, economic prosperity, and human 
rights /, 78-18385 
The diplomacy of human rights : the first 
year /, 78-15850 


Human rights policy 
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speech /, 78- 


Humane purposes in foreign policy /, 
78-18386 
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Toward a peaceful coexistence between 
human rights and foreign policy, 
cooperating with international or- 
ganizations : speech /, 78-15854 

Civil rights — Cambodia. 

Expressing the House of Representatives’ 
deep concern over the disregard of 
basic human rights in Cambodia : re- 
port to accompany H. Res. 724., 78- 
1226 


Human rights in Cambodia : hearing be- 
fore the Subcommittee on Interna- 
tional Organizations of the Committee 
on International Relations, House of 
Representatives, Ninety-fifth Congress, 
first session, July 26, 1977., 78-5612 

*Civil rights — Indonesia. 

Human rights in Indonesia : a review of 
the situation with respect to the long- 
term political detainees : hearing be- 
fore the Subcommittee on _ Interna- 
tional Organizations of the Committee 
on International Relations, House of 
Representatives, Ninety-fifth Congress, 
first session, October 18, 1977., 78- 
12139 


Civil rights — Indonesia — Timor Timur. 

Human rights in East Timor : hearings 
before the Subcommittee on Interna- 
tional Organizations of the Committee 
on International Relations, House of 
Representatives, Ninety-fifth Congress, 
first session, June 28 and July 19, 
1977., 78-1075 


Civil rights — Iran. 

Human rights in Iran : hearing before the 
Subcommittee on International Or- 
ganizations of the Committee on Inter- 
national Relations, House of Represen- 
tatives, Ninety-fifth Congress, first ses- 
sion, October 26, 1977., 78-5611 


*Civil rights — Massachusetts — Boston. 
Hearing before the United States Com- 
mission on Civil Rights : hearing held 
in Boston, Massachusetts, June 16-20, 
1975., 78-16887 


*Civil rights — Oregon. 

Civil and human rights in Oregon State 
prisons : a report of the Oregon Ad- 
visory Committee to the United States 
Commission on Civil Rights., 78- 
19995 


Civil rights — Romania. 

Most-favored-nation treatment with 
respect to the products of the Socialist 
Republic of Romania : hearing before 
the Subcommittee on Trade of the 
Committee on Ways and Means, 
House of Representatives, Ninety-fifth 
Congress, first session July 18, 
1977., 78-5665 


*Civil rights — South Africa. 
Resolutions to investigate Steve Biko’s 
death and to condemn the Govern- 





ment of South Africa for massive 
violations of the civil liberties of the 
people of South Africa : hearing be- 
fore the Subcommittee on Africa of 
the Committee on International Rela- 
tions, House of Representatives, 
Ninety-fifth Congress, first session, on 
H. Res. 809 and H. Con. Res. 398, Oc- 
tober 26, 1977., 78-22505 
Civil rights — Taiwan. 

Human rights in Taiwan : hearing before 
the Subcommittee on International Or- 
ganizations of the Committee on Inter- 
national Relations, House of Represen- 
tatives, Ninety-fifth Congress, first ses- 
sion, June 14, 1977., 78-5613 

Civil rights — Thailand. 

Human rights in Thailand : hearings be- 
fore the Subcommittee on Interna- 
tional Organizations of the Committee 
on International Relations, House of 
Representatives, Ninety-fifth Congress, 
first session, June 23 and 30, 1977., 
78-1076 


Civil rights — Uganda. 
Recent deaths in Uganda report 


together with additional views to ac- 
company S. Res. 175., 78-5902 


United States-Uganda relations : hearings 
before the Subcommittees on Africa, 
International Organizations, and Inter- 
national Economic Policy and Trade of 
the Committee on International Rela- 
tions, House of Representatives, 
Ninety-fifth Congress, second session 
ey 78-26825 


Civil rights — United States. 

Civil rights acts of 1957, 1960, 1964, 
1968 (as amended through the 93d 
Congress, first session), Voting rights 
act of 1965 /, 78-14371 


Federal civil rights enforcement ef- 
fort—1977., 78-19994 


Federal Highway Administration nation- 


wide roster of civil rights personnel., 
78-9604 


Hearing before the United States Com- 
mission on Civil Rights : hearing held 
in Chicago, Illinois., 78-166, 78- 
16888 


Hearing before the United States Com- 
mission on Civil Rights : hearing held 
in Corpus Christi, Texas August 17, 
1976., 78-6317 


Hearing before the United States Com- 
mission on Civil Rights : hearing held 
in Denver, Colorado February 17-19, 
1976., 78-6318 


Hearing before the United States Com- 
mission on Civil Rights : hearing held 
in Los Angeles, California, March 16, 
1977., 78-6320 
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Hearing before the United States Com- 
mission on Civil Rights : hearing held 
in Memphis, Tennessee May 9, 1977., 
78-6322 


Hearing before the United States Com- 
mission on Civil Rights : hearing held 
in Tampa, Florida March 29-31, 1976., 
78-6325 

Hearing before the United States Com- 
mission on Civil Rights : hearings held 
in Louisville, Kentucky, June 14-16, 
1976., 78-6321 


Reporting of selected major civil projects 
needs improvement Office of 
Management and Budget and other 
Federal agencies : report to the Con- 
gress /, 78-1853 


To eliminate employment discrimination 
: a sequel : the Federal civil rights en- 
forcement effort—1977 
78-19994 


U.S. responsibilities toward peace and 
human rights [speech by] President 
Carter before the World Jewish Con- 
gress, Washington, D.C., November 2, 
1977., 78-5172 


Voting rights act of 1965., 


*Civil rights — United States — 
Bibliography. 
Civil rights and equal opportunity., 
15372 


Civil rights — United States — History. 
Twenty years after Brown : a report of 
the United States Commission on Civil 
Rights., 78-1492 


*Civil rights — United States — 

International cooperation. 

Institute for Human Rights and Freedom 
: hearings and markup before the Sub- 
committees on International Opera- 
tions and on International Organiza- 
tions of the Committee on Interna- 
tional Relations, House of Representa- 
tives, Ninety-fifth Congress, second 
session, on H.R. 11326, April 13, 8, 
and 25, 1978., 78-24627 


Institute for Human Rights and Freedom 
: hearings before the Committee on 
Foreign Relations, United States 
Senate, Ninety-fifth Congress, second 
session, on S. 2894 ... June 29, 1978., 
78-26787 


Civil rights — United States — Periodicals. 
Civil rights digest., 78-2934 
The state of civil rights; a report of the 
United States Commission on Civil 
Rights., 78-22997 
Civil rights — Vietnam. 


Human rights in Vietnam 
fore 


: a report /, 


78-14371 


78- 


: hearings be- 
the Subcommittee on Interna- 
tional Organizations of the Committee 
on International Relations, House of 
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Representatives, Ninety-fifth Congress, 
first session, June 16, 21, and July 26, 
1977., 78-1077 


Civil rights (International law) 

Human rights issues at the seventh regu- 
lar session of the Organization of 
American States General Assembly : 
hearing before the Subcommittee on 
International Organizations of the 
Committee on International Relations, 
House of Representatives, Ninety-fifth 
Congress, first session, September 
15,1977., 78-8321 


Implementation of the Final Act of the 
Conference on Security and Coopera- 
tion in Europe : findings and recom- 
mendations two years after Helsinki : 
report /, 78-8317 


Reaffirming the commitment of the 
United States to obtain full compliance 
with the human rights provisions of the 
Helsinki Accords and to press for 
global commitment to human rights : 
report to accompany H. Con. Res. 
387., 78-10149 


Semiannual report by the President to 
the Commission on Security and 
Cooperation in Europe; report sub- 
mitted to the Committee on Interna- 
tional Relations., 78-8315, 78-8316 

Civil rights (international law) — Addresses, 
essays, lectures. 

Human rights : principle and realism, 
speech /, 78-9493 

New hopes for human rights /, 

*Civil rights (International law) — 

Congresses. 

The Belgrade followup meeting to the 
Conference on Security and Coopera- 
tion in Europe, October 4, 1977- 
March 9, 1978., 78-21926 

*Civil service. 

Federal employee performance rating 
systems need fundamental changes : 
report to the Congress /, 78-13254 

Civil service — Law and legislation — 

United States. 

Administrative personnel, 


78-9488 


78-23686 
Code of Federal regulations., 78-23686 
Civil service — Periodicals. 
Calendar of events; public sector labor 
relations information exchange., 78- 
3524 


Public sector labor relations information 
exchange, 78-3524 
Civil service — Statistics — Periodicals. 
State and local government employment 
and payrolls., 78-3532 
Civil service — Study and teaching — United 
States — Statistics — Periodicals. 
Employee training in the Federal ser- 
vice., 78-23022 
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(Internship) — United States — 

Periodicals. 

Federal employment of cooperative edu- 
cation students., 78-23003, 78- 
23019 


Civil service — United States. 


An act to repeal section 3306 of title 5, 
United States Code, to eliminate the 
requirement of apportionment of ap- 
pointments in the departmental service 
in the District of Columbia., 78- 
10260 


Adverse actions by agencies, 78-2954 


Alcoholism and drug abuse programs, 
78-25092 


Annual report - United States Civil Ser- 
vice Commission., 78-23000, 78- 
23001, 78-23002 


The annual report of the United States 
Civil Service Commission., 78-23001, 
78-23002 


Basic personnel records and files system, 
78-2942 


Career opportunities in the Environmen- 
tal Protection Agency., 78-17035 


Civil service classification and salary laws 


: vol. II, 87th through 94th Congress, 
78-11948 


Civil Service disability retirement 
needed improvements, Civil Service 
Commission : report to the Congress /, 
78-1741 


Civil Service laws, executive orders, rules 
and regulations, 78-2960 


Civil service preference retirement, and 
salary classification laws., 78-11948 


Civil service reform : message from the 
President of the United States ...,  78- 
12256 


Civilian personnel law manual., 78- 
15366 


Comprehensive employment and training 
act., 78-170 


Determining suitability for Federal em- 
ployment, 78-2953, 78-23017 


Development of qualification standards, 
78-2940 


Dual compensation, retired military per- 
sonnel in Federal civilian positions : 
hearings before the Subcommittee on 
Investigations of the Committee on 
Post Office and Civil Service, House of 
Representatives, Ninety-fifth Congress, 
first session, July 26, 28, and Sep- 
tember 21, 1977., 78-12158 


Elimination of apportionment require- 
ment for Federal employment : report 
to accompany H.R. 5054., 78-5730, 
78-10223 
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Employment under the executive assign- 
ment system, 78-2944 


Equal employment opportunity counsel- 
ing : participant manual., 78-6334 


Evaluation of employees for promotion 
and internal placement, 78-2946, 
78-25091 


Examining practices, 78-2945 


Executive resources management, 78- 
25090 


Extent of use and application of fitness- 
for-duty examinations by Federal agen- 
cies : Civil Service Commission : re- 
port of the Comptroller General of the 
United States., 78-4662 


Federal employee administrative hearing 
rights guarantee act : hearing before 
the Subcommittee on Civil Service of 
the Committee on Post Office and 
Civil Service, House of Representa- 
tives, Ninety-fifth Congress, first ses- 
sion, on H.R. 6225 ... July 28, 1977., 
78-5635 


Federal employee administrative hearing 
rights guarantee act : report together 
with minority views to accompany 
H.R. 6225., 78-19329, 78-22588 


Federal employees flexible and com- 
pressed work schedules act : report of 
the Committee on Governmental Af- 
fairs and the Committee on Human 
Resources, United States Senate, to ac- 
company S. 517 ...,  78-27098 


Federal employees flexible and com- 
pressed work schedules act of 1978 : 
report together with supplemental 
views to accompany H.R. 7814., 78- 
12284 


Federal employees health benefits, 78- 
2958, 78-25094 


Federal employees part-time career em- 
ployment act : report of the Commit- 
tee on Governmental Affairs, United 
States Senate, to accompany S. 518 ..., 
78-27086 


Federal employees part-time career em- 
ployment act of 1978 : report to ac- 
company H.R. 10126., 78-12293 


Federal personnel manual., 78-2939, 
78-6349 


Federal personnel manual system., 78- 
2940, 78-2941, 78-2942, 78-2943, 
78-2944, 78-2945, 78-2946, 78- 
2947, 78-2948, 78-2949, 78-2950, 
78-2951, 78-2952, 78-2953, 78- 
2954, 78-2955, 78-2956, 78-2957, 
78-2958, 78-2959, 78-2960, 78- 
2961, 78-2962, 78-16896, 78- 
23013, 78-23016, 78-23017, 78- 
23018, 78-25089, 78-25090, 78- 
25091, 78-25092, 78-25093, 78- 
25094, 78-25095 
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Federal wage system, 78-2949 


Federal wage system, non-appropriated 
fund employees, 78-2950 


Grievance systems should provide all 
Federal employees an equal opportuni- 
ty for redress : report to the Congress 
/, 78-23630 


Hours of duty, pay, and leave, annotated, 
78-2961, 78-25095 

Job grading system for trades and labor 
occupations, 78-2948 

Labor-management case 
2952 


Labor-management relations, 78-2951, 
78-23016 

Labor-management relations in_ the 
public service., 78-6360 

Legislative review of the Committee on 
Post Office and Civil Service, House of 
Representatives., 78-24642 

Life insurance, 78-2957, 78-25093 


finder. 78- 


National emergency readiness of Federal 
personnel management, 78-2959 


National emergency standby regulations, 
78-2962 


Occupational health services for Federal 
civilian employees, 78-2955 


On how the discrimination complaints 
system works., 78-10626 


On serving the public : the extra step., 
78-6356, 78-8661 


On the displaced employee program., 
78-179 


On the Federal merit promotion policy., 
78-6355 


On the intergovernmental mobility pro- 
gram., 78-6359 


Personnel data standards, 78-23013 


Personnel management and _ effective 
government, 78-23000 


Political activities under the Comprehen- 
sive employment and training act., 
78-170 


Processing personnel actions, 78-2943, 
78-25089 


Repeal of apportionment requirement : 
hearing before the Subcommittee on 
Civil Service and General Services of 
the Committee on Governmental Af- 
fairs, United States Senate, Ninety-fifth 
Congress, first session, on S. 386, S. 
865, and S. 1133, September 13, 
1977., 78-8292 


Retirement, 78-2956 


Reviewing and acting on medical infor- 
mation, 78-2947 


Right to representation : report together 
with minority views to accompany 
H.R. 3793., 78-10251 





Some general information about Federal 
jobs : first, see US., 78-1497 


Tests and other applicant 
procedures, 78-2941 
Civil service — United States — 
Bibliography. 
Personnel literature., 


appraisal 


78-2967 


Personnel policies and practices., 78- 
14952 


Civil service — United States — Cases. 


Personnel law, civilian personnel, 78- 
3208 


Quarterly digests of unpublished deci- 
sions of the Comptroller General of 
the United States., 78-3208 

Civil service — United States — 

Examinations. 

Current Federal examination announce- 
ments., 78-2935 


Examining practices, 78-2945 


Federal personnel manual system., 78- 
2945 


Normative data for the Professional and 
administrative career examination 
(PACE): FY 1975 /, 78-12562 

Civil service — United States — 

Examinations, questions, etc. 


Federal personnel manual system., 78- 
2941 


Tests and other applicant 
procedures, 78-2941 


*Civil service — United States — Labor 
productivity. 

Impoving Federal agency efficiency 
through the use of productivity data in 
the budget process : report to the Con- 
gress /, 78-21018 


Productivity in the Federal sector 
hearings before the Task Force on Tax 
Expenditures, Government Organiza- 
tion, and Regulation of the Committee 
on the Budget, House of Representa- 
tives, Ninety-fifth Congress, second 
session, February 14, 16, and March 2, 
1978., 78-24578 


*Civil service — United States — Minority 
employment. 
A guidebook for Spanish-Speaking Pro- 
gram coordinators., 78-12553 


appraisal 


System for processing individual equal 


employment opportunity discrimina- 
tion complaints : improvements needed 
: Civil Service Commission : report to 
the Congress /, 78-1745 


Civil service — United States — Minority 
employment — Statistics — Periodicals. 
Equal employment opportunity statistics., 

78-25099 


Federal civilian workforce statistics, 78- 
23021, 78-25099 
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Minority group employment in the 
Federal Government., 78-23021 
Civil service — United States — Periodicals. 
Administrator’s alert from the Executive 
Director, U.S. Civil Service Commis- 

sion., 78-2972 

Calendar of events; public sector labor 
relations information exchange., 78- 
3524 

Civil service journal., 


EEO spotlight., 


78-2969 
78-2971 


Federal incentive awards program, 78- 
25085 

Federal news clip sheet., 78-2970 

78-2974 


The first line; a newsletter for Federal 
supervisors and midmanagers., 78- 
2977 


The Federal trainer., 


Governmental finances and employment 
ata glance., 78-10556 


Intergovernmental personnel notes., 78- 
2975 


Progress 
25085 


through achievements., 78- 


Public sector labor relations information 
exchange, 78-3524 


Report of IPA grant activity., 78-2978 


*Civil service — United States — Personnel 
management. 

Management of civilian personnel in the 
Federal government : the present situa- 
tion and proposals for improvements : 
study /, 78-13247 


Personnel management 


11804 


project., 78- 


President’s reorganization project 
sonnel Management 
11804 


*Civil service — United States — Salaries. 

Federal blue-collar wage determinations : 
hearings before the Subcommittee on 
Compensation and Employee Benefits 
of the Committee on Post Office and 
Civil Service, House of Representa- 
tives, Ninety-fifth Congress, first ses- 
sion ..., 78-19202 


: Per- 
Project., 78- 


Oversight hearing on comparability pay : 
hearings before the Subcommittee on 
Compensation and Employee Benefits 
of the Committee on Post Office and 
Civil Service, House of Representa- 
tives, Ninety-fifth Congress, second 
session, February 6 and March 7, 
1978., 78-19205 


Civil service — United States — States — 
Labor productivity. 
The Washington Advisory Council on 
State Government Productivity : a case 
study /, 78-7172 
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1973 state and local government func- 
tional series., 78-18844 


Civil service — United States — States — 
Statistics — Periodicals. 


Annual statistical report:, 78-23025 


State and local personnel systems, annual 
statistical report, 78-23025 


Civil service — United States — Statistics — 
Periodicals. 
Annual report of employment by geo- 
graphic area, 78-23020, 78-25098 


Federal civilian manpower statistics, 
78-20002, 78-20003 


Federal civilian workforce statistics., 
78-23020, 78-25098 


Federal civilians workforce statistics, 
78-25097 


Local government employment in 
selected metropolitan areas and large 
counties., 78-22806 


Occupations of federal blue-collar wor- 
kers., 78-25097 


Pay structure of the Federal civil ser- 
vice., 78-20002, 78-20003 


Civil service — Veterans’ preference — 

United States. 

Conflicting Congressional policies 
veterans’ preferences and apportion- 
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trict of Columbia employee retirement 


systems need reform : report /, 78- 
23635 


Civil service pensions — Law and legislation 
— United States. 
Amending title 5, United States Code : 
report to accompany H.R. 8771., 78- 
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Do not order from index; see indicated entry 





Civil service pensions — United States — 

Pensions — Statistics. 
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Congress, first session, on S. 386, S. 
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6337 
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torney General : report together with 
separate and additional views ..., 78- 
18824 
Nomination of Benjamin R. Civiletti to 
be Deputy Attorney General : hearings 
before the Committee on the Judicia- 
ry, United States Senate, Ninety-fifth 
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La Jolla, California, October 18-20, 
1977., 78-19831 


*Climatic changes — United States. 
A change of climate., 78-19882 


National climate program : hearing be- 
fore the Subcommittee on the Environ- 
ment and the Atmosphere of the Com- 
mittee on Science and Technology 
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Coal-pyrite flotation in concentrated 
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products., 78-7131 
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International coal trade., 
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products., 
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Analysis of short-term variations in 
beach morphology ( and concurrent 
dynamic processes ) for summer and 
winter periods, 1971-72, Plum Island, 
Massachusetts /, 78-20288 


Beach and _ nearshore 
southeastern Florida /, 


processes in 
78-20278 
Beach changes caused by the Atlantic 
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Written statements from parties who 
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Massachusetts coastal zone management 
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an uncertain future : Department of 
Commerce and other Federal agencies 
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plain, estuaries, and offshore waters /, 
78-25452 
Coasts — United States — Periodicals. 
NACOA annual report, 78-26690 
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Code of Federal regulations., 
78-17389 

78-15387, 78-17389 
Coastwise shipping — United States — 

Rates. 

Amend the Intercoastal shipping act of 
1933 : report to accompany H.R. 
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Codling moth : 
cial diets /, 


agar substitutes in artifi- 
78-4028 
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and what you -can do about them., 
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78-26183 


Distribution of oven and beehive coke 
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Coke industry — United States — Statistics. 
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Natural United States 
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*Collecting of accounts — Law and 
legislation. 
Fair debt collection practices act., 78- 
20995 
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together with additional views., 78- 
1300 
Collection laws — United States. 
Consumer credit protection act, amend- 
ments., 78-2354 
Fair debt collection practices act 
hearings before the Subcommittee on 
Consumer Affairs of the Committee on 
Banking, Housing, and Urban Affairs, 


Page I-1763 





United States Senate, Ninety-fifth Con- 
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Mediation Board pursuant to section 5 
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Collective bargaining in higher education 
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Arbitration rights for postal supervisors : 
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tional Railway Labor Conference, and 
certain of their employees represented 
by the Railway Employees’ Depart- 
ment (AFL-CIO)., 78-15789 

Collective bargaining — United States. 
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and interpretations of the 
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Grievance systems should provide all 
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tional faculty, 78-17449 


*College teachers — United States. 

Guide for the preparation of prosposals 
for faculty development projects in 
energy, 1979., 78-25557 

College teachers — United States — Tenure. 

HEGIS IX requirements and specifica- 
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78-18761 

Collisions at sea — Prevention. 
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Power System., 78-13792, 78-26205 
*Columbus Lock and Dam, Miss. 

Navigation conditions at Columbus Lock 
and Dam, Tombigbee River, Mississip- 
pi and Alabama : hydraulic model in- 
vestigation, final report /, 78-15073 

*Colville National Forest, Wash. 
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power plants /, 78-6586 

Combustion of hydrogen injected into a 
supersonic airstream (the ship com- 
puter program) /, 78-18168 

Combustion of mattresses exposed to 
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of sulfide ores in underground mines : 
a literature survey /, 78-21540 


plan 


*Combustion engineering. 


Analysis of combined potassium topping, 
steam bottom cycles using fluidized- 
bed combustion of consol char /, 78- 
20875 


Bodcau in situ combustion project., 
20639 


CDIF instrumented test section : final re- 
port., 78-17282, 78-20972 


Concept for fluidized bed combustion of 
consol char using a closed-cycle heli- 
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Index to foreign market reports., 78- 

2879 


Page I-1767 





Subject Index 


Commerce — Bibliography — Catalogs. United States foreign trade annual, 78- Management of the Committee on 
Commerce library bulletin., 78-2550 22969 Finance on July 25, 1977 /, 78-22461 
Selected-current acquisitions., 78-3727 World trade outlook for Africa, 78- | *Commercial policy. 

Commerce — Information services. 16874 Legislative proposals on miscellaneous 
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Be: F *Commercial products — Safety measures. 
Overseas business reports., 78-2873, ean id ave seeanon , er os a Voluntary products standards : an index 

78-16862, 78-16863, 78-16864, Copnnmee ot ee Seer. Sayer based on hazard category /, 78-15809 

78-16865 78-16866, 78-16867, with separate, supplemental, and 

78-16868, 78-16869, 78-16870, separate additional views, to accom- Commercial products — Standards — 

78-16871, 78-16872, 78-16873, pany H.R. 8200., 78-5732 Handbeshs, snaauels, ote. 

78-16874, 78-16875, 78-16876, Bankruptcy reform act of 1978 : hearings Handbook & standard for manufacturing 


78-16877, 78-16878, 78-22963, 
78-22964, 78-22965, 78-22966, 
78-22967, 78-22968, 78-22969, 
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Cotton and grain futures acts, Commodi- 
ty exchange and warehouse acts and 
other laws relating thereto /, 78-8132 

Commodity exchanges — United States — 

Statistics — Periodicals. 

Commitments of traders in commodity 


futures (with market concentration 
ratios), 78-3827 


Commitments of traders in commodity 
futures, with market concentration 
ratios., 78-3826 

Communicable diseases — Research. 

A matter of opportunity : a report from 

the Director, National Institute of Al- 


Do not order from index; see indicated entry 





lergy and 
25894 


Communicable diseases — United States. 
Annual report - Infectious Disease Com- 
mittee, National Institutes of Health., 
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ventory in the United States govern- 
ment., 78-21104 


two-and _three- 
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Computer input-output equipment. 
Automatic data processing equipment in- 
ventory in the United States govern- 
ment., 78-21104 


The Department of the Interior’s compu- 
terized resources information bank 
report to the Congress /, 78-23620 


Development of a plasma panel hard 
copy unit final report for period 
February 1975 - November 1975 /, 
78-15152 


Preliminary evaluation of user terminals 
for an automated pilot briefing system 
/, 78-18713 


Single-channel voice-response-system 
program documentation /, 78-26623 


Supplement to CAMAC (computer auto- 
mated measurement and control) stan- 
dards and reports /, 78-23236 


*Computer input-output equipment — 
Maintenance and repair — Study and 
teaching. 

Commander’s manual : 34F digital sub- 
scriber terminal equipment repairman, 
[MOS 34F]., 78-15053 


Digital subscriber terminal equipment 

repairman, MOS 34F., 78-15053 
Computer input-output equipment — 

Repairing. 

Digital subscriber terminal 

repairman., 78-8692 


Soldier’s manual : digital subscriber ter- 
minal equipment repairman, MOS 34F, 
skill levels two and three., 78-8692 


*Computer input-output equipment — 
Standards — United States. 
Telecommunications : coding and modu- 

lation requirements for 4800 
bit/second modems., 78-11143 


*Computer input-output equipment — 
Testing — Programmed instruction. 
Computer drives tester training : final - 

training program for 24 June 1974 - 
23 September 1975 /, 78-15171 


Computer relay chassis tester training : 
final - training program for 28 June 
1974 - 23 September 1975 /, 78- 
15172 


Computers cards tester training : final - 
training program for 24 June 1974 - 
23 September 1975 /, 78-15173 


*Computer interfaces. 
Supplement to CAMAC (computer auto- 
mated measurement and control) stan- 
dards and reports /, 78-23236 


Use of abstract interfaces in the develop- 


ment of software for embedded com- 
puter systems /, 78-23185 


equipment 


*Computer networks. 
Common command language for file 
manipulation and network job execu- 
tion : an example /, 78-22864 
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The design and implementation of the 
National Bureau of Standards’ network 
access machine (NMA) /, 78-19748 


Experimental test concept for a cargo 
data interchange system (CARDIS) /, 
78-22021 


Federal plans for cooperative backup 
among operational processing centers., 
78-141 

Logistics support plan DCS automatic 
digital network (AUTODIN), auto- 
matic switching centers., 78-20219 

Policy implications of medical informa- 
tion systems., 78-9876 

Computer networks — Congresses. 

Local area networking report of a 
workshop held at the National Bureau 
of Standards, Gaithersburg, Maryland, 
August 22-23, 1977 /, 78-19746 


Computer networks — Security measures. 
Design alternatives for computer network 
security /, 78-12512 


Computer output microfilm devices. 
FORTRAN’ IV_ enhanced 
graphics /, 78-19747 
Computer output microfilm devices — 
Bibliography. 
Computer output microfilm (COM) /, 
78-9262 


Computer output microfilm devices 
Standards. 
Computer output microform (COM) for- 
mats and reduction ratios, 16 mm and 
105 mm., 78-25034 


Computer programmers. 
Programmer/analyst skill level 
3., 78-4393 


character 


1/2 and 


Programmer/analyst skill levels | and 2., 
78-10721 


Soldier’s manual 12-74F 10/20-pro- 
grammer/analyst, skill levels | and 2 /, 
78-10721 


Soldier’s manual MOS 74 F pro- 
grammer/analyst skill levels 1/2 and 3., 
78-4393 


Computer programming management — 

Costs. 

Millions in savings possible in converting 
programs from one computer to 
another : Office of Management and 
Budget, National Bureau of Standards : 
report to the Congress /, 78-4648 

Computer progr ing management — 

Standards. 

Guideline on 
management 
133 

*Computer programs. 

CHDS executive summary report /, 78- 

25575 


Computer evaluation of existing and 
proposed fire lookouts /, 78-16639 





computer performance 
: an introduction., 78- 
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A computer program for analyzing PERT 
networks /, 78-1363 


Computer program for reservoir-water 
budgets /, 78-8571 


A computer program for variable density 
yield tables for loblolly pine planta- 
tions /, 78-16644 


The Federal Software Exchange Pro- 
gram—a small step in improving com- 
puter program sharing /, 78-23627 

Floodway determination computer pro- 
gram., 78-16704 


If you use a computer, 
COSMIC., 78-18049 


Input-output analysis applied to rural 
resource development planning /, 78- 
16754 


Management of forests for timber and re- 


lated benefits (DYNAST-TM) /, 78- 
14666 


New product ideas, process improv- 
ments, and cost-saving techniques, 
relating to computer programs : espe- 
cially selected innovations for small 
manufacturing and technical firms., 
78-2107 


New ways of preparing data for compu- 
ters could save money and time and 
reduce errors : report to the Congress 
/, 78-23628 


Predicted and experimental performance 
of jet-lubricated 120-millimeter-bore 
ball bearings operating to 2.5 million 
DN /, 78-26404 


PREVIEW computer assistance for 
visual management of forested land- 
scapes /, 78-14640 

Program HTVOL : the determination of 


tree crown volume by layers /, 78- 
14639 


you need 


A proposal for management of engineer- 
ing computer systems : service-wide 
and Washington office /, 78-6170 


Range RAM a long term planning 
method for managing grazing lands /, 
78-6137 


Simulating timber and deer food poten- 
tial in loblolly pine plantations /, 78- 
16645 


Subroutines for CAMA /, 78-25394 


Computer programs — Abstracts — 
Periodicals. 


Computer program abstracts., 78-3616 


*Computer programs — Catalogs. 
Catalog of selected computer programs : 
COSMIC., 78-18048 


COSMIC : a catalog of selected com- 
puter programs., 78-18048 


Federal software exchange catalog., 78- 
3236 
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Guide to computer program directories /, 
78-1433 


Computer programs — Handbooks, 
manuals, etc. 
Critical path processing terminal operat- 
ing procedures., 78-11319 


FORMS handbook., 78- 
11318 


Computer simulation. 

Computer aided nonlinear electrical net- 
works analysis /, 78-9439 

Computer image generation imagery im- 
provement : circles, contours, and tex- 
ture : final report for period June i976 
- August 1977 /, 78-15212 

F 100 multivariable control synthesis 
program, evaluation of a multivariable 
control using a real-time engine simu- 
lation /, 78-18275 


MOTHZV-2 : a computer simulation of 
Heliothis zea and Heliothis virescens 
population dynamics : users manual /, 
78-14799 


A nomogram for computing optical den- 
sity contrast., 78-6493 


Solving wood chip transport problems 
with computer simulation /, 78-14635 


SSPARAMA : a nonlinear, wave optics 
multipulse (and CW) _ steady-state 
propagation code with adaptive coor- 
dinates /, 78-25338 

The use of remote sensing systems for 
acquiring data for environmental 
management purposes : Report 3, a 
nomogram for computing optical den- 
sity contrast /, 78-6493 


*Computer sound processing. 

Computer program for obtaining sound 
speeds from digitized environmental 
data /, 78-20377 

*Computer storage devices. 
Effect of virtual memory on efficient 


solution of two model problems /, 78- 
9364 


Extended storage feature modifications 
to the 9020A system /, 78-7999 

Multiple controllers in a CAMAC crate 
/, 78-23235 

*Computer terminals. 

A report on electromagnetic radiation 
surveys of video display terminals /, 
78-21299 

Computerized typesetting. 

FORTRAN IV_ enhanced 

graphics /, 78-19747 
*Computerized typesetting — Costs. 


Electronic composition 
/, 78-14391 


Review of the costs of electronic com- 
position., 78-1439] 


operation 


character 


: a study of costs 
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*Computers. 

Business research and analysis, effects of 
electrical power variations upon com- 
puters., 78-19950 

Computers and mathematical  pro- 
gramming : proceedings of the Bicen- 
tennial Conference on Mathematical 
Programming held at the National Bu- 
reau of Standards, Gaithersburg, Mary- 
land, November 29-December 1, 1976 
/, 78-19750 


The effects of electrical power variations 
upon computers: an overview., 78- 
19950 


Problems found with Government 
acquisition and use of computers from 


November 1965 to December 1976 : 
report to the Congress /, 78-1726 


Computers — Abstracts — Periodicals. 


Computers, control & 
theory., 78-2696 


information 


Cybernetics, computers, and automation 
technology., 78-3863, 78-9870, 
78-18866 


USSR and Eastern Europe scientific ab- 
stracts., 78-3863, 78-9870, 78- 
18866 


Weekly government abstracts., 78-2696 


Computers — Access control. 

An analysis of computer safeguards for 
detecting and preventing intentional 
computer misuse /, 78-4141 

Audit and evaluation of computer securi- 
ty : proceedings of the NBS invita- 
tional workshop held at Miami Beach, 


Florida, March 22-24, 1977 /, 78- 
1431 


Challenges of protecting personal infor- 
mation in an expanding Federal com- 
puter network environment 
the Congress /, 78-25796 


: report to 


Considerations in the selection of securi- 
ty measures for data 
processing systems /, 


automatic 
78-22863 


Design alternatives for computer network 
security /, 78-12512 


The design and implementation of the 
National Bureau of Standards’ network 
access machine (NMA) /, 78-19748 


The network security center : a system 
level approach to computer network 
security /, 78-12513 


VA’s new computer system has potential 
to protect privacy of individuals claim- 
ing benefits : report /, 78-25791 
Computers — Access control — 
Bibliography. 
Privacy and security in computer systems 
/, 78-9294 





Computers — Access control — Code words. 
Validating the correctness of hardware 
implementations of the NBS data 
encryption standard Jason Gait ; 
Systems and Software Division., 78- 
1432 
*Computers — Access control — Law and 
legislation — Europe. 
Selected foreign national data protection 
laws and bills /, 78-19637 


Computers — Access control — Passwords. 

Computer security and the data encryp- 
tion standard : proceedings of the Con- 
ference on Computer Security and the 
Data Encryption Standard held at the 
National Bureau of Standards in 
Gaithersburg, Maryland, on February 
15, 1977 /, 78-14874 

Computers — Access control — Standards. 

Guidelines on evaluation of techniques 
for automated personal identification., 
78-132 

Computers — Cooling. 

Feasiblity study of noise-level reductions 
for computer display channel equip- 
ment using underfloor environment air 
cooling /, 78-8005 


Computers — Maintenance and repair. 
Uniform documentation standards for the 
development, maintenance, and opera- 
tion of automated data systems., 78- 
7892 
Computers — Maintenance and repair — 
Handbooks, manuals, etc. 
Fire control computer repairman., 78- 
8683, 78-23095 


Soldier’s manual : fire control computer 
repairman MOS 34G, skill level three., 
78-8683 


Computers — networks — Security 
measures. 

The network security center : a system 
level approach to computer network 
security /, 78-12513 

Computers — Statistics — Periodicals. 

Office, computing, and accounting 

machines., 78-10549, 78-16780 
*Computers — Study and teaching. 

Computer training courses and seminars : 

1978-1979., 78-8962 
*Computers — Testing. 

Evaluation of the 

hardware monitor system /, 


Tesdata model 1155 
78-15978 
Validating the correctness of hardware 
implementations of the NBS data 
encryption standard Jason Gait 
Systems and Software Division., 78- 
1432 
*Computers — Vocational guidance. 
Office machine and computer occupa- 
tions., 78-15687 
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Computers crimes. 

Audit and evaluation of computer securi- 
ty : proceedings of the NBS invita- 
tional workshop held at Miami Beach, 
Florida, March 22-24, 1977 /, 78- 
1431 

Conceptual art — Exhibitions. 

Probing the earth : contemporary land 

projects /, 78-2155 
Concessions. 

Numismatic sales program for minority 

owned concessions., 78-26555 
*Concorde (Jet transports) 

Aircraft noise and the Concorde 
teenth report /, 78-12261 

The Concorde - results of a supersonic 
aircraft’s entry into the United States : 
report of the Comptroller General of 
the United States., 78-1707 


: seven- 


Concorde monitoring monthly 


report, 
Dulles International Airport, 


78-3778 

Concorde monitoring summary report, 
Dulles International Airport, 78- 
18688 


Judgments of relative noisiness of a su- 
personic transport and several com- 
mercial-service aircraft /, 78-13913 

Media coverage, Secretary Coleman’s 
Concorde decision., 78-22007 

Monitoring of Concorde operations at 
Dulles International Ajirport., 78- 
3778, 78-18688 


*Concorde (Jet transports) — Addresses, 
essays, lectures. 
Statement /, 78-18528, 78-18529 


Statement by Secretary of Tranportation 
William T. Coleman, Jr. at the news 
conference, February 4, 1976, on the 
announcement of permission for Con- 
corde landings in the United States., 
78-9563 

Concorde (Jet transports) — Public opinion. 

Results of an opinion survey concerning 
the limited operations of the Concorde 
supersonic airplane at Dulles Interna- 
tional Airport., 78-7874 

*Concrete. 

Concept of internally sealed concrete /, 
78-22082 

Freeze-thaw tests of liquid deicing 
chemicals on_ selected pavement 
materials /, 78-10767 

Introduction to concrete polymer materi- 
als : supplement no. 2, Laboratory 
demonstrations /, 78-22091 

Concrete — Additives. 

Application developments of concrete- 
polymer materials : a summary report 
/, 78-7291 

Development of concrete-polymer 
materials by the Bureau of Reclama- 
tion : a summary report /, 78-7290 
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Investigation of proprietary admixtures : 

final report /, 78-20242 
*Concrete — Bibliography. 

Selected bibliography on fiber-reinforced 
cement and concrete : final report : 
supplement no. |1., 78-20241 

*Concrete — Chemistry — Testing. 

Nuclear cement content gage comparison 
analysis : final report /, 78-22103 

Sampling and testing for chloride ion in 
concrete /, 78-22092 

*Concrete — Curing. 

Detection of moisture 
materials /, 78-10765 

Solar industrial process hot water as used 
to cure concrete blocks ... /, 78-6648 

*Concrete — Expansion and contraction. 

Shrinkage-compensating cement for air- 

port pavement : Phase 1 /, 78-15972 


in construction 


*Concrete — Fatigue. 

Simple procedure for fatigue charac- 
terization of bituminous concrete /, 
78-18583 

*Concrete — Testing. 

Durability and behavior of prestressed 

concrete beams., 78-15077 


Investigation of frost resistance of mortar 
and concrete final report /, 78- 
20240 

Nuclear cement content gage 
tion manual /, 78-7770 


Predicting potential strength of Portland 
cement concrete /, 78-22104 
*Concrete coatings — Testing. 
California trials with lean concrete base 
(LCB) /, 78-14075 
Concrete construction. 
All-weather masonry construction : field 
testing of masonry., 78-9035 
The behavior of concrete structures in 


fire : a method for prediction by calcu- 
lation /, 78-19772 


: instruc- 


Design and construction of large-panel 
concrete structures /, 78-17674 

Evaluation of a concrete building block 
revetment /, 78-20279 

Concrete construction — Costs. 

Production efficiency study of slipformed 
concrete median barrier construction /, 
78-7830 

Concrete construction — Testing. 

Concrete performance in Glen Canyon 
Dam : 10-year core report /, 78-7294 

of procedures for non- 


destructive testing of concrete struc- 
tures: report /, 78-10754 


Development 


Concrete dams. 
Concrete performance in Glen Canyon 
Dam : 10-year core report /, 78-7294 
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Laboratory tests of foundation rock core 
for Auburn Dam /, 78-7293 


Concrete dams — Design and construction. 
Design criteria for concrete arch and 
gravity dams., 78-2070 


Design of arch dams : design manual for 
concrete arch dams., 78-2069 


*Concrete plants — United States. 

Guidance economic analysis for the 
concrete products industries : report to 
U.S. Environmental Protection Agen- 
cy, Office of Analysis and Evaluation, 
Office of Planning and Standards., 
78-12851 


Concrete products. 

Concrete products point source catego- 
Tty., 78-25604 

Guidance development document for ef- 
fluent limitations guidelines and new 
source performance standards for the 
concrete products point source catego- 
ty., 78-25604 

Condensation. 

Condensation of fuel onto the above- 
core structure during an LMFBR core- 
disruptive accident /, 78-2207 

Condensation rates in steam-water mix- 
ing : quarterly progress report, June 1, 


1977 - September 1, 1977 /, 78- 
18942 


Coupled gasdynamics and kinetics during 


condensation by a rarefaction wave /, 
78-7297 
Condensers (Electricity) 
Design, development, fabrication, and 
testing of a synchronous condenser for 
a high-power three-phase 
drive /, 78-5293 
Condensers (Steam) — Standards. 


Heat exchangers and steam condensers /, 
78-6412 


traction 


Condominium (Housing) — Taxation — 
United States. 
Tax information on condominiums and 
cooperative apartments., 78-5261 


*Condominium (Housing) — United States. 
Condominium homeownership opportu- 
nities could be increased : report to 
the Congress /, 78-15345 


Hearings on the Veterans Administration 
housing programs : hearings before the 
Subcommittee on Housing of the Com- 
mittee on Veterans’ Affairs, House of 
Representatives, Ninety-fifth Congress, 
first session ... May 10, and June 14, 
15, 1977., 78-2303 


Questions about condominiums : what to 
ask before you buy., 78-1993 
Conduct of court proceedings. 
Citizen court watching : the consumers’ 
perspective /, 78-7402 
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Video technology in the courts /, 78- 
2090 


Confectionery — United States. 
Confectionery, including 
products., 78-22809 


Confectionery — United States — Statistics 
— Periodicals. 
Confectionery, including 

products., 78-2564 


Confectionery manufacturers’ 
distribution., 78-10608 


Conference on International Economic 
Cooperation, Paris, France, 1977. 
CIEC’s role in the North-South dialogue 
: [statement] /, 78-15843 


Congressional advisers report of the Con- 
ference on International Economic 
Cooperation (the North/South Con- 
ference) : report /, 78-5898 


Conference on Security and Cooperation in 
Europe. 
Semiannual report to the Commission on 
Security and Cooperation in Europe., 
78-21923, 78-21924 


Soviet and East European CSCE media 
coverage between the two Belgrade 
conferences., 78-15624 


Soviet and East European media themes 
regarding the Conference on Security 
and Cooperation in Europe : (August 
1975-December 1976) /, 78-11595 


Soviet and East European media themes 
regarding the Conference on Security 
and Cooperation in Europe : update V, 
May 1977 /, 78-9184 


Soviet and East European media themes 
regarding the Conference on Security 
and Cooperation in Europe : update II, 
February 1977 /, 78-11596 


Soviet and East European media themes 
regarding the Conference on Security 
and Cooperation in Europe : update 
IV, April 1977 /, 78-9183 


Soviet and East European media themes 
regarding the Conference on Security 
and Cooperation in Europe : update 
VI, June 1977 /, 78-9188 


Soviet and East European media themes 
regarding the Conference on Security 
and Cooperation in Europe : update 
VII, July 1977 /,  78-13826 


Soviet and East European media themes 
regarding the Conference on Security 
and Cooperation in Europe : update 
VIII, August 1977 /, 78-13829 


Soviet and East European media themes 
regarding the Conference on Security 
and Cooperation in Europe : update 
IX, September 1977 /, 78-13830 


Soviet and East European media thems 


on CSCE : an overview and analysis., 
78-9185 


chocolate 


chocolate 


sales & 
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Conference on Security and Cooperation in 
Europe, Belgrade, Yugoslavia, 1977- 
1978. 

Belgrade Conference on Security and 
Cooperation in Europe : report to ac- 
company H. Con. Res. 549., 78- 
19417 

The Belgrade followup meeting to the 
Conference on Security and Coopera- 
tion in Europe : a report and appraisal 
/, 78-19170 

*Confidential communications. 
Confidentiality of alcohol and drug abuse 

patient records and child abuse and 
neglect reporting : a joint policy state- 
ment /, 78-21307 

Confidential communications — Physicians 
— United States. 

Confidentiality of medical records : hear- 
ing before the Subcommittee on 
Health of the Committee on Finance, 
United States Senate, Ninety-fifth Con- 
gress, first session, September 15, 
1977., 78-5561 


Confidential communications — United 
States. 
Confidentiality and privacy : a report of 


the Commission on Federal Paper- 
work., 78-8195 


Confidentiality of research and statistical 
data., 78-7412 


Opinion of the Attorney General of the 
United States., 78-17903 


Subpoena duces tecum of House Com- 
mittee, confidentiality requirement of 
Export Administration act, 78-17903 


Conflict of Interests (Agency) — United 

States. 

Conflict of interest in regulatory agencies 
: hearings before the Subcommittee on 
Oversight and Investigations of the 
Committee on Interstate and Foreign 
Commerce, House of Representatives, 
Ninety-fifth Congress, first session, 
May 23 and 24, and June 2, 1977., 
78-5601 


Conflict of interests (Public office) — United 

States. 

Action needed to make the executive 
branch financial disclosure system ef- 
fective : report to the Congress /, 78- 
4660 


Blind trusts : report of the Committee on 
Governmental Affairs, United States 
Senate, together with minority views /, 
78-12319 


Defense production act amendments of 
1977 : report to accompany S. 695., 
78-5936 

Ethics in Government act of 1977., 78- 
5745 





Ethics in government act of 1977 : re- 
port together with minority, additional, 
separate and supplemental views to ac- 
company H.R. 1|., 78-5825 

Federal employee financial reporting and 
disclosure : report of the Committee 
on Post Office and Civil Service, H.R. 
6954 ..., 78-5745 


Financial conflicts of interest in regulato- 
ry agencies : report /, 78-19146 


Financial disclosure act : hearings before 
the Subcommittee on Administrative 
Law and Governmental Relations of 
the Committee on the Judiciary, House 
of Representatives, Ninety-fifth Con- 
gress, first session ... September 9 and 
12, 1977., 78-5618 

Financial disclosure for high-level execu- 
tive officials : the current system and 
the new commitment : Civil Service 


Commission : report to the Congress /, 
78-1758 


Financial disclosure systems in banking 
regulatory agencies : the Office of the 


Comptroller of the Currency 
to the Congress /, 78-4661 


Financial disclosure under Senate rule 42 


: report to accompany S. Res. 265., 
78-5957 


: report 


The Food and Drug Administration’s 
financial disclosure system for special 
government employees : progress and 
problems : report to the Congress /, 
78-4651 

Full committee consideration of H.R. 
6954 ... H.R. 6966 ... Reprograming 
action nos. 77-44 P/A and 77-45 P/A, 
H.R. 2637, mark-up ..., 78-9896 

Hearing on H.R. 6954, to preserve and 
promote ethical standards throughout 
the executive branch, and for other 
purposes, before the Investigations 
Subcommittee of the Committee on 
Armed Services, House of Representa- 
tives, Ninety-fifth Congress, first ses- 
sion, September 15, 1977., 78-2246 


An improved financial disclosure system 
Energy Research and Development 


Administration 
gress /, 78-4654 


report to the Con- 


Legislative branch disclosure of act of 
1977 : report of the Select Committee 
on Ethics, U.S. House of Representa- 
tives, together with minority and addi- 
tional views, to accompany H.R. 
7401...., 78-5724 

Matters relating to T. Bertram Lance : 
hearings before the Committee on 
Governmetal Affairs, United States 
Senate, Ninety-fifth Congress, first ses- 
sion ...., 78-12104, 78-16226 
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To establish certain Federal agencies, ef- 
fect certain reorganizations of the 
Federal Government, to implement 
certain reforms in the operation of the 
Federal Government and to preserve 
and promote the integrity of public of- 
ficials institutions, and for other pur- 
poses : report to accompany S. 555., 
78-5906 


*Congregate housing — United States. 
Congregate housing services act of 1978 
: hearing before the Subcommittee on 
Housing and Urban Affairs of the 
Committee on Banking, Housing, and 
Urban Affairs, United States Senate, 
Ninety-fifth Congress, second session, 
on S. 2691 ... April 13, 1978., 78- 
19045 
Coniferae. 
Handbook for predicting slash weight of 
western conifers /, 78-14745 
Coniferae — Diseases and pests — United 
States. 
Some reflections on biological studies of 
needle diseases /, 78-14694 


*Conjugal violence — United States. 

Domestic violence : hearings before the 
Subcommittee on Select Education of 
the Committee on Education and 
Labor, House of Representatives, 
Ninety-fifth Congress, second session, 
on H.R. 7927 and H.R. 8948 ... March 
16 and 17, 1978., 78-22442 


Domestic violence assistance act of 1978 
: report to accompany H.R. 12299., 
78-24714 

Domestic violence prevention and ser- 
vices act : report of the Committee on 
Human Resources, United States 
Senate, to accompany S. 2759., 78- 
19456 


Research into violent behavior : domestic 
violence : hearings before the Subcom- 
mittee on Domestic and International 
Scientific Planning, and 
Cooperation of the Committee on 
Science and Technology, U.S. House 
of Representatives, Ninety-fifth Con- 
gress, second session, February 14, 15, 
16, 1978., 78-24654 

Wife abuse 
2307 


Analysis, 


a workshop guide., 78- 


Connecticut — Industries. 
County business 
78-12486 


patterns., 78-4096, 


Connecticut — Population — Statistics. 
Estimates of the population of Connec- 
ticut counties and metropolitan areas: 


July 1, 1975 (revised) 1976 
(provisional), 78-4064 


and 


Federal-State cooperative program for 
population estimates., 78-4064 
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Connecticut — Statistics, Vital. 
Connecticut, 78-4837 


78-4837 


U.S. decennial life tables., 


State life tables, 


78-4837 


*Connecticut River — Channel. 

Analysis of potential ice jam sites on the 
Connecticut River at Windsor, Ver- 
mont /, 78-20267 

Connell, Lawrence, 

Nomination of Lawrence Connell, Jr. : 
hearing before the Committee on 
Banking, Housing, and Urban Affairs, 
United States Senate, Ninety-fifth Con- 
gress, first session ... August 4, 1977., 
78-977 

ConRail. 

Authorization for United States Railway 
Association : hearing before the Sub- 
committee on Surface Transportation 
of the Committee on Commerce, 
Science, and Transportation, United 
States Senate, Ninety-fifth Congress, 
second session, on S. 2788 ... April 13, 
1978., 78-22430 


Authorizing additional appropriations for 
the purchase of securities of the Con- 
solidated Rail Corporation report 
together with additional and separate 
views to accompany H.R. 12161., 78- 
26923 


Commuter railroad safety activities on 
Conrail’s lines in New York should be 
improved : report /, 78-15347 


ConRail small shippers 
hearings before the Subcommittee on 
Minority Enterprise and General Over- 
sight of the Committee on Small Busi- 
ness, House of Representatives, 
Ninety-fifth Congress, second session, 
April 6, 11, and 12, 1978., 78-24656 


service to 


Conrail’s attempts to improve its use of 
freight cars : report to the Congress /, 
78-13201 

Information on questions about Conrail’s 
service in the Scranton, Pennsylvania, 
area: report /, 78-17334 

Regional rail reorganization act amend- 
ments of 1978 : report to accompany 
S.2788., 78-19491 


Report to Congress on CONRAIL per- 
formance., 78-24522 

Requiring ConRail to make premium 
payments under certain medical and 
life insurance plans : report to accom- 
pany H.R. 5646., 78-24885 

Conservation of natural resources. 

Energy in the coming decade 

78-7553 


: speech /, 


A team approach to resource manage- 
ment decision-making /, 78-24532 


Page I-1779 





*Conservation of natural resources — 
California. 
The California Desert 
Area., 78-13804 


Conservation of natural resources — 
Delaware. 
Conservation now for future quality : 
Delaware SCS accomplishments in 
1975., 78-4003 


Delaware SCS accomplishments in 1975., 
78-4003 
Conservation of natural resources — 
Indiana — Periodicals. 
Indiana highlights; Resource conservation 
and development., 78-22723 
Conservation of natural resources — 
Louisiana. 
Conservation for all seasons 
1976, the bicentennial year., 


Conservation 


: a report, 
78-4001 
*Conservation of natural resources — 
Massachusetts. 
Pilgrim Area Resource Conservation and 
Development Project., 78-16683 


Program for action : the Pilgrim Area 
Resource Conservation and Develop- 
ment Project., 78-16683 


*Conservation of natural resources — 
Middie West — Directories. 
Midwest environmental directory : 1973- 
1974., 78-17050 


Conservation of natural resources — 
Missouri. 
Top of the Ozarks resource conservation 


and development project plan., 78- 
16708 


Conservation of natural resources — North 
Dakota. 
Conserving North Dakota resources., 
78-73, 78-10414 


Conservation of natural resources — 
Periodicals. 


102 monitor., 78-3656 


*Conservation of natural resources — South 
Dakota. 
Lower James RC&D : resource conserva- 
tion and development project plan., 
78-16707 


Conservation of natural resources — Study 
and teaching. 
Teaching conservation in developing na- 
tions /, 78-1381 


Conservation of natural resources — Study 
and teaching — Law and legislation — 
United States. 

Environmental education act extension : 
hearings before the Subcommittee on 
Select Education of the Committee on 
Education and Labor, House of 
Representatives, Ninety-fifth Congress, 
first session ... June 6 and 7, 1977., 
78-2256 


Page I- 1780 





Subject Index 


*Conservation of natural resources — Texas. 
Northeast Texas resource conservation & 
development project., 78-16709 


Questions and answers about the 
northeast Texas resource conservation 
& development project., 78-16709 

Conservation of natural resources — United 

States. 

The national forests : better planning 
needed to improve resource manage- 
ment: report /, 78-23617 


The Natural diversity act : joint hearings 
before the Subcommittee on Resource 
Protection of the Committee on the 
Environment and Public Works and 
the Subcommittee on Public Lands 
and Resources of the Committee on 
Energy and Natural Resources, United 
States Senate, Ninety-fifth Congress, 
second session, on S. 1820 ... February 
23 and March 3, 1978., 78-19210 


Open space reservation : Federal tax pol- 
icies encouraging donation of conser- 
vation easements /, 78-22784 


Opportunities for improving resource 
management by providing technical 
assistance for the production of non- 
timber benefits on private forest land : 
final report., 78-12374 


Reducing waste at its source : iaforma- 
tion on this important means of 
resource conservation and land protec- 
tion from the U.S. Environmental Pro- 
tection Agency., 78-23450 


The U.S. Fish and who?, 78-652 


*Conservation of natural resources — 
United States — Handbooks, manuals, etc. 
National conservation planning manual : 

Title 11., 78-19555 


*Conservation of natural resources — 
United States — Research. 
Materials sciences programs : 

78-13083 


*Conservation of natural resources — 
Vocational guidance. 
Environmental scientists and conserva- 
tion occupations., 78-15698 


*Conservation of natural resources — West 
Virginia. 
Potomac headwaters : resource conserva- 


tion and development region., 78- 
16681 


Project plan for Potomac headwaters 
resource conservation and develop- 
ment region., 78-16681 

Consolidated Edison Company of New 

York, inc. 

The Con Edison power failure of July 13 
and 14, 1977., 78-23401 


Consolidated Rail Corporation. 


Conrail’s profitability framework for 
analysis : study /, 78-21054 


FY 1977., 


Do not order from index; see indicated entry 





*Consolidation and merger of corporations 
— United States. 
Mergers & acquisitions, 1972-1974., 
78-19651 


Consolidation and mergers of corporations 
— United States — Statistics — 
Periodicals. 

Statistical report on mergers and acquisi- 
tions., 78-17326 


Construction equipment. 
NCF equipment management manual., 
78-226 


Construction equipment — Cost of 
operation. 
Production efficiency study on rubber- 
tired scrapers /, 78-7831 


Construction equipment — Exhibitions. 

USAQUIP ’76 : exhibition of materials 
handling equipment, building supplies 
and equipment and packaging machin- 
ery, sponsored by the U.S. Department 
of Commerce, Kuala Lumpur, Malay- 
sia, June 28 - July 2, 1976., 78- 
22975 


*Construction equipment — Maintenance 
and repair — Handbooks, manuals, etc. 
Construction equipment repair super- 

visor, MOS 62B, skill level 4 : soldier’s 
manual., 78-15046 

*Construction equipment — Maintenance 
and repair — Study and teaching. 
Construction equipment maintenance su- 

pervisor : MOS 62B, skill level 3 : 
soldier’s manual., 78-20147 


Construction equipment repairer, MOS 
62B commander’s manual., 78- 
15045 

Construction equipment repairer 
er’s manual., 78-20146 


: soldi- 


Soldier’s manual 
ment repairer : 
and 2., 


*Construction equipment — Noise. 
Foreign noise research in machinery and 
construction equipment., 78-17190 


Construction equipment — Safety measures. 
Ground-fault protection on construction 
sites., 78-716 


Construction equipment — United States — 
Statistics. 
Construction machinery., 


: construction equip- 
MOS 628B, skill levels 1 
78-20146 


78-10547 


Construction equipment — United States — 
Statistics — Periodicals. 
Construction machinery., 

78-22818 


*Construction industry. 
Construction industries., 


78-2606, 


78-15725 


A guide to evaluating your firm’s injury 
and illness experience, 1976: construc- 
tion industries., 78-15725 





Construction industry — Accounting. 

Accounting standards guide for construc- 
tion grant projects /, 78-4569 

*Construction industry — Employees — 

Addresses, essays, lectures. 

Remarks prepared for delivery by 
Bernard E. DeLury, Assistant Secreta- 
ry for Labor-Management Relations, 
U.S. Department of Labor before the 
29th Convention of the Wood, Wire, 
and Metal Lathers International Union, 
Boston, Massachusetts, August 12, 
1976., 78-17960 


Construction industry — Labor 
productivity. 
Productivity trends in the construction 
industry : a comparative international 
review /, 78-4891 


Construction industry — Law and legislation 

— United States. 

Effect of Government regulation upon 
homebuilding and related construction 
: hearing before the Select Committee 
on Small Business, United States 
Senate, Ninety-fifth Congress, first ses- 
sion ... Madison, Wis., June 1, 1977., 
78-2299 


*Construction industry — Law and 
legislation — United States — Addresses, 
essays, lectures. 

Remarks prepared for delivery by 
Bernard E. DeLury, Assistant Secreta- 
ry for Labor-Management Relations, 
U.S. Department of Labor before the 
29th Convention of the Wood, Wire, 
and Metal Lathers International Union, 
Boston, Massachusetts, August 12, 
1976., 78-17960 


*Construction industry — Noise control. 
Federal research, development, and 
demonstration programs in machinery 
and construction noise /, 78-23527 


Construction industry — Safety regulations 
— United States. 
Construction standards and 


interpreta- 

78-24170 

Occupational 
24170 


tions, 


safety and health. 78- 


*Construction industry — Seasonal 
variations. 
Construction industry seasonality., 78- 
21702 


Construction industry seasonality : man- 
hour report., 78-21702 


*Construction industry — United States. 
Availability of engineering personnel for 


U.S. energy development programs /, 
78-11082 


Availability of manual manpower for 
U.S. energy development programs /, 
78-20955 


Capacity building., 78-4889 





December 1978 


Construction occupations 
78-17982 


Development of research in the construc- 
tion of transportation facilities : a 
study of needs, objectives, resources, 
and mechanisms for implementation /, 
78-18547, 78-18548 


Impact of the cost of regulation on small 
business homebuilders : joint hearing 
before the Select Committee on Small 
Business and the Subcommittee on 
Small Business of the Committee on 
Banking, Housing, and Urban Affairs 
and the Subcommittee on Housing and 
Insurance of the Committee on 
Veteran’s Affairs, United States 
Senate, Ninety-fifth Congress, first ses- 
sion Atlanta, Ga., February 16, 
1977., 78-1143 


: finishing., 


Insurance for urban transportation con- 
struction /, 78-8053 


International trends and developments of 
importance to the metrication plans of 
the U.S. construction community /, 
78-22883 


Labor standards requirements, new com- 
munities program., 78-11351 


Manual on business opportunities for 
small and minority businessmen ., 78- 
17686 


Use of new construction method on 
Federal projects at three agencies can 
be improved : report of the Comp- 
troller General of the United States., 
78-6955 


Construction industry — United States — 
Energy conservation. 
Buildings and community systems, 78- 
17025 
Environmental development 
(EDP)., 78-17025 
Construction industry — United States — 
Periodicals. 
Construction review., 


plan 


78-2887 
*Construction industry — United States — 
Statistics. 
Census of construction industries., 78- 
19948, 78-19949 


Construction statistics., 78-14863 


Factfinder for the Nation 
statistics., 78-14863 
Housing authorized by building permits 
and public contracts., 78-2637 
*Construction industry — United States — 
Statistics — Bibliography. 
Census of construction., 


: construction 


78-13391 


Construction industry — United States — 
Statistics — Periodicals. 
Authorized construction, 

D.C. area., 78-2638 


Housing and urban development trends., 
78-3380 


Washington, 


Do not order from index; see indicated entry 





Housing completions., 78-2643 


78-2635 


New one-family homes sold and for sale., 
78-2640 


New residential construction in selected 
standard metropolitan statistical areas., 
78-2644 


Housing starts., 


Price index of new one-family houses 
sold., 78-2641 

Residential alterations and repairs., 78- 
2639 


Value of new construction put in place., 
78-2636, 78-22848 


*Construction industry — Vocational 
guidance. 
Construction occupations - structural., 
78-15694 


Construction workers. 


Structures specialist., 78-25174 


*Construction workers — United States. 
Availability of manual manpower for 


U.S. energy development programs /, 
78-20955 


Equal treatment of craft and industrial 
workers, 1977 : hearings before the 
Subcommittee on Labor of the Com- 
mittee on Human Resources, United 
States Senate, Ninety-fifth Congress, 
first session, on S. 924 ... March 17, 
18, and 22, 1977., 78-14337 


List of publications of interest to 
architects, builders, engineers and 
retail lumbermen., 78-14606 


*Construction workers — Vocational 
guidance. 
Construction occupations - structural., 
78-15694 


Consumer affairs departments — United 
States. 
Consumer complaint handling system., 
78-11349 


Consumer affairs departments — United 
States — Directories. 
Directory Federal, State and local 
government consumer offices., 78- 
389 


*Consumer cooperatives — Law and 
legislation — United States. 
National consumer cooperative bank act 
: conference report to accompany H.R. 
2777., 7178-24737 


National consumer cooperative bank act 
: hearings before the Subcommittee on 
Financial Institutions of the Committee 
on Banking, Housing, and Urban Af- 
fairs, United States Senate, Ninety-fifth 
Congress, second session, on S. 1010 
and H.R. 2777 ... January 25 and 26 
1978., 78-19052 


National consumer cooperative bank act 
: report of the Committee on Banking, 


Page I-1781 





Housing, and Urban Affairs, United 
States Senate, to accompany H.R. 
2777 together with additional views., 
78-16453 


Consumer credit. 


Credit : a workshop guide., 78-2218 


*Consumer credit — Handbooks, manuals, 
etc. 
Down Easter’s pocket credit guide., 78- 
10638 
Consumer credit — Law and legislation — 
United States. 
Annual report to Congress on truth in 
lending., 78-8873, 78-17313 


The Consumer credit protection act 
amendments of 1977 : hearings before 
the Subcommittee on Consumer Af- 
fairs of the Committee on Banking, 
Finance, and Urban Afairs, House of 
Representatives, Ninety-fifth Congress, 
first session, on H.R. 8753..., 78- 
8245, 78-24574 


Electronic fund transfer act report 
together with additional and dissenting 
views to accompany H.R. 13007., 78- 
26948 


Regulation Z, 78-25721 


Simplify and reform the Truth in lending 
act : hearings before the Subcommittee 
on Consumers Affairs of the Commit- 
tee on Banking, Housing, and Urban 
Affairs, United States Senate, Ninety- 
fifth Congress, first session, on S. 1312 
as SO) ... S893 5: July 41, 12, 
and 13, 1977., 78-2249 


Truth in lending, Regulation Z., 78- 
25721 


Truth in lending simplification and 
reform act : report of the Committee 
on Banking, Housing and Urban Af- 
fairs, United States Senate, to accom- 
pany S. 2802., 78-19401 


Consumer credit — United States. 
Annual report to Congress on the 
Federal Trade Commission improve- 
ment act., 78-8887 


Consumer credit protection : a report of 
the Commission on Federal Paper- 
work., 78-8193 

Consumer credit — United States — 

Addresses, essays, lectures. 

Remarks of Philip C. Jackson, Jr., 
Member, Board of Governors Federal 
Reserve System /, 78-6893 

Consumer credit — United States — 

Periodicals. 

Annual report to Congress on the Equal 
Credit Opportunity Act., 78-17323 

Consumer education — Abstracts. 
New for consumers; highlights of new 


Federal consumer publications., 78- 
3234 


Page I- 1782 





Subject Index 


*Consumer education — Addresses, essays, 
lectures. 
Responding to consumer change /, 78- 
14562 


Consumer education — Bibliography. 
A guide to instructional resources for 
consumers’ education /, 78-17424 


78-1905 


Consumer education — Government 
publications. 
Consumer education on how to buy 
food., 78-1 


Consumer education — Periodicals. 
Federal consumer focus., 78-3235 


*Consumer education — Teacher training. 
Consumer product safety curriculum 
development and _ enrichment’ on 
selected product categories., 78- 
14239 


Guidelines for consumer product safety 
curriculum development and_= en- 
richment on selected product catego- 
ries., 78-14239 


*Consumer education — United States. 

Consumer protection and education in 
energy conservation : hearings before 
the Subcommittee for Consumers of 
the Committee on Commerce, Science 
and Transportation, United States 
Senate, Ninety-fifth Congress, first ses- 
sion... September 15 and 16, 1977., 
78-16192 


Consumer education — United States — 
Bibliography. 
Consumer information., 


Home economics., 


78-23673 


Consumer education — United States — 
Bibliography — Periodicals. 
The consumer information catalog., 78- 
3233 


Consumer education — United States — 

Handbooks, manuals, etc. 

Writing for consumers; guidelines on 
style and content for preparing HUD 
publications., 78-11350 

Consumer education — United States — 

Periodicals. 

Albumin, 
lecithin, 


sodium 
78-21225 


Antibiotics and the food you eat, 78- 
21226 


Aspirin, 


erythorbate, and 


78-21227 
Available consumer memos, 
Bibliography, 78-21228 


Blood transfusions and hepatitis, 78- 
21229 


Brochures 
21230 


Caffeine, 78-21231 


Careers in FDA where equal employ- 
ment is the rule, 78-21233 


78-21234 


78-21236 


available from FDA, 78- 


Chloramphenicol, 


Do not order from index; see indicated entry 





Cosmetics, 78-21238 


Enforcing the Food, drug, and cosmetic 
act, 78-21241 


Facts about food poisoning, 78-13512 


Facts about “tanning” products, 78- 


21261 

Fair packaging and labeling act, 78- 
21239 

FDA consumer memo., 
13511, 78-13512, 
21225, 78-21226, 
21228, 78-21229, 
21231, 78-21232, 
21234, 78-21235, 
21237, 78-21238, 
21240, 78-21241, 
21243, 78-21244, 
21246, 78-21247, 
21249, 78-21250, 
21252, 78-21253, 
21255, 78-21256, 
21258, 78-21259, 
21261, 78-21262, 
21264 


78-7092, 78- 
78-21224, 
78-21227, 
78-21230, 
78-21233, 
78-21236, 
78-21239, 
78-21242, 
78-21245, 
78-21248, 
78-21251, 
78-21254, 
78-21257, 
78-21260, 
78-21263, 


Food colors (color additives), 
78-21242 


Glazes and decals on dinnerware, 78- 
21243 


HCG and weight control, 
78-21244 
78-21245 
How you can report to FDA, 


78-21235 


Food standards, 


78-21264 
Hearing aids, 
Hexachlorophene, 
78-13511 


Important notice for women wearing an 
IUD, 78-21246 


Information concerning FDA regulations, 
78-21256 

Krebiozen, 78-21247 

Labeling of fats and oils, 


78-21248 


78-21240 

Laetrile, 

Meat tenderizers and monosodium gluta- 
mate (MSG), 78-21249 


Metric measures on nutrition labels, 78- 


21250 
Nitrates and nitrites, 78-21251 


Nutrition labels and U.S. RDA, 78- 


21252 
Prices and FDA, 78-21254 
78-21255 
78-21257 
Safety of cooking utensils, 
78-21258 


Service; USDA’s report to consumers., 
78-2404 


Some questions and answers 
canned foods, 78-21232 


Some questions and answers about food 
additives, 78-21224 


Quackery, 

Relaxacizor, 
78-21237 
Self-medication, 


about 





Standards for packaged nuts, 78-21253 


Struvite crystals and canned seafood, 
78-21259 
Swine flu vaccine, 78-7092 
Symbols on food labels, 78-21260 
Thalidomide, 78-21262 


U series - Dr. Henry Turkel, 78-21263 


78-2404 


Consumer education — United States — 
Vocational guidance. 
Consumer services 

teaching module., 


USDA’s report to consumers, 


: competency based 
78-4791 
*Consumer protection. 


Misuse of consumer 
11990 


*Consumer protection — Law and 
legislation. 
The consumer 
16098 


Consumer product safety act., 


products., 78- 


deputy program., 78- 


78-8150 


Fair debt collection practices act., 78- 
20995 


Substantial product hazards : section 15 


of the Consumer product safety act., 
78-8150 


Consumer protection — Law and legislation 

— United States. 

Agency for Consumer Protection 
hearings before a subcommittee of the 
Committee on Government Opera- 
tions, House of Representatives, 
Ninety-fifth Congress, first session, on 
H.R. 6118 ... April 20 and 21, 1977., 
78-1038 


Compilation of selected acts within the 
jurisdiction of the Committee on In- 
terstate and Foreign Commerce 
prepared for the use of the House 
Committee on Interstate and Foreign 
Commerce., 78-12123 


Compliance and enforcement efforts of 
the Consumer Product Safety Commis- 
sion : hearing before the Subcommit- 
tee for Consumers of the Committee 
on Commerce, United States Senate, 
Ninety-fourth Congress, second ses- 
sion, on S. 3755 September 9, 
1976., 78-989 


The Consumer credit protection act 
amendments of 1977 : hearings before 
the Subcommittee on Consumer Af- 
fairs of the Committee on Banking, 
Finance, and Urban Affairs, House of 
Representatives, Ninety-fifth Congress, 
first session, on H.R. 8753 ..., 78- 
16185 


Consumer protection aspects of EFT 
systems : hearing before the Subcom- 
mittee on Consumer Affairs of the 
Committee on Banking, Housing, and 
Urban Affairs, United States Senate, 





December 1978 


Ninety-fifth Congress, second session, 
on S. 2546 ... S. 2470 ... February 24, 
1978., 78-22411 


Electronic fund transfer consumer pro- 
tection act : hearings before the Sub- 
committee on Conusmer Affairs of the 
Committee on Banking, Housing, and 
Urban Affairs, United States Senate, 
Ninety-fifth Congress, first session, on 
S. 2065 ... October 3, 4, and 5, 1977., 
78-12050 


Federal Trade Commission : careers for 
attorneys in consumer protection & 
anti-trust law., 78-17324 


Federal Trade Commission  over- 
sight—rulemaking, advertising, and 
consumer access : fourth report /, 78- 
1199 


Food, drug, and cosmetic act amend- 
ments of 1977 : hearings before the 
Subcommittee on Health and Scientific 
Research of the Committee on Human 
Resources, United States Senate, 
Ninety-fifth Congress, first session, on 
S. 1831 ... and related bills, July 26 
and 27, 1977., 78-22488 


Gold and silver labeling and advertising 
act : report to accompany S. 2782., 
78-27074 


Oversight of the Interstate land sale full 
disclosure act : hearings before the 
Subcommittee on General Oversight 
and Renegotiation of the Committee 
on Banking, Finance, and Urban Af- 
fairs, House of Representatives, 
Ninety-fifth Congress, second session, 
on H.R. 10999 ... April 11, 12, and 13, 
1978., 78-22404 


Petroleum marketing practices act : [an 
act to provide for the protection of 
franchised distributors and retailers of 
motor fuel and to encourage conserva- 
tion of automotive gasoline ...]., 78- 
24790 


Petroleum marketing practices act : hear- 
ing before the Subcommittee on Ener- 
gy Conservation and Regulation of the 
Committee on Energy and Natural 
Resources, United States Senate, 
Ninety-fifth Congress, first session, on 
S. 19 ... S. 743 ... H.R. 130 ... May 25, 
1977., 78-5555 


Petroleum marketing practices act : re- 
port together with minority and addi- 
tional views to accompany H.R. 130., 
78-14540, 78-14541 


Survey of consumer fraud law /, 78- 
17891 


Consumer protection — Saudi Arabia. 
Technical cooperation in consumer pro- 
tection agreement between the 
United States of America and Saudia 
Arabia, signed at Washington, May 3, 
1977., 78-26508 


Do not order from index; see indicated entry 





Consumer protection — Study and teaching 
— United States. 
Consumer services 

teaching module., 


: competency based 
78-4791 
Consumer protection — United States. 
Consumer credit protection 
the Commission 
work., 78-8193 


: a report of 
on Federal Paper- 


Findings and recommendations on the 
Consumer Product Safety Commis- 
sion’s volunteer and consumer deputy 
programs /, 78-899 

A guide to 
11170 

Liquid protein diets : hearing before the 
Subcommittee on Health and the En- 
vironment of the Committee on In- 
terstate and Foreign Commerce, House 
of Representatives, Ninety-fifth Con- 
gress, first session December 28, 
1977., 78-19157 

Consumer protection — United States — 

Addresses, essays, lectures. 

Remarks of Calvin J. Collier, Chairman, 
Federal Trade Commission, before the 
annual conference of the Consumer 
Federation of America, Statler Hilton, 
Washington, D.C., February 10, 1977., 
78-348 


consumer action /, 78- 


Remarks of Calvin J. Collier, Chairman, 
Federal Trade Commission before the 
Peoria Advertising and Selling Club., 
78-349 

Responding to consumer change /, 78- 
14562 


Statement /, 78-18530 


“‘What’s good about advertising?” /, 78- 
349 
Consumer protection — United States — 
Bibliography. 


Consumer information., 78-23673 


Consumer protection — United States — 

Handbooks, manuals, etc. 

The institutional guide to CPSC policy 
on protection of human subjects., 78- 
900 

Consumer protection — United States — 

Periodicals. 

Annual report - U.S. Consumer Product 
Safety Commission., 78-14237 

Annual report to Congress on the Equal 
Credit Opportunity Act., 78-17323 


78-3251 
78-3336 


Consumer news., 
FDA consumer., 


*Consumers. 

Consumer expenditure survey series: in- 
terview survey, 1972-73 : average an- 
nual income and expenditures for com- 
modity and service groups classified by 
family characteristics., 78-13866 


Page I-1783 





Research for 
proceedings 
26417 


Selected aspects of consumer behavior : 
a summary from the perspective of dif- 
ferent disciplines /, 78-15790 

*Consumers — Addresses, essays, lectures. 

Remarks of Otto J. Kirse, Assistant 
Managing Director for Consumer Af- 
fairs, before the International Trade 
Association, Dallas, Texas, March 9, 
1977., 78-15322 


Remarks of Otto J. Kirse, Assistant 
Managing Director for Consumer Af- 
fairs, before the Propeller Club of Gol- 
den Gate luncheon, San Francisco, 
California, February 23, 1977., 78- 
15321 

*Consumers — United States. 

Consumer awareness and use of unit 
pricing /, 78-22782 

Consumer income., 78-8645, 
78-16789, 78-22836 


Household money income in 1975, by 
housing tenure and residence, for the 
United States, regions, divisions, and 
states (spring 1976 survey of income 
and education), 78-8645 

Household money income in 1976 and 
selected social and economic charac- 
teristics of households, 78-8646 


Money income and poverty status in 
1975 of families and persons in the 
United States and the North Central 
region, by divisions and states (Spring 
1976 survey of income and education), 
78-16789, 78-22836 

Consumers — United States — Statistics. 

Consumer buying indicators., 78-2629 


Consumer expenditures survey series : 


diary survey, July 1973-June 1974., 
78-17988 


Consumer income., 
78-4092 


consumer policy 
of conference /, 78- 


78-8646, 


78-2628, 78-4091, 


Money income and poverty status of 
families and persons in the United 
States, 1975 and 1974 revision, ad- 
vance report, 78-4091 


Money income and poverty status of 
families and persons in the United 
States, 1976, advance report, 78- 
4092 

Consumer’s preferences. 

Consumer demand analysis, solar heating 

and cooling of buildings /, 78-8758 
*Consumption (Economics) — Surveys. 
Research for consumer policy 


proceedings of conference /, 78- 
26417 


Page I- 1784 





Subject Index 


*Consumption (Economics) — United States 

— Statistics. 

Consumer expenditures survey series : 
diary survey, July 1973-June 1974., 
78-17988 

Consumption (Economics) — United States 

— Surveys. 

Consumer expenditure survey : diary sur- 
vey, July 1972-June 1974., 78-704 

Container industry — United States — 

Periodicals. 

Containers and packaging; quarterly in- 
dustry report., 78-2891 


Container industry — United States — 
Statistics — Periodicals. 
Closures for containers., 

10541 


Metal cans., 


78-2590, 78- 


78-10540 


*Container ships. 
A correlation study of SL-7 container- 
ship loads and motions : model tests 
and computer simulation /, 78-18979 


First season results from ship response 
instrumentation aboard the SL-7 class 
containership S.S. Sea-Land McLean 
in North Atlantic service /, 78-18978 


S$.S.C.V. Seawitch container fire ex- 


perience/report., 78-8024 


Container ships — United States. 
Inventory of American intermodal equip- 
ment., 78-14894 


Containerization. 
Aerodynamic forces on freight trains /, 
78-9651 


Centralized Department of Defense 
management of cargo shipped in con- 
tainers would save millions and im- 
prove service., 78-13340 


Container-oriented logistics system - will 
it be ready when needed by the De- 
partment of Defense : report to the 
Congress /, 78-6954 


Container transfer report for the Port of 
Houston., 78-19802 


Intermodal problems through bill of lad- 
ing : areport., 78-18854 

Inventory of American intermodal equip- 
ment., 78-14894 


Progress made and improvements needed 
in developing a containerized ammuni- 
tion system /, 78-25805 

Systems Engineering for intermodal 
freight systems : Phase 1, exploratory 

~ planning /, 78-22135 

Containerization — Addresses, essays, 
lectures. 

Address by the Honorable Karl E. 
Bakke, Chairman, Federal Maritime 
Commission, before the Pacific Traffic 
Association, San Francisco, California, 
February 8, 1977., 78-6887 


Do not order from index; see indicated entry 





*Containerization — Data processing. 
Intermodal management information 
system : Phase Il, task I, state-of-the- 
art survey /, 78-22142 
*Containerization — Safety measures. 
International safe container act : 


: report 
to accompany H.R. 8159 ..., 78- 
10124 


*Containerizaton. 
Sea-Land McLean: static _ structural 
calibration of ship response instrumen- 
tation system aboard., 78-18977 


Static structural calibration of ship 
response instrumentation system 
aboard the Sea-Land McLean /, 78- 
18977 

Containers. 

The Department of Defense could save 
several million dollars annually 
through improved management and 
control of reusable containers : report 
/, 78-23662 


*Containers — Law and legislation — United 

States. 

An act to establish uniform structural 
requirements for intermodal cargo 
containers, subject to the jurisdiction 
of the United States, designed to be 
transported interchangeably by sea and 
land carriers ..., 78-12236 


International safe container act 
to accompany H.R. 
10124 

*Contamination (Technology) 

Chemical accident contamination con- 

trol., 78-23088 


Emission characterization of stationary 
NOx sources /, 78-25683 


Evaluations of novel particulate control 
devices /, 78-25676 


A manual for evaluating contamination 
potential of surface impoundments /, 
78-23432 


Natural  radioacativity contamination 
problems : a report of the Task Force 
.. /, 78-17037 

Particulate control mobile test units : 
third year’s operation /, 78-25678, 
78-25679 


: report 
ris 


Survey of equipment and methods for 
particulate sampling in __ industrial 
process streams., 78-25660 

Technical manual : a survey of equip- 
ment and methods for particulate sam- 


pling in industrial process streams /, 
78-25660 


*Contamination (Technology) — Data 
processing. 

A computer model for the KALC 
process studies in the ORGPD off-gas 
decontamination pilot plant /, 78- 
20949 





*Contamination (Technology) — 

Mathematical models. 

An equation that describes material out- 
gassing for contamination modeling /, 
78-18090 

Continental Divide Trail. 
National trail recommendation 
tinental Divide Trail /, 78-8383 
*Continental drift — Bibliography. 
Continental drift /, 78-9312 
*Continental shelf — Alaska. 

Benefits derived from the Outer Con- 

tinental Shelf environmental studies 


program are questionable : report /, 
78-25731 


Con- 


Environmental assessment of the Alaskan 
continental shelf : annual reports of 
principal investigators for the 
ending March 1977., 78-25072 

*Continental shelf — California. 

Surface currents as determined by drift 
card over the Continental 
Shelf off central and southern Califor- 
nia /, 78-14914 


year 


releases 


Continental shelf — Economic aspects — 

United States. 

An act to establish a policy for the 
management of oil and natural gas in 
the Outer Continental Shelf, to protect 
the marine and coastal environment, to 
amend the Outer Continental Shelf 
lands act, and for other purposes., 
78-27041 

Outer continental shelf lands act amend- 
ments of 1977 78-1236 

Outer continental shelf lands act amend- 
ments of 1978 : conference report to 
accompany S.9., 78-24777 

*Continental shelf — Middle Atlantic States. 

Draft environmental impact statement, 
proposed 1979 outer Continental Shelf 
oil and gas lease sale offshore the Mid- 
Atlantic States., 78-21609 


: report /, 


Final environmental impact statement : 
proposed 1979 OCS oil and gas lease 
sale offshore the Mid-Atlantic States., 
78-26118 


Proposed 1979 OCS oil and gas lease 
sale offshore the Mid-Atlantic States., 
78-26118 


Proposed 1979 outer Continental Shelf 
oil and gas lease sale offshore the Mid- 
Atlantic States., 78-21609 

*Continental shelf — New York (State) — 

Long Island. 

Geomorphology, shallow —subbottom 
structure and sediments of the Atlantic 
inner continental shelf off Long Island, 
New York /, 78-15100 
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*Continental shelf — North Carolina — 

Cape Fear. 

Sand resources on the Inner Continental 
Shelf of the Cape Fear Region, North 
Carolina /, 78-15098 

*Continental shelf — United States. 

Benefits derived from the Outer Con- 
tinental Shelf environmental studies 
program are questionable : report /, 
78-25731 

Inspection of petroleum operations on 
the Outer Continental Shelf., 78- 
21492 

Oil and gas in coastal lands and waters : 
a report by the Council on Environ- 
mental Quality /, 78-2116 

Outer continental shelf lands act amend- 
ments of 1975 : hearings before the 
Ad Hoc Select Committee on Outer 
Continental Shelf, House of Represen- 
tatives, Ninety-fourth Congress, first 
session, on H.R. 6218 78-16272 

shelf sale no. 35 
problems selecting and evaluating land 
to lease : Department of the Interior : 
report to the Congress /, 78-4638 

Continental shelf — United States — Atlantic 

States. 

Final environmental impact statement, 
proposed 1978 Outer Continental 
Shelf oil and gas lease sale, South At- 
lantic., 78-7353 


Proposed 1978 Outer Continental Shelf 
oil and gas lease sale, South Atlantic., 
78-7353 


Outer continental 


Continental shelf — United States — 

Southern States. 

Final environmental impact statement, 
proposed 1978 Outer Continental 
Shelf oil and gas lease sale, South At- 
lantic., 78-7353 

Proposed 1978 Outer Continental Shelf 
oil and gas lease sale, South Atlantic., 
78-7353 

Continuing education — United States. 

Annual report - National Advisory Coun- 
cil on Extension and Continuing Edu- 
cation., 78-18846 

Community service and continuing edu- 
cation, 78-11177 

Continuing education : right or privilege? 
: recommendations of the National Ad- 
visory Council on Extension and Con- 
tinuing Education., 78-14243 

Continuing need, continuing response, 
continuing education, 78-18846 

78-11177 

Lifelong learning in the nation’s third 
century : a _ synthesis of selected 
manuscripts about the education of 

adults in the United States /, 78-7052 


Education briefing paper., 
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Model state legislation continuing 
professional education for school per- 
sonnel /, 78-7064 


Recommendations of the National Ad- 
visory Council on Extension and Con- 
tinuing Education., 78-14243 

Continuing education — United States — 

Congresses. 

Joint conference : the National Advisory 
Council on Extension and Continuing 
Education and State Title I (HEA) Ad- 
visory Committee Representatives, 
Denver Hilton Hotel, Denver, 
Colorado, May 21, 1975., 78-8166 


*Continuing education centers. 
To the Army spouse., 78-10739 


*Contours (Cartography) 

An automated procedure for slope map 
construction final report /, 78- 
15075 

Contraception. 

Adolescent health services, and Pregnan- 
cy prevention care act of 1978 : hear- 
ing before the Subcommittee on 
Health and the Environment of the 
Committee on Interstate and Foreign 
Commerce House of Representatives, 
Ninety-fifth Congress, second session, 
on H.R. 12146 ... June 28, 1978., 78- 
26815 


Adolescent pregnancy : hearings before 
the Subcommittee on Select Education 
of the Committee on Education and 
Labor, House of Representatives, 
Ninety-fifth Congress, second session, 
on H.R. 12146 ... July 24, 1978., 78- 
26766 


Contraceptives. 
Metodos anticonceptivos en la planifica- 
cion familiar : bebes mas saludables 
cuando usted los quiera., 78-1950 


*Contract labor — Law and legislation — 

United States. 

Regulations, part 40 : farm labor con- 
tractor registration, subpart A-registra- 
tion subpart B-administrative 
proceedings : title 29 of the Code of 
Federal regulations 
requirements and 
proceedings including assessment, 
notice, and collection of civil money 
penalties for violations., 78-24178 


Contract system (Labor) — Law and 
legislation — United States. 
Farm labor contractor registration act of 
1963 ad amended (7 U.S.C. 2041 et 
seq.)., 78-5134 


registration 
administrative 


Farm labor contractor registration act of 
1963 as amended : (7 U. S. C. 2041 et 
seq.), 78-18015 
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Contracting Parties to the General 

Agreement on Tariffs and Trade. 

General agreement on tariffs and trade : 
process-verbal extending the declara- 
tion of July 23, 1975, on provisional 
accession of Columbia to the general 
agreement, done at Geneva November 
12, 1976., 78-7591 

Contracts. 

CHAMPUS contractors CHAMPUS, 
civilian health and medical program of 
the uniformed services., 78-6369 


Contracts, Letting of — United States. 

Identical bidding in public procurement; 
report of the Attorney General under 
Executive Order 10936., 78-21666 

Indian self-determination and education 
assistance act implementation 
hearings before the United States 
Senate Select Committee on Indian Af- 
fairs, ninety-fifth Congress, first session 
... June 7, and 24, 1977., 78-2274 


Late payments to contractors by Federal 
agencies : hearing before the Select 
Committee on Small Business, United 
States Senate, Ninety-fifth Congress, 
first session ... Portland, Oreg., August 
26, 1977., 78-5656 


Selection process used for first round of 
local public works program : adequate 
but some problems experienced : re- 
port of the Comptroller General of the 
United States., 78-15338 

*Control systems. 

Flight dynamics of MK 82 air inflatable 

retarder low-drag bomb /, 78-20339 
*Control theory. 


Dual pertubation control /, 78-20391 


*Controlled fusion — Bibliography. 
Controlled fusion and plasma research : 
a literature search /, 78-13173 


*Controlled fusion — Congresses. 
Proceedings of the Plasma Heating 
Requirements Workshop, held at the 
Holiday Inn, Gaithersburg, Md., 
December 5, 6, and 7, 1977 /, 78- 
25385 


*Controlled fusion — Environmental aspects 

— Washington (State) 

Fusion materials irradiation testing facili- 
ty, Hanford Reservation, Richland, 
Washington : final environmental im- 
pact statement : (final of draft EIS, 
ERDA-1556-D, high flux neutron 
source facility)., 78-23260 


*Controlled fusion — Mathematical models. 
Assessment of contemporary mathemati- 
cal methods for magnetic fusion 
research /, 78-25498 
*Controlled fusion — Research. 
Assessment of contemporary mathemati- 
cal methods for magnetic fusion 
research /, 78-25498 
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Controlled fusion — Research — Russia. 
Main results of investigations in the pro- 
gram “Physics of high-temperature 
plasmas and controlled thermonuclear 
fusion” in the USSR in 1974-75 /, 
78-293 
Convection (Meteorology) 
Atmospheric energetics in regions of in- 
tense convective activity /, 78-5155 


Gradients of meteorological parameters 
in convective and nonconvective areas 
/, 78-13952 


The moisture budget in relation to con- 
vection /, 78-9440 


Vorticity imbalance and stability in rela- 
tion to convection /, 78-18173 


Convection (Meteorology) — Mathematical 
models. 
Prediction of convective activity using a 
system of parasitic-nested numerical 
models /, 78-21840 


Conversation of natural resources — United 
States. 
RC&D for your community : facts about 
resource conservation and develop- 
ment areas., 78-1319 


Conveyancing. 

Information on Federal land exchanges 
with private citizens in New Mexico : 
Department of the Interior : report of 
the Comptroller General of the United 
States., 78-1895 

Conveyancing — Alaska. 

Land titles should be conveyed to Alaska 

natives faster : report /, 78-23616 
Conveyancing — Mississippi — Adams 

County. 

Authorizing the Secretary of the Interior 
to convey the interest of the United 
States in certain lands in Adams Coun- 
ty, Miss., notwithstanding a limitation 
in the Color of title act : report to ac- 
company H.R. 1403., 78-6002 


*Convict labor — United States. 
Analysis of prison industries and recom- 
mendations for change., 78-21645 


Annual report - Federal Prison Indus- 
tries, inc., 78-21680 


Annual report of the Board of Directors 
- Federal Prison Industries, inc., 78- 
21681 


Study of the economic and rehabilitative 
aspects of prison industry., 78-21645 


Study of the economic and rehabilitative 
aspects of prison industry : technical 
tasks and results., 78-24083 


Cookery. 


Food for thrifty families., 78-1377 


Money-saving meals., 78-4015 
Cookery — Bibliography. 


Cookbooks and recipes., 78-23679 
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*Cookery — Problems, exercises, etc. 
How to cook : quik-quiz., 78-16528 


*Cookery, Marine — Vocational guidance. 
Mess management specialist 1 & C., 
78-12761 
Cookery, Military. 
Armed __ Forces 
25172 


Commander’s manual : food service spe- 
cialist, MOS 94B., 78-4387 


Food service specialist, MOS 94B : com- 
mander’s manual., 78-4387 


Food service specialist, MOS 94B, skill 
level 5 : soldier’s manual., 78-4390 
Food service specialist, MOS 94B, skill 
levels 1 and 2 : soldier’s manual., 78- 
4388 
Food service specialist, MOS 94B, skill 
levels 3 and 4: soldier’s manual., 78- 
4389 
Soldier’s manual 
cialist., 78-4389 
Soldier’s manual : food service specialist, 
MOS 94B, skill levels 1 and 2., 78- 
4388, 78-4390 
Cookery, Military — Indexes. 
Index of recipes : Armed Forces recipe 
service., 78-25173 
*Cookery (Apples) 
Apples in appealing ways /, 
*Cookery (Beef) 
Beef and veal in family meals 
for consumers /, 78-10314 
Cookery (Cheese) 
Cheese in family meals : a guide for con- 
sumers /, 78-1328 
*Cookery (Frozen foods) 
Egg products for use in a cook-freeze 
system /, 78-8719 


recipe service., 78- 


food service spe- 


78-10317 


: a guide 


Cookery (Fruit) 

How to make jellies, jams, and preserves 

at home /, 78-1322 
Cookery (Lamb and mutton) 
Lamb in family meals /, 

Cookery (Pork) 

Pork in family meals 

sumers /, 78-19 
Cookery (Relishes) 

Making pickles and relishes at home /, 

78-24946 
Cookery (Turkeys) 

Cooked, boneless turkey rolls : the effect 
of ground skin and frozen storage on 
quality and acceptance /, 78-25298 

*Cookery (Veal) 

Beef and veal in family meals 

for consumers /, 78-10314 


78-1329 


: a guide for con- 


: a guide 





Cooks — Certification. 

The US Army Quartermaster School ap- 
prenticeship program for the trade of 
cook., 78-8708 

Cooling. 

Plan for the development and implemen- 
tation of standards for solar heating 
and cooling applications : 
/, 78-6845 

Cooling — Congresses. 

Passive solar heating and cooling : con- 
ference and workshop proceedings, 
May 18-19, 1976, University of New 
Mexico, Albuquerque, New Mexico /, 
78-6835 


initial report 


Proceedings for the second workshop on 
The Use of Solar Energy for the Cool- 
ing of Buildings : August 4-6, 1975 /, 
78-6860 


Cooling — Handbooks, manuals, etc. 


ERDA facilities solar design handbook., 
78-6690 


*Cooling ponds. 
Economic assessment of backfitting 
power plants with closed-cycle cooling 
systems /, 78-12897 

Field investigation of cooling tower and 
cooling pond plumes /, 78-20761 


of ice fog from cooling 
78-20271 


Suppression 
ponds /, 


Thermal performance measurements on 
ultimate heat sinks - cooling ponds /, 
78-18932 

Cooling towers. 

Engineering and economic evaluation of 
wet/dry cooling towers for water con- 
servation /, 78-1586 

Experimental simulation of single and 
multiple cell cooling tower plumes /, 
78-12967 

Field investigation of cooling tower and 
cooling pond plumes /, 78-20761 

Renovation of power plant cooling tower 
blowdown for recycle by evaporation : 
crystallization with interface enhance- 
ment /, 78-17163 


Site and design temperature related 
economics of nuclear power planats 
with evaporative and non-evaporative 
cooling tower systems /, 78-1585 

Coonrad, Doris Mauri. 

Doris Mauri Coonrad : report to accom- 
pany H.R. 5466., 78-5806 


Cooperative Instream Flow Service Group. 


Cooperative Instream 
Group : the first year., 


Flow Service 
78-5068 
*Cooperative marketing of farm produce — 
United States. 
What is a dairy marketing cooperative? /, 
78-22753 
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*Cooperative marketing of farm produce — 

United States — Congresses. 

New dimensions of cooperative bargain- 
ing : proceedings : 22nd National Con- 
ference of Bargaining and Marketing 
Cooperatives, January 7-8, 1978, San 
Francisco, California., 78-22783 

Cooperative marketing of farm produce — 

United States — Directories. 

Cooperative brands and processed foods 
/, 78-96 

Cooperative marketing of livestock. 

Contract integrated, cooperative cattle 

marketing system /, 78-25 
Cooperative marketing of livestock — 

United States. 

Contract integrated, cooperative cattle 
marketing system : supplement to mar- 
keting research report 1078 /, 78-26 

*Cooperative societies — United States. 

Cooperative approach to crafts /, 78- 

16496 


Cooperative facts., 78-19630 


Cooperative in agribusiness., 78-4029 
The future role of cooperatives in the 
red meats industry., 78-16520 
Midsize farm supply cooperatives 
characteristics and growth strategy /, 
78-12452 
Railcar coordination among cooperatives 
/, 78-4030 
*Coordinate transformations. 
Storm surge simulation in transformed 
coordinates /, 78-20286 


*Copepoda — Northeastern States. 

Marine flora and fauna of the Northeast- 
ern United States : Copepoda : Cyclo- 
poids parasitic on fishes /, 78-19842 

Marine flora and fauna of the Northeast- 
ern United States : Copepoda : Ler- 
naeopodidae and Sphyriidae /, 78- 
19840 


Copper. 


Copper /, 78-7308 


Copper and silver recovery from a sul- 
fide concentrate by ferrous chloride- 
oxygen leaching /, 78-21533 

Recovery of copper 
blast furnace slag /, 


from granulated 
78-15558 
Workshop on Copper in Estuarine, Con- 
tinental and Marine Waters, December 
7-8, 1977, San Francisco, California /, 
78-23229 
*Copper — By-products. 
Occurrence and recovery of certain 
minor metals in the smelting-refining 
of copper /, 78-21543 
Copper — Electrometallury. 
Factors affecting fabricability of elec- 
trowon copper /, 78-7298 


Do not order from index; see indicated entry 





*Copper — Metallurgy. 

Occurrence and recovery of certain 
minor metals in the smelting-refining 
of copper /, 78-21543 

Smelting cement copper in an electric- 
arc furnace /, 78-21529 

*Copper industry and trade — 

Environmental aspects — Arizona — San 

Manuel. 

Emission testing at the Magna Copper 
Company smelter, San Manuel, 
Arizona, May 12-22, 1976., 78- 
17040 


Copper industry and trade — Statistics. 
Copper., 78-4974 
Preprint from the 1975 Bureau of Mines 
Minerals Yearbook, 78-4974 


Copper industry and trade — United States. 
Copper, 78-7311, 78-11532 
Copper industry., 78-7311 

Copper industry and trade — United States 
— Inventories. 
Inventories of brass and copper wire mill 

shapes., 78-2587 

Copper industry and trade — United States 

— Periodicals. 


Copper industry., 78-3443 


78-3444 


Copper industry and trade — United States 
— Statistics. 
Copper, 78-21570 


Copper-base mill and foundry products., 
78-24999 


Copper production., 


Copper industry., 78-21570 


Copper industry and trade — United States 
— Statistics — Periodicals. 
Copper., 78-19977 


Copper; quarterly report., 78-2890 
Copper-base mill and foundry products., 
78-2559, 78-10536 
Inventories of brass and copper wire mill 
shapes., 78-8593, 78-25002 
*Copper ores — Michigan. 
Preconcentration of native copper ore by 
electronic sorting /, 78-24015 
Copper sulphate — Statistics — Periodicals. 
Copper sulfate., 78-3468 
*Copying machines. 
Survey of photocopier 
products /, 78-21268 


and related 
Copyright. 

Annual report - Advisory Committee on 
International Intellectual Property., 
78-26454 

Copyright — Art — Periodicals. 

Catalog of copyright entries., 
78-9243 

Catalog of copyright entries, Works of 
art, 78-7477, 78-9243 


78-7477, 78-9243 


78-7477, 


Works of art, 
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Catalog of copyright entries., 78-7477, 
78-9243 

Catalog of copyright entries, Works of 
art, 78-7477, 78-9243 

Works of art, 78-7477, 78-9243 

Copyright — Artistic performance — United 

States — Periodicals. 

Catalog of copyright entries;, 78-7479, 
78-9246 


Catalog of copyright entries, Sound 
recordings, 78-7479, 78-9246 
Sound recordings, 78-7479, 78-9246 
*Copyright — Broadcasting rights — United 
States. 
Radio and televison programs., 78- 
21776 
Copyright — Broadcasting rights — United 
States — Periodicals. 
Catalog of copyright entries., 78-7476, 
78-7479, 78-9241, 78-9246 


Catalog of copyright entries, Dramas, 
78-7476, 78-9241 
Catalog of copyright entries, Sound 
recordings, 78-7479, 78-9246 
Dramas and works prepared for oral 
delivery, 78-7476, 78-9241 
Sound recordings, 78-7479, 78-9246 
Copyright — Computer programs — United 
States. 
Copyright in computer-readable works : 
policy impacts of technological change 
/, 78-122 
Copyright — Drama — United States — 
Periodicals. 
Catalog of copyright entries., 78-7476, 
78-9241 


Catalog of copyright entries, Dramas, 
78-7476, 78-9241 


Dramas and works prepared for oral 
delivery, 78-7476, 78-9241 


*Copyright — Duration — United States. 
Duration of copyright under the new 
law., 78-13882 
Renewal of copyright., 78-13883 
Copyright — Law and legislation — United 
States. 
Copyright and the librarian., 78-7466 
Copyright — Maps — United States — 
Periodicals. 
Catalog of copyright entries., 78-5145, 
78-24197 
Maps and atlases, 78-5145 
Copyright — Moving-pictures — United 
States. 
Catalog of copyright entries., 78-7478 
Catalog of copyright entries, Motion pic- 
tures, 78-7478 


Motion pictures, 78-7478 
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Copyright — Moving-pictures — United 
States — Periodicals. 
Catalog of copyright entries., 78-9245, 
78-24198 


Catalog of copyright entries, Motion pic- 
tures, 78-9245, 78-24198 


Motion pictures, 78-9245 

Copyright — Moving-pictures, Talking — 
United States. 
Catalog of copyright entries., 78-7478 


Catalog of copyright entries, Motion pic- 
tures, 78-7478 


Motion pictures, 78-7478 
Copyright — Moving-pictures, Talking — 
United States — Periodicals. 


Catalog of copyright entries., 78-9245, 
78-24198 


Catalog of copyright entries, Motion pic- 
tures, 78-9245, 78-24198 


Motion pictures, 78-9245 


Copyright — Music — United States — 
Periodicals. 
Catalog of copyright entries., 78-5144, 
78-7473, 78-7479, 78-9240, 78- 
9242, 78-9246, 78-18040 


Catalog of copyright entries, Music, Cur- 
rent and renewal registrations, 78- 
5144, 78-9240, 78-9242, 78- 
18040 


Catalog of copyright entries, Music, 
Index, 78-7473, 78-9242, 78- 
18040 


Catalog of copyright entries, Sound 
recordings, 78-7479, 78-9246 


Music, 78-5144, 78-7473, 78-9240, 
78-9242 


Sound recordings, 78-7479, 78-9246 


Copyright — Phonorecords — United States. 
Performance rights in sound recordings /, 
78-24631 


Replacement certificates for coin- 
operated phonorecord players., 78- 
13885 


Copyright — Phonotapes — United States. 
Performance rights in sound recordings /, 
78-2463 1 


Copyright — Photographs — United States 
— Periodicals. 
Catalog of copyright entries., 78-7477, 
78-9243 


Catalog of copyright entries, Works of 
art, 78-7477, 78-9243 


Works of art, 78-7477, 78-9243 


Copyright — Royalties — United States. 
Library photocopying in the United 
States : with implications for the 
development of a copyright royalty 
payment mechanism /, 78-8181, 78- 
8182 
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Announcement., 78-3578 

Annual report of the Register of Copy- 
rights., 78-9231 

Authors’ publishing and recording ar- 
rangements., 78-21778 


Blank forms and other uncopyrightable 
works., 78-21774 


Certified copies of Copyright Office 
records., 78-7463 


Code of Federal regulations., 78-7031 


Computing and measuring devices., 78- 
21775 


Copyright fees., 78-7461 


Copyright fees effective January 1, 
1978., 78-9232, 78-18037 


The copyright notice., 78-2103 


Copyright protection not available for 
names, titles, or short phrases., 78- 
13884 


Deposit of copies or phonorecords 
without accompanying application or 
written request., 78-13879 


The effective date of registration., 78- 
13880 


General guide to the Copyright Act of 
1976., 78-740 


Highlights of the new copyright law., 
78-13886, 78-13887 


How to investigate the copyright status 
of a work., 78-18038 


Ideas, plans, methods, or systems., 78- 
21773 


International copyright protection., 78- 
2104 


International copyright relations of the 
United States., 78-7472, 78-18039 


Longer duration for certain copyrights 
already in existence on January 1, 
1978., 78-21771 


New classification system for copyright 
registrations., 78-18035, 78-21770 

New copyright registration procedures., 
78-18036 


Patents, trademarks, and copyrights, 
78-7031 


Performances of music on coin-operated 
phonorecord players., 78-9239 

Registration for periodicals on form TX., 
78-11663 


Repeal of notice of use requirement., 
78-21777 


Reproduction of copyrighted works by 
educators and librarians., 78-21772 


Reproduction of copyrighted works for 
the blind and physically handicapped., 
78-7469, 78-9238 





Supplementary copyright registration., 
78-7465, 78-9235 


Copyright — United States — Bibliography. 
Publications of the Copyright Office., 
78-2102 


Copyright — United States — Cases. 
Copyright decisions, 78-18034 


Decisions of the United States courts in- 
volving copyright., 78-18034 
Copyright — United States — Fees. 
Copyright fees., 78-7462 


Copyright — United States — Handbooks, 
manuals, etc. 
Compendium of Copyright Office prac- 
tices., 78-3577 
Copyright — United States — Periodicals. 
Books and pamphlets, 78-5142, 78- 
13888 


Catalog of copyright entries., 
78-9244, 78-13888 

Catalog of copyright entries, 
index, 78-5142, 78-13888 

Catalog of copyright entries, Commercial 
prints and labels, 78-9244 


Catalog of copyright entries, Current and 
renewal registrations, 78-5142, 78- 
13888 


Commercial prints and labels, 


78-5142, 


Books, 


78-9244 
Copyright, International. 


International copyright relations of the 
United States., 78-7472, 78-18039 


Copyright licenses — Russia — International 
cooperation. 

Copyright license : agreement between 
the United States of America and the 
Union of Soviet Socialist Republic, 
signed at Washington February 14, 
1977., 78-5197 


Copyright licenses — United States — 

International cooperation. 

Copyright license : agreement between 
the United States of America and the 
Union of Soviet Socialist Republic, 
signed at Washington February 14, 
1977., 78-5197 

Corals — Indonesia — Moluccas. 

Lichomolgid copepods (Cyclopoida) as- 
sociated with fungiid corals 
(Scleractinia) in the Moluccas /, 78- 
9532 

Corals, Fossil. 

Carboniferous microfacies, microfossils, 
and corals, Lisburne Group, Arctic 
Alaska /, 78-13754 

Core drilling. 

Analyses of water, core material, and 
elutriate samples collected near Buras, 
Louisiana (New Orleans to Venice, 
Louisiana, Hurricane Protection Pro- 
ject) /, 78-615 
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Drilling rate changes when air drilling is 
switched to mist drilling /, 78-20791 


Test procedures for nonlinearly elastic 
stress-relief overcomes / /c by James 
R. Aggson., 78-640 


Transducer preparation gage assembly of 
the Bureau of Mines three-component 
borehole deformation gage /, 78- 
15561 


*Corn. 


Biological treatment of wastes from corn 
wet milling industry /, 78-20743 


Improved practices in corn production : 
a guide for PCV’s /, 78-10514 


Corn — Diseases and pests — Missouri. 
1976 virus tolerance ratings for corn 
strains grown in the lower corn belt /, 
78-4019 


*Corn — Diseases and pests — United 
States. 
Corn diseases in the United States and 
their control /, 78-16502 
Corn earworm. 
Layered diet for pink bollworm rearing /, 
78-6218 


*Coronado National Forest, Ariz. and N.M. 
Swift Trail, Forest Highway 34 : draft en- 
vironmental statement., 78-16670 
Coronary care units. 
Cardiac _ specialist 
manual., 78-1515 


Cardiac specialist : 
78-1514 


Commander’s manual 
cialist., 78-1515 


Soldier’s manual : 
78-1514 


*Coronary heart disease — Congresses. 
Proceedings, US-USSR Symposium on 
Management of Ischemic Heart Dis- 
ease : Moscow, USSR, October 18-20, 
1976., 78-17539 


Coronary heart disease — United States — 
Prevention — Periodicals. 
Multiple risk factor intervention trial., 
78-17543, 78-17544, 78-17545 


Corporate headings (Cataloging) 
Corporate author entries, 78-20969 


ERDA energy information data base., 
78-20969 


Corporate headings (Cataloging) — 
Periodicals. 
Library of Congress name headings with 
references., 78-3596 


Corporate profits — United States. 
1976 profitability of selected major oil 
company operations /, 78-5563 


Corporation for Public Broadcasting. 
Briefing on the proposed Public broad- 
casting financing act of 1978 /, 78- 
16236 


commander’s 
soldier’s manual., 
cardiac 


spe- 


cardiac specialist., 
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Public broadcasting financing act of 
1978 : message from the President of 
the United States ..., 78-10088 


Public telecommunications financing act 
of 1978 report to accompany §S 
2883., 78-24816 


Corporation for Public Broadcasting — 
Appropriations and expenditures. 
Authorization for the Public telecommu- 

nications financing act of 1978 
hearings before the Subcommittee on 
Communications of the Committee on 
Commerce, Science, and Transporta- 
tion, United States Senate, Ninety-fifth 
Congress, second session, on S. 2883 
and S. 2901 ... May 3, and 4, 1978., 
78-26757 


*Corporation law — United States. 
Foreign corrupt practices 
report 
10159 


: conference 
to accompany S. 305., 78- 


Legal Services Corporation act amend- 
ments of 1977 : hearings before the 
Subcommittee on Employment, Pover- 
ty, and Migratory Labor of the Com 
mittee on Human Resources, United 
States Senate, Ninety-fifth Congress, 
first session, on S. 1303 ... April 25 
and 26, 1977., 78-5587 


Securities exchange act of 1934, amend- 
ment., 78-8461 
Corporations — Taxation. 


Corporation 
21999 


income tax returns, 78- 


Statistics of income., 78-21999 


*Corporations — Taxation — United States. 
Effective income rates paid by United 
States corportions in 1972., 78-21994 
Internal Revenue Service coordinated ex- 
amination program : hearings before 
the Subcommittee on Oversight of the 
Committee on Ways and Means, 
House of Representatives, Ninety-fifth 
Congress, first session, September 13 
and 14, 1977., 78-14417 


*Corporations — United States. 
Corporation income tax returns., 78- 
18493 


Interlocking directorates 
major U.S. corporations : 
/, 78-22478 


Large corporations and urban employ- 
ment /, 78-19037 

Preliminary statistics of income, 1975 : 
corporation income tax returns., 78- 
18493 


among the 
a staff study 


Voting rights in major corporations : a 
staff study /, 78-8294 
Corporations — United States — 
Accounting. 
Accounting and auditing practices and 
procedures : hearings before the Sub- 
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committee on Reports, Accounting, 
and Management of the Committee on 
Governmental Affairs, United States 
Senate, Ninety-fifth Congress, first ses- 
sion ..., 78-5576 

Improving the accountability of publicly 
owned corporations and their auditors 
: report of the Subcommittee on Re- 
ports, Accounting, and Management of 
the Committee on Governmental Af- 
fairs, United States Senate., 78-14329 


Report Coordinating Group annual re- 
port to the Securities and Exchange 
Commission., 78-24321 

Corporations — United States — Addresses, 
essays, lectures. 

An address by Roderick M. Hills, Chair- 
man, Securities and Exchange Com- 
mission, March 15, 1976, [before] As- 
sociation of the Bar, New York, New 
York., 78-804 


Corporations — United States — Auditing. 

Accounting and auditing practices and 
procedures : hearings before the Sub- 
committee on Reports, Accounting, 
and Management of the Committee on 
Governmental Affairs, United States 
Senate, Ninety-fifth Congress, first ses- 
sion ..., 78-5576 


A review of the coordinated examination 


program, Internal Revenue Service 


niethods for the audit of large corpora- 
tions, financial institutions, and utility 


78-22566 


Corporations — United States — Corrupt 
practices — Addresses, essays, lectures. 

A parting look at foreign payments : an 
address by A. A. Sommers, Jr. Com- 
missioner, Securities and Exchange 
Commission, [before] Ohio Legal 
Center Institute, Securities Law 
Seminar, Columbus, Ohio, April 2, 
1976., 78-812 


companies /, 


SEC-Catalyst for competitive free enter- 
prise : an address by John R. Evans, 
Commissioner, Securities and 
Exchange Commission, [before ] 
Brookings Institution Seminar in Inter- 
national Trade and Finance, Washing- 
ton, D.C., March 25, 1976., 78-799 
S. proposes system of disclosure in 
treaty on illicit payments : the United 
Nations Economic and Social Coun- 
cil’s Intergovernmental Working Group 
on Corrupt Practices held its first 
mecting at New York on November 15 
[1976] : following is a statement made 
at the meeting /, 78-15842 

Corporations — United States — Directories. 

Directory of companies required to file 
annual reports with the Securitics and 
Exchange Commission under the Secu- 
rites Exchange Act of 1934, alphabeti- 
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cally and by industry groups., 78- 
18454 


Corporations — United States — Finance. 
Report of the Advisory Committee on 
Corporate Disclosure to the Securities 
and Exchange Commission., 78-8302 


Corporations — United States — Finance — 

Periodicals. 

Current trends - Division of Corporation 
Finance, Office of the Chief Financial 
Analyst., 78-24322 

*Corporations — United States — 

Management. 

The role of the shareholder in the cor- 
porate world : hearings before the Sub- 
committee on Citizens and Sharehol- 
ders Rights and Remedies of the Com- 
mittee on the Judiciary, United States 
Senate, Ninety-fifth Congress, first ses- 
sion ..., 78-12150 


Corporations — United States — 
Management — Addresses, essays, 
lectures. 

Remarks of Philip A. Loomis, Jr. Com- 
missioner, Securities and Exchange 
Commission, [before] National Con- 
ference of the American Society of 
Corporate Secretaries, The 
Homestead, Hot Springs, Virginia, 
June 19, 1976., 78-806 

Corporations — United States — Periodicals. 
List of companies registered under the 

investment company act of 1940., 
78-18452 


Corporations — United States — State 
supervision — Addresses, essays, lectures. 
An address by Roderick M. Hills, Chair- 

man, Securities and Exchange Com- 
mission, June 21, 1976, [before] 
American Enterprise Institute, 
Mayflower Hotel, Washington, D.C., 
78-805 


Corporations — United States — Taxation. 
Corporations and the Federal 
tax., 78-5254 


income 


Tax information on subchapter S cor- 
porations., 78-5262 


| *Corporations, American — South Africa. 


U.S. corporate interests in Africa : report 
to the Committee on Foreign Rela- 
tions, United States Senate /, 78- 
14316 

U.S. corporate interests in South Africa : 
report to the Committee on Foreign 
Relations, United States Senate /, 78- 
14317 

Corporations, American — Taxation. 

Tax information on subchapter S cor- 

porations., 78-5262 
Corporations, Foreign — Brazil. 

Market power and profitability of mul- 
tinational corporations in Brazil and 
Mexico : report to the Subcommittee 
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on Foreign Economic Policy of the 
Committee on _ Foreign Relations, 
United States Senate /, 78-12089 


Corporations, Foreign — Mexico. 

Market power and profitability of mul- 
tinational corporations in Brazil and 
Mexico : report to the Subcommittee 
on Foreign Economic Policy of the 
Committee on Foreign Relations, 
United States Senate /, 78-12089 

Corporations, Foreign — Romania. 

Joint venture agreements in Romania : 
background for implementation /, 78- 
159 


Corporations, Foreign — Taxation — United 
States. 
Withholding of tax on nonresident aliens 
and foreign corporations., 78-2160 


Corporations, Government — United States 
— Finance. 
Off-budget agencies and Government- 
sponsored corporations : factsheets /, 
78-12054 


*Corporations, International. 

Corporate business practices and United 
States foreign policy : hearing before 
the Subcommittee on _ Internatioal 
Economic Policy and Trade, United 
States House, Ninety-fifth Congress, 
first session, September 7, 1977., 78- 
14361 


Corporations, Nonprofit — Taxation. 
Study guide and audit technique 
guidelines : exempt organization train- 
ing program (examinations) no. 3152., 
78-15912 


Tax on unrelated business income of ex- 
empt organizations., 78-24332 


*Corporations, Nonprofit — Taxation — 

United States. 

Action being taken to prevent refundable 
payments of social security and federal 
unemployment taxes by charitable or- 
ganizations : Internal Revenue Service 
: report to the Joint Committee on In- 
ternal Revenue Taxation, Congress of 
the United States /, 78-13264 


Corporations, Nonprofit — United States — 

Employees. 

Coverage for employees of certain non- 
profit organizations : report to accom- 
pany H.R. 8490., 78-5739 

Corpus Christi Bay, Texas. 

Hydraulics and dynamics of New Corpus 
Christi Pass, Texas : a case history, 
1972-73 /, 78-25264 


Correctional institutions — United States. 
After decision : implementation of judi- 
cial decrees in correctional settings /, 
78-2092 


The problem of prison overcrowding and 
its impact on the criminal justice 
system : hearing before the Subcom- 





mittee on Penitentiaries and Cor- 
rections of the Committee on the Ju- 
diciary, United States Senate, Ninety- 
fifth Congress, first session, December 
13, 1977., 78-24637 
*Correctional personnel — Handbooks, 

manuals, etc. 

Commander’s manual : correctional spe- 
cialist., 78-20188 


Correctional specialist., 
20188 


Correctional specialist, skill level 1/2., 
78-8699 


CSP : correctional specialist, soldier’s 
manual, skill level 5., 78-15055 


Soldier’s manual : correctional specialist, 
skill level 1/2., 78-8699 


*Correctional personnel — Study and 
teaching — Handbooks, manuals, etc. 
Correctional specialist : soldier’s manual 

: skill level 1 & 2., 78-15054 


Correctional personnel — United States — 
Assaults against. 
Assaults on Federal officers., 
78-21657 


*Correctional personnel — Vocational 
guidance. 
Correctional specialist : skill level 3 
soldier’s manual., 78-12686 


78-15055, 78- 


78-21656, 


*Corrections — Europe. 
Observations on correctional programs 
and policies in selected European 
countries : study /, 78-17347 


Corrections — United States — Periodicals. 
Federal probation., 78-3517 


Corrections — United States — Statistics — 
Periodicals. 
Sourcebook of criminal justice statistics., 
78-17919 


*Correlation (Statistics) 
The effects of guessing on parameters of 


item discriminatory power /, 78- 
14954 


Mean and variance of the correlation 
magnitude of random and pseudonoise 
sequences /, 78-10842 


Correspondence schools and courses — 

United States. 

Correspondence courses : chapters 34 
and 35, Title 38, United States Code., 
78-894 

Corrosion and anti-corrosives. 

Automotive rust - its causes and preven- 
tion., 78-9814 

Corrosion : 
19781 


facts for the consumer., 78- 


Corrosion on rural electric distribution 
systems., 78-24979 


Direct sampling and characterization of 
gascous species responsible for fireside 
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corrosion in fossil fuel-fired systems ... 
/, 78-6799, 78-6800, 78-13108 


Drain cleaners., 78-11994 


Economic effects of metallic corrosion in 
the United States., 78-19756 


Hot corrosion of S-57, 
alloy /, 78-18069 


Materials research and evaluation for 


geothermal corrosion environments .../, 
78-13029 


Mathematical analysis of circular corro- 
sion cells having unequal polarization 
parameters /, 78-25342 


Metal corrosion testing of selected 
hazardous materials /, 78-9820 


A Program to discover materials suitable 
for service under hostile conditions ob- 
taining in equipment for the gasifica- 
tion of coal and other solid fuels ... /, 
78-8799, 78-8800, 78-20510, 78- 
20858, 78-23311 


Corrosion and anti-corrosives — Congresses. 
Corrosion and metal artifacts : a dialogue 
between conservators and archaeolo- 


gists and corrosion scientists /, 78- 
118 


*Corrosion and anti-corrosives — 
Toxicology. 
Bioassay of |h-benzotriazole for possible 
carcinogenicity., 78-23779 


Corrosion resistant materials — Testing. 
Hot corrosion/erosion testing of materials 
for application to advanced power 
conversion systems using coal-derived 
fuels task Il-fluidized bed com- 
bustion., 78-25475 


Corruption (in politics) — United States. 
Ethics in Government act of 1977., 78- 
5745 


Ethics in government act of 1977 : re- 
port together with minority, additional, 
separate and supplemental views to ac- 
company H.R. 1., 78-5825 


: a cobalt-base 


Federal employee financial reporting and 


disclosure : report of the Committee 
on Post Office and Civil Service, H.R. 
6954 ..., 78-5745 


Financial disclosure act : hearings before 
the Subcommittee on Administrative 
Law and Governmental Relations of 
the Committee on the Judiciary, House 
of Representatives, Ninety-fifth Con- 
gress, first session ... September 9 and 
12, 1977., 78-5618 


Financial disclosure under Senate rule 42 
: report to accompany S. Res. 265., 
78-5957 

Full committee consideration of H.R. 
6954 ... H.R. 6966 ... Reprograming 
action nos. 77-44 P/A and 77-45 P/A, 
H.R. 2637, mark-up ..., 78-9896 
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Hearing on H.R. 6954, to preserve and 
promote ethical standards throughout 
the executive branch, and for other 
purposes, before the Investigations 
Subcommittee of the Committee on 
Armed Services, House of Representa- 
tives, Ninety-fifth Congress, first ses- 
sion, September 15, 1977., 78-2246 

Korean influence inquiry : executive ses- 
sion hearings before the Select Com- 
mittee on Ethics of the United States 
Senate, Ninety-fifth Congress, second 
session ..., 78-22457 

Legislative branch disclosure of act of 
1977 : report of the Select Committee 
on Ethics, U.S. House of Representa- 
tives, together with minority and addi- 
tional views, to accompany H.R. 
7401...., 78-5724 

To establish certain Federal agencies, ef- 
fect certain reorganizations of the 
Federal Government, to implement 
certain reforms in the operation of the 
Federal Government and to preserve 
and promote the integrity of public of- 
ficials institutions, and for other pur- 
poses : report to accompany S 
78-5906 

Cortes, Angelo B 

Mr. Angelo B. Cortes : report to accom- 

pany S. 344., 78-1278 
Cortes, Eugenia. 

Eugenia Cortes : 

2247., 
Cortina, Joe. 

For the relief of Joe Cortina : report to 
accompany H.R. 5289., 78-2373 

For the relief of Joe Cortina of Tampa, 
Fla. : report to accompany H.R. 5289., 
78-5702 

Cosmetics. 

Facts about 

21261 


report to accompany S. 
78-24825 


“tanning” products, 78- 


FDA consumer memo., 78-21261 


Cosmetics — Law and legislation — United 
States. 


Cosmetics, 78-21238 


Enforcing the Food, drug, and cosmetic 
act, 78-21241 

FDA consumer memo., 
21241 

Federal food, drug, and cosmetic act, 
with amendments /, 78-8134 


78-21238, 78- 


*Cosmochemistry. 

A geological basis for the exploration of 

the planets /, 78-9396 
*Cosmochemistry — Congresses. 

The Soviet-American Conference on 
Cosmochemistry of the Moon and 
Planets : a conference held in Moscow, 
U.S.S.R., June 4-8, 1974 /, 78-9395 
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*Cost accounting. 
Planning water supply : cost-rate dif- 
ferentials and plumbing permits /, 78- 
23480 


USAF military personnel costing 
problems and approaches : final report 
for period June 1973-December 1976 
/, 78-20442 


Cost accounting — Law and legislation — 

United States — Periodicals. 

Standards, rules & regulations - Cost Ac- 
counting Standards Board., 78-3831 

*Cost accounting — Standards — 

Congresses. 

Transcript of proceedings, October 12- 
13, 1977., 78-16100 

Cost accounting — United States — 

Periodicals. 

Progress report to the Congress; includ- 
ing aggregated disclosure statement 
responses., 78-18836 

*Cost and standard of living. 

The consumer price index 
1978., 78-15680 

Relative importance of components in 
the consumer price index : December 
1976., 78-9219 

U.S. Department of State indexes of liv- 
ing costs abroad and quarters al- 
lowances., 78-24166 

U.S. Department of State indexes of liv- 
ing costs abroad and quarters al- 
lowances April 1978 (including 
January-March 1978 revisions)., 78- 
17994 

Cost and standard of living — Africa, 

North. 

Near East/North African business costs, 
78-16869 


revision, 


Overseas business reports., 78-16869 
Cost and standard of living — Kentucky — 
Powell County. 
Problems of rural elderly households in 
Powell County, Kentucky /, 78-6253 


Cost and standard of living — Near East. 
Near East/North African business costs, 
78-16869 


Overseas business reports., 78-16869 
Cost and standard of living — Periodicals. 
U.S. Department of State indexes of liv- 
ing costs abroad and quarters al- 
lowances., 78-3545 
Cost and standard of living — Research. 
Revising the consumer price index., 78- 
7442 
Cost and standard of living — Research — 
United States. 
Announcement to users of the consumer 
price index., 78-7440 
The consumer price index : concepts and 
content over the years., 78-9220, 
78-17993 
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The consumer price index, revision, 1978 
: announcement to users of the con- 
sumer price index., 78-7440 


The consumer price index revision, 1978 
: escalation and the CPI: information 
for users., 78-7441 


The consumer price index revision, 1978 
facts about the revised consumer 
price index., 78-7439 


Escalation and the CPI: information for 
users., 78-7441 


Facts about the revised consumer price 
index., 78-7439 


The 1972-73 consumer expenditure sur- 

vey /, 78-21723 
*Cost and standard of living — Statistics. 

Consumer expenditure survey series, in- 
terview survey, 1972 and 1973 
average annual expenditures for motor 
vehicle purchases, maintenance, repair, 
and operations, selected data, 1972 
and 1973., 78-17989 


Consumer expenditure survey series: in- 
terview survey, 1972-73 : average an- 
nual income and expenditures for com- 
modity and service groups classified by 
family characteristics., 78-13866 


*Cost and standard of living — United 
States. 
Consumer expenditure survey series 
diary survey 1973., 78-21726 


Cost of living allowance : hearings before 
the Subcommittee on Compensation 
and Employee Benefits of the Commit- 
tee on Post Office and Civil Service, 
House of Representatives, Ninety-fifth 
Congress, first session, July 8 and Oc- 
tober 27, 1977., 78-10007 


Library of Congress study on imports 
and consumer prices., 78-1151 


Research summaries urban family 
budgets updated to autumn 1975 /, 
78-21720 


Urban family budgets updated to autumn 
1975., 78-21720 


*Cost and standard of living — United 
States — Problems, exercises, etc. 
What food costs : quik-quiz., 78-16532 


Cost and standard of living — United States 
— Statistics. 
Consumer expenditure survey : diary sur- 
vey, July 1972-June 1974., 78-704 


Consumer expenditures survey series 
diary survey, July 1973-June 1974., 
78-17988 

*Cost control. 

Estimating the least cost combinaion of 
cable yarding and tractor skidding for 
a timber sale area /, 78-14706 

Cost control — Periodicals. 

DCAS manufacturing 

digest., 78-194, 


cost control 


78-12647 
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Cost effectiveness. 
Better analysis of uncertainty needed for 
water resource projects : report /, 78- 
25813 


Comparative life cycle cost : a case study 
: study /, 78-25811 

Effective allocation of cost-sharing funds 
for forestry : an example /, 78-14668 


Full funding of capital expenditures 
hearing before the Task Force on 
Budget Process of the Committee on 
the Budget, House of Representatives, 
Ninety-fifth Congress, second session, 
February 22, 1978., 78-19057 

*Cost effectiveness — Data processing. 

Computer mode for life cycle costing : 

user’s guide /, 78-10821 
Cost effectiveness — Mathematical models. 

Identification and specification of inputs 
for benefit-cost modeling of pesticide 
use /, 78-281 

Measures of program effectiveness : a 
system for measuring program effec- 
tiveness /, 78-883 

System for measuring program effective- 
ness : measures of program effective- 
ness., 78-883 

Costa Rica — Population. 

Costa Rica., 78-1422 


Costle, Douglas Michael, 

Nominations of Douglas Costle and Bar- 
bara Blum : hearing before the Com- 
mittee on Environment and Public 
Works, United States Senate, Ninety- 
fifth Congress, first session ... March 2, 
1977., 78-1109 


*Costs, Industrial — United States. 

Effects of pollution abatement on inter- 
national trade : fourth annual report, 
part | : environmental standards and 
comparative costs of production in the 
aluminum industry., 78-19632 


*Costs (Law) — United States. 

Amending the Jury selection and service 
act of 1968, as amended : report to ac- 
company S. 2075., 78-16437 

Equal access to courts : hearing before 
the Subcommittee on Improvements in 
Judicial Machinery of the Committee 
on the Judiciary, United States Senate, 
Ninety-fifth Congress, second session, 


on S. 2354 ... March 13, 1978., 78- 
24633 


Establishing fees and allowing per diem 
and mileage expenses for witnesses be- 
fore U.S. courts : report to accompany 
S. 2049., 78-16436 

Establishing fees for services performed 
by U.S. marshals : report to accom- 
pany S. 2016., 78-16435 

Marshals service fees, witness fees, and 
amendments to the Jury selection and 





service act : hearing before the Sub- 
committee on Improvements in Judi- 
cial Machinery of the Committee on 
the Judiciary, United States Senate, 
Ninety-fifth Congress, first session 
September 26, 1977., 78-16265 
Cottage cheese. 

Making cottage cheese at home /, 78- 

6100 


*Cottage industries — Ethiopia. 
Guidelines for development of a home 
industry /, 78-10518 
*Cottage industries — Taxation — United 
States. 
Business use of your home., 
Cottine, Bertram Robert, 
Nomination : hearing before the Com- 
mittee on Human Resources, United 
States Senate, Ninety-fifth Congress, 
first session ... September 27, 1977., 
78-5589 
*Cotton. 


Defoliation of cotton, state of the art., 
78-17116 


78-11828 


Source assessment : defoliation of cotton, 
state of the art/, 78-17116 
*Cotton — Brazil. 


Brazil’s cotton industry /, 78-16713 


Cotton — Diseases and pests — Control — 

United States. 

Cotton and tobacco insect control., 78- 
6223 

Cotton — Diseases and pests — 

Southwestern States. 

Temperature-dependent development 
rate tables for insects associated with 
cotton in the Southwest /, 78-14804 

Cotton — Grading — Periodicals. 

Estimated grade and staple of upland 
cotton ginned in the United States., 
78-2469 

Cotton — Marketing. 

Effects of repetitive compression on lint- 

cotton packaging /, 78-4026 


*Cotton — Mississippi — Cleaning. 
Maximum loading of a lint cleaner for ef- 
ficient cleaning and optimum cotton 


quality /, 78-14573 
Cotton — New Mexico. 
Mathematical modeling of seed cotton 
and lint cleaning systems /, 78-6106 
Cotton — Prices — United States — 
Periodicals. 
Cotton price statistics., 
12432 


Daily spot cotton quotations., 


78-2470, 78- 


78-2468 
Monthly cotton linters review., 78-2466 
*Cotton — Russia. 
U.S. team reports on Soviet cotton 
production and trade., 78-16716 
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Cotton — Statistics — Periodicals. 
Cotton, 78-2423 
Foreign agriculture circular., 


Cotton — Testing — Periodicals. 


Cotton fiber and processing test results., 
78-2471 


78-2423 


Summary of cotton fiber and processing 
test results., 78-12435 


Cotton — United States. 
Effects of selected micronaire levels of 
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session, on H.R. 10768, April 6 and 
20, 1978., 78-22377 


How to buy dairy products /, 78-8512 
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16463 

Dam safety — United States. 

Actions needed to increase the safety of 
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Eight and one-quarter percent Treasury 
bonds of 2000-2005, 78-18473 


Eight percent Treasury notes of February 
15, 1985, series A-1985., 78-18472 


Extending the temporary debt limit : re- 
port together with dissenting views to 
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Seven and one-quarter percent Treasury 
bonds of 1992., 78-822 


Six and one eighth percent Treasury 
notes R-1979., 78-821 


Temporary public debt limit : report 
together with minority and dissenting 
views to accompany H.R. 13385., 78- 
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Temporary public debt limit : report to 
accompany H.R. 13385., 78-27075 


To amend the Federal reserve act : hear- 
ing before the Subcommittee on 
Domestic Monetary Policy of the 
Committee on Banking, Currency and 
Housing, House of Represenatives, 
Ninety-fourth Congress, second ses- 
sion, on. H.R. 14848 ... September 22, 
1976., 78-9907 


Treasury bonds of 1993., 78-18483 


Treasury bonds of 2002-2007., 78- 


18479 


Treasury notes of April 30, 1980, series 
N-1980., 78-26547 


Treasury notes of August 15, 1980 series 
H-1980., 78-7635 


Treasury notes of August 15, 1984 series 
B-1984., 78-7636 


Treasury notes of August 31, 1979 series 
T-1979., 78-7637 


Treasury notes of December 31, 1979, 
series X-1979., 78-18482 


Treasury notes of December 31. 1981, 
series L-1981., 78-18481 


Treasury notes of February 29, 1980, se- 
ries L-1980., 78-18474 


Treasury notes of January 31, 1980, se- 
ries K-1980., 78-18470 


Treasury notes of July 31, 1979 series S- 
1979., 78-7634 


Treasury notes of March 31, 1982, series 
G-1982., 78-26545 


Treasury notes of May 15, 1981, series 
M-1981., 78-18471 


Treasury notes of May 15, 1983, series 
C-1983., 78-26546 


Treasury notes of November 15, 1980, 
series J-1980., 78-18477 


Treasury notes of November 15, 1982, 
series F-1982., 78-9538 


Treasury notes of November 15, 1987, 
series A-1987., 78-18478 


Treasury notes of November 30, 1979, 
series W-1979., 78-18480 


Treasury notes of October 31, 1979, se- 
ries V-1979., 78-18476 


Treasury notes of September 30, 1979, 
series U-1979., 78-9537 


Treasury notes of September 30, 1981, 
series K-1981., 78-7638 


United States. America Treasury notes of 
April 30, 1980, series N-1980., 78- 
26547 


United States. America Treasury notes of 
May 15, 1983, series C-1983., 78- 
26546 





United States of America Treasury bonds 
of 1993., 78-18483 


United States of America Treasury bonds 
of 2002-2007., 78-18479 


United States of America Treasury notes 


of August 15, 1980 series H-1980., 
78-7635 


United States of America Treasury notes 
of August 15, 1984 series B-1984., 
78-7636 


United States of America Treasury notes 
of August 31, 1979 series T-1979., 
78-7637 


United States of America Treasury notes 
of December 31, 1979, series X-1979., 
78-18482 


United States of America Treasury notes 
of December 31, 1981, series L-1981., 
78-18481 


United States of America Treasury notes 
of February 29, 1980, series L-1980., 
78-18474 


United States of America Treasury notes 


of January 31, 1980, series K-1980., 
78-18470 


United States of America Treasury notes 
of July 31, 1979 series S-1979., 78- 
7634 

United States of America Treasury notes 


of March 31, 1982, series G-1982., 
78-26545 


United States of America Treasury notes 


of May 15, 1981 series M-1981., 78- 
18471 


United States of America Treasury notes 
of November 15, 1980, series J-1980., 
78-18477 


United States of America Treasury notes 
of November 15, 1982, series F-1982., 
78-9538 


United States of America Treasury notes 
of November 15, 1987, series A-1987., 
78-18478 


United States of America Treasury notes 
of November 30, 1979, series W- 
1979., 78-18480 


United States of America Treasury notes 
of October 31, 1979, series V-1979., 
78-18476 


United States of America Treasury notes 
of September 30, 1979, series U-1979., 
78-9537 


United States of America Treasury notes 
of September 30, 1981, series K-1981 : 
dated and bearing interest from Sep- 
tember 7, 1977 : due September 30, 
1981., 78-7638 


United States of America [6 1/8 percent 
Treasury notes of June 30, 1979 series 
R-1979 : [dated and bearing interest 





December 1978 


from June 30, 1977 
1979]., 78-821 


United States of America [6 1/8 percent] 
Treasury notes of May 31, 1979, series 
Q-1979 : dated and bearing interest 
from May 31, 1977 : due May 31, 
1979., 78-820 

United States of America [7 1/4 percent] 
Treasury bonds of 1992, [dated and 
bearing interest from July 8, 1977 : 
due August 15, 1992]., 78-822 

United States of America 7 1/4 percent 
Treasury notes of February 15, 1984 : 
dates and bearing interest from May 


16, 1977 : due February 15, 1984., 
78-7633 


United States of America 7 5/8 percent 


Treasury bonds of 2002-2007., 78- 
18475 


United States of America 7 5/8 percent 
treasury bonds of 2002-2007, 
redeemable at the option of the United 
States at par and accrued interest on 
and after February 15, 2002 : dated 
April 28, 1977, with interest from May 


16, 1977 : due February 15, 2007., 
78-9559 


United States of America 8 percent 


Treasury notes of February 15, 1985, 
series A-1985., 78-18472 


United States of America 8 1/4 percent 


Treasury bonds of 2000-2005., 78- 
18473 


6 1/8 percent Treasury notes of series Q- 
1979., 78-820 


7 1/4 percent Treasury notes of series A- 
1984., 78-7633 


7 5/8 percent Treasury bonds of 2002- 
2007., 78-9559 


$775 billion debt limit : hearing before 
the Subcommittee on Taxation and 
Debt Management Generally of the 
Committee on Finance, United States 
Senate, Ninety-fifth Congress, first ses- 
sion, September 22, 1977., 78-1027 

Debts, Public — Zaire. 

Finance : consolidation and rescheduling 
of certain debts : agreement between 
the United States of America and 
Zaire signed at Washington, June 17, 
1977 with agreed minute signed at 
Paris, June 16, 1976., 78-26466 

Debugging in computer science. 

COBOL instrumentation and debugging : 

a case study /, 78-6273 


Decedents’ estates — United States — 
Taxation. 
Federal tax guide for survivors, execu- 
tors, and administrators., 78-5258 


: due June 30, 
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Decision in public administration — 

Addresses, essays, lectures. 

Address by Secretary of Transportation, 
William T. Colemen, Jr. at the 
University of Pennsylvania on the oc- 
casion of the 200th anniversary of Phi 
Beta Kapa Society and the Delta 
Chapter, December 5, 1976., 78- 
5267 

Decision-making. 

Forest Service inform and involve hand- 

book : (draft)., 78-1342 


A team approach to resource manage- 
ment decision-making /, 78-24532 


Decomposition (Chemistry) 
A second appraisal of methods for esti- 
mating self-reaction hazards /, 78- 
8121 


*Decompression (Physiology) 
Biochemistry and hematology of decom- 


pression sickness : a case report /, 
78-20357 


Dysbaric ostenonecresis in divers : Il. a 
survey of 611 selected U.S. divers /, 
78-20359 


*Decontamination (from gases, chemicals, 
etc.) 
Decontamination of HEPA filters : April- 
June 1977 /, 78-17261 


*Decoration and ornament — Washington, 
D.C. — Catalogs. 
Diplomatic reception rooms., 


Guidebook to diplomatic 
rooms., 78-21878 


Decoration and ornament, Rococo — Latin 
America — Exhibitions. 
Americas : the decorative arts in Latin 
America in the era of the Revolution /, 
78-9535 


Deep Sea Drilling Project. 

Deep Sea Drilling Project : memorandum 
of understanding between the United 
States of America and the United 
Kingdom of Great Britain and Nothern 
Island, signed at London September 
29, 1975., 78-2130, 78-2131, 78- 
2137 


Initial reports of the Deep Sea Drilling 
Project; a project planned by and car- 
ried out with the advice of the Joint 
Oceanographic Institutions for Deep 
Earth Sampling., 78-2113, 78- 
13986 

Deep Sea Drilling Project. 

Initial reports of the Deep Sea Drilling 
Project : a project planned by and car- 
ried out with the advice of the Joint 
Oceanographic Institutions for Deep 
Earth Sampling (JOIDES) /, 78- 
21858, 78-26424 


Deep-sea moorings. 
Guidelines for deepwater 
point mooring design /, 


78-21878 


reception 


port 
78-9738 


single 
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Deer — Louisiana. 
Deer habitat potential of pine-hardwood 
forests in Louisiana /, 78-1352 


*Deer — Louisiana -—— Food. 

Simulating timber and deer food poten- 
tial in loblolly pine plantations /, 78- 
16645 

Deer — Minnesota. 

Role of the wolf in a deer decline in the 

Superior National Forest /, 78-10348 
*Deer — Texas — Food. 

Simulating timber and deer food poten- 
tial in loblolly pine plantations /, 78- 
16645 

*Default (Finance) — United States. 

Student loan defaults : oversight hearing 
before the Subcommittee on Post- 
secondary Education of the Committee 
on Education and Labor, House of 
Representatives, Ninety-fifth Congress, 
first session, ... October 26, 1977., 
78-9929 


*Defense (Criminal procedure) — United 

States. 

Criminal courts 
spective 
11604 

*Defense contracts. 

Contractor employment compliance 

orientation guide., 78-10670 


Contractor pension plan costs : more 
control could save Department of 
Defense millions : report to the Con- 
gress /, 78-1881 


Coproduction programs and licensing ar- 
rangements in foreign countries : De- 
partments of Defense and State : re- 
port to the Committee on International 


Relations, House of Representatives /, 
78-4721 


: the defendant’s per- 
: executive summary /, 78- 


Orientation guide for contractor employ- 


ment compliance., 78-10670 


Defense contracts — Price policy — United 
States. 
Production manual for contract adminis- 


tration services., 78-23080, 78- 
23081, 78-23082 


*Defense contracts — United States. 
Contract administration manual for con- 


tract administration § services., 78- 
12643, 78-16943 


Contracting out of defense functions and 
services : hearing before the Subcom- 
mittee on Manpower and Personnel of 
the Committee on Armed Services, 
United States Senate, Ninety-fifth Con- 
gress, first session, July 12, 1977., 
78-5508 


Defense industrial base industrial 
preparedness and nuclear war survival 
: hearings before the Joint Committee 
on Defense Production, Congress of 
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the United States, Ninety-fourth Con- 
gress, second session ..., 78-22437 


Department of Defense program to help 
minority-run businesses get subcon- 
tracts not working well : report of the 
Comptroller General of the United 
States., 78-1874 


Department of Defense value engineering 
program needs top management sup- 
port : report to the Congress /, 78- 
4776 


DOD procurement practices., 78-22437 


MILSCAP military standard contract ad- 
ministration procedures., 78-16923 


Need to prevent Department of Defense 
from paying some costs for aircraft en- 
gines that contractors should pay : re- 
port to the Congress /, 78-1867 


Nongovernment organization codes for 
military standard contract administra- 
tion procedures (MILSCAP)., 78- 
3003, 78-3004 


Pricing of noncompetitive contracts sub- 
ject to the Truth-in-negotiations act : 
Department of Defense : report to the 
Congress /, 78-1877 


Restructuring needed of Department of 
Defense program for planning with 
private industry for mobilization 
production requirements : report to 
the Congress /, 78-13365 


Termination of DOD contracts for the 
Government’s convenience /, 78- 
9524 


Defense contracts — United States — 

Auditing and inspection. 

Increased costs to government under De- 
partment of Defense program to 
reduce audits : report of the Comp- 
troller General of the United States., 
78-1875 


*Defense contracts — United States — 
Directories. 
DOD directory of contract administra- 
tion services components., 78-12586, 
78-12587, 78-25137 


Defense contracts — United States — 
Handbooks, manuals, etc. 


Contract audit manual, 78-23033 


Defense contract manual., 78- 
2989, 78-23033 
Defense contracts — United States — 
Periodicals. 
Defense indicators., 


audit 


78-2895 


*Defense information, Classified. 

Safeguarding technical data on JT-10D 
aircraft engine : agreement between 
the United States of America and the 
Federal Republic of Germany, effected 
by exchange of notes signed at 
Washington, February 24 and March 
18, 1977., 78-21935 
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*Defense information, Classified — United 
States. 


Understanding classification., 78-16966 


Defense information, Classified — United 
States — Handbooks, manuals, etc. 
Industrial security manual for safeguard- 

ing classified information., 78-4271, 
78-23034 

Deferred compensation — Taxation — 
United States. 

Reporting requirements for State and 
local government pension plans and 
tax treatment of differed amounts 
under nonqualified deferred compensa- 
tion plans : hearing before the Sub- 
committee on Private Pension Plans 
and Employee Fringe Benefits of the 
Committee on Finance, United States 
Senate, Ninety-fifth Congress, second 
session, on S. 1587 ... S. 2627 ... 
March 15, 1978., 78-26784 


Deficiency diseases in domestic animals. 
129 I in an animal thyroids from Nevada 
and other western States /, 78-247 


*Defoliation. 
Defoliation by the gypsy moth : how it 


hurts your tree : gypsy moth handbook 
/, 78-10319 


Defoliation of cotton, state of the art., 
78-17116 


Estimating defoliation of hardwoods 


using blade-petiole relations /, 78- 
22693 


Source assessment : defoliation of cotton, 
state of the art /, 78-17116 


Tree mortality and top-kill related to 
defoliation by the Douglas-fir tussock 
moth in the Blue Mountains outbreak 
/, 78-22697 


Deformations (Mechanics) 
The fusion reactor materials program 
plan : section II, damage analysis and 
fundamental studies., 78-25399 


Deformities — Genetic aspects — Statistics 
— Periodicals. 
Congenital malformations surveillance., 
78-3353 


Congential malformations surveillance., 
78-13551 


*Degrees, Academic — United States. 
The external degree as a credential : 
graduates’ experiences in employment 

and further study /, 78-17439 


Nuclear engineering enrollments and 
degrees, 1976 : enrollments- fall 1976, 
degrees granted July 1966-June 1976 
/, 78-11032 


Radiation protection enrollments and 
degrees, 1976 : enrollments - fall 1976, 
degrees granted July 1966-June 1976 
/, 78-23562 





*Degrees, Academic — United States — 

Statistics. 

Associate degrees and other formal 
awards below the baccalaureate : anal- 
ysis of 6-year trends /, 78-17446 

Earned degrees conferred., 78-23730 


Earned degrees conferred : analysis of 
trends, 1965-66 through 1974-75 / 
Mary Diederich Ott and Curtis O. 
Baker., 78-1926 

Degrees, Academic — United States — 

Statistics — Periodicals. 

Upper division enrollment by degree 
field., 78-17447 

Dehr, Albert. 

Dismissing the election contest of Albert 
Dehr against Robert L. Leggett : re- 
port to accompany H. Res. 770., 78- 
10123 

*Deicing chemicals. 

Deicing-chemical rates on open-graded 
pavements : final report [of studies in 
Maine, Michigan, Utah, Vermont] /, 
78-22101 


Freeze-thaw tests of liquid deicing 

chemicals on_ selected pavement 
materials /, 78-10767 
*Del Valle Reservoir, Calif. 


Del Valle Reservoir, Alameda Creek 


Project, Alameda County, California : 
letter from the Secretary of the Army, 


transmitting, a letter from the Chief of 
Engineers, Department of the Army, 
dated June 27, 1975, submitting a re- 
port, together with accompanying 
papers and illustrations, on Del Valle 
Reservoir, Alameda Creek Project, 
Alameda County, California, in 
response to a resolution of the Com- 
mittee on Public Works of the United 
States Senate, adopted January 26, 
1967., 78-12723 
Delaware — Climate. 

Delaware, Maryland, monthly averages 

of temperature ..., 78-4215 


Delaware, Maryland, monthly normals of 
temperature ..., 78-4170 


Monthly averages of temperature and 
precipitation for state climatic divi- 
sions 1941-1970 : Delaware - Mary- 
land., 78-4215 


Monthly normals of temperature, 
precipitation, and heating and cooling 
degree days 1941-1970 : Delaware - 
Maryland., 78-4170 

Delaware — Climate — Periodicals. 

Climatological data, Maryland 

Delaware., 78-2760 
Delaware — Industries. 


County business patterns., 
78-19696 


and 


78-1395, 





December 1978 


Delaware — Population — Statistics. 
Estimates of the population of Delaware 
counties and metropolitan area: July 1, 
1976 (revised) and 1977 (provisional), 
78-22832 
Federal-state cooperative program for 
population estimates., 78-22832 
Delaware — Statistics, Vital. 
Delaware, 78-4838 


78-4838 
U.S. decennial life tables., 


Delaware River. 

Wild and scenic river recommendation : 
Upper Delaware River, New York and 
Pennsylvania., 78-8379 

*Delaware River — Channel. 

Delaware River, Philadelphia, Pennsyl- 
vania to Trenton, New Jersey : letter 
from the Secretary of the Army, trans- 
mitting, a letter from the Chief of En- 
gineers, Department of the Army, 
dated October 24, 1975, submitting a 
report, together with accompanying 
papers and illustrations, on Delaware 
River, Philadelphia, Pennsylvania to 
Trenton, New Jersey, requested by a 
resolution of the Committee on Public 
Works, United States Senate, adopted 
May 3, 1962., 78-12724 

Delaware River Basin Commission. 

Borough of New Hope, Pennsylvania, 

Bucks County., 78-582 


Flood insurance study : Borough of New 


Hope, Pennsylvania, Bucks County., 
78-582 


*Delegated legislation — United States. 

H.R. 7739 and H.R. 10632, small busi- 
ness impact bill : hearings before the 
Subcommittee on Special Small Busi- 
ness Problems of the Committee on 
Small Business, House of Representa- 
tives, Ninety-fifth Congress, second 
session ..., 78-22554 


Small business impact bill., 


State life tables, 
78-4838 


78-22554 


Tracking the elusive regulation : a guide 
for prime sponsors & State Employ- 
ment Security agencies under the 
Comprehensive employment and train- 
ing act of 1973., 78-7451 

Delegation of authority. 

Rules regarding delegation of authority, 
(12 CRF 265) : as amended effective 
September 1, 1977., 78-6892 

Delinquent girls — United States. 

Female offenders., 78-2222 


Delinquent women — United States. 
Female offenders., 78-2222 


*Delivery of goods — Environmental 
aspects. 
A survey of environmental conditions in- 
cident to the transporation of materials 
/, 78-22008 
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*Delphi method. 
Investigation of the feasibility of the Del- 
phi technique for estimating risk analy- 
sis parameters /, 78-11845 
*Delphi method — Bibliography. 
The Delphi method and its application : 
a bibliography /, 78-10639 
*Delta modulation. 
Recommended modifications to improve 


CVSD speech-encoding performance /, 
78-20398 


*Democracy — Addresses, essays, lectures. 

Common challenges of democracies : 
President Carter before the Indian Par- 
liament January 2, 1978, New Dehlli., 
78-15849 

Demodulation (Electronics) 

Reliable dual-refundant sensor failure de- 
tection and identification for the 
NASA F-8 DBFW aircraft /, 78- 
26347 


Demographic surveys — United States. 

The current population survey : design 

and methodology., 78-12503 
Demography. 

The methods and materials of demog- 
raphy [errata and related notes]., 78- 
24995, 78-24996 

*Demography — Data processing. 

Microdata from the current population 
survey, the annual demographic file., 
78-2295 1 

*Demolition, Military. 


Atomic demolitions munitions specialist., 
78-10684 


Atomic demolitions munitions specialist : 
MOS 12E, skill levels 1 and 2, soldier's 
manual., 78-10685 


Commander's 
atomic 
cialist., 


MOS 
munitions 


manual 
demolitions 
78-10684 


*Demolition, Military — Environmental 
aspects. 
State-of-the-art study : demilitarization of 
conventional munitions /, 78-17132 


*Demolition, Military — Handbooks, 
manuals, etc. 
Atomic demolitions munitions specialist., 
78-12656, 78-20142 


Soldier's manual : atomic demolitions 
munitions specialist, MOS 12E, skill 
level 4., 78-12656, 78-20142 


*Demurrage (Car service) 

Shortage of railroad cars in grains ship- 
ment : hearing before the Subcommit- 
tee on Family Farms, Rural Develop- 
ment, and Special Studies of the Com- 
mittee on Agriculture, House of 
Representatives, Ninety-fifth Congress, 
second session, March 13, 1978., 78- 
22378 


12E, 
spe- 
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Dendritic crystals. 
Web-dendritic ribbon growth 
4599, 78125707 


*Dendrometer. 
Bias and precision of the Barr and 
Stroud dendrometer under field condi- 
tions /, 78-16574 


-/, 78- 


Dengue. 


Dengue., 78-4810 


*Dense plasma focus. 
Electron dynamics in a plasma focus /, 
78-11718 
Density currents. 
Draft (net displacement) produced by 
density perturbations in stratified fluids 
/, 78-25327 
Dental assistants. 


Commander’s manual : dental specialist., 
78-4364 


Dental specialist : commander’s manual., 
78-4364 


Dental specialist : soldier’s manual., 78- 
4365 


Soldier’s manual : dental specialist., 78- 
4365 


*Dental assistants — Vocational guidance — 
United States. 
Dental assisting : a career on the move., 
78-17617 


*Dental auxiliary personnel — United States 
— Statistics. 
Auxiliaries per dentist in relation to cer- 
tain dental practice characteristics., 
78-13546 


*Dental care — United States. 


The dental implications of epilepsy., 
78-15433 


Dental prepayment : a method of financ- 
ing the cost of dental services., 78- 
11247 


Dental clinics — Design and construction. 
Design manual, hospital and medical 
facilities., 78-229 
Dental hygienists. 
Commander’s manual : dental specialist., 
78-4364 


Dental specialist : commander’s manual., 
78-4364 


Dental specialist : soldier’s manual., 78- 
4365 


Soldier’s manual : dental specialist., 78- 
4365 
Dental laboratories — Management. 
Commander’s manual : dental laboratory 
specialist., 78-4350 
Dental laboratory specialist., 


Dental laboratory 
mander’s manual., 


78-2309 1 


specialist com- 


78-4350 
Dental laboratory specialist 
manual., 78-1504, 


: soldier’s 
78-4351 
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Soldier’s manual : dental laboratory spe- 
cialist., 78-1504, 78-4351 


Soldier’s manual : dental laboratory spe- 
cialist, skill levels 1/2., 78-23091 
Dental materials — Congresses. 
Alternatives to gold alloys in dentistry /, 
78-431 
Dental personnel. 
Control of occupational exposure to N20 
in the dental operatory /, 78-490 
*Dental plaques. 


Rx for sound teeth., 78-17550 


Dental research — Research grants — 

United States — Periodicals. 

National Institute of Dental Research 
programs., 78-23819 

National Institute of Dental Research 
programs; grants, awards, contracts, 
and intramural projects., 78-13500 

Dental schools — United States. 

Description and documentation of the 
dental school dental delivery system /, 
78-23840 

Dental technicians. 

Commander’s manual : dental laboratory 
specialist., 78-4350 

Dental laboratory specialist., 


Dental laboratory 
mander’s manual., 


78-23091 


specialist com- 


78-4350 


Dental laboratory specialist : soldier’s 
manual., 78-1504, 78-4351 


Screening test battery for dental labora- 
tory specialist course : development 
and validation /, 78-6536 


Screening test battery for dental labora- 
tory specialist course : development 
and validation : final report for period 
July 1974-June 1977 /, 78-20445 

Soldier’s manual : dental laboratory spe- 
cialist., 78-1504, 78-4351 


Soldier’s manual : dental laboratory spe- 
cialist, skill levels 1/2., 78-23091 


Dental technology — Study and teaching. 
Commander’s manual : dental laboratory 
specialist., 78-4350 


Dental laboratory specialist., 


Dental laboratory 
mander’s manual., 


78-23091 


specialist com- 


78-4350 
Dental laboratory specialist : soldier's 
manual., 78-1504, 78-4351 


Soldier’s manual : dental laboratory spe- 
cialist., 78-1504, 78-4351 


Soldier’s manual : dental laboratory spe- 
cialist, skill levels 1/2., 78-23091 


Dentistry — Audio-visual aids — Catalogs. 
National Medical Audiovisual Center 
catalog; audiovisuals for the health 
scientist., 78-13503 
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Dentistry — History — United States — 

Bibliography. 

An historical review of women in dentis- 
try : an annotated bibliography /, 78- 
466 

*Dentistry — Programmed instruction. 

Computer assisted and programmed in- 
struction in dental education : May 
1974 through April 1978, 25 citations 
/, 78-21217 

Dentistry — Scholarships, fellowships, etc. 

— United States — Periodicals. 

National Institute of Dental 
programs., 78-23819 


National Institute of Dental Research 
programs; grants, awards, contracts, 
and intramural projects., 78-13500 


*Dentistry — Study and teaching. 

Computer assisted and programmed in- 
struction in dental education : May 
1974 through April 1978, 25 citations 
/, 78-21217 


*Dentistry — Study and teaching — Audio- 
visual aids. 
Audiovisual aids in dental eduation : 
May 1974 through April 1978, 92 cita- 
tions /, 78-21218 


Dentistry — Study and teaching — United 
States. 
Specialized training for dentists treating 
children with handicaps., 78-7101 


United States Army Dental Corps post- 
graduate short courses : 1978-1979., 
78-25 169 


*Dentistry — United States — directories. 
National Institute of Dental Research 
programs., 78-23819 


National Institute of Dental Research 
programs; grants, awards, contracts, 
and intramural projects., 78-13500 

Dentistry, Miiitary. 
United States Army Dental Corps post- 


graduate short courses : 1978-1979., 
78-25 169 


Dentistry, Naval. 
The Dental Corps of the United States 
Navy : a chronology, 1962-1977., 78- 
224 


Dentists — In-service training — United 

States. 

Associate training programs in the medi- 
cal and biological sciences at the Na- 
tional Institutes of Health; catalog., 
78-17522 


Dentists — Salaries, pensions, etc. — United 

States. 

An act to amend the Veterans’ Adminis- 
tration physician and dentist pay com- 
parability act of 1975, as amended, in 
order to extend the authority to enter 
into special-pay agreements with physi- 
cians and dentists ..., 78-8454 


Research 





Hearing on H.R. 7839, Extension of 
health professionals pay, before the 
Military Compensation Subcommittee 
of the Committee on Armed Services, 
House of Representatives, Ninety-fifth 
Congress, first session, June 21, 1977., 
78-5502 


Hearings to receive testimony on the ex- 
tension of the Veterans’ Administra- 
tion pay comparability act of 1975 : 
hearing before the Subcommittee on 
Medical Facilities and Benefits of the 
Committee on Veterans’ Affairs, 
House of Representatives, Ninety-fifth 
Congress, first session, [on] H.R. 
8175, H.R. 8176, July 27, 1977., 78- 
12184 


Physician and dentist special pay and 
other pay amendments : hearing before 
the Subcommittee on Health and 
Readjustment of the Committee on 
Veterans’ Affairs, United States 
Senate, Ninety-fifth Congress, first ses- 
sion, on S. 1775 and related bills, July 
1, 1977., 78-10040 


Recruiting and retaining Federal physi- 
cians and dentists : problems, progress, 
and actions needed for the future., 
78-10034 


Recruitment and retention of Federally 
employed physicians and dentists., 
78-10035 


Special pay provisions for physicians and 
dentists in the uniformed services : 
hearing before the Committee on 
Armed Services, United States Senate, 
Ninety-fifth Congress, first session, on 
S. 1731 ... August 1, 1977., 78-8241 


Dentists — United States — Recruiting. 
Recruiting and retaining Federal physi- 
cians and dentists : problems, progress, 
and actions needed for the future., 
78-10034 


Recruitment and retention of Federally 
employed physicians and dentists., 
78-10035 


Denver, Colo. — Public buildings — Fires 
and fire prevention. 

Fire protection and security at the 
Denver Federal Center : General Ser- 
vices Administration : report of the 
Comptroller General of the United 
States., 78-1828 


Denver, Colo. — Public buildings — Security 
measures. 

Fire protection and security at the 
Denver Federal Center : General Ser- 
vices Administration : report of the 
Comptroller General of the United 
States., 78-1828 

*Denver, Colo. — Water-supply. 

Final environmental impact statement, 

Proposed Foothills project., 78-13807 


Proposed Foothills project., 78-13807 
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*Denver metropolitan area, Colo. — 
Recreation areas. 
National urban 

Denver/Boulder., 

*Deoxyribonucleic acid. 

Recombinant DNA act 
19294 


Regulation of recombinant DNA 
research : hearings before the Subcom- 
mittee on Science, Technology, and 
Space of the Committee on Com- 
merce, Science, and Transportation, 
United States Senate, Ninety-fifth Con- 
gress, first session ... November 2, 8, 
and 10, 1977., 78-12065 


Science policy implications of DNA 
recombinant molecular research 
hearings before the Subcommittee on 
Science, Research, and Technology of 
the Committee on Science and 
Technology, U.S. House of Represen- 
tatives, Ninety-fifth Congress, first ses- 
sion ..., 78-12172 


Science policy implications of DNA 
recombinant molecular research : re- 
port /, 78-16288 

Deoxyribonucleic acid — Abstracts — 

Periodicals. 

DNA tumor viruses in 
systems., 78-3289 


Deoxyribonucleic acid — Bibliography. 
Recombinant DNA : May 1976 through 
November 1977, 162 citations /, 78- 
4812 


Deoxyribonucleic acid — Periodicals. 
Recombinant DNA research., 78-17516 


recreation 
78-17856 


study, 


: report /, 78- 


nonprimate 


Deoxyribonucleic acid — Research. 

Final environmental impact statement on 
NIH guidelines for research involving 
recombinant DNA molecules /, 78- 
1929 


Guidelines for research involving recom- 
binant DNA molecules, final environ- 
mental impact statement., 78-1929 


Laboratory safety monograph : a supple- 
ment to the NIH guidelines for recom- 
binant DNA research /, 78-25887 


Department stores — United States — 
Statistics — Periodicals. 
Monthly department store 

selected areas., 78-2631 


Depletion allowances — United States. 
Depletion allowance : hearing before the 
Subcommittee on Energy of the Com- 
mittee on Finance, United States 
Senate, Ninety-fourth Congress, first 
session ... March 17, 1975., 78-8276 


*Deposit banking — United States. 

An act to extend the authority for the 
flexible regulation of interest rates on 
deposits and accounts in depository in- 
stitutions, to promote the accountabili- 


sales in 


Do not order from index; see indicated entry 





ty of the Federal Reserve system, and 
for other purposes., 78-12230 
Depreciation allowances — United States. 

Tax information on depreciation., 78- 

7657 
Depression, Mental. 

Causes, detection, and treatment of 

childhood depression., 78-8993 
Depression, Mental — Testing. 

A concurrent validational study of the 
NCHS general well-being schedule /, 
78-1954 

Dermatology — Indexes — Periodicals. 

Index of dermatology., 78-3319 

*Descaling. 

The results of the initial feasibility pro- 
gram on cavitation descaling 
techniques for pipes and tubes used in 
geothermal energy plants /, 78-23354 

Desert ecology. 
Studies of environmental plutonium and 
other transuranics in desert ecosystems 
Nevada Applied Ecology Group 
progress report (workshop session - 
May 1975) /, 78-20944 
Desert ecology — California. 
Desert awareness /, 78-2083 


Effects of off-road vehicles on _ ver- 
tebrates in the California desert /, 78- 
5070 

Desert fauna — California. 

Desert awareness /, 78-2083 


*Desertion, Military — United States. 

Millions being spent to apprehend milita- 
ry deserters most of whom are 
discharged as unqualified for retention 
: Department of Defense., 78-13246 

*Deserts. 

Preliminary design and _ construction 
guidelines for vertical construction in 
desert and tropical theaters of opera- 
tions /, 78-15107 

Solar energy conversion : an analysis of 
impacts on desert ecosystems., 78- 
23295 

*Deserts — Arizona. 
The Quijotoa Valley Project /, 78- 
21576 
Deserts — California — Pictorial works. 
Desert awareness /, 78-2083 
*Deserts — Near East. 
Geological applications of NIMBUS 


radiation data in the Middle East /, 
78-18089 


Design. 


Architecture, planning, and design., 78- 
18323 


Architecture, planning, and design pro- 
gram, 78-18323 
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Design standards manuals : their meaning 
and use for Federal designers /, 78- 
9469 


Design — United States. 
Architecture environmental 
13969 
Architecture environmental 
gram, 78-13969 
Design, Decorative. 
The decorative designs of Frank Lloyd 
Wright /, 78-7623 
*Design, Decorative — Vocational guidance. 
Design occupations., 78-15713 


*Design, Industrial — Vocational guidance. 
Design occupations., 78-15713 


outlook for 
78-17975 


arts., 78- 


arts pro- 


Employment 
designers., 
Desserts, Frozen. 
FDA frozen dessert proposals : hearing 
before the Subcommittee on Dairy and 
Poultry and Subcommittee on 
Domestic Marketing, Consumer Rela- 
tions, and Nutrition of the Committee 
on Agriculture, House of Representa- 
tives, Ninety-fifth Congress first ses- 
sion, August 2, 1977., 78-2235 
*Desulphuration. 
Analysis and simulation of recycle SO2- 
lime slurry in TCA scrubber system /, 
78-20756 


Coal-pyrite flotation in concentrated 
pulp : a pilot plant study /, 78-635 

Desulfurization of steel mill sinter plant 
gases /c by Gary D. Brown ... [et al.]., 
78-6573 

Desulfurization of various midwestern 
coals by flotation /, 78-7299 


Evaluation of molten scrubbing for fine 
particulate control /, 78-12909 


Evaluation of the General Motors’ dou- 
ble alkali SO,control system,/, 78- 
12957 


Feasibility of producing elemental sulfur 
from magnesium sulfite /, 78-20751 

Glass container manufacturing plants., 
78-6573 

High-temperaturee desulfurization of 
low-Btu gas /, 78-17155 


Hot low BTU producer gas desulfuriza- 
tion in fixed bed of iron oxide-fly ash 
. /, 78-20874 


Novel catalyst supports for hydrodesul- 
furization of coal ... /, 78-6759 


industrial 


Overview and review of motor gasoline 


desulfurization /, 78-13011 


Pilot plant study of conversion of coal to 
low sulfur fuel /, 78-8744 


Studies in support of recirculating bed 
reactors for the processing of coal /, 
78-6818, 78-15299, 78-23333 
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SO,abatement for stationary sources in 
Japan /, 78-10951 


The U.S. Environmental Protection 
Agency’s_ fluidized-bed combustion 
program, FY 1976., 78-6587 

*Desulphuration — Economic aspects. 

Engineering-economic analyses of coal 
preparation with SO, cleanup 
processes for keeping higher sulfur 
coals in the energy market : /, 78- 
17174 

*Detente. 

Detente and a new American Adminis- 
tration : a report to the Committee on 
Foreign Relations, United States 
Senate /, 78-16217 

*Detente — Addresses, essays, lectures. 

CSCE and detente : Speech /, 78-15851 


Detention of persons — United States. 
Instead of jail : pre- and post-trial alter- 
natives to jail incarceration., 78-663 


*Detergent pollution of rivers, lakes, etc. — 

South Carolina. 

Effects of liquid detergent plant effluent 
on the rotating biological contactor /, 
78-25630 

Detergents, Synthetic. 

The study of utilizing coal oxidation 
products for phosphate-free detergents 
. /, 78-6732 

Detroit Edison Company. 

Interim safety evaluation by the Office of 
Reactor Regulation, United States 
Nuclear Regulatory Commission, in 
the matter of the Detroit Edison Com- 
pany, Enrico, Fermi Atomic Power 


Plant, Unit 2, Docket no. 50-341., 
78-927 


Interim safety evaluation report related 
to operation of Enrico Fermi Atomic 
Power Plant, Unit 2, Detroit Edison 
Company: Docket no. 50-341., 78- 
927 

*Detroit metropolitan area, Mich. — 

Recreation areas. 

National urban _ recreation 
Detroit/Ann Arbor., 78-17857 

Detroit, Mich. — Maps. 

Urban atlas, tract data for standard 
metropolitan statistical areas : Detroit, 
Michigan., 78-6262 

Detroit, Mich. — Officials and employees — 

Salaries, ailowances, etc. 

Municipal government wage surveys : 
Detroit, Michigan, January 1976 /, 
78-18004 

Detroit, Mich. — Population — Maps. 
Urban atlas, tract data for standard 


metropolitan statistical areas : Detroit, 
Michigan., 78-6262 


study, 
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Deutch, John Mark, 

Robert D. Thorne and John M. Deutch 
nominations hearings before the 
Committee on Energy and Natural 
Resources, United States Senate, 
Ninety-fifth Congress, second session 
... November 2, 1977, March 15, and 
20, 1978., 78-26775 

*Deuterium. 

Safety and environmental aspects of deu- 
terium-tritium fusion power plants : 
work shop summary, September 14-15, 
1977, Seattle, Washington /, 78- 
23226 


Development banks — Law and legislation 

— United States. 

An act to provide for increased par- 
ticipation by the United States in the 
International Bank for Reconstruction 
and Development, the International 
Development Association, the Interna- 
tional Finance Corporation, the Asian 
Development Bank and the Asian 
Development Fund, and for other pur- 
poses., 78-5863 


National domestic development bank act 
: hearings before the Subcommittee on 
Economic Stabilization of the Commit- 
tee on Banking, Finance, and Urban 
Affairs, House of Representatives, 
Ninety-fifth Congress, first session ..., 
78-12045 


*Developmental genetics. 

Developments in cell biology and 
genetics : hearing before the Subcom- 
mittee on Health and the Environment 
of the Committee on Interstate and 
Foreign Commerce, House’ of 
Representatives, Ninety-fifth Congress, 
second session ... May 31, 1978., 78- 
26813 


*Developmentally disabled children — 

United States. 

Developmental disabilities act amend- 
ments of 1978 : hearings before the 
Subcommittee on Health and the En- 
vironment of the Committee on In- 
terstate and Foreign Commerce, House 
of Representatives, Ninety-fifth Con- 
gress, second session ... April 4 and 5, 
1978., 78-24623 


*Developmentally disabled services — Law 
and legislation — United States. 
Developmental disabilities act amend- 

ments of 1978 : hearings before the 
Subcommittee on Health and the En- 
vironment of the Committee on In- 
terstate and Foreign Commerce, House 
of Representatives, Ninety-fifth Con- 
gress, second session ... April 4 and 5, 
1978., 78-24623 


Developmentally disabled services — United 
States. 
Developmental disabilities act amend- 
ments of 1978 : report /, 78-26930 





Rehabilitation, comprehensive services, 
and developmental disabilities act of 
1978 : report to accompany S. 2600., 
78-24822 

*Devils Postpile National Monument, Calif. 

Devils Postpile National Monument, 

California., 78-15610 
*Dextran — Bibliography. 

Dextran _ bibliography extensive 
coverage of research literature 
(exclusive of clinical) and patents : 
1861-1976 /, 78-16494 

*Diabetes. 

Foot care for the diabetic patient., 78- 
11219 

How to cope with diabetes., 


*Diabetes — Bibliography. 
Diabetes mellitus /, 78-9305 


Diabetes — Indexes. 
Diabetes literature index., 


78-429 


78-21213 


Diabetes — Indexes — Periodicals. 
Diabetes literature index., 78-3317 


Diabetes — Periodicals — Indexes. 
Diabetes literature index., 78-21213 


*Diabetes — United States — Statistics. 
Diabetes data compiled 1977., 78- 
17510 
Diabetes in children. 
Psychosomatic diabetic 
their families., 78-505 


*Diabetic retinopathy — Bibliography. 

Photocoagulation in diabetic retinopathy 
: January 1976 through April 1978, 75 
citations /, 78-17562 

*Diabetics — Bibliography. 

Diabetes mellitus /, 78-9305 

Diagnosis. 

A guide to administration, diagnosis, and 
treatment for the early and periodic 
screening, diagnosis, and treatment 
program (EPSDT) under Medicaid /, 
78-1987 

Diagnosis, Laboratory. 

Savings available by contracting for 
Medicaid supplies and laboratory ser- 
vices : report to the Congress /, 78- 
25781 

Diagnosis, Radioscopic. 

Diagnostic radiology quality assurance 

catalog /, 78-450 


children and 


*Diagnosis, Radioscopic — Data processing. 
Computer program for organ doses in 


diagnostic radiology /, 78-21266 


Diagnostic services — United States. 
The administrative organization of 
EPSDT /, 78-528 


A brief history of the Medicaid Early and 
Periodic Screening Diagnosis and 
Treatment program : EPSDT /, 78- 
527 
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The clients of EPSDT and their ex- 
periences with medical services /, 78- 
11275 


Overview of the Medicaid Early and 
Periodic Screening Diagnosis and 
Treatment Program /, 78-526 

*Diamond mines and mining. 

Preliminary petrographic and geophysical 
interpretation of the exploratory 
geothermal drill hole and core, Red- 
stone, New Hampshire /, 78-23548 


Diathermy — Safety regulations. 

Stronger measures needed to insure that 
medical diathermy devices are safe and 
effective : Food and Drug Administra- 
tion, Department of Health, Education, 
and Welfare : report to the Senate 
Committee on Government Operations 
/, 78-1793 

Diatomaceous earth. 

Diatomite., 78-7323, 

24036 


Diatomaceous earth — Statistics. 
Diatomite., 78-15574 
Preprint from the 1976 Bureau of Mines 
Minerals yearbook, 78-15574 
Diazo compounds — Toxicology. 
Bioassay of p-anisidine hydrochloride for 
possible carcinogenicity., 78-23801 


78-11567, 78- 


*Diazo reaction. 
Techniques for using Diazo materials in 
remote sensor data analysis /, 78- 
18230 


Dibben, James William. 


James William Dibben : report to accom- 
pany H.R. 9352., 78-24766 


Dibromethane — Safety measures. 

Criteria for a recommended standard, 
occupational exposure to ethylene 
dibromide., 78-1974 


Occupational exposure to ethylene dibro- 
mide., 78-1974 


Dibromethane — Toxicology. 
Bioassay of 1,2-dibromethane for possi- 
ble carcinogenicity., 78-23778 


*Dibromopropanol phosphate. 

Banning distribution of Tris : hearings 
before the Subcommittee on Antitrust, 
Consumers, and Employment of the 
Committee on Small Business, House 
of Representatives, Ninety-fifth Con- 
gress, first session ... April 28 and May 
19, 1977., 78-19231 


*Dibromopropanol phosphate — Toxicology. 
Bioassay of tris (2,3-dibromopropyl) 
phosphate for possible carcinogenici- 
ty., 78-13490 
Tris (2,3-dibromopropyl) phosphate., 
78-13490 
*Dichloroethane — Toxicology. 
Bioassay of 1,1-dichloroethane for possi- 
ble carcinogenicity., 78-17526 
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Bioassay of | ,2-dichloroethane for possi- 

ble carcinogenicity., 78-23766 
*Dickinson Dam, N.D. 

Dickinson Dam, North Dakota : hearing 
before the Subcommittee on Public 
Lands and Resources of the Commit- 
tee on Energy and Natural Resources, 
United States Senate, Ninety-fifth Con- 
gress, second session, on S. 817 ... 
February 22, 1978., 78-19100 

Diel cycles. 

Physiological, biochemical, and multiple- 
task-performance responses to dif- 
ferent alterations of the wake-sleep 
cycle /, 78-9687 

Dieldrin. 

Bioassay of dieldrin for possible car- 
cinogenicity., 78-4806 

Bioassays of aldrin and dieldrin for possi- 
ble carcinogenicity., 78-4805 

Dieldrin — Toxicology. 

Bioassay of photodieldrin for possible 

carcinogenicity., 78-1933 
*Dielectric heating. 

Rock, frozen soil and ice breakage by 
high-frequency electromagnetic radia- 
tion : a review /, 78-20270 

*Dielectrics. 

Dielectric properties of foods /, 78- 

8718 
Diesel fuels. 

The development of coal-burning diesel 
engines in Germany : a state-of-the-art 
review /, 78-1599 

Proposed gasoline and diesel fuel ration- 
ing contingency plan : contingency ra- 
tioning regulations /, 78-15317 

Proposed gasoline and diesel fuel ration- 
ing contingency plan : environmental 
impact assessment., 78-17291 

Waste oil burn-off in Coast Guard 
powerplants : diesel piston ring wear 
study by radioactive tracer techniques 
/, 78-18767 

*Diesel fuels — Analysis. 

Diesel fuel oils, 1976 /, 


Diesel fuel oils, 1977 /, 


78-13007 
78-23274 


*Diesel locomotives. 
Health and safety implications of diesel 
locomotive emissions /, 78-22134 


Diesel locomotives — Fuel consumption. 
Fuel efficiency improvement in _ rail 
freight transportation : multiple unit 
throttle control to conserve fuel /, 
78-9652 
*Diesel motor. 
A biphase turbine bottoming cycle for a 


diesel engine : report no. 101-F ... /, 
78-20961 
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Diesel motor — Combustion. 

The development of coal-burning diesel 
engines in Germany : a state-of-the-art 
review /, 78-1599 

Diesel motor — Noise. 

Sound attenuation kit for diesel-powered 

buses /, 78-9579 


Structural vibration noise abatement of a 
diesel engine report /, 78-5294 
Diesel motor — Starting. 


Bulletin information report, 78-22341 


Drift of pneumatic time delay relays used 
in diesel generator units, 78-22341 


Operating experience., 78-22341 


*Diesel motor exhaust gas. 
Effects of catalytic reactors on diesel ex- 
haust composition /, 78-24017 


Effects of catalytic reactors on diesel ex- 
haust composition {errata]., 78- 
24018 


No levels in diesel exhaust /, 78-25439 


Waste oil burn-off in Coast Guard 
powerplants waste oil filtering 
systems and diesel engine performance 
/, 78-8038 

Diesel motor exhaust gas — Analysis. 

Chemical characterization of diesel ex- 

haust particulates /, 78-6852 
*Diesel motor exhaust gas — Physiological 
effect. 

Health and safety implications of diesel 
locomotive emissions /, 78-22134 

*Diesel motor exhaust gas — Toxicology. 

Toxic gases in heavy duty diesel truck 

cabs /, 78-22095 
*Diet — Bibliography. 

Diet and _nutrition., 

17370 


*Diet — United States. 


Dietary goals for the United States /, 
78-14383 


78-13380, 78- 


Dietary goals for the United States, sup- 


plemental views /, 78-5631 


78-1377 


Diet — United States — Statistics. 
Dietary intake findings : United States, 
1971-1974 /, 78-477 
Diet in disease. 
Diet management of PKU for infants and 
preschool children /, 78-458 
Dietitians — United States. 
Dietetics : opportunities in the Federal 
government, GS-5/12., 78-6340 


Food for thrifty families., 


*Difference equations. 

Finite-difference theory for sound 
propagation in a lined duct with 
uniform flow using the wave envelope 
concept /, 78-18254 
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Difference equations — Numerical solutions. 
Numerical study of transonic flow over 
oscillating airfoils using the full poten- 
tial equation /, 78-26368 
*Differentiable mappings — Coordinates. 
Map projection equations /, 78-20353 
*Differential-difference equations. 

Effect of coefficient changes on stability 
of linear retarded systems with con- 
stant time delays /, 78-11743 

Differential equations. 

Mathematical and computational studies 
of the stability of axisymmetric annular 
capillary free surfaces /, 78-23300 

*Differential equations — Numerical 
solutions — Computer programs. 

Map projection equations /, 78-20353 

Diffusers. 

Performance of high-area-ratio annular 
dump diffuser using suction-stabilized- 
vortex flow control /, 78-7508 

* Diffusion. 

Diffusion analysis for two-phase metal- 

matrix composite /, 78-11689 


Diffusion under low windspeed, inversion 
conditions /, 78-19852 


Dispersion in the wake of a model indus- 
trial complex /, 78-22333 


Final environmental statement Port- 
smouth Gaseous Diffusion Plant expan- 
sion, Piketon, Ohio., 78-326 


Portsmouth Gaseous Diffusion Plant ex- 
pansion, Piketon, Ohio : final environ- 
mental statement., 78-326 


Prediction of dissolved gas at hydraulic 
structures /, 78-9172 


Reaction diffusion in the nickel-chromi- 
um-aluminum and _ cobalt-chromium- 
aluminum systems /, 78-11731 

Diffusion — Mathematical models — 

Congresses. 

Workshop on Research Needs for At- 
mospheric Transport & Diffusion in 
Complex Terrain, September 28-30, 
1976, Albuquerque, New Mexico /, 
78-4586 

Diffusion bonding (Metals) 

Effects of fabrication and joining 
processes on compressive strength of 
boron/aluminum and borsic/aluminum 
panels /, 78-26369 

*Diffusion coatings. 

Feasibility study of tungsten as a diffu- 
sion barrier between nickel-chromium- 
aluminum and... [gamma/gamma’- 
delta] eutectic alloys /, 78-18307 

*Diffusion of innovations. 

Factors involved in the transfer of in- 
novations : a summary and organiza- 
tion of the literature /, 78-21338 


The role of demonstrations in Federal 
R&D policy., 78-26695 
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*Diffusion processes. 
Heat conduction in three dimensions /, 
78-10841 


*Digestive organs — Cancer. 
Current cancer research on clinical diag- 
nosis, prognosis and treatment of can- 
cers of the digestive tract., 78-15418 


Current cancer research on etiology, 
epidemilogy [sic] and related biology 
of gastrointestinal, oral, esophageal 
and pancreatic cancers., 78-11214 


Digestive organs — Cancer — Abstracts — 
Periodicals. 
Gastrointestinal 

3300 


Digital computer simulation. 
BRENDA : a dynamic simulator for a 
sodium-cooled fast reactor power plant 
/, 78-24518 


Digital avionics information system 
(DAIS) : mid-1980’s maintenance task 
analysis : final report for period May 
1975-October 1976 /, 78-20444 


An introduction to computer simulation 
/, 78-7760 


A parameter sensitivity study in the 
dynamic simulation of a sodium cooled 
breeder reactor power plant /, 78- 
24507 


A real-time digital computer program for 
the simulation of automatic spacecraft 
reentries /, 78-9361 

*Digital control systems. 

An algorithm for the weighting matrices 
in the sample-data optimal linear regu- 
lator problem /, 78-18066 


carcinogenesis., 78- 


*Digital counters. 

The evaluation of two rank-order quan- 
tizers as modifications to the common 
digitizer /, 78-18709 

*Digital electronics. 

A preliminary catalog of programs and 
data for 10 - 100 GHz radio system 
predictions /, 78-22798 


*Digital filters (Mathematics) 


Vectorization of linear discrete filtering 
algorithms /, 78-9365 


Digital-to-analog converters. 
Four versatile MIDAS 
modules /, 78-1439 


MIDAS compatible modules., 78-1439 


Test and evaluation of the _ radar 
processing subsystem of the all digital 
tracking level system /, 78-16014 


Dihydronitroacenaphthylene — Toxicology. 
Bioassay of 5-nitroacenaphthene for 
possible carcinogenicity., 78-25888 


compatible 


Dikes (Engineering) 
Evaluation of flood risk factors in the 


design of highway stream crossings. /, 
78-7769 





Din, Ruben P. 
Ruben P. Din : report to accompany 
H.R. 2253., 78-1180 


Diodes, Semiconductor. 
Room-temperature-operation visibie- 


emission semiconductor diode lasers /, 
78-5153 


Dioxane — Safety measures. 
Criteria for a recommended standard, 
occupational exposure to dioxane., 
78-7129 


Occupational exposure to dioxane., 78- 
7129 


Diplomacy. 

Public diplomacy in the years ahead - an 
assessment of proposals for reorganiza- 
tion : Department of State, United 
States Information Agency : report to 
the Congress /, 78-4744 


*Diplomacy — Addresses, essays, lectures. 
The diplomacy of human rights : the first 
year /, 78-15850 


*Diplomatic and consular service. 
Counsuler services abroad can be im- 
proved : process of evaluating need for 


posts questioned : report to the Con- 
gress /, 78-11124 


U.S. Department of State indexes of liv- 
ing costs abroad and quarters al- 
lowances April 1978 (including 
January-March 1978 revisions)., 78- 
17994 


Diplomatic and consular service — 
Directories — Periodicals. 
Diplomatic list., 78-3663 


Employees of diplomatic missions., 78- 
3664 


*Diplomatic and consular service — 
Handbooks, manuals, etc. 
Foreign Service Institute : handbook., 
78-15859 


*Diplomatic and consular service — United 
States — Addresses, essays, lectures. 
Professionalism and changes in the 

Foreign Service : speech /, 78-18403 


Diplomatic and consular service in the 
United States. 
Foreign consular offices in the United 
States., 78-24288 


Diplomatic Conference on the Reaffirmation 
and Development of International 
Humanitarian Law Applicable in Armed 
Conflicts, Geneva, Switzerland, 1974- 
1977. 

Report of the United States Delegation 
to the Diplomatic Conference on the 
Reaffirmation and Development of In- 
ternational Law Applicable in Armed 
Conflicts, third session, Geneva, Swit- 
zerland, April 21-June 11, 1976 /, 
78-21873 
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Diplomatic gifts. 

Actions recommended to make the 
Foreign gifts and decorations act more 
effective : Department of State : report 
to the Congress /, 78-1795 

*Diplomatic privileges and immunities. 

Amending title 28, United States Code, 
to provide for action against insurers 
on claims against persons entitled to 
diplomatic immunity : report together 
with dissenting views to accompany 
H.R. 7679., 78-24741 


Claims against persons entitled to diplo- 
matic immunity : hearing before the 
Subcommittee on Administrative Law 
and Governmental Relations of the 
Committee on the Judiciary, House of 
Representatives, Ninety-fifth Congress, 
first session, on H.R. 7679 ... August 
1, 1977., 78-19183 


Diplomatic immunity : hearing before the 
Subcommittee on Citizens and Share- 
holders Rights and Remedies of the 
Committee on the Judiciary, United 
States Senate, Ninety-fifth Congress, 
second session ... February 6, 1978., 
78-19189 


Diplomatic immunity legislation : hearing 
before the Committee on Foreign 
Relations, United States Senate, 
Ninety-fifth Congress, second session, 
on H.R. 7819 ... May 24, 1978., 78- 
26786 


Diplomatic relations act 


company H.R. 7819., 
22638, 78-24928 


Diplomatic protection. 
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accompany S. 1060., 78-1242 


Increasing the authorization for the 
Federal payment to the District of 
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Competitive problems in the drug indus- 
try : hearings before Subcommittee on 
Monopoly and Anticompetitive Activi- 
ties of the Select Committee on Small 
Business, United States Senate, Ninety- 


fifth Congress, first session ..., 78- 
22557 


Drug quality, competition, and govern- 
ment procurement of drugs., 78- 
22557 


Drug trade — United States — Statistics. 
Out-of-pocket cost and acquisition of 
prescribed medicines, United States, 
1973 /, 78-475 
Drug trade — United States — Statistics — 
Periodicals. 
Pharmaceutical 
biologicals., 


preparations, except 
78-12465, 78-16774 
*Drug utilization — United States. 
Compliance and Regulatory Affairs., 
78-17929 


Physician’s manual : an information out- 
line of the Controlled substances act of 
1970., 78-21684 

*Drugs. 
Physician’s manual : an information out- 


line of the Controlled substances act of 
1970., 78-21684 


We want you to know about prescription 
medicines., 78-4814 
Drugs — Adulteration and analysis — 
Periodicals. 


FDA consumer., 78-3336 


Drugs — Indexes. 


National drug code directory., 78-8974 





*Drugs — Labeling — Bibliography. 

Patient package inserts : January 1975 
through December 1977, 38 citations 
/, 78c17557 

*Drugs — Laws and legislation — New York 

(State) 

The nation’s toughest drug law : evaluat- 
ing the New York experience : final 
report of the Joint Committee on New 
York Drug Law Evaluation : executive 
summary., 78-17893, 78-21641 


Staff papers of the drug law evaluation 
project : a companion volume to the 
final report of the Joint Committee on 
New York Drug Law Evaluation., 78- 
21642 


Drugs — Laws and legislation — United 
States. 
Annual report - Food and Drug Adminis- 
tration., 78-4813, 78-17577 


Controlled substances act extension : re- 


port to accompany H.R. 5742., 78- 
5955 


Drug Enforcement Administration 
Authorization Act of 1977 : hearing 
before the Subcommittee on Health 
and the Environment of the Commit- 
tee on Interstate and Foreign Com- 
merce, House of Representatives, 
Ninety-fifth Congress, first session, on 
H.R. 5742 ... April 27, 1977., 78- 
1072 


Drug regulation reform act of 1978 : sec- 
tion by section analysis : H.R. 11611 
and S. 2755, 95th Congress, second 
session., 78-23692 


Enforcing the Food, drug, and cosmetic 


act, 78-21241 


FDA annual 
17576 


FDA consumer memo., 


report, 78-4813, 78- 


78-21241 


Federal food, drug, and cosmetic act, 
with amendments /, 78-8134 


Food, drug, and cosmetic act amend- 
ments of 1977 : hearings before the 
Subcommittee on Health and Scientific 
Research of the Committee on Human 
Resources, United States Senate, 
Ninety-fifth Congress, first session, on 
S. 1831 ... and related bills, July 26 
and 27, 1977., 78-22488 


Pharmacist’s manual : an informational 
outline of the Controlled substances 
act of 1970., 78-17928 
Drugs — Laws and legislation — United 
States — Periodicals. 
Registrant facts., 78-3511 
Drugs — Periodicals. 
Drug enforcement., 78-3510 
FDA drug bulletin., 78-3334 


Training the human resources bulletin., 
78-4887, 78-17652 
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Drugs — Physiological effect. 

Marihuana and health: in perspective; 
summary and comments on the annual 
report to the U.S. Congress from the 
Secretary of Health, Education and 
Welfare., 78-23857 

*Drugs — Prices. 


Guide to drug prices., 78-23860 


Pricing of drugs, 1977 : joint hearing be- 
fore the Subcommittee on Health and 
Scientific Research of the Committee 
on Human Resources and the Subcom- 
mittee on Antitrust and Monopoly of 
the Committee on the Judiciary, 
United States Senate, 95th Congress, 
first session ... July 14, 1977., 78- 
19133 


Rx : guide to drug prices., 78-23860 


Drugs — Prices and sale. 
FDA consumer memo., 
Prices and FDA, 78-21254 


Sales, promotion, and product dif- 
ferentiation in two prescription drug 
markets /, 78-346 

*Drugs — Testing. 

Anti-infective 

13521 


Anticonvulsant screening project : an- 
tiepileptic drug development program., 
78-13501, 78-13502 


Anticonvulsants drugs., 


78-21254 


drugs (systemic)., 78- 


78-13519 
78-13520 


General considerations for the clinical 
evaluation of drugs., 78-11231 


General considerations for the clinical 
evaluation of drugs in infants and chil- 
dren., 78-7100 

Guidelines for the clinical evaluation of 
anti-anginal drugs., 78-13522 


Guidelines for the clinical evaluation of 
anti-arrhythmic drugs., 78-7099 


Guidelines for the clinical evaluation of 
anti-infective drugs (systemic) : adults 
and children., 78-13521 

Guidelines for the clinical evaluation of 


anti-inflammatory drugs (adults and 
children)., 78-7098 


Guidelines for the clinical evaluation of 
antianxiety drugs., 78-7097 


Guidelines for the clinical evaluation of 
anticonvulsant drugs (adults and chil- 
dren)., 78-13519 


Guidelines for the clinical evaluation of 
antidepressant drugs., 78-13520 

Guidelines for the clinical evaluation of 
antidiarrheal drugs., 78-4816 

Guidelines for the clinical evaluation of 
G.I. motility-modifying drugs., 78- 
21269 


Antidepressants drugs., 
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Guidelines for the clinical evaluation of 
general anesthetics., 78-7096 


Guidelines for the clinical evaluation of 
hypnotic drugs., 78-4817 


Guidelines for the clinical evaluation of 
laxative drugs., 78-17598 


Guidelines for the clinical evaluation of 
local anesthetics., 78-8976 


Guidelines for the clinical evaluation of 
radiopharmaceutical drugs., 78- 
13523 


Radiopharmaceutical drugs., 78-13523 


Drugs, Nonprescription. 

Selecting your own medicines 
prescription 
7091 

*Drugs, Nonprescription — Physiological 
effect. 

Cardiorespiratory assessment of decon- 
gestant-antihistamine effects on al- 


titude, Gz, and fatigue tolerances /, 
78-18698 


*Drugs and automobile drivers. 
Drugs and driving : a research review /, 
78-16047 


non- 
antacid products., 78- 


Report of an international symposium on 
drugs and driving /, 78-18792 


Drugs and automobile drivers — 
Bibliography. 
Drugs and driving 
raphy /, 78-9811 
Drugs and automobile drivers — United 
States. 
Drug users and driving behaviors /, 78- 
516 


Drugs and employment. 
Developing an occupational drug abuse 
program considerations and ap- 
proaches., 78-25915 


Drugs and employment — United States. 
Alcoholism and drug abuse programs, 
78-25092 


Employee Assistance programs, an alter- 
native to tragedy., 78-15946 


Employment discrimination and how to 
deal with it : a manual for people con- 
cerned with helping former drug 
abusers /, 78-519 


Federal personnel manual system., 78- 
25092 


Proceedings of the 1976 conference 
“Employee assistance programs, an al- 
ternative to tragedy” /, 78-15946 


Drugs and military personnel — Asia, 

Southeastern. 

Opium production, narcotics financing 
and trafficking in Southeast Asia 
Asian survey : a report of the Select 
Committee on Narcotics Abuse and 
Control, April 7-20, 1977, Ninety-fifth 
Congress, first session., 78-2311 


: a selected bibliog- 
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Drugs and military personnel — Handbooks, 
manuals, etc. 

Command drug and alcohol program 
guide an operations manual for 
developing command drug and alcohol 
programs., 78-4508 

Operations manual for developing com- 
mand drug and alcohol programs., 
78-4508 


Drugs and minorities — United States. 
Can drug abuse be prevented in the 
black community?, 78-511 


78-21316 


Indian in the red : a reality or myth?, 
78-512 


Drugs and prisoners — United States. 
Drug programs in correctional institu- 
tions /, 78-664 
Drugs and youth — New York (City) 
Drug abuse in New York City Schools., 
78-8336 


Preliminary staff study, drug abuse in 
New York City schools /, 78-8336 


*Drugs and youth — United States. 
An evaluation of the Teen Challenge 
treatment program., 78-13575 


Highlights from Drug use among Amer- 
ican high school students, 1975-1977 /, 
78-11267 


Phencyclidine use among youths in drug 
abuse treatment., 78-11271 


School drug abuse policy guidelines., 
78-15674 


Teen involvement for drug abuse preven- 
tion /, 78-21315 


This side up : making decisions about 
drugs., 78-11268 
Drugs and youth — United States — 
Periodicals. 
Drug use among American high school 
students., 78-17653 


*Drums (Containers) 


Rail tank car, tank truck, and drum 
cleaning : state of the art., 78-17147 


Drugs and minorities /, 


Round head steel drum plugs from Japan 


determination of no_ injury or 

likelihood thereof in investigaton no. 
AA1921-164 under the Antidumping 
act, 1921, as amended, together with 
the information obtained in the in- 
vestigation., 78-18506 

Source assessment : rail tank car, tank 
truck, and drum cleaning : state of the 
art /, 78-17147 

Steel shipping drums and pails., 78- 
2591, 78-8594 

Drunk driving. 

Police management training : factors in- 
fluencing DWI arrests participant 
manual., 78-9805 
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Police management training : factors in- 
fluencing DWI arrests planning 
guide., 78-9807 


Police management training : factors in- 
fluencing DWI arrests workshop 


leader outline (instructor manual)., 
78-9806 


Program level evaluation of ASAP diag- 
nosis, referral and rehabilitation ef- 
forts., 78-16043 


Psychophysical tests for DWI arrest /, 
78-18798 


Short-term rehabilitation for persons 
convicted of driving while intoxicated 
/, 78-14204 


Drunk driving — United States. 


Alcohol safety action projects., 78-5419 


Annual report on the public information 
and education countermeasure of al- 
cohol safety action projects., 78-5419 

Drying agents. 

Analysis and development of regenerated 
desiccant systems for industrial and 
agricutural drying., 78-25510 


Drying apparatus — Catalogs. 
Driers, dehydrators, and anhydrators., 
78-25154 


Drying apparatus — Textile fabrics. 

Textile drying using solarized cylindrical 
can dryers to demonstate the applica- 
tion of solar energy to industrial drying 
or dehydration process : phase 1, final 
report /, 78-25515 


D’Souza, Eustace John. 
Eustace John D’Souza : report to accom- 
pany H.R. 9613., 78-24752 
Duck plague — Bibliography. 
A partial bibliography on duck plague 
(duck virus enteritis) /, 78-6219 
*Duck stamps. 


Duck stamp data., 78-21597 


Duck stamps sold within States and 
counties during sales year 1966-67 
through 1975-76 /, 78-21598 

*Ducks. 


Raising ducks /, 78-10294 


*Ducks — Identification. 
Ducks at a distance 
identification guide /, 


a_ waterfowl 
78-17852 
Waterfowl guide., 78- 
17852 


*Due process of Law. 

A training guide for conducting civil 
rights compliance reviews and _ in- 
vestigations under Title VI Civil 
Rights Act of 1964 and Title IX Edu- 
cation Amendments of 1972 /, 78- 
16077 


Duffey, Joseph D , 
Nomination : hearing before the Com- 
mittee on Human Resources, United 


identification 
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States Senate, Ninety-fifth Congress, 
first session, on Joseph D. Duffey ... to 
be Chairman of the National Endow- 
ment for the Humanities, September 9, 
1977., 78-9967 
Duke Power Company. 

McGuire Nuclear Station, units | and 2, 

Duke Power Company., 78-22336 


Safety evaluaion report by the Office of 
Nuclear Reactor Regulation, U.S. 
Nuclear Regulatory Commission, in 
the matter : Duke Power Company, 
McGuire Nuclear Station, Units | and 
2, Docket Nos. 50-369 and 50-370., 
78-18910 


Safety evaluation report by the Office of 
Nuclear Reactor Regulation, U-S. 
Nuclear Regulatory Commission in the 
matter of Duke Power Company, Mc- 
Guire Nuclear Station, units | and 2, 
docket nos. 50-369 and 50-370., 78- 
22336 


Dulles International Airport. 
Concorde monitoring monthly report, 
Dulles International Airport, 78-3778 


Concorde monitoring summary report, 
Dulles International Airport, 78- 
18688 


Federal aviation regulations., 78-14117 


Monitoring of Concorde operations at 
Dulles International Aijrport., 78- 
3778, 78-18688 


National capital airports, 78-14117 


Dumbarton Bridge, Calif. 

Dumbarton Bridge replacement project 
on Route 84 in Alameda and San 
Mateo Counties, California from Route 
17 in Fremont to Route 101 in Menlo 
Park., 78-882 


Dump trucks — Maintenance and repair. 
Consumption planning guide for contin- 
gency operations., 78-6473 


Maintenance and repair parts : consump- 
tion planning guide for contingency 
operations : truck, dump, M817., 78- 
6473 


Dumping (Commercial policy) 

Oversight of the Antidumping act of 
1921 : hearing before the Subcommit- 
tee on Trade and the Committee on 
Ways and Means, House of Represen- 
tatives, Ninety-fifth Congress, first ses- 
sion ... November 8, 1977., 78-10046 

Dumping (Commerical policy) — 

Handbooks, manuals, etc. 


Customs antidumping handbook., 78- 
26549 


Durable goods, Consumer — Reliability — 
Congresses. 
MFPG: product durability and life: 
proceedings on the 27th meeting of 
the Mechanical Failures Prevention 





Group, held at the National Bureau of 
Standards, Gaithersburg, Maryland, 
November 1-3, 1977 /, 78-19759 
Product durability and life., 78-19759 
Durable goods, Consumer — Testing — 

Congresses. 

MFPG: product durability and life: 
proceedings on the 27th meeting of 
the Mechanical Failures Prevention 
Group, held at the National Bureau of 
Standards, Gaithersburg, Maryland, 
November 1-3, 1977 /, 78-19759 

Product durability and life., 78-19759 


Durable goods, Consumer — United States 

— Statistics — Periodicals. 

Manufacturers’ export sales and orders 
of durable goods., 78-2562 

Durning, Marvin B , 

Nominations of Marvin B. Durning and 
David Hawkins : hearing before the 
Committee on Environment and Public 
Works, United States Senate, Ninety- 
fifth Congress, first session ... Sep- 
tember 22, 1977., 78-10010 

*Dust. 

Application of foam scrubbing to fine 

particle control : phase I/, 78-20704 
*Dust — Measurement. 

Development and fabrication of a proto- 
type fibrous aerosol monitor (FAM) /, 
78-21290 


Procedures for cascade impactor calibra- 
tion and operation in process streams 
/, 78-17104 

Qualification of dust entrainment from 
paved roadways /, 78-12817 

*Dust — Measurement — Data processing. 

Fine particle emissions information 
system reference manual /, 78-12902 

Fine particle emissions information 
system user guide /, 78-12901 

*Dust — Removal. 

Conference on Particulate Collection 
Problems in Converting to Low Sulfur 
Coals /, 78-12947 

Effect of filtration parameters on dust 
cleaning fabrics /, 78-17096 

Particulate control with cleanable car- 
tridge filters using double-layer media 
/, 78-12981 

*Dust control. 
Dust control., 78-12653 


Evaluation of the particle-precipitating 
heat transfer surface for high tempera- 
ture dust control /, 78-13091 


Evaluations of novel particulate control 
devices /, 78-25676 


Full-scale utility boiler test with solvent 
refined coal (SRC) /, 78-17227 


Generation of fumes simulating particu- 
late air pollutants /, 78-8743 
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Guideline for development of control 
strategies in areas with fugitive dust 
problems., 78-25609 


National Dust Collector Model 850 : 
variable rod module venturi scrubber 
evaluation /, 78-20714 

Particulate control for fugitive dust /, 
78-25672 


Particulate control mobile test units : 
third year’s operation /, 78-25678, 
78-25679 

Particulate sizing techniques for control 
device evaluation : cascade impactor 
calibrations /, 78-20713 


Survey of equipment and methods for 
particulate sampling in industrial 
process streams., 78-25660 


Technical guidance for control of indus- 
trial process fugitive particulate em- 
missions /, 78-1562 

Technical manual : a survey of equip- 
ment and methods for particulate sam- 
pling in industrial process streams /, 
78-25660 

*Dust devils. 

Laser Doppler dust devil measurements 

/, 78-15759 
*Dust storms. 

Dust storms on Mars : considerations and 

simulations /, 78-9392 


Dutch elm disease — Michigan — Detroit. 
Dutch elm disease control : intensive 


sanitation and survey economics /, 
78-3989 


Improved sanitation practice for control 
of Dutch elm disease /, 78-1347 


*Dutch elm disease — United States. 
How to identify Dutch elm disease /, 
78-16554 


Duty-free importation — United States. 
An act to extend certain Social security 


act provisions, and for other purposes., 
78-5883 


An act to extend for an additional tem- 
porary period the existing suspension 
of duties on certain classifications of 
yarns of silk, and for other purposes., 
78-5884 


An act to provide duty-free treatment for 
certain copying lathes used for making 
rough or finished shoe lasts and for 
parts of such lathes, and for other pur- 
poses., 78-2369 


An act to suspend until July 1, 1978, the 
rate of duty on mattress blanks of latex 
rubber, and for other purposes., 78- 
5882 


An act to suspend until the close of June 
30, 1980, the duty on certain latex 
sheets, and for other purposes., 78- 
2367 
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An act to suspend until the close of June 
30, 1980, the duty on synthetic tan- 
talum/columbium concentrate, and for 
other purposes., 78-2368 

Additional carryover of certain invest- 


ment credits : report to accompany 
H.R. 3790., 78-19498 


Customs procedural reform act of 1977 : 
hearings before the Subcommittee on 
Trade of the Committee on Ways and 
Means, House of Representatives, 
Ninety-fifth Congress, first session, on 
H.R. 8149 ... and H.R. 8222 ...,  78- 
1158 


Duty-free entry of carillon bells for 
Smith College, Northampton, Mass. : 
report to accompany H.R. 1404., 78- 
5683 


Duty-free treatment for imports of copy- 
ing lathes used for making shoe lasts, 


and other matters : report to accom- 
pany H.R. 3093., 78-5942 


Extension of existing suspension of duties 
on certain forms of zinc : report to ac- 
company H.R. 9911., 78-26957 


Extension of suspension of duties on cer- 
tain classifications of silk yarns, and 
other matters : report to accompany 
H.R. 3373., 78-10191 


Intravenous fat emulsion, duty suspen- 
sion, Jack R. Misner, relief : [an act to 
suspend until July 1, 1980, the duty on 
intravenous fat emulsion, and for other 
purposes]., 78-12234 

Legislative proposals on miscellaneous 
tariff and trade bills : hearings before 
the Subcommittee on Trade of the 
Committee on Ways and Means, 
House of Representatives , Ninety-fifth 
Congress, first session, ... April 26, 27, 
and 28, 1977., 78-12195 


Suspension of duty on certain nitrocellu- 


lose : report to accompany H.R. 9628., 
78-26958 


Suspension of duty on natural graphite : 
report to accompany H.R. 10625., 
78-26959 


Suspension of the import duty on in- 
travenous fat emulsion, and other mat- 
ters : report to accompany H.R. 1904., 
78-10189 


Temporary suspension of duty of 2- 
Methyl, 4-Chlorophenol : report to ac- 
company H.R. 5551., 78-26896 


Temporary suspension of duty on fluor- 
spar : report to accompany H. R. 
5265., 78-26956 


Temporary suspension of duty on mat- 
tress blanks of rubber latex, and other 


matters : report to accompany H.R. 
2849., 78-10190 
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Temporary suspension of duty on stronti- 
um nitrate : report to accompany H.R. 
5044., 78a26955 


Temporary suspension of the duty on 
certain latex sheets, and other matters 
: report to accompany H.R. 2850., 
78-5941 


Duty-free importation of aircraft — United 

States. 

An act to amend the Tariff schedules of 
the United States to provide duty-free 
treatment of any aircraft engine used 
as a temporary replacement for an air- 
craft engine being overhauled within 
the United States if duty was paid ... 
during a previous importation., 78- 
8452 

Duty-free treatment of aircraft engines 
used as temporary replacements for 
aircraft engines being repaired in the 
United States, and other matters : re- 
port to accompany H.R. 422., 78- 
5944 


Duty-free importation of animals — United 

States. 

An act to continue to suspend for a tem- 
porary period the import duty on cer- 
tain horses, and for other purposes., 
78-5876 


Temporary suspension of the import duty 
on certain horses, and other matters : 
report to accompany H.R. 3259., 78- 
5943 

*Dwarf mistletoe. 

Population buildup and vertical spread of 
dwarf mistletoe on young red and 
white firs in California /, 78-16586 


Dwart mistletoe — Diseases and pests — The 
West. 
Fungal parasites of dwarf mistletoes /, 
78-14752 


*Dwelling — United States — Heating and 
ventilation. 

Energy conservation home heating 
systems : hearings before the Subcom- 
mittee on Energy and Power of the 
Committee on Interstate and Foreign 
Commerce, House of Representatives, 
Ninety-fifth Congress, first session ..., 
78-14350 


*Dwellings — Air conditioning. 

Annual cycle energy system, ACES., 

78-25380 
*Dwellings — California — Insulation — 

Standards. 

The California residential energy stan- 
dards : problems and recommendations 
relating to implementation, enforce- 
ment, and design., 78-17280 


*Dwellings — California — Power supply — 
Standards. 
The California residential energy stan- 
dards : problems and recommendations 
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relating to implementation, enforce- 
ment, and design., 78-17280 


Dwellings — California — San Francisco — 
Energy consumption. 
San Francisco residential energy con- 
sumption /, 78-9020 


Dwellings — Colorado — Denver — Energy 
consumption. 
Denver residential energy consumption., 
78-9016 


Dwellings — Energy conservation. 
Complications in implementing home 
weatherization programs for the poor : 
report to the Congress /, 78-25793 


*Dwellings — Energy consumption. 
Ever heard of retrofit? : a guide for the 
home remodeler., 78-10882 


78-25414 


Phase one/base data for the development 
of energy performance standards for 
new buildings., 78-17678 


Residential energy consumption 
detailed geographical analysis : HIT- 
650-11., 78-23873 


Dwellings — Energy consumption — Study 
and teaching. 
An energy education/conservation cur- 
riculum guide for home economics 
teachers /, 78-231 


Dwellings — Estimates and costs. 
Guide to help you estimate the monthly 
cost of owning a home., 78-7173 


The home buyer’s estimator of monthly 
housing cost : a guide to help you esti- 
mate the monthly cost of owning a 
home, compare the monthly costs of 
different homes, determine whether 
you can afford the home you choose., 
78-7173 


Why are new house prices too high, how 
are they influenced by Government 
regulations, and can prices be reduced 
: report to the Congress /, 78-21007 


Dwellings — Fires and fire prevention. 
Firesafety systems analysis for residential 
occupancies., 78-7167 


The hazard hunt : a transparency presen- 
tation., 78-11964 


Winter fire safety tips for the home., 
78-19982 


Dwellings — Florida — Miami — Energy 
consumption. 


Miami residential energy consumption /, 
78-9018 


Dwellings — Georgia — Atlanta — Energy 
consumption. 
Atlanta residential energy consumption., 
78-9013 


*Dwellings — Heating and ventilation. 


Annual cycle energy system, ACES., 
78-25380 


Lighting., 
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Dwellings — Illinois — Chicago — Energy 
consumption. 
Chicago residential energy consumption 
/, 78-9015 
Dwellings — Insulation. 
Complications in implementing home 
weatherization programs for the poor : 
report to the Congress /, 78-25793 


78-16903 


Dwellings — Maintenance and repair. 
Redevelopment and occupancy patterns 
of single family properties sold under 
the As-Is program in four cities., 78- 
25921 


Dwellings — Massachusetts — Boston — 
Energy consumption. 
Boston residential energy consumption /, 
78-9014 


Dwellings — Minnesota — Minneapolis — 
Energy consumption. 
Minneapolis residential energy consump- 
tion / Hittman Asociates, Inc., 78- 
9019 


Dwellings — Missouri — St. Louis — Energy 
consumption. 

St. Louis residential energy consumption 
/, 78-9021 


*Dwellings — Power supply. 
Passive design ideas for the energy con- 
scious architect., 78-17682 


Passive design ideas for the energy con- 
scious builder., 78-11289 


Passive design ideas for the energy con- 
scious consumer., 78-11288 


Dwellings — Prices — United States. 
Price index of new one-family houses 
sold., 78-2641 


Dwellings — Remodeling — Finance. 

Thinking big or small about home im- 
provement? : FHA home improvement 
program : both large and small im- 
provements can be financed with loans 
made by financial institutions insured 
by the Federal Housing Administra- 
tion., 78-7168 

Dwellings — Repair and reconstruction — 

Finance. 

Thinking big or small about home im- 
provement? : FHA home improvement 
program : both large and small im- 
provements can be financed with loans 
made by financial institutions insured 
by the Federal Housing Administra- 
tion., 78-7168 

Dwellings — Security measures. 

Basic techniques of home guardianship., 

78-9205 


Burglary game., 


Save energy, save money!, 


78-9205 
78-9205 
78-9205 


Choosing a good lock., 


Home security., 





*Dwellings — Soundproofing. 

Guide to the soundproofing of existing 
homes against exterior noise /, 78- 
22074 

Dwellings — Statistics. 

Housing units authorized for demolition 
in permit-issuing places., 78-19719, 
78-19720 

Dwellings — Texas — Houston — Energy 
consumption. 

Houston residential energy consumption 
/, 78-9017 

*Dwellings — United States. 

Be an energy miser in your home., 78- 

21335 
*Dwellings — United States — Energy 
consumption. 


Residential energy uses., 78-19718 


A study of the VA housing solar energy 


and weatherization programs : a report 
/, 7178-22564 


Dwellings — United States — Estimates and 
costs. 
Cost impact analysis for the construction 
recommendations in the report titled, 
A Methodology for seismic design and 
construction of single family 
dwellings., 78-9025 


*Dwellings — United States — Insulation. 

Home insulation : hearings before the 
Subcommittee on Oversight and In- 
vestigations of the Committee on In- 
terstate and Foreign Commerce, House 
of Representatives, Ninety-fifth Con- 
gress, second session, February 21, 22, 
and 23, 1978., 78-16248 


Home insulation : report /, 78-19148 


Project RetroTech., 78-25421 
Proyecto RetroTech /, 78-25421 


Dwellings — United States — Maintenance 
and repair. 
The construction complaints and section 
§18(a) and (b) handbook., 78-11328 


*Dwellings — United States — Security 
measures — Bibliography. 
Residential security : you can’t solve re- 
sidential security problems with a 
padlock and shotgun., 78-15447 


You can’t solve residential security 
problems with a padlock and a shot- 
gun., 78-15447 


Dye industry — United States — Statistics — 
Periodicals. 
Synthetic organic chemicals., 
*Dyes and dyeing. 
Automatic exchange resin pilot plant for 
removal of textile dye wastes /, 78- 
17119 


*Dyes and dyeing — Textile fibers. 
Application of solar energy to the supply 
of hot water for textile dyeing., 78- 
8835 


78-11832 
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*Dyes and dyeing — Toxicology. 

Bioassay of anthranilic acid for possible 
carcinogenicity., 78-13484 

Bioassay of hydrazobenzene for possible 
carcinogenicity., 78-23783 

Bioassay of m-cresidine for possible car- 
cinogenicity., 78-23791 

Bioassay of o-anisidine hydrochloride for 
possible carcinogenicity., 78-23780 

Bioassay of phenazopyridine 
hydrochloride for possible  car- 
cinogenicity., 78-23787 

Bioassay of 1-amino-2-methylanthraquin- 


one for possible carcinogenicity., 78- 
23796 


Bioassay of 1-phenyl-3-methyl-5- 
pyrazolone for possible carcinogenici- 
ty., 78-23808 

Bioassay of 2-aminoanthraquinone for 
possible carcinogenicity., 78-23811 

Bioassay of 3-amino-4-ethoxyacetanilide 


for possible carcinogenicity., 78- 
23797 


Bioassay of 3-amino-9-ethylcarbazole 
(hydrochloride) for possible car- 
cinogenicity., 78-23784 

Bioassay of 4-amino-2-nitrophenol for 
possible carcinogenicity., 78-23785 


Bioassay of 4-chloro-m-phen- 
ylenediamine for possible  car- 
cinogenicity., 78-23777 

Bioassay of 4-chloro-o-phenylenediamine 
for possible carcinogenicity., 78- 
17525 

Bioassay of 4-nitroanthranilic acid for 
possible carcinogenicity., 78-23794 

Bioassay of 5-nitro-o-anisidine for possi- 
ble carcinogenicity., 78-23804 

Bioassay of 5-nitro-o-toluidine for possi- 
ble carcinogenicity., 78-23793 

Bioassay of 2,4-dinitrotoluene for possi- 
ble carcinogenicity., 78-15406 

Bioassay of 4,4’-thiodianiline for possible 
carcinogenicity., 78-15405 

Dyes and dyeing — United States — 

Statistics. 

Dyes, 78-14052 


Synthetic organic chemicals., 78-14052 


*Dyes and dyeing — Waste disposal. 
Detoxification of Navy red dye by 
microwave plasma., 78-23472 


Summary report : detoxification of Navy 
red dye by microwave plasma /, 78- 
23472 


Textile dyeing wastewaters 
terization and treatment /, 


charac- 
78-20741 
*Dyes and dying — Toxicology. 
Direct blue 6, direct black 38, and direct 
brown 95 dyes., 78-13491 
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13-week subchronic toxicity studies 
direct blue 6, direct black 38, and 
direct brown 95 dyes., 78-13491 


Dynamic meteorology. 

Subsynoptic scale dynamics as revealed 
by use of filtered surface data /, 78- 
25055 

*Dynamics. 

Studies of dynamic loads in pressure sup- 
pression containment /, 78-18954 

Vortex augmentors for wind energy con- 
version /, 78-23385 

*Dynamometer. 

Development of specifications for a mo- 
torcycle dynamometer and motorcycle 
cooling system ... /, 78-17052, 78- 
25583 

Dynamometer — Catalogs. 

Combination and miscellaneous instru- 
ments including dynamometers., 78- 
25156 

Dynamos. 

Methane utilization from coalbeds for 
power generation., 78-23388, 78- 
25538 


*Dynamos — Alternating current. 

Placards for battery-excited alternators 

installed in light aircraft., 78-14135 
*Dynamos — Cooling. 

Bromine chloride an alternative to 
chlorine for fouling control in con- 
denser cooling systems /, 78-15282 

*Dynamos — Finance. 


REA financed generating plants., 78- 
16720 


Dynamos — Maintenance and repair — 

Handbooks, manuals, etc. 

Maintenance and repair parts consump- 
tion guide for contingency operations 
troop support generator, 60 KW 
400hz., 78-23099 


*Dynamos — Maintenance and repair — 
Programmed instruction. 
Kay model 860 sweep generator training 
: final - training program for 28 June 
1974 - 23 September 1975 /, 78- 
15169 
Dynamos — Statistics — Periodicals. 
Motors and generators., 78-25008 
Dyslexia. 
Developmental dyslexia and related read- 
ing disorders /, 78-25895 


E 


*Ear — Care and hygiene. 
Now hear this /, 78-15427 


Earhart, Amelia, 
Amelia Earhart., 78-7624 
Earth — Observations. 
Astronaut observations from the Apollo- 
Soyuz mission /, 78-7618 
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Earth — Photographs from space. 
Astronaut observations from the Apollo- 
Soyuz mission /, 78-7618 
Studying the earth from space., 
Earth — Rotation. 
Systems for the determination of polar 
motion /, 78-25053 
*Earth — Surface — Study and teaching. 
Terrain analysis., 78-20189 
*Earth dams. 
Analysis of consolidation of earth and 


rockfill dams final report /, 78- 
10758 


Earthquake resistance of earth and rock- 
fill dams : report 5, permanent dis- 
placements of earth embankments by 
Newmark sliding block analysis /, 78- 
25231 


Earth movements. 

Analysis of explosively generated ground 
motions using Fourier techniques /, 
78-25250 

Earth movements — California. 

Historic ground failures in northern 
California triggered by earthquakes /, 
78-13755 

*Earth movements — California, Southern. 

Recent elevation change in Southern 

California /, 78-10583 


78-616 


*Earth pressure. 

The changeable interaction between soils 
and pressure cells : tests and reviews at 
the Waterways Experiment Station : 
final report /, 78-20255 

Earth resistance. 

Airborne resistivity and magnetometer 

survey in northern Maine for obtaining 


information on bedrock geology /, 
78-25254 


Investigation of an airborne resistivity 
survey conducted at very low frequen- 


cy /, 78-10764 


Numerical studies to aid interpretation of 
an airborne VLF resistivity survey /, 
78-25261 


Earth resources — Remote sensing. 
Introduction to the U.S. Geological Sur- 
vey’s EROS Data Center, Sioux Falls, 
South Dakota /, 78-23978 


Earth resources technology satellites. 

Earth resources information system 
hearings before the Subcommittee on 
Space Science and Applications of the 
Committee on Science and Technolo- 
gy, U.S. House of Representatives, 
Ninety-fifth Congress, first session, 
June 21, 22, 23, 1977., 78-12169 


Earth resources technology satellite, 
ERTS/LANDSAT, data., 78-19891 


NOAA polar-orbiting satellites. : TIROS- 
N series., 78-19936 
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Earth resources technology satellites — Law 
and legislation — United States. 

Earth resources and environmental infor- 
mation system act of 1977 : hearings 
before the Subcommittee on Science, 
Technology, and Space of the Commit- 
tee on Commerce, Science, and Trans- 
portation, United States Senate, 
Ninety-fifth Congress, first session, on 
S. 657 ...,  78-12060 

*Earth science research. 

Joint document concerning geological 

studies from 1971-1975 /, 78-18130 


Earth science research — United States — 
Periodicals. 
The Energy lands program of the U.S. 
Geological Survey., 78-26139 
*Earth sciences — Bibliography. 
Earth sciences., 78-13393 
*Earth sciences — Directories. 
Worldwide Directory of national earth- 
science agencies /, 78-13745 


Earth sciences — Periodicals. 
EDS, Environmental Data Service., 78- 
2836 


Environmental Data Service, 78-2836 


*Earth sciences — Study and teaching. 
Terrain analysis., 78-20189 


Earth sciences — Study and teaching — 
United States. 
Educator’ guide for mission to earth : 
Landsat views the world /, 78-26341 


Earth sciences — United States — 
Equipment and supplies. 
Data available on earth sciences equip- 
ment., 78-3979 


Equip tips data available on earth 
sciences equipment., 78-3979 


Earth sciences — United States — Maps. 
“Nature to be commanded must be 
obeyed” : earth-science maps applied 
to land and water management /, 78- 
15538 


Earth stations (Satellite telecommunication) 


Earth station antenna measurements /, 
78-1386 


Minimum antenna dimensions for satel- 
lite communication earth stations /, 
78-19643 

*Earth stations (Satellite telecommunication) 

— Estimates. 

Some influences of rainfall on satel- 
lite/ground microwave systems installa- 
tion costs /, 78-19640 

Earth temperature — Nevada. 

Use of temperature surveys at a depth of 
| meter in geothermal exploration in 
Nevada /, 78-7279 

*Earth tides. 

Solid earth tides in the equations of mo- 

tion of the terra system of computer 
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programs for satellite geodesy /, 78- 
20345 
*Earthquake intensity. 

Analysis of a worldwide strong motion 
data sample to develop an improved 
correlation between peak acceleration, 
seismic intensity and other physical 
parameters /, 78-18904 


The severity of an earthquake., 78- 

13735 
Earthquake prediction. 

Earthquake _ prediction and _ hazard 
mitigation options for USGS and NSF 
programs, September 15, 1976 : /, 
78-749 

Earthquake prediction — Bibliography. 

Earthquakes and earthquake prediction /, 

78-9288 


Earthquake prediction — Periodicals. 
Preliminary determination of epicenters; 
monthly listing., 78-3414 
Earthquakes. 
Architects and earthquakes /, 78-2110 


Methods for prediction of strong 
earthquake ground motion final 
technical report, October 1, 1976-Sep- 
tember 30, 1977 /, 78-16136 


Strong earthquake ground motion., 78- 
16136 


Two special seismograph services for 
large earthquakes., 78-19875 


Earthquakes — America — Periodicals. 
Seismic engineering program report., 
78-21500 


Earthquakes — Bibliography. 
Earthquake data services and publica- 
tions., 78-19874 


Earthquakes and earthquake prediction /, 
78-9288 


*Earthquakes — California. 
Geotechnical and = strong’ = motion 
earthquake data from U.S. accelero- 
graph stations /, 78-18874 


Historic ground failures in northern 
California triggered by earthquakes /, 
78-13755 


Verification of subsurface conditions at 


selected “‘rock” accelerograph stations 
in California /, 78-22347 


*Earthquakes — Guatemala. 
Bridge and highway damage resulting 
from the 1976 Guatemala earthquake 
/, 78-18588 


Municipal earthquake recovery : agree- 
ment between the United States of 
America and Guatemala signed at Gu- 
atemala September 20, 1976., 78- 
15878 





Earthquakes — Law and legislation — 
United States. 
Earthquake hazards reduction act of 
1977., 78-2359 
Earthquakes — Romania. 
Observations on the behavior of 
buildings in the Romania earthquake 
of March 4, 1977., 78-1430 


*Earthquakes — Statistics. 
Earthquake data file summary /, 78- 
14923 


Earthquakes — Turkey. 
Disaster relief, case report Turkey- 
earthquake, September 6, 1975., 78- 
5238 


Turkey earthquake., 78-5238 


Earthquakes — United States — Periodicals. 
Earthquake information bulletin., 78- 
3413 


Earthquakes in the United States., 78- 
7263, 78-13744, 78-21501 


United States earthquakes., 78-19878 


*Earthquakes — United States — Safety 
measures. 

Earthquake hazards reduction program : 
fiscal year 1978 studies supported by 
the U.S. Geological Survey /, 78- 
17784 


*Earthquakes and atomic power-plants. 
Oversight on Diablo Canyon Nuclear 
Generating Plant : oversight hearing 
before the Subcommittee on Energy 
and the Environment of the Commit- 
tee on Interior and Insular Affairs, 
House of Representatives, Ninety-fifth 
Congress, first session June 30, 
1977., 78-12135 
Earthquakes and building. 
Architects and earthquakes /, 78-2110 


Aseismic design of building service 
systems : the state-of-the-art /, 78- 
25031 


Earthquake resistance of buildings., 78- 
17395 


Effectiveness of existing bridge design 
methodology in resisting earthquakes : 
Phase IV, Experimental model studies 
of the seismic responses of high curved 


over-crossings /, 78-7802 


Experimental model studies on _ the 
seismic response of high curved over- 
crossings., 78-7802 


Guidelines for evaluating the seismic re- 
sistance of existing buildings /, 78- 
20306 


An investigation of the effectiveness of 
existing bridge design methodology in 
providing adequate structural _re- 
sistance to seismic disturbances : Phase 
III, nonlinear soil-structure interaction 
of skew highway bridges /, 78-14081 
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A methodology for seismic design and 
construction of single-family dwellings 
/, 78-9026, 78-9027 


A methodology for seismic evaluation of 
existing multistory residential buildings 
/, 78-15449 

Observations on the behavior of 
buildings in the Romania earthquake 
of March 4, 1977., 78-1430 


Seismic design and construction of sin- 
gle-family dwellings., 78-9026 

Seismic evaluation of existing multistory 
residential buildings., 78-15449 


Supplementary engineering analysis re- 
port for the report titled “A 
methodology for seismic design and 
construction of single family 
dwellings” /, 78-9027 


Tentative provisions for the development 
of seismic regulations for buildings : a 
cooperative effort with the design 
professions, building code interests, 
and the research community /, 78- 
22866 


*Earthquakes and building — Congresses. 
Earthquake resistant masonry constuc- 
tion, national workshop : proceedings 
of a National Workshop held at the 
National Bureau of Standards, 
Boulder, Colorado, September 13-16, 
1976 /, 78-14877 


Earthquakes and building — Costs. 
Cost impact analysis for the construction 
recommendations in the report titled, 
A Methodology for seismic design and 
construction of single family 
dwellings., 78-9025 


Earthquakes and hydraulic structures. 
Earthquake resistance of earth and rock- 
fill dams : report 5, permanent dis- 
placements of earth embankments by 
Newmark sliding block analysis /, 78- 
25231 


Reservoirs and induced seismicity at 
Corps of Engineers projects final re- 
port /, 78-15083 


Earths, Rare — Spectra — Tables. 

Atomic energy levels : the rare-earth ele- 
ments : the spectra of lanthanum, ceri- 
um, praseodymium, neodymium, 
promethium, samarium, europium, 
gadolinium, terbium, dysprosium, hol- 
mium, erbium, thulium, ytterbium, and 
lutetium /, 78-19778 

*Earthworms. 

Soil changes after hay meadow abandon- 
ment in southwestern Wisconsin /, 
78-14637 


East (Far East) — Commerce — United 
States. 


Commerce America, reprint., 78-1484 


World trade outlook for Far East and 
South Asia., 78-1484 
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East (Far East) — Periodicals. 
Problems of the Far East., 
78-8170, 78-18855 


East St. Louis, Ill. — Parks. 
Frank Holten State Park 
Louis, Illinois., 78-6295 


Little America : a plan for Frank Holten 
State Park in East St. Louis, Illinois., 
78-6295 

East-West Center. 

East-West Center - progress and 
problems : report to the Congress /, 
78-13329 


East-West trade (1945- ) 


Commercial fact sheet for U.S. business., 
78-6307 


East-West countertrade practices : an in- 
troductory guide for business /, 78- 
22960 


East-West trade : market data package., 
78-19970 


East-West trade update : a commercial 
fact sheet for U.S. business /, 78- 
6307 


78-3842, 


in East St. 


East-West trade update: a commercial 
fact sheet for U.S. business, 78- 
22971 


Overseas business reports., 78-22971 


Semiannual report by the President to 
the Commission on Security and 
Cooperation in Europe; report sub- 
mitted to the Committee on Interna- 
tional Relations., 78-8315, 78-8316 


East-West trade (1945- ) — Periodicals. 
East-West Foreign Trade Board report., 
78-3896 


Indicators of comparative East-West 
economic strength., 78-21922 


Quarterly report on trade between the 
United States and nonmarket economy 
countries., 78-3948 


Quarterly report to the Congress and the 
East-West Foreign Trade Board on 
trade between the United States and 


the nonmarket economy countries., 
78-3947 


*Eastern black walnut. 
Black walnut on Kansas strip mine spoils 


some observations 25 years after 
pruning /, 78-10351 


Effect of nitrogen fertilization on black 
walnut : growth, log quality, and wood 
anatomy /, 78-16570 


Genetics of black walnut /, 78-16601 


Growing black walnuts for home use /, 
78-16489 

Introduction of black walnut and 
northern red oak seedlings in an 


upland hardwood forest in southeast- 
ern Ohio /, 78-1354 
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*Eastern black walnut — Diseases and pests 
— United States. 


Diseases of black walnut., 78-14735 


How to identify and control leaf spot : 
diseases of black walnut /, 78-14735 


Eastern black walnut — Handbooks, 
manuals, etc. 
Manager’s handbook for black walnut /, 
78-63 


*Eastern chipmunk — Behavior. 
Social behavior and foraging ecology of 
the eastern chipmunk (Tamias striatus) 
in the Adirondack Mountains /, 78- 
18461 


Eastern Pacific Ocean — Navigation — 
Tables. 
Area 17, East Pacific, 


(Liberia), 78-25128 


Area 17, East Pacific, 
(Argentina), 78-25129 


Omega propagation correction tables for 
13.6 kHz : area 17, East Pacific, sta- 
tion B (Liberia)., 78-25128 


Omega propagation correction tables for 
13.6 kHz : area 17, East Pacific, sta- 
tion F (Argentina)., 78-25129 


Eavesdropping — United States. 

Foreign intelligence surveillance act of 
1977 : report together with minority 
views to accompany S. 1566., 78- 
6054 


Foreign intelligence surveillance act of 
1978 : hearings before the Subcommit- 
tee on Intelligence and the Rights of 
Americans of the Select Committee on 
Intelligence of the United States 
Senate, Ninety-fifth Congress, second 
session, on S. 1566..., 78-19178 


Foreign intelligence surveillance act of 
1978 : report together with additional 
views to accompany S. 1566., 78- 
12347 


Eavesdropping — United States — Statistics. 
Report on applications for orders 
authorizing or approving the intercep- 
tion of wire or oral communications., 
78-21691, 78-26254 


Echinodermata — Ascension Island (Atlantic 
Ocean) 

The echinoderm fauna of Ascension 

Island, South Atlantic Ocean /, 78- 
18465 


Echinodermata — Northeastern States. 
Marine flora and fauna of the northeast- 
ern United States : Echinodermata : 
Holothuroidea. /, 78-1459 


station B 


station F 


*Echo sounding. 
Microcomputer-controlled acoustic echo 
sounder /, 78-10580 
Ecological research — United States. 
Experimental ecological reserves : a 
proposed national network /, 78-2111 
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Ecological research — United States — 
Periodicals. 
Biological services program., 
78-13795 
*Ecology. 
Health effects research program : fiscal 
year 1975-1977 summary /, 78-12954 


ecological 


78-13794, 


A systems approach to 
baseline studies /, 78-26215 


*Ecology — Congresses. 
Ecologist/Meterologist Workshop, 1976, 
Douglas Lake, Michigan, August 16- 
20, 1976 /, 78-23231 


Ecology — Environmental aspects — Alaska 
— Auke Bay. 
Annual physical and chemical oceano- 
graphic cycles of Auke Bay, southeast- 
ern Alaska /, 78-142 
Ecology — Periodicals. 


Technology transfer., 78-3129 


*Ecology — Problems, exercises, etc. 
Your best environment : quik-quiz., 78- 
16530 


*Ecology — Study and teaching — United 
States. 
Environmental education act amend- 

ments : report to accompany H.R. 


10570., 78-12264 
Environmental education act extension : 

hearings before the Subcommittee on 
Select Education of the Committee on 
Education and Labor, House of 
Representatives, Ninety-fifth Congress, 
first session ... June 6 and 7, 1977., 
78-2256 

Ecology — United States. 


Environmental biology, 78-24270 


Environmental program., 78- 


13782 


Program report., 


living 


78-24270 


Program report - National Science Foun- 
dation, 78-24270 


Ecology — United States — Bibliography. 
Selected list of acquisitions and recently 
cataloged books., 78-26218 


Ecology — Vocational guidance. 
Ecology and your career., 78-24113 
*Econometrics. 
An econometric analysis of export supply 
of grains in Australia /, 78-16749 
*Economic assistance. 
Communist aid to the less developed 


countries of the free world, 1976., 
78-13995 


Communist states and developing coun- 
tries, aid and trade., 78-21891, 78- 
21892 


Strategies for balanced growth in 
developing countries /, 78-28 
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Economic assistance, American. 

Amendments to proposed supplemental 
appropriations for the fiscal year 1978 
: communication from the President of 
the United States ..., 78-10182 

Assessment of the effectiveness of the 
World Bank and the Inter-American 
Development Bank in aiding the poor., 
78-22387 


Foreign assistance and related agencies 
appropriations for 1978 : hearings be- 
fore a subcommittee of the Committee 
on Appropriations, House of Represen- 
tatives, Ninety-fifty Congress, first ses- 
sion., 78-9891 


Foreign assistance and related agencies 
appropriations for 1979 : hearings be- 
fore a subcommittee of the Committee 
on Appropriations, House of Represen- 
tatives, Ninety-fifth Congress, second 
session /, 78-16175, 78-22387 


Foreign assistance and related programs 
appropriation bill, 1979 : report to ac- 
company H.R. 12931., 78-27112 


Foreign assistance and related programs 
appropriation bill, 1979 report 
together with minority and additional 
views to accompany H.R. 12931., 78- 
19339 


Foreign assistance and related programs 
appropriations act, 1978., 78-2364 


Foreign assistance and related programs 
appropriations for fiscal year 1979 : 
hearings before a subcommittee of the 
Committee on Appropriations, United 
States Senate, Ninety-fifth Congress, 
second session, on H.R. 12931 ..., 
78-26734 


Foreign assistance appropriations, 1979 
(H.R. 12931), 78-26734 


Foreign assistance authorization 
hearings before the Committee on 
Foreign Relations and the Subcommit- 
tee on Foreign Assistance of the Com- 
mittee on Foreign Relations, United 
States Senate, Ninety-fifth Congress, 
first session, on the _ International 
development assistance act of 1977, 
March 23, 24, and 25, 1977., 78- 
2264 


Foreign assistance legislation for fiscal 
year 1979 : hearings before the Com- 
mittee on International Relations, 
House of Representatives, Ninety-fifth 
Congress, second session ..., 78- 
16253, 78-16254, 78-22508 


Foreign economic assistance : message 
from the President of the United States 
transmitting foreign assistance 
proposals., 78-26876 

International development and _ food 
assistance act of 1978 : conference re- 





port to accompany H.R. 12222., 78- 
26981 


International development and _ food 
assistance act of 1978 : report of the 
Committee on International Relations, 
together with supplemental and addi- 
tional views on H.R. 12222 ..., 78- 
14494 


The International development assistance 
act of 1978 : report of the Committee 
on Foreign Relations, United States 
Senate, together with additional views 
on S. 3074 ..., 78-19468 


International development assistance 
authorization and S. Res. 118 
hearings before the Subcommittee on 
Foreign Assistance of the Committee 
on Foreign Relations, United States 
Senate, Ninety-fifth Congress, second 
session, on S. 2646 S. 2420 .... 
March 2, 3, and April 28, 1978., 78- 
22468 


International security assistance pro- 
grams : hearings before the Subcom- 
mittee on Foreign Assistance of the 
Committee on Foreign Relations, 
United States Senate, Ninety-fifth Con- 
gress, second session, on S. 2846 ..., 
78-22470 


Making appropriations for foreign 
assistance and related programs for the 
fiscal year ending September 30, 1978 
: conference report to accompany H.R. 
7797., 78-5772 


New directions in development aid : ex- 
cerpts from the legislation as of Janua- 
ry 1977 /, 78-8314 


Reducing population growth through so- 
cial and economic change in develop- 
ing countries : a new direction for U.S. 


assistance : report to the Congress of 
the United States /, 78-17354 


*Economic assistance, American — 
Addresses, essays, lectures. 
Foreign assistance and U.S. foreign pol- 
icy : speech /, 78-18412 
An overview of foreign and military 
assistance : statement /, 78-18414 


U.S. foreign assistance programs for 
fiscal year 1979 : statement /, 78- 
24291 


The United States and the Third World, 

economic issues : speech /, 78-5175 
Economic assistance, American — 

Afghanistan. 

Basic health services agreement 
between the United States of America 
and Afghanistan, signed at Washing- 
ton, June 30, 1976., 78-26476 

Economic assistance, American — Africa. 

Food production : agreement between 

the United States of America and the 
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Mutual Aid and Loan Guaranty Fund 
of the Council of the Entente states., 
78-26473 


Livestock production agreement 
between the United States of America 
and the Mutual Loan Guaranty of the 
Council of the Entente states signed 
Aug. 31, and September 29, 1976., 
78-26472 


Trust fund for Africa agreement 
between the United States of America 
and the United Nations signed at 
Washington June 17, 1976., 78- 
26462 


Underdevelopment in Africa : hearings 
before the Subcommittee on Africa of 
the Committee on International Rela- 
tions, House of Representatives, 
Ninety-fifth Congress, first session..., 
78-26818 


*Economic assistance, American — Africa — 
Addresses, essays, lectures. 
U.S. economic and military assistance to 
Africa : statement /, 78-18389 


Economic assistance, American — Africa — 
Periodicals. 
Submission to the Congress - Agency for 
International Development., 78- 
18440 


Economic assistance, American — Asia — 

Periodicals. 

Submission to the Congress - Agency for 
International Development., 78- 
18441 

Economic assistance, American — Asia, 

Southeastern — Periodicals. 

Submission to the Congress - Agency for 


International Development., 78- 
26523 


*Economic assistance, American — 

Bangladesh. 

Feasibility studies of development pro- 
jects : agreement between the United 
States of America and Bangladesh, 
signed at Dacca, September 29, 1976., 
78-24303 


*Economic assistance, American — East 
(Far East) — Addresses, essays, lectures. 
U.S. economic and security assistance in 

East Asia: statement /, 78-18391 


Economic assistance, American — Egypt. 
Egypt’s capacity to absorb and use 
economic assistance effectively : report 
of the Comptroller General of the 
United States., 78-4751 


Mehalla el Kubra facilities: 
tion and improvement of, 


Moderniza- 

78-2128 

Modernization and improvement of the 
Mehalla El Kubra facilities : agreement 
between the United States of America 
and Egypt, signed at Cairo September 
4, 1976., 78-2128 
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Public and private sector productive en- 
terprises agreement between the 
United States of America and Egypt 
signed at Cairo, July 29, 1976., 78- 
21932 

Sale of C-130 aircraft to Egypt : hearing 
before the Subcommittee on Foreign 
Assistance and the Subcommittee on 
Near Eastern and South Asian Affairs 
of the Committee on Foreign Rela- 
tions, United States Senate, Ninety- 
fifth Congress, first session Sep- 
tember 21, 1977., 78-12087 


Economic assistance, American — Gabon. 
Access roads construction : agreement 
between the United States of America 
and Gabon, signed at Libreville 
February 21, 1976., 78-5216 


*Economic assistance, American — Gaza 
Strip. 
U.S. economic aid for the West Bank 
and Gaza—a positive contribution : re- 
port /, 78-23658 


*Economic assistance, American — 

Guatemala. 
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78-12658 

Soldier’s manual : MOS 21G, Pershing 
electronics material supervisor, skill 
level 3., 78-6445 
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*Elk — South Dakota — Wind Cave 

National Park. 

Herd organization and movements of elk 
in Wind Cave National Park, South 
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Tell us how you were hurt!, 


training 
medical 


78-22290 
*Emergency medical services — 

Bibliography. 

Emergency medical services : a subject 
bibliography from Highway safety 
literature /, 78-9812 

Emergency medical services — Law and 
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tor’s lesson plans : module XI, ob- 


stetric/gynecologic emergencies., 78- 
5430 


National training course, emergency 
medical technician, paramedic, instruc- 
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National training course, emergency 
medical technician, paramedic, instruc- 
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Emotions in the lives of children., 78- 
23852 


Page I-1863 





*Employee counseling. 
Employee counseling and occupational 
health programs., 78-21337 


Employee counseling and occupational 
health programs (ECOHP)., 78- 
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fects of the environment on health : 
report of the technical consultant 
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Air pollution and health in Washington, 
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Truckee-Lower Carson River basins., 
78-2061 


Final environment statement by the U.S. 
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An impact analysis : Upper Lewis River 
Planning Unit, Gifford Pinchot Na- 
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tion occupations., 78-15698 


78-23438 


The good things in life used to be free., 
78-12833 
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Nuclear Energy Research, Develop- 
ment and Demonstration of the Com- 
mittee on Science and Technology, 
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participation. 
The Bellevue experience 
78-6548 


A book to color /, 


: a case study., 


78-6550 


Environmental protection — Information 
services. 
Environmental information resources for 
state and local elected 
general reference guide., 


officials 
78-4570 
78-4570 
*Environmental protection — Information 

services — International cooperation. 


U.S. directory of environmental sources 
/, 78-10913 


General reference guide., 
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*Environmental protection — International 
cooperation. 
EPA and the worldwide struggle to save 
our planet., 78-17043 


A global environmental concern : EPA’s 
Scientific Activities Overseas Pro- 
gram., 78-4563 

*Environmental protection — Juvenile 
literature. 


Earth trek : explore your environment /, 
78-12818 


Environmental protection — Middle Atlantic 
States — Periodicals. 
EPAlert., 78-3101 


*Environmental protection — Middle West. 
State environmental programs : a com- 
pendium of Federal and State pro- 
grams prepared for the congressional 
delegations., 78-15246 
*Environmental protection — Middle West 
— Directories. 
Midwest environmental directory : 1973- 
1974., 78-17050 


Environmental protection — New England 
— Periodicals. 


Environment news., 78-3100 


Environmental protection — Northeastern 
States — Periodicals. 
Region II report., 78-3102 


Environmental protection — Pacific States 
— Periodicals. 


Environmental news., 78-3103 


Environmental protection — Periodicals. 
Environmental news., 78-3099 


Environmental protection — Puerto Rico — 
Periodicals. 


Region II report., 78-3102 


Environmental protection — Research — 
Great Lakes — Periodicals. 
Annual report - Great Lakes Environ- 
mental Research Laboratory., 78- 
19938 


*Environmental protection — Research — 
United States. 
Environmental research reserve networks 
: hearings before the Subcommittee on 
the Environment and the Atmosphere 
of the Committee on Science and 
Technology, U.S. House of Represen- 
tatives, Ninety-fifth Congress, first ses- 
sion, July 28, 29, 1977.,  78-12171 


Long-term environmental research in the 
Environmental Protection Agency 
hearing before the Subcommittee on 
the Environment and the Atmosphere 
of the Committee on Science and 
Technology, U.S. House of Represen- 
tatives, Ninety-fifth Congress, first ses- 
sion, June 30, 1978., 78-22548 

Opportunities to fully integrate environ- 
mental research and development into 


developing energy technologies : re- 
port /, 78-17338 
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Program guide - Office of Research and 
Development., 78-12867, 78-12868 


78-23531 


1978 authorization for the Office of 
Research and Development, Environ- 
mental Protection Agency : hearings 
before the Subcommittee on the En- 
vironment and the Atmosphere of the 
Committee on Science and Technolo- 
gy, U.S. House of Representatives, 
Ninety-fifth Congress, first session . 
78-8347 


Environmental protection — Siberia. 

Siberia and Alaska 1974 report on 
technical exchange visits of environ- 
mental workgroups of U.S.A. and 
U.S.S.R. for cooperative protection of 
northern ecosystems : 
U.S.A.—U.S.S.R. environmental pro- 
tection agreement, Area V, nature and 
preserves, Project 2, protection of 
northern ecosystems, August and Sep- 
tember 1974., 78-26222 

Environmental protection — Study and 
teaching. 

Teaching conservation in developing na- 
tions /, 78-1381 

Environmental protection — Study and 
teaching — United States. 

Education and training information 
exchange bulletin., 78-11862 


Environmental protection — United States. 
Code of Federal regulations., 78-7033 


78-6588 
78-3111 
Environmental protection : message from 


the President of the United States ..., 
78-10057 


Environmental protection issues facing 
the nation : study by the staff of the 
U.S. General Accounting Office., 78- 
11100 


Marine environmental protection, fy 79- 
89 : program plan operating., 78- 
9721 


Research highlights., 


Energy/environment IL, 


Environmental facts., 


Multimedia environmental goals for en- 
vironmental assessment /, 78-12980 


78-7033 


Environmental protection — United States 
— Addresses, essays, lectures. 
Environmental security : a role for edu- 

cators /, 78-4016 


Environmental protection — United States 
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The President’s Environmental 
Awards., 78-6559 


Women and the environment : women as 
agents of change., 78-1559 
Environmental protection — United States 
— Directories. 


Environmental program administrators., 
78-12993 


Protection of environment, 


Youth 


Page I-1879 





Environmental protection — United States 
— Periodicals. 
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78-13795 


Environment Midwest., 


78-13794, 


78-3110 
Environmental quality., 78-11806 
78-3120 


Quarterly research highlights., 


EPA journal., 


78-3119 
*Environmental protection — United States 
— Terminology. 


Common _— environmental 
12844 


Environmental protection — Virgin Islands 
of the United States — Periodicals. 
Region II report., 78-3102 


*Environmental psychology. 
Collaboration of architect and behavioral 
scientist in research /, 78-15090 


Environmental Research Laboratories. 
NOAA products and services of the Na- 
tional Weather Service, National En- 
vironmental Satellite Service, Environ- 
mental Data Service, and the Environ- 
mental Research Laboratories /, 78- 
10574 


*Environmental testing — Quality control. 
Quality assurance research plan : FY- 
1978 - FY 1982 /, 78-12841 


Enzymes — Industrial applications. 
Workshop on Enzyme Economics 
proceedings, October 15-17, 1975 /, 
78-9470 
*Enzymes, Effect of radiation on. 
Radiation-inactivation of meat proteases 
as determined by a_ 14C-labeled 
hemoglobin method /, 78-8721 


terms., 78- 


Ephemerides. 


Ephemeris, 78-24060 


Ephemeris of the sun, Polaris and other 
selected stars with companion data and 
tables., 78-24060 


Epidemiology. 
Emergency animal disease eradication 
guide /, 78-6251 


*Epidemiology — Congresses. 

Tracing the patterns of disease : the role 
of epidemiology and biometry /, 78- 
21220 

Epidemiology — Periodicals. 

World epidemiology review., 

78-5473, 78-22316 


Epidemiology — Periodicals — Bibliography. 
Current bibliography of epidemiology; a 
guide to the literature of epidemiology, 
preventive medicine, and _ public 
health., 78-13508 
Epidemiology — Statistical methods. 
Statistics needed for determining the ef- 
fects of the environment on health : 
report of the technical consultant 
panel to the United States National 


78-3872, 
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*Epilepsy. 
The dental implications of epilepsy., 
78-15433 


Plan for nationwide action on epilepsy., 
78-7072, 78-11193, 78-11194 


Epilepsy — Research — United States. 
Annual report - Epilepsy Advisory Com- 
mittee, National Institutes of Health., 
78-17478, 78-17479 


Epilepsy — Research — United States — 
Periodicals. 
The NINCDS epilepsy 
gram., 78-7078 


Epithelium — Congresses. 

Pulmonary macrophage and epithelial 
cells : proceedings of the Sixteenth 
Annual Hanford Biology Symposium at 
Richland, Washington, September 27- 
29, 1976 /, 78-10975 

Epoxy coatings. 

Barriers for radon in uranium mines /, 

78-9173 


*Epoxy compounds. 


Shock wave compression of an alumina- 
filled epoxy /, 78-20344 


research pro- 


Epoxy resins. 
Epoxies for wood repairs 
buildings /, 78-26235 


Equal Employment Opportunity Training 
Institute — Curricula. 
Announcing EEO courses 

ing Institute 
1976., 78-6363 


*Equal pay for equal work — United States. 
Equal pay., 78-24176 


Equality before the law — United States — 
Periodicals. 
Civil rights digest., 


in historic 


: EEO Train- 
October-December 


78-2934 
Eriocraniidae. 

A revision of the North American moths 
of the superfamily Eriocranioidea with 
the proposal of a new family, 
Acanthopteroctetidae (Lepidoptera) /, 
78-26534 

EROS Data Center. 

Introduction to the U.S. Geological Sur- 
vey’s EROS Data Center, Sioux Falls, 
South Dakota /, 78-23978 

*Erosion — Alaska. 

Channel erosion surveys along TAPS 

route, Alaska, 1975 /, 78-11442 


Channel erosion surveys along TAPS 
route, Alaska, 1976 /, 78-13733 


*Erosion — California — Transverse 
Ranges. 
Erosion and sediment yields in the Trans- 
verse Ranges, southern California /, 
78-23987 
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*Erosion — Colorado — Handbooks, 
manuals, etc. 

A guide for erosion & sediment control 
in urbanizing areas of Colorado ; in- 
terim guide., 78-10418 

*Erosion — Hawaii — Handbooks, manuals, 
etc. 

Erosion and sediment control guide for 
urbanizing areas in MHawaii., 78- 
16687 

*Erosion — Measurement. 


Water quality manual /, 78-22108 


Erosion — United States. 
Control of Water erosion, wind erosion, 
and sedimentation., 78-6237 


78-16679 


*Erosion — United States — Measurement. 

Preliminary guidance for estimating ero- 
sion on areas disturbed by surface min- 
ing activities in the interior western 
United States /, 78-10905 

Erosion of metals — Testing. 

Hot corrosion/erosion testing of materials 
for application to advanced power 
conversion systems using coal-derived 
fuels task IlI-fluidized bed com- 
bustion., 78-25475 

*Error-correcting codes (Information 
theory) 

Technical documentation for FIXDIME 
3., 78-22855 

Errors. 
Refractive error characteristics of early 


and advanced presbyopic individuals /, 
78-865 


Cropland erosion /, 


Errors, Theory of. 
Accuracy of data for selected population 


characteristics as measured by reinter- 
views., 78-22853 


1970 census of population and housing : 
evaluation and research program : ac- 
curacy of data for selected population 
characteristics as measures by reinter- 
views., 78-22853 

*Erythocytes. 

Erthrocyte fragility changes resulting 
from short exposures to 6.7 ATA com- 
pressed air /, 78-20355 


Eskimos — Alaska — St. Lawrence Island. 
Gambell, its history, population, and 
economy., 78-21521 
its history, population and 
78-21520 
*Eskimos — Art — Directories. 
Native American owned and operated 
arts and crafts businesses., 78-21483 
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Handbook of North American Indians /, 
78-18455 
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Annual report - Alaska Native Medical 
Center., 78r13533 

Espinueva, Edmundo Alfredo Oreiro. 

Edmundo Alfredo Oreiro Espinueva : re- 
port to accompany H.R. 2256., 78- 
2326 

Espionage — Law and legislation — United 

States. 

Laws relating to espionage, sabotage, etc. 
/, 78-9833 

Estaurine sediments. 

Lethal effects of suspended sediments on 
estuarine fish /, 78-25267 

Sublethal effects of suspended sediments 
on estuarine fish /, 78-25269 

*Esterification. 

Estimation of relative esterification rates 
by gas chromatography as an aid in the 
identification of fatty acids /, 78- 
23189 

Esters. 

Investigation of water-soluble chemilu- 

minescent materials /, 78-851 
Estimation theory. 

Synthetic estimation of State health 
characteristics based on the health in- 
terview survey /, 78-4825 


Estimation theory — Handbooks, manuals, 
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Stochastic processes, estimation theory 
and image enhancement /, 78-24211 


Estradiol — Texicology. 
Bioassay of estradiol mustard for possible 
carcinogenicity., 78-23768 


*Estrogen — Physiological effect. 
Women and estrogens., 78-11230 


*Estrogen — Therapeutic use — 

Bibliography. 

Estrogen replacement therapy : January 
1976 through June 1978, 173 citations 
/, 78-17567 

*Estuaries. 

Grays Harbor Estuary, Washington : re- 
port 6, 45-ft MSL (40-ft MLLW) 
navigation channel improvement stu- 
dies, hydraulic model investigation /, 
78-20243 

*Estuarine ecology. 

Beach fauna study of the CERC Field 
Research Facility, Duck, North 
Carolina /, 78-23115 

Chronic toxicity = of 
malathion, and 
sheepshead 
variegatus) /, 


methoxhchlor, 
carbofuran to 
minnows (Cyprinodon 
78-12878 
Program review proceedings of environ- 
mental effects of enegy related activi- 
ties on marine/esturine ecosystems /, 
78-10954 
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Estuarine ecology — Atlantic coast (United 

States) 

Wading birds as biological indicators : 
1975 colony survey /, 78-7346 

*Estuarine pollution. 

Effects and interactions of 
polychlorinated biphenyl (PCB) with 
estuarine microorganisms and shellfish 
/, 78-12879 

*Ethanes — Toxicology. 

Bioassay of hexachloroethane for possi- 

ble carcinogenicity., 78-15409 


Hexachloroethane., 78-15409 


*Ethics. 

Use of simplified address mailings by 
Members of the Senate report 
together with additional views pursuant 
to section 306 of S. Res. 110., 78- 
10212 


*Ethnology — California. 

Country nodes : an _ anthropological 
evaluation of William Key’s Desert 
Queen Ranch, Joshua Tree National 
Monument, California /, 78-24043 

William Keys’ Ranch, 

California., 


Desert 
78-24043 
Ethnopsychology — Congresses. 

Third Conference on Empirical Research 

in Black Psychology /, 78-7060 


Queen 


Ethylene oxide. 

Special occupational hazard review with 
control recommendations for the use 
of ethylene oxide as a sterilant in 
medical facilities /, 78-1960 


Ethylene oxide — Toxicology. 

Bioassay of 1,4-dioxane for possible car- 

cinogenicity., 78-23774 
Ethyleniamine — Toxicology. 

Bioassay of thio-TEPA for possible car- 

cinogenicity., 78-23767 
*Eucalyptus — United States. 

The Eucalyptus Energy Farm : feasability 
study and demonstration : phase |: site 
and species selection /, 78-20611 

Euphrates River watershed. 

Euphrates basin irrigation maintenance 
project agreement between the 
United States of America and Syria, 
signed at Damascus July 22, 1976., 
78-776 

*Eurasia — Maps. 

Winter snow-cover maps of North Amer- 
ica and Eurasia from satellite records, 
1966-1976 /, 78-10581 

Eure, Tomiko Fukuda. 

Tomiko Fukuda Eure : report to accom- 

pany S. 1564., 78-24854 
Europe — Commerce. 
Overseas business reports., 78-16873 


Trade of European non-NATO countries 
and Japan with Communist counties., 
78-5179 
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Trade patterns of the West, 1976., 78- 
18419 


U.S. trade with the European Communi- 
ty, 1958-1976., 78-18418 
World trade outlook for Western Europe 
and Canada, 78-16873 
Europe — Commerce — United States. 
Commerce America, reprint., 78-1482 
World trade outlook for Western Europe 
and Canada., 78-1482 
Europe — Defenses. 


Opposing forces 78-6470 


Europe — Economic conditions — 1945- 
Market profiles for Western Europe and 
Canada, 78-16864 
Overseas business reports., 
78-16873 


: Europe., 


78-16864, 


World trade outlook for Western Europe 

and Canada, 78-16873 
Europe — Foreign economic relations — 

United States. 

A resolution expressing the sense of the 
Senate with respect to European Com- 
munities’ restrictions on processed 
fruit and vegetable imports : report to 
accompany S. Res. 76., 78-5945 

Europe — Foreign relations. 

Trends in external cultural activities of 
selected non-Communist countries., 
78-7379 


*Europe — Industries. 

Adjustment of high technology organiza- 
tions to reduced military spending : the 
Western European experience 
tive summary /, 78-18343 


*Europe — Languages — Abbreviations. 
Dutch, Finnish, German (Western Eu- 
rope), and Scandinavian press., 78- 


>: execu- 


Reference aid : glossary of acronyms, ab- 
breviations, and special terms used in 
the Western Europe 
guage press., 78-22324, 


Romance-lan- 
78-22325 


Western Europe Romance-language 


press., 78-22324 


*Europe — Languages — Acronyms. 

Dutch, Finnish, German (Western Eu- 
rope), and Scandinavian press., 78- 
22325 

Reference aid : glossary of acronyms, ab- 
breviations, and special terms used in 
the Western Europe Romance-lan- 
guage press., 78-22324, 78-22325 

Western Europe 

78-22324 


Romance-language 
press., 
*Europe — Languages — Terms and 
phrases. 
Dutch, Finnish, German (Western Eu- 
rope), and Scandinavian press., 78- 
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breviations, and special terms used in 
the Western Europe Romance-lan- 
guage press., 78-22324, 78-22325 
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78-22324 


*Europe — Politics and government — 

1945- 

Review of recent developments in Eu- 
rope, 1978 : hearing before the Sub- 
committee on Europe and the Middle 
East of the Committee on International 
Relations, House of Representatives, 
Ninety-fifth Congress, second session, 
January 31, 1978., 78-22507 


Europe, Eastern — Commerce. 
Commerce America, reprint., 


Western 
press., 


78-1480 


World trade outlook for Eastern Europe, 
Union of Soviet Socialist Republics 


and People’s Republic of China., 78- 
1480 


Europe, Eastern — Economic conditions. 
East European economies, post-Helsinki : 
a compendium of papers /, 78-1000 


Europe, Eastern — Economic policy — 
Periodicals. 
Economic and industrial affairs, 

3851, 78-5452, 78-9853, 78- 


18857, 78-22299, 78-24463 


Translations on Eastern Europe., 
3851, 78-5452, 78-9853, 78- 
18857, 78-22299, 78-24463 


Europe, Eastern — Military policy — 
Periodicals. 
Political, sociological, and military af- 
fairs, 78-3878, 78-5453, 78-9854, 
78-18858, 78-22300, 78-24464 


Translations on Eastern Europe., 78- 
3878, 78-5453, 78-9854, 78- 
18858, 78-22300, 78-24464 


Europe, Eastern — Periodicals. 
, 78-3861 


Biomedical and behavioral sciences, 78- 
3864, 78-5470, 78-16114, 78- 
24481 


Chemistry, 78-3862, 
16115, 78-24482 
Cybernetics, computers, and automation 


technology., 78-3863, 78-9870, 
78-18866 


78-9869, 78- 


Electronics and electrical engineering, 
78-3871, 78-9871, 78-18867 
Engineering and equipment, 78-3877, 
78-9872, 78-18868 

Geophysics, astronomy, and space, 78- 
905, 78-5471, 78-16116, 78- 
18869, 78-24483 

Materials science and metallurgy., 78- 
904, 78-3867, 78-5472, 78-16117 
Physics, 78-24484 
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Physics and mathematics, 
78-9873 


Political, sociological, and military af- 
fairs, 78-906 


Scientific affairs, 78-3870, 
78-9855, 78-18859 


Translations on Eastern Europe;, 78- 
906, 78-3870, 78-5454, 78-9855, 
78-18859 


USSR and Eastern Europe scientific ab- 
stracts:, 78-904, 78-905, 78-3860, 
78-3861, 78-3862, 78-3863, 78- 
3864, 78-3867, 78-3871, 78-3877, 
78-5470, 78-5471, 78-5472, 78- 
9869, 78-9870, 78-9871, 78-9872, 
78-9873, 78-16114, 78-16115, 78- 
16116, 78-16117, 78-18866, 78- 
18867, 78-18868, 78-18869, 78- 
24481, 78-24482, 78-24483, 78- 
24484 


Europe, Eastern — Politics and government 
— Periodicals. 
Political, sociological, and military af- 
fairs, 78-3878, 78-5453, 78-9854, 
78-18858, 78-22300, 78-24464 


Translations on Eastern Europe., 78- 
3878, 78-5453, 78-9854, 78- 
18858, 78-22300, 78-24464 


Europe, Eastern — Social conditions — 
Periodicals. 
Political, sociological, and military af- 
fairs, 78-3878, 78-5453, 78-9854, 
78-18858, 78-22300, 78-24464 


Translations on Eastern Europe., 78- 
3878, 78-5453, 78-9854, 78- 
18858, 78-22300, 78-24464 


*Europe, Western. 

Western Europe in 1977 security, 
economic, and _ political issues 
hearings before the Subcommittee on 
Europe and the Middle East of the 
Committee on International Relations, 
House of Representatives, Ninety-fifth 
Congress, first session ..., 78-14362 


78-3860, 


78-5454, 


Europe, Western — Periodicals. 

Translations on Western Europe., 78- 
3879, 78-5469, 78-9867, 78- 
18864, 78-22315 


Europe, Western — Politics and government 

— 20th century. 

A report on West European communist 
parties /, 78-2242 

European Communities. 

A resolution expressing the sense of the 
Senate with respect to European Com- 
munities’ restrictions on processed 
fruit and vegetable imports : report to 
accompany S. Res. 76., 78-5945 


*European cooperation — Congresses. 

The Belgrade followup meeting to the 
Conference on Security and Coopera- 
tion in Europe, October 4, 1977- 
March 9, 1978., 78-21926 
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Canada, 78-16864 


Overseas business reports., 78-16864 
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Diffusion welding of a directionally 
solidified gamma/gamma’-delta eutec- 
tic alloy /, 78-7493 


Directionally solidified iron-base eutectic 
alloys /, 78-11717 


A directionally solidified iron-chromium- 
aluminum-tantalum carbide _ eutectic 
alloy /, 78-11758 


Eutectic data : safety, hazards, corrosion, 
melting points, compositioning, and 
bibliography /, 78-20973 

*Eutectics. 
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relevant to energy storage., 78-19779 
Euthanasia — Bibliography. 

Euthanasia and the right to die /, 78- 

1945 


*Eutrophication. 
Effects of diversion and alum application 
on two eutrophic lakes /, 78-1526] 
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relationships : a nationwide study /, 
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Eutrophication — Champlain, Lake. 
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Nutrient transport and accountability in 
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Summary and _ conclusions nutrient 
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25690 
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Trophic equilibrium of Lake Washington 
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Nuclear civil protection and crisis reloca- 

tion planning., 78-20136 
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human resources program evaluation, 
1977 : hearings before the Committee 
on Human Resources, United States 
Senate, Ninety-fifth Congress, first ses- 
sion ... October 6 and 27, 1977., 78- 
24617 


Field report and guide for CETA prime 
sponsors., 78-18019 


How to get started on evaluation : a field 
report and guide for CETA prime 
sponsors : final report /, 78-18019 


78-21340 


Evaluation research (Social action 
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Federal program evaluations; a directory 

issued by the Comptroller General., 
78-17363 

*Evaluation Studies — bibliography. 

Federal program evaluations; a directory 
issued by the Comptroller General., 
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*Evaporating appliances — Design and 
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Upgrading existing evaporators to reduce 
energy consumption : a technology ap- 
plications manual /, 78-23550 


Principal program areas., 


*Evaporation. 

Evaporative process for treatment of 
phosphate containing effluent /, 78- 
23478 

Evaporation — Mathematical models. 

An analytical study of the irreversible 
losses associated with vapor flow in the 
evaporator of a solar sea power plant, 
the manifold problem /, 78-6641 


*Evaporation — Technological innovation. 
Upgrading existing evaporators to reduce 
energy consumption : a technology ap- 
plications manual /, 78-23550 
Evaporation (Meteorology) — California — 
Salton Sea. 
Evaporation and radiation measurements 
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Evaporative power. 
Evaporative recovery of chromium plat- 
ing rinse waters /, 78-25629 


Evapotranspiration — Virgin Islands — St. 
Thomas. 
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Islands /, 78-7266 
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Soil water depletion after four years of 
forest regrowth in southwestern 
Wisconsin /, 78-10372 
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States. 
Continuing education : right or privilege? 
: recommendations of the National Ad- 
visory Council on Extension and Con- 
tinuing Education., 78-14243 
Recommendations of the National Ad- 
visory Council on Extension and Con- 
tinuing Education., 78-14243 


Everett McKinley Dirksen Congressional 

Leadership Research Center. 

An act to authorize funds for the Hubert 
H. Humphrey Institute of Public Af- 
fairs and for the Everett McKinley 
Dirksen Congressional Leadership 
Research Center., 78-19375 


Hubert H. Humphrey Institute of Public 
Affairs and the Everett McKinley Dirk- 
sen Congressional Leadership 
Research Center assistance act : report 
to accompany S. 2452., 78-19397 


*Everett, Wash. — Recreation areas. 
National urban recreation study, Seat- 
tle/Everett/Tacoma., 78-17862 


Everglades National Park, Fla. 
The food habits and nesting success of 
wood storks in Everglades National 
Park 1974 /, 78-26204 


Evergreens — Diseases and pests — New 
Mexico. 
Insects and diseases of evergreens in 
New Mexico., 78-6111 


Evidence (Law) — United States. 

Drugs, firearms, currency, and other pro- 
perty seized by law enforcement agen- 
cies : too much held too long : Depart- 
ment of Justice, Department of the 
Treasury, General Services Administra- 
tion : report to the Congress /, 78- 
4676 


Federal rules of evidence, 
February 1, 1978., 78-8326 


Proving Federal crimes., 78-11600 


*Evoked potentials (Electrophysiology) 
Brain electrophysiological concomitants 
of hemispheric laterality while 
processing altimeter display informa- 
tion /, 78-20426 


effective 


Ex-convicts — Employment — Maryland — 
Baltimore. 

Unlocking the second gate 

financial assistance in reducing recidiv- 


: the role of 


ism among ex-prisoners., 78-15735 


*Ex-convicts — Employment — United 
States. 
Assessment of 
assistance programs., 


community-based 
78-24095 


Employment of rehabilitated offenders in 
the Federal service., 78-6354 


The transition from prison to employ- 
ment : an assessment of community- 
based assistance programs /, 78- 
24095 
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Ex-presidents — United States — Staff. 

An act to amend the Act of August 25, 
1958, respect to staff allowances for 
former presidents., 78-8433 

Examinations. 

How to write criterion-referenced tests 
for Spanish-English bilingual programs 
/, 78-25858 

*Examiners (Administrative procedure) 

Administrative law process better 
management is needed : report to the 
Congress /, 78-21021 

Examiners (Administrative procedure) — 

Statistics. 

Federal Administrative 
hearings : 


law judge 
statistical report for 1975 : 


uniform caseload accounting system., 
78-895 


Examiners (Administrative procedure) — 
United States. 
Administrative procedure act, reprimand 
of administrative law judge, 78-17908 


Conversion of temporary administrative 
law judges : report to accompany H.R. 
5723 ..., 78-10112 


Opinion of the Attorney General of the 
United States., 78-17908 


Retirement legislation and administrative 
law judges : hearing before the Sub- 
committee on Civil Service and 
General Services of the Committee on 
Governmental Affairs, United States 
Senate, Ninety-fifth Congress, first ses- 
sion ... October 28, 1977., 78-19129 


*Examiners (Administrative procedure) — 
United States — Appointment, 
qualifications, tenure, etc. 

An act to amend title 5, United States 
Code, to provide that hearing ex- 
aminers shall be known as administra- 
tive law judges, and to increase the 
number of such positions ..., 78- 
14502 


Increase in number of administrative law 
judge positions : report to accompany 
H.R. 6975., 78-16419 

Examiners (Administrative procedure) — 

United States — Salaries, pensions, etc. 

The Bankruptcy reform act : hearings be- 
fore the Subcommittee on Improve- 
ments in Judicial Machinery of the 
Committee on the Judiciary, United 
States Senate, Ninety-fourth Congress, 
first session, on S. 235 and S. 236 ..., 
78-12214 


Excavating machinery. 
Mechanics of cutting and boring /, 78- 
4453, 78-10763 


Mechanics of cutting and boring : Part Il 
; kinematics of axial rotation machines 
/, 78-25246 
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Excavation. 
Hydraulic transportation and __ solids 
separation of excavated materials in 
tunnels /, 78-5270 


Lateral support systems and un- 
derpinning /, 78-9622 

Muck utilization planning : urban trans- 
portation tunneling : a handbook of ra- 
tional practices for planners and 
designers /, 78-26648 


Rock, frozen soil and ice breakage by 
high-frequency electromagnetic radia- 
tion : a review /, 78-20270 


*Excavation — Congresses. 

Proceedings : Workshop on Materials 
Handling for Tunnel Construction, 
Keystone, Colorado, August 3-5, 1977 
/, 78-24399 


Excavations (Archaeology) 
The importance of small, surface, and 
disturbed sites as sources of significant 
archeological data /, 78-5067 


*Excavations (Archaeology) — Arizona. 
The Quijotoa Valley Project /, 78- 
21576 


*Excavations (Archaeology) — Death Valley 
National Monument. 
Excavations at Harmony Borax Works : 
historical archeology at Death Valley 
National Monument /, 78-24042 


*Excavations (Archaeology) — Rhea County. 
Excavations at 40RH6 : Watts Bar Area, 
Rhea County, Tennessee /, 78-16154 


Exceptional children — Education — United 

States. 

Reorganization of the Office of Human 
Development hearings before the 
Subcommittee on Select Education of 
the Committee on Education and 
Labor, House of Representatives, 
Ninety-fifth Congress, first session ... 
on September 8, 12, 1977., 78-2257 


Exchange of oceanographic information. 
Semiannual report of oceanographic data 
exchange., 78-22932 


*Exchange of persons programs. 
Coordination of international exchange 
and training programs : opportunities 
and limitations : report to the Congress 
/, 78-23659 


United States-India 
scientists., 78-13976 


Exchange of persons programs — Addresses, 
essays, lectures. 

Educational and cultural exchanges with 
the U.S.S.R. and Eastern Europe 
statement /, 78-9494 

*Exchange of persons programs, American 

— Canada. 

Exchange of military personnel : agree- 
ment between the United States of 
America and Canada, signed June 12, 
1975., 78-21949 


exchange of 
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*Exchange of persons programs, American 

— Russia. 

Cultural relations : exchanges for 1977- 
1979 : agreement between the United 
States of America and the Union of 
Soviet Socialist Republics effected by 
exchanges of notes dated at Washing- 
ton, October 22, 1976., 78-21937 


Exchange Stabilization Fund. 

Exchange Stabilization Fund : hearings 
before the Subcommittee on Interna- 
tional Finance of the Committee on 
Banking, Housing, and Urban Affairs, 
United States Senate, Ninety-fifth Con- 
gress, first session on S. 2093 ... Oc- 
tober 7, 1977., 78-5519 


Exchange Stabilization Fund : report to 
accompany S. 2093., 78-19313 


Exchange Stabilization Fund amend- 
ments of 1978 : report of the Commit- 
tee on Banking, Housing, and Urban 
Affairs, United States Senate, to ac- 
company S. 2093., 78-10284 


Use of Exchange Stabilization Fund 
resources - arrangement with Treasury 
provides access to information : report 
to the Congress /, 78-4753 


*Exchanges, Literary and scientific. 
Grants for the exchange of medical infor- 
mation., 78-16076 


Executive advisory bodies — United States. 
Better evaluations needed to weed out 
useless Federal advisory committees : 
report to the Congress /, 78-4675 


Federal advisory committees; annual re- 
port of the President., 78-18359 


The President’s advisory committee 
reduction program /, 78-5577 


Executive advisory bodies — United States 

— Directories. 

Federal advisory committees; index to 
the membership of Federal advisory 
committees listed in the annual report 
of the President to the Congress., 78- 
8290, 78-8291 


*Executive impoundment of appropriated 
funds — United States. 

An act to rescind certain budget authori- 
ty contained in the message of the Pre- 
sident of January 27, 1978 (H. Doc. 
95-285), transmitted pursuant to the 
Impoundment control act of 1974., 
78-16405 


An act to rescind certain budget authori- 
ty recommended in the message of the 
President of July 19, 1977 (H. Doc. 
94-188), transmitted pursuant to the 
Impoundment control act of 1974., 
78-5892 


Cumulative report on rescissions and 
deferrals., 78-16314, 78-16317, 
78-16319, 78-16323, 78-16332, 
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78-16333, 
78-24693, 78-24698 


Cumulative report on rescissions and 
deferrals, November 1977 : communi- 
cation from the Acting Director, Of- 
fice of Management and Budget, Ex- 
ecutive Office of the President ..., 78- 
8407 


Cumulative 


78-24684, 78-24688, 


report on rescissions and 
deferrals of budget authority., 78- 
16327, 78-16328 


Deferrals : message from the President of 
the United States transmitting a new 
deferral of budget authority for 
ERDA’s intense neutron source facili- 
ty, pursuant to section 1013(a) of 
Public Law 93-344, and a revision to a 
previously reported deferral for the an- 
tirecession financial assistance fund of 
the Treasury, pursuant to section 
1014(c) of the act., 78-5680, 78- 
8404, 78-10072, 78-10101, 78- 
12219, 78-12252, 78-16334 


Disposition of certain budget authority : 
communication from the General 
Counsel, General Accounting Office 
.-» 78-26881 


First budget rescission bill, fiscal year 
1978 report to accompany H.R. 
10982., 78-12272 


Incorrect classification of a rescission of 
budget authority communication 
from the acting Comptroller General 
of the United States ..., 78-10096 


Oversight hearing on the Impoundment 
control act of 1974 : hearing before 
the Task Force on Budget Process of 
the Committee on the Budget, House 
of Representatives, Ninety-fifth Con- 
gress, second session, June 29, 1978., 
78-26753 


Report on certain deferrals : communica- 
tion from the Deputy Comptroller 
General of the United States ..., 78- 
10173 


Rescission : message from the President 
of the United States ..., 78-10071, 
78-24809 


Rescission and deferrals : communication 
from the Comptroller General of the 
United States ..., 78-10074 


Rescission and deferrals : message from 
the President of the United States 
78-24696 


Rescission of budget authority : message 
from the President of the United States 
.-» 78-8402 


Rescissions : message from the President 
of the United States, transmitting 
proposed rescissions of budget authori- 
ty for the Department of Defense, pur- 
suant to section 1012(a) of Public Law 
93-344., 78-5678 


ees 





Rescissions and deferral : message from 
the President of the United States ..., 
78-10067 


Rescissions and deferrals : message from 
the President of the United States .. 
78-10064, 78-12246, 78-24694 


Resolution disapproving deferral of 
budget authority : report together with 
views of the Committee on the Budget 
to accompany S. Res. 282., 78-2380 


Review of  deferral—Clinch 
Breeder Reactor Plant Project : com- 
munication from the Comptroller 
General of the United States ...., 78- 
10062 


Review of deferrals communication 
from the Acting Comptroller General 
of the United States ..., 78-10094, 
78-12241 


Review of deferrals communication 
from the Comptroller General of the 
United States ..., 78-10079, 78- 
16336, 78-16338 


Review of proposed deferral of budget 
authority : communication from the 
Comptroller General of the United 
States ..., 78-10176 


Review of rescission and deferrals : com- 
muncation from the Acting Comp- 
troller General of the United States ..., 
78-24697, 78-24699 


Review of rescissions and deferral : com- 
muncation from the Comptroller 
General of the United States ..., 78- 
10070 


Review of rescissions and deferrals 
communcation from the Comptroller 
General of the United States ..., 78- 
8399, 78-10059, 78-12250 


Review of the Impoundment control act 
of 1974 after 2 years : report to the 
Congress /, 78-1836 


Review of the President’s eighth special 
message for fiscal year 1977 : commu- 
nication from the Comptroller General 
of the United States ..., 78-26882 


. 


River 


Review of the President's thirteenth spe- 
cial message for fiscal year 1977 
communication from the Comptroller 


Gencral of the United States 
10181 


iy Ja 


Review of the President’s 12th special 
messages for fiscal year 1977 : com- 
munication from the Comptroller 
General of the United States., 78- 
10174 


Review of the President’s 14th and 15th 
special messages for fiscal year 1977 : 
communication from the Comptroller 
General of the United States ..., 78- 
10183 
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Review of the President’s 16th and 17th 
special messages for fiscal year 1977 : 
communication from the Comptroller 
General of the United States ..., 78- 
10184 

Review of the President’s 18th special 
message for fiscal year 1977 : commu- 
nication from the Comptroller General 
of the United States ..., 78-10185 


Reviews of rescissions and deferral 
communcation from the Comptroller 
General of the United States ..., 78- 
8398 


Third budget rescission bill, fiscal year 
1977 report to accompany H.R. 
9019., 78-5741 

Third budget rescission bill, fiscal year 
1977 : report together with views of 
the Committee on the Budget, to ac- 
company H.R. 9019., 78-6029 

Third budget rescission bill for fiscal year 
1977 (H.R. 9019) : hearings before 
subcommittees of the Committee on 
Appropriations, House of Representa- 
tives, Ninety-fifth Congress, first ses- 
sion., 78-963 

Executive orders — United States. 


Code of Federal regulations., 
78-7035 


National defense, 


The President, 


78-7023, 


78-7023 
78-7035 
*Executives — Bibliography. 

Executive personnel., 78-12556 
Executives — Interviews. 

Guidelines for recruitment and selection 
of executive/professional staff for 
health systems agencies., 78-1952 

Executives — Salaries, commission, etc. — 

United States. 

Executive, administrative, professional, 
and outside sale exemptions under the 
Fair labor standards act., 78-5135 

Executives, Rating of. 


Executive evaluation system., 78-11297 


Executives, Training of. 

The executive school: the managerial 
grid : key managerial orientation for 
obtaining production through people /, 
78-7876 

Executors and administrators — United 

States — Taxation. 

Federal tax guide for survivors, execu- 
tors, and administrators., 78-5258 

*Exercise. 

An introduction to physical fitness : in- 
cludes self-testing activities, graded ex- 
ercises, and a jogging program., 78- 
15813 

*Exercise — Equipment and supplies. 

Certain exercising devices., 78-18501 
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In the 
devices 


matter of certain exercising 
investigation 337-TA-24 
Commission memorandum opinion in 
support of the Commission action., 
78-18501 

*Exercise therapy — Bibliography. 

Exercise therapy and physical fitness in 
the rehabilitation of patients with car- 
diovascular disease January 1975 
through December 1977, 284 citations 
/, 78-17559 

Exhaust systems. 

Analysis and documentation of QCSEE 
(quiet clean short-haul experimental 
engine) over-the-wing exhaust system 
development /, 78-9432 

Blowing versus exhausting face ventila- 
tion for respirable dust control on con- 
tinuous mining sections /, 78-659 


A recommended approach to recircula- 
tion of exhaust air /, 78-13563 


*Exhaust systems — Congresses. 
The recirculation of industrial exhaust air 
: proceedings of a symposium spon- 
sored by the National Institute for Oc- 
cupational Safety and Health at Cin- 
cinnati, Ohio ... October 1977., 78- 
17626 


Exhibitions — Calendars. 
Overseas export promotion calendar., 
78-2883 
Exhibitions — China. 
The use of exhibits by the 
Republic of China., 78-5074 
Exhibitions — Directories. 
Directory of United States trade shows, 
expositions and  conventions., 78- 
22914 
Exhibitions — Periodicals. 
Annual report, special international ex- 
hibitions., 78-21617 


People’s 


Special international 


21617 
Expenditures, Public. 

On overview of Federal and internal 
audit Office of Management and 
Budget and other Federal departments 
and agencies : report to Congress /, 
78-1721 


exhibitions, 78- 


*Expenditures, Public — Forecasting. 
Closing the fiscal policy loop 
analysis., 78-12207 
Expenditures, Public — Statistics. 
Benchmark revision of national income 
and product accounts : 
bles., 78-1490 


Expenditures, Public — United States. 
Financial status of major acquisitions 
June 30, 1976 : report to the Congress 
/, 78-1870 


: a long-run 


advanced ta- 


A range of cost measuring risk and un- 
certainty in major programs - an aid to 
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decisionmaking : report to the Con- 
gress /, 78-13371 


Expenditures, Public — United States — 

States. 

Constitutional and statutory provisions 
with citations providing for the disposi- 
tion of State and territorial motor-fuel 
tax receipts., 78-7749 


Expense accounts and taxation. 


Travel, entertainment, and gift expenses., 
78-5243 


*Experience — Addresses, essays, lectures. 
Experience, human capital and comple- 
mentarity : the case of young men /, 
78-17986 
Experimental design. 
Demonstration houses built with COM- 
PLY products /, 78-8531 


Laminating COM-PLY studs in a factory 
/, 78-8530 
Experimental design — Bibliography. 
Census Bureau methodological research., 
78-19684 


*Explosions. 

Accidental vapor phase explosions on 
transportation routes near nuclear 
plants : final report January-April 1977 
/, 78-18958 

Event DICE THROW mobility experi- 
ments : final report /, 78-25230 


*Explosions — Accidents. 
Technical report on operating experience 
with boiling water reactor offgas 
systems /, 78-18916 
Explosions — Mathematical models. 
Workbook for predicting pressure wave 
and fragment effects of exploding 
propellant tanks and gas storage ves- 
sels /, 78-7520 
Explosive ordnance disposal — Handbooks, 
manuals, etc. 
Commander’s manual 
ordnance disposal specialist., 


explosive 
78-203 

Explosive ordnance disposal specialist : 
Commander's manual., 78-203 


*Explosive ordnance disposal — Study and 
teaching. 
Explosive ordnance disposal detachments 
: Army Training and Evaluation Pro- 


gram., 78-20205 
*Explosive welding. 

Evaluation of NASA-Langley Research 
Center explosion seam welding /, 78- 
18184 

Explosives. 

The properties of benzotrifuroxan /, 78- 
25546 

Study of nuclear magnetic resonances ef- 
fect on explosives and non-explosive 
baggage contents /, 78-18749 
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Explosives — Law and legislation — United 

States. 

Commerce in explosives : (part 181 of 
title 27, Code of Federal regulations)., 
78-9544 

Machineguns, destructive devices, and 
certain other firearms (Part 179 of 
Title 27, Code of Federal Regulations : 
Federal laws relating to firearms and 
ammunition., 78-7675 


Tagging of explosives : hearings before 
the Subcommittee on Criminal Laws 
and Procedures of the Committee on 
the Judiciary, United States Senate, 
Ninety-fifth Congress, first session, on 
S. 2013 ...,  78-22524 

*Explosives — Safety measures. 

Explosive confinement 

11602 


Explosives — Transportation. 
Hazard classification of explosives for 
transportation evaluation of test 
methods : Phase II /, 78-9597 
Explosives, Military. 
Commander’s manual 
ordnance disposal specialist., 


vessel., 78- 


explosive 
78-203 

Explosive ordnance disposal specialist : 
Commander’s manual., 78-203 


State-of-the-art : military explosives and 
propellants production industry /, 78- 
15265 


Explosives, Military — Safety regulations. 
Ammunition foreman : soldier’s manual., 
78-4383, 78-4384 
Commander’s 
foreman., 


manual 
78-4383 


Soldier’s manual : ammunition foreman., 
78-4384 


*Explosives, Military — Study and teaching. 
Explosive ordnance disposal detachments 
: Army Training and Evaluation Pro- 
gram., 78-20205 
Explosives industry — United States. 
Apparent consumption of industrial ex- 
plosives and blasting agents in the 
United States, 78-24031, 78-24032 
78-24031, 78-24032 


*Export associations. 

Export contact list services : export mail- 
ing lists, data tapes, request form en- 
closed., 78-22957 

Export controls — Law and legislation. 

Eligibility requirements pursuant to the 
International security assistance and 
arms export control act of 1976., 78- 
5196 

Military assistance : eligibility require- 
ments pursuant to the International 
security assistance and arms export 
control act of 1976 agreement 
between the United States of America 


ammunition 


Explosives., 
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and Kenya effected by exchange of 
notes dated at Nairobi August 10 and 
24, 1976., 78-5196 


*Export controls — United States. 

Department of Defense policy statement 
on export control of United States 
technology : hearing before the Sub- 
committee on International Economic 
Policy and Trade of the Committee on 
International Relations, House of 
Representatives, Ninety-fifth Congress, 
first session, October 27, 1977., 78- 
14363 


Export 
2885 


Export administration regulations., 78- 
2884, 78-16879, 78-16880, 78- 
16881, 78-19971 


Export Administration report; report on 
U.S. export controls to the President 
and the Congress., 78-12546, 78- 
12547 


administration  bulletin., 78- 


Export licensing : foreign availability of 
stretch forming presses : hearing be- 
fore the Subcommittee on _ Interna- 
tional Economic Policy and Trade and 
the Committee on International Rela- 
tions, House of Representatives, 
Ninety-fifth Congress, first session ..., 
78-12137 


Export reorganization act of 1976., 78- 
12040 


International security assistance act of 
1977 : [an act to amend the Foreign 
assistance act of 1961 ...], 78-2351 


Markup of S. 1439 : Export reorganiza- 
tion act of 1976 : meeting before the 
Joint Committee on Atomic Energy, 
Congress of the United States, Ninety- 
fourth Congress, second session, Au- 
gust 26 and September 14, 1976., 78- 
12040 


Nuclear fuel export to India : hearing be- 
fore the Subcommittee on Arms Con- 
trol, Oceans, and International En- 
vironment of the Committee on 
Foreign Relations, United States 
Senate, Ninety-fifth Congress, second 
session ... May 24, 1978., 78-26789 


Semiannual report under Export Ad- 
ministration act, 78-12546, 78- 
12547 

Export controls — United States — Statistics 

— Periodicals. 

Export licences approved and reexports 
authorized., 78-2886 


Export credit — United States — Periodicals. 
Exim banker., 78-24451 
Export credit — United States — Statistics. 


Annual report - Export-Import Bank of 
the United States., 78-14242 





Export-Import Bank of the United States. 

Amending and extending the Export-Im- 
port Bank act of 1945 report 
together with supplemental, additional, 
and dissenting views to accompany 
H.R. 12157., 78-24712 

Annual report - Export-Import Bank of 
the United States., 78-14242 


78-24451 


Export-Import Bank act amendments of 
1978 : report of the Committee on 
Banking, Housing, and Urban Affairs, 
United States Senate, to accompany S. 
3077, together with additional views., 
78-19471 


Export-Import Bank act amendments of 
1978 : report to accompany S. 3077., 
78-27073 


Export-Import Bank act of 1945, amend- 
ments., 78-2363 


Export-Import Bank and trade with 
China : hearing before the Subcommit- 
tee on International Trade, Investment, 
and Monetary Policy of the Committee 
on Banking, Finance, and Urban Af- 
fairs, House of Representatives, 
Ninety-fifth Congress, second session, 
on H.R. 8196 ... January 26, 1978., 
78-16186 


Export-Import Bank and trade with 
South Africa : hearing before the Sub- 
committee on International Trade, In- 
vestment, and Monetary Policy of the 
Committee on Banking, Finance, and 
Urban Affairs, House of Representa- 
tives, Ninety-fifth Congress, second 
session, February 9, 1978., 78-22402 


Exim banker., 


To amend and extend the Export-Import 
Bank act of 1945 : hearings before the 
Subcommittee on International Trade, 
Investment, and Monetary Policy of 
the Committee on Banking, Finance, 
and Urban Affairs, House of Represen- 
tatives, Ninety-fifth Congress, second 


session, on H.R. 11384 ..., 78-19039 


Export-Import Bank of the United States — 
Appointments, promotions, salaries, etc. 
Nomination of Donald E. Stingel : hear- 

ing before the Committee on Banking, 
Housing, and Urban Affairs, United 
States Senate, Ninety-fifth Congress, 
first session ... October 31, 1977., 78- 
8251 


Nomination of Henry K. Allen : hearings 
before the Committee on Banking, 
Housing, and Urban Affairs, United 
States Senate, Ninety-fifth Congress, 
second session ... March 14 and 15, 
1978., 78-19044 


Nomination of Thibaut de Saint Phalle : 
hearing before the Committee on 
Banking, Housing, and Urban Affairs, 
United States Senate, Ninety-fifth Con- 
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gress, first session 
78-14295 


Export-Import Bank of the United States — 
Appropriations and expenditures. 
Examination of financial statements of 

the Export-Import Bank of the United 
States for fiscal year ended September 
30, 1977 : report to the Congress /, 
78-21044 


Examination of financial statements of 
the Export-Import Bank of the United 
States for the fiscal year ended June 
30, 1976 : report to the Congress /, 
78-4745 


Export-Import Bank of the United States — 
Rules and practice. 
Glossary of services Export-Import 
Bank of the United States., 78-8165 


What is Eximbank?, 78-8164 


... Nov. 28, 1977., 


*Export marketing. 
Export mailing list service 
count, (FTI prifile)., 


: SIC record 
78-19953 


Suggested procedures for 
breeding cattle and swine /, 


exporting 
78-16714 
7 surprising facts about exporting., 78- 
22958 
*Export marketing — Finance. 
Characteristics of financing U.S. exports, 
third quarter 1975., 78-19650 
Export marketing — Information services. 
The agent-distributor 
22974 
Export information services for 
business firms., 78-22956 
*Export marketing — Nigeria. 
The market for health care equipment : 
Nigeria., 78-14936 


service., 78- 


US. 


*Export sales. 
Overview of nuclear export policies of 
major foreign supplier nations : study 
by the staff of the U.S. General Ac- 
counting Office., 78-13326 
Export sales — Prices. 
Estimating price trends of 
countries’ export to OPEC., 


industrial 
78-710 
*Export sales — United States. 
Characteristics of financing U.S. exports, 
third quarter 1975., 78-19650 
Expand overseas sales with Commerce 
Department help /, 78-14027 
Export of U.S. agricultural commodities : 
hearing before the Subcommittee on 
Oilseeds and Rice and Subcommittee 
on Livestock and Grains of the Com- 
mittee on Agriculture, House of 
Representatives, Ninety-fifth Congress, 
first session, October 12, 1977., 78- 
8227 
Export promotion : hearings before the 
Subcommittee on Foreign Agricultural 
Policy of the Committee on Agricul- 
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ture, Nutrition, and Forestry, United 
States Senate, Ninety-fifth Congress, 
second session April 27 and 28, 
1978., 78-24565 

Report of the President's Export Council, 
Task Force on Export Promotion., 
78-15814 


Suggested procedures for 
breeding cattle and swine /, 
*Export sales — United States — 
Handbooks, m Is, ete. 
How to build an export business : an in- 
ternational marketing guide for the 
minority-owned firm /, 78-14840 
*Export sales — United States — Statistics. 
U.S merchandise trade : exports and im- 
ports, 1965-1976 : classified by BEA 
end-use categories., 78-16882 
Export sales — United States — Statistics — 
Periodicals. 
Annual survey of 
22799 


exporting 
78-16714 





manufactures., 78- 


Origin of exports of manufacturing 
establishments, 78-22799 


U.S. export sales., 78-2452 


Exporting marketing. 

Export mailing list service : SIC record 
count, (FTI profile)., 78-153 

Express highways. 

Alternative surveillance concepts and 
methods for freeway incident manage- 
ment /, 78-7794 

Technical guidelines for the control of 
direct access to arterial highways /, 
78-7778, 78-22087 

Express highways — Florida — Tampa. 

Operational software modifications to the 
moving merge 
Tampa, Florida /, 


control 
78-7808 
Express highways — Hawaii — Honolulu. 
Evaluation of the Kalanianaole Highway 
carpool/bus lane /, 78-7806 


system in 


Evaluation of the Moanalua Freeway car- 
pool/bus bypass lane /, 78-7805 
Express highways — United States. 
Development and testing of incident de- 
tection algorithms /, 78-9623 
Freeway data for incident and nonin- 
cident conditions /, 78-9625 


Interstate substitutions interstate 
withdrawal and substitution provisions 
of Federal-aid highway program., 78- 
22061 

Route log and finder list 
system., 78-24366, 


interstate 
78-24367 
Express highways — United States — 

Finance. 

Financing alternatives for accelerated in- 
terstate highway system completion : a 
report of the Secretary of Transporta- 
tion to the United States Congress, 
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pursuant to section 150(a), Public Law 
94-280, the Federal-aid highway act of 
1976., 78-2292 


Express highways — Virginia. 

Evaluation of alternative traffic operation 
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report to the 


Subsonic and supersonic aerodynamic 
characteristics of a supersonic cruise 
fighter model with a twisted and cam- 
bered wing with 74 sweep /, 78-9367 

*Fighter planes — Wings. 

Subsonic and supersonic longitudinal sta- 
bility and control characteristics of an 
aft-tail fighter configuration with cam- 
bered and uncambered wings and cam- 
bered fuselage /, 78-13921 
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Filbert — United States. 

Marketing promotion of raisins, market- 
ing quality of filberts : hearing before 
the Subcommittee on Domestic Mar- 
keting, Consumer Relations, and Nutri- 
tion of the Committee on Agriculture, 
House of Representatives, Ninety-fifth 
Congress, first session, on H.R. 6266 
.. H.R. 2381 ... May 11, 1977., 78- 
959 

*Files and filing (Documents) 

Guide for the filing of annual reports : 
(21 CFR subchapter J, 
1002.11) /, 78-17596 


*Files and rasps — Catalogs. 

Metalworking saws and filing machines., 

78-20121 
Filipino Americans. 

Potential for reducing U.S. financial sup- 
port and ending VA involvement in 
medical program for Filipino veterans : 
Veterans Administration : report of the 
Comptroller General of the United 
States., 78-4709 


*Filipinos in the United States. 
Recognition for purposes of VA benefits 
hearing before the Committee on 
Veterans’ Affairs, United States 
Senate, Ninety-fifth Congress, first ses- 
sion, on S. 247, S. 1414, S. 129, and 
related bills, May 25, 1977., 78- 
12185 


*Fills (Earthwork) 


A case study of hazardous wastes in 
Class I landfills /, 78-20731 


Use of dredgings for landfill /, 78- 
20739 


Fills (Earthwork) — Environmental aspects 
— California — San Mateo County. 
Final environmental statement, Mariner's 
Island development regulatory permit 
application., 78-25289 


Section 


Mariner's Island development regulatory 
permit application, San Mateo, San 
Mateo County, California., 78-25289 

*Film coefficients (Physics) 

Heat transfer to a full-coverage film- 
cooled surface with 30 slant-hole injec- 
tion /, 78-18163 

Filmstrips — Catalogs. 

Catalog of copyright entries., 

78-24198 


Catalog of copyright entries, Motion pic- 
tures, 78-7478, 78-24198 


Motion pictures, 78-7478 


Filmstrips — Catalogs — Periodicals. 
Catalog of copyright entries., 78-9245 


Catalog of copyright entries, Motion pic- 
tures, 78-9245 


Films and other materials for projection., 
78-3590 


Motion pictures, 


78-7478, 


78-9245 
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*Filter cloth — Testing. 
Tests of fabric filtration materials /, 78- 
23500 


*Filters and filtration. 
Bag cleaning technology (high tempera- 
ture tests), 78-12970 


Centrifugals, separators and filters., 78- 
16939 


Effect of filtration parameters on dust 
cleaning fabrics /, 78-17096 

EPA fabric filtration studies /, 78- 
12970, 78-15286 


Filter cake redeposition in a pulse-jet 
filter /, 78-20754 

Fractional efficiency of an electric arc 
furnace baghouse /, 78-20755 


Granular bed filter development pro- 
gram., 78-20585 


Granular bed filter development program 
: cold flow test program, data analysis, 
and observations /, 78-23344 

Granular bed filter development program 


filter front-face cleaning experi- 
ments., 78-23343 


High temperature particulate control 
with ceramic filters /, 78-12922 

Particulate control with cleanable car- 
tridge filters using double-layer media 
/, 78-12981 

*Filters and filtration — Mathematical 

models. 

Filtration model for coal fly ash with 
glass fabrics /, 78-23486 


Granular bed filter development pro- 
gram., 78-20586 


*Filters and filtration — Testing. 

Filtration process and equipment studies 
for coal liquefaction process : phase 1., 
78-23564 

*Finance. 


Grantees financial mnagement systems., 
78-15826 


Review guide, grantees financial manage- 
ment systems., 78-15826 
Finance — United States — Bibliography — 
Catalogs. 
Research library, recent acquisitions., 
78-3171 
Finance — United States — Periodicals. 
Annual report - Comptroller General of 
the United States., 78-17328, 78- 
17329 
Annual report of the Comptroller 
General of the United States, 78- 
17329 
Monthly chart book., 78-3172 


Monthly statement of United States cur- 
rency and coin., 78-3716 


Finance — United States — Statistics. 
Historical chart book., 78-17318 
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Finance — United States — Statistics — 

Periodicals. 

Annual sstatistical digest - Board of 
Governors of the Federal Reserve 
System., 78-17322 

*Finance, Personal. 

On meeting your financial obligations., 

78-14947 


Finance, Public — Guam. 

Technical assistance : a way to promote 
better management of Guam’s 
resources and to increase its self- 
reliance : Department of the Interior : 
report to the Congress /, 78-1783 


Finance, Public — New York (City) 
Assessment of New York City’s per- 
formance and prospects under its 3- 
year emergency financial plan : report 
to the Congress /, 78-1771 


New York City financial assistance act of 
1978 : conference report to accom- 
pany H.R. 12426., 78-22622 


New York City financial assistance act of 
1978 : report together with supplemen- 
tal, additional, and dissenting views to 
accompany H.R. 12426 /, 78-22583 


New York City loan guarantee act of 
1978 : [an act to authorize the Secre- 
tary of the Treasury to provide finan- 
cial assistance for the city of New 
York]., 78-27020 


New York City loan guarantee act of 
1978 : report of the Committee on 
Banking, Housing, and Urban Affairs, 
United States Senate, to accompany 
H.R. 12426 together with additional 
views., 78-22636 


The New York City seasonal financing 
act of 1975 : hearing before the Sub- 
committee on Economic Stabilization 
of the Committee on _ Banking, 
Finance, and Urban Affairs. House of 
Representatives, Ninety-fifth Congress, 
first session, December 16, 1977., 
78-12046 


New York City’s fiscal and financial 
situation : hearings before the Subcom- 
mittee on Economic Stabilization of 
the Committee on Banking, Finance 
and Urban Affairs, House of Represen- 
tatives, Ninety-fifth Congress, second 
session ..., 78-22406 


Oversight on the New York City seasonal 
financing act : hearings before the 
Committee on Banking, Housing, and 
Urban Affairs, United States Senate, 
Ninety-fifth Congress, first session ... 
May 16 and 17, 1977., 78-5524, 
78-19053 


Finance, Public — United States. 
Annual report of the Secretary of the 
Treasury on the state of the finances., 
78-21993 
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The budget of the United States Govern- 
ment., 78-24278 


Code of Federal regulations., 78-15386 


Daily Treasury statement; cash and debt 
operations of the United States Treasu- 
ty., 78-3691 

Eight and one-quarter percent Treasury 
bonds of 2000-2005, 78-18473 


Eight percent Treasury notes of February 
15, 1985, series A-1985., 78-18472 


Money and ffinance: Treasury., 78- 
15386 

An overview of unobligated balances in 
civil agencies : study /, 78-21053 

Providing for the consideration of H.R. 
11180 : report to accompany H. Res. 
1056., 78-12290 

Seven and five-eights percent Treasury 
bonds of 2002-2007., 78-18475 


Seven and one-quarter percent Treasury 
bonds of 1992., 78-822 


Significant features of fiscal federalism., 
78-18828 


Six and one eighth percent Treasury 
notes R-1979., 78-821 


Treasury bonds of 1993., 78-18483 

Treasury bonds of 2002-2007., 78- 
18479 

Treasury notes of April 30, 1980, series 
N-1980., 78-26547 


Treasury notes of August 15, 1980 series 
H-1980., 78-7635 


Treasury notes of August 15, 1984 series 
B-1984., 78-7636 


Treasury notes of August 31, 1979 series 
T-1979., 78-7637 


Treasury notes of December 31, 1979, 
series X-1979., 78-18482 

Treasury notes of December 31, 1981, 
series L-1981., 78-18481 


Treasury notes of February 29, 1980, se- 
ries L-1980., 78-18474 


Treasury notes of January 31, 1980, se- 
ries K-1980., 78-18470 


Treasury notes of July 31, 1979 series S- 
1979., 78-7634 


Treasury notes of March 31, 1982, series 
G-1982., 78-26545 

Treasury notes of May 15, 1981, series 
M-1981., 78-18471 

Treasury notes of May 15, 1983, series 
C-1983., 78-26546 


Treasury notes of November 15, 1980, 
series J-1980., 78-18477 


Treasury notes of November 15, 1982, 
series F-1982., 78-9538 


Treasury notes of November 15, 1987, 
series A-1987., 78-18478 





Treasury notes of November 30, 1979, 
series W-1979., 78-18480 


Treasury notes of October 31, 1979, se- 
ries V-1979., 78-18476 


Treasury notes of September 30, 1979, 
series U-1979., 78-9537 


Treasury notes of September 30, 1981, 
series K-1981., 78-7638 


United States. America Treasury notes of 
April 30, 1980, series N-1980., 78- 
26547 


United States. America Treasury notes of 
May 15, 1983, series C-1983., 78- 
26546 


United States of America Treasury bonds 
of 1993., 78-18483 


United States of America Treasury bonds 
of 2002-2007., 78-18479 


United States of America Treasury notes 
of August 15, 1980 series H-1980., 
78-7635 


United States of America Treasury notes 
of August 15, 1984 series B-1984., 
78-7636 


United States of America Treasury notes 
of August 31, i979 series T-1979., 
78-7637 


United States of America Treasury notes 
of December 31, 1979, series X-1979., 
78-18482 


United States of America Treasury notes 
of December 31, 1981, series L-1981., 
78-18481 


United States of America Treasury notes 
of February 29, 1980, series L-1980., 
78-18474 


United States of America Treasury notes 
of January 31, 1980, series K-1980., 
78-18470 


United States of America Treasury notes 
of July 31, 1979 series S-1979., 78- 
7634 


United States of America Treasury notes 
of March 31, 1982, series G-1982., 
78-26545 


United States of America Treasury notes 
of May 15, 1981 series M-1981., 78- 
18471 


United States of America Treasury notes 
of November 15, 1980, series J-1980., 
78-18477 


United States of America Treasury notes 
of November 15, 1982, series F-1982., 
78-9538 


United States of America Treasury notes 
of November 15, 1987, series A-1987., 
78-18478 


United States of America Treasury notes 
of November 30, 1979, series W- 
1979., 78-18480 





December 1978 


United States of America Treasury notes 
of October 31, 1979, series V-1979., 
78-18476 


United States of America Treasury notes 
of September 30, 1979, series U-1979., 
78-9537 


United States of America Treasury notes 
of September 30, 1981, series K-1981 : 
dated and bearing interest from Sep- 
tember 7, 1977 : due September 30, 
1981., 78-7638 


United States of America [6 1/8 percent 
Treasury notes of June 30, 1979 series 
R-1979 : [dated and bearing interest 
from June 30, 1977 : due June 30, 
1979]., 78-821 


United States of America [6 1/8 percent] 
Treasury notes of May 31, 1979, series 
Q-1979 : dated and bearing interest 
from May 31, 1977 : due May 31, 
1979., 78-820 


United States of America [7 1/4 percent] 
Treasury bonds of 1992, [dated and 
bearing interest from July 8, 1977 : 
due August 15, 1992]., 78-822 


United States of America 7 1/4 percent 
Treasury notes of February 15, 1984 : 
dates and bearing interest from May 
16, 1977 : due February 15, 1984., 
78-7633 


United States of America 7 5/8 percent 


Treasury bonds of 2002-2007., 78- 
18475 


United States of America 7 5/8 percent 
treasury bonds of 2002-2007, 
redeemable at the option of the United 
States at par and accrued interest on 
and after February 15, 2002 : dated 
April 28, 1977, with interest from May 
16, 1977 : due February 15, 2007., 
78-9559 


United States of America 8 percent 
Treasury notes of February 15, 1985, 
series A-1985., 78-18472 

United States of America 8 1/4 percent 
Treasury bonds of 2000-2005., 78- 
18473 

6 1/8 percent Treasury notes of series Q- 
1979., 78-820 

7 1/4 percent Treasury notes of series A- 
1984., 78-7633 

7 5/8 percent Treasury bonds of 2002- 
2007., 78-9559 

Finance, Public — United States — 

Accounting. 

Accounting for accrued annual leave in 
revolving funds., 78-6980 


Accounting for accrued expenditures., 
78-6979 


Accounting principles and standards for 
federal agencies /, 78-6977 
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Financial audits in Federal executive 
branch agencies : report /, 78-25756 
Government agency transactions with the 
Federal Financing Bank should be in- 
cluded on the budget : report to the 

Congress /, 78-1845 


Guidelines for accounting for automatic 
data processing costs., 78-25819 


Illustrative accounting procedures for 
Federal agencies : accounting for ac- 
crued annual leave in revolving funds., 
78-6980 


Illustrative accounting procedures for 
Federal agencies : accounting for ac- 
crued expenditures., 78-6979 

Illustrative accounting procedures for 
Federal agencies : guidelines for ac- 
counting for automatic data processing 
costs., 78-25819 


Progress in improving program and 
budget information for congressional 
use : report to the Congress /, 78- 
13357 


Revolving funds - full disclosure needed 
for better congressional control., 78- 
4771 


Revolving funds - full disclosure needed 
for better congressional control : re- 
port to the House Committee on the 
Budget /, 78-4769 


Standards for audit of governmental or- 
ganizations, programs, activities and 
functions /, 78-25726 

Status, progress, and problems in Federal 
agency accounting during fiscal year 
1977 : report to the Congress /, 78- 
25754 


Status, progress, and problems in Federal 
agency accounting during 15 months 
ended September 30, 1976 : report to 
the Congress /, 78-6919 


Summary of a report : revolving funds - 
full disclosure needed for better con- 
gressional control : report to the 
House Committee on the Budget /, 
78-4771 


United States Government consolidated 
financial statements : prototype re- 
port., 78-7671 

Using auditing to improve efficiency & 
economy : a case study of an efficien- 
cy and economy audit of a local 
government activity /, 78-1736] 

Finance, Public — United States — 

Accounting — Bibliography. 

Monthly list of GAO reports., 78-3212 

Finance, Public — United States — Cases. 

Index digest of the published decisions of 
the Comptroller General of the United 
States., 78-17330 


Finance, Public — United States — Law. 
Liberty loan acts /, 78-9835 
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Finance, Public — United States — 
Periodicals. 
Governmental finances and employment 
ata glance., 78-10556 


Monthly statement of the public debt of 
the United States., 78-3693 


Monthly treasury statement of receipts 
and outlays of the United States 
government., 78-3692 

78-3690 


Finance, Public — United States — States. 
A closer look at State-local surplus., 
78-8142 


Measuring the fiscal “blood pressure’’ of 
the States, 1964-1975 : an information 
paper /, 78-8140 


Finance, Public — United States — States — 
Periodicals. 


Governments quarterly report, 


Treasury bulletin., 


78-2557 


Quarterly summary of state and local tax 
revenue., 78-2557 


State government finances., 78-22840 


Finance, Public — United States — Statistics. 

Statistical appendix to annual report of 

the Secretary of the Treasury on the 
state of the finances., 78-26542 


Finance, Public — United States — Statistics 
— Periodicals. 
Combined statement of receipts, expen- 
ditures and balances of the United 
States government., 78-11831 


78-12482 
Finance charges — United States. 

Simplify and reform the Truth in lending 
act : hearings before the Subcommittee 
on Consumers Affairs of the Commit- 
tee on Banking, Housing, and Urban 
Affairs, United States Senate, Ninety- 
fifth Congress, first session, on S. 1312 


. &. 1501...... 5.1653 «.... duly 11; ..42, 
and 13, 1977., 78-2249 


Truth in lending simplification and 
reform act : report of the Committee 
on Banking, Housing and Urban Af- 
fairs, United States Senate, to accom- 
pany S. 2802., 78-19401 

Financial disclosure — United States. 

Action needed to make the executive 

branch financial disclosure system ef- 


fective : report to the Congress /, 78- 
4660 


Governmental finances., 


The Federal Deposit Insurance Corpora- 
tion’s financial disclosure regulations 
should be improved : report to the 
Congress /, 78-1755 

Financial disclosure for high-level execu- 
tive officials : the current system and 
the new commitment : Civil Service 


Commission : report to the Congress /, 
78-1758 
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Financial disclosure system for Depart- 
ment of Agriculture employees needs 
strengthening : report to the Congress 
/, 78-4656 

Financial disclosure systems in banking 
regulatory agencies : the Office of the 
Comptroller of the Currency : report 
to the Congress /, 78-4661 


Financial ethics : hearings and markup 
before the Committee on Rules, House 
of Representatives, Ninety-fifth Con- 
gress, first session, on H. Res. 287 ... 
February 23 and 24, 1977., 78-22543 


The Food and Drug Administration’s 
financial disclosure system for special 
government employees : progress and 
problems : report to the Congress /, 
78-4651 


Proposals regarding the Federal Reserve 
Board’s financial disclosure system 
report to the Congress /, 78-1754 

Financial institutions — United States — 

Congresses. 

RANN 2 realizing knowledge as a 
resource : proceedings of the second 
Symposium on Research Applied to 
National Needs, Washington Hilton, 
Washington, D.C., November 7-9, 
1976., 78-7532 


Financial institutions — United States — 
Periodicals. 


Economic briefs., 78-3153 


Financial institutions, International. 

An act to provide for increased par- 
ticipation by the United States in the 
International Bank for Reconstruction 
and Development, the International 
Development Association, the Interna- 
tional Finance Corporation, the Asian 
Development Bank and the Asian 
Development Fund, and for other pur- 
poses., 78-5863 

Financial research. 


1985 R & D funding projections., 78- 
15806 


Financial statements. 
Report Coordinating Group annual re- 
port to the Securities and Exchange 
Commission., 78-24321 


Financial statements — United States. 

Accounting and auditing practices and 
procedures : hearings before the Sub- 
committee on Reports, Accounting, 
and Management of the Committee on 
Governmental Affairs, United States 
Senate, Ninety-fifth Congress, first ses- 
sion ..., 78-5576 


Improvements needed in the Department 
of Energy’s efforts to develop a finan- 
cial reporting system : report /, 78- 
25750 

Improving the accountability of publicly 
owned corporations and their auditors 
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: report of the Subcommittee on Re- 
ports, Accounting, and Management of 
the Committee on Governmental Af- 
fairs, United States Senate., 78-14329 

Recommendations to the Secretary of 
the Treasury., 78-26543 


United States Government consolidated 
financial statements prototype re- 
port., 78-7671 

Fingerprints. 

The LX39 latent fingerprint matcher /, 

78-25021 


*Finishes and finishing. 
Construction occupations 
78-17982 


*Finite element method. 
Analysis of consolidation of earth and 
rockfill dams final report /, 78- 
10758 


Finite element analysis of a reinforced 
earth wall : final report /, 78-10751 


Finite element analysis of low speed 
viscous and inviscid aerodynamic flows 
/, 78-9449 


: finishing., 


The relation of finite element and finite 
difference methods /, 78-18159 


Sixth NASTRAN Users’ Colloquium held 
at Lewis Research Center, Cleveland, 
Ohio, October 4-6, 1977., 78-9453 


Some inconsistencies of the finite ele- 
ment method as applied to inelastic 
response /, 78-9412 

Tsunami-wave elevation frequency of oc- 
currence for the Hawaiian Islands : 
final report /, 78-20252 


Variants and extensions of a fast direct 
numerical Cauchy-Riemann _ solver, 
with illustrative applications /, 78- 
11673 

Fir. 

Seeding habits of upper-slope tree spe- 

cies /, 78-22709 


Size and moisture content of pulp chips 
from living and dead Engelmann 
spruce and subalpine fir /, 78-6157 

*Fir — Defects. 

How to estimate defect in white fir in 

south-central Oregon /, 78-10341 


How to estimate defect in white fir in the 
southwest Oregon /, 78-8524 


*Fir — Diseases and pests. 
Decay of grand fir in the Blue Mountains 


of Oregon and Washington /, 78- 
10354 


*Fir — Diseases and pests — California. 
Population buildup and vertical spread of 


dwarf mistletoe on young red and 
white firs in California /, 78-16586 





Fir — New Hampshire. 

Distribution of tree species in an 
undisturbed northern hardwood-spruce 
fir forest, The Bowl, N.H. /, 78-1357 

Fire. 
Cylindrical duct fire spread /, 78-4962 
*Fire — Congresses. 

Fire in the environment : symposium 
proceedings : May 1-5, 1972, Denver, 
Colorado., 78-14583 

*Fire-alarms — United States. 


Fire alarm and communication systems /, 
78-19774 


Fire control (Aerial gunnery) — Equipment. 
Aviation fire control technician 3 & 2., 
78-1536 


Fire support in combined arms opera- 
tions., 78-15047 


Fire support specialist, MOS 13F, skill 
level 3 : soldier’s manual., 78-4345 

Soldier’s manual : fire support specialist, 
MOS 13F, skill level 3., 78-4345 

Fire control (Aerial gunnery) — Handbooks, 

manuals, etc. 

Commander’s manual : hawk fire control 
crewman., 78-204 

Hawk fire control 
mander’s manual., 


crewman 
78-204 
Fire control (Gunnery) 
Commander’s manual Hercules fire 
control crewman., 78-6476 


Commander’s manual Hercules fire 


control crewman, MOS 16C, change 
no. 1., 78-20198 


Commander’s manual : turret repairman, 
MOS 45K., 78-4382 


Hercules fire control 
20198 


Hercules fire control crewman 
mander’s manual., 78-6476 


MOS 45K 
78-4382 
Fire control (Gunnery) — Equipment. 
Fire support specialist, MOS 13F, skill 
level 1/2 : soldier’s manual., 78-4344 
Lance operations/fire direction specialist, 


MOS 15J3, skill level 3 
manual., 78-4346 


crewman., 78- 
: com- 


Turret repairman, 
mander’s manual., 


soldier's 


Soldicr’s manual : fire support specialist, 


MOS 13F, skill level 1/2., 78-4344 


Soldier’s manual : lance operations/fire 
direction specialist, MOS 15J3, skill 
level 3., 78-4346 


*Fire control (Gunnery) — Handbooks, 
manuals, etc. 
Cannon fire direction 
MOSI3E., 78-20149 


Cannon fire direction specialist skill level 
3., 78-10686 


specialist, 





December 1978 


Cannon fire direction specialist skill level 
4., 78-10687 
Commander’s 


direction 
20149 


Commander’s manual : lance OPNS/FD 
specialist, MOS 15J., 78-10688 


Fire control computer repairman., 78- 
8683 


Fire control instrument repairman., 78- 
10690 


Soldier’s manual : fire control computer 
repairman MOS 34G, skill level three., 
78-8683 

Soldier’s manual : MOS 13E, cannon fire 


direction specialist skill level 3., 78- 
10686, 78-10687 


Soldier’s manual MOS 15J, lance 
OPNS/FD specialist skill level 4., 78- 
10689 


Soldier’s manual : MOS 4IC, fire control 
instrument repariman, skill level three,, 
78-10690 

Fire control (Gunnery) — Optical 
equipment. 

Tank gunnery, M60A2., 


manual 
specialist, 


cannon fire 
MOSI3E., 78- 


78-4396 


*Fire control (Naval gunnery) — 

Handbooks, manuals, etc. 

Fire control technician M 3 & 2., 78- 
20365 

Fire-damp. 

Infrared spectral radiances and explosion 
properties of inhibited methane-air 
flames /, 78-637 

Fire-departments — Equipment and 
supplies. 

NASA firefighters breathing system pro- 
gram report /, 78-9342 


Fire-departments — Management — 
Mathematical models. 
Deployment methodology for fire depart- 
ments., 78-538 


*Fire-departments — United States. 

Changing fire company locations : five 
implementation case studies /, 78- 
23874 

Fire company locations, five implementa- 
tion case studies., 78-23874 

Fire-departments — Washington, D.C. 

Job analysis of entry level firefighting in 
the District of Columbia Fire Depart- 
ment : a duty/task approach /, 78- 
182 

*Fire detectors. 

Fire alarm and communication systems /, 

78-19774 
Fire-engines. 

Guide specification for a light-weight air- 

port fire and rescue truck., 78-7929 
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Fire extinction. 


Firesafety systems analysis for residential 
occupancies., 78-7167 


*Fire extinction — Safety measures. 
Fire safety training workbook., 78- 
19983 


Winter fire safety tips for the home., 
78-19982 


Fire extinction — Study and teaching — 

Evaluation. 

Effectiveness of smoke abated training in 
simulated crash fire fighting : final re- 
port for period June 1974 - June 1976 
/, 78-4531, 78-15185 


Fire extinction — United States — 
Handbooks, manuals, etc. 
Fire prevention and _ control 
planning guide /, 78-161 


Fire extinction — United States — Planning. 
Introduction summary : fire prevention 
and control master planning., 78-160 


master 


*Fire extinguishing agents. 
Extinguishing agents for mine face gas 
explosions /, 78-21535 


General guidelines for measuring fire- 
extinguishing agent concentrations in 
powerplant compartments., 78-5370 


Fire extinguishing agents — Toxicology. 
Chemical forest fire retardants : acute 
toxicity to five freshwater fishes and a 
scud /, 78-655 


*Fire prevention. 
Federal fire services serminar, June 9-10, 
1975, on pressing problems of the 
Federal fire services /, 78-22979 


Fire alarm and communication systems /, 
78-19774 


Fire safety 
19983 


Firesafety systems analysis for residential 
occupancies., 78-7167 


Spilled fuel ignition sources and counter- 
measures., 78-8074 


Fire prevention — Abstracts — Periodicals. 
Fire technology abstracts., 78-2893 


Fire prevention — Bibliography. 
Firefighting, prevention, and forest fires., 
78-361 


Fire prevention — Congresses. 

Conference proceedings, Policy leader- 
ship in fire protection, third con- 
ference, October 24-26, 1977., 78- 
25078 


The Dynamics of fire prevention : second 
national conference, National Fire 
Prevention & Control Administration, 
U.S. Department of Commerce, Oc- 
tober 18-20, 1976, at the Hyatt House 
Hotel, L.A. International Airport, Los 
Angeles, Calif. conference 
proceedings., 78-19981 


training workbook., 78- 
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*Fire prevention — Handbooks, manuals, 
etc. 
A basic guide for fire prevention and 
control master planning /, 78-14938 


78-6308 


Fire prevention and _ control 
planning., 78-14938 


Fire prevention — Information services. 
Better access to fire literature., 78- 
22978 


*Fire prevention — Laws and regulations — 
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Flying training: instrument flying., 78- 

3082 


Instrument flying, 


Pilot schools., 


78-3082 
Flight training — Law and legislation — 
United States. 
Certification, pilots and flight instructors, 
78-14106, 78-22151, 78-24387 
Federal aviation regulations., 78-14106, 
78-22151, 78-24387 





Flight training — Outlines, syllabi, etc. — 
Evaluation. 
Evaluation of T-37 IFS syllabi in the 
ASPT./, 78-25356 


*Flight training — Study and teaching. 
Cognitive pretraining of the T-37 over- 
head traffic pattern : final report for 
period May 1974 - June 1975 /, 78- 
20414 


Flight training — United States — 
Directories. 
List of certificated pilot schools., 78- 
26599 
Flood control. 
Guidelines for flood damage reduction., 
78-25218 
Hydrologic 
water 
23148 


*Flood control — Alaska — McGrath. 
Flood plain information Kuskokwim 
River, McGrath, Alaska., 78-20305 


Kuskokwim River, McGrath, Alaska., 

78-20305 
*Flood control — Arizona. 

Final environmental impact statement : 
Roosevelt water conservation district 
floodway, Arizona., 78-24978 

Roosevelt water conservation district 
floodway., 78-24978 


engineering methods for 
resources development., 78- 


*Flood control — California — Brawley. 


Flood plain information New River, 
vicinity of Brawley, Imperial County, 
California /, 78-12742 


New River, vicinity of Brawley, Imperial 
County, California., 78-12742 


*Flood control — California — Santa Clara 

River. 

Alternative proposals for flood control & 
allied purposes, South Fork of the 
Santa Clara River, Santa Clarita Val- 
ley, California., 78-20236 


Information brochure alternative 
proposals for flood control & allied 
purposes : South Fork of the Santa 
Clara River, Santa Clarita Valley, 
California., 78-20236 

South Fork, Santa Clara River, Santa 
Clarita Valley, California., 78-20236 

*Flood control — California — Ventura 

County. 

Calleguas Creek, Simi Valley to Moor- 
park, Ventura County, California 
letter from the Secretary of the Army, 
transmitting, a letter from the Chief of 
Engineers, Department of the Army, 
dated June 21 , 1976, submitting a re- 
port, together with accompanying 
papers and illustrations, on Calleguas 
Creek, Simi Valley to Moorpark, Ven- 
tura County, California, in partial 
response to a resolution of the Com- 
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mittee on Public Works of the Senate, 
adopted June 22, 1965., 78-12716 
*Flood control — Chicago metropolitan 
area. 

Chicagoland underflow plan, Illinois ; 
communication from the Secretary of 
the Army, transmitting a Corps of En- 
gineers report on the Chicagoland un- 
derflow plan, Illinois, in response to 
resolutions of the Senate and House 
Committees on Public Works adopted 
March 29, 1978, and April 11, 1974, 
respectively, and in partial response to 
section 206 of Public Law 85-500., 
78-23121 


Flood control — Colorado — El Paso 
County. 
Cottonwood Creek, El 
Colo., 78-4473 


Flood plain information : Cottonwood 
Creek, El Paso County, Colo., 78- 
4473 


Flood control — Colorado — La Veta. 
Cucharas River & tributaries, La Veta, 
Colorado., 78-4480 


Flood plain information : Cucharas River 
& tributaries, La Veta, Colorado /, 
78-4480 


Flood control — Connecticut. 
Flood hazard analyses : Hop River, Tol- 
land County, Connecticut /, 78-6212 


*Flood control — Environmental aspects — 
California — Sacramento River. 
Final environmental statement, Sacra- 
mento River and major and minor 
tributaries, California., 78-15110 


Sacramento river and major and minor 
tributaries, California., 78-15110 


*Flood control — Environmental aspects — 

California — Santa Ana River. 

Review report on the Santa Ana River 
main stem : including Santiago Creek 
and Oak Street Drain, for flood con- 
trol and allied purposes., 78-23163 


Flood control — Environmental aspects — 
Kansas — Halstead. 
Draft environmental statement, Halstead 
local flood protection project, Hal- 
stead, Kansas., 78-6501 


Halstead local flood protection project, 
Halstead, Kans., 78-6501 


*Flood control — Environmental aspects — 
Kansas — Pomona Lake. 
Final environmental statesment, opera- 
tion and maintenance, Pomona Lake, 
Kansas., 78-15109 


Operation and maintenance, 
Lake, Kansas., 78-15109 
*Flood control — Environmental aspects — 
Louisiana. 
Final environmental impact statement, 
flood control, Mississippi River and 


Paso County, 


Pomona 
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tributaries, Tensas basin, Red River 
backwater area, Tensas-Cocodrie 
pumping plant, Louisiana., 78-23158 


Flood control Mississippi River and 
tributaries : Tensas basin, Red River 
backwater area, Tensas-Cocodrie 
pumping plant, Louisiana., 78-23158 

*Flood control — Environmental aspects — 

Louisiana — Addresses, essays, lectures. 

Statement of findings : flood control, 
Mississippi River and tributaries, Ten- 
sas basin, Red River backwater area, 
Louisiana, Tensas-Cocodrie pumping 
plant., 78-23157 


Flood control — Environmental aspects — 
Michigan. 
Sebewaing River, Michigan : operation & 
maintenance, confined disposal facility 
& flood control facilities., 78-25295 


*Flood control — Environmental aspects — 
Michigan — Midland. 
Flood control on the Tittabawassee River 
at Midland, Michigan., 78-23164 


Updated draft environmental statement, 
flood control on the Tittabawassee 
River at Midland, Michigan., 78- 
23164 


Flood control — Environmental aspects — 
Oklahoma. 
Arcadia Lake, 

Oklahoma., 


Deep Fork 


78-25279 


*Flood control — Environmental aspects — 
Oklahoma — Tulsa. 
Final environmental statement, Joe 
Creek local protection project, Tulsa, 
Oklahoma., 78-23153 


Joe Creek local protection 
Tulsa, Oklahoma., 78-23153 


*Flood control — Environmental aspects — 
Pembina River. 
Pembilier Lake and Dam, Pembina River 
basin, North Dakota., 78-12751 


Revised draft environmental impact 
statement, Pembilier Lake and Dam, 


Pembina River basin, North Dakota., 
78-12751 


*Flood control — Environmental aspects — 

Pennsylvania — Berks County. 

Hay Creek, Schuylkill River Basin, 
Pennsylvania : letter from the Secreta- 
ry of the Army, transmitting, a letter 
from the Chief of Engineers, Depart- 
ment of the Army, dated September 
19, 1975, submitting a report, together 
with accompanying papers and illustra- 
tions, on Hay Creek, Schuylkill River 
Basin, Pennsylvania, in partial response 
to a resolution of the Committee on 
Public Works, United States Senate, 
adopted November 5, 1969., 78- 
12726 


River, 


project, 


Page I-1915 





*Flood control — Environmental aspects — 
Pennsylvania — Marianna. 
Final environmental statement, Marianna 
and vicinity, Pa., local flood protection 
project, Tenmile Creek., 78-23156 


Marianna and vicinity, Pennsylvania, 
local flood protection project : Ten- 
mile Creek : final environmental state- 
ment., 78-23156 


*Flood control — Environmental aspects — 
Pennsylvania — Tenmile Creek. 
Final environmental statement, Marianna 
and vicinity, Pa., local flood protection 
project, Tenmile Creek., 78-23156 


Marianna and vicinity, Pennsylvania, 
local flood protection project : Ten- 
mile Creek : final environmental state- 
ment., 78-23156 


*Flood control — Environmental aspects — 
Tennessee — Sunbright. 
Draft environmental impact statement, 
Whiteoak Creek, flood control., 78- 
23166 


Whiteoak Creek, flood control, 
bright, Tennessee., 78-23166 


Whiteoak Creek, Sunbright : local flood 
protection project, Tennessee : en- 
vironmental impact statement., 78- 
23166 

*Flood control — Florida. 

Flood hazard information 
Withlacoochee River, Nobleton to 
Gulf of Mexico, Florida., 78-12747 

Withlacoochee River, Nobleton to Gulf 
of Mexico, Florida., 78-12747 

Flood control — Hawaii — Molokai. 

Final environmental impact statement : 
Kapaakea homestead, Molokai, 
Hawaii., 78-25287 

Kapaakea homestead, Molokai, Hawaii., 
78-25287 

Flood control — Illinois — Chicago. 

Our community and flooding : a summa- 

ry of floodwater management plans for 


the Chicago metropolitan area /, 78- 
6189 


Sun- 


Flood control — Indiana — Hamilton 
County. 
Flood plain information : White River & 
tributaries, Hamilton County, Indiana., 
78-4478 


*Flood control — Kansas — Osage County. 
Pressure tests in flood-control conduit, 


Melvern Dam, Kansas 
78-15078 

*Flood control — Kentucky. 

Tug Fork Valley flood problems : hear- 

ing before the Subcommittee on Water 
Resources of the Committee on En- 
vironment and Public Works, United 
States Senate, Ninety-fifth Congress, 
second session, February 3, 1978., 
78-22537 


: final report /, 
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*Flood control — Law and legislation — 

United States. 

Flood control act amendments : hearings 
before the Subcommittee on Water 
Resources of the Committee on Public 
Works and Transportation, House of 
Representatives, Ninety-fifth Congress, 
first session, on H.R. 8061 
November 16, 1977, at Harrisburg, 
Pa., November 17, 1977, at Sunbury, 
Pa., 78-22539 

Flood control — Maine. 

Flood hazard analyses : Crooked River, 
Town of Casco, Town of Naples /, 
78-12404 


Flood hazard analyses : Ellis River, town 
of Rumford, Maine, town of Andover, 
Maine /, 78-8569 


Flood control — Maine — Sandy River 
watershed. 
Flood hazard analyses Sandy River, 
Town of Farmington, Maine., 78-90 


Flood control — Maryland — Baltimore 

County. 

Preliminary draft report of Western 
Run and tributaries, flood hazard anal- 
ysis Baltimore County, Maryland., 
78-91 

Flood control — Massachusetts — Easton. 

Dorchester, Whitman, Queset, Black, 
Beaver, Poquanticut, Mulberry and 
Gowards Brooks, Easton, Mas- 
sachusetts., 78-4472 


Flood plain information Dorchester, 
Whitman, Queset, Black, Beaver, 
Poquanticut, Mulberry and Gowards 
Brooks, Easton, Massachusetts., 78- 
4472 


Flood control — Massachusetts — Fitchburg. 
Flood plain information : North Nashua 
River, Fitchburg and Leominster, Mas- 
sachusetts., 78-4474 
North Nashua _ River, 
Leominster., 78-4474 


Flood control — Massachusetts — 

Leominster. 

Flood plain information : North Nashua 
River, Fitchburg and Leominster, Mas- 
sachusetts., 78-4474 

North Nashua _ River, 
Leominster., 78-4474 


Flood control — Mississippi. 

Nonconnah Creek, Tennessee and Mis- 
sissippi : letter from the Secretary of 
the Army, transmitting a letter from 
the Chief of Engineers, Department of 
the Army, dated June 23, 1976, sub- 
mitting a report, together with accom- 
panying papers and illustrations, on 
Nonconnah Creek, Tennessee and Mis- 
sissippi, requested by resolutions of the 
Committee on Public Works, United 
States Senate, adopted October 28, 


Fitchburg and 


Fitchburg and 
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1970, and September 29, 1972., 78- 
25220 


Flood control — Mississippi — Horn Lake. 
Flood plain information Horn Lake 
Creek and tributaries, vicinity of Horn 
Lake, Mississippi., 78-4479 
Horn Lake Creek and tributaries, vicinity 
of Horn Lake, Mississippi., 78-4479 


*Flood control — Missouri. 

St. Johns Bayou and New Madrid Flood- 
way, Missouri : letter from the Secreta- 
ry of the Army, transmitting, a letter 
from the Chief of Engineers, Depart- 
ment of the Army, dated September 
26, 1975, submitting a report, together 
with accompanying papers and illustra- 
tions, on St. Johns Bayou and New 
Madrid Floodway, Missouri, requested 
by resolutions of the Committee on 
Public Works, United States Senate, 
adopted April 9, 1965 and February 2, 
1966., 78-12730 


*Flood coatrol — Nebraska — Ashland. 


Ashland, Nebraska, Salt Creek, Wahoo 
Creek., 78-12738 


Flood plain information Ashland, 
Nebraska, Salt Creek, Wahoo Creek., 
78-12738 


Flood control — Nebraska — Omaha. 
Papillion Creek and tributaries lakes, 
Nebraska., 78-6502 


Revised environmental statement, Papil- 
lion Creek and _ tributaries 
Nebraska., 78-6502 

*Flood control — New Hampshire. 

Flood hazard analyses : Conway, New 

Hampshire /, 78-12403 


Flood control — New Jersey. 

Flood hazard analyses Assunpink 
Creek, Miry Run, Shipetaukin Creek, 
Sand Run Asspunpink Creek 
watershed, Mercer and Monmouth 
Counties, New Jersey /, 78-6211 

*Flood control — New Jersey — Burlington 

County. 

Flood plain information Pompeston 
Creek, Burlington County, New Jer- 
sey., 78-12743 


Pompeston Creek, Burlington County, 
New Jersey., 78-12743 
*Flood control — New Mexico — 
Albuquerque. 


Albuquerque 
NM., 


lakes, 


Arroyos, 
78-20303 


Flood plain information 
arroyos, 
20303 


Flood control — Ohio — Knox County. 
Kokosing River and _ tributaries, 
County, Ohio., 78-8713 


Albuquerque, 


: Albuquerque 
Albuquerque, NM., 78- 


Knox 





Special flood hazard information report: 
Kokosing River and tributaries Knox 
County, Ohio., 78-8713 

*Flood control — Ohio River. 

Effect of loss of valley storage in the 
Cannelton Pool on Ohio River flood 
heights : final report /, 78-20259 

*Flood control — Pennsylvania. 

Reservoir systems analysis : Susquehanna 
River Basin flood control 
study., 78-12720 


Susquehanna River Basin flood control 
review study : reservoir systems analy- 
sis., 78-12720 

*Flood control — Puerto Rico — Ponce. 

Flood plain information : Rio Matilde, 
Ponce, Puerto Rico., 78-15106 

Rio Matilde, Ponce, Puerto Rico., 78- 
15106 

Flood control — Rhode Island. 

Flood hazard analyses : Bailey Brook, 
Middletown, Rhode Island /, 78- 
12400 

Flood hazard analyses 
River and tributaries, South King- 
stown, Rhode Island /, 78-6213 

*Flood control — Rio Grande. 

Rio Grande and tributaries, Rio Puerco 

and Rio Salado, New Mexico 


review 


Saugatucket 


: letter 


from the Secretary of the Army, trans- 


mitting a letter from the Chief of En- 
gineers, Department of the Army, 
dated September 27, 1976, submitting 
a report, together with accompanying 
papers and illustrations on Rio Grande 
and tributaries, Rio Puerco and Rio 
Salado, New Mexico., 78-12728 


Flood control — Tennessee. 

Nonconnah Creek, Tennessee and Mis- 
sissippi : letter from the Secretary of 
the Army, transmitting a letter from 
the Chief of Engineers, Department of 
the Army, dated June 23, 1976, sub- 
mitting a report, together with accom- 
panying papers and illustrations, on 
Nonconnah Creek, Tennessee and Mis- 
sissippi, requested by resolutions of the 
Committee on Public Works, United 
States Senate, adopted October 28, 
1970, and September 29, 1972., 78- 
25220 


Flood control — Tennessee — Dresden. 
Flood plain information : Mud Creek and 
laterals A,B,C,& D, _ vicinity of 
Dresden, Tennessee., 78-4471 
Mud Creek and laterals A,B,C & D, 
vicinity of Dresden, Tennessee., 78- 
4471 
*Flood control — Texas — Austin. 
Colorado River-Onion Creek to Mon- 
topolis Bridge, Austin, Texas., 78- 
12739 
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Flood plain information Colorado 
River-Onion Creek to Montopolis 
Bridge, Austin, Texas., 78-12739 


Flood control — Texas — Fort Bend County. 
Brazos River, Fort Bend County Texas., 
78-4476 


Flood plain information : Brazos River, 
Fort Bend County, Texas., 78-4476 


Flood control — Texas — History. 
Custodians of the coast : history of the 
United States Army Engineers at Gal- 
veston /, 78-4447 


*Flood control — Texas — Montgomery 
County. 
Bens Branch, Montgomery 
Texas., 78-12740 
Flood plain information : 


Montgomery County, 
12740 


Flood control — Texas — Parker. 
Flood plain information : Maxwell Creek, 
Parker, Texas., 78-4483 


Creek, Parker, 


County, 


Bens Branch, 
Texas /, 78- 


Maxwell 
4483 


Flood control — United States. 

Pending watershed work plans : hearings 
before the Subcommittee on Water 
Resources of the Committee on En- 
vironment and Public Works, United 
States Senate, Ninety-fifth Congress, 
first session ... June 8 and 9, 1977., 
78-1111 


Flood control — United States — Abstracts. 
Flood flow frequency for ungaged 


watersheds : a literature evaluation /, 
78-4020 


*Flood control — Vermont. 

Flood hazard analyses : Browns River, 
towns of Underhill, Jericho, Essex, 
Westford, and Fairfax, Chittenden and 
Franklin Counties, Vermont /, 78- 
10431 , 


Texas., 78- 


Flood hazard analyses Sroudwater 
River, city of Portland, Maine, city of 
Westbrook, Maine /, 78-10432 


*Flood control — Vermont — Cambridge. 
Flood plain information Lamoille, 
North Branch, Brewster, and Seymour 
Rivers, Cambridge, Vermont., 78- 
12744 


Lamoille, North Branch, Brewster, and 
Seymour Rivers, Cambridge, Vermont, 
78-12744 


*Flood control — Virginia. 
Flood hazard analyses : 


Amherst County, 
12401 


Buffalo River, 
Virginia /, 78- 


Flood hazard analyses : Christians Creek, 
Augusta County, Virginia /, 78-12402 
Pedlar River, 
Virginia /, 78- 


Flood hazard analyses 
Amherst County, 
16710 
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Flood hazard analyses : Piney River, Am- 
herst and Nelson Counties, Virginia /, 
78-16711 

Flood hazard analyses : South River, Au- 
gusta County and Waynesboro, Vir- 
ginia /, 78-16712 

Piney River, Amherst and Nelson Coun- 
ties, Virginia., 78-16711 


*Flood control — Virginia — Boones Mill. 

Flood hazard information Maggodee 
Creek, Boones Mill Virginia., 78- 
12741 

Maggodee Creek, Boones Mill, Virginia., 
78-12741 

Flood control — Virginia — Lewis Creek 
watershed. 

Flood hazard analyses : Lewis Creek and 
tributaries, city of Staunton and Au- 
gusta County, Virginia., 78-88 

Flood control — Virginia — Richmond. 

Flood hazard analyses : North Fork She- 
nandoah River and tributaries, 
Rockingham County, Virginia., 78-89 

*Flood control — Washington (State) — 

Omak. 

Final environmental impact statement, 
Omak, Washington, urban levee im- 
provements., 78-23160 

Omak, Washington urban 
provements., 78-23160 


*Flood control — Washington (State) — 

Puget Sound. 

Additional flood control at Upper Baker 
project, Skagit River basin, Washing- 
ton., 78-23161 

*Flood control — Washington (State) — 

Skagit River. 

Additional flood control at Upper Baker 
project, Skagit River basin, Washing- 
ton., 78-2316] 

Flood control — West Virginia. 

Pikeside flood prevention : 
sure plan : Potomac 
RC&D region., 78-6210 


Tug Fork Valley flood problems : hear- 
ing before the Subcommittee on Water 
Resources of the Committee on En- 
vironment and Public Works, United 
States Senate, Ninety-fifth Congress, 
second session, February 3, 1978., 
78-22537 


levee im- 


RC&D mea- 
headwaters 


Flood damage prevention. 
Evaluation of flood risk factors in the 
design of highway stream crossings /, 
78-7768, 78-9621 
Guide for flood and 
preparedness planning /, 


flash flood 
78-6299 
Guidelines for flood damage reduction., 
78-25218 
Flood damage prevention — Bibliography. 
Flood damage prevention : an indexed 
bibliography /, 78-24539 
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*Flood damage prevention — Environmental 
aspects — California — Santa Ana River. 
Review report on the Santa Ana River 

main stem : including Santiago Creek 
and Oak Street Drain, for flood con- 
trol and allied purposes., 78-23163 


Flood damage prevention — Great Lakes. 
After action report : operation foresight, 
Great Lakes exclusive of Lake Superi- 
or, 1973-1974., 78-4448 


Operation foresight, Great Lakes exclu- 
sive of Lake Superior., 78-4448 


*Flood damage prevention — Handbooks, 
manuals, etc. 
Elevated residential structures : reducing 
flood damage through building design : 
a guide manual., 78-17709 


Manual for the construction of re- 
sidential basements in  non-coastal 
flood environs : a study and prepara- 
tion of a guide manual for the design 
and construction of floodproofed re- 
sidential basements /, 78-11369 


Reducing flood damage through building 
design., 78-17709 


Flood damage prevention — Maryland — 

Baltimore County. 

Preliminary draft : report of Western 
Run and tributaries, flood hazard anal- 
ysis Baltimore County, Maryland., 
78-91 

Flood damage prevention — Ohio — Knox 

County. 

Kokosing River and _ tributaries, 
County, Ohio., 78-8713 


Knox 


Special flood hazard information report: 
Kokosing River and tributaries Knox 


County, Ohio., 78-8713 


*Flood damage prevention — Texas — 

Parker. 

Floods on Maxwell Creek, Parker, Texas 
: how to avoid damage., 78-23141 

Flood damage prevention — Virginia — 

Richmond. 

Flood hazard analyses : North Fork She- 
nandoah’ River’ and __ tributaries, 
Rockingham County, Virginia., 78-89 

Flood damage prevention — West Virginia. 

Pikeside flood prevention : RC&D mea- 
sure plan Potomac headwaters 
RC&D region., 78-6210 

*Flood dams and reservoirs. 
Hydrologic engineering methods for 


water resources development., 78- 
23148 


*Flood dams and reservoirs — California — 

Del Valle Reservoir. 

Del Valle Reservoir, Alameda Creek 
Project, Alameda County, California : 
letter from the Secretary of the Army, 
transmitting, a letter from the Chief of 
Engincers, Department of the Army, 
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dated June 27, 1975, submitting a re- 
port, together with accompanying 
papers and illustrations, on Del Valle 
Reservoir, Alameda Creek Project, 
Alameda County, California, in 
response to a resolution of the Com- 
mittee on Public Works of the United 
States Senate, adopted January 26, 
1967., 78-12723 


*Flood dams and reservoirs — Columbia 
River. 
Columbia River treaty : joint United 
States-Canadian development of river 
resources., 78-17848 


Joint United States-Canadian develop- 
ment of river resources., 78-17848 


Flood dams and reservoirs — Environmental 
aspects — Kentucky — Jefferson County. 
Beargrass Creek basin : revised draft : 

environmental impact statement., 78- 
25281 


*Flood dams and reservoirs — Missouri. 

St. Johns Bayou and New Madrid Flood- 
way, Missouri : letter from the Secreta- 
ry of the Army, transmitting, a letter 
from the Chief of Engineers, Depart- 
ment of the Army, dated September 
26, 1975, submitting a report, together 
with accompanying papers and illustra- 
tions, on St. Johns Bayou and New 
Madrid Floodway, Missouri, requested 
by resolutions of the Committee on 
Public Works, United States Senate, 
adopted April 9, 1965 and February 2, 
1966., 78-12730 

Flood forecasting. 

After action report : operation foresight, 
Great Lakes exclusive of Lake Superi- 
or, 1973-1974., 78-4448 


Big Thompson flash flood of 31 July 
1976., 78-1457 


Flood hazard analyses : North Fork She- 
nandoah’ River and __ tributaries, 
Rockingham County, Virginia., 78-89 

Floodway determination computer pro- 
gram., 78-16704 


Guide for flood and _ flash flood 
preparedness planning /, 78-6299 


Guidelines for determining flood flow 
frequency., 78-14266 


Meteorological aspects of the Big 
Thompson flash flood of 31 July 1976 
/, 78-1457 


Operation foresight, Great Lakes exclu- 
sive of Lake Superior., 78-4448 

Preliminary draft : report of Western 
Run and tributaries, flood hazard anal- 
ysis Baltimore County, Maryland., 
78-91 

Flood forecasting — Abstracts. 
Flood flow frequency for ungaged 


watersheds : a literature evaluation /, 
78-4020 
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Flood forecasting — Periodicals. 
River forecasts provided by the National 
Weather Service., 78-12535 
*Flood routing. 
Design of open channels., 


*Floodplains. 
Geometric parameters 
floodplain flow 
20261 


*Floodplains — Alaska — McGrath. 
Flood plain information Kuskokwim 
River, McGrath, Alaska., 78-20305 


Kuskokwim River, McGrath, Alaska., 
78-20305 


*Floodplains — Alaska — Valdez. 
Flood plain information : Mineral Creek, 
Valdez, Alaska., 78-23132 


Mineral Creek, Valdez, Alaska: Flood 
plain information., 78-23132 


*Floodplains — Arizona — Sells. 
Flood plain information : Sells wash and 
tributary, vicinity of Sells, Papago Indi- 
an Reservation, Arizona., 78-23127 


Sells wash and tributary, vicinity of Sells, 


Papago Indian Reservation, Arizona., 
78-23127 


Floodplains — Arkansas — Morrilton. 
Arkansas River and tributaries, Morril- 
ton, Arkansas., 78-25277 


Flood plain information : Arkansas River 
and tributaries, Morrilton, Arkansas., 
78-25277 


*Floodplains — California — Brawley. 
Flood plain information : New River, 
vicinity of Brawley, Imperial County, 
California /, 78-12742 


New River, vicinity of Brawley, Imperial 
County, California., 78-12742 


Floodplains — Colorado — Boulder County. 

Big Thompson River, Loveland to the 

Larimer—Weld County line, 
Colorado., 78-25276 


Flood plain information : Big Thompson 
River, Loveland to the Larimer—Weld 
County line, Colorado : Little Thomp- 
son River, Boulder and Larimer Coun- 
ties, near Berthoud, Colorado., 78- 
25276 


Little Thompson River, 


Larimer Counties, 
Colorado., 78-25276 


Floodplains — Colorado — El Paso County. 
Cottonwood Creek, El Paso County, 
Colo., 78-4473 
Flood plain information 


Creek, El 
4473 


Floodplains — C olorado — La Veta. 
Cucharas River & tributaries, La Veta, 
Colorado., 78-4480 


78-10428 


that influence 
: final report /, 78- 


Boulder and 
near Verthoud, 


: Cottonwood 
Paso County, Colo., 78- 





Flood plain information : Cucharas River 
& tributaries, La Veta, Colorado /, 
78-4480 


Floodplains — Colorado — Larimer County. 

Big Thompson River, Loveland to the 

Larimer—Weld County 
Colorado., 78-25276 


Flood plain information : Big Thompson 
River, Loveland to the Larimer—Weld 
County line, Colorado : Little Thomp- 
son River, Boulder and Larimer Coun- 
ties, near Berthoud, Colorado., 78- 
25276 

Little Thompson River, 
Larimer Counties, 
Colorado., 78-25276 


Floodplains — Colorado — Weld County. 
Big Thompson River, Loveland to the 
Larimer— Weld County 
Colorado., 78-25276 


Flood plain information : Big Thompson 
River, Loveland to the Larimer—Weld 
County line, Colorado : Little Thomp- 
son River, Boulder and Larimer Coun- 
ties, near Berthoud, Colorado., 78- 
25276 

Little Thompson River, 
Larimer Counties, 
Colorado., 78-25276 


Floodplains — Connecticut — Barkhamsted. 
Flood plain information : West Branch 
and Farmington River : Canton, New 
Hartford and Barkhamsted, Connec- 
ticut., 78-25272 

West Branch and Farmington River, 
Canton, New Hartford and _ Bark- 
hamsted, Connecticut., 78-25272 

Floodplains — Connecticut — Canton. 

Flood plain information : West Branch 
and Farmington River : Canton, New 
Hartford and Barkhamsted, Connec- 
ticut., 78-25272 

West Branch and Farmington River, 
Canton, New Hartford and _ Bark- 
hamsted, Connecticut., 78-25272 

Floodplains — Connecticut — New Hartford. 

Flood plain information : West Branch 
and Farmington River : Canton, New 
Hartford and Barkhamsted, Connec- 
ticut., 78-25272 

West Branch and Farmington River, 
Canton, New Hartford and Bark- 
hamsted, Connecticut., 78-25272 


line, 


Boulder and 
near Verthoud, 


line, 


Boulder and 


near Verthoud, 


*Floodplains — Illinois — St. Clair County. 


Flood plain information : Silver Creek 
and tributaries, St. Clair County, II- 
linois-no. 1., 78-23126 

Silver Creek and tributaries, St. 
County, Illinois-no. 1., 78-23126 


Clair 
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Floodplains — Indiana — Hamilton County. 

Flood plain information : White River & 

tributaries, Hamilton County, Indiana., 
78-4478 


*Floodplains — Kentucky — Daviess 
County. 
Flood plain information : Green River, 
Henderson and Daviess Counties, Ken- 
tucky., 78-23125 


Green River, Henderson and Daviess 

Counties, Kentucky., 78-23125 
*Floodplains — Kentucky — Henderson 

County. 

Flood plain information : Green River, 
Henderson and Daviess Counties, Ken- 
tucky., 78-23125 

Green River, Henderson and Daviess 
Counties, Kentucky., 78-23125 

*Floodplains — Kentucky — Trimble 

County. 

Flood plain information : Ohio River, 
Trimble County, Kentucky : floodway 
appendix., 78-23130 


Ohio River, Trimble County, Kentucky, 
floodway appendix., 78-23130 


Floodplains — Maine — Milford. 
Flood plain information : Penobscot and 
Stillwater Rivers : Old Town and Mil- 
ford, Maine., 78-221 


Floodplains — Maine — Old Town. 
Flood plain information : Penobscot and 
Stillwater Rivers : Old Town and Mil- 
ford, Maine., 78-221 


Floodplains — Massachusetts — Easton. 
Dorchester, Whitman, Queset, Black, 
Beaver, Poquanticut, Mulberry and 
Gowards Brooks, Easton, Mas- 
sachusetts., 78-4472 


Flood plain information Dorchester, 
Whitman, Queset, Black, Beaver, 
Poquanticut, Mulberry and Gowards 
Brooks, Easton, Massachusetts., 78- 
4472 


Floodplains — Massachusetts — Fitchburg. 
Flood plain information : North Nashua 
River, Fitchburg and Leominster, Mas- 
sachusetts., 78-4474 
North Nashua 
Leominster., 


River, 
78-4474 
Floodplains — Massachusetts — Leominster. 

Flood plain information : North Nashua 
River, Fitchburg and Leominster, Mas- 
sachusetts., 78-4474 

North Nashua 
Leominster., 


Fitchburg and 


River, 
78-4474 
*Floodplains — Massachusetts — Sheffield. 

Flood plain information Housatonic 
River, Hubbard and Schenob Brooks, 
Sheffield, Massachusetts., 78-23128 

Housatonic River, Hubbard and Schenob 
Brooks, Sheffield, Massachusetts., 78- 
23128 


Fitchburg and 
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Floodplains — Massachusetts — 

Winchendon. 

Flood plain information : Millers River 
and North Branch, Winchendon, Mas- 
sachusetts., 78-6499 

Millers River and 
Winchendon, 
6499 


North Branch, 
Massachusetts., 78- 


Floodplains — Mississippi — Horn Lake. 

Flood plain information Horn Lake 
Creek and tributaries, vicinity of Horn 
Lake, Mississippi., 78-4479 

Horn Lake Creek and tributaries, vicinity 
of Horn Lake, Mississippi., 78-4479 

*Floodplains — Missouri — Thayers. 

Flood plain information Warm Fork 
Spring River, Thayer, Missouri., 78- 
23129 

Warm Fork Spring River, Thayer, Mis- 
souri., 78-23129 

*Floodplains — Nebraska — Ashland. 

Ashland, Nebraska, Salt Creek, Wahoo 
Creek., 78-12738 

Flood plain information Ashland, 
Nebraska, Salt Creek, Wahoo Creek., 
78-12738 

*Floodplains — New Jersey — Burlington 

County. 

Flood plain information Pompeston 
Creek, Burlington County, New Jer- 
sey., 78-12743 


Pompeston Creek, Burlington County, 
New Jersey., 78-12743 
*Floodplains — New Mexico — 
Albuquerque. 
Albuquerque 
NM., 


Arroyos, 
78-20303 


Albuquerque, 


Flood plain information : 
arroyos, 
20303 


*Floodplains — New York (State) — 
Cattaraugus County. 
Allegheny River, Cattaraugus 
New York., 78-12745 


Albuquerque 


Albuquerque, NM., 78- 


County, 
Flood plain information 
River, Cattaraugus 
York., 78-12745 
*Floodplains — Oklah 
City. 
Bluff Creek and tributaries, Oklahoma 
City, Oklahoma., 78-12748 
Flood plain information Bluff Creek 
and tributaries, Oklahoma _ City, 
Oklahoma., 78-12748 
*Floodplains — Oklahoma — Tulsa County. 
Adams Creek and tributaries, Tulsa and 
Wagoner Counties, Oklahoma., 78- 
23131 


Allegheny 
County, New 


— Oklah 





Flood plain information : Adams Creek 
and tributaries, Tulsa and Wagoner 
Counties, Oklahoma., 78-23131 
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*Floodplains — Oklahoma — Wagoner 
County. 
Adams Creek and tributaries, Tulsa and 
Wagoner Counties, Oklahoma., 78- 
23131 


Flood plain information : Adams Creek 


and tributaries, Tulsa and Wagoner 
Counties, Oklahoma., 78-23131 


*Floodplains — Puerto Rico — Ponce. 
Flood plain information : Rio Matilde, 
Ponce, Puerto Rico., 78-15106 
Rio Matilde, Ponce, Puerto Rico., 78- 
15106 


Floodplains — Tennessee — Dresden. 

Flood plain information : Mud Creek and 
laterals A,B,C,& D,_ vicinity’ of 
Dresden, Tennessee., 78-4471 

Mud Creek and laterals A,B,C & D, 
vicinity of Dresden, Tennessee., 78- 
4471 


Floodplains — Tennessee — La Vergne. 
Flood plain information Hurricane 
Creek and Finch Branch, La Vergne, 
Tennessee., 78-8714 


Hurricane Creek and Finch Branch, La 
Vergne, Tennessee., 78-8714 


Floodplains — Tennessee — Smyrna. 
Flood plain information : Stewart Creek 
and Harts Branch, Smyrna, Tennessee., 
78-8715 


Stewart Creek and Harts Branch, Smyr- 
na, Tennessee., 78-8715 
*Floodplains — Texas — Austin. 
Colorado River-Onion Creek to 
topolis Bridge, Austin, 
12739 


Mon- 
Texas., 78- 


Flood plain information Colorado 
River-Onion Creek to Montopolis 
Bridge, Austin, Texas., 78-12739 

Floodplains — Texas — Fort Bend County. 


Brazos River, Fort Bend County Texas., 
78-4476 


Flood plain information : Brazos River, 
Fort Bend County, Texas., 78-4476 


Flood = plain information Keegans 
Bayou, Fort Bend County, Texas., 
78-25273 


Flood plain information 
Buffalo) Bayou, Fort 
Texas., 78-25274 


: Willow Fork, 
Bend County, 


Keegans 
‘Texas., 


Bayou, Fort 
78-25273 


Willow Fork, Buffalo Bayou, Fort Bend 

County, Texas., 78-25274 
*Floodplains — Texas — Montgomery 

County. 

Bens Branch, Montgomery 
Texas., 78-12740 

Flood plain information : 
Montgomery County, 
12740 


Bend County, 


County, 


Bens Branch, 
Texas /, 78- 
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Floodplains — Texas — Parker. 
Flood plain information : Maxwell Creek, 
Parker, Texas., 78-4483 


Maxwell Creek, Parker, 


4483 


*Floodplains — Vermont — Cambridge. 

Flood plain information Lamoille, 
North Branch, Brewster, and Seymour 
Rivers, Cambridge, Vermont., 78- 
12744 

Lamoille, North Branch, Brewster, and 
Seymour Rivers, Cambridge, Vermont, 
78-12744 


*Floodplains — Vermont — Dummerston. 
Connecticut River, West River, Dum- 
merston, Vermont., 78-23123 


Flood plain information : Connecticut 
River, West River, Dummerston, Ver- 
mont., 78-23123 


Floodplains — Vermont — Londonderry. 
Flood plain information : West River and 
Utley Brook, Weston-Londonderry, 
Vermont., 78-25278 


West River and Utley Brook, Weston- 
Londonderry, Vermont., 78-25278 


Floodplains — Vermont — Weston. 
Flood plain information : West River and 
Utley Brook, Weston-Londonderry, 
Vermont., 78-25278 


West River and Utley Brook, Weston- 
Londonderry, Vermont., 78-25278 


Floodplains — Virginia — Hanover County. 
Flood plain information : North Anna 
River, Hanover County, Virginia., 78- 
25275 


North Anna River, Hanover County, Vir- 
ginia., 78-25275 


Floodplains — Virginia — James River. 
Flood plain information : James River, 
Amherst County, Virginia., 78-4464 


Flood plain information : James River, 
Appomattox County, Virginia., 78- 
4465 


Texas., 78- 


Flood plain information : James River, 
Bedford County, Virginia., 78-4466 
Flood plain information : James River, 
Botetourt County, Virginia., 78-4467 
: James River, 
Virginia., 78- 


Flood plain information 
Buckingham County, 
4468 


Flood plain information : James River, 
Campbell County, Virginia., 78-4469 

Flood plain information : James River, 
City of Lynchburg, Virginia., 78- 
4481 

Flood plain information : 


Cumberland County, 
4470 


James River, 
Virginia., 78- 


Flood plain information : James River, 
Fluvanna County, Virginia., 78-4475 
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Flood plain information : 
Goochland County, 
4477 


Flood plain information : 
Nelson County, Virginia., 


James River, 
Virginia., 78- 


James River, 
78-4482 
Flood plain information : James River, 
Powhatan County, Virginia., 78-4484 
: James River, 
Virginia., 78- 


Flood plain information 
Rockbridge County, 
4485 

James River, Amerst County, Virginia., 
78-4464 


James River, Appomattox County, Vir- 
ginia., 78-4465 

James River, Bedford County, Virginia., 
78-4466 


James River, Botetourt County, Virginia., 
78-4467 


James River, Buckingham County, Vir- 
ginia., 78-4468 

James River, Campbell County, Virginia., 
78-4469 

James River, City of Lynchburg, Vir- 
ginia., 78-4481 

James River, Cumberland County, Vir- 
ginia., 78-4470 

James River, Fluvanna County, Virginia., 
78-4475 

James River, Goochland County, Vir- 
ginia., 78-4477 

James River, Nelson County, Virginia., 
78-4482 


James 
ginia., 


River, Powhatan County, 
78-4484 


Vir- 


James River, Rockbridge County, Vir- 
ginia., 78-4485 
*Floodplains — West Virginia — Harrison 
County. 
Flood plain 
River, 
ginia., 


West Fork 
West Vir- 


information 
Harrison County, 
78-12746 
West Fork River, Harrison County, West 
Virginia., 78-12746 
*Floods. 
Coastal flood hazards and the national 
flood insurance program /, 78-15450 
The preliminary report of the national 
reservoir inundation study /, 78- 
21577 
*Floods — Alaska — McGrath. 
Flood plain information Kuskokwim 
River, McGrath, Alaska., 78-20305 
Kuskokwim River, McGrath, Alaska., 
78-20305 
*Floods — Alaska — Valdez. 
Flood plain information : Mineral Creek, 
Valdez, Alaska., 78-23132 
Mineral Creek, Valdez, Alaska: Flood 
plain information., 78-23132 





*Floods — Appalachian region. 

Strip mining and the flooding in Ap- 
palachia : hearing before a subcommit- 
tee of the Committee on Government 
Operations, House of Representatives, 
Ninety-fifth Congress, first session, 
July 26, 1977., 78-12091 

*Floods — Arizona — Sells. 

Flood plain information : Sells wash and 
tributary, vicinity of Sells, Papago Indi- 
an Reservation, Arizona., 78-23127 

Sells wash and tributary, vicinity of Sells, 
Papago Indian Reservation, Arizona., 
78-23127 


Floods — Arkansas — Morrilton. 
Arkansas River and tributaries, Morril- 
ton, Arkansas., 78-25277 


Flood plain information : Arkansas River 
and tributaries, Morrilton, Arkansas., 
78-25277 

Floods — Burma. 


Burma floods., 78-5228 


Disaster relief, case report 
floods, August 1974., 78-5228 


*Floods — California — Brawley. 

Flood plain information New River, 
vicinity of Brawley, Imperial County, 
California /, 78-12742 

New River, vicinity of Brawley, Imperial 
County, California., 78-12742 

Floods — Colorade — Big Thompson 

Canyon. 

Big Thompson flash flood of 31 July 
1976., 78-1457 


Meteorological aspects of the Big 
Thompson flash flood of 31 July 1976 
/, 78-1457 


Burma- 


Floods — Colorado — Boulder County. 
Big Thompson River, Loveland to the 


Larimer— Weld County 
Colorado., 78-25276 


Flood plain information : Big Thompson 
River, Loveland to the Larimer—Weld 
County line, Colorado : Little Thomp- 
son River, Boulder and Larimer Coun- 
ties, near Berthoud, Colorado., 78- 
25276 


Little Thompson River, 
Larimer Counties, 
Colorado., 78-25276 


Floods — Colorado — EL Paso County. 
Cottonwood Creek, El 
Colo., 78-4473 


Flood plain information 
Creck, El Paso County, 
4473 


*Floods — Colorado — Fruita. 
Flood hazard information 
River and __ tributaries 
Colorado., 78-20304 
Fruit, Colorado: Flood hazard informa- 
tion., 78-20304 


line, 


Boulder and 


near Verthoud, 


Paso County, 


Cottonwood 
Colo., 78- 


Colorado 
Fruita, 
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Floods — Colorado — Larimer County. 
Big Thompson River, Loveland to the 
Larimer— Weld County 

Colorado., 78-25276 


Flood plain information : Big Thompson 
River, Loveland to the Larimer—Weld 
County line, Colorado : Little Thomp- 
son River, Boulder and Larimer Coun- 
ties, near Berthoud, Colorado., 78- 
25276 


Little Thompson River, 


Larimer Counties, 
Colorado., 78-25276 


Floods — Colorado — Weld County. 
Big Thompson River, Loveland to the 
Larimer—Weld County line, 
Colorado., 78-25276 


Flood plain information : Big Thompson 
River, Loveland to the Larimer—Weld 
County line, Colorado : Little Thomp- 
son River, Boulder and Larimer Coun- 
ties, near Berthoud, Colorado., 78- 
25276 


Little Thompson River, 
Larimer Counties, 
Colorado., 78-25276 


Floods — Connecticut — Barkhamsted. 
Flood plain information : West Branch 
and Farmington River : Canton, New 
Hartford and Barkhamsted, Connec- 
ticut., 78-25272 
West Branch and Farmington River, 
Canton, New Hartford and _ Bark- 
hamsted, Connecticut., 78-25272 


Floods — Connecticut — Canton. 

Flood plain information : West Branch 
and Farmington River : Canton, New 
Hartford and Barkhamsted, Connec- 
ticut., 78-25272 


West Branch and Farmington River, 
Canton, New Hartford and _ Bark- 
hamsted, Connecticut., 78-25272 


Floods — Connecticut — New Hartford. 

Flood plain information : West Branch 
and Farmington River : Canton, New 
Hartford and Barkhamsted, Connec- 
ticut., 78-25272 

West Branch and Farmington River, 
Canton, New Hartford and _ Bark- 
hamsted, Connecticut., 78-25272 

*Floods — Florida. 

Flood hazard information : 
Withlacoochee River, Nobleton to 
Gulf of Mexico, Florida., 78-12747 

Withlacoochee River, Nobleton to Gulf 
of Mexico, Florida., 78-12747 

*Floods — Florida — Orange County. 

Floods Boggy Creek, Orange and 

Osceola Counties, Florida., 78-10800 
*Floods — Florida — Osceola County. 

Floods Boggy Creek, Orange and 

Osceola Counties, Florida., 78-10800 


line, 


Boulder and 
near Verthoud, 


Boulder and 
near Verthoud, 
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*Floods — Illinois — St. Clair County. 

Flood plain information : Silver Creek 
and tributaries, St. Clair County, Il- 
linois-no. 1., 78-23126 

Floods on Silver Creek and tributaries., 
78-10804 


Silver Creek and tributaries, St. 
County, Illinois-no. 1., 78-23126 


Floods — Indiana — Hamilton County. 

Flood plain information : White River & 
tributaries, Hamilton County, Indiana., 
78-4478 

*Floods — Kentucky. 

Flood problems in eastern Kentucky 
hearings before a subcommittee of the 
Committee on Appropriations, United 
States Senate, Ninety-fifth Congress, 
first session : special hearing, Depart- 
ment of Housing and Urban Develop- 
ment., 78-14287 


*Floods — Kentucky — Daviess County. 
Flood plain information : Green River, 
Henderson and Daviess Counties, Ken- 
tucky., 78-23125 


Clair 


Green River, Henderson and Daviess 
Counties, Kentucky., 78-23125 


*Floods — Kentucky — Henderson County. 
Flood plain information : Green River, 
Henderson and Daviess Counties, Ken- 
tucky., 78-23125 


Green River, Henderson and Daviess 
Counties, Kentucky., 78-23125 


*Floods — Kentucky — Trimble County. 
Flood plain information Ohio River, 
Trimble County, Kentucky : floodway 
appendix., 78-23130 


Ohio River, Trimble County, Kentucky, 

floodway appendix., 78-23130 
Floods — Maine — Penobscot River. 

Flood plain information : Penobscot and 
Stillwater Rivers : Old Town and Mil- 
ford, Maine., 78-221 

Floods — Maine — Sandy River watershed. 

Flood hazard analyses Sandy River, 

Town of Farmington, Maine., 78-90 
Floods — Maine — Stillwater River. 

Flood plain information : Penobscot and 
Stillwater Rivers : Old Town and Mil- 
ford, Maine., 78-221 

*Floods — Massachusetts. 

Flood hazards on the Upper Housatonic 
River in Dalton, Hisdale, 
Lanesborough, and Pittsfield, Mas- 
sachusetts., 78-16680 

Floods — Massachusetts — Easton. 

Dorchester, Whitman, Queset, Black, 
Beaver, Poquanticut, Mulberry and 
Gowards Brooks, Easton, Mas- 
sachusetts., 78-4472 

Flood plain 
Whitman, 


information Dorchester, 


Queset, Black, Beaver, 
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Poquanticut, Mulberry and Gowards 
Brooks, Easton, Massachusetts., 78- 
4472 


Floods — Massachusetts — Fitchburg. 

Flood plain information : North Nashua 
River, Fitchburg and Leominster, Mas- 
sachusetts., 78-4474 

North Nashua River, 
Leominster., 78-4474 


Floods — Massachusetts — Leominster. 
Flood plain information : North Nashua 
River, Fitchburg and Leominster, Mas- 
sachusetts., 78-4474 
North Nashua River, 
Leominster., 78-4474 


*Floods — Massachusetts — Sheffield. 
Flood plain information Housatonic 
River, Hubbard and Schenob Brooks, 
Sheffield, Massachusetts., 78-23128 


Housatonic River, Hubbard and Schenob 
Brooks, Sheffield, Massachusetts., 78- 
23128 


Floods — Massachusetts — Winchendon. 
Flood plain information : Millers River 
and North Branch, Winchendon, Mas- 
sachusetts., 78-6499 
Millers River and 


Winchendon, 
6499 


*Floods — Mathematical models. 
Tsunami-wave elevation frequency of oc- 
currence for the Hawaiian Islands : 
final report /, 78-20252 
* Floods — Minnesota. 
Small-stream flood investigations in Min- 
nesota : October 1958 to September 
1975 /, 78-17773 


Fitchburg and 


Fitchburg and 


North Branch, 
Massachusetts., 78- 


*Floods — Mississippi — Harrison County. 
Biloxi River, Harrison County Mississip- 
pi., 78-23124 


Special flood hazard information report : 
Biloxi River, Harrison County Missis- 
sippi., 78-23124 

Floods — Mississippi — Horn Lake. 

Flood plain information Horn Lake 
Creek and tributaries, vicinity of Horn 
Lake, Mississippi., 78-4479 

Horn Lake Creek and tributaries, vicinity 
of Horn Lake, Mississippi., 78-4479 

*Floods — Missouri — Franklin County. 

Floods on Meramec River, Bourbeuse 
River, and tributaries : Franklin Coun- 
ty, Missouri. no. 1.,  78-10786 

Floods on the Meramec River : Franklin 
County, Missouri, no. 2., 78-10787 

*Floods — Missouri — Thayer. 

Flood plain’ information Warm Fork 
Spring River, Thayer, Missouri., 78- 
23129 

Warm Fork Spring River, Thayer, Mis- 
souri., 78-23129 
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Floods — Montana — Statistics — 

Periodicals. 

Annual peak discharges 
drainage areas in 
26132 

*Floods — Nebraska — Ashland. 

Ashland, Nebraska, Salt Creek, Wahoo 

Creek., 78-12738 


Flood plain information Ashland, 
Nebraska, Salt Creek, Wahoo Creek., 
78-12738 


*Floods — New Jersey — Burlington 
County. 
Flood plain information Pompeston 
Creek, Burlington County, New Jer- 
sey., 78-12743 


Pompeston Creek, Burlington County, 
New Jersey., 78-12743 


*Floods — New York (State) — Cattaraugus 
County. 
Allegheny River, Cattaraugus County, 
New York., 78-12745 


Flood plain information 
River, Cattaraugus 
York., 78-12745 


Floods in Cattarugus 
York., 78-23135 


*Floods — New York (State) — Onondaga 
County. 
Flood plain information Ninemile 
Creek, Onondaga County, New York., 
78-10799 


Ninemile Creek, Onondaga County, New 
York., 78-10799 


*Floods — Oklahoma — Oklahoma City. 
Bluff Creek and tributaries, Oklahoma 
City, Oklahoma., 78-12748 


Flood plain information : Bluff Creek 
and __ tributaries, Oklahoma City, 
Oklahoma., 78-12748 


*Floods — Oklahoma — Tulsa County. 
Adams Creek and tributaries, Tulsa and 
Wagoner Counties, Oklahoma., 78- 
23131 


Flood plain information : Adams Creek 
and tributaries, Tulsa and Wagoner 
Counties, Oklahoma., 78-23131 


*Floods — Oklahoma — Wagoner County. 
Adams Creek and tributaries, Tulsa and 
Wagoner Counties, Oklahoma., 78- 
23131 


Flood plain information : Adams Creek 
and tributaries, Tulsa and Wagoner 
Counties, Oklahoma., 78-23131 


*Floods — Pennsylvania — Johnstown. 
The Johnstown area flood of 1977: a 


case study for the future : report /, 
78-21011 


Johnstown, Pennsylvania flash flood of 
July 19-20, 1977 : report to the ad- 
ministrator., 78-1463 


from small 
Montana., 78- 


Allegheny 
County, New 


County, New 
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*Floods — Puerto Rico — Ponce. 
Flood plain information : Rio Matilde, 
Ponce, Puerto Rico., 78-15106 
Rio Matilde, Ponce, Puerto Rico., 78- 
15106 
Floods — Romania. 
Disaster relief, case report : Romania- 
floods, July 1975., 78-5233 


Romania floods., 78-5233 


Floods — Sudan. 

Disaster relief, case report 
floods, September 1975., 

Sudan floods., 78-5236 

Floods — Tennessee. 

When the river yawned 

April 1977., 78-26703 
Floods — Tennessee — Dresden. 

Flood plain information : Mud Creek and 
laterals A,B,C,& D,_ vicinity of 
Dresden, Tennessee., 78-4471 

Mud Creek and laterals A,B,C & D, 


vicinity of Dresden, Tennessee., 78- 
4471 


Sudan- 
78-5236 


: the flood of 


Floods — Tennessee — La Vergne. 
Flood plain information Hurricane 
Creek and Finch Branch, La Vergne, 
Tennessee., 78-8714 


Hurricane Creek and Finch Branch, La 
Vergne, Tennessee., 78-8714 


*Floods — Tennessee — Mud Creek. 
Floods on Mud Creek and laterals A, B, 
C, & D: [Dresden, Tennessee], 78- 
23136 


Floods — Tennessee — Smyrna. 


Flood plain information : Stewart Creek 


and Harts Branch, Smyrna, Tennessee., 
78-8715 


Stewart Creek and Harts Branch, Smyr- 
na, Tennessee., 78-8715 


*Floods — Texas — Austin. 

Colorado River-Onion Creek to Mon- 
topolis Bridge, Austin, Texas., 78- 
12739 

Flood plain information Colorado 
River-Onion Creek to Montopolis 
Bridge, Austin, Texas., 78-12739 

Floods — Texas — Fort Bend County. 

Flood plain information Keegans 
Bayou, Fort Bend County, Texas., 
78-25273 

Flood plain information 
Buffalo Bayou, Fort 
Texas., 78-25274 


Floods : Willow Fork, Buffalo Bayou, 
Fort Bend County, Texas., 78-23147 


Bend County, 


: Willow Fork, 
Bend County, 


Keegans 
Texas., 


Bayou, Fort 
78-25273 


Willow Fork, Buffalo Bayou, Fort Bend 
County, Texas., 78-25274 





*Floods — Texas — Montgomery County. 

Bens Branch, Montgomery County, 
Texas., 78a10797, 78-12740 

Flood plain information 
Montgomery County, 
12740 

Floods Bens 
county, Texas., 78-10797 

Floods : Sam Bell Gully, Montgomery 
County, Texas., 78-10795 

Floods : White Oak Creek, Montgomery 
County, Texas., 78-10796 

Sam Bell Gully, Montgomery County, 
Texas., 78-10795 

White Oak Creek, Montgomery County, 
Texas., 78-10796 

Floods — Thailand. 

Disaster relief, case report : 
floods, January 1975., 78-5237 

Thailand floods., 78-5237 


Floods — United States. 
First aid for flooded homes and farms., 
78-1321 


Maximum floodflows in the _ conter- 
minous United States /, 78-7267 
Floods — United States — Bibliography. 
Flood damage prevention : 
bibliography /, 78-24539 
*Floods — Vermont — Cambridge. 
Flood plain information Lamoille, 
North Branch, Brewster, and Seymour 


Rivers, Cambridge, Vermont., 78- 
12744 


: Bens Branch, 
Texas /, 78- 


Branch, Montgomery 


Thailand- 


an indexed 


Lamoille, North Branch, Brewster, and 
Seymour Rivers, Cambridge, Vermont, 
78-12744 

*Floods — Vermont — Dummerston. 

Connecticut River, West River, 

merston, Vermont., 78-23123 


Flood plain information : Connecticut 
River, West River, Dummerston, Ver- 
mont., 78-23123 


Dum- 


Floods — Vermont — Londonderry. 
Flood plain information : West River and 


Utley Brook, Weston-Londonderry, 
Vermont., 78-25278 

West River and Utley Brook, Weston- 

Londonderry, Vermont., 78-25278 
Floods — Vermont — Weston. 

Flood plain information : West River and 
Utley Brook, Weston-Londonderry, 
Vermont., 78-25278 

West River and Utley Brook, Weston- 
Londonderry, Vermont., 78-25278 

Floods — Virginia. 

When the river yawned : 

April 1977., 78-26703 


the flood of 





December 1978 


*Floods — Virginia — Boones Mill. 

Flood hazard information : Maggodee 
Creek, Boones Mill Virginia., 78- 
12741 

Maggodee Creek, Boones Mill, Virginia., 
78-12741 


Floods — Virginia — Hanover County. 
Flood plain information : North Anna 
River, Hanover County, Virginia., 78- 
25275 
Floods on Crump Creek, Hanover Coun- 
ty, Virginia., 78-10792 
Floods on Little River, Hanover County, 
Virginia., 78-10789 
Floods on Mechumps Creek, Hanover 
County, Virginia., 78-10793 
Floods on North Anna River, Hanover 
County, Virginia., 78-10791 
Floods on South Anna River, Hanover 
County, Virginia., 78-10788 
Floods on Stony Run Creek, 
County, Virginia., 78-10790 
North Anna River, Hanover County, Vir- 
ginia., 78-25275 
Floods — Virginia — James River. 
Flood plain information : James River, 
Amherst County, Virginia., 78-4464 
: James River, 
Virginia., 78- 


Hanover 


Flood plain information 
Appomattox County, 
4465 


Flood plain information : James River, 
Bedford County, Virginia., 78-4466 
Flood plain information : James River, 
Botetourt County, Virginia., 78-4467 
Flood plain information 


Buckingham County, 
4468 


: James River, 
Virginia., 78- 


Flood plain information : James River, 
Campbell County, Virginia., 78-4469 
Flood plain information 


City of Lynchburg, 
4481 


: James River, 
Virginia., 78- 


Flood plain information : 
Cumberland County, 
4470 


James River, 
Virginia., 78- 


Flood plain information : James River, 
Fluvanna County, Virginia., 78-4475 
Flood plain information : 


Goochland County, 
4477 


James River, 
Virginia., 78- 


Flood plain information : James River, 
Nelson County, Virginia., 78-4482 
Flood plain information : James River, 
Powhatan County, Virginia., 78-4484 
: James River, 
Virginia., 78- 


Flood plain information 
Rockbridge County, 
4485 


James River, Amerst County, Virginia., 
78-4464 


Do not order from index; see indicated entry 





James River, Appomattox County, Vir- 
ginia., 78-4465 

James River, Bedford County, Virginia., 
78-4466 

James River, Botetourt County, Virginia., 
78-4467 

James River, Buckingham County, Vir- 
ginia., 78-4468 

James River, Campbell County, Virginia., 
78-4469 

James River, City of Lynchburg, Vir- 
ginia., 78-4481 

James River, Cumberland County, Vir- 
ginia., 78-4470 

James River, Fluvanna County, Virginia., 
78-4475 

James River, Goochland County, Vir- 
ginia., 78-4477 

James River, Nelson County, Virginia., 
78-4482 

James River, Powhatan County, Vir- 

ginia., 78-4484 


James River, Rockbridge County, Vir- 

ginia., 78-4485 
Floods — Virginia — Lewis Creek 
watershed. 

Flood hazard analyses : Lewis Creek and 
tributaries, city of Staunton and Au- 
gusta County, Virginia., 78-88 

Floods — West Virginia. 

Delayed redevelopment was reasonable 
after flood disaster in West Virginia : 
multiagency /, 78-1654 

*Floods — West Virginia — Harrison 

County. 

Flood plain 
River, 
ginia., 


West 
West 


information 
Harrison County, 
78-12746 


Fork 
Vir- 


Floods in Harrison County, W. Va., 78- 
23137 
West Fork River, Harrison County, West 
Virginia., 78-12746 
*Flooring — Safety measures. 
Floors., 78-11974 


*Floors — Maintenance and repair. 

Floors., 78-11974 

*Floors, Wooden. 

Method for predicting the stiffness of 
wood-joist floor systems with partial 
composite action /, 78-14627 

Moisture content of a joist floor over a 
crawl space /, 78-22702 

*Floriculture — Bibliography. 

Floriculture., 78-17366 

Floriculture — United States — Statistics — 

Periodicals. 

Floriculture crops; production area and 
sales, intentions., 78-22788 


Page I-1923 





Florida. 

Apalachicola, Chattahoochee and Flint 
Rivers, Alabama, Florida and Georgia 
(operation and maintenance)., 78- 
8716 

Final environmental statement, 
Apalachicola, Chattahoochee and Flint 
Rivers, Alabama, Florida and Georgia 
(operation and maintenance)., 78- 
8716 

Florida — Climate. 


Florida, monthly averages of temperature 
..» 78-4216 


Florida, monthly normals of temperature 
wey 78-4171 


Monthly averages of temperature and 
precipitation for state climatic divi- 
sions 1941-1970 : Florida., 78-4216 

Monthly normals of temperature, 
precipitation, and heating and cooling 
degree days 1941-1970 : Florida., 78- 
4171 

Florida — Climate — Periodicals. 

Climatological data, Florida., 78-2750 

Florida — Industries. 


County business patterns., 78-1397 


Florida — Population — Statistics. 
Estimates of the population of Florida 
counties and metropolitan areas: July 
l, 1975 (revised ) and 1976 
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Cost of transporting freight : class | and 


I] motor common carriers of general 


commodities, 1973 : Middle Atlantic 
region, Southern (Intra) region, East- 
South Territory, South-Central Territo- 
ry., 78-21629 
Freight and freightage — Claims. 
Loss and damage claims! 
lect?, 78-7386 


: can you col- 
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Freight and freightage — Claims — 
Periodicals. 
Quarterly 

claims., 


freight loss and damage 
78-3497, 78-3498 
*Freight and freightage — Environmental 
aspects. 
A survey of environmental conditions in- 


cident to the transporation of materials 
/, 78-22008 


*Freight and freightage — Middle Atlantic 

States. 

Cost of transporting freight : class I and 
Il motor common carriers of general 
commodities, 1973 : Middle Atlantic 
region, Southern (Intra) region, East- 
South Territory, South-Central Territo- 
ry., 78-21629 

*Freight and freightage — New Hampshire. 
Freight transportation in New Hampshire 
hearing before the Committee on 
Commerce, Science, and Transporta- 
tion, United States Senate, Ninety-fifth 
Congress, second session 
23, 1978., 78-22425 


January 


Freight and freightage — Security measures 

— Periodicals. 

A report to the President on the National 
78-22029 
*Freight and freightage — Southern States. 

Cost of transporting freight 


cargo security program., 


: class I and 
II motor common carriers of general 
commodities, 1973 : Middle Atlantic 
region, Southern (Intra) region, East- 
South Territory, South-Central Territo- 
ry., 78-21629 

*Freight and freightage — United States. 

Buying transportation what the con- 
sumer and small business owner should 
know about freight rates and passenger 
fares., 78-17886 

ConRail shippers 
hearings before the Subcommittee on 
Minority Enterprise and General Over- 
sight of the Committee on Small Busi- 
ness, House of 


service to small 


Representatives, 
Ninety-fifth Congress, second session, 
April 6, 11, and 12, 1978., 78-24656 

Freight and freightage — United States — 

Claims. 

Cargo claims adjustment act : hearing 
before the Subcommittee on Surface 
Transportation of the Committee on 
Commerce, Science, and Transporta- 
tion, United States Senate, Ninety-fifth 
Congress, first session, on S. 1188 ... 
June 23, 1977., 78-5533 

*Freight and freightage — United States — 

Classification. 

Can they do that? : hot or exempt., 78- 
21618 
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Freight and freightage — United States — 

Statistics — Periodicals. 

Cost of transporting freight by class I and 
class Il motor common carriers of 
general commodities by regions or ter- 
ritories., 78-21628 


Freight commodity statistics., 78-21633 


Freight commodity statistics of class | 
motor carriers of property operating in 


intercity service—common and con- 
tract, in the United States, 78-21633 


Motor carriers of property, 78-21633 


Freight-cars on truck trailers. 

Combined truck/rail transportation ser- 
vice : action needed to enhance effec- 
tiveness : report to the Congress /, 
78-6904 


Freight forwarders — United States — 
Directories. 
List of U.S. 

78-12522, 
78-12525 


air carriers., 
78-12523, 


78-12521, 
78-12524, 


Freight forwarders — United States — 

Statistics — Periodicals. 

Annual ecnomic report of airfreight for- 
warders; reporting more then 
$10,000,000 transportation revenues., 
78-22906 

Freight 
21622 


forwarders, 78-7396, 78- 


Revenues, and statistics of 


78-26241 


expenses 
freight forwarders., 

Transport statistics in the United States., 
78-7396, 78-21622 


Freighters — Safety regulations. 
Rules and regulations for cargo 
miscellaneous vessels., 78-8029 


and 


Freighters — United States. 
Service guide °78 
U.S. flag ships., 


: ship your cargo on 
78-25046 
French language — Conversation and 
phrase books — English. 
French : basic course units 13-24 revised 
/, 78-764 
French language — Grammar. 
French : basic course units 13-24 revised 
/, 78-764 
*French language — Inflection. 
French phonology 
troduction 
18416 


programmed _in- 
: instructor’s manual /, 78- 


French phonology 
troduction /, 78-763 


programmed _in- 


*French language — Phonology. 

French phonology programmed in- 
troduction : instructor’s manual /, 78- 
18416 

French phonology 
troduction /, 78-763 


programmed in- 
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*Frequencies of oscillating systems. 
Frequency spectrum analyzer for Dop- 
pler lidar /, 78-14908 


Frequency response (Dynamics) 
Frequency-response analysis 
mated canals /, 78-26157 


G-seat system step input and sinusoidal 
response characteristics /, 78-26327 


Frequency stability — Measurement. 
Models for the interpretation of frequen- 
cy stability measurements [errata]., 
78-22874 


Frequency standards. 
Frequency standards and clocks 
torial introduction /, 78-125 


of auto- 


: a tu- 


Fresh-water biology. 
Environmental requirements and _pollu- 
tion tolerance of common freshwater 
chironmidae /, 78-1575 


Fresh-water ecology — Bibliography. 
Fresh-water ecology /, 78-9253 
Freshwater zooplankton — Erie, Lake. 
Abundance, composition, and distribu- 
tion of crustacean zooplankton in rela- 
tion to hypolimnetic oxygen depletion 
in west-central Lake Erie /, 78-7348 
*Friction. 
Adhesion and friction of iron and gold in 


contact with elemental semiconductors 
/, 78-11736 


Friction and wear of radiofrequency- 


sputtered borides, silicides, and car- 
bides /, 78-26380 


Friction and wear of selected metals and 
alloys in sliding contact with AISI 
440C stainless steel in liquid methane 
and in liquid natural gas /, 78-26379 

Study of friction and creep between steel 
wheels and rail : /, 78-7847 

*Friction — Measurements. 

Bolted shaft coupling : friction test., 78- 

24005 


*Friction — Simulation methods. 
Analog and digital computer simulation 
of Coulomb friction /, 78-22132 
Friction — Tables, calculations, etc. 
Lubrication and failure mechanisms of 
graphite fluoride films /, 78-26405 
Friction — Testing. 
Bolted shaft coupling friction text /, 78- 
7296 
Friction materials. 
The Development of a classification 
scheme for brake linings /, 78-8068 
*Friedreich’s disease. 
Fact sheet - Friedreich’s 
11195 


ataxia., 78- 


Front Range, Colo. and Wyo. — Climate. 
Climatography of the front range urban 
corridor and vicinity, Colorado /, 78- 
13758 
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*Fronts (Meteorology) 
Detection of gust fronts using surface 
sensors /, 78-10579 


Thunderstorm-outflow kinematics 
dynamics [errata]., 78-22919 


and 


Frost. 
Evaluation of FMVSS 103 idle test vs. 
road load test /, 78-9793 
*Frost heaving. 
Controlling frost heaving of ponderosa 
pine seedlings in Arizona /, 78-14657 


*Frost resistant concrete. 

Investigation of frost resistance of mortar 
and concrete final report /, 78- 
20240 

*Frozen blood. 

Design of a blood-freezing system for 

leukemia research /, 78-18315 


Frozen ground. 
Mechanics of cutting and boring /, 78- 
4453, 78-10763 


Numerical studies to aid interpretation of 
an airborne VLF resistivity survey /, 
78-25261 


Rock, frozen soil and ice breakage by 
high-frequency electromagnetic radia- 
tion : a review /, 78-20270 

*Frozen ground — Alaska. 

Effects of permafrost on stream channel 
behavior in Arctic Alaska /, 78- 
21512 

Fruit. 


How to buy fresh fruits /, 78-1331 


Scandinavian markets for fresh and 
processed fruits and vegetables /, 78- 
19586 


Fruit — Atlantic States — Transportation — 

Statistics — Periodicals. 

Fresh fruit and vegetable unloads in east- 
ern cities by commodities, states and 
months., 78-22755 

Fruit — Bibliography. 

A bibliography of fruits and vegetables 
for the home gardener and home 
processor : Federal and State publica- 
tions, 1965-75 /, 78-9 

Fruit — Diseases and pests. 

Control of insects on deciduous fruits 
and tree nuts in the home orchard - 
without insecticides /, 78-22 

*Fruit — Law and legislation — United 

States. 

Emergency agricultural act of 1978 


conference report to accompany H.R. 
6782., 78-16361 


Emergency agricultural act of 1978 : re- 


port to accompany H.R. 6782., 78- 
14528 


Raisin marketing orders 
company H.R. 6782., 


: report to ac- 
78-8413 
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Fruit — Marketing. 

Administration of marketing orders for 
fresh fruits and vegetables : Agricul- 
tural Marketing Service, Department 
of Agriculture : report to the Subcom- 
mittee for Consumers, Committee on 
Commerce, United States Senate., 
78-1719 

Fruit — Middle West — Transportation — 

Statistics — Periodicals. 

Fresh fruit and vegetable unloads in mid- 
western cities by commodities, states 
and months., 78-19605 


Fruit — Preservation — Bibliography. 

A bibliography of fruits and vegetables 
for the home gardener and home 
processor : Federal and State publica- 
tions, 1965-75 /, 78-9 

Fruit — Prices — United States. 

Fresh fruit and vegetable prices., 78- 

22657 


Fruit — Southern States — Transportation 
— Statistics — Periodicals. 
Fresh fruit and vegetable unloads in 
southern cities by commodities, states 
and months., 78-22756 


*Fruit — Standards — United States. 
United States standards for grades of 
canned fruit cocktail : effective May 
12, 1976., 78-12420 
Fruit — Statistics — Periodicals. 


Foreign agriculture circular., 78-2430 


Fresh deciduous fruits and grapes, 78- 
2430 


Fruit — The West — Transportation — 

Statistics — Periodicals. 

Fresh fruit and vegetable unloads in 
western cities by commodities, states 
and months., 78-19606 

Fruit — Transportation — Statistics. 

Fresh fruit and vegetable shipments by 
states, commodities, counties, stations., 
78-10469 

Fruit — United States. 


Growing fruits and nuts., 78-6095 


Noncitrus fruits and nuts 
use, and 
1969-74., 


: production, 
value estimates by 
78-3958 
*Fruit — United States — Grading. 
United States standards for grades of 
canned fruit cocktail : 
12, 1976., 78-12420 
Fruit — United States — Preservation. 
Canning, 
produce., 


State, 


effective May 


freezing, 
78-6097 


*Fruit — United States — Storage. 
Storing vegetables and fruits in base- 


ments, cellars, outbuildings, and pits /, 
78-10315 


storing garden 





Fruit — United States — Transportation — 

Statistics. 

Fresh fruit and vegetable unload totals 
for 41 cities., 78-10468 

Fruit, Canned. 

European community restrictions on im- 
ports of United States specialty 
agricultural products : hearing before 
the Subcommittee on Trade of the 
Committee on Ways and Means, 
House of Representatives, Ninety-fifth 
Congress, first session, on H. Res. 238 
and H. Res. 320 September 12, 
1977., 78-5666 


How to buy canned and frozen fruits /, 
78-6103 
*Fruit, Canned — Grading. 
United States standards for grades of 
canned fruit cocktail : effective May 
12, 1976., 78-12420 
*Fruit, Canned — Standards — United 
States. 
United States standards for grades of 
canned fruit cocktail : effective May 
12, 1976., 78-12420 


Fruit, Dried — Statistics — Periodicals. 
Dried fruits, 78-2432 


Foreign agriculture circular., 78-2432 


Fruit, Frozen. 


How to buy canned and frozen fruits /, 
78-6103 


*Fruit-culture — United States. 

Establishing and managing young apple 

orchards /, 78-16478 
Fruit juices, Canned. 

European community restrictions on im- 
ports of United States specialty 
agricultural products : hearing before 
the Subcommittee on Trade of the 
Committee on Ways and Means, 
House of Representatives, Ninety-fifth 
Congress, first session, on H. Res. 238 
and H. Res. 320 September 12, 
1977., 78-5666 

Fruit processing — Bibliography. 

A bibliography of fruits and vegetables 
for the home gardener and home 
processor : Federal and State publica- 
tions, 1965-75 /, 78-9 

Fruit processing — Statistics — Periodicals. 

Foreign agriculture circular., 78-2424 

78-2424 
Fruit trade — Atlantic States — Statistics — 

Periodicals. 

Fresh fruit and vegetable unloads in east- 
ern cities by commodities, states and 
months., 78-22755 

Fruit trade — Middle West — Statistics — 

Periodicals. 

Fresh fruit and vegetable unloads in mid- 
western cities by commodities, states 
and months., 78-19605 


Processed fruits, 
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Fruit trade — Southern States — Statistics 

— Periodicals. 

Fresh fruit and vegetable unloads in 
southern cities by commodities, states 
and months., 78-22756 

Fruit trade — Statistics — Periodicals. 

Foreign agriculture circular., 78-2430 


Fresh deciduous fruits and grapes, 78- 

2430 
Fruit trade — The West — Statistics — 

Periodicals. 

Fresh fruit and vegetable unloads in 
western cities by commodities, states 
and months., 78-19606 

Fruit trade — United States — Statistics. 


Fresh fruit and vegetable prices., 78- 
22657 


Fresh fruit and vegetable shipments by 
states, commodities, counties, stations., 
78-10469 

Fresh fruit and vegetable unload totals 
for 41 cities., 78-10468 

Noncitrus fruits & nuts., 
8576 


Fruit trade — United States — Statistics — 
Periodicals. 
Fruit situation., 


78-8575, 78- 


78-2516 


Noncitrus fruits & nuts; production, use, 
and value., 78-22763 
Noncitrus fruits & nuts; production, use, 
value., 78-10502 
Fruit trees — United States. 
Bridge grafting and inarching damaged 
fruit trees /, 78-10301 
Fuel. 
Advanced fossil fuels and the environ- 


ment : an executive report., 78-6589 


Experimental evaluation of fuel prepara- 
tion systems for an automotive gas tur- 


bine catalytic combustor :, 78-25451 


SAM/IA : a rapid screening method for 
environmental assessment 
energy process effluents /, 


(SCR) process 
development of a process for produc- 
ing an ashless, low-sulfur fuel from 
coal /, 78-25455 

*Fuel — Analysis — Handbooks, manuals, 

etc. 
Technical 
fuels /, 


of fossil 
78-23492 


Solvent refined coal 


manual 
78-23489 


for the analysis of 


Fuel — Costs — Statistics — Periodicals. 
Federal Power 
release., 78-3160 


Commission news 


Monthly fuel cost and quality informa- 


tion, FPC issues report on fuel cost, 
78-3160 
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Fuel — Law and legislation — Cases — 

United States. 

Decision list - Federal Energy Adminis- 
tration, Office of Exceptions and Ap- 
peals., 78-3144 

Fuel — Periodicals. 

Annual summary of cost and quality of 

electric utility plant fuels.. 78-23599 


Fuel — Prices — United States — 
Periodicals. 
Retail prices and indexes of fuels and 
utilities., 78-3530 


Fuel — Research. 

Thermophysical and electrophysical pro- 
perties of combustion products with 
seed /, 78-307 

*Fuel — Taxation — United States. 

Waterways fuel tax : hearing before the 
Committee on Finance, United States 
Senate, Ninety-fifth Congress, first ses- 
sion, on title Il of H.R. 8309 ... Oc- 
tober 21, 1977., 78-9951 


*Fuel — United States. 

Economic feasibility of gasohol : hearing 
before the Subcommittee on Agricul- 
tural Research and General Legislation 
of the Committee on Agriculture, 
Nutrition, and Forestry, United States 
Senate, Ninety-fifth Congress, first ses- 
sion, December 12, 1977, Indianapolis, 
Ind., 78-19008 


Peat as a source of energy : hearing be- 
fore a subcommittee of the Committee 
on Government Operations, House of 
Representatives, Ninety-fifth Congress, 
first session, September 29, 1977., 
78-9960 


*Fuel — United States — Congresses. 

State planning for winter energy emer- 
gencies : workshop materials : held 
during the week of November 28, 
1977, at Boston, Massachusetts, 
Philadelphia, Pennsylvania, Des 
Moines, lowa, Atlanta, Georgia, Seat- 
tle, Washington /, 78-20456 

*Fuel — United States — Costs. 

Analysis of effects of several specified al- 
ternative automobile emission control 
schedules upon fuel economy and 
costs., 78-19631 


Fuel — United States — Prices — 
Periodicals. 
Retail prices and indexes of fuels and 
utilities., 78-3526 
Fuel — United States — Transportation. 


National energy transportation 
78-22448 


*Fuel burnup (Nucler engineering) 
Anticipated transients without scram for 
light water reactors : staff report., 78- 
18922 


: report /, 
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*Fuel cells. 
Carbon oxidation catalyst mechanism 
study for fuel cells /, 78-10929 


Evaluation of potassium titanate as a 
component of alkaline fuel cell 
matrices /, 78-15755 

Experimental evaluation of a breadboard 
heat and _ product-water removal 
system for a space-power fuel cell 
designed with static water removal and 
evaporative cooling /, 78-9334 

Fuel cells : a new kind of power plant., 
78-1088 1 


Materials of construction and electrode 
materials for a fuel cell using a per- 
fluoroalkane sulfonic acid electrolyte /, 
78-17205 

Fuel cells — Bibliography. 

Fuel cells : a bibliography., 78-6882 

Fuel research. 

Characterization and research investiga- 
tion of methanol and methyl fuels /, 
78-8736, 78-15290 


Passenger car fuel economy in short trip 
operation : alternative fuels utilization 
program /, 78-23360 

Fuel research — Periodicals. 

Bureau of Mines research; a summary of 
significant results in mining, metallurgy 
and energy., 78-24033 


*Fuel research — United States. 
Evaluation of emission control technolo- 
gy approaches., 78-12827 


Fossil energy program report : July 1975 
- October 1976., 78-6691 


Heavy duty fuel economy program 
phrase II, evaluation of emission con- 


trol technology approaches /, 78- 
12827 


Hydrocarbons for fuel—75 years of 

materials research at NBS /, 78-4135 
*Fume control. 

Analysis of effects of several specified al- 
ternative automobile emission control 
schedules upon fuel economy and 
costs., 78-19631 


accident contamination con- 
78-23088 


Engineering control of welding fumes /, 
78-13564 


Field evaluation of Red Jacket vapor 
control system /, 78-23429 


In-use heavy duty gasoline truck emis- 
sions /, 78-23428 


Chemical 
trol., 


Fumigation. 
Scedling-size fumigation chambers /, 
78-3988 
*Functions. 
The relative frequency of cumulonimbus 
clouds at the Nevada test site as a 
functon of K-value /, 78-19856 
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*Functions, Gamma — Computer programs. 
Computation of the incomplete gamma 
function ration /, 78-20341 


*Functions, Orthogonal. 

A generalized orthogonal coordinate 
system for describing families of ax- 
isymmetric and two-dimensional bodies 
/, 78-13933 


Fund for the Improvement of Postsecondary 
Education. 
Program information and application 
procedures; the comprehensive pro- 
gram., 78-17412 


Resources for change, a guide to pro- 
jects., 78-13437 


*Fund raising — Law and legislation — 

United States. 

Charity disclosure legislation : hearings 
before the Subcommittee on Postal 
Personnel and Modernization of the 
Committee on Post Office and Civil 
Service, House of Representatives, 
Ninety-fifth Congress, first session, on 
H.R. 41 ... March 24, 29, and 30, 
1977., 78-12159 


*Funeral rites and ceremonies. 
Proposed trade regulation rule concern- 
ing funeral industry practices., 78- 
11099 


Report of the presiding officer on 
proposed trade regulation rule con- 
cerning funeral industry practices : [16 
C.F.R. part 453], United States of 
America before Federal Trade Com- 
mission /, 78-11099 

*Funeral service. 
Proposed trade regulation rule concern- 


ing funeral industry practices., 78- 
11099 


Report of the presiding officer on 
proposed trade regulation rule con- 
cerning funeral industry practices : [16 
C.F.R. part 453], United States of 
America before Federal Trade Com- 
mission /, 78-11099 


*Fungi — North Carolina — Identification. 
A new. species of  Laeticorticium 
(aphyllophorales, corticiaceae) from 
the southern Appalachians /, 78- 
14598 


*Fungi — Tennessee — Identification. 
A new species’ of 
(aphyllophorales, 
the southern 
14598 


*Fungi — United States. 

Effect of light quality on development of 
fruiting bodies of Panus fragilis /, 78- 
14629 

*Fungi — United States — Classification. 

Taxonomy of Phanerochaete chrysor- 


hizon and Hydnum omnivorum /, 78- 
16549 


Laeticorticium 
corticiaceae) from 
Appalachians /, 78- 
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*Fungi — Virginia — Physiology. 

Morphological and mating system studies 
of new taxon of Hericium 
(Aphyllophorales, Hericaceae) from 
the southern Appalachians /, 78- 
16547 

*Fungi, Phytopathogenic — New Mexico. 

The effects of endomycorrhizae on 
growth of rabbitbrush, fourwing salt- 
bush, and corn in coal mine spoil 
material /, 78-14708 

*Fungi, Phytopathogenic — Tennessee. 

Effects of Pisolithus tinctorius ecto- 
mycorrhizae on growth of loblolly and 
Virginia pines in the Tennessee 
Copper Basin /, 78-19542 

*Fungi, Phytopathogenic — Virginia — Host 
plants. 

Growth and ectomycorrhizal develop- 
ment of loblolly pine seedlings in 
nursery soil infested with Pisolitus tinc- 
torius and Thelephora terrestris in Vir- 
ginia/, 78-16619 

Fungicides. 

EPA compendium of registered pesti- 

cides., 78-3125 


Fungicides and nematicides, 78-3125 


Fungicides — Toxicology. 

Bioassay of anilazine for possible car- 
cinogenicity., 78-23790 

Bioassay of captan for possible car- 
cinogenicity., 78-1932 

Bioassay of chlorothalonil for possible 
carcinogenicity., 78-23764 

Bioassay of formulated fenaminosulf for 
possible carcinogenicity., 78-23789 


Bioassay of triphenyltin hydroxide for 

possible carcinogenicity., 78-23807 
Fungiidae. 

Lichomolgid copepods (Cyclopoida) as- 
sociated with fungiid corals 
(Scleractinia) in the Moluccas /, 78- 
9532 

Furnaces. 

Efficient operation of slot forging fur- 

naces /, 78-23384 


Environmental assessment of steelmaking 
furnace dust disposal methods /, 78- 
10934 


An evaluation of the economics and effi- 
ciencies of heat pump and gas furnace 
space conditioning systems using coal 
as a primary source of fuel /, 78- 
20602 

How to improve the efficiency of your 
oil-fired furnace., 78-1434 


Furnaces — Energy conservation. 


Energy management for furnaces, kilns, 
and ovens /, 78-19761 





*Furnaces — Equipment and supplies — 
Catalogs. 
Industrial furnaces, ovens and heat treat- 
ing equipment., 78-20109 
*Furnaces — Maintenance and repair. 
Furnaces., 78-11999 


How to improve the efficiency of your 
oil-fired furnace., 78-10879 


*Furnaces — Safety measures. 
Furnaces., 78-11999 


Furniture. 

SEMTAP : Serpentine End Match Tape 
Program : the easy way to program 
your numerically controlled router for 
the production of SEM joints /, 78- 
1346 


Upholstered furniture., 78-11983 


*Furniture — Materials — Standards — 

United States. 

Back-up report for the proposed stan- 
dard for the flammability (cigarette ig- 
nition resistance) of upholstered furni- 
ture, PFF 6-76 /, 78-22891 

*Furniture — Standards. 
Impact of Consumer Product Safety 


Commission’s proposed flammability 
standard., 78-19976 


Upholstered furniture : impact of Con- 
sumer Product Safety Commission’s 
proposed flammability standard., 78- 
19976 


*Furniture — Washington, D.C. — Catalogs. 


Diplomatic reception rooms., 


Guidebook to _ diplomatic 
78-21878 


78-21878 


reception 
rooms., 
*Fused salts. 
Eutectic data : safety, hazards, corrosion, 
melting points, compositioning, and 
bibliography /, 78-20973 
properties data compilations 
relevant to energy storage., 78-19779 


Physical 


Fusion. 

An assessment of the role of magnetic 
mirror devices in fusion 
development /, 78-6689 

78-20479 


power 


Magnetic fusion., 
Fusion reactors. 

Advanced-fueled fusion reactors suitable 
for direct energy conversion /, 78- 
25542 

Alloys for the fusion reactor environment 
: a technical assessment., 78-6542 

Atomic data needs for magnetic fusion 
energy : report of an ad hoc panel 
meeting, February 15, 1977, Knoxville, 
Tennessee., 78-17216 

A comparison of the radiation hazard of 


fission and fusion reactors ... article /, 
78-6682 
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Conceptual studies of toroidal field mag- 
nets for the Tokamak (Fusion) Experi- 
mental Power Reactor : final report /, 
78-20954 


Design study of toroidal magnets for 
tokamak experimental power reactors 
/, 78-20953 


An evaluation of alternate magnetic fu- 
sion concepts, 1977., 78-25402 


Fusion energy applied to synthetic fuel 
production : a report to the DOE Divi- 
sion of Magnetic Fusion Energy based 
on a preliminary study by an AD-Hoc 
Advisory Group /, 78-10874 

The fusion reactor materials program 
plan : section 1, alloy development for 
irradiation performance., 78-25398 


The fusion materials program 
plan : section Il, damage analysis and 
fundamental studies., 78-25399 


The fusion reactor materials program 
plan : section III, plasma material in- 
teraction., 78-25400 


reactor 


The fusion reactor materials 
plan section IV, special 
materials., 78-25397 


program 
purpose 


Fusion reactors-high temperature elec- 
trolysis (HTE) ... /, 78-20609 


Linear magnetic fusion summary of 
Seattle workshop, Seattle, Washington, 
March 9-11, 1977., 78-16962 


Magnetic fusion., 78-20479 


Magnetic fusion energy materials 
technology program annual progress 
report for period ending June 30, 1976 
/, 78-17270 


Perspectives on the development of fu- 
sion power by magnetic confinement, 
1977 report of the Fusion Power 
Reactor Senior Review Committee., 
78-16971 


Report to the DOE Division Magnetic 
Fusion Energy based on a preliminary 
study by an Ad-Hoc Advisory Group : 
fusion energy applied to synthetic fuel 
production., 78-10874 

Special purpose materials for the fusion 
reactor environment : 
sessment /, 78-16976 

Summary of Seattle Workshop, Seattle, 
Washington, March 9-11, 1977 : linear 
magnetic fusion., 78-16962 


a technical as- 


Superconducting magnet 
for tokamaks and mirrors 
assessment /, 78-6543 


development 
: a technical 


System modei for analysis of the mirror 


fusion-fission reactor /, 78-25543 


Toroidal magnets for tokamak experi- 
mental power reactors., 78-20953 


Tritium instrumentation for a_ fusion 
reactor power plant /, 78-17267 
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*Fusion reactors — Congresses. 

Proceedings of the Fusion Fueling 
Workshop held at Princeton Universi- 
ty, New Jersey, November 1-2, 1977 /, 
78-15217 

Fusion reactors — Environmental aspects — 

United States. 

Environmental development 
(EDP)., 78-17016 


Magnetic fusion program, 


plan 


78-17016 
Safety and environmental aspects of deu- 
terium-tritium fusion power plants 
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Method of discrete modeling and its ap- 
plication to estimation of TF30 engine 
variables /, 78-11762 

*Gas-turbines — Testing. 

Dept. of Energy/Dept. of Transportation 
gas turbine transit bus demonstration 
program : program plan /, 78-20483 

Development of high-temperature 
subsystem technology to a technology 
readiness state : phase I, topical report, 
baseline combined-cycle system for 
Operation with coal-derived gaseous 
fuel /, 78-20547 

Development of high-temperature 
subsystem technology to a technology 
readiness state : phase I, topical report, 
phase 2 technology development plan 
/, 78-20543 


plan 


Development of high-temperature 
subsystem technology to a technology 
readiness state : phase 1, topical re- 
port, phase 3. preliminary turbine 
subsystem technology readiness verifi- 
cation program plan /, 78-20545 
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*Gas well drilling. 

A study to determine the feasibility of 
obtaining true samples of oil and gas 
reservoirs : final report., 78-23276 

*Gas well drilling — Environmental aspects 

— Wyoming — Worland. 

Grass Creek : oil and gas leasing environ- 
mental assessment record., 78-21602 

*Gas well drilling — Taxation — United 

States. 

Energy program 11 geothermal tax 
provisions and minimum tax treatment 
of intangible drilling costs for oil and 
gas /, 78-24664 

Geothermal tax provisions and minimum 
tax treatment of intangible drilling 
costs for oil and gas., 78-24664 

Gas wells. 

Department of the Interior study of shut- 
in oil and gas well completions and 
leases — GAO observations : report of 
the Comptroller General of the United 
States., 78-6976 

LLL gas stimulation program /, 78- 
25541 


Gas wells — Safety measures. 
Fluid flow simulation of a ruptured gas 
well /, 78-6838 


*Gas wells — Testing. 
Chemical explosives 


demonstrations 
13012 


Gascondade River, Mo. 

Wild and scenic river recommendation : 
Gascondade River, Missouri., 78- 
8382 

*Gases. 

Absolute Rayleigh scattering cross sec- 
tions of gases and freons of strato- 
spheric interest in the visible and ul- 
traviolet regions /, 78-11751 


fracturing field 
: final report /, 78- 


Technical report on operating experience 
with boiling water reactor offgas 
systems /, 78-18916 

Gases — Absorption and adsorption. 

The influence of ground cover on the dry 
deposition rate of gaseous materials /, 
78-6878 

*Gases — Purification. 

Environmental assessment data base for 
low/medium-BtU gasification technolo- 
gy .../, 78-12978 

Particulate control for 
fluidized-bed combustion /, 


pressurized, 
78-23324 
Preliminary evaluation of the SO3-coal 
gasification process., 78-321 
*Gases, Asphyxiating and poisonous. 
Chemical accident contamination con- 
trol., 78-23088 
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*Gases, Asphyxiating and poisonous — 

Toxicology. 

Inhalation toxicology : I. Design of a 
small-animal test system : II. Deter- 
mination of the relative toxic hazards 
of 75 aircraft cabin materials /, 78- 
18691 


Radiation exposure and risk estimates for 
inhaled airborne radioactive pollutants 
including hot particles annual 
progress report July 1, 1976-June 30, 
1977 /, 78-18933 

Gases, Compressed — Safety measures. 

Workbook for predicting pressure wave 
and fragment effects of exploding 
propellant tanks and gas storage ves- 
sels /, 78-7520 

*Gasoline. 

Control characteristics of carbon beds 
for gasoline vapor emissions /, 78- 
10935 

Economic impact of stage II 
recovery regulations 
memoranda /, 78-12848 


In-use heavy duty gasoline truck emis- 
sions /, 78-23428 


Proposed gasoline and diesel fuel ration- 
ing contingency plan : contingency ra- 
tioning regulations /, 78-15317 

Proposed gasoline and diesel fuel ration- 
ing contingency plan : environmental 
impact assessment., 78-17291 


Proposed standby gasoline rationing plan 
: draft environmental assessment., 78- 
25411 


vapor 
working 


Gasoline — Analysis. 
Motor gasolines, winter 1976-77 /, 78- 
13008 


Gasoline — Anti-knock and anti-knock 
mixtures. 
Bioassay of trimethylphosphate for possi- 
ble carcinogenicity., 78-23775 


Gasoline — Labeling — United States. 

Petroleum marketing practices : hearings 
before the Subcommittee on Energy 
and Power of the Committee on In- 
terstate and Foreign Commerce, House 
of Representatives, Ninety-fifth Con- 
gress, first session ... February 22 and 
23, 1977., 78-19151 


Petroleum marketing practices act : hear- 
ing before the Subcommittee on Ener- 
gy Conservation and Regulation of the 
Committee on Energy and Natural 
Resources, United States Senate, 
Ninety-fifth Congress, first session, on 
S. 19 ... S. 743 ... H.R. 130 ... May 25, 
1977., . 783535 


Petroleum marketing practices act : re- 
port together with minority and addi- 
tional views to accompany H.R. 130., 
78-14540, 78-14541 





Gasoline — Law and legislation — United 

States. 

Petroleum marketing practices : hearings 
before the Subcommittee on Energy 
and Power of the Committee on In- 
terstate and Foreign Commerce, House 
of Representatives, Ninety-fifth Con- 
gress, first session ... February 22 and 
23, 1977., 78-19151 


Petroleum marketing practices act : [an 
act to provide for the protection of 
franchised distributors and retailers of 
motor fuel and to encourage conserva- 
tion of automotive gasoline ...]., 78- 
24790 


Petroleum marketing practices act : hear- 
ing before the Subcommittee on Ener- 
gy Conservation and Regulation of the 
Committee on Energy and Natural 
Resources, United States Senate, 
Ninety-fifth Congress, first session, on 
S. 19 ... S. 743 ... H.R. 130 ... May 25, 
1977., 78-5555 


Petroleum marketing practices act : re- 
port together with minority and addi- 
tional views to accompany H.R. 130., 
78-14540, 78-14541 

*Gasoline — Marketing. 
Hydrocarbon’ control strategies for 


gasoline marketing operations /, 78- 
25581 


Gasoline — Periodicals. 
Petroleum market shares; report on sales 
of retail gasoline., 78-3145 
Gasoline — Pipe lines. 
Evaluation of top loading vapor balance 


systems for small bulk plants : final re- 
port /, 78-1558 


*Gasoline — Prices — Environmental 
aspects — United States. 

Environmental assessment of the exemp- 
tion of motor gasoline from the man- 
datory allocation and price regula- 
tions., 78-25412 

Gasoline — Prices — United States. 

Price differential between leaded and un- 
leaded gasoline : hearing before the 
Committee on Energy and Natural 
Resources, United States Senate, 
Ninety-fifth Congress, second session 
... March 23, 1978., 78-26776 

Gasoline — Storage. 

Evaluation of top loading vapor balance 
systems for small bulk plants : 
port /, 78-1558 

Gasoline — Taxation — United States. 

Federal fuel tax credit or refund for non- 

highway and transit users., 78-7644 


final re- 


Gasoline — United States. 

Petroleum market shares : historical re- 
port on refiners and importers of 
motor gasoline, 1972 through 1974 /, 
78-15314 
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Gasoline, Synthetic. 

Development studies on conversion of 
methanol and related oxygenates to 
gasoline ... : report /, 78-8795, 78- 
8796 

Development studies on selected conver- 
sion of synthesis gas from coal to high 
octane gasoline /, 78-20540 


Gasoline from coal extract ... /, 78- 


11041 


Generation of primarily petrochemical 
raw and basic products by the Fischer- 
Tropsch syntheses : interim report | /, 
78-23559 

*Gasoline supply. 

Motor gasoline 

1967-1978 /, 


supply and demand, 


78-25567 
*Gasoline supply — United States. 
Draft economic and regulatory analysis : 
proposed standby gasoline rationing 
plan., 78-25569 
Proposed 
plan., 


standby gasoline 
78-25569 


rationing 


A proposed standby plan for gasoline ra- 
tioning., 78-23263 
*Gasteropoda — Bering Sea — 
Identification. 
A guide to some common eastern Bering 
Sea snails : Northwest Fisheries Center 
processed report /, 78-19922 


A guide to the identification of some 
common eastern Bering Sea snails., 
78-19922 

Gasteropoda, Fossil. 

Characteristic marine molluscan fossils 
from the Dakota sandstone and inter- 
tongued Mancos shale, West-central 
New Mexico /, 78-4958 

Gastroenterology — Abstracts — Periodicals. 

Gastroenterology abstracts and citations., 
78-3318 

Gastrointestinal 
3300 


carcinogenesis., 78- 


Gastroenterology — Bibliography — 
Periodicals. 
Gastroenterology abstracts and citations., 
78-3318 


*Gastrointestinal agents. 

Guidelines for the clinical evaluation of 
G.I. motility-modifying drugs., 78- 
21269 

Gastropoda, Fossil. 

Genozoic fossil mullusks from western 
Pacific islands : gastropods (Eratoidae 
through Harpidae) /, 78-628 

*GATE. 

Comparison of mast and boom wind 
speed and direction measurements on 
U.S. GATE B-scale ships /, 78-19835 
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GATE — Data processing. 

The United States B-scale surface radia- 
tion subprogram of GATE : instrumen- 
tation and data validation /, 78-4154 

*Gaussian processes. 

Characterization of nongaussian at- 
mospheric turbulence for prediction of 
aircraft response statistics /, 78- 
18206 


Gay liberation movement — United States. 
Sexual preference., 78-2228 
Gaza, Rolando R 
Rolando R. Gaza and Teresita C. Gaza : 
report to accompany H.R. 2655., 78- 
24764 
Gaza, Teresita C 
Rolando R. Gaza and Teresita C. Gaza : 
report to accompany H.R. 2655., 78- 
24764 


Gazettes — Bibliography — Theory, 
methods, etc. — Periodicals. 
Newspaper and gazette 

3586, 78-26308 


Gazettes in microform — Periodicals. 
Newspaper and gazette report., 78- 
3586, 78-26308 


Gear-cutting machines — Catalogs. 
Boring Machines, broaching machines, 
gear cutting and finishing machines., 
78-25159 


report., 78- 


*Gel permeation chromatography. 
Developing empirical correlations from 
basic GPC data and deriving of funda- 
mental GPC parameters for a given 
system /, 78-17199 
Gelb, Lenke. 
Morris and Lenke Gelb 
company H.R. 3084., 
Gelb, Morris. 
Morris and Lenke Gelb 
company H.R. 3084., 
Gems — Statistics. 
Gem stones., 78-4977 


Preprint from the 1975 Bureau of Mines 
Minerals Yearbook, 78-4977 


: report to ac- 
78-5812 


: report 
78-5812 


Geneology. 
Genealogical sources outside the 
tional Archives., 78-1909 


*General aptitude test battery — 
Handbooks, manuals, etc. 
Manual for GATB-NATB 

device., 78-21744 


General Contractor’s Association of 

Sacramento. 

Inquiry into allegations made by the 
General Contractor’s Association of 
Sacramento, Inc. Department of 
Defense., 78-1806 


Na- 


screening 


General Electric Company. 
Standard technical specifications for 
General Electric boiling water reac- 
tors., 78-18876 
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General well-being schedule. 

A concurrent validational study of the 
NCHS general well-being schedule /, 
78-1954 

*Genetic counseling — Bibliography. 

Genetic counseling /, 78-15424 

*Genetic engineering. 

Report of the Public Meeting on Genetic 
Engineering for Nitrogen Fixation, 
held at the National Academy of 
Sciences, Washington, D.C., October 
5-6, 1977 ; edited by Alexander Hol- 
laender., 78-15795 


*Genetic engineering — Bibliography. 
Recombinant DNA December 1977 
through June 1978, 146 citations /, 
78-17561 
Genetic recombination — Periodicals. 
Recombinant DNA research., 78-17516 


Genetic recombination — Research. 
Laboratory safety monograph : a supple- 
ment to the NIH guidelines for recom- 
binant DNA research /, 78-25887 


*Genetic recombination — Research — Law 
and legislation — United States. 
Recombinant DNA act : report /, 78- 

19294 


Genetic recombination — Research — 

United States. 

Final environmental impact statement on 
NIH guidelines for research involving 
recombinant DNA molecules /, 78- 
1929 


Guidelines for research involving recom- 
binant DNA molecules, final environ- 
mental impact statement., 78-1929 


Genetic research — Environmental aspects 

— United States. 

Final environmental impact statement on 
NIH guidelines for research involving 
recombinant DNA molecules /, 78- 
1929 


Guidelines for research involving recom- 
binant DNA molecules, final environ- 
mental impact statement., 78-1929 

*Genetic research — United States. 

Genetics are sex., 78-16538 


*Genetic Technics — periodicals. 
Recombinant DNA research., 78-17516 
*Genetics. 
Genetic variation in 
characters in 
22692 


seed and fruit 
sugar maple /, 78- 


Genetics of black walnut /, 78-16601 
Monoterpenes of ponderosa pine zylem 
resin in western United States /, 78- 
10304 
*Geochemistry. 
Geology and geochemistry of the west 
ore body and associated 
Copper Canyon — porphyry 


skarns, 
copper 
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deposit, Lander County, Nevada /, 
78-13753 
*Geochemistry — Texas. 

Geochemical and isotopic analyses of 
waters associated with the Edwards 
limestone aquifer, central Texas /, 
78-21486 

*Geodesy. 

Recent elevation change 

California /, 78-10583 
*Geodesy — Canada. 

Mapping, charting and geodesy : agree- 
ment between the United States of 
America and Canada, signed at Ottawa 
August 24, 1976., 78-15864 

Geodesy — Greenland. 
Geodetic positions of borehole sites of 


the Greenland Ice Sheet Program /, 
78-25257 


*Geodesy — United States. 

Mapping, charting and geodesy : agree- 
ment between the United States of 
America and Canada, signed at Ottawa 
August 24, 1976., 78-15864 

Geodetic research — United States. 

National Geodetic Satellite Program : a 

report /, 78-5148 
Geodetic satellites. 

National Geodetic Satellite Program : a 

report /, 78-5148 
Geographical location codes. 

Countries, dependencies, and areas of 
special sovereignty., 78-126 

GBF/DIME system, CUE, correction-up- 
date-extension., 78-4131 

78-18514 


identifiers., 78- 


in Southern 


Geocoding program., 


NOAA/NWS 
19871 


Quality control procedures for the UP- 
DATE PHASE., 78-4131 


Technical documentation for FIXDIME 
3., 78-22855 


The U.S. Department of Transportation 
geocoding program purpose, 
products, and prospects., 78-18514 

*Geographical location codes — Data 
processing. 

Description and technical documentation 
of the PICADAD file., 78-19652 


GBF/DIME system, CUE, correction-up- 
date-extension., 78-115, 78-116, 
78-19727 

GBF/DIME system, UPS, correction-up- 
date-extension., 78-117 

PICADAD file., 78-19652 

Procedural manual for the Update phase, 


updating the GBF/DIME system., 78- 
115 


location 


Review and correction of the single-sided 
segment and segment name consisten- 
cy listings., 78-19727 
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Review and correction procedures for 
NODEDIT., 78-116 


Technical documentation for 
GBF/POLYGON a computer pro- 
gram to collapse address ranges for 
each street feature having the same 
polygon codes., 78-117 


*Geographical location codes — Data 
processing — Documentation. 
GBF/DIME system, CUE, correction-up- 
date-extension., 78-19728 


Technical documentation for CREATE., 
78-19728 


*Geographical location codes — Data 
processing — Technique. 
CUE, correction - update - extension., 
78-14854 


The GBF/DIME system : description and 
uses : GBF/DIME system, CUE, cor- 
rection, update, extension., 78-14854 


GBF/DIME system, CUE, correction-up- 
date-extension., 78-19728 


Technical documentation for CREATE., 
78-19728 


*Geography — Bibliography. 
Area handbooks., 78-13397 
Geography — Collected works 


Background notes., 78-3672, 78- 
21921 


*Geography — Data processing. 
Comparison of selected operational capa- 
bilities of fifty-four geographic infor- 
mation systems /, 78-24047 
A general design schema for an opera- 
tional geographic information system /, 
78-2405 1 


GIRAS : a geographic information 
retrieval and analysis system for han- 
dling land use and land cover data /, 
78-7280 

Map indexing system users manual /, 
78-26216 


User needs assessment for an operational 
geographic information system /, 78- 
24053 

Geography — Dictionaries. 

Decision list - United States Board on 
Geographic Names, 78-3482 

Decisions on geographic names in the 
United States., 78-3482 

Gazetteer of conventional names : names 
approved by the U.S. Board on Geo- 
graphic Names., 78-15612 

*Geography — Montana — Data processing. 

Natural resource geographic data bases 
for Montana and Wyoming /, 78- 
24049 


Geography — Periodicals. 
National basic intelligence factbook., 
78-13993 





*Geography — Statistical methods. 
Factfinder for the Nation : geographic 
tools., 78-14862 


*Geography — Tables, etc. 
Factfinder for the Nation 
tools., 78-14862 


Status of the world’s 
21899, 78-26444 
*Geography — Wyoming — Data processing. 
Natural resource geographic data bases 


for Montana and Wyoming /, 78- 
24049 


*Geography, Political — Maps. 
[Directory of judicial, Congressional and 
county boundaries]., 78-15675 


Geography, Political — Periodicals. 
Geographic note., 78-3671 


: geographic 


nations., 78- 


Geological mapping. 

Application of multispectral radar and 
LANDSAT imagery to _ geologic 
mapping in Death Valley /, 78-24210 

*Geological research. 

Joint document concerning geological 

studies from 1971-1975 /, 78-18130 
Geological research — Alaska. 
Alaska program 1975., 78-23983 


United States Geological Survey, Alaska 
program, 1975 /, 78-23983 


Geological research — Alaska — Periodicals. 
Alaska: accomplishments, 78-26138 


The United States Geological Survey in 


Alaska: accomplishments., 78-26138 


Geological research — Periodicals. 
Journal of research of the U.S. Geologi- 
cal Survey., 78-3412 


*Geological research — United States. 
Reports of planetary geology program, 
1976-1977 /, 78-9363 
Geological research — United States — 
Periodicals. 
United States Geological Survey year- 
book., 78-26124 
USGS, 78-26124 


Geological Survey (U.S.). Photographic 
library. 
U.S. Geological Survey, 
Library., 78-7259 


Photographic 


Geological Survey (U.S.). Water Resources 
Division. Caribbean District. 
Activities of the Water Resources Divi- 
sion of the U.S. Geological Survey in 
the Caribbean area., 78-15527 
*Geology. 
Topological properties of some _ trellis 
pattern channel networks /, 78-20272 
Geology — Alaska — Brooks Range. 
Carboniferous microfacies, 
and corals, 
Alaska /, 


microfossils, 
Lisburne Group, Arctic 
78-13754 
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Geology — Alaska — Periodicals. 
Alaska: organization and status of pro- 
grams, 78-26137 
The United States Geological Survey in 
Alaska: organization and status of pro- 
grams., 78-26137 
*Geology — Alaska — Surveys. 
Alaska, organization and status of pro- 
grams., 78-13746 
The United States Geological Survey in 
Alaska organization and status of 
programs in 1978 /, 78-13746 
Geology — California — Butte County. 
Paleozoic-Mesozoic boundary in the 
Berry Creek quadrangle, northwestern 
Sierra Nevada, California /, 78-7277 
Geology — California — Leona Valley. 
Postcrystalline deformation of the Pelona 
Schist bordering Leona Valley, 
southern California /, 78-17788 
Geology — California — Pinal County — 
Yreka quadrangle. 
Geology of the 
Siskiyou County, 
7262 


Yreka quadrangle, 
California /, 78- 


Geology — Colorado — Eagle County. 
Geology of the Minturn’ 15-minute 
quadrangle, Eagle and Summit Coun- 
ties, Colorado /, 78-629 
Geology — Colorado — Needle Mountains. 
Geology and mineral deposits of the 
Needle Mountains district, 
southwestern Colorado /, 78-11443 


Geology — Colorado — Summit County. 
Geology of the Minturn’ 15-minute 
quadrangle, Eagle and Summit Coun- 
ties, Colorado /, 78-629 
*Geology — Idaho. 
Medicine lodge thrust system, East-Cen- 
tral Idaho and southwest Montana /, 
78-15539 


The Permian and Triassic Seven Devils 
Group, western Idaho and northeastern 
Oregon /, 78-11445 

*Geology — International cooperation. 

Joint document concerning geological 

studies from 1971-1975 /, 78-18130 
Geology — Kentucky. 

Understanding natural systems : a per- 
spective for land-use planning in Ap- 
palachian Kentucky /, 78-17777 

Geology — Liberia — Buchanan region. 

Geology of the Buchanan quadrangle, 

Liberia /, 78-17781 
*Geolegy — Liberia — Juazohn. 

Geology of the Juazohn quadrangle, 

Liberia /, 78-1374] 
Geology — Maryland. 

Triassic stratigraphy in the northern part 
of the Culpeper Basin, Virginia and 
Maryland /, 78-623 


Do not order from index; see indicated entry 





Geology — Michigan — Isle Royale National 
Park — Guide-books. 
The geologic story of Isle Royale Na- 
tional Park /, 78-21495 
*Geology — Montana. 
Medicine lodge thrust system, East-Cen- 
tral Idaho and southwest Montana /, 
78-15539 


Stillwater Complex, Montana : rock suc- 
cession, metamorphism and structure 
of the complex and adjacent rocks /, 
78-631 


*Geology — Nevada — Lander County. 
Geology and geochemistry of the west 
ore body and _ associated  skarns, 
Copper Canyon porphyry copper 
deposit, Lander County, Nevada /, 
78-13753 


Geology — New Jersey — Camden County. 
Geology and ground-water resources of 
Camden County, New Jersey /, 78- 
23992 


Geology — New Mexico — Albuquerque 
region — Bibliography. 

Bibliography of the geology and hydrolo- 
gy of the Albuquerque greater urban 
area, Bernalillo and parts of Sandoval, 
Santa Fe, Socorro, Torrance, and 
Valencia Counties, New Mexico /, 
78-26136 

Geology — Oregon. 

The Permian and Triassic Seven Devils 
Group, western Idaho and northeastern 
Oregon /, 78-11445 


Geology — Puerto Rico. 

Hydrogeology of the karst of Puerto Rico 
/, 78-7275 

The Rio Abajo, Pitahaya, and Daguao 
Formations in eastern Puerto Rico /, 
78-626 

Geology — Remote sensing. 

Evaluation of aerial remote sensing 
techniques for defining critical geolog- 
ic features pertinent to tunnel location 
and design /, 78-7777 

Geology — Tennessee — Chattanooga 

region. 

Upper Ordovician and Silurian stratig- 
raphy in Sequatchie Valley and parts 
of the adjacent valley and ridge, Ten- 
nessee /, 78-2068 

Geology — Tennessee — Sequatchie Valley. 

Upper Ordovician and Silurian stratig- 
raphy in Sequatchie Valley and parts 
of the adjacent valley and ridge, Ten- 
nessee /, 78-2068 

*Geology — Texas — San Antonio. 

Progress report on geology of the Ed- 
wards aquifer, San Antonio area, 
Texas, and preliminary interpretation 
of borehole geophysical and laboratory 
data on carbonate rocks /, 78-21487 
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Periodicals. 
New publications of the Geological Sur- 
vey., 78-3404 
Publications of the Geological Survey., 
78-13751, 78-21503 


*Geology — United States — Maps. 

The Cenozoic rocks : a discussion to ac- 
company the geologic map of the 
United States /, 78-17786 

Geology — United States — Periodicals. 

Geological Survey research., 78-15540 


Geology — Utah — Tintic Mountains. 

Stratigraphy and microfaunas of the 
Oquirrh Group in the southern East 
Tintic Mountains, Utah /, 78-4959 

Geology — Virginia. 

Triassic stratigraphy in the northern part 
of the Culpeper Basin, Virginia and 
Maryland /, 78-623 

Geology — Washington (State) — Olympic 

Mountains. 

The structure of the Olympic Mountains, 
Washington : analysis of a subduction 
zone /, 78-21507 


*Geology — Wisconsin — Door County. 
Geology and ground water in Door 
County, Wisconsin : with emphasis on 
contamination potential in the Silurian 
dolomite /, 78-23984 


Geology — Wyoming — Granite Mountains. 
Reconnaissance geology and 
geochronology of the Precambrian of 
the Granite Mountains, Wyoming /, 
78-21511 


Geology — Wyoming — Mammoth Hot 

Springs. 

Geology and thermal history of Mam- 
moth Hot Springs, Yellowstone Na- 
tional Park, Wyoming geology of 
travertine deposits and summary of 
hot-spring activity since 1871 /, 78- 
21496 

*Geology — Wyoming — Teton Co. 

The Pliocene Conant Creek Tuff in the 
northern part of the Teton Range and 
Jackson Hole, Wyoming /, 78-13740 


Geology — Wyoming — Wind River Basin. 
Eocene fluvial drainage patterns and 
their implications for uranium and 
hydrocarbon exploration in the Wind 
River Basin, Wyoming /, 78-21497 
Geology — Yukon Territory. 
Carboniferous microfacies, microfossils, 
Lisburne 
78-13754 


*Geology, Stratigraphic. 
Medicine lodge thrust system, East-Cen- 


tral Idaho and southwest Montana /, 
78-15539 


and corals, 
Alaska /, 


Group, Arctic 
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Geology, Stratigraphic — Carboniferous. 
Carboniferous microfacies, microfossils, 
and corals, Lisburne Group, Arctic 
Alaska /, 78-13754 


*Geology, Stratigraphic — Cenozoic. 
The Cenozoic rocks : a discussion to ac- 
company the geologic map of the 
United States /, 78-17786 


Geology, Stratigraphic — Cretaceous. 
Depositional environment of Upper 
Cretaceous black sandstones of the 
Western Interior /, 78-630 


The Rio Abajo, Pitahaya, and Daguao 
Formations in eastern Puerto Rico /, 
78-626 


Stratigraphic test well, Nantucket Island, 
Massachusetts /, 78-15531 


*Geology, Stratigraphic — Devonian. 

A borehole gravity survey to determine 
density variations in the Devonian 
shale sequence of Lincoln County, 
West Virginia /, 78-11066 


Geology, Stratigraphic — Eocene. 

Eocene fluvial drainage patterns and 
their implications for uranium and 
hydrocarbon exploration in the Wind 
River Basin, Wyoming /, 78-21497 

Geology, Stratigraphic — Miocene. 

Large landslides, composed of 
megabreccia, interbedded in Miocene 
basin deposits, southeastern Arizona /, 
78-7274 


Geology, Stratigraphic — Mississippian. 
Stratigraphy, petrology, and depositional 
environment of the Kenwood Siltstone 
Member, Borden Formation 
(Mississippian), Kentucky and Indiana 
/, 78-4957 


*Geology, Stratigraphic — Nomenclature — 
United States. 
Changes in stratigraphic nomenclature by 
the U.S. Geological Survey, 1976 /, 
78-11444 


Geology, Stratigraphic — Ordovician. 

Upper Ordovician and Silurian stratig- 
raphy in Sequatchie Valley and parts 
of the adjacent valley and ridge, Ten- 
nessee /, 78-2068 


Geology, Stratigraphic — Pennsylvanian. 
Stratigraphy and microfaunas of the 
Oquirrh Group in the southern East 
Tintic Mountains, Utah /, 78-4959 
Geology, Stratigraphic — Permian. 
Paleozoic-Mesozoic boundary in the 
Berry Creek quadrangle, northwestern 
Sierra Nevada, California /, 78-7277 
The Permian and Triassic Seven Devils 
Group, western Idaho and northeastern 
Oregon /, 78-11445 


Stratigraphy and microfaunas of the 
Oquirrh Group in the southern East 
Tintic Mountains, Utah /, 78-4959 
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*Geology, Stratigraphic — Pleistocene. 
Stratigraphic test well, Nantucket Island, 
Massachusetts /, 78-15531 


*Geology, Stratigraphic — Pliocene. 
The Pliocene Conant Creek Tuff in the 
northern part of the Teton Range and 
Jackson Hole, Wyoming /, 78-13740 


Geology, Stratigraphic — Pre-Cambrian. 
Metamorphic rocks of the Quadrilatero 
Ferrifero, Minas Gerais, Brazil : a 
study of the metamorphic events that 
have affected the Precambrian igneous 
and metasedimentary rocks of the 
Brazilian shield /, 78-7271 


Reconnaissance geology and 
geochronology of the Precambrian of 
the Granite Mountains, Wyoming /, 
78-21511 


Reconstruction of crustal blocks of 
California on the basis of initial stron- 
tium isotopic compositions of Mesozo- 
ic granite rocks /, 78-26149 


*Geology, Stratigraphic — Silurian. 

Geology and ground water in Door 
County, Wisconsin : with emphasis on 
contamination potential in the Silurian 
dolomite /, 78-23984 


Upper Ordovician and Silurian stratig- 
raphy in Sequatchie Valley and parts 
of the adjacent valley and ridge, Ten- 
nessee /, 78-2068 


Geology, Stratigraphic — Triassic. 
Paleozoic-Mesozoic boundary in_ the 
Berry Creek quadrangle, northwestern 
Sierra Nevada, California /, 78-7277 


The Permian and Triassic Seven Devils 
Group, western Idaho and northeastern 
Oregon /, 78-11445 


Stratigraphic test well, Nantucket Island, 
Massachusetts /, 78-15531 


Triassic stratigraphy in the northern part 
of the Culpeper Basin, Virginia and 
Maryland /, 78-623 


*Geology, Structural. 
Investigation of an airborne resistivity 
survey conducted at very low frequen- 

cy /, 78-10764 


New England seismotectonic study activi- 
ties during fiscal year 1977/, 78- 
18963 


Regional tectonics and seismicity of east- 
ern Nebraska : annual report June 1, 
1976-June 1, 1977., 78-18952 


Seismicity and tectonic relationships of 
the Nemaha uplift in Oklahoma /, 78- 
18951 


*Geomagnetic micropulsations — United 

States. 

Experimental investigation of the charac- 
teristics of Pcl micropulsation propaga- 
tion using a midlatitude five-station 
receiving network /, 78-25339 





Geometric programming. 

Design and modeling of solar sea power 
plants by geometric programming /, 
78-290 

*Geometry, Non-Euclidean. 


Non-Euclidean simplex optimization /, 
78-13150 


*Geomorphologic mapping. 

Evaluation of wind-energy sites from 
aeolian geomorphologic features 
mapped from Landsat imagery : first 
results /, 78-13078 

*Geomorphology. 

Topological properties of some trellis 

pattern channel networks /, 78-20272 
*Geomorphology — New York (State) — 

Long Island. 

Geomorphology, shallow subbottom 
structure and sediments of the Atlantic 
inner continental shelf off Long Island, 
New York /, 78-15100 

Geophysical research. 

Numerical studies to aid interpretation of 
an airborne VLF resistivity survey /, 
78-25261 


*Geophysical research — United States. 
Geophysical activities of the United 
States, 1973-76., 78-13743 


Progress report on selected geophysical 
activities of the United States, 1973-76 
: a quadrennium of cooperation and 
progress : for presentation to the Ill 
Pan American Consultation on 
Geophysics, Quito, Ecuador, August 
15-20, 1977 /, 78-13743 

*Geophysical well logging. 

Sensor application survey : technical re- 

port, task 1., 78-23386 


Test facility for well logging cables : in 
air at atmospheric pressure., 78- 
23580 

*Geophysics. 

Aeolian features of southern California : 
a comparative planetary geology guide- 
book /, 78-13893 


Investigation of an airborne resistivity 
survey conducted at very low frequen- 


cy /, 78-10764 


Geophysics — Maine — Allagash. 

Airborne resistivity and magnetometer 
survey in northern Maine for obtaining 
information on bedrock geology /, 
78-25254 

Geophysics — Periodicals. 

, 78-3861 


Geophysics, astronomy, and space, 78- 
905, 78-5471, 78-16116, 78- 
18869, 78-24483 


USSR and Eastern Europe scientific ab- 
stracts:, 78-905, 78-3861, 78- 
5471, 78-16116, 78-18869, 78- 
24483 





December 1978 


Geophysics — Remote sensing — Addresses, 
essays, lectures. 
Skylab explores the Earth /, 


Geopolitics. 
Geopolitical data elements and related 
features., 78-25110 
George, Lake, Alaska. 
The breakout of Alaska’s Lake George /, 
78-26130 


George Washington University, Washington, 

D.C. 

The George Washington University 
charter restatement act : hearing and 
markups before the Subcommittee on 
Judiciary and the Committee on the 
District of Columbia, House of 
Representatives, Ninety-fifth Congress, 
first session, on H.R. 2700, H.R. 7300, 
and S. 1060 ... May 3, and Sept. 19, 
1977., 78-997 


The George Washington University 
charter restatement act : the report to 
accompany S. 1060., 78-1242 


Georgetown, Guyana — Streets. 

Improvement of Georgetown streets and 
approaches : agreement between the 
United States of America and Guyana, 
signed at Georgetown November 9, 
1971 and amending agreement signed 
at Georgetown November 6, 1975., 
78-773 

Georgia. 

Apalachicola, Chattahoochee and Flint 
Rivers, Alabama, Florida and Georgia 
(operation and maintenance)., 78- 
8716 

Final environmental statement, 
Apalachicola, Chattahoochee and Flint 
Rivers, Alabama, Florida and Georgia 
(operation and maintenance)., 78- 
8716 

Georgia — Climate. 

Georgia, monthly averages of tempera- 

ture ..., 78-4217 


78-745 


Georgia, monthly normals of temperature 
wy 78-4172 


Monthly averages of temperature and 
precipitation for state climatic divi- 
sions 1941-1970 : Georgia., 78-4217 

Monthly normals of temperature, 
precipitation, and heating and cooling 
degree days 1941-1970 : Georgia., 
78-4172 


Georgia — Climate — Periodicals. 
Climatological data, Georgia., 78-2751 
Georgia — Industries. 
County business patterns., 
78-19698 


Georgia — Population — Statistics. 
Estimates of the population of Georgia 
counties and metropolitan areas: July 
hs 1975 (revised ) and 1976 
(provisional), 78-8635 


78-1398, 
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Federal-state cooperative 
population estimates., 


program 
78-8635 
Georgia — Statistics, Vital. 

Georgia, 78-4841 


State life tables, 78-4841 


U.S. decennial life tables., 78-4841 


Georgia Power Company. 
Edwin I. Hatch Nuclear Plant, unit no. 2, 
Georgia Power Company., 78-22334 


Final environmental statement related to 
operation of Edwin |. Hatch Nuclear 
Plant Unit no. 2 : Georgia Power Com- 
pany, Docket no. 50-366., 78-18909 

Safety evaluation report by the Office of 
Nuclear Reactor U.S. 
Nuclear Regulatory Commission, in 
the matter of Georgia Power Com- 
pany, Oglethorpe Electric Membership 
Corporation, Municipal Electric 
Authority of Georgia, and City of Dal- 
ton, Georgia, Edwin I. Hatch Nuclear 
Plant unit no. 2, docket no. 50-366., 
78-22334 


Regulation, 


Geothermal engineering. 
Central receiver 
phase | ... /, 


solar thermal 
78-8830 


system, 


Control of hydrogen sulfide emission 
from geothermal power plants ... /, 
78-10994 


Direct utilization of geothermal energy : 
a symposium, January 31, February 2, 
1978, San Diego, California /, 78- 
15218 


Geothermal down-well instrumentation., 
78-23582 


Geothermal reservoir engineering 
management program plan (GREMP 
plan)., 78-17000 

Molten - salt 


systems : 


thermal energy storage 


system design /, 78-10998 

Operations plan : COSO geothermal ex- 
ploratory hole no. | (CGEH-1)/, 78- 
20945 


The results of the initial feasibility pro- 
gram on cavitation descaling 
techniques for pipes and tubes used in 
geothermal energy plants /, 78-23354 

SDG&E/ERDA geothermal loop experi- 
mental facility /, 78-17279 

A secondary recovery method for the ex- 
traction of geothermal energy /, 78- 
20958 

Sensor application survey : 
port, task 1., 78-23386 


technical re- 


Study and teaching of direct contact heat 
exchangers for geothermal brines ... /, 
78-6847 


Study of practical cycles for geothermal 
power plants /, 78-23547 
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Survey of environmental regulations ap- 
plying to geothermal exploration, 
development, and use /, 78-20760 


Technical and economic feasibility of 
thermal energy storage /, 78-6614, 
78-13026 


Thermal performance measurements on 
ultimate heat sinks - cooling ponds /, 
78-18932 


Total energy 
agribusiness : /, 


recovery 
78-13171 


Use of geothermal heat for sugar refin- 
ing., 78-17007 
Geothermal engineering — Bibliography. 
Geothermal energy /, 78-9276 
Geothermal engineering — Congresses. 
Preceedings of the second Workshop on 
Sampling Geothermal Effluents, 
February 15-17, 1977, Las Vegas, 
Nevada /, 78-25684 
*Geothermal engineering — Environmental 
aspects. 
Pollution control guidance for geother- 
mal energy development /, 78-20763 


Geothermal engineering — Environmental 
aspects — California. 

Final report : direct heat applications of 
geothermal energy in the 
Geysers/Clear Lake region., 78- 
25528 


Geothermal engineering — Environmental 
aspects — United States. 
Environmental development 

(EDP)., 78-17020 


Geothermal energy systems, 


system for 


plan 


78-17020 
Geothermal engineering — Nevada. 

Use of temperature surveys at a depth of 
1 meter in geothermal exploration in 
Nevada /, 78-7279 

Geothermal engineering — Research — 

United States — Periodicals. 

Annual report, geothermal energy 
research, development & demonstra- 
tion program., 78-25401 

Geothermal engineering — Texas. 

Geopressured geothermal fairway evalua- 
tion and test-well site location, Frio 
Formation, Texas Gulf Coast /, 78- 
25513 

Geothermal resources. 

Exploration criteria for low permeability 

geothermal resources ... /, 78-8761 


Geothermal direct contact heat exchange 


78-17277 


Geothermal materials studies /, 


: final report /, 

78-8838 

Hot dry rock geothermal energy : status 
of exploration and assessment : report 
no. | of the Hot Dry Rock Assessment 
Panel., 78-13081 


Investigation of metal fluoride thermal 
energy storage materials, availability, 
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cost, and chemistry : final report /, 
78-6642 


Planning and design of additional East 
Mesa Geothermal Test Facilities 
(phase 1b) /, 78-20959 


Research on the physical properties of 
geothermal reservoir rocks ... /, 78- 
11001 


Geothermal resources — Bibliography. 
Geothermal energy /, 78-9276 


Geothermal resources — California — Long 
Valley region. 
The hydrothermal system of Long Valley 
caldera, California /, 78-26148 


*Geothermal resources — California — 
Susanville. 
Susanville geothermal energy project : 
workshop proceedings., 78-25718 


*Geothermal resources — Economic aspects 
— California. 
Cost/benefit analysis of government pro- 
gram alternatives regarding hot water 
geothermal power., 78-23379 


Economic analyses of geothermal energy 
development in California /, 78- 
23379 


*Geothermal resources — Law and 
legislation — Iceland. 

Information exchange on utilization of 
energy from geothermal sources 
agreement between the United States 
of America and Iceland signed at 
Reykjavik, November 12, 1973 and 
amending agreement signed at Ger- 
mantown and Reykjavik, December 
18, 1974 and January 20, 1975., 78- 
18421 


Geothermal resources — Law and legislation 

— Italy. 

Information exchange in geothermal 
energy development agreement 
between the United States of America 
and Italy signed April 23 and May 5S, 
1976., 78-7582 

*Geothermal resources — Law and 
legislation — United States. 

Energy Research and Development Ad- 
ministration : statutes and legislative 
histories /, 78-12167 

ERDA—statutes and legislative histories., 
78-12167 


Information exchange in geothermal 
energy development agreement 
between the United States of America 
and Italy signed April 23 and May 5, 
1976., 78-7582 

Information exchange on utilization of 
energy from geothermal sources 
agreement between the United States 
of America and Iceland signed at 
Reykjavik, November 12, 1973 and 
amending agreement signed at Ger- 
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mantown and Reykjavik, December 
18, 1974 and January 20, 1975., 78- 
18421 
Statutes and 
12167 


Geothermal resources — Nevada. 
Use of temperature surveys at a depth of 
1 meter in geothermal exploration in 
Nevada /, 78-7279 
Geothermal resources — Research — United 
States — Periodicals. 
Annual report, geothermal energy 
research, development & demonstra- 
tion program., 78-25401 


*Geothermal resources — South Carolina. 
Evaluation and targeting of geothermal 
energy resources in South Carolina : 
progress report /, 78-8839 


Geothermal resources — Southern States. 

Evaluation and targeting of geothermal 
energy resources in the southeastern 
United States .../, 78-6879 

*Geothermal resources — Taxation — 

United States. 

Energy program 11 geothermal tax 
provisions and minimum tax treatment 
of intangible drilling costs for oil and 
gas /, 78-24664 


legislative histories., 78- 


Geothermal tax provisions and minimum 
tax treatment of intangible drilling 
costs for oil and gas., 78-24664 


*Geothermal resources — Technological 
innovations. 
Prospects for improvement in geothermal 
well technology and their expected 
benefits /, 78-23355 


Geothermal resources — Texas. 
Geopressured geothermal fairway evalua- 
tion and test-well site location, Frio 
Formation, Texas Gulf Coast /, 78- 
25513 


Geothermal resources — Texas — Vicksburg 
Formation. 
Geothermal resources, Vicksburg Forma- 
tion, Texas Gulf Coast /, 78-23374 


Geothermal resources — Texas Gulf coast — 
Wilcox Group. 
Geothermal resources, 

Texas Gulf Coast /, 


Wilcox Group, 
78-25512 
Geothermal resources — United States. 


Environmental 
(EDP)., 


development 
78-17020 


plan 


Evaluation and targeting of geothermal 
energy resources in the Southeastern 
United States., 78-23389 


Geothermal energy systems, 78-17020 


Pollution control guidance for geother- 
mal energy development /, 78-20763 
Resource utilization efficiency improve- 
ment of geothermal binary cycles 

phase 1 /, 78-13154 





Resource utilization efficiency improve- 
ment of geothermal binary cycles 
phase II /, 78-13155, 78-25514 


Survey of environmental regulations ap- 
plying to geothermal exploration, 
development, and use /, 78-20760 

Gerard, Forrest J 

Nomination of the Assistant Secretary of 
the Interior for Indian Affairs 
hearings before the United States 
Senate, Select Committee on Indian 
Affairs, Ninety-fifth Congress, first ses- 
sion ... September 9 and 12, 1977., 
78-2273 

*Geriatric nursing. 

Medical direction and geriatrics in long 

term care /, 78-21275 
Geriatric psychiatry. 

Readings in psychotherapy with older 

people /, 78-4883 
*Geriatrics. 

Hypertension among the elderly : hearing 
before the Subcommittee on Health 
and Long-Term Care of the Select 
Committee on Aging, House of 
Representatives, Ninety-fifth Congress, 
first session, July 21, 1977., 78- 
14272 

Geriatrics — Periodicals. 

Aging., 78-3247 


Germany — Description — Guide-books. 
Germany Flensburg, Kiel, Hamburg, 
Bremerhaven, Wilhelmshaven., 78- 
6509 


Germany — History — 20th century — 
Sources — Bibliography. 
Guides to German records microfilmed 


at Alexandria, Va., 78-7001 
Germany, East. 


Background notes., 78-7561 


German Democratic Republic, 78-7561 


Germany, East — Economic conditions. 
German Democratic Republic five-year 
plan summary and commercial analysis 
/, 78-6305 
Germany, East — Economic policy. 
German Democratic Republic five-year 
plan summary and commercial analysis 
/, 78-6305 
Germany, East — Registers. 
Directory of officials of the German 
Democratic Republic., 78-26431 
Germany, West. 


Background notes., 78-7562 


Germany, Federal Republic of, 78-7562 


*Germany, West — Air defenses, Military. 
Defense : development of an advanced 
surface-to-air —_ missile system 
memorandum of understanding 
between the United States of America 
and the Federal Republic of Germany 





December 1978 


signed at Washington and Bonn July 
16 and 22, 1976., 78-15867 


Development of an advanced surface-to- 

air missile system., 78-15867 
Germany, West — Bibliography. 

The Federal Republic of Germany : a 
selected bibliography of English-lan- 
guage publications /, 78-18045 

Germany, West — Commerce. 

Marketing in the Federal Republic of 

Germany and West Berlin, 78-16863 


78-16863 
*Germany, West — Foreign relations — 
Public opinion. 
West German public opinion on some in- 
ternational issues., 78-13822 


Overseas business reports., 


Germination. 
Cone and seed maturation of southern 
pines /, 78-16598 


Germination, survival, and growth of 
lodgepole pine under simulated 
precipitation regimes : a greenhouse 
study /, 78-14699 

Inceasing white ash seed germination by 
embryo dissection /, 78-46 


Maturation and collection of yellow- 
poplar seeds in the midsouth /, 78- 
16597 

Some reflections on biological studies of 
needle diseases /, 78-14694 

*Gerontology. 

Changes 

aged., 


research on aging and the 
78-21223 
The graying of nations : implications : 
hearing before the Special Committee 
on Aging, United States Senate, 
Ninety-fifth Congress, first session ... 
November 10, 1977., 78-18993 
Gerontology — Terminology. 
National Clearinghouse on Aging thesau- 
rus., 78-1991 
*Geysers. 
Resource, technology, and environment 
at the geysers /, 78-23363 
Ghana. 
Background notes., 


Ghana, 78-21904 


Ghana — Description and travel. 
Ghana : post report., 78-26452 


Ghana — Population policy. 

Impact of population assistance to an 
African country : Department of State, 
Agency for International Development 
: report to the Congress /, 78-4732 

*Ghosts — United States — Anecdotes, 
facetiae, satire, etc. 


Haunted houses and legendary ghosts., 
78-16823 


78-21904 


The supernatural : 
legendary ghosts., 


haunted houses and 
78-16823 
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Gifford Pinchot National Forest, Wash. 

Final environmental statement., 78- 
6126 

An impact analysis 
planning unit : Gifford Pinchot Na- 
tional Forest final environmental 
statement., 78-22718 

An impact analysis : Upper Lewis River 
Planning Unit, Gifford Pinchot Na- 
tional Forest final environmental 
statement., 78-6126 

Naches-Tieton-White River land use 
study Snoqualmie and Gifford 
Pinchot National Forests., 78-14586 


unit., 78- 


Trapper-Siouxon 


Trapper-Siouxon 
22718 
Gifts — Taxation. 


Travel, entertainment, and gift expenses., 
78-5243 


planning 


Gifts — Taxation — United States. 

Estate and gift tax problems arising from 
the Tax reform act of 1976 : hearing 
before the Subcommittee on Taxation 
and Debt Management Generally of 
the Committee on Finance, United 
States Senate, Ninety-fifth Congress, 
first session, July 25, 1977., 78-5568 

Gifts — Taxation — United States — 

Deductions. 

Valuation 
2165 

Gifts — Taxation — United States — Digests. 

Bulletin index-digest system., 78-3710 

78-3710 


Gifts — Taxation — United States — 
Indexes. 
Bulletin index-digest system., 


78-3710 


of donated property., 78- 


Estate and gift taxes, 


78-3710 
Estate and gift taxes, 
Gifts — United States. 
Actions recommended to make the 
Foreign gifts and decorations act more 
effective : Department of State 
to the Congress /, 78-1795 
Gilberstadt, Gilberto Taneo. 
Gilberto Taneo Gilberstadt : report to 
accompany H.R. 1779., 78-14435 
Gillani, Muradali P 
Muradali P. Gillani 
pany S. 2377., 


: report 


: report to accom- 

78-24857 

Gillespie, Gregory, 
Gregory Gillespie /, 78-7631 

*Ginseng — Bibliography. 
Ginseng /, 78-9316 

Gipsy-moth. 
Gypsy moth 

10 


: a major pest of trees., 78- 
Moving? : leave gypsy moths behind!, 
78-3965 


Gipsy-moth — Biological control. 
Alternate hosts of Blepharipa pratensis 
(Meigen) /, 78-1358 
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Effect of nucleopolyhedrosis virus on 
selected mammalian predators of the 
gypsy moth /, 78-3984 


Gipsy-moth — Biological control — 
Pennsylvania. 
The effect of application timing on ef- 
ficacy of Orthene forest spray against 
the gypsy moth in Pennsylvania /, 78- 
6184 


Evaluation or aerially-applied nuclear 
polyhedrosis virus for suppression of 
the gypsy moth, Lymantria dispar L. /, 
78-14641 

*Gipsy-moth — Biological control — United 

States. 

Effect of nucleopolyhedrosis virus on two 
avian predators of the gypsy moth /, 
78-16607 


Procedures for the microbiological ex- 
amination of production batch 
preparations of the nuclear polyhedro- 
sis virus (Baculovirus) of the gypsy 
moth, Lymantria dispar L. /, 78- 
16636 

*Gipsy-moth — Economic aspects — 

Northeastern States. 

Economic analysis of the gypsy moth 
problem in the Northeast /, 78-22696 

*Gipsy-moth — United States. 

Defoliation by the gypsy moth : how it 
hurts your tree : gypsy moth handbook 
/, 78-10319 

Girders. 

Curved Girder Workshop /, 

78-7761 


78-7752, 


*Girders — Testing. 

Determination of Strouhal characteristics 
and power spectrum for elastically 
restrained H-shape sections /, 78- 
18602 

*Girders, Continuous — Testing. 

Quick pullback testing and 
analytical seismic analysis of a six span 
composite girder bridge /, 78-18590 


release 


Giuttari, Francesco. 


Francesco Giuttari : report to accompany 


H.R. 8751., 78-24750 


Glacier Bay National Monument, Alaska — 
Posters. 
Glacier 

Alaska., 


Bay = National 
78-7336 


Monument, 


Glaciers — Northern Hemisphere. 
Mountain glaciers of the Northern Hemi- 
sphere /, 78-6495 
Glaciology. 
World Data Center-A-Glaciology., 78- 
4953 
Glass — Bonding. 
Integral glass encapsulation for solar ar- 
rays... /, 78-6671, 78-13068, 78- 
17212 
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*Glass beads. 
Glass beads for highway paint stripes /, 
78-18611 


Glass containers — Statistics — Periodicals. 
Glass containers., 78-2584, 78-22811 


Glass fiber industry — United States — 
Statistics — Periodicals. 
Fibrous glass., 78-8607 


*Glass manufacture. 
Pressed and blown glass manufacturing 
plants., 78-10932 


Source assessment 
glass 
10932 


Glass manufacture — Environmental aspects 
— United States. 
Glass container manufacturing plants., 
78-6572 


Source assessment 
manufacturing plants /, 


: pressed and blown 
manufacturing plants /, 78- 


glass container 
78-6572 

*Glass manufacture — Handbooks, manuals, 
etc. 


Crystal and glass industries machinery., 
78-16938 


*Glass manufacture — Romania. 

Clear sheet glass from Romania : deter- 
mination of no injury or likelihood 
thereof in investigation no. AA1921- 
163 under the Antidumping act, 1921, 
as amended, together with the infor- 
mation obtained in the investigation., 
78-18505 


Glass manufacture — United States — 
Statistics — Periodicals. 
Flat glass., 78-2603, 

10553 


Glass melting. 
Glass container manufacturing plants., 
78-6572 
Source assessment glass container 
manufacturing plants /, 78-6572 


*Glass trade — United States. 

Clear sheet glass from Romania : deter- 
mination of no injury or likelihood 
thereof in investigation no. AA1921- 
163 under the Antidumping act, 1921, 
as amended, together with the infor- 
mation obtained in the investigation., 
78-18505 


78-8622, 78- 


Glassware — United States — Statistics — 
Periodicals. 
Consumer, scientific and industrial glass- 
ware., 78-22814 
Consumer, scientific, technical and in- 
dustrial glassware., 78-8606, 78- 
16775 
Glaze (Meteorology) 
Evaluation of FMVSS 103 idle test vs. 
road load test /, 78-9793 
Glazes. 
FDA consumer memo., 78-21243 
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Glazes and decals on dinnerware, 78- 
21243 


Glazes — Standards — United States. 
Safety standard for architectural glazing 
materials : fact sheet., 78-901 
Glen Canyon Dan, Ariz. 
Concrete performance in Glen Canyon 
Dam : 10-year core report /, 78-7294 


Glen Canyon Dam and National Recrea- 
tion Area., 78-21525 


*Glen Canyon National Recreation Area, 
Ariz. and Utah. 
Glen Canyon Dam and National Recrea- 
tion Area., 78-21525 


*Glide path systems. 
Analysis of the performance of image 
glide slope antenna in the presence of 
truncated ground /, 78-24396 


A computer study and site analysis of the 
Buffalo, New York runway 23 
glidescope site /, 78-7967 


Development of a digital automatic con- 
trol law for steep glideslope capture 
and flare /, 78-21845 


Evaluation of a red-silicone coated visual 
approach slope indicator (VASI) lens 
/, 78-18723 


Instrument landing system improvement 
program : far-field monitoring /, 78- 
18705 


Precision approach system 
plan., 78-7881 


Test and evaluation of a  feasibiblty 
model ILS glide slope performance as- 
surance monitor for the final approach 
path /, 78-16008 


*Glide path systems — Data processing. 
User’s manual for generalized ILSGLD- 
ILS glide slope performance prediction 

: multipath scattering /, 78-16011 


Glide path systems — Mathematical models. 
ILS glide slope performance prediction 
multipath scattering /, 78-8008 


Glide path systems — Measurement. 
Ground distance covered during airborne 
horizontal deceleration of an airplane 
/, 78-26381 


Gliders (Aeronautics) — Specifications. 
Rotorcraft, gliders & balloons, 78-3773 


Type certificate data sheets and specifi- 
cations., 78-3773 


Glove industry — Addresses, essays, 
lectures. 

Outlook for hides, skins, and leather 
supply : remarks prepared for delivery 
by Thomas E. Murphy, Acting 
Director, Consumer Goods and Ser- 
vices Division, before the Work Glove 
Manufacturer Association’s _ spring 
meeting, Williamburg Lodge, William- 
sburg, Virginia, June 22, 1977., 78- 
154 


: transition 





Glove industry — United States — Statistics. 
Gloves and mittens., 78-19674 


Gloves — Testing. 

A report on the performance of 
linemen’s rubber insulating gloves /, 
78-1961 

Glue — Bibliography. 

List of publications on glues and glued 

products., 78-8519 
*Goats — United States. 

A dairy goat for home milk production /, 

78-16490 
Goats — United States — Statistics. 

Sheep, lambs, and goats 

for 1970-75., 78-8501 
Gobiidae. 

Synonymization of the family Oxu- 
dercidae, with comments on the identi- 
ty of Apocryptes cantoris Day (Pisces, 
Gobiidae) /, 78-15907 

Gobiopsis — Classification. 

A revision of the Indo-Pacific fish genus 
Gobiopsis with descriptions of four 
new species (Pisces: Gobiidae) /, 78- 
18460 

*Gold — Analysis. 

A manual on fire assaying and deter- 
mination of the noble metals in geolog- 
ical materials : detailed description of 
techniques and methods of analysis /, 
78-17780 

*Gold — Metallurgy. 

Processing gold ores using heap leach- 
carbon adsorption methods /, 78- 
15565 

Gold — Statistics. 

Gold., 78-4978 


: final estimates 


Preprint from the 1975 Bureau of Mines 
Minerals Yearbook, 78-4978 


*Gold — Transportation. 

Action of the governors under 39 U.S.C., 
section 3625, and supporting record in 
the matter of mail classification 
schedule, 1976, before the Postal Rate 
Commission concerning _ stipulated 
proposal for mailings of Alaskan gold, 
docket no. MC76-4., 78-22357 


Docket no. MC76-4, concerning stipu- 
lated proposal for mailings of Alaskan 


78-22357 


Gold mines and mining — United States. 
Gold and silver., 78-7312, 78-11533 


Gold mines and mining — United States — 
Periodicals. 
Gold and silver., 


gold., 


78-3445 


*Gold ores. 
Processing gold ores using heap leach- 
carbon adsorption methods /, 78- 

15565 
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Goldwork — Labeling — United States. 
Gold and silver labeling and advertising 
act : report to accompany S. 2782., 
78-27074 
Goldwork — United States — Identification. 


Marking of articles made of karat gold., 
78-124 


Marking of articles made of silver in 
combination with gold., 78-123 


Marking of gold filled and rolled gold 
plate articles other than watchcases., 
78-4143 

Golf balls. 

In the matter of certain molded golf balls 

: investigation 337-TA-35., 78-24339 
Gonodactylus. 

Notes on some species of the Falcatus 

group of Gonodactylus (Crustacea, 


Stomatopoda, Gonodactylidae) /, 78- 
15903 


Governmemt publications — Bibliography. 
Shipping and transportation., 78-356 


*Government Agencies — U. S. — 
bibliography. 
Federal information sources & systems; a 
directory issued by the Comptroller 
General., 78-8890 


Federal program evaluations; a directory 
issued by the Comptroller General., 
78-17363 


Government aircraft. 

Improvements are needed in managing 
aircraft used by Federal civilian agen- 
cies Office of Management and 
Budget : report to the Congress /, 78- 
6958 


Government attorneys — United States. 
Career opportunities for attorneys with 
the Civil Aeronautics Board., 78- 
25038 


*Government attorneys — United States — 
Appointment, qualifications, tenure, etc. 
Federal Trade Commission : careers for 

attorneys in consumer protection & 
anti-trust law., 78-17324 


*Government consultants — United States. 

Development of a uniform reporting 
system for Federal consultants and 
contractors : hearings before the Sub- 
committee on Reports, Accountings, 
and Management of the Committee on 
Governmental Affairs, United States 
Senate, Ninety-fifth Congress, first ses- 
sion, on S. 619 ... September 13 and 
15, 1977., 78-9961 

EDRO SARAP research 
ports /, 78-21265 

Government consultants - standard 
definition and uniform data needed : 
study /, 78-13258 

Improvements and new legislation 
needed in AID’s contracting for con- 


technical re- 
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sultants and advisors : Agency for In- 
ternational Development report to 
the Subcommittee on Foreign Opera- 
tions, Committee on Appropriations /, 
78-4728 

Personnel policy on employment of con- 
sultants and experts., 78-11294 


Government consultants — United States — 

Directories. 

NIH public advisory groups; authority, 
structure, functions, members., 78- 
15403 

Government executives. 

The executive school: the managerial 
grid : key managerial orientation for 
obtaining production through people /, 
78-7876 

Government executives — Directories. 

Reference aid, Chiefs of State, and 
cabinet members of foreign govern- 
ments., 78-3653 


Government executives — United States. 
Action needed to make the executive 
branch financial disclosure system ef- 
fective : report to the Congress /, 78- 
4660 


Administration requests for executive 
level positions : hearings before the 
Subcommittee on Employee Ethics and 
Utilization of the Committee on Post 
Office and Civil Service, House of 
Representatives, Ninety-fifth Congress, 
second session, May 9 and 11, 1978., 
78-24645 


Executive level positions., 78-24645 


Executive resources management, 78- 


25090 


Federal personnel manual system., 78- 
25090 


Government executives — United States — 
Periodicals. 
Executive personnel in the Federal Ser- 
vice., 78-23004 


*Government executives, Training of — 
United States. 
Executive development services and 
resources available through CSC., 78- 
12555 


Government financial institutions — United 

States. 

Examination of financial statements of 
the Federal Home Loan Bank Board 
and related agencies., 78-16322 

Government information — United States. 

A citizen's guide on how to use the 
Freedom of Information Act and the 
Privacy Act in requesting government 
documents : thirteenth report /, 78- 
5819 

The Federal information locator system : 
a report of the Commission on Federal 
Paperwork., 78-14257 
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Freedom of information act : hearings 
before the Subcommittee on Adminis- 
trative Practice and Procedure of the 
Committee on the Judiciary, United 
States Senate, Ninety-fifth Congress, 
first session ..., 78-22526 


Information resources management : a 
report of the Commission on Federal 
Paperwork., 78-12011 


Information value/burden assessment : a 
report of the Commission on Federal 
Paperwork., 78-14258 


An interpretive guide to the Government 
in the sunshine act /, 78-16088 


78-8907 


The Report of the Privacy Protection 
Study Commission [appendices]., 78- 
938 

Sources of information, products, and 


services of the U.S. Geological Survey 
/, 78-26129 


Sources of U.S. Geological Survey publi- 
cations., 78-26134 


*Government information — United States 
— Data processing. 
Report on statistical disclosure and dis- 
closure-avoidance techniques., 78- 
19647 


Privacy act issuances., 


Government information — United States — 

Directories. 

Federal information sources & systems; a 
directory issued by the Comptroller 
General., 78-8890 

Government investigations — United States 

— Directories. 

Federal program evaluations; a directory 
issued by the Comptroller General., 
78-17363 

Government lending. 

Should lenders assume more responsibili- 
ty in the Small Business Administration 
7(a) loan program? : report /, 78- 
25729 

Government lending — United States. 

The ABC’s of borrowing /, 78-7608 


Annual and final report of the Emergen- 
cy Loan Guarantee Board to the Con- 
gress of the United States., 78-24447 

Business development loan to Keystone 
Georgia Metal Company inadequately 
justified : Department of Commerce : 
report of the Comptroller Ceneral of 
the United States., 78-13192 

Catalog of Federal loan guarantee pro- 
grams /, 78-974 

Coal loan guarantee program (P.L. 94- 
163) final environmental impact 
statement., 78-23258 


Condominium homeownership opportu- 


nities could be increased 


: report to 
the Congress /, 78-15345 
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Farmers Home Administration’s business 
and industrial loan program can be im- 
proved : report to the Congress /, 78- 
4633 

Federal credit assistance : an approach 


to program design and analysis., 78- 
25812 


Full faith and credit : secondary par- 


ticipation and SBA guaranteed loans., 
78-792 


Implementation of Emergency loan 
guarantee act : Lockheed Aircraft Cor- 
poration, Emergency Loan Guarantee 
Board : report to the Congress /, 78- 
1882 


Key features of SBA’s principal lending 
programs., 78-21981 


Legislative changes urged in loan pro- 
gram of the Agency for International 


Development : report to the Congress 
/, 78-11123 


Mineral development impact assistance 
loan program : hearing before the Sub- 
committee on Public Lands and 
Resources of the Committee on Ener- 
gy and Natural Resources, United 
States Senate, Ninety-fifth Congress, 
second session, on S. 2913 ... S. 2914 
... April 26, 1978., 78-26780 


Need to improve servicing of direct loans 
under the business development 
assistance program report /, 78- 
21019 


New York City financial assistance act of 
1978 : conference report to accom- 
pany H.R. 12426., 78-22622 


New York City financial assistance act of 
1978 : report together with supplemen- 
tal, additional, and dissenting views to 
accompany H.R. 12426 /, 78-22583 


New York City loan guarantee act of 
1978 : [an act to authorize the Secre- 
tary of the Treasury to provide finan- 
cial assistance for the city of New 
York]., 78-27020 


New York City loan guarantee act of 
1978 : report of the Committee on 
Banking, Housing, and Urban Affairs, 
United States Senate, to accompany 
H.R. 12426 together with additional 
views., 78-22636 

Oversight on the New York City seasonal 
financing act hearings before the 
Committee on Banking, Housing, and 
Urban Affairs, United States Senate, 
Ninety-fifth Congress, first session ... 
May 16 and 17, 1977., 78-5524, 
78-19053 


Small Business Administration paperwork 
: hearing before the Subcommittee on 
Government Regulation and Small 
Business Advocacy of the Select Com- 
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mittee on Small Business, United 
States Senate, Ninety-fifth Congress, 
first session ... September 21, 1977., 
78-2300 

Small business loans : a report of the 
Commission on Federal Paperwork., 
78-937 

Government lending — United States — 

Handbooks, manuals, etc. 

Audit guide for audit of loan manage- 
ment activities of the Public facility 
loans program for use by independent 
public accountants., 78-23877 


*Government liability — United States. 

Amendments to the Federal tort claims 
act, S. 2117 : joint hearing before the 
Subcommittee on Citizens and Share- 
holders Rights and Remedies and the 
Subcommittee on Administrative Prac- 
tice and Procedure of the Committee 
on the Judiciary, United States Senate, 
Ninety-fifth Congress, second session 
sory OREO ON 


78-25198 


Government litigation — United States. 
Claims., 78-25198 


78-17691 
Litigation handbook, 


Claims., 


Litigation., 
78-17691 


The use of classified information in 
litigation : hearings before the Sub- 
committee on Secrecy and Disclosure 
of the Select Committee on _ Intel- 
ligence of the United States Senate, 
Ninety-fifth Congress, second session, 
March 1, 2, 6, 1978., 78-26827 


Government missions, American — Near 
East. 
Sinai Support Mission, fourth report : 
message from the President of the 
United States ...,  78-10092 


Sinai Support Mission third report 
message from the President of the 
United States ..., 78-5673 


Government National Mortgage Association. 
Audit of the Goverment National 
Mortgage Association., 78-16315 


Government National Mortgage Associa- 
tion mortgage-backed securities guide., 
78-17687, 78-17688 


Government National Mortgage Associa- 
tion’s secondary mortgage market ac- 
tivities : study /, 78-i13183 

Mortgage-backed securities guide, 78- 
17687, 78-17688 


Government National Mortgage Association 

— Auditing and inspection. 

Examination of the Government National 
Mortgage Association's financial state- 
ments for the 15-month period ended 
September 30, 1976 : Department of 
Housing and Urban Development : re- 
port to the Congress /, 78-4649 





*Government property. 

Real property acquisitions and disposals., 
78-18661 

Real property handbook., 78-18660 


Utilization and disposal of excess and 
surplus personal property., 78-18663 


Government property — Inventories — 

Periodicals. 

Inventory report on real property leased 
to the United States throughout the 
world, 78-21084 


Real property leased to the United States 
throughout the world; inventory re- 
port., 78-21084 


*Government property — United States — 

Management. 

Improved productivity in real property 
management would save money for 
certain agencies : report /, 78-21048 


Government publications — Bibliography. 
Accidents and accident prevention., 78- 
25831 


Accounting and auditing., 78-357 
Adult education., 78-13417 
Africa., 78-1906 

Aging., 78-17367 


Agricultural research, statistics, and 
economic reports., 78-13395 


Alcoholism., 78-13402 
The American Revolution., 78-23680 
Annual reports., 78-13382 


Anthropology and 
21077 


Architecture., 78-17376 
Area handbooks., 78-13397 
Armed forces., 78-371 


archaeology., 78- 


Army technical and field manuals., 78- 
11141 


Art and artists., 78-366 
Astronomy and astrophysics., 78-6986 


Atomic energy and nuclear power., 78- 
17374 


Automobile insurance., 78-15375 


Aviation information and training materi- 
als., 78-15370 

Banks and banking., 78-13386 

Birds., 78-13403 


Budget of the United States government, 
1979, and economic report of the Pre- 
sident, January 1978., 78-8891 

Business and business management., 
78-15368 

Canada., 78-13421 

Canning, freezing and storage of foods., 
78-21066 

Care and disorders of the eyes., 78- 
25825 
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Census of agriculture., 78-6995 
Census of business., 78-8896 
Census of construction., 78-13391 
Census of housing., 78-25833 
Census of manufacturers., 78-374 
Census of population., 78-15371 
Census of transportation., 78-8895 
Children and youth., 78-23676 


Civil Aeronautics Board publications., 
78-8899 


Civil rights and equal opportunity., 78- 
15372 


Civil War., 78-13410 
Code of Federal Regulations., 78-1900 
Coins and medals., 78-13414 


Congressional Budget Office publica- 
tions., 78-376 


Congressional directory., 78-6994 
Consumer information., 78-23673 
Cookbooks and recipes., 78-23679 


DASC publications and forms index., 
78-8674 

Decisions of the Comptroller General., 
78-13405 

Diet and 
17370 


nutrition., 78-13380, 78- 


Digest of U.S. practice in international 
law and Digest of international law., 
78-13408 


Disarmament and arms control., 78-369 
Diseases in humans., 78-25823 

Drug education., 78-13396 

Earth sciences., 78-13393 

Educational statistics., 78-362 
Elementary education., 78-13413 


Employment and 
17369 


occupations., 78- 


Energy conservation and resources., 78- 
359 


Engineering., 78-8893 


Environmental education and protec- 
tion., 78-365 


Farms and farming., 78-13394 
Federal aviation regulations., 78-354 
Federal government., 78-13389 


Federal Maritime Commission publica- 
tions., 78-8900 


Financial aid to students., 78-363 


Firefighting, prevention, and forest fires., 
78-361 


Fish and marine life., 78-15374 
Floriculture., 78-17366 
Foreign education., 78-15377 


Foreign investments., 78-8904 
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Foreign languages., 78-13381 


Foreign relations of the United States., 
78-17375 


Foreign trade and tariff., 78-13384 

Fossils., 78-6991 

General Accounting Office publications., 
78-23683 

Grants and awards., 78-13419 


The heart and circulatory system., 78- 
17371 


Higher education., 78-21078 


Highway construction, safety and traffic., 
78-21065 


Historical handbook series., 78-21067 
The home., 78-17368 
Home economics., 78-1905 


Home gardening of fruits and vegeta- 
bles., 78-15367 


Hospitals., 78-6988 


How to sell to government agencies., 
78-13398 


Industrial waste and mine drainage., 78- 
25826 


Insects., 78-21069 

Institutional meat purchase  specifica- 
tions., 78-13416 

Insurance and securities., 78-6989 

Internal Revenue Service tax information 
publications., 78-6993 

International Trade Commission publica- 
tions., 78-23684 

Interstate Commerce Commission deci- 
sions and reports., 78-13409 

Job grading standards., 78-25832 

Juvenile delinquency., 78-360 

Keep informed : consult these govern- 
ment publications for sale by the Su- 
perintendent' of 
17365 


Documents., 78- 


Labor management relations., 78-23678 
Law enforcement., 78-1901 

Library science., 78-13390 

Marketing research., 78-13385 


Mass transit, travel and tourism., 78- 
21070 


Medicine and medical science., 78- 
21074 

Military history., 78-6985 

Minerals and mining., 78-17372 

Motor vehicles., 78-1899 


National Bureau of Standards handbooks 
and monographs., 78-372 


National Bureau of Standards products 
standards., 78-13404 
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National Bureau of Standards technical 
notes., 78-8894 


National defense and 


17373 
National electric rate books., 


security., 78- 


78-13406 


National Park Service folders., 78- 


21076 


National standard reference data series., 
78-6990 

Naval Personnel Bureau and Naval Edu- 
cation & Training Command publica- 
tions., 78-13400 


Nurses and nursing care., 78-23674 


Occupational outlook handbook., 
8902, 78-8903 


Occupational 
15376 


Patents and trademarks., 


safety and health., 


78-355 


Personnel management, guidance 


counseling., 78-375 


Pesticides, insecticides, fungicides, 
rodenticides., 78-25830 


78-13418 

78-1904 

78-13387 

78-21075 

Procurement, supply cataloging and clas- 
sification., 78-8892 

Public buildings, landmarks and historic 
sites of the United States., 78-13388 

Public health., 78-13383 

Publicaciones en Espanol 
publications)., 78-370 

Publications of the Administration on 
Aging., 78-15390 

Publications relating to the 1977-78 col- 
lege debate topic., 78-6992 


Publications relating to the 1978-79 na- 
tional high school debate topic., 78- 
23677 


Radar and radio., 


Physical fitness., 
Poetry and literature., 
Political activities., 


Postal Service., 


(Spanish 


78-13399 
78-25827 


Recreational and 
78-15369 


Railroads., 


outdoor activities., 


Retirement., 78-21079 
Rockets and satellites., 78-1903 


Rural Electrification Administration 
(REA) forms and bulletins., 78-8897 


78-13392 
78-373 


Salvage and recycling., 
Sanitation and sewage., 
School — administration, 
cquipment., 78-25828 
Securities and Exchange 
publications., 78-15373 


buildings and 


Commission 


Selected Federal publications concerning 


the handicapped., 78-7153 


Page I- 1962 





Subject Index 


Ships, shipping, and shipbuilding., 78- 
25829 

Social welfare and services., 78-23675 

Soil and soil management., 78-25822 

78-6984 

78-13422 


Spanish publications, 
raphy., 78-370 


Staistical publications., 


Solar energy., 
The Soviet Union., 
subject _ bibliog- 
78-13420 
78-25824 
78-8898 
78-13412 


Teachers and teaching methods., 78- 
21073 


Telephone, telegraph, and television., 
78-13415 


Treaties and other international agree- 
ments of the United States., 78-8901 


78-364 
reports., 78- 


Supreme Court reports., 
Surveying and mapping., 


Taxes and taxation., 


Trees and forest management., 


U.S. Court 
13401 


of Claims 


U.S. Government Printing Office publica- 
tions., 78-23682 


United States Air Force manuals., 78- 
13407 


United States Army in World War II., 
78-21068 


Visitor activities in the national parks., 
78-21071 


Vital and health statistics., 78-368 


Vocational and career education., 78- 
367 


Wages and collective bargaining., 78- 
358 


Wildlife management., 
78-1898, 

78-13411 
78-1902 


Government publications — Bibliography — 
Catalogs. 
Smithsonian Institution Press catalog 76 
: books in print, new publications., 
78-7611 
*Government Publications — indexes. 
Government reports annual index., 78- 
16825 


*Government Publications — U. S. — 
bibliograhpy. 
Federal program evaluations; a directory 
issued by the Comptroller General., 
78-17363 


*Government Publications — U. S. — 
bibliography. 
Federal information sources & systems; a 


directory issued by the Comptroller 
General., 78-8890 


78-6987 
Women., 78-21072 
X-rays., 


Zoology., 
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Government publicity — United States. 
The role of Congress : a report of the 
Commission on Federal Paperwork., 
78-8194 


Government publicity — United States — 
Directories. 
Directory of USS. 
diovisual personnel., 


Government au- 
78-21091 


Government purchasing. 
Federal Aviation Administration _ par- 
ticipation in the Federal catalog system 
: Change 1., 78-5353 


Selling to ERDA., 78-20788 


Government purchasing — District of 

Columbia. 

What needs to be done to improve the 
supply system of the District of Colum- 
bia : Comptroller General’s report to 
the Congress and to the Mayor and 
Council of the District of Columbia., 
78-1768 


*Government purchasing — Florida — Cape 

Canaveral. 

Special procurement procedures help 
prevent wage busting under Federal 
service contracts in the Cape 
Canaveral area: report /, 78-13318 


Government purchasing — Russia. 

Establishing of temporary purchasing 
commission : agreement between the 
United States of America and the 
Union of Soviet Socialist Republics, 
amending and extending the agreement 
of October 18, 1972 as amended and 
extended, and amending the protocol 
of October 3, 1973, effected by 
exchange of letters signed at Washing- 
ton, May 21, June 21, and October 7, 
1974., 78-767 


Establishment of temporary purchasing 
commission : agreement between the 
United States of America and the 
Union of Soviet Socialist Republics, 
amending and extending the agreement 
of October 18, 1972, as amended and 
extended, effected by exchange of let- 
ters signed at Moscow and Washing- 
ton, June 7 and September 13, 1976., 
78-768 


Government purchasing — United States. 
Acquisition of supplies and/or services 
from or through government agencies., 
78-5351 


An act to distinguish Federal grant and 
cooperative agreement relationships 
from Federal procurement relation- 
ships, and for other purposes., 78- 
10256 


Annual report - General Services Ad- 
ministration., 78-21081 

The Buy American act amendments of 
1977 : hearings before the Subcommit- 
tee on Federal Spending Practices and 





Open Government of the Committee 
on Governmental Affairs, United 
States Senate, Ninety-fifth Congress, 
second session, on S. 2318 ... March 
17, 1978, Pittsburgh, Pa., March 23, 
April 5, 1978, Washington, D.C., 78- 
26800 

Code of Federal regulations., 
78-8911, 78-11148 


Competition for negotiated government 
procurement can and should be im- 


proved : report to the Congress /, 78- 
4775 


Doing business with the National Park 
Service., 78-17840 


Establishing of temporary purchasing 
commission : agreement between the 
United States of America and the 
Union of Soviet Socialist Republics, 
amending and extending the agreement 
of October 18, 1972 as amended and 
extended, and amending the protocol 
of October 3, 1973, effected by 
exchange of letters signed at Washing- 
ton, May 21, June 21, and October 7, 
1974., 78-767 


78-7034, 


Establishment of temporary purchasing 
commission : agreement between the 
United States of America and the 
Union of Soviet Socialist Republics, 
amending and extending the agreement 
of October 18, 1972, as amended and 
extended, effected by exchange of let- 
ters signed at Moscow and Washing- 
ton, June 7 and September 13, 1976., 
78-768 


Federal acquisition act of 1977 : report 
of the Committee on Governmental 
Affairs, United States Senate, to ac- 


company S. 1264 ... together with ad- 
ditional views., 78-19398 


Federal agencies should be given general 
multiyear contracting 
supplies and services 
Congress /, 78-11139 

Federal Aviation Administration 


ticipation in the Federal 
system., 78-7896 


authority for 
: report to the 


par- 
catalog 


The Federal government’s bill payment 
performance is good but should be 


better : report to the Congress /, 78- 
13236 


Federal grant and cooperative agreement 
act of 1977 : report of the Committee 
on Governmental Affairs, United 
States Senate, to accompany S. 431 ..., 
78-2377 


Identical bidding in public procurement; 
report of the Attorney General under 
Executive Order 10936., 78-21666 


Index of Federal specifications and stan- 
dards., 78-3222 
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Labor surplus program : hearings before 
the Subcommittee on Capital, Invest- 
ment, and Business Opportunities of 
the Committee on Small Business, 
House of Representatives, Ninety-fifth 
Congress, second session ..., 78- 
24658 


Legislative recommendations of the 
Commission on Government Procure- 
ment : 5 years later : report to the 
Congress /, 78-25816 


Lessons to be learned from the manage- 
ment of commodities remaining from 
terminated Indochina economic 
assistance programs : Department of 
State and other agencies : report to the 
Congress /, 78-4723 


An organized approach to improving 
Federal procurement and acquisition 
practices : report to the Congress /, 
78-4774 


Procurement practices of cities under 
Federal grant funds : questionaire sur- 
vey., 78-13364 


Pubic contracts and property manage- 
ment, 78-8911 


Public contracts and property manage- 
ment, 78-7034, 78-1!148 


Sale, 50% off on most items : discon- 
tinued items, tools, paper, furniture, 
and office supplies, maintenance and 
operating supplies., 78-15381 

Small Business Administration procure- 
ment assistance programs : hearing be- 
fore the Subcommittee on Government 
Procurement of the Select Committee 
on Small Business, United States 
Senate, Ninety-fifth Congress, second 
session February 7, 1978., 78- 
19236 


Small Business Administration 8(a) con- 
tract procurement program : report of 
the Select Committee on Small Busi- 
ness, United States Senate ... based on 
a hearing before the committee, Janua- 
ry 21, 1976., 78-8349 


Small business procurement expansion 
and simplification act : hearings before 
the Subcommittee on Government 
Procurement of the Select Committee 
on Small Business, United States 
Senate, Ninety-fifth Congress, second 
session, on §. 2259 ... February 7 and 
April 18, 1978., 78-22560 


Small purchase self-study course., 78- 
6120 


Small purchase self-study course 
book., 78-6121 


Summaries of conclusions and recom- 
mendations on the operations of civil 
departments and agencies : report to 
the House and Senate committees on 
appropriations /, 78-11121 


> quiz 
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Uninformed procurement decisions for 
commercial products are costly : re- 
port to the Congress /, 78-6972 


Ways to increase the number, type, and 
timeliness of 8(a) procurement con- 
tracts report of the Comptroller 
General of the United States., 78- 
13208 


*Government purchasing — United States — 
Bibliography. 
How to sell to government agencies., 
78-13398 


Government purchasing — United States — 

Cases. 

Comptroller General of the United States 
[decisions], B- [series]., 78-3207 

Government purchasing — United States — 

Directories. 

U.S. Government purchasing and sales 
directory : who buys what and where : 
who sells what and where : source of 
specifications., 78-9526 


Government purchasing — United States — 
Handbooks, manuals, etc. 
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analysis., 78-21287 
Group medical practice — Buildings — 
Finance. 


Group practice facilities, 78-11345 


Group medical practice — United States. 
Medical practice plans at U.S. medical 
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government of Guam for construction 
of public facilities, and for other pur- 
poses : report to accompany S. 2821., 
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Commander’s manual : FA target 
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15049 

Chaparral system mechanic., 78-20200 


Commander’s manual : LCSS test spe- 
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Hydraulic characteristics of three 
selected grate inlets on continuous 
grades., 78-24375 

Gypsum — Statistics. 

Gypsum., 78-4980 
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*Halley’s comet. 
Opportunities for ballistic missions to 
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Employment of handicapped people in 


leisure occupations /, 78-754 


Page I- 1972 





Subject Index 


Federal employment of handicapped 
people : report /, 78-23634 


78-11802 
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*Handicapped — Housing — United States. 
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Preliminary design study of an_ inter- 
grated tail rotor servo power module : 
final report /, 78-10813 

*Helicopters — Field of view. 

A parametric analysis of 

proaches for helicopters /, 


visual ap- 
78-11682 
Helicopters — Flight testing. 
Engineering flight test guide for transport 
category helicopters., 78-26593 
A rotor-mounted digital instrumentation 
system for helicopter blade flight 
research measurements /, 78-26377 
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*Helicopters — Handbooks, manuals, etc. 
Commander's manual : utility helicopter 
repairer, MOS 67N., 78-20202 
Soldier's manual 
repairer, MOS 67N., 
Utility helicopter repairer., 
78-20202 


utility helicopter 
78-15062 


78-15062, 


*Helicopters — Handling characteristics. 
The air cavalry combat brigade., 78- 
23097 


Limitations of the Uttas helicopter in 
performing terrain flying with external 
loads : final report for period July 
1976-Apr. 1977 /, 78-10814 


*Helicopters — Inspection — United States. 

Field evaluation of UH-1H helicopter in- 
spection systems project inspect, phase 
Il : final report for period | May 1974- 
31 May 1976/, 78-23172 

*Helicopters — Landing. 

Advanced technology helicopter landing 
gear final report for period Apr. 
1975-Apr. 1977 /, 78-10816 

Helicopters — Law and legislation — United 

States. 

Certification and operations of scheduled 
air carriers and helicopters, 78-14108 

Certification and operations of scheduled 
air carriers with helicopters, 78- 
26577 

Federal aviation regulations., 
78-26577 


78-14108, 


Helicopters — Maintenance and repair. 
Attack helicopter repairer, MOS 67Y : 
soldier’s manual., 78-4413 


Can the Army’s $2.8 billion program to 
modernize the CH-47 helicopter be 
improved? : report to the Congress /, 
78-13372 


Narcotic drugs : provision of helicopters, 
equipment and services agreement 
between the United States and Mexico, 
effected by exchange of letters signed 
at Mexico, March 8, 1977., 78-21963 

Small hardware design for ease of main- 
tenance and inspection : final report 
for period July 1973 - March 1976 /, 
78-20328 


Soldier's manual attack helicopter 
repairer, MOS 67Y, skill levels 1/2/3., 
78-4413 


*Helicopters — Maintenance and repair — 

Handbooks, manuals, etc. 

CH-54 heavy helicopter repairer., 78- 
12690, 78-15063 

Commander's manual CH-54_ heavy 
helicopter repairer, MOS 67X., 78- 
15063 

Commander's manual medium 
helicopter repairer, MOS 67U., 78- 
20201 
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Commander's manual : observation/scout 
helicopter repairer MOS 67V., 78- 
10733 


Maintenance and repair parts consump- 
tion planning guide for contingency 
operations : aviation, helicopter, utili- 
ty, UH-1H., 78-8703 

Medium helicopter repairer., 
78-20201 


Observation/scout helicopter repairer., 
78-10732, 78-10733 


Soldier’s manual CH-54 heavy 
helicopter repairer, MOS 67X., 78- 
12690 


Soldier’s manual medium helicopter 
repairer, MOS 67U, skill levels 1/2/3., 
78-12689 


Soldier’s manual observation/scout 
helicopter repairer, MOS 67V, skill 
levels 1/2/3., 78-10732 


Helicopters — Maintenance and repair — 
Vocational guidance. 
The US Army Transportation School Ap- 
prenticeship Program for the trade of 
helicopter mechanic., 78-4434 


*Helicopters — Mathematical models. 
Computer simulation incorporating a 
helicopter model for evaluation of air- 
craft avionics systems /, 78-18122 


78-12689, 


Helicopters — Noise. 
Helicopter noise reduction design trade- 
off study /, 78-7878 


Helicopter transmission vibration and 
noise reduction program : final report 
for period May 1974-February 1977 /, 
78-20332 


Helicopters — Piloting. 

Department of Defense appropriations 
for 1978 : hearings before a subcom- 
mittee of the Committee on Ap- 
propriations, House of Representatives, 


Ninety-fifth Congress, first session ..., 
78-964 


Flight instructor instrument rotorcraft- 
helicopter written test guide., 78- 
5376 

Flight = instructor 
written test guide., 


rotorcraft-helicopter 
78-5378 

Flight test guide instrument pilot 
helicopter., 78-7960 

Helicopter pilot training agreement 
between the United States of America 
and other governments opened for 


signature October 20, 1975., 78- 
26475 


Helicopters — Piloting — Handbooks, 
manuals, etc. 
Basic helicopter handbook., 


Helicopters — Specifications. 
Rotorcraft, gliders & balloons, 


78-9675 


78-3773 
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Type certificate data sheets and specifi- 

cations., 78-3773 
*Helicopters — Testing. 

Empirical comparison of a fixed-base and 
a moving-base simulation of a 
helicopter engaged in visually con- 
ducted slalom runs /, 78-24215 

Performance of low-pressure ratio fan 
Stage at two off-design blade setting /, 
78-18113 

A wind-tunnel investigation of an un- 
powered helicopter fuselage model 
with a V-type empennage /, 78- 
21825 

Helicopters — United States. 

Briefs of accidents involving rotorcraft, 
U.S. general aviation., 78-18553, 
78-24356 

Heliports. 


Heliport design guide., 78-5393 


Helium. 
Comparison of two computer programs 
by predicting turbulent mixing of heli- 


um in a ducted supersonic airstream /, 
78-24239 


Helium research in support of supercon- 
ducting power transmission : annual 
report for the period, July 1975-Sep- 
tember 1976 /, 78-10984 

Helium — Statistics. 
Helium., 78-4981, 78-11479 


Preprint from the 1975 Bureau of Mines 
Minerals Yearbook, 78-4981 


Preprint from the 1976 Bureau of Mines 
Minerals Yearbook, 78-11479 


*Helium — Thermal properties — 
Measurement. 
Measurements of combined axial mass 
and heat transport in He Il /, 78- 
14884 


Helmets. 
Field of view with and without motorcy- 
cle helmets /, 78-8113 
Helmets — Testing. 
Model performance criteria for structural 
firefighters’ helmets., 78-1489 
Safety helmet performance investigation 
/, 78-16058 
Helt, Franklin R 
Franklin R. Helt : 
H.R. 1557., 
*Hematology. 
Biochemistry and hematology of decom- 
pression sickness : a case report /, 
78-20357 
*Hemlock sawfly. 
Estimation of hemlock sawfly 


(Hymenoptera: diprionidae) fecundity 
/, 78-14596 


report to accompany 
78-1172 
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*Hemodialysis — Social aspects — 
Bibliography. 
Psychological and socioeconomic aspects 
of kidney dialysis /, 78-13506 
Hemorrhagic diseases — Congresses. 
Animal models of thrombosis 
hemorrhagic diseases., 78-17507 


Hemostasis — Bibliography — Periodicals. 

Hemostasis and thrombosis; a_bibliog- 
raphy., 78-3314, 78-17542 

*Hemostasis — indexes. 

Hemostasis and thrombosis; a_bibliog- 

raphy., 78-3314 
Henry, Jean-Manuel. 

Andree McGiffin and Jean-Manuel 
Henry report to accompany H.R. 
8192., 78-14454 

Hepatitis, Infectious. 

Blood transfusions and hepatitis, 78- 

21229 


FDA consumer memo., 


and 


78-21229 


*Hepatoma. 
Current cancer research on etiology, 
biochemistry, and pathology of hepatic 
neoplasms /, 78-11215 


Herb gardening — Bibliography. 
Herbs and herb gardening /, 


*Herbert G. West, Lake, Wash. 

An act to name the lake located behind 
Lower Monumental Lock and Dam, 
Washington, “Lake Herbert G. West’’., 
78-19390 


*Herbicides. 
Ammonium thiocyanate does not in- 


crease herbicidal control of salmonber- 
ry /, 78-14685 


Applying herbicides to desiccate man- 
zanita brushfields before burning /, 
78-6155 


Atrazine promotes ponderosa 
regeneration /, 78-8541 


Effects, uptake, and metabolism of 
methoxychlor, mirex, and 2,4-D in 
seaweeds /, 78-12874 


Vegetation management with herbicides : 
draft environmental statement., 78- 
6182 


*Herbicides — Environmental aspects — 
Arizona. 
Environmental statement final ad- 
dendum : herbicide use on National 
forests of Alaska., 78-16661 


Herbicide use on National 
Alaska., 78-16661 


Herbicides — Environmental aspects — 
United States. 
EPA compendium of registered pesti- 
cides., 78-3124 


and plant 


78-9298 


pine 


forests of 


Herbicides 
3124 


regulators, 78- 





*Herbicides — Environmental aspects — 

West Virginia. 

Population and community responses of 
small mammals to 2,4,5-T /, 78- 
10381 

Herbicides — Toxicology. 

Bioassay of nitrogen for possible car- 
cinogenicity., 78-8965 

Bioassay of picloram for possible car- 
cinogenicity., 78-8964 

Bioassay of sulfallate for possible car- 
cinogenicity., 78-23800 

Herbs — Bibliography. 


Herbs and herb gardening /, 78-9298 


*Herbs — Therapeutic use — Bibliography. 

Herbal medicine : June 1976 through 
June 1978, 222 citations /, 78-17569 

*Hercules (Turboprop transports) 

Hercules aircraft : review of published 
literature and structured interviews : 
interim report for period 29 June 
1976-2 February 1977 /, 78-20443 

Historical analysis of C-130E resources 
/, 78-6534 


Life cycle cost of C-130E weapon 

system /, 78-6533 
*Hereditary chorea. 

Huntington’s disease : hearing before a 
subcommittee of the Committee on 
Appropriations, United States Senate, 
Ninety-fifth Congress, first session : 
special oversight hearing., 78-12031 


Neurobiology and pharmacology of 
Huntington’s disease., 78-7135 


Report : Commission for the Control of 
Huntington’s Disease and Its Con- 
sequences., 78-11196, 78-17515, 
78-25886 

Hernadez, Carmen Prudence. 

Carmen Prudence Hernandez : report to 

accompany H.R. 2758., 78-5709 
Hernadez, Sealie Von Kleist. 

Sealie Von Kleist Hernandez : report to 

accompany H.R. 2759., 78-5710 
Heroin. 

The epidemiology of heroin and other 

narcotics /, 78-7150 
*Herpesviruses. 

Wavelength dependence of ultraviolet- 
enhanced reactivation and induction of 
mammalian viruses /, 78-17594 

*Herring. 

Gulf of Maine-Georges Bank 
ichthyoplankton collected on ICNAF 
larval herring surveys September 1971- 
February 1975 /, 78-14913 

Hester, Camilla A. 

Camilla A. Hester : report to accompany 

S. 1269., 78-5790 





December 1978 


*Heterocyclic compounds. 

Characterization of the heterocyclic 
compounds in coal liquefaction 
products : part |, nitrogen compounds 
/, 78-17274 

Hewitt, John Arnot, 

Nomination of John Arnot Hewitt, Jr. : 
hearing before the Committee on 
Armed Services, United Senate, 
Ninety-fifth Congress, second session 
... February 23, 1978., 78-19035 


Hexachlorocylohexane — Toxicology. 
Bioassay of lindane for possible car- 
cinogenicity., 78-1931 
Hexachlorophene. 


FDA consumer memo., 78-21245 


78-21245 


*Hexachlorophene — Toxicology. 
Bioassay of hexachlorophene for possible 
carcinogenicity., 78-11206 
Hickory. 
Wildfire effects on an oak-hickory forest 
in southeast Missouri /, 78-1353 


Hides and skins — Addresses, essays, 
lectures. 

Outlook for hides, skins, and leather 
supply : remarks prepared for delivery 
by Thomas E. Murphy, Acting 
Director, Consumer Goods and Ser- 
vices Division, before the Work Glove 
Manufacturer Association’s spring 
meeting, Williamburg Lodge, William- 
sburg, Virginia, June 22, 1977., 78- 
154 

Higginbotham, A Leon, 

Joint resolution to provide for the reap- 
pointment of A. Leon Higginbotham, 
Junior, as a citizen regent of the Board 
of Regents of the Smithsonian Institu- 
tion., 78-19379 


Providing for the reappointment of A. 
Leon Higginbotham, Jr., as a citizen 
regent of the Board of Regents of the 
Smithsonian Institution : report to ac- 
company S.J. Res. 106., 78-10285 


Providing for the reappointment of A. 
Leon Higginbotham, Junior, as a 
citizen regent of the Board of Regents 
of the Smithsonian Institution 
to accompany S.J. Res. 
16371 

*High-protein diet. 

Liquid protein diets : hearing before the 
Subcommittee on Health and the En- 
vironment of the Committee on In- 
terstate and Foreign Commerce, House 
of Representatives, Ninety-fifth Con- 
gress, first session December 28, 
1977., 78-19157 


High-rise apartment buildings. 
Controlling access in highrise buildings : 
approaches and guidelines /, 78-545 


Hexachlorophene, 


: report 
106., 78- 
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*High-rise apartment buildings — Heating 
and ventilation. 

Solar energy in high-rise buildings /, 78- 
25453 

*High school graduates. 

Comparison of performance and career 
progression of high school graduates 
and non-graduates in the Air Force : 
final report for period | July 1974 - 9 
September 1975 /, 78-20415 

*High school graduates — United States — 

Bibliography. 


National longitudinal study., 78-21117 


Review and annotation of study reports /, 
78-21117 


*High school students — Guatemala. 
Development of international awareness 
in Guatemalan secondary students., 

78-13828 


High school students — United States — 
Attitudes. 
Group profiles on self-esteem, locus of 


control, and life goals., 78-417 
National of high 
school seniors., 


longitudinal study 
78-417 


*High school students — United States — 

Statistics. 

Basic life skills : 
15399 

*High school students — Vocational 
guidance. 

Vocational interest-career examination : 
norming and standardization on a na- 
tionwide high school sample : final re- 
port for period January 1976 - August 
1977 /, 78-20449 


results manual., 78- 


High-speed aeronautics. 
Design and demonstration of a system 


for routine, boomless supersonic flights 
/, 78-9710 


*High speed ground transport — 
Northeastern States. 
Demand projections for the northeast 
corridor financial /, 78- 
15945 


High speed ground transportation. 
Comparison of two HSGT magnetic 
suspension systems (attraction) /, 78- 
7844 


analysis 


Conceptual design and analysis of the 
tracked magnetically levitated vehicle 
technology program (TMLYV) : 
sion scheme., 78-11872 


repul- 


levitated vehicle 
(TMLV), 78- 


Tracked magnetically 
technology 
11872 


program 


*High speed ground transportation — 
United States. 
Automated guideway transportation 
between and within cities, 78-22137 
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High speed ground transportation act of 
1965, tenth and final report., 78- 
22121 


The tenth and final report on the High 
speed ground transportation act of 
1965 /, 78-22121 

*High temperature plasma. 

Linear magnetic fusion summary of 
Seattle workshop, Seattle, Washington, 
March 9-11, 1977., 78-16962 

Summary of Seattle Workshop, Seattle, 
Washington, March 9-11, 1977 : linear 
magnetic fusion., 78-16962 

High temperature plasma — Research. 

Errors of measurement of plasma tem- 

perature in MHD generator channels : 


scientific and technical report /, 78- 
308 


Main results of investigations in the pro- 
gram “Physics of high-temperature 
plasmas and controlled thermonuclear 
fusion” in the USSR in 1974-75 /, 
78-293 

Studies on the physics of high-tempera- 
ture plasma and_ controlled _ ther- 
monuclear synthesis in the USSR : a 
short review of the program’s develop- 
ment during the period of May 1975 - 
May 1976 /, 78-312 

*High temperatures. 

Additive reactions in high temperature 

deposition tests /, 78-20403 


Development of high-temperature 
subsystem technology to a technology 
readiness state : phase I, topical report, 
baseline combined-cycle system for 
Operation with coal-derived gaseous 
fuel /, 78-20547 


Development of high-temperature 
subsystem technology to a technology 
readiness state : phase I, topical report, 
phase 2 technology development plan 
/, 78-20543 


Development of high-temperature 
subsystem technology to a technology 
readiness state : phase 1, topical re- 
port, phase 3. preliminary turbine 
subsystem technology readiness verifi- 
cation program plan /, 78-20545 

High voltages. 

Semiconductor measurement technology, 
a versatile high-volatage bias supply 
for extended range MIS C(V) 
G(V) measurements., 78-4134 

A versatile high-voltage bias supply for 
extended range MIS C(V) and G(V) 
measurements /, 78-4134 

*Highway communications. 

Highway advisory radio in the Philadel- 
phia area /, 78-24377 


and 
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Highway engineering. 

Evaluation of flood risk factors in the 
design of highway stream crossings /, 
78-9621 

A manual for statistical quality control of 
highway construction /, 78-838 


Methodology for estimating the impacts 
of changes in highway performance : 
prepared for U.S. Dept. of Transporta- 
tion, Federal Highway Administration 
/, 78-9634 

Roadway design system, metric 
manual., 78-9616 


Highway engineering — Management. 
A user’s guide to positive guidance /, 
78-839 


Highway engineering — Study and teaching 
— United States — Audiovisual. 
Education and training information 

exchange bulletin., 78-26567 


Highway engineering — Study and teaching 

— United States — Periodicals. 

Education and training information 
exchange bulletin., 78-9637, 78- 
9638, 78-9639, 78-9641, 78-9643, 
78-11863, 78-18617, 78-18618, 
78-26567 


Highway engineering — United States. 
Interstate resurfacing, restoration, and 
rehabilitation study report of the 
Secretary of Transportation to the 
United States Congress /, 78-5645 
Highway engineering — United States — 
Periodicals. 
Highway focus., 


user 


78-3741 


Highway engineering — United States — 
Study and teaching 
Education and training information 
exchange bulletin., 78-24378 


Highway engineering — United States — 
Study and teaching — Periodicals. 
Education and training information 

exchange bulletin., 78-7828, 78- 
24378 


*Highway law — United States. 
Emergency highway and transportation 
repair act of 1978 : report to accom- 
pany H.R. 10979., 78-12266 


Federal aid highway act of 1978 

~ hearings before the Subcommittee on 
Transportation of the Committee on 
Environment and _ Public Works, 
United States Senate, Ninety-fifth Con- 
gress, first session., 78-19206 

Federal-aid highway act of 1978 : report 
of the Committee on Environment and 
Public Works, United States Senate, to 
accompany S. 3073., 78-19462 

*Highway planning. 
Control strategies for signalized diamond 


interchanges : technology sharing re- 
port., 78-18608 


Do not order from index; see indicated entry 





Integration of maintenance needs into 
preconstruction procedures /, 78- 
18613 


A user’s guide to positive guidance /, 
78-839 


Highway planning — Citizen participation. 
Public involvement techniques outlined 
in highway agency action plans /, 78- 
2170 
Social impact assessment : a sourcebook 
for highway planners /, 78-7774 


*Highway planning — Colorado. 

Water quality considerations for highway 
planning and construction : I-70, Vail 
Pass, Colorado /, 78-22675 

*Highway planning — Data processing. 

Rural highway planning system 
puter program user’s 
11854 


: com- 
manual., 78- 


Highway planning — Economic aspects — 
United States. 
Action plans 

9645 


: summary report /, 78- 


Highway planning — Environmental aspects. 
Social impact assessment : a sourcebook 
for highway planners /, 78-7774 


Highway planning — Environmental aspects 
— United States. 
Action plans : summary report /, 78- 
9645 


Highway planning — Oregon — Citizen 
participation. 
Oregon I-205 public awareness program 
/, 78-9646 


Highway planning — Social aspects. 
Social impact assessment : a sourcebook 
for highway planners /, 78-7774 
Highway planning — Social aspects — 
United States. 
Action plans 
9645 


: summary report /, 78- 


*Highway planning — Study and teaching — 
United States. 
Planning and environment : highway en- 
gineer training program, September 
21-September 30, 1976., 78-22065 


program project 
: (fy 1976 and active pro- 
jects from previous fiscal years)., 78- 
22066 


Planning contract 
descriptions 


*Highway planning — United States. 
Acquisition of land for joint highway and 
community development executive 
summary /, 78-22078 


Administration’s proposed extension of 
the highway trust fund : hearing before 
the Committee on Ways and Means, 
House of Representatives, Ninety-fifth 
Congress, second session, February 8, 
1978., 78-19254 





Apportionment for interstate highway 
system : report to accompany H. Con. 
Res. 282., 78-1209 


Funding the national system of interstate 
and defense highways : report together 
with additional views to accompany H. 
Con. Res. 282., 78-5960 


Historic and archeological preservation., 
78-26563 


Historic preservation and the Federal-aid 
highway program., 78-837 

Land use and arterial spacing in subur- 
ban area /, 78-9611 


Simplified guidelines for major street 
planning., 78-7757 

Social impact assessment : a sourcebook 
for highway planners /, 78-18580 


Highway planning — United States — 
Citizen participation. 
Public involvement techniques outlined 
in highway agency action plans /, 78- 
$279 


Highway planning — United States — Data 
processing. 
Rural highway planning system : com- 
puter program user’s manual : prelimi- 
nary draft., 78-9617 


Highway research — United States — 
Periodicals. 


Federally coordinated program of 


highway research and development., 


78-855, 78-14084 
Hill, Elsa Debra. 
Dismissing the election contest of Elsa 
Debra Hill and Felix J. 
against William Clay 
company H. Res. 822., 


Panasigui 
: report to ac- 
78-5784 


Hiroshima — Bombardment, 1945. 
Ichiban : radiation dosimetry for the sur- 
vivors of the bombings of Hiroshima 
and Nagasaki /, 78-23590 


Histocompatibility — Abstracts — 
Periodicals. 
The major histocompatibility complex., 
78-3281 


*Historians — United States — Addresses, 
essays, lectures. 

A reflection on historians and _pol- 
icymakers : [adapted from a speech] 
delivered by David F. Trask, the 
Historian, at the Bicentennial Foreign 
Policy Conference, August 1976, 
Columbus, Ohio., 78-18406 


*Historic buildings — Conservation and 
restoration — Planning. 
Guidlines for local surveys 

preservation planning /, 


: a basis for 
78-21482 
Historic buildings — United States. 
How to complete national 
forms., 78-646 
Tax incentives for rehabilitating historic 
buildings., 78-26237 


register 





December 1978 


Historic buildings — United States — 

Conservation and restoration. 

An adequate loan program for historic 
resources : hearings before the Sub- 
committee on Historic Preservation 
and Coinage of the Committee on 
Banking, Finance, and Urban Affairs, 
House of Representatives, Ninety-fifth 
congress, first session on H.R. 7796 ... 
May 24, June 29, and July 27, 1977., 
78-8247, 78-22403 

Epoxies for wood repairs 
buildings /, 78-26235 


*Historic buildings — United States — 
Conservation and restoration — Guide- 
books. 

Haunted houses and legendary ghosts., 
78-16823 


The supernatural : haunted houses and 
legendary ghosts., 78-16823 


in historic 


Historic sites. 


Historic and archeological preservation., 
78-26563 


*Historic sites — Conservation and 
restoration. 
The preliminary report of the national 
reservoir inundation study /, 78- 
21577 


Historic sites — Conservation and 
restoration — Periodicals. 

Parks; an_ international journal for 
managers of national parks, historic 
sites, and other protected areas., 78- 
3481 


Historic sites — Georgia — Savannah. 
Historic preservation plan for the central 
area general neighborhood renewal 
area, Savannah, Georgia., 78-25920 
*Historic sites — Law and legislation — 
United States. 
Archeological and historic preservation : 
report to accompany S. 2699., 78- 
19430 


Lowell National Park, archeological 
salvage, and PADC : hearing before 
the Subcommittee on Parks and 
Recreation of the Committee on Ener- 
gy and Natural Resources, United 
States Senate, Ninety-fifth Congress, 
second session, on S. 2566 ... S. 2699 

S. 2817 April 6, 1978., 78- 
24599 


*Historic sites — Pennsylvania — Gettysburg 

— Conservation and restoration. 

A plan to preserve the historic resources 
of the Gettysburg area of the Com- 
momwealth of Pennsylvania : a report 
/, 78-14248 

Historic sites — United States. 

Historic preservation and the Federal-aid 
highway program., 78-837 

How to national 

forms., 


complete 
78-646 


register 


Do not order from index; see indicated entry 





Index, National 
filiated areas, 


Park System 
78-13783 


and af- 


Index of the National Park System and 
affiliated areas., 78-13783 

Manassas Battlefield and historic sites : 
hearing before the Subcommittee on 
Parks and Recreation of the Commit- 
tee on Energy and Natural Resources, 
United States Senate, Ninety-fifth Con- 
gress, first session ... June 28, 1977., 
78-1022 

The Presidents : from the inauguration of 
George Washington to the inaugura- 
tion of Jimmy Carter : historic places 
commemorating the Chief Executives 
of the United States., 78-7331 

Historic sites — United States — 

Administration. 

Administrative policies for historical 
areas of the National Park System., 
78-26199 

*Historic sites — United States — 

Bibliography. 

Public buildings, landmarks and historic 
sites of the United States., 78-13388 


Historic sites — United States — 

Conservation and restoration. 

An adequate loan program for historic 
resources : hearings before the Sub- 
committee on Historic Preservation 
and Coinage of the Committee on 
Banking, Finance, and Urban Affairs, 
House of Representatives, Ninety-fifth 
congress, first session on H.R. 7796 ... 
May 24, June 29, and July 27, 1977., 
78-8247 


*Historic sites — United States — Guide- 
books — Bibliography. 


Historical handbook series., 78-21067 


Historic sites — Washington, D.C. 

National Visitor Center. Dept. of the In- 
terior, Park Service., 78- 
7334 

*History of Medicine — bibliographies. 

Bibliography of the history of medicine., 

78-13507 


National 


*HIstory of Medicine — indexes. 
Bibliography of the history of medicine., 
78-13507 
Hodgkin’s disease — Abstracts — 
Periodicals. 
Diagnosis and treatment of 
disease., 78-3305 


Hodgkin's 


Hodgkin’s disease — Diagnosis — Abstracts 
— Periodicals. 
Diagnosis and treatment of Hodgkin's 

disease., 78-3305 

Hoffman, Irene. 
Irene Hoffman 


H.R. 5612., 


report to accompany 
78-14459 
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*Hoisting machinery — Rigging. 

The US Army Engineer School ap- 
prenticeship program for the trade of 
rigger., 78r20215 

*Hoisting machinery — Rigging — 

Handbooks, manuals, etc. 


Boatswain’s mate 3 & 2., 78-20362 


*Hoisting machinery — Rigging — 

Vocational guidance. 

The US Army Engineer School ap- 
prenticeship program for the trade of 
rigger., 78-15069 

Holding companies — United States. 

Laws relating to securities commission 
exchanges and holding companies 
(with indices) /, 78-5446 

Holland, Michael Bruce. 

Michael Bruce Holland : report to ac- 

company S. 1484., 78-24853 


Hollywood-Burbank Airport. 

Hollywood-Burbank Airport : briefing of 
the Subcommittee on Aviation of the 
Committee on Public Works and 
Transportation., 78-12165 

Holography. 

Optical and holographic storage proper- 
ties of Fe-, Cu- and Mg-doped lithium 
noibate /, 78-26376 

Holothurians — Northeastern States. 

Marine flora and fauna of the northeast- 
ern United States : Echinodermata : 
Holothuroidea. /, 78-1459 


*Home accidents — Prevention. 
Home Canning safety., 78-12004 


Home accidents — United States. 
Consumer product hazard index., 78- 
24435 


Home accidents — United States — 
Prevention. 


Because you care for kids., 78-897 


Take a tip from Safety Sadie, poison- 
proof your home., 78-2190 
*Home care services. 
Homemaker and home health services 
for the elderly /, 78-11280 


Medicare, utilization of home health ser- 
vices, 1974 /, 78-8953 


Home care services — New York (City) 

New York home care abuse : hearing be- 
fore the Select Committee on Aging, 
House of Representatives, Ninety-fifth 
Congress, second session, February 6, 
1978, New York, N.Y., 78-26725 

Home care services — United States. 

Home-delivered meals for the elderly, 
1977 : hearing before the Subcommit- 
tee on Aging of the Committee on 
Human Resources, United States 
Senate, Ninety-fifth Congress, first ses- 
sion, on §. 1283 ... and S. 519 ... May 
13, 1977., 78-1054 
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Home health : the need for a national 
policy to better provide for the elderly 
: report to the Congress /, 78-11120 


Homemaker-home health aide services., 
78-1912 


Human resources issues in the field of 
aging : homemaker-home health aide 
services., 78-1912 

Home economics — Accounting — 

Periodicals. 


Family economics review., 78-2461 


Home economics — Bibliography. 
Home economics., 78-1905 


Home economics — Periodicals. 
Food and home notes., 78-2406 


Home economics — Study and teaching. 
Housing management services com- 
petency based teaching module., 78- 
4794 


Home economics — United States — 
Vocational guidance. 
Securing employment 

based teaching module., 


competency 
78-7058 
Home economics as a profession — 

Vocational guidance. 

Housing management services com- 
petency based teaching module., 78- 
4794 

Securing employment 
based teaching module., 


competency 
78-7058 
Home labor. 


Home businesses /, 78-9521 


Home ownership — United States. 

HUD support of homeowner counseling : 
hearing before a Subcommittee on 
Government Operations, House of 
Representatives, Ninety-fifth Congress, 
first session, April 5, 1977., 78-1042 


Why are new house prices too high, how 
are they influenced by Government 
regulations, and can prices be reduced 
: report to the Congress /, 78-21007 


Home rule (District of Columbia) 

An act to amend section 441 of the Dis- 
trict of Columbia Self-Government and 
governmental reorganization act., 78- 
8447 


Amending the D.C. self-government and 
governmental reorganization act of 
1973 report to accompany H.R. 
12116., 78-26905 

Honduras — Population. 

Honduras., 78-6268 


Honey — Statistics — Periodicals. 
Foreign agriculture circular., 
78-2437 


Honey — United States — Statistics — 
Periodicals. 
Honey., 78-19612 


Honey market news, monthly report., 
78-2481 


78-2437 
Honey, 
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Honey production, 78-19612 


*Honeycomb structures. 

Ambient temperature fatigue tests of ele- 
ments of an_ actively cooled 
honeycomb sandwich structural panel 
/, 78-9376 

Hong, Me Hwa. 

Me Hwa Hong : report to accompany S. 

911., 78-5923 
Hongkong. 


Background notes., 78-21905 


78-21905 


Hongkong — Description and travel. 
Hong Kong: post report., 78-26453 


Honolulu, Hawaii — Public buildings. 
Settlement of contractor claims for con- 
struction of a Federal building in 
Hawaii : General Services Administra- 
tion : report to the Committee on 
Government Operations, House of 
Representatives /, 78-1825 


*Hoosier National Forest, Ind. 
Fish and wildlife management plan 
Hoosier National Forest, Indiana., 
78-10326 


Hoover, Herbert Clark, 

Public papers of the Presidents of the 
United States; containing the public 
messages, speeches, and statements of 
the President., 78-17394 


Hopi Indians — Land tenure. 

Relocation of certain Hopi and Navajo 
Indians : hearing before the United 
States Senate Select Committee on In- 
dian Affairs, Ninety-fifth Congress, 
second session, on S. 1714 ... February 
10, 1978, Winslow, Ariz., 78-26811 

Hops — Statistics — Periodicals. 

Foreign agriculture circular., 

78-2436 

Hops — United States — Statistics — 
Periodicals. 
Hop stocks., 


Hong Kong, 


78-2436 
Hops, 


78-19613 


Hormones — Toxicology — Abstracts — 
Periodicals. 
The role of synthetic and natural hor- 
mones in carcinogenesis., 78-3295 


Horn Lake Creek watershed, Miss. 
Flood plain information Horn Lake 
Creek and tributaries, vicinity of Horn 
Lake, Mississippi., 78-4479 


Horn Lake Creek and tributaries, vicinity 
of Horn Lake, Mississippi., 78-4479 
Horse race betting — Law and legislation — 
United States. 
Interstate horseracing act of 1978 : re- 
port to accompany S. 1185., 78- 
24931 


Report on the Interstate horseracing act 
of 1977 : report together with minority 
views to accompany S. 1185., 78- 
8492 





Horse-racing — Law and legislation — 

United States. 

Interstate horseracing act : hearings be- 
fore the Committee on Commerce, 
Science, and Transportation, United 
States Senate, Ninety-fifth Congress, 
first session, on S. 1185 ... June 24 and 
25, 1977., 78-5536 

Horses — Law — United States. 

Wild free-roaming horses and burros act 
: hearing before the Subcommittee on 
Public Lands and Resources of the 
Committee on Energy and Natural 
Resources, United States Senate, 
Ninety-fifth Congress, first session... 
May 23, 1977., 78-2261 

Horses — Taxation — United States. 

An act to continue to suspend for a tem- 
porary period the import duty on cer- 
tain horses, and for other purposes., 
78-5876 

Temporary suspension of the import duty 
on certain horses, and other matters : 
report to accompany H.R. 3259., 78- 
5943 

*Horses — United States. 

Recommendations relative to the needs 
of the horse industry : meeting of the 
National Horse Industry Advisory 
Committee, December 11-12, 1975., 
78-16477 

Horses — United States — Congresses. 

Proceedings - National Advisory Board 
for Wild Free-Roaming Horses & Bur- 
ros., 78-21606 

Hose. 

Ship-to-shore hose handling operations 

manual., 78-8726 


Hose-couplings — Standards — United 
States. 

Hose, pipe, and 

disconnect and self sealing /, 


tube fittings, quick 
78-6414 
Hospital — Laws and legislation — United 

States. 

Hospital survey and construction act with 
amendments contains 
79th through the 94th, 
Congresses /, 78-9834 


laws of the 
2d_ session, 


*Hospital administrators — Recruiting. 
Guidelines for recruitment and selection 


of executive/professional 
health systems agencies., 


staff for 
78-1952 
Hospital housekeeping. 
Hospital housekeeping design & opera- 
tional guidelines 
gramming worksheets., 


functional 
78-470 


pro- 


*Hospital records. 
Hospital handbook on birth registration 
and fetal death reporting., 78-11240 





December 1978 


Hospital utilization — United States — 
Admissions and discharges — Statistics. 
Hospital and skilled nursing facility ad- 

missions, under Medicare calendar 
year 1975 /, 78-8952 

Hospital utilization — United States — 
Statistics. 

Inpatient utilization of 
hospitals by diagnosis : 
1974 /, 78-479 

Inpatient utilization of 
hospitals by diagnosis : 
1975 /, 78-21286 

Surgical operations in short-stay hospitals 
: United States, 1975 /, 78-21285 

Hospitals. 

Comparing incidence of diseased tissue 
and use of blood between military and 
civilian hospitals : report to the Sub- 
committee on Retirement and Em- 
ployee Benefits, Committee on Post 
Office and Civil Service, House of 
Representatives /, 78-1784 


Feasibility, practicality and cost of the 
soundproofing of schools, 
and public health facilities 
near airports., 78-7884 

Report to Congress : study : the feasibili- 
ty, practicability, and cost of the 
soundproofing of schools, hospitals, 
and public health facilities located 
near airports., 78-7884 


Hospitals — Admission and discharge. 
Patient administration specialist 
er’s manual., 78-4354, 


short-stay 
United States, 


short-stay 
United States, 


hospitals, 
located 


: soldi- 
78-4355 
Soldier’s manual : patient administration 
specialist., 78-4354, 78-4355 
*Hospitals — Cost control — Congresses. 
Institutional reimbursement 
summary /, 78-2386] 
*Hospitals — Food service — Handbooks, 
manuals, etc. 
Commander’s manual : hospital food ser- 
vice specialist., 78-20161 
food service 
78-20161 


: conference 


Hospital 
6449, 


specialist., 78- 


Soldier’s manual : hospital food service 

specialist., 78-6449, 78-8682 
Hospitals — Furniture, equipment, etc. — 

Standards. 

Consolidated Federal supply catalog 
identification list : hospital furniture, 
equipment, utensils, and supplies., 
78-4322 

Hospital furniture, equipment, utensils, 
and supplies., 78-4322, 78-6415 

Hospitals — Hygiene. 

Hospital occupational health and safety : 
based on principles and guidelines 
from the NIOSH Hospital Services 
Study., 78-492 
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Hospitals — Hygiene — Periodicals. 
National nosocomial infections study., 
78-3354 


*Hospitals — Laws and legislation — United 
States. 
Health planning amendments of 1978 : 
report to accompany S. 2410., 78- 
19472 


Hospitals — Materials management. 
Commander’s manual 
specialist., 78-1505 
Medical supply specialist 
manual., 78-1505 
*Hospitals — New York metropolitan area. 
Earnings and supplementary benefits in 
hospitals New York, N. Y.-N. J. 
metropolitan area, August 1975., 78- 
21741 
*Hospitals — Safety measures. 
Health and safety guide for hospitals., 
78-21293 


: medical supply 


: commander's 


Hospital occupational health and safety : 
based on principles and guidelines 
from the NIOSH Hospital Services 
Study., 78-492 

Hospitals — Salaries, pensions, etc. — 

United States. 

Industry wage survey : hospitals, August 
1975-January 1976 /, 78-701 

Hospitals — Staff — Salaries, pensions, etc. 

— Puerto Rico. 

The hospital and related institutions in- 
dustry in Puerto Rico 
report /, 78-722 


: an economic 


*Hospitals — Staff — Salaries, pensions, etc. 

— Statistics. 

Earnings and supplementary benefits in 
hospitals New York, N. Y.-N. J. 
metropolitan area, August 1975., 78- 
21741 


*Hospitals — Staff — Salaries, pensions, etc. 

— United States. 

Coverage of medical housestaff under 
the National labor relations act : re- 
port including minority views to ac- 

78-14476 


Hospitals — United States — Accreditation. 

Obligation to produce deficiency letters 
received from the Joint Commission 
on Accreditation of Hospitals to com- 
mittees of Congress, 78-17904 

Opinion of the Attorney General of the 
United States., 78-17904 

Hospitals — United States — Administration 

— Statistics — Periodicals. 

Annual statistical summary on PHS 
hospitals and clinics of the Division of 
Hospitals and Clinics., 78-23826 

Bureau of Medical 
statistical summary, 


Services 

78-23826 

Hospitals — United States — Bibliography. 
Hospitals., 78-6988 


annual 
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*Hospitals — United States — Cost control. 
End stage renal disease program : report 
to accompany H.R. 8423., 78-16421 


H.R. 6575, Voluntary hospital cost con- 
tainment act of 1978 (as approved by 
the Subcommittee on Health, Commit- 
tee on Ways and Means) : summary, 
justification, explanation, and com- 
parison with present law., 78-16303 


Hospital cost containment /, 78-1066, 


78-1147 


Hospital cost containment act of 1977 : 
hearing before the Subcommittee on 
Health and the Environment of the 
Committee on Interstate and Foreign 
Commerce, House of Representatives, 
Ninety-fifth Congress, first session, on 
H.R. 8121 and H.R. 6575 ... July 18, 
1977., 78-9972 


Hospital cost containment act of 1977 : 
hearings before the Subcommittee on 
Health and Scientific Research of the 
Committee on Human _ Resources, 
United States Senate, Ninety-fifth Con- 
gress, first session, on S. 1391 ..., 78- 
5586 


Hospital cost containment and end stage 
renal disease program : hearings before 
the Subcommittee on Health of the 
Committee on Finance, United States 
Senate, Ninety-fifth Congress, first ses- 
sion, on S. 1391 ... S. 1470 ... H.R. 
8423 October 12, 13, and 21, 
1977., 


President’s hospital cost containment 
proposal joint hearing before the 
Subcommittee on Health, Committee 
on Ways and Means, and the Subcom- 
mittee on Health and the Environment, 
Committee on Interstate and Foreign 
Commerce, U.S. House of Representa- 
tives, Ninety-fifth Congress, first ses- 
sion, on H.R. 6575 ... May 11, 12, and 
13, 1977., 78-8361 


Summary of H.R. 6575 : as reported by 
the Subcommittee on Health and the 
Environment including information 
on the need for cost containment 
legislation and background data on 
hopistals and hospital costs /, 78- 
9971 


78-12083 


Voluntary hospital cost containment act 
of 1978.,  78-16303 


Hospitals — United States — Cost of 
operation. 

Medicare-medicaid administrative and 
reimbursement reform act : report to 
accompany H.R. 5285., 78-24929 

Hospitals — United States — Design and 
construction. 

Hospital survey and construction act with 
amendments contains laws of the 
79th through the 94th, 2d session, 
Congresses /, 78-9834 
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*Hospitals — United States — Emergency 
service. 

Consumer product-related injuries 
treated in hospital emergency rooms, 
contiguous United States : January 1, 
1976 - Decmeber 31, 1976 /, 78- 
22292 


*Hospitals — United States — Finance — 
Congresses. 


Institutional reimbursement : 
summary /, 78-23861 


Hospitals — United States — Hygiene — 
Statistics — Periodicals. 
National nosocomial infections study re- 
port., 78-13556 


Hospitals — United States — Rates. 
Expenditures for health care 
programs and their effects., 78-10049 


H.R. 6575 : Hospital cost containment 
act of 1977., 78-1150 


H.R. 6575, Voluntary hospital cost con- 
tainment act of 1978 (as approved by 
the Subcommittee on Health, Commit- 
tee on Ways and Means) 
justification, explanation, 
parison with present law., 


conference 


: Federal 


: summary, 
and com- 
78-16303 


Hospital cost containment /, 78-1066, 


78-1147 


Hospital cost containment act of 1977 : 
hearing before the Subcommittee on 
Health and the Environment of the 
Committee on Interstate and Foreign 
Commerce, House of Representatives, 
Ninety-fifth Congress, first session, on 
H.R. 8121 and H.R. 6575 ... July 18, 
1977., 78-9972 


Hospital cost containment act of 1977 : 
hearings before the Subcommittee on 
Health and Scientific Research of the 
Committee on Human _ Resources, 
United States Senate, Ninety-fifth Con- 
gress, first session, on S. 1391 ..., 78- 
5586 


Hospitals cost containment act of 1977., 
78-1150 


President’s hospital cost containment 
proposal : joint hearing before the 
Subcommittee on Health, Committee 
on Ways and Means, and the Subcom- 
mittee on Health and the Environment, 
Committee on Interstate and Foreign 
Commerce, U.S. House of Representa- 
tives, Ninety-fifth Congress, first ses- 
sion, on H.R. 6575 ... May 11, 12, and 
13, 1977., 78-8361 


Summary of H.R. 6575 : as reported by 
the Subcommittee on Health and the 
Environment including information 
on the need for cost containment 
legislation and background data on 
hopistals and hospital costs /, 78- 
9971 
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Voluntary hospital cost containment act 
of 1978., 78-16303 


Hospitals, Military. 

Comparing incidence of diseased tissue 
and use of blood between military and 
civilian hospitals : report to the Sub- 
committee on Retirement and Em- 
ployee Benefits, Committee on Post 
Office and Civil Service, House of 
Representatives /, 78-1784 


Electron microscopy in Veterans Ad- 
ministration hospitals : planning, dis- 
tribution, and control need improve- 
ment: report /, 78-23649 


Patient privacy in VA health care facili- 

ties., 78-5437 
Hospitals, Military — Equipment and 
supplies. 

Commander’s manual 
specialist., 78-1505 

Medical supply specialist : 
manual., 78-1505 

Hospitals, Military — Law and legislation — 

United States. 

State veterans’ home assistance act of 
1977 and fee-basis health care eligibili- 
ty : hearing before the Subcommittee 
on Health and Readjustment of the 
Committee on Veterans’ Affairs, 
United States Senate, Ninety-fifth Con- 
gress, first session ... April 27, 1977., 
78-2304 


Hospitals, Military — Management. 

Program guide : the Chief of Staff Pro- 

gram., 78-5438 
*Hospitals, Military — New Jersey — 

Camden. 

Constructing new VA hospital in Cam- 
den, New Jersey, unjustified : report of 
the Comptroller General of the United 
States., 78-13320 


Hospitals, Military — United States. 
Congressional policy guidance should im- 
prove military hospital planning : De- 
partment of Defense : report to the 
Committee on Appropriations, House 

of Representatives /, 78-4685 


National Academy of Sciences’ study en- 
titled “Health care for American 
veterans” : hearing before the Sub- 
committee on Medical Facilities and 
Benefits of the Committee’ on 
Veterans’ Affairs, House of Represen- 
tatives, Ninety-fifth Congress, first ses- 
sion, July 19, 1977., 78-2301 


Psychology staffing and _ services in 
Veterans Administration hospitals and 
clinics., 78-16066 


Report of the National Academy of 
Sciences ‘‘Health care for American 
veterans” hearing before the Sub- 
committee on Medical Facilities and 
Benefits of the Committee on 


: medical supply 


commander's 





Veterans’ Affairs, House of Represen- 
tatives, Ninetyrfifth Congress, first ses- 
sion, July 21, 1977., 78-2302 


Hospitals, Military — United States — 

Cardiovascular services — 

Administration. 

Many cardiac catheterization laboratories 
underused in Veterans Administration 
hospitals : better planning and control 
needed : report to the Congress /, 78- 
4681 


Hospitals, Military — United States — Costs. 
Better services at reduced costs through 
an improved “personal care” program 
recommended for veterans : report to 
the Congress /, 78-25785 
Hospitals, Military — United States — 

Design and construction. 

Development study - VA hospital build- 
ing system : application of the princi- 
ples of systems integration to the 
design of VA hospital facilities /, 78- 
9822 

*Hospitals, Military — United States — 

Management. 

Uniform accounting and workload mea- 
surement systems needed for Depart- 
ment of Defense medical facilities : re- 
port to the Congress /, 78-13230 


Hospitals, Naval and marine — Design and 
construction. 
Design manual, hospital 
facilities., 78-229 
Host-virus relationships. 
Effects of cyanophage 
Microcystis aeruginosa /, 


and medical 


SAM-I upon 

78-1563 

Hot-air heating. 

Comparative performance of solar heat- 
ing with air and liquid systems ... /, 
78-6636 

Hot-water heating. 

Comparative performance of solar heat- 
ing with air and liquid systems ... /, 
78-6636 

Hot water heating — Handbooks, manuals, 
etc. 

Solcost : solar hot water handbook : a 

simplified design method for sizing and 
costing residential and commercial 


solar service hot water systems., 78- 
23271 


Solcost : space heating handbook with 
service hot water and heat loads calcu- 
lations., 78-23272 

Space heating handbook with service hot 
water and heat loads calculations., 
78-23272 

Hot wire anemometer. 

Mean velocity, turbulence intensity and 
turbulence convection velocity mea- 
surcments for a convergent nozzle in a 
free jet wind tunnel /, 78-26349 
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Hotels, taverns, etc. 
Energy audit workbook for hotels and 
motels., 78-25426 
*Hotels, taverns, etc. — Employees — United 
States. 
Hotels and motels under the Fair labor 
standards act., 78-18013 
Hotels, taverns, etc. — Germany. 
Germany Flensburg, Kiel, Hamburg, 


Bremerhaven, Wilhelmshaven., 78- 
6509 


Hotels, taverns, etc. — Great Britain. 
Great Britain : London, Plymouth, Port- 
smouth [port guide]., 78-6510 
Houghton, Marina. 
Marina Houghton 
H.R. 1753., 
Hours of labor. 
Absence from work, measuring the hours 
lost, May 1973-76 /, 78-7446 
Adjusting hours to increase jobs : an 
analysis of the options /, 78-8184 


Construction industry seasonality., 78- 
21702 


: report to accompany 
78-1163 


Construction industry seasonality : man- 
hour report., 78-21702 

Physiological and psychological aspects 
of night and shift work /, 78-21291 

Hours of labor — New Jersey — Newark — 

Statistics — Periodicals. 

Local truckdrivers, Newark, New Jersey, 
78-26262 


Union wage scales., 78-26262 


Hours of labor — New Jersey — Trenton — 
Statistics — Periodicals. 


Local truckdrivers, Trenton, New Jersey, 
78-26265 


78-26265 
Hours of labor — New York (City) — 
Statistics — Periodicals. 


Local truckdrivers, New York City, 
26264 


Union wage scales., 


Union wage scales., 78-26264 
Hours of labor — New York (State) — 
Rochester — Statistics — Periodicals. 
Local truckdrivers, Rochester, 
York, 78-26263 


Union wage scales., 78-26263 


Hours of labor — Statistics. 

Employee compensation and payroll 
hours : drug manufacturing, 1973., 
78-26266 

Hours of labor — United States. 

Federal firefighter workweek and White 
House personnel authorization : hear- 
ing before the Subcommittee on Civil 
Service and General Services of the 
Committee on Governmental Affairs, 
United States Senate, Ninety-fifth Con- 
gress, second session, on S. 1163, H.R. 
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3161, H.R. 11003, May 2, 1978., 78- 
24616 


Long hours and premium pay, May 1977 
/, 78-24164 

A look at hours worked under the Fair 
labor standards act., 78-9223 

Minimum wage and maximum hours 
standards under the Fair labor stan- 
dards act; [report], 78-719 

work schedules 

78-5120 

Union wages and hours : 
July 1, 1976., 78-711 

Union wages and hours : printing indus- 
try, July 1, 1976., 78-17985 


Work schedules and the rush hour., 78- 
5120 


Research summaries 
and the rush hour /, 


building trades, 


Hours of labor — United States — Statistics. 

Union wages and _ hours local 

truckdrivers and helpers, July 1, 1976., 
78-7444 


Hours of labor, Flexible — Law and 
legislation — United States. 

Federal employees flexible and com- 
pressed work schedules act : report of 
the Committee on Governmental Af- 
fairs and the Committee on Human 
Resources, United States Senate, to ac- 
company S. 517...,  78-27098 


Federal employees flexible and com- 
pressed work schedules act of 1978 : 
report together with supplemental 
views to accompany H.R. 7814., 78- 
12284 


Part-time employment and flexible work 
hours : hearings before the Subcom- 
mittee on Employee Ethics and Utiliza- 
tion of the Committee on Post Office 
and Civil Service, House of Represen- 
tatives, Ninety-fifth Congress, first ses- 
sion, on H.R. 1627, H.R. 2732, and 
H.R. 2930 ...., 78-5633 


Hours of labor, Flexible — United States. 
Benefits from flexible work schedules : 
legal limitations remain : Civil Service 
Commission, other federal agencies : 

report to the Congress /, 78-4668 


Special flexitime reports., 78-5119 
House Beauty Shoppe. 

Audit of the House Beauty Shop calen- 
dar year 1976 : House of Representa- 
tives report of the Comptroller 
General of the United States., 78- 
1778 


Providing that employees of the House 
Beauty Shop shall be subject to the 
compensation classification system 
established by the House employees 
position classification act, and for 
other purposes : report to accompany 
H. Res. 315., 78-10139 
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House buying. 
Selecting and financing a home /, 78- 
20, 78-22667 


Why are new house prices too high, how 
are they influenced by Government 
regulations, and can prices be reduced 
: report to the Congress /, 78-21007 

House construction. 

The construction complaints and section 

518(a) and (b) handbook., 78-11328 


Construction problems with Country 
Club Estates, Merrimack, New 
Hampshire - a section 235 housing 
project : Department of Housing and 
Urban Development : report of the 
Comptroller General of the United 
States., 78-1638 


Effect of Government regulation upon 
homebuilding and related construction 
: hearing before the Select Committee 
on Small Business, United States 
Senate, Ninety-fifth Congress, first ses- 
sion ... Madison, Wis., June 1, 1977., 
78-2299 


Self-help construction of 
buildings /, 78-10509 


*House construction — Contracts and 
specifications — Handbooks, manuals, etc. 
Elevated residential structures : reducing 

flood damage through building design : 
a guide manual., 78-17709 


1-story 


Reducing flood damage through building 


78-17709 


House construction — Estimates and costs. 
House construction : how to reduce costs 
/, 78-1337 


House construction — Standards — 
Handbooks, manuals, etc. 
Manual of acceptable practices., 78- 
3375, 78-21348 


design., 


Manual of acceptable practices to the 
HUD minimum property standards, 
78-3375 


Minimum property standards for care- 
type housing., 78-3376 

Minimum property standards for mul- 
tifamily housing., 78-3377 

Minimum property standards for one- 
and two-family dwellings., 78-3378 

*House plants. 

Indoor gardening : artificial lighting, ter- 
rariums, hanging baskets, and plant 
selection /, 78-16515 

House plants — Diseases and pests — United 

States. 

Insects and related pests of house plants 
/, 78-3967 

House selling — Handbooks, manuals, etc. 

Property disposition handbook; one to 
four family properties., 78-7175, 
78-7176, 78-7177, 78-7178, 78- 
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13581, 78-13582, 78-13583, 78- 
13584, 78-13585, 78-17698 


Housefly control — United States. 
Strylsulfonamides as chemosterilants 
against house flies and boll weevils /, 
78-6217 
*Household appliances. 


Integrated appliances., 78-20480 


Household appliances — Statistics — 
Periodicals. 


Major household appliances., 78-25007 


*Household appliances, Electric — Safety 
measures. 
Counter-top 

(portable), 


cooking 
78-11991 


Electric baseboard heaters., 


appliances 


78-11984 
Household appliances, Electric — United 
States — Statistics — Periodicals. 
Electric housewares and fans., 
78-19679 
Housewives — Legal status, laws, etc. — 
Alabama. 


The legal status of homemakers in 
Alabama ;, 78-942 


Housewives — Legal status, laws, etc. — 
Delaware. 
The legal status of homemakers in 
Delaware /, 78-8217 
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housing quality differences /, 78-6109 


Housing authorities — United States. 
Audits of public housing agencies., 78- 
11356 


Housing authorities — United States — 
Officials and employees. 


Housing technician program., 78-11296 


Housing for physically handicapped — 
United States. 
Integrating the handicapped 
housing., 78-9023 
Study and evaluation of integrating the 
handicapped in HUD housing /, 78- 
9023 


Housing management. 
Management of housing., 


in HUD 


78-7181 


Housing management — Directories. 
Housing management training programs : 
a directory /, 78-9024 


Housing policy. 
Redevelopment and occupancy patterns 
of single family properties sold under 
the As-Is program in four cities., 78- 
25921 


Housing policy — Brazil. 
Housing and urban development in 
Brazil., 78-1996 


*Housing policy — District of Columbia. 
The District of Columbia needs a pro- 
gram to identify vacant houses and get 
them back on the market., 78-13290 
*Housing policy — Iran. 
Housing and urban development in Iran., 
78-11362 


Housing policy — Research — United States. 
PDR, Research and technology program., 
78-17684 


Research and technology, 78-17684 


*Housing policy — United States. 
Domestic housing and community 
development issues for planning : 
study by the staff of the United States 
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Housing and community development 
amendments of 1978 : hearings before 
the Subcommittee on Housing and 
Urban Affairs of the Committee on 
Banking, Housing, and Urban Affairs, 
United States Senate, Ninety-fifth Con- 
gress, second session, on S. 2637 ..., 
78-26748 


Housing programs : a report of the Com- 
mission on Federal Paperwork., 78- 
8202 


National housing goals : hearings before 
the Committee on Banking, Housing, 
and Urban Affairs, United States 
Senate, Ninety-fifth Congress, second 
session, on S. 2855 ... April 11 and 12, 
1978., 78-26747 


Stronger Federal enforcements needed to 
uphold fair housing laws : report to the 
Congress /, 78-13199 


Housing policy — United States — Citizen 
participation. 
Community development 
program annual report., 
78-23892 


Proposed departmental consumer 
representation plan., 78-25916 


Housing policy — United States — 
Periodicals. 
Programs - U.S. Department of Housing 
and Urban Development., 78-17683 


Programs of HUD, 78-17683, 78- 
21339, 78-23875 


Housing rehabilitation. 
Redevelopment and occupancy patterns 
of single family properties sold under 


the As-Is program in four cities., 78- 
25921 


*Housing subsidies — United States. 

An assessment of the Department of 
Housing and Urban Development’s ex- 
perimental housing allowance program 

report to the Congress / by the 
Comptroller General of the United 
States., 78-13203 


Major changes are needed in the new 
leased-housing program : report to the 
Congress /, 78-1655 

Section 236 rental housing : an evalua- 
tion with lessons for the future : report 
to the Congress /, 78-11136 


Accounting Office., 78- 


block grant 
78-17707, 


Summary of the Housing and community 


development act of 1977., 78-540 


Housing subsidies — United States — 
Handbooks, manual, etc. 
Housing assistance payments program., 
78-25927, 78-25928 
Substantial _—_ rehabilitation 
handbook, 78-25927, 


processing 
78-25928 
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*Houston metropolitan area, Tex. — 
Recreation areas. 
National urban recreation 
Houston/Galveston., 78-17858 


study, 


Howe, Russell Warren. 
Russell Warren Howe 
pany S. 1079., 
Howitzers. 
Airdrop of supplies and equipment 
rigging 1OSMM howitzers., 78-4391 
Rigging 105MM howitzers., 78-4391 


Hubert H. Humphrey Institute of Public 

Affairs. 

An act to authorize funds for the Hubert 
H. Humphrey Institute of Public Af- 
fairs and for the Everett McKinley 
Dirksen Congressional Leadership 
Research Center., 78-19375 


Hubert H. Humphrey Institute of Public 
Affairs and the Everett McKinley Dirk- 
sen Congressional Leadership 
Research Center assistance act : report 
to accompany S. 2452., 78-19397 


Hubert H. Humphrey Institute of Public 
Affairs memorial act : report to ac- 
company H.R. 10606., 78-16348 

*Huckleberries. 

Response of blue _ huckleberry to 
prescribed fires in a western Montana 
larch-fir forest /, 78-16576 

Hudson, Lourdes Marie. 

Lourdes Marie Hudson 
company H.R. 8449., 
24874 

Hudson, Veronica Judith. 

Veronica Judith Hudson 

company H.R. 7795., 


: report to accom- 
78-14509 


: report to ac- 
78-14471, 78- 


: report to ac- 
78-14444 
Hulls (Naval architecture) 
Compressive strength of ship hull girders 
/, 78-2213 


Environmental wave data for determining 
hull structural loadings /, 78-2214 


Gross panel strength under combined 
loading /, 78-8211 


Hull structural loadings: Environmental 
wave data for determining., 78-2214 


*Hulls (Naval architecture) — Data 
processing. 
Radical representations of ship simula- 
tions /, 78-10822 


Hulls (Naval architecture) — Maintenance 
and repair — Handbooks, manuals, etc. 
Apprenticeship program for the trade of 
marine hull repairer, ironworker 
(boatbuilder, steel), 78-4423 

The US Army Transportation School ap- 
prenticeship program for the trade of 
marine hull repairer, ironworker 
(boatbuilder, steel)., 78-4423 
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*Human behavior — Congresses. 
Proceedings of the Yale Conference on 
Behavioral Medicine, February 4-6, 
1977, New Haven, Connecticut /, 78- 
15420 
Human behavior — Mathematical models. 
Survey of human operator modeling 
techniques for measurement applica- 
tions /, 78-25371 


*Human behavior — Study and teaching. 
Human behavior and leadership., 78- 
15118 


*Human capital — Addresses, essays, 
lectures. 
Experience, human capital and comple- 
mentarity : the case of young men /, 
78-17986 


*Human ecology — Congresses. 

Second Joint U.S./USSR Symposium on 
the Comprehensive Analysis of the En- 
vironment, Honolulu, Hawaii, October 
21-26, 1975., 78-20789 


*Human ecology — Directories. 
U.S. directory of environmental sources 
/, 78-10913 


*Human ecology — Methodology — 

Congresses. 

Second Joint U.S./USSR Symposium on 
the Comprehensive Analysis of the En- 
vironment, Honolulu, Hawaii, October 
21-26, 1975., 78-20789 


*Human ecology —- Middle West — 
Directories. 
Midwest environmental directory : 1973- 
1974., 78-17050 


*Human ecology — Study and teaching — 

Congresses. 

Toward an action plan : a report on the 
Tbilisi Conference on Environmental 
Education : a paper developed by the 
Subommittee on Environmental Edu- 
cation., 78-18837 


Human ecology — Study and teaching — 
United States. 
Environmental education in the National 
Park Service : NEED/NESA/NEEL en- 
vironmental living., 78-2077 


Human ecology — United States. 
Ecological engineering of the city : the 
urban ecosystem., 78-650 


*Human engineering. 
Anthropometric test dummy, model 825- 
50 : design, development and per- 
formance /, 78-9777 


Assessment of a prototype human 
resources data handbook for systems 
engineering : final report for period 
April 1975 - December 1976 /, 78- 
4545 


Overview of mediated courseware in 
learning centers : interim report for 
period May 1975 - October 1975 /, 
78-4525, 78-23201 
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Human engineering — Congresses. 
Thermal analysis—human 
fort—indoor environments 
proceedings of a symposium held at 
the National Bureau of Standards, 
Gaithersburg, Maryland, February 11, 
1977 /, 78-120 
Human evolution — Bibliography. 
Human evolution /, 78-9281 


*Human experimentation in medicine — 
Law and legislation — United States. 
Human drug testing by the CIA, 1977 : 

hearings before the Subcommittee on 
Scientific Research of the Committee 
on Human Resources, United States 
Senate, Ninety-fifth Congress, first ses- 
sion on S. 1893 ... September 20 and 
21, 1977., 78-14338 


*Human genetics — Bibliography. 
Genetic counseling /, 78-15424 


Human growth — Bibliography. 
Failure to thrive /, 78-1944 


*Human mechanics — Bibliography. 
Kinesiology /, 78-9307 


com- 


Humanities. 
Annual report - National Endowment for 
the Humanitics., 78-18331 


Improving the status of women in the 
arts and humanities 
guidelines., 78-2216 

Humanities — Research grants. 

Humanities., 78-3626 


Humanities — Research grants — United 
States — Periodicals. 
Program announcement - National En- 
dowment for the Humanities., 78- 
18332 


workshop 


*Humanity — Addresses, essays, lectures. 
Humane purposes in foreign policy /, 
78-18386 


*Humboldt National Forest, Nev. 

Santa Rosa Planning Unit : draft environ- 
mental statement, proposed land use 
plan., 78-1667! 

*Humic acid. 

Activated carbon adsorption of trace or- 

ganic compounds /,  78-15270 
*Humidity. 

Equations for the determination of hu- 
midity from dewpoint and psychromet- 
ric data /, 78-11738 

Humidity : a cyclic effect in coal mine 
roof stability /, 78-24013 

Water-vapor 
volume /, 


pressure 
78-2639 1 
Humphreys, Robert R , 
Nomination : hearing before the Com- 
mittee on Human Resources, United 
States Senate, Ninety-fifth Congress, 
first session, on Robert R. Humphreys 
. to be Commissioner of the Reha- 


control in a 
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bilitation Services Administration, Sep- 
tember 27, 1977., 78-8297 
Hungary. 
Background notes., 


78-21906 


*Hungary — Commerce — United States. 
Extension of nondiscriminatory treatment 
to products of Hungary : report to ac- 
company H. Con. Res. 555., 78- 
24710, 78-24842 


Most-favored-nation treatment for Hun- 
gary : hearing before the Subcommit- 
tee on International Trade of the Com- 
mittee on Finance, United States 
Senate, Ninety-fifth Congress, second 
session, on S. Con. Res. 76 ... May 9, 
1978., 78-24603 


Most-favored-nation treatment with 
respect to the products of Hungary : 
hearing before the Subcommittee on 
Trade of the Committee on Ways and 
Means, House of Representatives, 
Ninety-fifth Congress, second session, 
on H. Con. Res. 555 April 14, 
1978., 78-24672 


78-21906 
Hungary, 


78-16865 
78-16865 


United States-Hungarian trade agreement 
: communication from the President of 
the United States ..., 78-24687 

*Hungary — Foreign relations — United 

States. 

The Holy Crown of St. Stephen and 
United States-Hungarian relations 
hearing before the Subcommittee on 
Europe and the Middle East of the 
Committee on International Relations, 
House of Representatives, Ninety-fifth 
Congress, first session, November 9, 
1977., 78-16251 


*Hungary — History — Revolution, 1956. 
Crisis decision setting and response : the 
Hungarian Revolution /, 78-20052 


78-20052 


Overseas business reports., 


Trading with Hungary, 


The Hungarian Revolution., 
*Hunger. 

For a better world : AID’s partnership 
with private and voluntary organiza- 
tions /, 78-21977 

Hunters — Education — United States. 

Component parts of ammunition tax : re- 
port together with additional views to 
accompany H.R. 3633., 78-26935 

*Hunting — United States — Statistics. 

1975 national survey of hunting, fishing 
and_ wildlife-associated recreation., 
78-13796 

Huntsville, Ala. — Economic conditions. 

An analysis of aerospace/defense 
economic impact and __ industrial 
development opportunities in Hunt- 
sville, Alabama : report /, 78-25132 


Do not order from index; see indicated entry 





*Huron, Lake. 
Design wave 
Lakes : 


information the Great 


report /, 78-10748 

Survey of chemical factors in Saginaw 

Bay (Lake Huron) /, 78-6567 
*Hurricane modification — Environmental 
aspects — Mexico. 

Environmental impact statement (EIS) 
for the Hurricane Amelioriation 
Research Project., 78-12534 

Hurricane modification — United States. 

Project stormfury., 78-1453 


Hurricane modification — United States — 
Periodicals. 
Hurricane 

78-16857 


research progress report., 


Hurricane protection — Louisiana — Buras. 
Analyses of water, core material, and 
elutriate samples collected near Buras, 
Louisiana (New Orleans to Venice, 
Louisiana, Hurricane Protection Pro- 
ject) /, 78-615 


*Hurricane protection — Louisiana — 

Pontchartrain, Lake. 

Hurricane protection plan for Lake 
Pontchartrain and vicinity : hearing be- 
fore the Subcommittee on Water 
Resources of the Committee on Public 
Works and Transportation, House of 
Representatives, Ninety-fifth Congress, 
second session, January 5, 1978, at 
New Orleans, La., 78-19214 


control _ structures, 
investigation., 78- 


Hurricane 
hydraulic 
20247 


Hydraulic 


surge 
model 


characteristics of Rigolets 
Pass, Louisiana, hurricane surge con- 
trol structures : hydraulic model in- 
vestigation, final report /, 78-20247 
*Hurricanes. 

Development of SURGE II Program with 
application to the Sabine-Calcasieu 
area for Hurricane Carla and design 
hurricanes /, 78-15105 

Greatest storm on earth, hurricane., 78- 
139 


Hurricane., 78-139 


The statistical anatomy of ocean wave 
spectra /, 78-15101 
*Hurricanes — Caribbean Sea. 
Atlantic tropical and subtropical cyclone 
classifications for 1975 /, 78-19854 
*Hurricanes — Mathematical models. 
Low-layer features to two limited-area 
hurricane regimes /, 78-19838 
*Hurricanes — Mexico, Gulf of. 
Atlantic tropical and subtropical cyclone 
classifications for 1975 /, 78-19854 
*Hurricanes — North Atlantic Ocean. 
Atlantic tropical and subtropical cyclone 
classifications for 1975 /, 78-19854 
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*Hurricanes — Pacific Ocean. 

A relationship between weakening of 
tropical cyclone cloud patterns and 
lessening of wind speed /, 78-10582 

Hurricanes — Research — Periodicals. 

Hurricane research progress report., 

78-16857 
Husband and wife — Alabama. 

The legal status of homemakers in 

Alabama ;, 78-942 
Husband and wife — Wyoming. 

The legal status of homemakers in 

Wyoming /, 78-944 
Hydraulic brakes. 

Motor vehicle brake fluid water 

tolerance and viscosity /, 78-8070 
Hydraulic conveying. 

Hydraulic transportation 
separation of excavated 
tunnels /, 78-7712 

Hydraulic engineering. 

Hydraulic transportation 
separation of excavated 
tunnels /, 78-5270 

Preliminary analysis of tidal inlet hydrau- 
lics and stability., 78-2527] 

Procedures for preliminary analysis of 
tidal inlet hydraulics and stability /, 
78-25271 

Reliability, maintainability, and per- 
formance issues in hydraulic system 
design /, 78-223 


and solids 
materials in 


and solids 
materials in 


Tidal inlet hydraulics and stability., 78- 

25271 
*Hydraulic engineering — Computer 
programs. 

A simple computer model for evaluating 
coastal inlet hydraulics /, 78-10776 

Hydraulic engineering — Equipment and 
supplies. 

The US Army Missile and Munitions 
Center and School Apprenticeship 
Program for the trade of hydraulic- 
equipment mechanic., 78-4428 


*Hydraulic engineering — Mississippi Valley 
— History. 
River engineers on the middle Mississippi 
: a history of the St. Louis District, 
U.S. Army Corps of Engineers /, 78- 
23117 


Hydraulic engineering — Periodicals. 
Water spectrum., 78-3038 
Hydraulic engineering — Research — 
Canada. 
Hydraulic research in the United States 
and Canada., 78-16808 
Hydraulic engineering — Research — United 
States. 
Hydraulic research in the United States 
and Canada., 78-16808 
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Hydraulic engineering — United States — 
Periodicals. 
CERCular, 78-3037 


The quarterly CERCular information bul- 
letin., 78-3037 
*Hydraulic fluids. 
Motor vehicle brake fluid water 
tolerance and viscosity /, 78-18788 


Hydraulic gates. 

Spillway vibration, pressure and velocity 
measurements, Ozark Lock and Dam, 
Arkansas River, Arkansas : final report 
/, 78-6490 


*Hydraulic machinery. 

Hydrofluidic stability augmentation 
system (HYSAS): operational suitabili- 
ty demonstration final report for 
period March 1973-March 1977 /, 
78-10817 


Production suitability of an electroform 
conductive-wax process for the manu- 
factures of fluidic systems : final report 
for period March 1976 - October 1976 
/, 78-20331 


*Hydraulic measurements. 
Geometric parameters 


floodplain flow 
20261 


that influence 
: final report /, 78- 


Liquid and gas flow, pressure, tempera- 
ture, humidity, and mechanical mo- 
tion, measuring and controlling instru- 
ments., 78-20112 

Hydraulic models. 

Analog-model simulations for secondary 
canal controls and forward pumping 
water-management schemes in 
southeast Florida /, 78-23993 

Atmospheric simulation using stratified 
liquid models /, 78-26158 

Chute spillway for Cowanesque Dam, 
Cowanesque_ River, Pennsylvania 
hydraulic model investigation : final re- 
port /, 78-25223 


Dickey-Lincoln School Lakes hydrother- 
mal model study : hydraulic model in- 
vestigation /, 78-20251 


Digital model of ground-water flow in 
the Piceance basin, Rio Blanco and 
Garfield Counties, Colorado /, 78- 
21516 


Entrance to upstream approach canal, 
Gainesville Lock, Tombigbee River, 
Mississippi and Alabama : hydraulic 
model investigation : final report /, 
78-25224 

Filling and emptying system for medium- 
lift locks, Trinity River, Texas 
hydraulic model investigation : final re- 
port /, 78-6491 

Grays Harbor Estuary, Washington : re- 
port 6, 45-ft MSL (40-ft MLLW) 
navigation channel improvement stu- 
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dies, hydraulic model investigation /, 
78-20243 

Hydraulic model investigation: filling and 
emptying system for medium-lift locks, 
Trinity River, Texas., 78-6491 

studies of Amaluza 

78-26164 

Hydraulics of bridge waterways /, 78- 
22105 

Improvements for Little River Inlet, 
South Carolina : hydraulic model in- 
vestigation : final report /, 78-20233 


Hydraulic model 
Dam spillway /, 


Laboratory facilities for research and 
development of water systems control 
automation /, 78-7292 


Laboratory investigation of tidal inlets on 
sandy coasts /, 78-25265 

Navigation conditions at Columbus Lock 
and Dam, Tombigbee River, Mississip- 
pi and Alabama : hydraulic model in- 
vestigation, final report /, 78-15073 

Physical hydraulic models assessment of 
predictive capabilities report 2, 
movable-bed of Galveston Harbor en- 
trance /, 78-25241 


Stability of rubble-mound breakwater, 
Jubail Harbor, Saudi Arabia : hydrau- 
lic model investigation : final report /, 
78-20250 


*Hydraulic servomechanisms. 
Preliminary design study of an_ inter- 
grated tail rotor servo power module : 

final report /, 78-10813 


Pressure model of a four-way spool valve 
for simulating electrohydraulic control 
systems /, 78-11694 

Hydraulic structures. 

Prediction of dissolved gas at hydraulic 

structures /, 78-9172 
*Hydraulic structures — Design and 
construction. 

Hydraulic design of stilling basins and 
energy dissipators /, 78-17801 

Hydraulic structures — Maintenance and 
repair — Handbooks, manuals, etc. 

Maintenance of waterfront facilities., 
78-25 106 


*Hydraulic structures — Models. 
Hurricane surge 
hydraulic model 
20247 


control structures, 


investigation., 78- 


Hydraulic characteristics of Rigolets 
Pass, Louisiana, hurricane surge con- 
trol structures : hydraulic model in- 
vestigation, final report /, 78-20247 

*Hydraulics. 

Bicycle-safe 
24375 

Hydraulic characteristics of 
selected grate inlets 
grades., 78-24375 


grate inlets study /, 78- 


three 
on continuous 
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Hydraulics and stability of tidal inlets /, 
78-25266 


*Hydraulics — Mathematical models. 
Approximate method for computing 
backwater profiles in corrugated metal 
pipes /, 78-18579 
*Hydrazines — Toxicology. 
Bioassay of daminozide for possible car- 
cinogenicity., 78-21203 
Bioassay of hydrazobenzene for possible 
carcinogenicity., 78-23783 
*Hydrocarbon research. 
Fundamental and_ semi-global 
mechanisms of hydrocarbon 
bustion., 78-20819 


National gas survey report to the 
Federal Energy Regulatory Commis- 
sion by the Technical Advisory Task 
Force on _ Synthesized Gaseous 
Hydrocarbon Fuels., 78-23400 


Synthesized gaseous hydrocarbon fuels., 
78-23400 
Hydrocarbon research — United States. 
Hydrocarbons for fuel—75 years of 
materials research at NBS /, 78-4135 


kinetic 
com- 


*Hydrocarbons. 
Accelerated decay of non-fuel evapora- 
tive emissions task no. 1 /, 78- 
17041 


Background information on hydrocarbon 
emissions from marine terminal opera- 
tions /, 78-10906 


Catalytic synthesis of gaseous hydrocar- 
bons first annual report for the 
period, May 1975-May 1976 /, 78- 
15296 


Characterization and analysis of Devoni- 
an shales as related to release of gase- 
ous hydrocarbons., 78-13157 


Control of hydrocarbons from tank truck 
gasoline loading terminals., 78-23441 


Control techniques for volatile organic 


emissions from stationary sources., 
78-25586 


Development of representative driving 
patterns at various average route 
speeds /, 78-15225 


Expansion of investigation of passenger 
car refueling losses /, 78-23416 


Field study of carbon monoxide and light 


hydrocarbon 
natural 
20397 


production 
biological 


related to 

processes /, 78- 

Flare systems study /, 78-12900 

Hydrocarbon control _ strategies _ for 
gasoline marketing operations /, 78- 
25581 

Hydrocarbons in sediments and benthic 
organisms from a dredge spoil disposal 
site in Rhode Island Sound /, 78- 
12882 
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Procedures for the preparation of emis- 
sion inventories for volatile organic 
compounds., 78-6555 


Revision of evaporative hydrocarbon 
emission factors /, 78-20674 


Study of hydrocarbon-shale interaction., 
78-25516 


Transition metal-graphite catalysts for 
production of light hydrocarbons from 
synthesis gas /, 78-20906, 78- 
23338, 78-25476 

Hydrocarbons — Measurements. 
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: an experimen- 

of practical rewarming 

78-18770 

A winter hazard for the old 
hypothermia., 78-11226 


: accidental 
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Hypothesis. 
Comparisons among treatment means in 
an analysis of variance /, 78-4018 
*Hysteresis. 
Aileron roll hystersis effects on entry of 
space shuttle orbiter /, 78-18076 


Densification and hysteresis of sand 
under cyclic shear : final report /, 78- 
15086 


Ibanez, Cesar B 
Cesar B. Ibanez II, Doctor of Medicine : 
report to accompany S. 2067., 78- 
24868 
Ice. 
Arching of model ice floes : effect of 
mixture variation on two block sizes /, 
78-25258 


Experimental scaling study of an annular 
flow ice-water heat sink /, 78-10759 

78-4456 

Rock, frozen soil and ice breakage by 


high-frequency electromagnetic radia- 
tion : a review /, 78-20270 


Ice forces on vertical piles /, 


Ice — Arctic regions. 
Microwave emission from polar firn /, 
78-26412 


*Ice — Artic regions. 

Some characteristics of grounded 
floebergs near Prudhoe Bay, Alaska /, 
78-20269 

Ice — Beaufort Sea. 

Grounded ice in the fast ice zone along 
the Beaufort Sea coast of Alaska /, 
78-25253 


Ice — Champlain, Lake. 
Winter thermal structure and ice condi- 


tions on Lake Champlain, Vermont., 
78-25245 


Ice — Great Lakes. 

On the use of microwave radiation for 
Great Lakes ice surveillance /, 78- 
4156 

Ice — Greenland. 
Geodetic positions of borehole sites of 


the Greenland Ice Sheet Program /, 
78-25257 


Vanadium and other elements in Green- 

land ice cores /, 78-25249 
Ice — Remote sensing. 

On the use of microwave radiation for 
Great Lakes ice surveillance /, 78- 
4156 

*Ice — St. Marys River. 

St. Marys River ice booms : design force 
estimate and field measurements /, 
78-20274 

Ice — Testing. 


Cantilever beam tests on reinforced ice /, 
78-25244 





*Ice-breaking vessels. 


Icebreaker simulation /, 78-10760 


Ice-breaking vessels — Testing. 

Information on the Coast Guard’s Polar- 
class icebreaker ship construction pro- 
gram and operational testing : Depart- 
ment of Transportation : report of the 
Comptroller General of the United 
States., 78-1637 

Ice crossings. 

Cantilever beam tests on reinforced ice /, 

78-25244 


Failure of an ice bridge /, 78-25251 


Ice fog. 
Research on control technology for ice 
fog from mobile sources /, 78-25619 


Suppression of ice fog from cooling 
ponds /, 78-20271 
*Ice navigation. 


Ice accumulation on ocean structures /, 
78-10761 


Ice on rivers, lakes, etc. 
Ice breakup on the Chena River, 1975 
and 1976 /, 78-25263 


Icebreaker simulation /, 78-10760 


A Laboratory investigation of the 
mechanics and hydraulics of river ice 
jams /, 78-4455 


Winter thermal structure and ice condi- 
tions on Lake Champlain, Vermont., 
78-25245 


*Ice on rivers, lakes, etc. — Alaska — 
Beaufort Sea. 
The internal structure of fast ice near 
Narwhal Island, Beaufort Sea, Alaska 
/, 78-10768 


*Ice on rivers, lakes, etc. — Connecticut 
River. 
Analysis of potential ice jam sites on the 
Connecticut River at Windsor, Ver- 
mont /, 78-20267 


Ice on rivers, lakes, etc. — Great Lakes. 
Great Lakes ice cover, winter 1975-76 /, 
78-19853 


*Ice on rivers, lakes, etc. — Michigan — 

Sault Ste. Marie. 

Development of large ice saws /, 78- 
20273 

Ice on rivers, lakes, etc. — St. Lawrence 

River. 

Remote sensing of accumulated frazil 
and brash ice in the St. Lawrence 
River /, 78-4454 

*Ice prevention. 

Ottawa spray rig tests of an ice protec- 
tion system applicd to the UHIH 
helicopter final report for period 
January 1976-May 1976 /, 78-23173 

*Iceland — Maps, Topographic. 

Mapping : agreement between the United 

States of America and Iceland, signed 





December 1978 


at Washington, November 10, 1976., 
78-18431 
Ichthyology — Abstracts. 
Sport fishery abstracts., 
Idaho — Climate. 
Idaho, monthly averages of temperature 
wy 78-4218 
Idaho, monthly normals of temperature 
wy 78-4174 


Monthly averages of temperature and 
precipitation for state climatic divi- 
sions 1941-1970 : Idaho., 78-4218 


Monthly normals’ of temperature, 
precipitation, and heating and cooling 
degree days 1941-1970 : Idaho., 78- 
4174 

Idaho — Climate — Periodicals. 

Climatological data, Idaho., 


78-3485 


78-2753 
Idaho — Industries. 
County business patterns., 78-12487 
Idaho — Population — Statistics. 
Estimates of the population of Idaho 
counties and metropolitan areas: July 
1, 1975 (revised ) and 1976 
(provisional), 78-4065 


Federal-State cooperative program for 
population estimates., 78-4065 
Idaho — Statistics. 


County business patterns., 78-1399 


Identification — United States. 

False identification : hearings before the 
Committee on the Judiciary, United 
States Senate, Ninety-fifth Congress, 
first session, on S. 1096 ..., 78-1090 

*Iditarod Trail, Alaska. 

The Iditarod Trail : communication from 

the Assistant Secretary of the Interior 
78-19289 
IEA Working Party on Energy 

Conservation Research and Development. 

Program plan for ERDA’s participation 
in the IEA Working Party on Energy 
Conservation Research and Develop- 
ment., 78-11031 

Illinois — Climate. 
Illinois, monthly averages of temperature 
78-4219 


Illinois, monthly normals of temperature 
.-» 78-4175 


Monthly averages of temperature and 
precipitation for state climatic divi- 
sions 1941-1970 : Illinois., 78-4219 

Monthly normals of temperature, 
precipitation, and heating and cooling 
degree days 1941-1970 : Illinois., 78- 
4175 


Illinois — Climate — Periodicals. 


Climatological data, Illinois., 78-2754 


Illinois — Industries. 


County business patterns., 
78-16793 


78-1400, 
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Illinois — Population — Statistics. 
Estimates of the population of Illinois 
counties and metropolitan areas: July 
l, 1975 (revised) and 1976 
(provisional), 78-4066 
Federal-State cooperative program for 
population estimates., 78-4066 


Illinois Central Gulf Railroad Company. 

Final environmental impact statement : 
finance docket no. 28324, the 
Southern Mississippi Transportation 
Company, construct and operate a line 
of railroad located in Harrison County, 
Mississippi : finance docket no. 28543, 
the Illinois Central Gulf Railroad Com- 
pany, acquire and operate a line of 
railroad located in Harrison County, 
Mississippi., 78-9194 

*Illinois Waterways. 

Locks and dam no. 26, Mississippi River, 
Alton, Ill. : Communication from the 
Assistant Secretary of the Army (Civil 
Works) transmitting a letter from the 
Chief of Engineers, Department of the 
Army, submitting a report on Locks 
and Dam no. 26, Mississippi River, 
Alton, Ill., prepared under authority of 
Section 6 of the River and Harbor Act 
approves March 3, 1909., 78-10747, 
78-12216 

*Illiteracy. 

Doing your best on reading and 

arithmetic tests., 78-24107 


Reading and arithmetic tests., 


*Illiteracy — United States. 

A need to address illiteracy problems in 
the military services : Department of 
Defense., 78-13245 

*Image converters. 

Radiographic amplifier screens : fabrica- 
tion process and characteristics /, 78- 
13953 


*Image intensifiers. 
Fabrication and characteristics of experi- 
mental radiographic amplifier screens 
/, 78-18223 
Image transmission — Handbooks, manuals, 
ete. 
Stochastic processes, estimation theory 
and image enhancement /, 78-24211 


78-24107 


Images, Photographic. 

Application of multispectral radar and 
LANDSAT_ imagery to _ geologic 
mapping in Death Valley /, 78-24210 

*Imaging systems. 

Investigation of electronic generation of 
visual images for Air Force technical 
training interim report for period 
May 1974 - October 1975 /, 78- 
20416, 78-23200 

Low-cost data analysis systems for 
processing multispectral scanner data 
/, 78-18058 
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Preliminary analysis of remote infrared 
imagery of shuttle during entry : an 
aerothermodynamic flight experiment 
/, 78-13940 

*Imaging systems — Data processing. 

A digital data acquisition interface for 
the SMS Direct Readout Ground Sta- 
tion : concept and preliminary design 
/, 78-20315 

Imaging systems — Handbooks, manuals, 
etc. 


Image interpretation., 78-6469 


78-6468, 78-20191 


Image interpreter (MOS 96D) for skill 
level 5., 78-12687 

Soldier’s manual 
(MOS 96D)., 78-20191 


Soldier’s manual image interpreter 
(MOS 96D) for skill level 3., 78- 
6468, 78-6469, 78-12687 

*Imaging systems in medicine. 

Measurements of the performance 


parameters of gamma cameras /, 78- 
15430 


Immunization — United States. 

National child immunization programs : 
hearing before the Subcommittee on 
Oversight and Investigations of the 
Committee on Interstate and Foreign 
Commerce, House of Representatives, 
Ninety-fifth Congress, first session, Au- 
gust 31, 1977., 78-14352 

Immunological research — United States. 

A matter of opportunity : a report from 
the Director, National Institute of Al- 
lergy and Infectious Diseases., 78- 
25894 

Immunology — Laboratory manuals. 

Clinical laboratory procedures : serolo- 

gy., 78-4519 


Serology 


Image interpreter., 


image interpreter 


clinical 
78-4519 
Immunotherapy — Abstracts — Periodicals. 


Immunotherapy and clinical cancer im- 
munology., 78-3307 


laboratory 
procedures., 


*Impact. 
Effects of fiber diameter and matrix al- 
loys on impact-resistant 
boron/aluminum composites /, 78- 
11675 
Toughening 
posites by 
Mylar films /, 


of graphite-expoxy com- 
interlaminar perforated 
78-26331 
Yielding barrier test data base : a study 
of side impact cases in the multi- 
disciplinary accident investigation 
(MAI) file /, 78-8093 
*Impact — Measurement. 
Radiosonde frangibility test (radiosonde 
impact to aircraft) /, 78-14919 
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Import quotas — Europe. 

A resolution expressing the sense of the 
Senate with respect to European Com- 
munities’ restrictions on processed 
fruit and vegetable imports : report to 
accompany S. Res. 76., 78-5945 


*Import quotas — United States. 

Proposed amendments to the Meat im- 
port quota act : hearing before the 
Committee on Finance, United States 
Senate, Ninety-fifth Congress, second 
session, February 27, 1978., 78- 
19108 


U.S. import restrictions : alternatives to 
present dairy programs : Department 
of Agriculture and other agencies : re- 
port to the Congress /, 78-4722 


Import substitution — United States. 
If imports cost you your job, apply for 
worker adjustment assistance., 78- 
26284 


Incendiary bombs — Periodicals. 
Bomb summary., 78-21658, 78-24086 


Incense ceder — Handbooks, manuals, etc. 
Northern White cedar in the North Cen- 
tral States /, 78-60 


*Incentive (Psychology) 

Demographic and attitudinal charac- 
teristics of United States Air Force 
reserve enlistees final report for 
period June 1974-May 1976 /, 78- 
20422 


Differential incentive effects under vary- 
ing instruction conditions : interim re- 
port for period January 1975 - June 
1975 /, 78-15162, 78-23196 


Effect of Air Force recruiting incentives 
on volunteer enlistment : final report 
for period 1 January 1970 - 30 
December 1974 /, 78-20418 

*Incineration. 

At-sea incineration of organochlorine 
wastes onboard the M/T Vulcanus /, 
78-17122 


Concept for fluidized bed combustion of 
consol char using a closed-cycle heli- 
um power plant with an estimate of 
the price of electric power /, 78-6774 


Concept for fluidized bed combustion of 
consol char using a closed-cycle heli- 
um power plant with an estimate of 
the price of electric power : final re- 
port /, 78-1597 

Incinerators. 

European waste-to-energy systems case 

study of Korsor, Denmark., 78-6607 


European waste-to-energy systems case 
study of Munich : Munich 1A & 1B, 
Munich II, Munich South IV & V., 
78-6608 


European waste-to-energy systems case 
study of the thermal complex of Tou- 
louse-Le Mirail (France)., 78-6606 
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Report of fuel requirements, capital cost 
and operating expense for catalytic af- 
terburners /, 78-12814 


Trace elemental characteristics of 
aerosols emitted from municipal in- 
cinerators /, 78-26329 


Volume reduction system for solid and 
liquid TRU waste from the nuclear 
fuel cycle : April-June 1977 /, 78- 
20628 

Inclinometer — Handbooks, manuals, etc. 

Foundation instrumentation : inclinome- 
ters reference manual for a 45-minute 
color video-tape presentation /, 78- 
854 

Income. 


Women with low incomes., 78-7449 


Income — Middle West — Statistics. 
Consumer income., 78-16789 


Money income and poverty status in 
1975 of families and persons in the 
United States and the North Central 
region, by divisions and states (Spring 
1976 survey of income and education), 
78-16789 


Income — Northeastern States — Statistics. 
Consumer income., 78-22836 


Money income and poverty status in 
1975 of families and persons in the 
United States and the Northeast re- 
gion, by division and states (Spring 
1976 survey of income and education), 
78-22836 


Income — Southern States. 
Consumer income., 78-22837 


Money income and poverty status in 
1975 of families and persons in the 
United States and the South region, by 
divisions and states, spring 1976 survey 
of income and education., 78-22837 


Income — The West — Statistics. 
Consumer income., 78-22838 


Money income and poverty status in 
1975 of families and persons in the 
United States and the West region, by 
divisions and states, spring 1976 survey 
of income and education, 78-22838 


Income — United States. 
Consumer income., 

78-16789, 

78-22838 


Household money income in 1975, by 
housing tenure and residence, for the 
United States, regions, divisions, and 
States (spring 1976 survey of income 
and education), 78-8645 

Household money income in 1976 and 
selected social and economic charac- 
teristics of households, 78-8646 


Money income and poverty status in 
1975 of families and persons in the 


78-8645, 
78-22836, 


78-8646, 
78-22837, 





United States and the North Central 
region, by divisions and states (Spring 
1976 survey of income and education), 
78-16789, 78-22836, 78-22837, 
78-22838 
Income — United States — States — 

Statistics — Periodicals. 

Local area personal income., 
78-6310 


Income — United States — Statistics. 
Benchmark revision of national income 


and product accounts : advanced ta- 
bles., 78-1490 


Changes in the regional balance of in- 


come and population in the United 
States, 1940-70 /, 78-1378 


Consumer income., 78-2628, 
78-4092 


78-6309, 


78-4091, 


Microdata from the survey of income 
and education., 78-10557 


Money income and poverty status of 
families and persons in the United 
States, 1975 and 1974 revision, ad- 
vance report, 78-4091 


Money income and poverty status of 
families and persons in the United 
States, 1976, advance report, 78- 
4092 


Income — United States — Taxation. 


Taxable income and nontaxable income., 
78-7654 


Income averaging — United States. 
Computing your tax under the income 
averaging method., 78-7648 
*Income distribution — United States. 
Income disparities between black and 
white Americans., 78-12204 
Income maintenance programs — United 
States. 
A guide to supplemental security in- 
come., 78-4782 
Number of newly arrived aliens who 
receive supplemental security income 
needs to be reduced : report to the 
Congress /, 78-13319 


Privacy issues and supplemental security 


income benefits : report of the Comp- 
troller General of the United States., 
78-6940 


Review of the Better jobs and income 
bill : report /, 78-25786 

The treatment of assets and income from 
assets in income-conditioned govern- 
ment benefit programs 
papers., 78-18849 

*Income maintenance programs — United 

States — States. 

States should be fuily reimbursed for in- 
terim assistance to Supplemental 
Security Income recipients : report to 
the Congress /, 78-21031 


technical 





December 1978 


Income maintenance programs — United 
States — States — Statistics. 
Research and statistics note., 

78-8924 


SSI beneficiaries residing in urban areas, 
78-8924 


State supplementation under the SSI pro- 
gram, calendar year 1974, 78-8922 
Income maintenance programs — United 
States — Statistics. 
American Indian SSI beneficiaries: esti- 
mates for selected areas, 78-8936 


earnings of SSI 
1975, 78- 


78-8922, 


Employment and 
beneficiaries, 
8935 


Financial assets of new SSI beneficiaries, 
78-8946 


December 


Program and demographic characteristics 
of supplemental security beneficiaries, 
December 1976., 78-25843 

Research and statistics note., 
78-8935, 78-8936, 
8946 


78-8933, 
78-8938, 78- 


SSI beneficiaries medically determined to 
be alcoholics or drug addicts, 78- 
8938 


Supplemental security income payments 
to Indochina refugees, January 1976, 
78-8933 


Supplemental security income state and 
county data /, 78-7045 
Income tax. 
Proceso de cobro (deudas del impuesto 
sobre ingreso) : the collection process 
(income tax accounts)., 78-26553 


Income tax — Foreign income. 
Revenue aspects of recent legislative 
change and proposals., 78-9536 


Taxation of Americans working overseas 
: revenue aspects of recent legislative 
changes and proposals., 78-9536 
Income tax — Law — United States. 
Income tax, 78-3702 


Looseleaf regulations system., 78-3702 


Income tax — United States. 


Armed Forces Federal income tax., 78- 
6506, 78-6507, 78-23177 


Community property and the Federal in- 
come tax., 78-7663 


Computing your tax under the income 
averaging method., 78-7648 

Condemnations of private property for 
public use., 78-5255 


Corporation income tax 


21999 


returns, 78- 
Credit sales by dealers in personal pro- 
perty., 78-7650 


Employee education assistance programs 
: hearing before the Subcommittee on 
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Taxation and Debt Management 
Generally of the Committee on 
Finance, United States Senate, Ninety- 
fifth Congress, second session, on S. 
2388 ... January 20, 1978., 78-16210 


Employment tax credits can reduce your 
income taxes and here’s how., 78- 
11608 


Extending the tax assessment period 
why, how often, and what improve- 
ments can be made : Internal Revenue 
Service, Department of the Treasury : 
report to the Joint Committee on Tax- 
ation, Congress of the United States /, 
78-13265 


Federal tax guide for survivors, execu- 
tors, and administrators., 78-5258 


Foreign scholars and educational and 
cultural exchange visitors., 78-7651 
Guia para preparar la declaracion del im- 
puesto Federal sobre ingreso personal 
(Guide for preparing the individual 
Federal income tax return)., 78- 

18498 


How to apply for recognition of exemp- 
tion for an organization., 78-7665 

Inequities in the Federal withholding tax 
system : report to the Congress /, 78- 
6965 

Information on self-employment tax., 
78-5252 


President 
14032 


Carter’s tax porgram., 78- 


The President’s 1978 tax program., 78- 
21995 


The President’s 1978 tax program 
detailed descriptions and supporting 
analyses of the proposals., 78-24325 

The President’s 1978 tax program 
prepared statements of administration 
witnesses, appearing January 30, 31 
and February 1, 1978 /, 78-10043 

The President’s 1978 tax reduction and 
reform proposals : hearings before the 
Committee on Ways and Means, 
House of Representatives, Ninety-fifth 
Congress, second session ..., 78- 
24666, 78-24667, 78-24668, 78- 
24669 


Review of selected aspects of the Pre- 
sident’s tax proposals : hearing before 
the Task Force on Tax Expenditures, 
Government Organization, and Regula- 
tion of the Committee on the Budget, 
House of Representatives, Ninety-fifth 
Congress, second session, February 23, 
1978., 78-22422 


Social security for members of the clergy 
and religious workers., 78-5248 

Staff report on the simplification and ad- 
ministrative aspects of the President's 
1978 tax program /, 78-19246 
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Statistics of income., 78-21999 


Summary of Administration’s economic 
stimulus program and summary of tax 
reductions in 1975 and 1976 /, 78- 
12189 


Tax guide for small business., 78-7645 


Tax information for American scholars in 
the U.S. and abroad., 78-7652 

Tax information for divorced’ or 
separated individuals., 78-7647 

Tax information for U.S. Government 
civilian employees stationed abroad., 
78-2161 


Tax information on accounting periods 
and methods., 78-5253 

Tax information on business expenses., 
78-7658 

Tax information on condominiums and 
cooperative apartments., 78-5261 

Tax information on disasters, casualty 
losses, and thefts., 78-18496 


Tax information on educational expen- 
ses., 78-5245 

Tax information on_ installment 
deferred-payment sales., 78-7659 

Tax information on investment income 
and expenses., 78-5256 

Tax information on mutual fund distribu- 
tions., 78-7668 


Tax information on partnership income 
and losses., 78-7660 


Tax information on subchapter S cor- 
porations., 78-5262 

Tax proposals : message from the Pre- 
sident of the United States ...,  78- 
12244 


Tax reduction program /, 


and 


78-8281 


Tax treatment of employees and self-em- 
ployed persons by the Internal 
Revenue Service: problems and solu- 
tions : report to the Joint Committee 
on ‘Taxation, Congress of the United 
States /, 78-6935 


Tax withholding and declaration of esti- 
mated tax., 78-5244 


Taxable income and nontaxable income., 
78-7654 


Travel, entertainment, and gift expenses., 
78-5243 


United States tax guide for aliens., 78- 
5249 

Withholding taxes and reporting require- 
ments., 78-18495 

Your Federal income tax for individuals., 
78-2156 


Income tax — United States — Accounting. 
Simplifying income tax returns : 
before the Subcommittee on Adminis- 


hearing 


Page 1- 2006 





Subject Index 


tration of the Internal Revenue Code 
of the Committee on Finance, United 
States Senate, Ninety-fifth Congress, 
second session, March 28, 1978., 78- 
24604 


Income tax — United States — Bibliography. 
Internal Revenue Service tax information 
publications., 78-6993 


*Income tax — United States — Deductions. 
Estate and gift tax carryover basis and 
generation-skipping trust provisions 
and deductibility of foreign convention 
expenses : hearings before the Com- 
mittee on Ways and Means, House of 
Representatives, Ninety-fifth Congress, 
first session October 6 and 17, 
1977., 78-12196 


Protecting older Americans against over- 
payment of income taxes : a revised 
checklist of itemized deductions for 
use in taxable year 1977 /, 78-14270 

Tax information on depreciation., 78- 
7657 


Tax information on selling or purchasing 
your home., 78-5250 


Your exemptions and exemptions for de- 
pendents., 78-2157 


Income tax — United States — Deductions — 

Charitable contributions. 

Cumulative list of organizations 
described in section 170 (c) of the In- 
ternal Revenue Code of 1954., 78- 
3701, 78-24328 


Income tax deduction for contributions., 
78-7640 


Supplement to Publication 78 .. 
3701 


a 


Valuation 
2165 


Income tax — United States — Deductions — 
Expenses. 
Child care and disabled dependent care., 
78-2159 


of donated property., 78- 


Deduction for medical and dental expen- 
ses., 78-2158 


Tax informaion on moving expenses., 
78-7653 


Tax information for homeowners., 78- 
7656 


Tax treatment of tuition expenses 
hearings before the Committee on 
Ways and Means, House of Represen- 
tatives, Ninety-fifth Congress, second 
session ..., 78-16304 

Travel, entertainment, and gift expenses., 
78-5243 


Treatment of certain payments for credit 
for houschold and dependent care ex- 
penses : report together with dissenting 
views to accompany H.R. 8535., 78- 
26904 
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Tuition tax credit act of 1978 


ference report to accompany 
12050., 78-27127 


Tuition tax credit act of 1978 : report 
together with additional, dissenting, 
and minority views to accompany H.R. 
12050., 78-24709 


Tuition tax relief act of 1978 : report to 
accompany H.R. 12050., 78-24899 
Tuition tax relief act of 1978 : report to 


accompany H.R. 12050 [errata]., 78- 
24900 


: con- 
H.R. 


Tuition tax relief bills : hearings before 
the Subcommittee on Taxation and 
Debt Management Generally of the 
Committee on Finance, United States 
Senate, Ninety-fifth Conress, second 
session January 18, 19, and 20, 
1978., 78-16215 


Income tax — United States — Deductions — 
Interest. 
Income tax deduction for 
pense., 78-2163 


interest ex- 


Tax information for homeowners., 78- 
7656 


Income tax — United States — Deductions — 
Losses. 
Tax information on deductions for bad 
debts., 78-2164 
Tax information on disasters, casualty 
losses, and thefts., 78-24331 


Tax information on partnership income 
and losses., 78-7660 


Income tax — United States — Deductions — 
Retirement contributions. 

Tax information on self-employed retire- 
ment plans., 78-7667 


Income tax — United States — Deductions — 
Taxes. 
Tax information for homeowners., 78- 
7656 


Income tax — United States — Digests. 
Bulletin index-digest system,, 78-825, 
78-3709 


Income tax, 78-825, 78-3709 


*Income tax — United States — Expenses. 
Tax status of funds expended by a politi- 
cal committee : deduction for senatori- 
al expenses incurred while living away 
from home : report /, 78-19421 


Income tax — United States — Foreign 
income. 

Earned income from sources outside the 
United States. : hearings before the 
Committee on Ways and Means, 
House of Representatives, Ninety-fifth 
Congress, second session, on proposals 
relating to sections 911 and 912 of the 
Internal Revenue Code ... February 23, 
24, 1978., 78-26869 





The operation and effect of the domestic 
international sales corporation legisla- 
tion, annual report., 78-24326 


Tax guide for U.S. citizens employed in 
U.S. possessions., 78-2166 


Taxation of Americans working abroad : 
hearing before the Committee on 
Finance, United States Senate, Ninety- 
fifth Congress, second session, May 8, 
1978., 78-24607 

Taxation of Americans working abroad 
sections 911 and 912 of the Code /, 
78-19239 


Income tax — United States — Forms. 
Further simplification of income tax 
forms and instructions is needed and 
possible : report /, 78-25771 


Package X, informational 
Federal income tax forms., 
78-14037 


Income tax — United States — Indexes. 
Bulletin index-digest system,, 78-825 


78-825 


*Income tax — United States — Law. 

An act relating to the year for including 
in income certain payments under the 
Agricultural Act of 1949 ... and to ex- 
tend for one year the existing treat- 
ment of State legislators’ travel expen- 
ses away from home., 78-16409 


An act to amend the Internal Revenue 
Code of 1954 with respect to the treat- 
ment of mutual or cooperative 
telephone company income from non- 
member telephone companies, and for 
other purposes., 78-27025 


Adjustment of zero bracket amount for 
residents of certain states : hearing be- 
fore the Subcommittee on Taxation 
and Debt Management Generally of 
the Committee on Finance, United 
States Senate, Ninety-fifth Congress, 
second session, on S. 2554 ... March 1, 
1978., 78-22465 


Amending title 4 of the United States 
Code to make it clear that members of 
Congress may not, for purposes of 
State income tax laws, be treated as 
residents of any State other than the 
State from which they were elected : 


report to accompany H.R. 6893., 78- 
5694 


copies of 
78-14036, 


Income tax, 


Farms self-instructional 
taxpayer service 
guidelines., 78-15913 

Indexation of certain provisions of the 
tax laws : hearing before the Subcom- 
mittee on Taxation and Debt Manage- 
ment Generally of the Committee on 
Finance, United States Senate, Ninety- 
fifth Congress, second session, on S. 
2738 ... April 24, 1978., 78-22462 


program for 
administrator's 





December 1978 


Issues in simplification of the income tax 
laws: areport/, 78-14410 


Revenue act of 1978 report of the 
Committee on Ways and Means, U.S. 
House of Representatives, together 
with additional, supplemental, 
separate, and dissenting views ... on 
H.R. 13511., 78-24768 


Summary of H.R. 3477 (the Tax reduc- 
tion and simplication act of 1977), as 
proposed by the Administration and as 
reported by the House Committee on 
Ways and Means, and summary of tax 


reductions in 1975 and 1976 /, 78- 
9949 


Tax treatment of certain crop payments 


and State legislators’ travel expenses : 


report to accompany H.R. 11055., 
78-12292 


Temporary suspension of duty on mat- 
tress blanks of rubber latex, and other 
matters : report to accompany H.R. 
2849., 78-10190 

Income tax — United States — Retirement 
contributions. 

Tax information on individual retirement 
savings programs., 78-5263 


Income tax — United States — States — 
Statistics — Periodicals. 
Small area data, individual income tax 
returns, 78-18490, 78-18491 


Statistics of income, small area data, 
78-18490, 78-18491 


Supplemental statistics of income., 78- 
18490, 78-18491 


Supplemental statistics of income. Small 
area data, state, county and standard 
metropolitan statistical area data, in- 
dividual income tax _ returns, 78- 
18490, 78-18491 

Income tax — United States — Statistics. 

Business income tax returns, 78-22001, 
78-24330 

Corporation 
18493 


Preliminary 
22001 


income tax returns., 78- 


Statistics of income., 78- 

Preliminary statistics of income, 1975 : 
corporation income tax returns., 78- 
18493 


Statistics of income., 78-24330 


Income tax — United States — Statistics — 
Periodicals. 
Individual 

18492, 
Preliminary 
26552 


Statistics of 
22000 


income tax returns, 78- 
78-22000, 78-26552 


statistics of income., 78- 


income., 78-18492, 78- 


Do not order from index; see indicated entry 





Indemnity against liability — United States. 

GSA release of indemnification covenant 
in deed to former Navy practice bomb- 
ing range in Florida : 
subcommittee of the Committee on 
Government Operations, House of 
Representatives, Ninety-fifth Congress, 
second session, on H.R. 8502 ... March 
16, 1978., 78-26796 

Independent regulatory commissions — 

United States. 

Establishing a proper fee schedule under 
the Independent offices appropriation 
act, 1952 Federal Communications 
Commission report of the Comp- 
troller General of the United States., 
78-1684 


hearing before a 


Federal regulatory programs and activi- 
ties /, 78-15363 


Financial conflicts of interest in regulato- 
ry agencies : report /, 78-19146 

Improving Congressional oversight of 
Federal regulatory agencies : hearings 
before the Committee on Government 
Operations, United States Senate, 
Ninety-fourth Congress, second session 
wy 78-9957 


The Regulatory reform act of 1977 
hearings before the Subcommittee on 
Intergovernmental Relations of the 
Committee on Governmental Affairs, 
United States Senate, Ninety-fifth Con- 
gress, first session, on S. 600 ..., 78- 
26804 


Study on Federal regulation : prepared 
pursuant to S. Res. 71 , to authorize a 
study of the purpose and current effec- 
tiveness of certain Federal agencies /, 
78-8293, 78-8470, 78-12313 

*Independent regulatory commissions — 

United States — Congresses. 

Proceedings, National 
Regulatory Reform., 


Conference on 
78-18975 


Independent regulatory commissions — 
United States — Officials and employees 
— Salaries, allowances, etc. 

Analysis of travel activities of certain 
regulatory commissioners during 1971- 
75 : report of the Comptroller General 
of the United States., 78-1641 

*Indexation (Economics) 

Indexation of certain provisions of the 
tax laws : hearing before the Subcom- 
mittee on Taxation and Debt Manage- 
ment Generally of the Committee on 
Finance, United States Senate, Ninety 
fifth Congress, second session, on S. 
2738 ... April 24, 1978., 78-22462 

Productivity indexes for selected indus- 
tries, 1977 edition., 78-5116 

*Indexing. 

ERDA Energy Information Data Base : 
subject thesaurus., 78-8837, 78- 
13175 
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Report number codes used by the ERDA 
Technical Information Center in 
cataloging reports /, 78-13172 

Subject thesaurus : ERDA Energy Infor- 
mation Data Base., 78-8837, 78- 
13175 

India. 
Background notes., 


78-21907 


India — Commerce. 
Marketing in India, 


78-21907 
India, 


78-16871 
78-16871 


India — Foreign relations — United States. 
Nuclear fuel export to India : hearing be- 
fore the Subcommittee on Arms Con- 
trol, Oceans, and International En- 
vironment of the Committee on 
Foreign Relations, United States 
Senate, Ninety-fifth Congress, second 

session ... May 24, 1978., 78-26789 


India — Imprints — Periodicals. 
Accessions list, India., 78-3570 


Indian Education Resources Center. 
Information on organization and func- 
tions of the Indian Education 
Resources Center report to the 
Comptroller General of the United 
States., 78-15340 


*Indian Ocean — Navigation — Tables. 
Area 14, Indian Ocean, pair 
(Norway—Reunion), 78-10641 

: area 14, Indian Ocean, 
(Norway—Reunion)., 78- 


Overseas business reports., 


A-E 


Omega table 
pair A-E 
10641 

Indiana — Climate. 

Indiana, monthly averages of tempera- 

ture ..., 78-4220 


Indiana, monthly normals of temperature 
-» 78-4176 


Monthly averages of temperature and 
precipitation for state climatic divi- 
sions 1941-1970 : Indiana., 78-4220 

Monthly normals of temperature, 
precipitation, and heating and cooling 
degree days 1941-1970 : Indiana., 
78-4176 

Indiana — Climate — Periodicals. 

Climatological data, Indiana., 78-2755 

Indiana — Industries. 


County business patterns., 78-19700 


Indiana — Population — Statistics. 
Estimates of the population of Indiana 
counties and metropolitan areas: July 
i, 1975 (revised) and 1976 
(provisional), 78-4067 
cooperative 
population estimates., 


Federal-state program for 
78-4067 
*Indiana — Recreation areas. 
National urban recreation study, Cincin- 
nati/Hamilton., 78-17854 
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Indiana — Statistics. 


County business patterns., 78-1401 


Indiana & Michigan Power Company. 
Supplement no. | to the final environ- 
mental statement related to operation 
of Donald C. Cook Nuclear Plant, Unit 
nos. | and 2, Docket nos. 50-315 and 
5-316., 78-5483 


Indiana Dunes National Lakeshore. 

Indiana Dunes National Lakeshore 
hearing before the Subcommittee on 
Parks and Recreation of the Commit- 
tee on Interior and Insular Affairs, 
United States Senate, Ninety-fourth 
Congress, second session. on S. 3329 
.. H.R. 11455 ... May 26, 1976., 78- 
8306 

Renaming the Indiana Dunes National 
Lakeshore : report to accompany S. 
1045., 78-8485 


Indiana Gas Company. 

Final environmental impact statement on 
the Federal Energy Administration’s 
proposed action to allocate naptha for 
SNG production by the Indiana Gas 
Company., 78-1632 

Indianapolis, Ind. — Officials and employees 

— Salaries, allowances, etc. 

Municipal government wage survey : In- 
dianapolis, Indiana, May 1976., 78- 
21739 

*Indians, Treatment of — South Dakota. 

Liberty and Justice for all : a report /, 

78-10617 


Indians, Treatment of — United States. 
Final report /, 78-8305, 78-24620 


*Indians in motion pictures. 
The American Indian 
13765 


*Indians of North America. 
The American Indian 
13765 


Selected photographs illustrating North 
American Indian life., 78-7613 


Indians of North America — Alaska — 
Claims. 
An act to amend the Alaska native 
claims settlement act., 78-5888 


Amendments to Alaska native claims set- 
tlement act : hearing before the Com- 
mittee on Interior and Insular Affairs, 
United States Senate, Ninety-fourth 
Congress, first session ..., 78-9982 

*Indians of North America — Alaska — 

Government relations. 

Pueblo lands and Alaska natives govern- 
ing bodies : hearing before the United 
States Senate Select Committee on In- 
dian Affairs, Ninety-fifth Congress, 
first session on S. 1789 ... S. 2046 ... 
September 29, 1977., 78-14346 


in films., 78- 


in films., 78- 
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Indians of North America — Alaska — Land 
transfers. 
An act to amend the Alaska native 
claims settlement act., 78-5888 


Amendments to Alaska native claims set- 
tlement act : hearing before the Com- 
mittee on Interior and Insular Affairs, 
United States Senate, Ninety-fourth 
Congress, first session ..., 78-9982 

Indians of North America — Alaska — Legal 
status, laws, etc. 

Consolidating Alaska natives governing 
bodies : hearings before the United 
States Senate, Select Committee on In- 
dian Affairs, Ninety-fifth Congress, 
first session, on S. 1920 ... S. 2046 ..., 
78-26810 


Indians of North America — Appropriations 
— Statistics. 
Indian projects funded by EDA, August 
26, 1965-September 30, 1977 /, 78- 
6294 


*Indians of North America — Arizona. 
Extension of benefits and services to the 
Pascua Yaqui Indians of Arizona : re- 
port to accompany S. 1633., 78- 
16422 


Providing for the extension of benefits 
and services to the Pascua Yaqui Indi- 
ans of Arizona : conference report to 
accompany S. 1633., 78-22615 


Relating to the settlement between the 
United States and the Ak-chin Indian 
community of certain water right 
claims of such community against the 
United States : report to accompany 
H.R. 8099., 78-14451 


*Indians of North America — Arizona — 
Health and hygiene. 
A sample tribal specific comprehensive 
health plan for the San Carlos Indian 
Reservation., 78-21274 


Indians of North America — Arizona — 

Irrigation. 

Certain water right claims of the Ak- 
Chin Indian community : hearing be- 
fore the U.S. Senate Select Committee 
on Indian Affairs, on S. 1582 ... July 
25, 1977., 78-1062 


Water for five central Arizona Indian 
tribes for farming operations : hearings 
before the U.S. Senate Select Commit- 
tee on Indian Affairs, on S. 905 ... 
May 23 and 24, 1977., 78-1059 


Indians of North America — Arizona — 

Legal status, laws, etc. 

An act relating to the settlement between 
the United States and the Ak-Chin In- 
dian community of certain water right 
claims of such community against the 
United States., 78-27013 

An act to provide that a certain tract of 
land in Pinal County, Arizona, held in 





trust by the United States for the 
Papago Indian Tribe, be declared a 
part of the Papago Indian Reservation., 
78-27035 

Providing for the extension of certain 
Federal benefits, benefits [sic] services 
and assistance to the Pascua Yaqui In- 
dians of Arizona, and for other pur- 
poses report to accompany H.R. 
6612., 78-26890 

Providing that a certain tract of land in 
Pinal County, Ariz., held in trust by 
the United States for the Papago Indi- 
an Tribe, be declared a part of the 
Papago Indian Reservation : report to 
accompany H.R. 8397., 78-27092 


Providing that a certain tract of land in 
Pinal County, Ariz,. held in trust by 
the United States for the Papago Indi- 
an Tribe, be declared a part of the 
Papago Indian Reservation : report to 
accompany H.R. 8397., 78-26889 


Relocation of certain Hopi and Navajo 
Indians : hearing before the United 
States Senate Select Committee on In- 
dian Affairs, Ninety-fifth Congress, 
second session, on S. 1714 ... February 
10, 1978, Winslow, Ariz., 78-26811 

*Indians of North America — Art. 

Fact sheet : general information about 
the activities of the Indian Arts and 
Crafts Board., 78-13732 


Fact sheet : potential outlets for native 
American artists and craftsmen., 78- 
11441 


General information about the activities 
of the Indian Arts and Craft Board., 
78-13732 

Potential outlets for native American 
artists and craftsmen., 78-11441 

*Indians of North America — Art — 

Directories. 

Native American owned and operated 
arts and crafts businesses., 78-21483 

Indians of North America — Calendar. 

American Indian calendar., 78-15544 

American and 

festivals., 


Indian pow 
78-16817 
*Indians of North America — California — 
Antiquities. 
An archeological overview of Redwood 
National Park /, 78-21590 


*Indians of North America — Children — 

Legal status, laws, etc. 

Indian child welfare act of 1977 : hearing 
before the United States Senate, Select 
Committee on Indian Affairs, Ninety- 
fifth Congress, first session, on S. 1214 
.. August 4, 1977., 78-12121 

Indians of North America — Civil rights. 

Bridging the gap : a reassessment 

port /, 78-6315 


wows 


: a re- 





December 1978 


Indians of North America — Claims. 
An act to amend the statute of limita- 
tions provisions in section 2415 of title 
28, United States Code, relating to 
claims by the United States on behalf 
of Indians., 78-5856 


Amending the statute of limitation provi- 
sions in section 2415 of title 28, 
United States Code, relating to claims 
by the United States on behalf of Indi- 
ans : conference report to accompany 
S.1377., 78-1206 


Annual report - Indian Claims Commis- 
sion., 78-14249 


Joint resolution to amend the statute of 
limitations provisions in section 2415 
of title 28, United States Code, relat- 
ing to claims by the United States on 
behalf of Indians., 78-2343 


Indians of North America — Crime — 
Yearbooks. 
Annual law enforcement services report., 
78-13770, 78-13771 


Combined tribal and Bureau law enforce- 


ment services annual report, 78- 
13770, 78-13771 


*Indians of North America — Dictionaries 
and encyclopedias. 
Handbook of North American Indians /, 
78-18455 


*Indians of North America — Economic 
conditions. 

Federal domestic assistance programs : 
hearings before the United States 
Senate, Select Committee on Indian 
Affairs, Ninety-fifth Congress, first ses- 
sion ... September 8, 1977., 78-12120 


Indians of North America — Economic 
conditions — Statistics. 
Indian projects funded by EDA, August 
26, 1965-September 30, 1977 /, 78- 
6294 


Indians of North America — Education. 
Annual report to the Congress of the 
United States - National Advisory 


Council on Indian Education., 78- 
14250 


Annual report to the Congress of the 
United States from the National Ad- 
visory Council on Indian Education., 
78-24460 


Bureau of Indian Affairs not operating 
boarding schools efficiently : report of 
the Comptroller General of the United 


78-13211 


Concerted effort needed to improve Indi- 
an education : Bureau of Indian Af- 
fairs, Department of the Interior : re- 
port of the Comptroller General of the 
United States., 78-1657 


Indian education in the public school 
system needs more direction from 


States., 
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Congress : Office of Education, De- 
partment of Health, Education and 
Welfare : report to the Congress /, 
78-4683 

Indian education, oversight : hearings be- 
fore the Subcommittee on Elementary, 
Secondary, and Vocational Education 
of the Committee on Education and 
Labor, House of Representatives, 
Ninety-fifth Congress, first session ..., 
78-14306 


Indian parental responsibility, the obliga- 
tion to determine an Indian educa- 
tional destiny, 78-14250 


Oversight hearings on Indian education : 
hearings before the Subcommittee on 
Elementary, Secondary, and Voca- 
tional Education of the Committee on 
Education and Labor, House of 
Representatives, Ninety-fifth Congress, 
first session ... May 17, 18, 19, 1977., 
78-14305 


Questionable need for all schools 
planned by the Bureau of Indian Af- 
fairs report of the Comptroller 
General of the United States., 78- 
13210 


Services to Indian Head Start grantees 
under a special program : Office of 
Child Development, Department of 
Health, Education, and Welfare : re- 
port of the Comptroller General of the 
United States., 78-1788 


*Indians of North America — Education — 
Addresses, essays, lectures. 
Remarks /, 78-13444 


Indians of North America — Education — 

Collected works. 

Annual report to the Congress of the 
United States - National Advisory 
Council on Indian Education., 78- 
24461 


Annual report to the United States Con- 
gress - National Advisory Council on 
Indian Education, 78-24461 


Coordination and cooperation in Indian 
education, an emerging phenomenon, 
78-24461 


*Indians of North America — Education — 

Law and legislation. 

Amend the Indian self-determination and 
education assistance act : hearings be- 
fore the United States Senate Select 
Committee on Indian Affairs, Ninety- 
fifth Congress, second session, on S. 
2460 ... March 14 and 22, 1978., 78- 
22495 


Grants to Indian-controlled postseconda- 
ry educational institutions and the 
Navajo Community College act : hear- 
ing before the United States Senate, 
Select Committee on Indian Affairs, 
Ninety-fifth Congress, first session, on 
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S. 468 ... S. 1215 ... July 28, 1977., 
78-2272 


Indian basic education act : hearings be- 
fore the Subcommittee on Elementary, 
Secondary, and Vocational Education 
of the Committee on Education and 
Labor, House of Representatives, 
Ninety-fifth Congress, second session, 
on H.R. 9810 ... February 7, 8, and 9, 
1978., 78-24589 


Indian education : hearing before the 
Subcommittee on Postsecondary Edu- 
cation of the Committee on Education 
and Labor, House of Representatives, 
Ninety-fifth Congress, first session, on 
H.R. 9158 ... October 13, 1977., 78- 
9927 


Indian education : hearings before the 
Subcommittee on Elementary, Secon- 
dary, and Vocational Education of the 
Committee on Education and Labor, 
House of Representatives, Ninety-fifth 
Congress, first session ... February 1, 
2, 1977., 78-2258 


Indian self-determination and education 
assistance act implementation 
hearings before the United States 
Senate Select Committee on Indian Af- 
fairs, ninety-fifth Congress, first session 
... June 7, and 24, 1977., 78-2274 

Tribally controlled community assistance 
act of 1977 : report to accompany S. 
1215., 78-10214 


Indians of North America — Education — 
Periodicals. 
IERC bulletin., 


The Indian leader., 


78-3418 
78-3416 
78-3417 


*Indians of North America — Employment. 
The Bureau of Indian Affairs needs to 
determine how well its Indian training 
program is working and assist tribes in 
their training efforts : report of the 
Comptroller General of the United 
States., 78-13207 


*Indians of North America — Financial 
affairs. 

Controls are needed over Indian self- 
determination contracts, grants, and 
training and technical assistance activi- 
ties to insure required services are pro- 
vided to Indians : report of the Comp- 
troller General of the United States., 
78-13206 


Indian school journal., 


More Federal efforts needed to improve 
Indians’ standard of living through 
business development : report of the 
Comptroller General of the United 
States., 78-13209 

Indians of North America — Food. 

Recommendations for improved food 


programs on Indian reservations /, 
78-8338 
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*Indians of North America — Government 
relations. 
An act to amend the Indian Claims Com- 
mission act of August 13, 1946, and 
for other purposes., 78-14497 


78-8305, 78-24620 


Indian owned range resources : their use 
and apportionment., 78-21522 


Indian program evaluation and needs as- 
sessment : hearings before the United 
States Senate Select Committee on In- 
dian Affairs, Ninety-fifth Congress, 
second session, on S. 2712 ... April 17 
and 21, 1978., 78-24621 


The Indian self-determination act : many 
obstacles remain : report to the Con- 
gress /, 78-13323 


Indian self-determination and education 
assistance act implementation 
hearings before the United States 
Senate Select Committee on Indian Af- 
fairs, ninety-fifth Congress, first session 
... June 7, and 24, 1977., 78-2274 


Meetings of the American Indian Policy 
Review Commission., 78-8300, 78- 
22492 


Relating to the settlement between the 
United States and the Ak-chin Indian 
community of certain water right 
claims of such community against the 
United States : report to accompany 
H.R. 8099.,  78-14451 


Restoring the Confederated Tribes of 
Siletz Indians of Oregon as a federally 
recognized sovereign Indian _ tribe, 
restoring to the Confederated Tribes of 
Siletz Indians of Oregon and its mem- 
bers those Federal services and 
benefits furnished to federally recog- 
nized American Indian tribes and their 
members, and for other purposes : re- 
port to accompany H.R. 7259., 78- 
10116 


Final report /, 


Tribal participation in the Bureau of In- 
dian Affairs budget system should be 
increased : report of the Comptroller 
General of the United States., 78- 
13213 


Tribal-state compact act : report to ac- 
company S. 2502., 78-27105 

Tribal-state compact act of 1978 
hearings before the United States 
Senate Select Committee on Indian Af- 
fairs, Ninety-fifth Congress, second 
session, on S. 2502 ... March 9 and 10, 
1978., 78-19141 


Indians of North America — Great Plains — 

Dwellings — Exhibitions. 

Murals in the round : painted tipis of the 
Kiowa and Kiowa-Apache Indians : an 
exhibition of tipi models made for 
James Mooney of the Smithsonian In- 
stitution during his field studies of In- 
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dian history and art in southwestern 
Oklahoma, 1891-1904 /, 78-26540 


Indians of North America — Great Plains — 

Painting — Exhibitions. 

Murals in the round : painted tipis of the 
Kiowa and Kiowa-Apache Indians : an 
exhibition of tipi models made for 
James Mooney of the Smithsonian In- 
stitution during his field studies of In- 
dian history and art in southwestern 
Oklahoma, 1891-1904 /, 78-26540 

Indians of North America — Health and 
hygiene. 

Indian in the red 
78-512 


Indians of North America — Housing. 
Management initiatives for Indian hous- 
ing program., 78-11355 


Indians of North America — Housing — 

United States. 

Substandard Indian housing increases 
despite Federal efforts : a change is 
needed : a report to the Congress /, 
78-23609 


Indians of North America — Industries. 
Aquaculture, fisheries, and food 
processing as a combined economic 
development option for Indian commu- 
nities /, 78-24993 


*Indians of North America — Land tenure. 
Indian owned range resources : their use 
and apportionment., 78-21522 


*Indians of North America — Legal status, 
laws, etc. 

Amend the Indian self-determination and 
education assistance act : hearings be- 
fore the United States Senate Select 
Committee on Indian Affairs, Ninety- 
fifth Congress, second session, on S. 
2460 ... March 14 and 22, 1978., 78- 
22495 


American Indian religious freedom 
hearings before the United States 
Senate Select Committee on Indian Af- 
fairs, Ninety-fifth Congress, second 
session, on S.J. Res. 102 ... February 
24 and 27, 1978., 78-19139 

American Indian religious freedom : re- 
port to accompany H.J. Res. 738., 
78-26947 


Code of Federal regulations., 
78-21095 


: a reality or myth?, 


78-7005, 


Extension of benefits and services to the 
Pascua Yaqui Indians of Arizona : re- 
port to accompany S. 1633., 78- 
16422 

Federal employment preference for cer- 
tain non-Indian employees hearing 
before the Subcommittee on Compen- 
sation and Employee Benefits of the 
Committee on Post Office and Civil 
Service, House of Representatives, 
Ninety-fifth Congress, first session, on 





H.R. 4153 ... July 26 and September 7, 
1977., 78-2286 


Indian program evaluation and needs as- 
sessment : hearings before the United 
States Senate Select Committee on In- 
dian Affairs, Ninety-fifth Congress, 
second session, on S. 2712 ... April 17 
and 21, 1978., 78-24621 


Indians, 78-7005 
Joint resolution, American 
gious freedom., 78-27021 


Joint resolution to amend the statute of 
limitations provisions in section 2415 
of title 28, United States Code, relat- 
ing to claims by the United States on 
behalf of Indians., 78-2343 


Indian reli- 


Legislative calendar - Select Committee 
on Indian Affairs, United States 
Senate., 78-3922 

Native Americans’ right to believe and 
exercise their traditional native reli- 
gions free of Federal Government in- 
terference : report to accompany S.J. 
Res. 102., 78-14536 

Providing for the extension of benefits 
and services to the Pascua Yaqui Indi- 
ans of Arizona : conference report to 
accompany S. 1633., 78-22615 

Recognition of certain Indian tribes 
hearing before the United States 
Senate Select Committee on Indian Af- 
fairs, Ninety-fifth Congress, second 
session, on S. 2375 ... April 18, 1978., 
78-24622 

Tribal-state compact act 
company S. 2502., 


: report to ac- 

78-27105 

Tribal-state 
hearings 


compact act of 1978 
before the United States 
Senate Select Committee on Indian Af- 
fairs, Ninety-fifth Congress, 
session, on S. 2502 ... 
1978., 78-1914] 


second 
March 9 and 10, 


*Indians of North America — Legal status, 
laws, ete. — Arizona. 

Ak-Chin water settlement and emergency 
supply : report to accompany S. 1582., 
78-10196 

Trust status for the Pascua Yaqui Indians 
of Arizona : hearing before the United 
States Senate, Select Committee on In- 
dians Affairs, Ninety-fifth 
first session, on S. 1633 
27,1977., 78-14345 


Congress, 
... September 


Indians of North America — Legal status, 
laws, etc. — Massachusetts. 

Mashpee lands before the 
United States Senate, Select Commit- 
tee on Indian Affairs, Ninety-fifth Con- 
gress, first session on §. J. Res. 86 ... 
October 21, 1977., 78-5592 


hearings 
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Indians of North America — Legal status, 
laws, etc. — Nevada. 

An act to declare that all right, title, and 
interest of the United States in two 
thousand seven hundred acres, more 
or less, are hereby held in trust for the 
Paiute and Shoshone Tribes of the Fal- 
lon Indian Reservation and Colony, 
Fallon, Nevada ..., 78-27019 


Fallon Paiute and Shoshone land transfer 
bill : report to accompany S. 785., 
78-5940 


Federally owned land in Nevada held in 
trust for the Paiute and Shoshone 
tribes of the Fallon Indian Reservation 
: hearing before the U.S. Senate Select 
Committee on Indian Affairs, on S. 
785 ... July 19, 1977., 78-1060 


Indians of North America — Legal status, 
laws, etc. — Oklahoma. 

Federal recognition of certain Indian 
tribes hearing before the United 
States Senate Select Committee on In- 
dian Affairs, Ninety-fifth Congress, 
first session on S. 661 ... September 
27, 1977., 78-5593 

Indian tribes of Oklahoma, reinstatement 

{an act to reinstate the Modoc, 
Wyandotte, Peoria, and Ottawa Indian 
Tribes of Oklahoma as federally super- 
vised and recognized Indian tribes]., 
78-19386 

Recognition of Indian tribes 
accompany H.R. 2497., 


: Teport to 
78-24706 
Status of certain Oklahoma Indian tribes 
report to accompany S. 661., 78- 
6036 
Indians of North America — Maps — 
Bibliography. 
List of cartographic records of the Bu- 
reau of Indian Affairs /, 78-1908 
*Indians of North America — Medical care 
— Finance. 
Foundations that 
human services 
17604 


provide support for 
: a selected list., 78- 


Indians of North America — Michigan — 

Economic conditions. 

The Keweenaw Bay Indian Community : 
its resources and development poten- 
tial., 78-7288 

Indians of North America — Minnesota. 

Bridging the gap : a reassessment 

port /, 78-6315 


: @& fe- 


*Indians of North America — Montana. 
Indian owned range resources : their use 
and apportionment., 78-21522 
Indians of North America — Nevada — 
Land transfers. 
An act to convey to the Ely Indian 
Colony the beneficial interest in cer- 
tain Federal land., 78-8449 
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An act to declare certain federally 
owned land held in trust by the United 
States for the Te-Moak Bands of 
Western Shoshone Indians., 78-5870 


Conveying to the Ely Indian Colony the 
beneficial interest in certain Federal 
land report to accompany H.R. 
6348., 78-10113 


Declaring certain federally owned land 
held in trust by the United States for 
the Te-Moak Bands _ of 
Shoshone Indians 
pany S. 667., 


Western 
: report to accom- 
78-10117 
Declaring that all right, title, and interest 
of the United States in 2,700 acres ... 
are hereby held in trust for the Paiute 
and Shoshone Tribes of the Fallon In- 
dian Reservation and Colony, Fallon, 
Nev. ... : report to accompany S. 785., 
78-22596 
Indians of North America — New Mexico. 
An act to authorize the Secretary of the 
Interior to contract with the Middle 
Rio Grande Conservancy District of 
New Mexico for the payment of opera- 
tions ... on certain Pueblo 
lands., 78-10262 


Indian 


*Indians of North America — New Mexico 

— Health and hygiene. 

Indian health care, 1977 : hearing before 
the Subcommittee on Health and 
Scientific Research of the Committee 
on Human Resources, United States 
Senate, Ninety-fifth Congress, first ses- 
sion ... November 11, 1977, Isleta, N. 
Mex., 78-16233 

Indians of North America — New Mexico — 

Irrigation. 

Authorizing the Secretary of the Interior 
to contract with the Middle Rio 
Grande Conservancy District of New 
Mexico for the payment of operation 
and maintenance charges on certain 
Pueblo Indian lands 
pany H.R. 2719., 


report to accom- 
78-1224 

Payment of charges to Middle Rio 
Grande Conservancy District : report 
to accompany H.R. 2719., 78-6037 

*Indians of North America — New Mexico 

— Land tenure. 

Pueblo trust lands : hearing before the 
United States Senate Select Committee 
on Indian Affairs, Ninety-fifth Con- 
gress, second session, on S. 2358 ... S. 
2588 ... April 25, 1978., 78-19138 

*Indians of North America — New Mexico 

— Land transfers. 

Directing the Secretary of the Interior to 
purchase and hold certain lands in 
trust for the Zuni Indian Tribe of New 
Mexico, conferring jurisdiction on the 
Court of Claims with respect to land 
claims of such tribe, and authorizing 
such tribe to purchase and exchange 
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land in the States of New Mexico and 
Arizona : report to accompany H.R. 
3787., 78-14450 


Indians [an act to provide for the 
return to the United States of title to 
certain lands conveyed to certain Indi- 
an pueblos of New Mexico ...].,  78- 
10264 


Providing for the return to the United 
States of title to certain lands con- 
veyed to certain Indian Pueblos of 
New Mexico and for such land to be 
held in trust by the United States for 
such tribes : report to accompany S. 
1509., 78-12257 

Pueblo of Santa Ana land transfer : re- 


port to accompany S. 2588., 78- 
27091 


Pueblo of Zia land transfer : report to 
accompany S. 2358., 78-27090 


Pueblos Land Transfer Bill : report to ac- 
company S. 1509., 78-10194 


*Indians of North America — New Mexico 

— Medical care. 

Indian health care, 1977 : hearing before 
the Subcommittee on Health and 
Scientific Research of the Committee 
on Human Resources, United States 
Senate, Ninety-fifth Congress, first ses- 
sion ... November 11, 1977, Isleta, N. 
Mex., 78-16233 


Indians of North America — New Mexico — 

Pottery — Exhibitions. 

Maria Martinez : five generations of pot- 
ters /, 78-26539 

*Indians of North America — Oklahoma — 

Claims. 

An act authorizing the Wichita Indian 
Tribe of Oklahoma ... to file with the 
Indian Claims Commission any of their 
claims against the United States for 
lands taken without adequate compen- 
sation ...,  78-14498 


Authorizing the Wichita Indian Tribe of 
Oklahoma, and its affiliated bands and 
groups of Indians, to file with the Indi- 
an Claims Commission any of their 
claims against the United States for 
lands taken without adequate compen- 
sation, and for other purposes : report 
together with additional dissenting and 
supplemental views, to 
H.R. 3377., 78-2312 


Indians of North America — Oklahoma — 
Land transfers. 

An act to 

owned 


accompany 


declare certain federally 

land known as the Yardeka 
School land to be held in trust for the 
Creek Nation of Oklahoma., 78- 
27014 

An act to declare that certain lands of 
the United States situated in the State 
of Oklahoma are held by the United 
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States in trust for the Cheyenne- 
Arapaho Tribes of Oklahoma, and to 
authorize the Secretary of the Interior 
to accept conveyance from the 
Cheyenne-Arapaho Tribes of 
Oklahoma of certain other lands in 
Oklahoma to be held in trust by the 


United States for such tribes., 78- 
27012 


Declaring certain federally owned land 
known as the Yardeka School land to 
be held in trust for the Creek Nation 


of Oklahoma : report to accompany S. 
947., 78-22600 


Declaring that certain lands of the 
United States situated in the State of 
Oklahoma are held by the United 
States in trust for the Cheyenne- 
Arapaho Tribes of Oklahoma ... : re- 
port to accompany S. 1291., 78- 
22601 

Indians of North America — Oregon. 

An act to restore the Confederated 
Tribes of Siletz Indians of Oregon as a 
federally recognized sovereign Indian 
tribe, to restore to the Confederated 
Tribes of Siltez Indians of Oregon and 
its members those Federal services and 
benefits furnished to federally recog- 
nized American Indian tribes and their 
members ...., 78-5896 


Restoring the Confederated Tribes of 
Siletz Indians of Oregon as a federally 
recognized sovereign Indian tribe, 
restoring to the Confederated Tribes of 
Siletz Indians of Oregon and its mem- 
bers those Federal services and 
benefits furnished to federally recog- 
nized American Indian tribes and their 
members, and for other purposes : re- 


port to accompany H.R. 7259., 78- 
10116 


Siletz Indian Tribe restoration : hearing 
before the United States Senate, Select 
Committee on Indian Affairs, Ninety- 
fifth Congress, first session, on S. 1560 
... July 13, 1977., 78-1061 


*Indians of North America — Oregon — 
Land tenure. 
An act pertaining to the inheritance of 
trust or restricted lands on the Umatil- 
la Indian Reservation., 78-16415 


Pertaining to land consolidation and 
development on the Umatilla Indian 
Reservation report to 


accompany 
H.R. 2539., 78-10152 


Pertaining to the inheritance of trust or 
restricted lands on the Umatilla Indian 
Reservation report to 


accompany 
H.R. 2540., 78-10153 
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*Indians of North America — Pacific 

Northwest — Statistics. 

Portland area demographic _ statistical 
data report : selected counties with sig- 
nificant Indian population., 78-13766 

Indians of North America — Periodicals. 

The native American., 78-3253 


*Indians of North America — Probate law 
and practice — Digests. 

Cumulative supplement to the Digest of 
Federal Indian probate law, January 1, 
1972 - December 31, 1974., 78- 
13726 


Digest of Federal Indian probate law., 
78-13726, 78-23968 


Indians of North America — Property. 

Indian natural resources - opportunities 
for improved management and _in- 
creased productivity : part 1, Forest 
land, rangeland, and cropland : Bureau 
of Indian Affairs, Department of the 
Interior : report to the Committee on 
Interior and Insular Affairs, United 
States Senate, /, 78-1892 


Indians of North America — Public welfare 
— Statistics. 
American Indian SSI beneficiaries: esti- 
mates for selected areas, 78-8936 


78-8936 


*Indians of North America — Religion and 
mythology. 

American Indian religious freedom 
hearings before the United States 
Senate Select Committee on Indian Af- 
fairs, Ninety-fifth Congress, second 
session, on S.J. Res. 102 ... February 
24 and 27, 1978., 78-19139 


American Indian religious freedom : re- 
port to accompany H.J. Res. 738., 
78-26947 


Research and statistics note., 


Joint resolution, American 
gious freedom., 78-27021 


Native Americans’ right to believe and 
exercise their traditional native reli- 
gions free of Federal Government in- 
terference : report to accompany S.J. 
Res. 102., 78-14536 


Indians of North America — Rhode Island 
— Legal status, laws, etc. 
The Rhode Island claims settlement act : 
report to accompany S. 3153., 78- 
27067 


Rhode Island Indian claims settlement 
act : joint hearing before the United 
States Senate, Select Committee on In- 
dian Affairs, and the U.S. House of 
Representatives, Committee on Interi- 
or and Insular Affairs, Subcommittee 
on Indian Affairs and Public Lands, 
Ninety-fifth Congress, second session, 
on S. 3153 and H.R. 12860 ... June 
20, 1978., 78-26812 


Indian reli- 





Indians of North America — Rites and 
ceremonies. 


American Indian calendar., 78-15544 


American wows 


festivals., 


Indian pow 
78-16817 
*Indians of North America — Social life and 
customs. 
American 
festivals., 


and 


Indian pow 
78-16817 


*Indians of North America — South Dakota. 
An act to amend the Indian Claims Com- 
mission act of August 13, 1946, and 

for other purposes., 78-14497 


Indian owned range resources : their use 
and apportionment., 78-21522 
*Indians of North America — South Dakota 
— Civil rights. 
Liberty and Justice for all : a report /, 
78-10617 


Indians of North America — Taxation. 
The Indian tribal governmental tax status 
act : report to accompany H.R. 4089., 
78-10225 


Indians of North America — Wars — 1862- 
1865 — Bibliography. 
Indian Wars in the 

West, 1860-1898., 


wows'~ and 


trans-Mississippi 
78-25309 
The United States Army and the Indian 
Wars in the trans-Mississippi West : 
1860-1898 /, 78-25309 
Indians of North America — Wars — 1866- 
1895 — Bibliography. 
Indian Wars in the 
West, 1860-1898., 


trans-Mississippi 
78-25309 
The United States Army and the Indian 
Wars in the trans-Mississippi West 
1860-1898 /, 78-25309 


Indians of North America — Washington 
(State) — Agriculture. 
Yakima Indian Reservation agricultural 


potential., 78-23998 


*Indians of North America — Water rights. 
Indian water rights : a fact book., 78- 
17796 
Indic periodicals — Bibliography — 
Catalogs. 
Accessions list. India., 
78-11658 


Indicators (Biology) 
Wading birds as biological indicators : 
1975 colony survey /, 78-7346 


78-11658 
India, 


*Indium ores. 

Thin polycrystalline films of indium 
phosphide on low-cost substrates /, 
78-17198 

*Individualized instruction. 

Individualized instruction establishing 
and operating a center for self-paced 
learning., 78-12552 

Indonesia. 


Background notes., 78-24292 
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Indonesia, 78-24292 


*Industrial accidents. 

Accident analysis SNR (fast sodium reac- 
tor) according to probability theory /, 
78-13079 

*Industrial accidents — United States. 

Chartbook on occupational injuries and 

illnesses in 1976., 78-24159 


Industrial accidents — United States — 
Statistics. 
Chartbook on occupational injuries and 
illnesses, 1975., 78-713 


Construction industries., 78-15725 


Evaluating your firm’s injury and illness 
experience, 1974 : national emphasis 
program industries foundries and 
metal stampings., 78-5122 

Foundries and metal 


$122 


stampings., 78- 


A guide to evaluating your firm’s injury 
and illness experience, 1976: construc- 
tion industries., 78-15725 


A guide to evaluating your firms’ injury 
and illness experience, 1976 : manu- 
facturing industries., 78-21728 


A guide to evaluating your firm's injury 
and illness experience, 1976 : services 
industries., 78-21729 

A guide to evaluating your firm’s injury 
and illness experience, 1976 : transpor- 
tation and public utilities industries., 
78-11651 

A guide to evaluating your firm’s injury 
and_ illness experience, 1976 
wholesale and retail trade industries., 
78-13867 


Manufacturing industries., 78-21728 


National emphasis program industries: 
foundries and metal stampings., 78- 
5122 


Services industries., 78-21729 


Wholesale and retail trade industries., 

78-13867 
Industrial archaeology — Michigan — 

Directories. 

The Upper Peninsula of Michigan : an 
inventory of historic engineering and 
industrial sites /, 78-26238 

*Industrial archaeology — North Carolina. 

North Carolina : an inventory of historic 
engineering and industrial sites /, 78- 
13789 

*Industrial arts — Vocational guidance. 
Factory production occupations., 78- 
15685 
Industrial capacity — United States — 
Statistical methods. 
An assessment of capacity utilization 
statistics - strengths and weaknesses /, 
78-1646 
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Industrial capacity — United States — 

Statistics — Periodicals. 

Capacity utilization; manufacturing and 
materials., 78-3199 

Industrial concentration. 

Market shares, concentration, and com- 
petition in manufacturing industries /, 
78-25723 

*Industrial designers. 

Employment outlook for 

designers., 78-17975 
Industrial engineering — Abstracts — 

Periodicals. 

Industrial & mechanical engineering., 
78-2707 


industrial 


Weekly government abstracts., 78-2707 


Industrial equipment — Abstracts — 
Periodicals. 
Engineering and equipment, 
78-9872, 78-18868 


78-3877, 


USSR and Eastern Europe scientific ab- 
stracts., 78-3877, 78-9872, 78- 
18868 


*Industrial equipment — Handbooks, 
manuals, etc. 
Physical properties testing equipment., 
78-16935 
*Industrial equipment — Testing — 
Handbooks, manuals, etc. 
Physical properties testing equipment., 
78-16935 
Industrial equipment — United States. 
Equip tips : equipment-mounted air fil- 
tering system., 78-10332 
Equipment-mounted air filtering system., 
78-10332 


Industrial equipment leases — United States. 
Local vehicle leasing options have not 
been adequately considered : United 
States Postal Service : report of the 
Comptroller General of the United 
States., 78-1781 
*Industrial hygiene. 
A conceptual framework for occupa- 
tional health surveillance /, 78-23849 
Criteria for a recommended 
occupational exposure to 
Petroleum Solvents., 78-1976 


standard, 
Refined 


A cross-sectional epidemiologic survey of 
vinyl chloride workers /, 78-494 

Developing an occupational drug abuse 
program considerations and = ap- 
proaches., 78-25915 

Effects of perchloroethylene/drug — in- 
teraction on behavior and neurological 
function /, 78-1964 

Epichlorohydrin manufacture and use : 
industrial hygiene survey /, 78-21300 

Ground-fault protection on construction 

78-716 


sites., 
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Job safety and health at Federal agen- 
cies., 78t26273 


Occupational exposure to 
petroleum solvents., 78-1976 


Proceedings of the International Occupa- 
tional Hand-Arm_ Vibration Con- 
ference /, 78-1962 


*Industrial hygiene — Bibliography. 
Occupational safety and health., 78- 
15376 


*Industrial hygiene — Handbooks, manuals, 
etc. 
Introduction to OSHA’s health program., 
78-15728 


Occupational and preventive medicine 
handbook., 78-20354 


Occupational health and environmental 
control., 78-15728 


Principles and practices of occupational 
safety and health : booklet 4, lesson 
health and environmental control., 
78-15728 


Industrial hygiene — Laboratory manuals. 
NIOSH manual of analytical methods., 
78-7124 


refined 


Industrial hygiene — Law and legislation — 
United States. 
Construction standards and_interpreta- 
tions, 78-3551 


Failure to meet commitments made in 
the Occupational safety and health act 
: tenth report /, 78-5775 

General industry standards 
terpretations, 78-3549, 
78-24169 


Maritime standards, 


and _in- 
78-21746, 


78-3550 

Occupational safety and health., 78- 
3549, 78-3550, 78-3551, 78-3552, 
78-3553, 78-21746, 78-24169 

Industrial hygiene — Law and legislation — 

United States — Cases. 

Occupational Safety and Health Review 
Commission administrative law judge 
and commission decisions., 78-3889 

OSAHRC reports, 78-3889 


Industrial hygiene — Periodicals. 
Job safety & health., 78-3554 


Industrial hygiene — Standards — United 

States. 

Dissemination of safety and health stan- 
dards to business subject to the Occu- 
pational Safety 
1970 : Department of Labor : report 
to the Committee on Labor and Public 
Welfare, United States Senate /, 78- 
1897 

Industrial hygiene — United States. 
Accident bulletin, 78-22143 
Accident/incident bulletin., 78-22143 

Employee counseling and occupational 
health programs., 78-21337 
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Employee counseling and occupational 
health programs (ECOHP)., 78- 
11302 


Monitoring of industrial workers exposed 
to carcinogens, 1977 : hearing before 
the Subcommittee on Labor of the 
Committee on Human _ Resources, 
United States Senate, Ninety-fifth Con- 
gress, first session ... May 9, 1977., 
78-19134 


Occupational exposure sampling strategy 
manual /, 78-1970 


OSHA safety and health guidelines for 
general industry /, 78-21747 


Sporadic workplace inspections for lethal 
and other serious health hazards : re- 
port to the Congress /, 78-17348 


Technical notes - Occupational Safety 
and Health Administration., 78-3555 


You've got a friend! : [...in the employee 
counseling & occupational health pro- 
grams (ECOHP)], 78-21337 


Industrial hygiene — United States — 
Handbooks, manuals, etc. 

Young Adult Conservation Corps : 

and health handbook., 78-7254 


Industrial hygiene — United States — 
Periodicals. 
Job safety & health., 78-3554 


Industrial hygiene — United States — 

Standards. 

Delays in setting workplace standards for 
cancer-causing and other dangerous 
substances : Department of Labor, De- 
partment of Health, Education, and 
Welfare : report to the Congress /, 
78-4702 


*Industrial hygiene — United States — 
Statistics 
Occupational injuries and illnesses in the 
United States, by industry, 1975., 78- 
13865 


Occupational safety and health : chapter 
35, Occupational safety and health 
Statistics., 78-5118 

Occupational safety and health statistics., 
78-5118 

Research summaries 
and the rush hour /, 


work schedules 

78-5120 

Work schedules and the rush hour., 78- 
§120 


Industrial management — Examinations, 
questions, etc. 
Management audit for small manufac- 
turers /, 78-2154 


*Industrial management — Mathematical 
models. 
Computer-aided industrial process design 
: the Aspen project /, 78-20626 


Computer-aided industrial process design 


the ASPEN project 
specifications for ASPEN., 


functional 
78-23368 
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*Industrial management — Russia. 
Organizations and management in the 
Soviet economy : the ceaseless search 
for panaceas : a research paper., 78- 
14005 
Industrial mobilization. 
Economic and industrial aspects of crisis 
relocation : an overview : final report 
/, 78-4328 


Industrial mobilization — United States. 
MarAd’s industrial preparedness planning 
program., 78-25041 


*Industrial mobilization — United States — 

Planning. 

Restructuring needed of Department of 
Defense program for planning with 
private industry for mobilization 
production requirements report to 
the Congress /, 78-13365 


Industrial mobilization — United States — 
Statistics — Periodicals. 
Shipments of defense-oriented 

tries., 78-12468 


*Industrial nursing. 
The new nurse in industry : a guide for 
the newly employed 
health nurse /, 78-17627 


Industrial organization. 
Market shares, concentration, and com- 
petition in manufacturing industries /, 
78-25723 


*Industrial power trucks — Safety 
measures. 
Health and safety guide for manufac- 
turers of industrial trucks and tractors., 
78-21294 


Industrial productivity. 
Productivity and job security : attrition, 
benefits and problems, fall 1977., 78- 
2212 


Productivity indexes for selected indus- 
tries, 1977 edition., 78-5116 


*Industrial productivity — Congresses. 

The future of productivity : report of a 
national conference sponsored by the 
National Center for Productivity and 
Quality of Working Life, Council on 
International Economic Policy, and 
Research Applied to National Needs 
Program of the National Science Fon- 
dation., 78-24521 


Industrial productivity — Law and 
legislation — Egypt. 

Industrial and agricultural production : 
agreement between the United States 
of America and Egypt signed at Cairo 
September 30, 1976., 78-9518 

Industrial productivity — Law and 
legislation — United States. 

Industrial and agricultural production : 
agreement between the United States 
of America and Egypt signed at Cairo 
September 30, 1976., 78-9518 
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Industrial productivity — Statistics. 
Comparative growth in manufacturing 
productivity and labor costs in selected 
industrialized countries., 78-703 
Industrial productivity — United States. 
Annual report of the National Center for 
Productivity and Quality of Working 
Life., 78-18974 
Annual report to the President and Con- 
gress - National Center for Productivi- 
ty and Quality of Working Life, 78- 
18974 


Indexes of production., 78-22953 


Labor-management productivity commit- 
tees in American industry., 78-15816, 
78-22363 

1972 census of 
mineral industries., 


manufactures 
78-22953 


*Industrial productivity — United States — 

Addresses, essays, lectures. 

Employment Security and Plant Produc- 
tivity Committee 
steel companies : 
78-11798 


and 


ten coordinating 
a presentation /, 


The need for productivity growth : the 
work of the National Commission on 
Productivity /, 78-11799 

*Industrial productivity centers — 

Directories. 

Productivity and quality of working life 
centers report and 
directory., 


conference 
78-16148 
Industrial productivity centers — United 

States. 

Binational industrial research and 
development foundation agreement 
between the United States of America 
and Israel, signed at Jerusalem March 
3, 1976 with exchange of letters, 
signed at Washington May 18, 1977., 
78-2139 


*Industrial project management — Study 
and teaching. 
Project management — a workshop in 


planning, scheduling and _ control 


techniques : a student manual., 78- 
10629 
Industrial promotion — United States — 
States. 
State assistance, incentives, and services 
to industry., 78-22910 
*Industrial relations. 
A career in labor-management relations 


as an attorney., 78-21783 


Productivity centers around the world., 
78-IS818 
Industrial relations — Bibliography. 
Labor-management relations 
78-696 


selected 
references., 
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*Industrial relations — Handbooks, 
manuals, etc. 
NASA industrial labor relations manual., 
78-13943 


Industrial relations — United States. 
Labor-management committee : planning 
for progress., 78-341 


Labor-management cooperation : a re- 
port of recent initiatives /, 78-21719 
Labor-management productivity commit- 


tees in American industry /, 78- 
22363 


Labor-management relations : message 


from the President of the United States 
78-8389 


Report of the Federal Labor Relations 
Council, January 1, 1970-December 
21, 1976., 78-8167 

Industrial relations — United States — 

Addresses, essays, lectures. 

Presentation by the Honorable Ray 
Marshall, National Press Club, 
Washington, D.C., October 14, 1977., 
78-5112 

Industrial relations — United States — 

Bibliography. 


Labor management relations., 78-23678 


Industrial relations — United States — 
Periodicals. 
Labor management 
State and 
25100 


relations issues in 
local governments., 78- 
Industrial relations — United States — 
Research — Addresses, essays, lectures. 
Serving the labor-management communi- 
ty through research /, 78-694 


Industrial relations — United States — 
States — Periodicals. 
Labor management 

State and 
25100 


relations issues in 
local governments., 78- 
Industrial safety. 
Good practice manual for insulation in- 
stallers., 78-1968 


Ground-fault protection on construction 
sites., 78-716 


Health and safety guide for hospitals., 
78-21293 


Health and safety guide for manufac- 
turers of industrial trucks and tractors., 
78-21294 

Health and safety guide for textile 
machinery manufacturers., 78-21295 

Job safety and health at Federal agen- 
cies., 78-26273 

A method for evaluating the 
formance of integrated 
systems., 78-22329 


per- 
safeguards 


System safety engineering /, 78-26228 
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formance of integrated 
systems at nuclear 
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*Industrial safety — Bibliography. 
Occupational safety and health., 78- 
15376 


*Industrial safety — Handbooks, manuals, 
etc. 
Introduction to OSHA’s health program.., 
78-15728 


safeguards 
facilities /, 78- 


Occupational health and environmental 
control., 78-15728 


Principles and practices of occupational 
safety and health : booklet 4, lesson 
health and environmental control., 
78-15728 


Industrial safety — Law and legislation — 
United States. 


Code of Federal regulations., 78-8909 


Construction standards and 
tions, 78-3551 

Failure to meet commitments made in 
the Occupational safety and health act 
: tenth report /, 78-5775 


interpreta- 


General industry standards and _ in- 
terpretations, 78-3549, 78-21746, 
78-24169 


Labor, 78-8909 


Maritime standards, 78-3550 
Occupational safety and health., 78- 
3549, 78-3550, 78-3551, 78-3552, 
78-3553, 78-21746, 78-24169 


Industrial safety — Law and legislation — 

United States — Cases. 

Occupational Safety and Health Review 
Commission administrative law judge 
and commission decisions., 78-3889 

OSAHRC reports, 78-3889 


Industrial safety — Standards — United 

States. 

Dissemination of safety and health stan- 
dards to business subject to the Occu- 
pational Safety and Health Act of 
1970 : Department of Labor : report 
to the Committee on Labor and Public 
Welfare, United States Senate /, 78- 
1897 


*Industrial safety — Statistics. 
Occupational safety and health statistics : 
concepts and methods., 78-15723 
Industrial safety — United States. 
Accident bulletin, 78-22143 
Accident/incident bulletin., 78-22143 
Evaluation of 
ment 


inspection and enforce- 

programs of other regulatory, 
safety, and professional organizations, 
phase Il /, 78-22346 
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Insect control — Biological control. 
Control of insects on deciduous fruits 
and tree nuts in the home orchard - 

without insecticides /, 78-22 


*Insect control — Biological control — 

United States. 

Introduced parasites and predators of 
arthropod pests and weeds : a world 
review /, 78-14566 

Insect control — Flordia. 

Mist blower application of Guthion for 
cone insect control in slash pine seed 
orchards /, 78-14664 

Insect control — United States. 

Be safe from insects in recreation areas /, 
78-24949 

Classification 
78-6108 


Control of insects affecting livestock., 
78-6230 


Cotton and tobacco insect control., 78- 
6223 


: Key to insect control., 
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Insect control : fruits, vegetables, nut 
trees, and nursery stock., 78-6222 


Non-commodity research for insect con- 
trol., 78-6224 


*Insect populations — Computer programs. 
MOTHZV-2 : a computer simulation of 
Heliothis zea and Heliothis virescens 
population dynamics : users manual /, 
78-14799 


*Insect rearing — United States. 
Facilities for insect research and produc- 
tion /, 78-16493 


An improved method for rearing the 
tobacco hornworm /, 78-10442 


Improvements in techniques and equip- 
ment for production of a common 
green lacewing, Chrysopa carnea /, 
78-14801 


Method for continuously monitoring the 
CO2 output of caged insects : potential 
applications in quality control of 
colonized insects /, 78-10441 


*Insect sex attractants. 


A sex-lure trap for Rhyacionia tip moths 
/, 78-14690 


Insect traps. 

A light-trapping guide to seasonal occur- 
rence of pine seed- and cone-damaging 
moths of the Georgia Piedmont /, 78- 
14712 


A trap for tree-inhabiting cerambycids /, 
78-22706 


Insecticides. 
Contact toxicity of 29 insecticides to 
southern pine beetle adults /, 78- 
6164 


Cooperative pilot control project of 
Dylox, Matacil, and Sumithion for 
spruce budworm control in Maine., 
78-16541 


Effects, uptake, and metabolism of 
methoxychlor, mirex, and 2,4-D in 
seaweeds /, 78-12874 


Efficacy of Orthene forest spray, Dylox 
4, and Sevin 4 oil in controlling spruce 
budworm a pilot control project, 
Maine, 1976., 78-22678 


Fall cankerworm : final environmental 
statement., 78-8548 


Flow rates and characteristics of Dimilin, 
Dylox 1.5, Orthene 75S, and Sevin 40 
oil /, 78-3992 


Pine tip moth and pine webworm control 
with carbofuran in north Florida /, 
78-14718 


Slow-release formulations of aldicarb : 
modeling of soil persistence /, 78- 
4022 

Southwide tests of carbofuran for seed- 


bug control in pine seed orchards /, 
78-22701 





1975 Cooperative pilot control project of 
Dylox, Matacil, and Sumithion for 
spruce budworm control in Maine., 
78-16541 

*Insecticides — Biodegradation. 

Field life of Orthene, Sevin-4-oil, and 
Dylox 1.5 bioassay with Douglas-fir 
tussock moth larvae /, 78-14686 

Insecticides — Environmental aspects. 

Environmental impacts of acephate in- 

secticide (Orthene) /, 78-67 
Insecticides — Environmental aspects — 

United States. 

EPA compendium of registered pesti- 
cides., 78-3126 


Insecticides, acaricides, molluscicides 

and antifouling compounds, 78-3126 
Insecticides — Research. 

Adding tracer can reduce effectiveness 
of acephate /, 78-24961 

Field test of four insecticides for control 
of pales and pitcheating weevils in 
first-year pine plantations /, 78-16618 

Insecticides — Toxicology. 

Bioassay of azinphosmethyl for possible 
carcinogenicity., 78-23769 

Bioassay of dioxathion for possible car- 
cinogenicity., 78-23802 

Bioassays of DDT, TDE, and p,p’-DDE 
for possible  carcinogenicity., 78- 
23806 

Chronic toxicity of methoxhchlor, 
malathion, and carbofuran to 
sheepshead minnows  (Cyprinodon 
variegatus) /, 78-12878 


The effect of application timing on ef- 
ficacy of Orthene forest spray against 
the gypsy moth in Pennsylvania /, 78- 
6184 


Environmental impacts of acephate in- 
secticide (Orthene) /, 78-67 
Insects. 
Electronic tracking system for studying 
the ‘oscillatory effect’ in insects /, 78- 
4021 


Insect allergy., 78-4811 


Instrumentation and techniques for mea- 
suring the quality of insect vision with 
the electroretinogram /, 78-4027 

Insects — America. 

An annotated catalog of the carpenter 
bees (genus Xylocopa Latreille) of the 
Western Hemisphere (Hymenoptera: 
Anthophoridae) /, 78-26532 

*Insects — Bibliography. 

Insects., 78-21069 

Insects — Catalogs. 

Annotated checklist of New World in- 
sects —_ associated with 
(Mesquite) /, 78-6072 
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Insects — Central America. 

The type-material of Central and South 
American clearwing moths 
(Lepidoptera, Sesiidae) /, 78-11823 

Insects — North America. 

A revision of the North American moths 
of the superfamily Eriocranioidea with 
the proposal of a new family, 
Acanthopteroctetidae (Lepidoptera) /, 
78-26534 

Insects — South America. 

The type-material of Central and South 
American clearwing moths 
(Lepidoptera, Sesiidae) /, 78-11823 

Insects — Southwestern States — 

Development. 

Temperature-dependent development 
rate tables for insects associated with 
cotton in the Southwest /, 78-14804 


*Insects — United States. 
Improvements in techniques and equip- 
ment for production of a common 


green lacewing, Chrysopa carnea /, 
78-14801 


Method for continuously monitoring the 
CO2 output of caged insects : potential 
applications in quality control of 
colonized insects /, 78-10441 

*Insects — United States — Catalogs and 
collections. 

A technique for slide preparation of 
aphids, scales, and insect genitalia and 
larvae /, 78-14698 

Insects — United States — Classification. 


Classification : Key to insect control., 
78-6108 


*Insects — United States — Eggs. 

A sampling device for counting insect 
egg clusters and measuring vertical dis- 
tribution of vegetation /, 78-10377 

Insects, Injurious and beneficial — United 

States — Periodicals. 


Cooperative plant pest report., 78-2535 


Insects as carriers of plant diseases. 
Strobili and conelet losses in four species 
of southern pines /, 78-54 
*Insomnia. 


Insomnia., 78-13566 


Installment plan. 
Credit sales by dealers in personal pro- 
perty., 78-7650 


Installment plan — United States — 
Statistics — Periodicals. 


Consumer instalment credit., 78-3188 


Finance rate and other terms on new and 
used car instalment credit contracts 
purchased from dealers by major auto 
finance companies., 78-3184 

Instalment plan — United States — 

Statistics. 

Finance rates and other terms on 
selected categories of consumer instal- 
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ment credit extended by finance com- 
panies., 78-3185 


Instalment plan — United States — Statistics 
— Periodicals. 


Automobile credit., 78-3186 


rates and other terms on 
selected types of consumer instalment 
credit extended by major finance com- 


panies; not seasonally adjusted., 78- 
3187 


Finance 


Interest rates on selected consumer in- 


stalment loans at reporting commercial 
banks., 78-3178 


Institute for Human Rights and Freedom. 

Institute for Human Rights and Freedom 
: hearings and markup before the Sub- 
committees on International Opera- 
tions and on International Organiza- 
tions of the Committee on Interna- 
tional Relations, House of Representa- 
tives, Ninety-fifth Congress, second 
session, on H.R. 11326, April 13, 18, 
and 25, 1978., 78-24627 


Institute for Human Rights and Freedom 
: hearings before the Committee on 
Foreign Relations, United States 
Senate, Ninety-fifth Congress, second 
session, on S. 2894 ... June 29, 1978., 
78-26787 

Institute of Medicine. 

Annual report - National Academy of 

Sciences., 78-24806 


Annual report of the National Academy 
of Sciences., 78-24806 


Institute of Museum Services — 
Appointments, promotions, salaries, etc. 
Nomination : hearing before the Com- 

mittee on Human Resources, United 
States Senate, Ninety-fifth Congress, 
first session, on Leila I. Kimche ... to 
be Director of the Institute of Museum 
Services, December 8, 1977., 78- 
9969 


*Instructional materials centers. 
Individualized instruction establishing 
and operating a center for self-paced 
learning., 78-12552 
Instructional materials personnel — United 
States. 
Directory of US. 
diovisual personnel., 


Government au- 
78-21091 
Instrument flying. 
Effectiveness of a pilot ground trainer as 
a part-task instrument flight rules 
flight-checking device, stage Il /, 78- 
7994 
Flight instructor instrument rotorcraft- 
helicopter written test guide., 78- 
5376 
Instrument rating written test guide., 
78-11891 
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Visual attention of private pilots, the 
proportion of time devoted to outside 
the cockpit /, 78-7997 


Instrument flying — Handbooks, manuals, 
etc. 
Flying training: instrument flying., 78- 
3082 


Instrument flying, 78-3082 


Instrument flying — Statistics. 
FAA air traffic activity., 78-22161 
FAA air traffic activity and terminal area 
relationships, 78-22161 


IFR aircraft handled : forecast by air 
route traffic control center, fiscal years 
1978-89 /, 78-9682 


*Instrument flying — Study and teaching. 
Pilot education program Operation 
Rain Check (RIS: AT 7230-131)., 
78-18674 


Instrument landing systems. 

Acceptance of aeronautical information 
publications (AIPs) and foreign instru- 
ment approach procedures (FIAPs)., 
78-5364 


Analysis of the performance of image 
glide slope antenna in the presence of 
truncated ground /, 78-24396 


An analysis of the requirements for the 
benefits and costs of the national 
microwave landing system (MLS)., 
78-22149 


A computer study and site analysis of the 
Buffalo, New York runway 23 
glidescope site /, 78-7967 


Description and flight tests of an ocu- 
lometer /, 78-13911 


Development of systems and techniques 
for landing an aircraft using onboard 
television /, 78-26390 


Establishment criteria for category II in- 
strument landing system (ILS) /, 78- 
15968 


Evaluation and recommendations for 
snowdrift control at FAA ILS facilities 
in Barrow and Deadhorse, Alaska /, 
78-15994 


FAA category II instrument landing 
system : ground equipment develop- 
ment overview /, 78-7971 


Final approach performance monitor /, 
78-15989 

ILS glide slope performance prediction 
multipath scattering /, 78-8008 

Implementation of 50 kHz/Y channels 
for ILS/VOR/DME., 78-5395 


Installation instructions for category I 
and category IL ILS glide slopes., 78- 
$360 


Instrument landing system improvement 
program : far-field monitoring /,  78- 
18705 
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The microwave landing system (MLS) 
controversery : twenty-first report /, 
78-16366 


Runway visual range (RVR)., 78-5382 


Study of NAVAIDS remote performance 
control and display : prototype design 
and operational characteristics for data 
logging, display and control of a 
NAFEC test model (ILS, VOR, 
TACAN) /, 78-7947 


Test and evaluation of a_ feasibiblty 
model ILS glide slope performance as- 


surance monitor for the final approach 
path /, 78-16008 


*Instrument landing systems — Data 
procesing. 
User’s manual for generalized ILSGLD- 
ILS glide slope performance prediction 
: multipath scattering /, 78-16011 


Instrument landing systems — Data 
processing. 
Processing instrument approach data for 
microwave landing system implementa- 
tion /, 78-7965 


Instrument landing systems — Handbooks, 
manuals, etc. 
Siting criteria for instrument 
systems., 78-26589 


User’s manual for ILSS (revised IL- 
SLOC) : simulation for derogation ef- 
fects on the instrument landing systems 
/, 78-8009 

*Insulating materials. 

An assessment of thermal insulation 
materials and systems for building ap- 
plications /, 78-23286 


Measurements on insulating materials at 
cryogenic temperatures : annual report 
. /, 78-8753 


Water absorption of insulation in pro- 
tected membrane roofing systems /, 
78-25255 


landing 


Insulating materials — Safety measures. 
Good practice manual for insulation in- 
stallers., 78-1968 


*Insulating materials — Testing. 

Effective thermal conductivity deter- 
mination for low-density insulating 
materials /, 78-18314 

*Insulation (Heat) 

An assessment of thermal insulation 

materials and systems for building ap- 

plications /, 78-23286 

Detecting structural heat losses with mo- 
bile infrared thermography /, 78- 
20268 

Energy-effective windows : proceedings 
of a joint DOE(ERDA)/NBS Con- 
ference/Round Table on Energy-Effec- 
tive Windows, held in Washington, 

D.C., on April 13th, 1977., 78-19757 
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Experimental performance of an ablative 
material as an external insulator for a 
hypersonic research aircraft /, 78- 
18097 


Insulating electric water heaters., 78- 
25435 


Insulation., 78-25420 


Purging of a multilayer insulation with 
Dacron tuft spacer by gas diffusion /, 
78-13931 


Purging of a tank-mounted multilayer in- 
sulation system by gas diffusion /, 78- 
18305 


Save energy, save money!, 78-16903 


Thermal performance of modularized 
replaceable multilayer insulation 
system for a cryogenic stage /, 78- 
18061 


*Insulation (Heat) — Handbooks, manuals, 
etc. 


Project RetroTech., 78-25421 


Proyecto RetroTech /, 78-25421 


Insurance — Canal Zone. 

Annual report of insurance business 
transacted in the Canal Zone, includ- 
ing laws concerning licensing of in- 
surance companies., 78-20005, 78- 
20006 


Insurance — United States — Adjustment of 
claims. 

Cargo claims adjustment act : hearing 
before the Subcommittee on Surface 
Transportation of the Committee on 
Commerce, Science, and Transporta- 
tion, United States Senate, Ninety-fifth 
Congress, first session, on S. 1188 ... 
June 23, 1977., 78-5533 


Insurance — United States — Bibliography. 
Insurance and securities., 78-6989 


*Insurance — United States — Rates and 
tables. 

Pension Benefit Guaranty Corporation, 
amendments affecting single-employer 
and multiemployer defined benefit 
plans : hearing before the Subcommit- 
tee on Private Pension Plans and Em- 
ployee Fringe Benefits of the Commit- 
tee on Finance, United States Senate, 
Ninety-fifth Congress, second session, 
on S. 2019 ... S. 2125 ... H. Con. Res. 
369 ... October 14, 1977., 78-16211 


Pension Benefit Guaranty Corporation 
insurance premiums : report to accom- 
pany H. Con. Res. 369 ..., 78-5814 


Revised coverage schedule for certain 
benefits guaranteed by 
Benefit 
5814 


*Insurance — United States — State 
supervision. 
Federal insurance act of 1977 : hearings 
before the Committee on Banking, 


the Pension 
Guaranty Corporation., 78- 





Housing, and Urban Affairs, United 
States Senate, Ninety-fifth Congress, 
first session, on S. 1710 ... September 
12, 13, and 14, 1977., 78-19047 
*Insurance — Vocational guidance. 


Banking and insurance occupations., 
78-15688 


Insurance, Agricultural — Crops — United 
States. 
An act to amend the Federal crop in- 
surance act., 78-5846 


An act to amend the Federal Crop In- 
surance act, and for other purposes., 
78-8445 

Annual 
Crop 
22738 


Federal crop insurance and _ disaster 
assistance programs : hearings before 
the Subcommittee on Agricultural 
Production, Marketing, and Stabiliza- 
tion of Prices of the Committee on 
Agriculture, Nutrition, and Forestry, 
United States Senate, Ninety-fifth Con- 
gress, second session ..., 78-26731 


Federal crop insurance program 
hearings before the Subcommittee on 
Conservation and Credit of the Com- 
mittee on Agriculture, House of 
Representatives, Ninety-fifth Congress, 
first session, H.R. 7111 and related 
bills ..., 78-19001 


The Federal crop insurance program can 
be made more effective : report to the 
Congress /, 78-6924 


You need All-Risk Crop Insurance now 
because ..., 78-6214 


*Insurance, Agricultural — United States. 
Adjustment in agriculture and the Trade 
act of 1974 /, 78-14827 


*Insurance, Automobile — Bibliography. 
Automobile insurance., 78-15375 


report to Congress - Federal 
Insurance Corporation., 78- 


*Insurance, Aviation. 

Aviation protocols : hearing before the 
Committee on Foreign Relations, 
United States Senate, Ninety-fifth Con- 
gress, first session, on Ex. A, 95th 
Cong., Ist Sess. ... and Ex. B. 95th 
Cong., Ist Sess., July 26, 1977., 78- 
14319 

Federal aviation act of 
ments : 


1958, amend- 
[an act to amend title XIII of 
the Federal aviation act of 1958 to ex- 
pand the types of risks which the 
Secretary of Transportation may insure 
or reinsure, and for other purposes]., 
78-12228 
Insurance, Aviation — Law and legislation 
— United States. 
Aviation insurance and reinsurance : re- 
port to accompany H.R. 6010., 78- 
5692 





December 1978 


*Insurance, Dental. 

Insurance regulations affecting prepaid 
dental care plans a state-by-state 
analysis., 78-21287 

*Insurance, Dental — United States. 

Dental prepayment : a method of financ- 
ing the cost of dental services., 78- 
11247 

Insurance, Disability. 


Defining disability : a cross-cultural study 
/, 78-7047 


Program to pay black lung benefits to 
coal miners and their survivors - im- 
provements are needed : Departments 
of Labor and Health, Education, and 
Welfare : report to the Senate Com- 
mittee on Human Resources /, 78- 
4705 


*Insurance, Disability — United States. 

An act to amend the Federal coal mine 
health and safety act to improve the 
black lung benefits program 
established under such act, and for 
other purposes., 78-12304 


Black lung benefits act of 1972; annual 
report on administration of the act., 
78-24174 

Black lung benefits reform act of 1977 : 


conference report to accompany H.R. 
4544., 78-10236 


Black lung disability trust fund supple- 
mental appropriation for fiscal year 
1978 : hearings before a subcommittee 
of the Committee on Appropriations, 
House of Representatives, Ninety-fifth 


Congress, second session., 


Civil Service disability retirement 
needed improvements, Civil Service 


Commission : report to the Congress /, 
78-1741 


78-26733 


Digest of selected pension plans., 78- 
3542, 78-24165 


Disability adjudication structure /, 78- 
19242 

Disability insurance, possible areas of 
subcommittee action /, 78-22567 

Disability insurance program, 1978 
hearing before the Subcommittee on 
Social Security of the Committee on 
Ways and Means, House of Represen- 
tatives, Ninety-fifth Congress, second 
session ... February 21, 22, and 23, 
1978., 78-19253 


If you become disabled., 78-390 


Review of State agency decisions : is 
quality assurance doing the job? /, 
78-19243 

Tax aspects of black lung legislation : S. 
1538 /, 78-19111 


Work disability in the United States : a 
chartbook., 78-391 
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*Insurance, Disaster — United States. 

If disaster strikes ... you should know 
about disaster unemployment 
assistance., 78-13875 

You should know about disaster unem- 
ployment assistance., 78-13875 

*Insurance, Employers’ liability — United 

States. 

Contingent employer liability insurance : 
status report to the Congress., 78- 
22354 

Insurance for urban transportation con- 
struction /, 78-8053 


Insurance, Export credit — United States — 
Statistics. 
Annual report - Export-Import Bank of 
the United States., 78-14242 
Insurance, Fire — United States. 
Arson-for-profit : more could be done to 
reduce it: report /, 78-25736 
Insurance, Flood. 
City of Meridian, Mississippi Lauderdale 
County., 78-577 
Flood insurance study : city of Meridian, 
Mississippi, Lauderdale County., 78- 
577 
*Insurance, Flood — Alabama — Aliceville. 
City of Aliceville, Alabama, 
County., 78-13589 


Pickens 


Flood insurance study : city of Aliceville, 
Alabama, Pickens County., 78-13589 
*Insurance, Flood — Alabama — Carrollton. 
Flood insurance study : town of Carroll- 
ton, Alabama, Pickens County., 78- 
17715 


Town of Carrollton, Alabama, 
County., 78-17715 


Insurance, Flood — Alabama — Colbert 
County. 

City of Sheffield, 

County., 78-596 


Pickens 


Alabama, Colbert 

Flood insurance study : city of Sheffield, 
Alabama, Colbert County., 78-596 

Insurance, Flood — Alabama — Courtland. 
Flood insurance study : town of Court- 
land, Alabama, Lawrence County., 
78-9060 

Town of Courtland, Alabama, Lawrence 
County., 78-9060 


Insurance, Flood — Alabama — Fairhope. 
City of Fairhope, Baldwin 
Alabama., 78-560 


County, 


Flood insurance study : city of Fairhope, 
Baldwin County, Alabama., 78-560 
*Insurance, Flood — Alabama — Gordo. 
Flood insurance study : town of Gordo, 
Alabama, Pickens County., 78-17725 
Town of Gordo, Alabama, Pickens Coun- 
ty., 78-17725 
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*Insurance, Flood — Alabama — Hanceville. 
Flood insurance study : town of Han- 
ceville, Alabama, Cullman County., 

78-21395 


Town of Hanceville, Alabama, Cullman 
County., 78-21395 


*Insurance, Flood — Alabama — Hartselle. 
City of Hartselle, Alabama, 
County., 78-15485 


Flood insurance study : city of Hartselle, 

Alabama, Morgan County., 78-15485 
Insurance, Flood — Alabama — Muscle 

Shoals. 

Flood insurance study : city of Muscle 
Shoals, Alabama, Colbert County., 
78-580 

*Insurance, Flood — Alabama — Prattville. 

City of Prattville, Alabama, 

County., 78-21445 


Flood insurance study : city of Prattville, 
Alabama, Autauga County., 78- 
21445 

*Insurance, Flood — Alabama — Reform. 

Flood insurance study : town of Reform, 

Alabama, Pickens County., 78-13696 


Town of Reform, Alabama, 
County., 78-13696 


Insurance, Flood — Alabama — Satsuma. 
City of Satsuma, Alabama, Mobile Coun- 
ty., 78-26073 
Flood insurance study : city of Satsuma, 
Alabama, Mobile County., 78-26073 
*Insurance, Flood — Arizona — Douglas. 


City of Douglas, Arizona, Cochise Coun- 
ty., 78-23911 


Morgan 


Autauga 


Pickens 


Flood insurance study : city of Douglas, 


Arizona, Cochise County., 78-23911 


Insurance, Flood — Arizona — El Mirage. 
Flood insurance study town of El 
Mirage, Arizona, Maricopa County., 
78-2598 1 
Town of El Mirage, Arizona, Maricopa 
County., 78-2598] 
Insurance, Flood — Arizona — Maricopa 
County. 
Flood insurance study : town of Young- 
town, Arizona, Maricopa County., 
78-26112 


Town of Youngtown, Arizona, Maricopa 
County., 78-26112 
Insurance, Flood — Arizona — Surprise. 
Flood insurance study : town of Surprise, 
Arizona, Maricopa County., __78- 
26085 
‘Town of 


Surprise, Arizona, Maricopa 
County., 


78-26085 
Insurance, Flood — Arizona — Wickenburg. 
Flood insurance study : town of Wicken- 
burg, Arizona, Maricopa County., 78- 
609 
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Town of Wickenburg, Airzona, Maricopa 
County., 78-609 


*Insurance, Flood — Arizona — Willcox. 
City of Willcox, Arizona, Cochise Coun- 
ty., 78-15519 


Flood insurance study : city of Willcox, 
Arizona, Cochise County., 78-15519 


*Insurance, Flood — Arkansas — 
Jacksonville. 
City of Jacksonville, Arkansas, Pulaski 
County., 78-21405 


Flood insurance study : city of Jackson- 
ville, Arkansas, Pulaski County., 78- 
21405 


*Insurance, Flood — Arkansas — Paragould. 
City of Paragould, Arkansas, Greene 
County., 78-13693 


Flood insurance — study city of 


Paragould, Arkansas, Greene County., 
78-13693 


Insurance, Flood — Arkansas — Sherwood. 
City of Sherwood, Arkansas, Pulaski 
County., 78-26080 


Flood insurance study city of Sher- 
wood, Arkansas, Pulaski County., 78- 
26080 


*Insurance, Flood — Arkansas — West 
Helena. 
City of West Helena, Arkansas, Phillips 
County., 78-11435 


Flood insurance study : city of West 
Helena, Arkansas, Phillips County., 
78-11435 

*Insurance, Flood — Califorina — 

Sunnyvale. 

City of Sunnyvale, Califorinia, 
Clara County., 78-13709 

Flood insurance study city of Sun- 
nyvale, California, Santa Clara Coun- 
ty., 78-13709 

*Insurance, Flood — California — Avalon. 

City of Avalon, California, Los Angeles 

County., 78-23897 


Flood insurance study : city of Avalon, 


California, Los Angeles County., 78- 
23897 


Santa 


Insurance, Flood — California — Banning. 
City of Banning, California, Riverside 
County., 78-23898 
Flood insurance study 
California, 
23898 


: city of Banning, 
Riverside County., 78- 


Insurance, Flood — California — Beaumont. 
City of Beaumont, California, Riverside 
County., 78-25942 
Flood insurance study : city of Beau- 
mont, California, Riverside County., 
78-25942 
*Insurance, Flood — California — Berkeley. 
City of Berkeley, California, Alameda 
County., 78-23901 
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Flood insurance study : city of Berkeley, 
California, Alameda County., 78- 
23901 


*Insurance, Flood — California — Corona. 
City of Corona, California, Riverside 
County., 78-11389 
Flood insurance study : city of Corona, 
California, Riverside County., 78- 
11389 
Insurance, Flood — California — Corte 
Madera. 
Flood insurance study : town of Corte 
Madera, California, Marin County., 
78-557 


Town of Corte 
Marin County., 


Madera, 
78-557 


Insurance, Flood — California — Fairfax. 
Flood insurance study : town of Fairfax, 
California, Marin County., 78-559 


Town of Fairfax, California, Marin Coun- 
ty., 78-559 
Insurance, Flood — California — Fillmore. 
City of Fillmore, California, Ventura 
County., 78-23919 


Flood insurance study : city of Fillmore, 
California, Ventura County., 78- 
23919 


*Insurance, Flood — California — Hemet. 
City of Hemet, California, Riverside 
County., 78-21397 
Flood insurance study 
California, 

21397 


*Insurance, Flood — California — Imperial 
Beach. 
City of Imperial Beach, California, San 
Diego County., 78-13655 
Flood insurance study : city of Imperial 
Beach, California, San Diego County., 
78-13655 


Insurance, Flood — California — Isleton. 
City of Isleton, California, Sacramento 
County., 78-26007 
Flood insurance study : 


California, Sacrmento 
26007 


Insurance, Flood — California — Lake 
County. 
City of Lakeport and unincorporated 
areas of Lake County, California., 
78-23925 


California, 


: city of Hemet, 
Riverside County., 78- 


city of Isleton, 
County., 78- 


Flood insurance study : city of Lakeport 
and unincorporated areas of Lake 
County, California., 78-23925 

*Insurance, Flood — California — Lakeport. 

City of Lakeport and unincorporated 
areas of Lake County, California., 
78-17734 


Flood insurance study : city of Lakeport 
and unincorporated areas of Lake 
County, California., 78-17734 





Insurance, Flood — California — Lodi. 
City of Lodi, San Joaquin County, 
California., 78-4917 


Flood insurance study : city of Lodi, San 
Joaquin County, California., 78-4917 
Insurance, Flood — California — Martinez. 
City of Martinez, California, Contra 
Costa County., 78-7225 


Flood insurance study : city of Martinez, 
California, Contra Costa County., 78- 
7225 

Insurance, Flood — California — Marysville. 

City of Marysville, California, Yuba 
County., 78-2033 

Flood insurance study city of 
Marysville, California, Yuba County., 
78-2033 

Insurance, Flood — California — Newark. 

City of Newark, California, Alameda 
County., 78-26045 

Flood insurance study : 
California, Alameda 
26045 


Insurance, Flood — California — Newman. 
City of Newman, California, Stanislaus 
County., 78-26046 
Flood insurance study : city of Newman, 
California, Stanislaus County., 78- 
26046 


city of Newark, 
County., 78- 


*Insurance, Flood — California — Newport 


Beach. 
City of Newport 
Orange County., 


Beach, 

78-17747 

Flood insurance study : city of Newport 
Beach, California, Orange County., 
78-17747 


California, 


Insurance, Flood — California — Novato. 
City of Novato, California, Marin Coun- 
ty., 78-2038 
Flood insurance study : city of Novato, 
California, Marin County., 78-2038 
Insurance, Flood — California — Ojai. 
City of Ojai, California, Ventura Coun- 
ty., 78-23942 
Flood insurance study 
California, Ventura 
23942 


city of Ojai, 
County., 78- 


Insurance, Flood — California — Portola 

Valley. 

Flood insurance study : town of Portola 
Valley, California, San Mateo County., 
78-23947 

Town of Portola Valley, California, San 
Mateo County., 78-23947 

*Insurance, Flood — California — 

Sacramento. 

City of Sacramento, California, Sacra- 
mento County., 78-21456 

Flood insurance study : city of Sacra- 
mento, California, Sacramento Coun- 
ty., 78-21456 
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Insurance, Flood — California — San 
Bernardino County. 
Flood insurance study : San Bernardino 
County, California, 
areas., 78-23952 


San Bernardino County, California, unin- 
corporated areas., 78-23952 


*Insurance, Flood — California — San 
Marcos. 
City of San Marcos, California, 
Diego County., 78-17760 


Flood insurance study : city of San Mar- 
cos, California, San Diego County., 
78-17760 

Insurance, Flood — California — Santa 

Barbara. 

City of Santa Barbara, California, Santa 
Barbara County., 78-26071 

Flood insurance study 
Barbara, California, 
County., 78-26071 

*Insurance, Flood — California — Seal 

Beach. 

City of Seal Beach, California, Orange 
County., 78-13702 

Flood insurance study city of Seal 


Beach, California, Orange County., 
78-13702 


unincorporated 


San 


city of Santa 
Santa Barbara 


*Insurance, Flood — California — South 
Lake Tohoe. 
City of South Lake Tahoe, California, 
EL Dorado County., 78-13705 


Flood insurance study : city of South 
Lake Tahoe, California, EL Dorado 
County., 78-13705 


Insurance, Flood — California — Thousand 
Oaks. 
City of Thousand Oaks, California, Ven- 
tura County., 78-26086 
Flood insurance study : city of Thousand 
Oaks, California, Ventura County., 
78-26086 
Insurance, Flood — California — Union 
City. 
City of Union City, California, Alameda 
County., 78-26088 
Flood insurance study : city of Union 
City, California, Alameda County., 
78-26088 
Insurance, Flood — California — Vallejo. 
City of Vallejo, California, Solano Coun- 
ty., 78-23960 
Flood insurance study : city of Vallejo, 
California, Solano County., 78-23960 


Insurance, Flood — California — Winters. 
City of Winters, California, Yolo Coun- 
ty., 78-26106 
Flood insurance study : city of Winters, 
California, Yolo County., 78-26106 


Do not order from index; see indicated entry 





Insurance, Flood — Colorado — Alamosa 
County. 
Alamosa County, 
porated areas., 


Colorado, 
78-9036 


Flood insurance study : Alamosa County, 
Colorada unincorporated areas., 78- 
9036 

Insurance, Flood — Colorado — Archuleta 

County. 

Flood insurance study : town of Pagosa 
Springs and unincorporated areas of 
Archuleta County, Colorado., 78- 
26055 


unincor- 


Town of Pagosa Springs and unincor- 
porated areas of Archuleta County, 
Colorado., 78-26055 

Insurance, Flood — Colorado — Bayfield. 

Flood insurance study : town of Bayfield, 
Colorado, La Plata County., 78- 
25941 


Town of Bayfield, Colorado, La Plata 
County., 78-25941 


*Insurance, Flood — Colorado — Boulder. 
City of Boulder, Colorado, Boulder 
County., 78-15459 
Flood insurance study : city of Boulder, 
Colorado, Boulder County., 78- 
15459 


*Insurance, Flood — Colorado — Castle 
Rock. 
Flood insurance study : town of Castle 
Rock, Colorado, Douglas County., 
78-21366 


Town of Castle Rock, Colorado, Douglas 
County., 78-21366 


*Insurance, Flood — Colorado — Cherry 
Hills Village. 
City of Cherry Hills Village, Colorado, 
Arapahoe County., 78-15466 
Flood insurance study : city of Cherry 
Hills Village, Colorado, Arapahoe 
County., 78-15466 
*Insurance, Flood — Colorado — Columbine 
Valley. 
Flood insurance study : town of Colum- 
bia Valley, Colorado, Arapahoe Coun- 
ty., 78-13618 
Town of Columbine Valley, Colorado, 
Arapahoe County., 78-13618 
Insurance, Flood — Colorado — Commerce 
City. 
City of Commerce City, 
Adams County., 78-9057 


Colorado, 


Flood insurance study : city of Com- 
merce City, Colorado, Adams County., 
78-9057 

Insurance, Flood — Colorado — Erie. 

Flood insurance study 
Colorado, Boulder 
ties., 78-23916 


Town of Erie, Colorado, 
Weld Counties., 


. town of Erie, 
and Weld Coun- 


Boulder and 
78-23916 
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Insurance, Flood — Colorado — Garfield 

County. 

Flood insurance study : Garfield County, 
Colorado, unincorporated areas., 78- 
563 

Garfield County, 
porated areas., 


Colorado, unincor- 


78-563 


*Insurance, Flood — Colorado — 
Georgetown. 
Flood insurance study : town of Geor- 
getown, Colorado, Clear Creek Coun- 
ty., 78-23920 
Town of Georgetown, Colorado, Clear 
Creek County., 78-23920 


Insurance, Flood — Colorado — Greenwood 
Village. 
City of Greenwood Village, Colorado, 
Arapahoe County., 78-565 


: city of Green- 
Colorado, Arapahoe 


Flood insurance study 
wood Village, 
County., 78-565 


*Insurance, Flood — Colorado — Hayden. 
Flood insurance study : town of Hayden, 
Colorado, Routt County., 78-13649 


Town of Hayden, Colorado, Routt Coun- 
ty., 78-13649 
Insurance, Flood — Colorado — Idaho 
Springs. 
City of Idaho Springs, Colorado, Clear 
Creek County., 78-26005 
Flood insurance study : city of Idaho 
Springs, Colorado, Clear Creek Coun- 
ty., 78-26005 
Insurance, Flood — Colorado — Littleton. 
City of Littleton, Colorado, Arapahoe 
County., 78-26026 
Flood insurance study : city of Littleton, 
Colorado, Arapahoe County., 78- 
26026 
*Insurance, Flood — Colorado — Loveland. 
City of Loveland, Colorado, 
County., 78-17739 


Larimer 


Flood insurance study : city of Loveland, 
Colorado, County., 78- 
17739 


Larimer 


*Insurance, Flood — Colorado — Mesa 
County. 
Flood insurance study : Mesa County, 
Colorado, unincorporated areas., 78- 
13674 


Mesa County, Colorado, unincorporated 


areas., 78-13674 


*Insurance, Flood — Colorado — 
Northglenn. 
City of Northglenn, Colorado, Adams 
County., 78-21437 


Flood — insurance 


study : city of 
Northglenn, Colorado, Adams County., 
78-21437 
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*Insurance, Flood — Colorado — Palmer 
Lake. 
Flood insurance study : town of Palmer 
Lake, Colorado, El Paso County., 78- 
13691 


Town of Palmer Lake, Colorado, El Paso 
County., 78-13691 


Insurance, Flood — Colorado — San Miguel 
County. 
County of San Miguel, Colorado 
(unincorporated areas)., 78-26072 


county of San 
(unincorporated 


Flood insurance study : 
Miguel, Colorado 
areas)., 78-26072 

*Insurance, Flood — Colorado — Silverton. 

Flood insurance study : town of Silverton 
and unincorporated areas of San Juan 
County, Colorado,, 78-21465 


Town of Silverton and unincorporated 
areas of San Juan County, Colorado., 
78-21465 


Insurance, Flood — Colorado — Steamboat 
Springs. 
Flood insurance study : town of Steam- 
boat Springs, Colorado, Routt County., 
78-2049 


Town of Steamboat Springs, Colorado, 
Routt County., 78-2049 


Insurance, Flood — Colorado — Telluride. 
Flood insurance study : town of Tellu- 


ride, Colorado, San Miguel County., 
78-23958 


Town of Telluride, Colorado, San Miguel 


County., 78-23958 


*Insurance, Flood — Colorado — Thornton. 
City of Thornton, 
County., 78-13711 


Colorado, Adams 


Flood insurance study : city of Thornton, 
Colorado, Adams County., 78-13711 


*Insurance, Flood — Colorado — Trinidad. 
City of Trinidad, Las Animas County, 
Colorado., 78-13713 
Flood insurance study : city of Trinidad, 
Las Animas County, Colorado., 78- 
13713 


*Insurance, Flood — Colorado, Adams and 
Arapahoe Counties. 
City of Aurora, Colorado, Adams and 
Arapahoe Counties., 78-13594 


Flood insurance study : city of Aurora, 
Colorado, Adams and Arapahoe Coun- 
ties., 78-13594 

Insurance, Flood — Connecticut — 

Branford. 

Flood insurance study : town of Bran- 
ford, Connecticut, New Haven Coun- 
ty., 78-553 


Town of Branford, Connecticut, 


Haven County., 78-553 


New 
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*Insurance, Flood — Connecticut — 

Cromwell. 

Flood insurance study : town of Crom- 
well, Connecticut, Middlesex County., 
78-13622 

Town of Cromwell, Connecticut, 
dlesex County., 78-13622 


Insurance, Flood — Connecticut — East 
Haven. 
Flood insurance study : town of East 
Haven Connecticut, New Haven Coun- 
ty,, 78-2008 


Town of East Haven, Connecticut, New 
Haven County., 78-2008 


*Insurance, Flood — Connecticut — 
Fairfield. 
Flood insurance study : town of Fairfield, 
Connecticut, Fairfield County., 78- 
17722 


Town of Fairfield, Connecticut, Fairfield 
County., 78-17722 


*Insurance, Flood — Connecticut — 
Glastonbury. 
Flood insurance study : town of Glaston- 
bury, Connecticut, Hartford County., 
78-13642 


Mid- 


Town of Glastonbury, Connecticut, Hart- 
ford County., 78-13642 


Insurance, Flood — Connecticut — Guilford. 
Flood insurance study : town of Guilford, 
Connecticut, New Haven County., 
78-9080 


Town of Guilford, Connecticut, New 


78-9080 


*Insurance, Flood — Connecticut — 
Madison. 
Flood insurance study : town of Madison, 
Connecticut, New Haven County., 
78-21418 


of Madison, Connecticut, 
Haven County., 78-21418 
Insurance, Flood — Connecticut — Milford. 
City of Milford, Connecticut, New Haven 
County., 78-26032 


Haven County., 


Town New 


Flood insurance study : city of Milford, 
Connecticut, New Haven County., 
78-26032 

*Insurance, Flood — Connecticut — North 

Branford. 

Flood insurance study : town of North 
Branford, Connecticut, New Haven 
County., 78-15494 


Town of North Branford, Connecticut, 
New Haven County., 78-15494 


Insurance, Flood — Connecticut — Norwalk. 
City of Norwalk, Connecticut, Fairfield 
County., 78-7234 


Flood insurance study : city of Norwalk, 


Connecticut, Fairfield County., 78- 
7234 





*Insurance, Flood — Connecticut — 
Norwich. 
City of Norwich, Connecticut, New Lon- 
don County., 78-13685 


Flood insurance study : city of Norwich, 
Connecticut, New London County., 
78-13685 


*Insurance, Flood — Connecticut — Old 
Saybrook. 
Flood insurance study 
Saybrook, 
County., 


town of Old 
Connecticut, Middlesex 
78-13686 


Town of Old Saybrook, Connecticut, 
Middlesex County., 78-13686 


*Insurance, Flood — Connecticut — 
Portland. 
Flood insurance study : town of Portland, 
Connecticut, Middlesex County., 78- 
15501 


Town of Portland, Connecticut, 
dlesex County., 78-15501 


*Insurance, Flood — Connecticut — 
Seymour. 
Flood insurance 
Seymour, 
County., 


Mid- 


study 
Connecticut, 
78-13703 


Town of Seymour, Connecticut, 
Haven County., 78-13703 


Insurance, Flood — Connecticut — Shelton. 
City of Shelton, Connecticut, Fairfield 
County., 78-26079 


Flood insurance study 
Connecticut, 
26079 


*Insurance, Flood — Connecticut — 
Stratford. 
Flood insurance study : town of Strat- 
ford, Connecticut, Fairfield County., 
78-11429 


town of 
New Haven 


New 


: city of Shelton, 
Fairfield County., 78- 


Town of Stratford, Connecticut, Fairfield 
County., 78-11429 


Insurance, Flood — Connecticut — 
Wallingford. 
Flood insurance study : town of Walling- 
ford, Connecticut, New Haven Coun- 
ty., 78-23961 


Town of Wallingford, Connecticut, New 
Haven County., 78-23961 


Insurance, Flood — Connecticut — Weston. 

Flood insurance study : town of Weston, 

Connecticut, Fairfield County., 78- 
26101 


Town of Weston, Connecticut, Fairfield 
County., 78-26101 


*Insurance, Flood — Connecticut — 
Winchester. 

Flood insurance — study 
Winchester, Connecticut, 
County., 78-13722 
‘Town of Winchester, 
Litchfield County., 


town of 
Litchfield 


Connecticut, 
78-13722 





December 1978 


Insurance, Flood — Connecticut — Windsor. 
Flood insurance study : town of Windsor, 
Connecticut, Hartford County., 78- 
26104 
Town of Windsor, Connecticut, Hartford 
County., 78-26104 


Insurance, Flood — Connecticut — 

Woodbury. 

Flood insurance study : town of Wood- 
bury, Connecticut, Litchfield County., 
78-610 

Town of Woodbury, Connecticut, 
Litchfield County., 78-610 


*Insurance, Flood — Delaware — Henlopen 
Acres. 
Flood insurance study : town of Hen- 
lopen Acres, Delaware, Sussex Coun- 
ty., 78-21398 
Town of Henlopen Acres, Delaware, Sus- 
sex County., 78-21398 


Insurance, Flood — Delaware — Kent 
County. 
Flood insurance study Kent County, 
Delaware, unincorporated areas., 78- 
7216 


Flood insurance study : town of Leipsic, 
Delaware, Kent County., 78-23926 


Kent County, Delaware, unincorporated 
areas., 78-7216 


Town of Leipsic, Delaware, Kent Coun- 
ty., 78-23926 
*Insurance, Flood — Delaware — Millsboro. 
Flood insurance study : town of Mill- 
sboro, Delaware, Sussex County., 78- 
21424 
Town of Millsboro, 
County., 78-21424 


*Insurance, Flood — Delaware — Milton. 
Flood insurance study : town of Milton, 
Delaware, Sussex County., 78-17744 


Town of Milton, Delaware, Sussex Coun- 
ty., 78-17744 


*Insurance, Flood — Delaware — Newport. 
Flood insurance study : town of New- 
port, Delaware, New Castle County., 
78-13683 


Town of Newport, Delaware, New Castle 
County., 78-13683 


Delaware, Sussex 


Insurance, Flood — Florida — Apopka. 
City of Apopka, Florida, Orange Coun- 
ty., 78-25933 


Flood insurance study : city of Apopka, 
Florida, Orange County., 78-25933 


*Insurance, Flood — Florida — Belle Glade. 
City of Belle Glade, Florida, Palm Beach 
County., 78-11372 


Flood insurance study : city of Belle 
Glade, Florida, Palm Beach County., 
78-11372 
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*Insurance, Flood — Florida — Belle Isle. 
City of Belle Isle, Florida, Orange Coun- 
ty., 78-21355 


Flood insurance study : city of Belle Isle, 
Florida, Orange County., 78-21355 


*Insurance, Flood — Florida — Boca Raton. 
City of Boca Raton, Florida, Palm Beach 
County., 78-13604 


Flood insurance study city of Boca 
Raton, Florida, Palm Beach County., 
78-13604 


*Insurance, Flood — Florida — Briny 
Breezes. 
Flood insurance study : town of Briny 


Breezes, Florida, Palm Beach County., 
78-11376 


Town of Briny Breezes, Florida, Palm 
Beach County., 78-11376 


*Insurance, Flood — Florida — Cloud Lake. 
Flood insurance study : town of Cloud 
Lake, Florida, Palm Beach County., 
78-11385 


Town of Cloud Lake, Florida, 
Beach County., 78-11385 


Insurance, Flood — Florida — Coral 
Springs. 
City of Coral Springs, Florida, Broward 
County., 78-558 


Palm 


Flood insurance study : city of Coral 
Springs, Florida, Broward County., 
78-558 

Insurance, Flood — Florida — Dania. 

City of Dania, Florida, Broward County., 
78-2006 

Flood insurance study : city of Dania, 
Florida, Broward County., 78-2006 

Insurance, Flood — Fiorida — Eatonville. 

Flood insurance study : town of Eaton- 
ville, Florida, Orange County., 78- 
25978 


Town of Eatonville, 


County., 78-25978 


Insurance, Flood — Florida — Edgewood. 
City of Edgewood, Florida, 
County., 78-23915 
Flood insurance study city of 
Edgewood, Florida, Orange County., 
78-23915 


*Insurance, Flood — Florida — Glen Ridge. 
Flood insurance study : town of Glen 
Ridge, Florida, Palm Beach County., 
78-13643 
Town of Glen Ridge, Florida, 
Beach County., 78-13643 


*Insurance, Flood — Florida — Hacienda. 
Flood insurance study : village of Ha- 
cienda, Florida, Broward County., 

78-11395 


Village of Hacienda, Florida, Broward 
County., 78-11395 


Florida, Orange 


Orange 


Palm 
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*Insurance, Flood — Florida — Hypoluxo. 
Flood insurance study : town of Hypolux- 
o, Florida, Palm Beach County., 78- 
11400 


Town of Hypoluxo, Florida, Palm Beach 
County., 78-11400 


*Insurance, Flood — Florida — Indian River 
County. 
Flood insurance study Indian River 


County, Florida, unincorporated area., 
78-13656 


Indian River County, Florida, unincor- 
porated areas., 78-13656 


Insurance, Flood — Florida — Lake Clarke 
Shores. 
Flood insurance study : town of Lake 
Clarke Shores, Florida, Palm Beach 
County., 78-26018 


Town of Lake Clarke Shores, Florida, 
Palm Beach County., 78-26018 


*Insurance, Flood — Florida — Lake Park. 
Flood insurance study : town of Lake 
Park, Florida, Palm Beach County., 
78-23924 


Town of Lake Park, Florida, Palm Beach 
County., 78-23924 


Insurance, Flood — Florida — Lake Worth. 
City of Lake Worth, Florida, Palm Beach 
County., 78-26019 


Flood insurance study : city of Lake 
Worth, Florida, Palm Beach County., 
78-26019 


*Insurance, Flood — Florida — Lauderhill. 
City of Lauderhill, Florida, Broward 
County., 78-13663 


Flood insurance study city of Lau- 
derhill, Florida, Broward County., 
78-13663 


Insurance, Flood — Florida — Mangonia 
Park. 
Flood insurance study : town of Man- 
gonia Park, Florida, Palm Beach Coun- 
ty., 78-4919 
Town of Mangonia Park, Florida, Palm 
Beach County., 78-4919 
Insurance, Flood — Florida — Margate. 
City of Margate, Florida, Broward Coun- 
ty., 78-2031 


Flood insurance study : city of Margate, 


78-2031 
*Insurance, Flood — Florida — North Palm 

Beach. 

Flood insurance study : village of North 
Palm Beach, Florida, Palm Beach 
County., 78-17749 

Village of North Palm Beach, Florida, 
Palm Beach County., 78-17749 

Insurance, Flood — Florida — Ocoee. 

City of Ocoee, Florida, Orange County., 

78-26050 


Florida, Broward County., 


Page I-2028 





Subject Index 


Flood insurance study : city of Ocoee, 
Florida, Orange County., 78-26050 


*Insurance, Flood — Florida — Pahokee. 
City of Pahokee, Florida, Palm Beach 
County., 78-13690 


Flood insurance study : city of Pahokee, 
Florida, Palm Beach County., 78- 
13690 


*Insurance, Flood — Florida — Palm Beach. 
Flood insurance study : town of Palm 


Beach, Florida, Palm Beach County., 
78-11416 


Town of Palm Beach, Florida, Palm 


Beach County., 78-11416 


Insurance, Flood — Florida — Palm Beach 
County. 
City of Atlantis, Florida, Palm Beach 
County., 78-25936 


Flood insurance study : city of Atlantis, 
Florida, Palm Beach County., 78- 
25936 


Insurance, Flood — Florida — Palm Springs. 
Flood insurance study : village of Palm 


Springs, Florida, Palm Beach County., 
78-4927 


Village of Palm Springs, Florida, Palm 
Beach County., 78-4927 
Insurance, Flood — Florida — Pembroke 
Pines. 
City of Pembroke 
Broward County., 


Pines, 
78-585 


Flood insurance study : city of Pembroke 
Pines, Florida, Broward County., 78- 
585 


*Insurance, Flood — Florida — Sewall’s 
Point. 
Flood insurance study : town of Sewall’s 
Point, Florida, Martin County., 78- 
17761 


Florida, 


Town of Sewall’s Point, Florida, Martin 
County., 78-17761 


*Insurance, Flood — Florida — South Palm 
Beach. 
Flood insurance study : town of South 
Palm Beach, Florida, Palm Beach 
County., 78-11426 


of South Palm Beach, Florida, 
Palm Beach County., 78-11426 
*Insurance, Flood — Florida — Stuart. 


City of Stuart, Florida, Martin County., 
78-17765 


Town 


Flood insurance study : city of Stuart, 
Florida, Martin County., 78-17765 
Insurance, Flood — Florida — Tamarac. 
City of Tamarac, Florida, Broward Coun- 
ty., 78-2050 
Flood insurance study : city of Tamarac, 
Florida, Broward County., 78-2050 
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Insurance, Flood — Florida — Winter 
Garden. 
City of Winter Garden, Florida, Orange 
County., 78-23967 
Flood insurance study : city of Winter 
Garden, Florida, Orange County., 78- 
23967 


Insurance, Flood — Georgia — Acworth. 
City of Acworth, Georgia, Cobb County., 
78-2000 
Flood insurance study : city of Acworth, 
Georgia, Cobb County., 78-2000 


Insurance, Flood — Georgia — Alpharetta. 
City of Alpharetta, Georgia, Fulton 
County., 78-4892 
Flood insurance study city of 
Alpharetta, Georgia, Fulton County., 
78-4892 


*Insurance, Flood — Georgia — Athens. 
City of Athens, Georgia, Clarke County., 
78-21352 


Flood insurance study : city of Athens, 
Georgia, Clarke County., 78-21352 


Insurance, Flood — Georgia — Augusta. 
City of Augusta, Georgia, Richmond 
County., 78-7188 


Flood insurance study : city of Augusta, 
Georgia, Richmond County., 78-7188 


*Insurance, Flood — Georgia — Carrollton. 
City of Carrollton, Georgia, Carroll 
County., 78-13611 


Flood insurance study : city of Carroll- 
ton, Georgia, Carroll County., 78- 
13611 


Insurance, Flood — Georgia — Cedartown. 
City of Cedartown, Georgia, Polk Coun- 
ty., 78-9052 


Flood insurance study : city of Cedar- 
town, Georgia, Polk County., 78- 
9052 


Insurance, Flood — Georgia — Clarke 
County. 
Clarke County, Georgia, unincorporated 
areas., 78-25962 


Flood insurance study : Clarke County, 
Georgia, unincorporated areas., 78- 
25962 


*Insurance, Flood — Georgia — Clayton 
County. 
Clayton County, Georgia, unincorporated 
areas., 78-13615 


Flood insurance study : Clayton County, 
Georgia, unincoporated areas., 78- 
13615 

*Insurance, Flood — Georgia — College 

Park. 

City of College Park, Fulton and Clayton 
Counties, Georgia., 78-21371 


Flood insurance study : city of College 


Park, Fulton and Clayton Counties, 
Georgia., 78-21371 





Insurance, Flood — Georgia — Conyers. 
City of Conyers, Georgia, Rockdale 
County., 78-25966 


Flood insurance study : city of Conyers, 
Georgia, Rockdale County., 78- 
25966 

Insurance, Flood — Georgia — Dougherty 

County. 

City of Camilla, Georgia, Mitchell Coun- 
ty., 78-9046 

Dougherty County, Georgia, 
porated areas., 78-9062 

Flood insurance study : city of Camilla, 
Georgia, Mitchell County., 78-9046 

Flood insurance study : Dougherty Coun- 
ty, Georgia, unincorporated areas., 
78-9062 

Insurance, Flood — Georgia — LaFayette. 

City of LaFayette, Walker 
County., 78-2022 

Flood insurance _ study city of 
LaFayette, Georgia, Walker County., 
78-2022 

Insurance, Flood — Georgia — LaGrange. 

City of LaGrange, Georgia, Troup Coun- 
ty., 78-26017 

Flood study city of 


LaGrange, Georgia, Troup County., 
78-26017 


unincor- 


Georgia, 


insurance 


Insurance, Flood — Georgia — Marietta. 
City of Marietta, Georgia, Cobb County., 
78-2032 


Flood insurance study : city of Marietta, 
Georgia, Cobb County., 78-2032 
Insurance, Flood — Georgia — Newnan. 
City of Newnan, Georgia, Coweta Coun- 
ty., 78-26047 
Flood insurance study : city of Newnan, 
Georgia, Coweta County., 78-26047 


Insurance, Flood — Georgia — Perry. 
City of Perry, Georgia, Houston County., 
78-586 


Flood insurance study : city of Perry, 
Georgia, Houston County., 78-586 
*Insurance, Flood — Georgia — Ringgold. 
City of Ringgold, 
County., 78-13697 
Flood insurance study : city of Ringgold, 
Georgia, Catoosa County., 78-13697 
Insurance, Flood — Georgia — Riverdale. 
City of Riverdale, 
County., 78-2041 
Flood insurance study : city of Riverdale, 
Georgia, Clayton County., 78-2041 
*Insurance, Flood — Georgia — Rome. 
City of Rome, Georgia, Floyd County., 
78-21453 


Georgia, Catoosa 


Georgia, Clayton 


Flood insurance study : city of Rome, 
Georgia, Floyd County., 78-21453 
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Insurance, Flood — Georgia — Roswell. 
City of Roswell, Georgia, Fulton Coun- 
ty., 78-594 
Flood insurance study : city of Roswell, 
Georgia, Fulton County., 78-594 
Insurance, Flood — Georgia — Smyrna. 
City of Smyrna, Georgia, Cobb County., 
78-597 
Flood insurance study : city of Smyrna, 
Georgia, Cobb County., 78-597 
Insurance, Flood — Georgia — Tifton. 
City of Tifton, Georgia, Tift County., 
78-9156 


Flood insurance study 
Georgia, Tift County., 


: city of Tifton, 
78-9156 
Insurance, Flood — Georgia — Valdosta. 
City of Valdosta, 
County., 78-2052 
Flood insurance study : city of Valdosta, 
Georgia, Lowndes County., 78-2052 
Insurance, Flood — Georgia — Warner 
Robins. 
City of Warner 
Houston County., 


Georgia, Lowndes 


Robins, 
78-26092 


Flood insurance study : city of Warner 
Robins, Georgia, Houston County., 
78-26092 


*Insurance, Flood — Idaho — Bellevue. 
City of Bellevue, Idaho, Blaine County., 
78-21353 


Georgia, 


Flood insurance study : city of Bellevue, 
Idaho, Blaine County., 78-21353 


Insurance, Flood — Idaho — Gem County. 
Flood insurance study : Gem County, 
Idaho, unincorporated § areas., 78- 
9076 
Gem County, Idaho, 
areas., 78-9076 
*Insurance, Flood — Idaho — Hailey. 
City of Hailey, Idaho, Blaine County., 
78-11397 


unincorporated 


Flood insurance study 
Idaho, Blaine County., 


: city of Hailey, 
78-11397 
*Insurance, Flood — Idaho — Inkom. 
City of Inkom, Idaho, Bannock County., 
78-21401 


Flood insurance study : city of Inkom, 
Idaho, Bannock County., 78-21401 


*Insurance, Flood — Idaho — Ketchum. 
City of Ketchum, Idaho. Blaine County., 
78-13661 


Flood insurance study : city of Ketchum, 
Idaho, Blaine County., 78-13661 


*Insurance, Flood — Idaho — McCammon. 
City of McCammon, Idaho, Bannock 
County., 78-21417 
Flood insurance study 


mon, Idaho, 
21417 


: city of McCam- 
Bannock County., 78- 
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Insurance, Flood — Idaho — Sun Valley. 

City of Sun Valley, Idaho, Blaine Coun- 
ty., 78-9152 

Flood insurance study : city of Sun Val- 
ley, Idaho, Blaine County., 78-9152 

Insurance, Flood — Illinois — Arlington 

Heights. 

Flood insurance study : village of Arling- 
ton Heights, Illinois, Cook and Lake 
Counties., 78-9038 

Village of Arlington Heights, Illinois, 
Cook and Lake Counties., 78-9038 


Insurance, Flood — Illinois — Bourbonnais. 
Flood insurance study : village of Bour- 
bonnais, Illinois, Kankakee County., 
78-23903 
Village of Bourbonnais, Illinois, 
kakee County., 78-23903 


Insurance, Flood — Illinois — Bradley. 
Flood insurance study village of 
Bradley, lilinois, Kankakee County., 
78-4896 


Kan- 


Valley of Bradley, 
County., 78-4896 


Insurance, Flood — Illinois — Cahokia. 
Flood insurance study village of 
Cahokia, Illinois, St. Clair County., 
78-23905 
Village of Cahokia, 
County., 78-23905 
Insurance, Flood — Illinois — Cairo. 
City of Cairo, Illinois, Alexander Coun- 
ty., 78-2004 


Illinois, Kankakee 


Illinois, St. Clair 


Flood insurance study : city of Cairo, Il- 

linois, Alexander County., 78-2004 
*Insurance, Flood — Illinois — Carol 

Stream. 

Flood insurance study : village of Carol 
Stream, Illinois, DuPage County., 78- 
13610 

Village of Carol Stream, Illinois, DuPage 
County., 78-13610 


Insurance, Flood — Illinois — De Kalb. 
City of De Kalb, Illinois, De Kalb Coun- 
ty., 78-25970 
Flood insurance study : city of De Kalb, 
Illinois, De Kalb County., 78-25970 
Insurance, Flood — Illinois — East Chicago 
Heights. 
Flood insurance study : village of East 
Chicago Heights, Illinois, Cook Coun- 
ty., 78-25976 
Village of East Chicago Heights, Illinois, 
Cook County., 78-25976 
*Insurance, Flood — Illinois — Fairview 
Heights. 
City of Fairview Heights, Illinois St. Clair 
County., 78-13631 
Flood insurance study : city of Fairview 
Heights, Illinois, St. Clair County., 
78-13631 
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Insurance, Flood — Illinois — Fox Lake. 
Flood insurance study : village of Fox 
Lake, Illinois, Lake County., 78- 
25986 
Village of Fox Lake, Illinois, Lake Coun- 
ty., 78-25986 
*Insurance, Flood — Illinois — Franklin 
Park. 
Flood insurance study village of 


Franklin Park, Illinois, Cook County., 
78-21386 


Village of Franklin Park, Illinois, Cook 
County., 78-21386 


Insurance, Flood — Illinois — Glendale 
Heights. 
Flood insurance study : village of Glen- 
dale Heights, Illinois, DuPage County., 
78-15478 


Villag> of Glendale Heights, Illinois, Du- 

Page County., 78-15478 
*Insurance, Flood — Illinois — Glenwood. 

Flood insurance study : village of Glen- 
wood, Illinois, Cook County., 78- 
13644 

Village of Glenwood, 
County., 78-13644 


*Insurance, Flood — Illinois — Granite City. 
City of Granite City, Illinois, Madision 
County., 78-13645 


Flood insurance study : city of Granite 
City, Illinois, Madison County., 78- 
13645 


Insurance, Flood — Illinois — Hanover 
Park. 


Flood insurance — study village of 
Hanover Park, Illinois, (DuPage and 
Cook Counties)., 78-25997 


Village of Hanover Park, Illinois, DuPage 
and Cook Counties., 78-25997 
Insurance, Flood — Illinois — Harvey. 


City of Harvey, Illinois, Cook County., 
78-9086 


Illinois, cook 


Flood insurance study : city of Harvey, 


Illinois, Cook County., 78-9086 


Insurance, Flood — Illinois — Kankakee. 
City of Amory, Mississippi, Monroe 
County., 78-9037 
City of Kankakee, 
County., 78-9095 
Flood insurance study 
Mississippi, Monroe 

9037 


Illinois, Kankakee 


: city of Amory, 
County., 78- 


Flood insurance study : city of Kan- 
kakee, Illinois, Kankakee County., 
78-9095 

Insurance, Flood — Illinois — La Grange 

Park. 

Flood insurance study : village of La 


Grange Park, Illinois, Cook County., 
78-26016 
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Village of La Grange Park, Illinois, Cook 
County., 78-26016 


*Insurance, Flood — Illinois — Lombard. 
Flood insurance study : village of Lom- 
bard, Illinois, DuPage County., 78- 
26027 
Village of Lombard, 
County., 78-26027 


Insurance, Flood — Illinois — Loves Park. 
City of Loves Park, Illinois, Winnebago 
County., 78-23930 


Flood insurance study : city of Loves 
Park, Illinois, Winnebago County., 
78-23930 

Insurance, Flood — Illinois — Manteno. 

Flood insurance study : village of Man- 


teno, Illinois, Kankakee County., 78- 
575 


Village of Manteno, Illinois, Kankakee 
County., 78-575 
Insurance, Flood — Illinois — Momence. 
City of Momence, Illinois, 
County., 78-578 


Flood insurance study City of 
Momence, Illinois, Kankakee County., 
78-578 

Insurance, Flood — Illinois — Murphysboro. 

City of Murphysboro, Illinois, Jackson 

County., 78-26039 


Flood insurance study city of 
Murphysboro, Illinois, Jackson Coun- 
ty., 78-26039 

Insurance, Flood — Illinois — Riverdale. 

Flood insurance study : village of River- 


dale, Illinois, Cook County., 78- 
26066 


Village of Riverdale, Illinois, Cook Coun- 
ty., 78-26066 
Insurance, Flood — Illinois — Robbins. 
Flood insurance study : village of Rob- 
bins, Illinois, Cook County., 78- 
26067 
Village of Robbins, Illinois, Cook Coun- 
ty., 78-26067 
Insurance, Flood — Illinois — Rolling 
Meadows. 
City of Rolling Meadows, Illinois, Cook 
County., 78-23951 


Flood insurance study : city of Rolling 
Meadows, Illinois, Cook County., 78- 
23951 

*Insurance, Flood — Illinois — Schiller 

Park. 

Flood insurance study : village of Schiller 
Park, Illinois, Cook County., 78- 
21460 

Village of Schiller Park, Illinois, Cook 
County., 78-21460 


Illinois, DuPage 


Kankakee 
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Insurance, Flood — Illinois — Stephenson 
County. 
Flood insurance 
County, 
areas)., 


study 
Illinois 
78-4939 


Stephenson County, Illinois 
(unincorporated areas)., 78-4939 


Insurance, Flood — Illinois — Venice. 
City of Venice, Illinois, Madison Coun- 
ty., 78-4945 
Flood insurance study : city of Venice, 
Illinois, Madison County., 78-4945 


Insurance, Flood — Illinois — Warrenville. 
City of Warrenville, Illinois, DuPage 
County., 78-23962 
Flood insurance study : city of War- 
renville, Illinois, DuPage County., 78- 
23962 


*Insurance, Flood — Illinois — Wheeling. 
Flood insurance study : village of Wheel- 
ing, Illinois, Cook County., 78-21477 


Village of Wheeling, Illinois, Cook Coun- 
ty., 78-21477 
*Insurance, Flood — Indiana — 
Bloomington. 
City of Bloomington, Indiana, Monroe 
County., 78-13602 


Flood insurance study : city of Blooming- 
ton, Indiana, Monroe County., 78- 
13602 


*Insurance, Flood — Indiana — Noble 
County. 
Flood insurance study : Noble County, 
Indiana, (unincorporated areas), 78- 
21435 


Noble County, Indiana (unincorporated 
areas), 78-21435 


*Insurance, Flood — Indiana — Salem. 
City of Salem, Washington County, Indi- 
ana., 78-17759 


Flood insurance study 
Washington County, 
17759 


Insurance, Flood — Indiana — South Bend. 
City of South Bend, Indiana, St. Joseph 
County., 78-2047 


Flood insurance study : city of South 
Bend, Indiana, St. Joseph County., 
78-2047 


*Insurance, Flood — Indiana — Spencer 
County. 
Flood insurance study : Spencer County, 


Indiana (unincorporated areas), 78- 
11427 


Spencer County, Indiana 
(unincorporated areas), 78-11427 
*Insurance, Flood — Indiana — St. Joseph 
County. 
Flood insurance study : St. Joseph Coun- 


ty, Indiana (unincorporated areas)., 
78-21458 


Stephenson 
(unincorporated 


: city of Salem, 
Indiana., 78- 





St. Joseph County, 
(unincorporated areas)., 


Indiana 
78-21458 
*Insurance, Flood — lowa — Bettendorf. 

City of Bettendorf, lowa, Scott County., 
78-11374 
Flood insurance study : city of Betten- 
dorf, lowa, Scott County., 78-11374 
*Insurance, Flood — lowa — Coralville. 
City of Coralville, lowa, Johnson Coun- 
ty., 78-21372 
Flood insurance study : city of Coralville, 
lowa, Johnson County., 78-21372 
*Insurance, Flood — lowa — Council Bluffs. 
City of Council Bluffs, lowa, Pattawat- 
tamie County., 78-13620 
Flood insurance study : city of Council 
Bluffs, lowa, Pottawattamie County., 
78-13620 
Insurance, Flood — lowa — Davenport. 
City of Davenport, lowa, Scott County., 
78-4900 
Flood insurance study : city of Daven- 
port, lowa, Scott County., 78-4900 
Insurance, Flood — lowa — Elkader. 


City of Elkader, lowa, Clayton County., 
78-25982 


Flood insurance study : city of Elkader, 
78-25982 
Insurance, Flood — lowa — Keokuk. 

City of Keokuk, lowa, Lee County., 78- 


lowa, Clayton County., 


4912 


Flood insurance study : city of Keokuk, 
lowa, Lee County., 78-4912 
Insurance, Flood — lowa — Le Mars. 
City of Le Mars, lowa, Plymouth Coun- 
ty., 78-9102 
Flood insurance study : city of Le Mars, 
lowa, Plymouth County., 78-9102 


Insurance, Flood — lowa — Muscatine. 
City of Muscatine, lowa, 
County., 78-581 

Flood insurance _ study city of 
Muscatine, lowa, Muscatine County., 
78-581 

Flood insurance study township of 
Whitpain, Pennsylvania, Montgomery 
County., 78-608 

Township of Whitpain, 
Montgomery County., 


Muscatine 


Pennsylvania, 
78-608 
Insurance, Flood — lowa — Nashua. 

City of Nashua, lowa, Chickasaw Coun- 

ty., 78-26041 
Flood insurance study : city of Nashua, 
lowa, Chickasaw County., 78-26041 
*Insurance, Flood — lowa — Panorama 
Park. 
City of Panorama Park, 
County., 78-13692 
Flood insurance study : city of Panorama 
Park, lowa, Scott County., 78-13692 


lowa, Scott 
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Insurance, Flood — lowa — Riverdale. 
City of Riverdale, lowa, Scott County., 
78-592 


Flood insurance study : city of Riverdale, 
lowa, Scott County., 78-592 
*Insurance, Flood — lowa — Webster City. 
City of Webster City, lowa, Hamilton 
County., 78-15515 


Flood insurance study 
City, lowa, 
15515 


Insurance, Flood — Kansas — Abilene. 
City of Abilene, Kansas, 
County., 78-25931 


Flood insurance study : city of Abilene, 
Kansas, Dickinson County., 78-25931 
*Insurance, Flood — Kansas — Atchison. 
City of Atchison, Atchison 
County., 78-11370 


Flood insurance study : city of Atchison, 
Kansas, Atchison County., 78-11370 
*Insurance, Flood — Kansas — Belle Plaine. 


City of Belle Plaine, Kansas, Sumner 
County., 78-13598 


: city of Webster 
Hamilton County., 78- 


Dickinson 


Kansas, 


Flood insurance study city of Belle 
Plaine, Kansas, Sumner County., 78- 
13598 

Insurance, Flood — Kansas — Colby. 

City of Colby, Kansas, Thomas County., 
78-25964 

Flood insurance study : city of Colby, 
Kansas, Thomas County., 78-25964 

*Insurance, Flood — Kansas — Doniphan 

County. 

County of Doniphan, Kansas 
(unincorporated areas)., 78-11391 

Flood insurance study 
Doniphan, Kansas 
areas)., 78-11391 

Insurance, Flood — Kansas — Edwardsville. 

City of Edwardsville, Kansas, Wyandotte 

County., 78-25979 


Flood insurance study : city of Edward- 
sville, Kansas, Wyandotte County., 
78-25979 


county of 
(unincorporated 


*Insurance, Flood — Kansas — Ellinwood. 
City of Ellinwood, Kansas, Barton Coun- 
ty., 78-17719 


Flood insurance study 
wood, Kansas, 
17719 

*Insurance, Flood — Kansas — Erie. 

City of Erie, Kansas, Neosho County., 

78-15473 


city of Ellin- 
Barton County., 78- 


Flood insurance study : city of Erie, Kan- 
sas, Neosho County., 78-15473 
*Insurance, Flood — Kansas — Fort Scott. 


City of Fort Scott, Kansas, 
County., 78-21385 


Bourbon 
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Flood insurance study city of Fort 
Scott, Kansas, Bourbon County., 78- 
21385 


*Insurance, Flood — Kansas — Halstead. 
City of Halstead, Kansas, Harvey Coun- 
ty., 78-21393 


Flood insurance study : city of Halstead, 
Kansas, Harvey County., 78-21393 


*Insurance, Flood — Kansas — Humboldt. 
City of Humboldt, Kansas, Allen Coun- 
ty., 78-21400 
Flood insurance study : 


boldt, Kansas, 
21400 


*Insurance, Flood — Kansas — Iola. 
City of lola, Kansas, Allen County., 78- 
21402 


city of Hum- 
Allen County., 78- 


Flood insurance study : city of lola, Kan- 
sas, Allen County., 78-21402 


Insurance, Flood — Kansas — Junction City. 
City of Junction City, Kansas, Geary 
County., 78-26011 
Flood insurance study 
City, Kansas, 
26011 
Insurance, Flood — Kansas — Kinsley. 
City of Kinsley, Kansas, Edwards Coun- 
ty., 78-4914 


: city of Junction 
Geary County., 78- 


Flood insurance study : city of Kinsley, 
Kansas, Edwards County., 78-4914 


Insurance, Flood — Kansas — Larned. 
City of Larned, Kansas, Pawnee County., 
78-26020 


Flood insurance study : city of Larned, 
Kansas, Pawnee County., 78-26020 


Insurance, Flood — Kansas — Leavenworth. 
City of Leavenworth, Kansas, Leaven- 
worth County., 78-570 


Flood insurance study 
Leavenworth, Kansas, 
County., 78-570 


Insurance, Flood — Kansas — Lindsborg. 
City of Lindsborg, Kansas, McPherson 
County., 78-9105 


township of 
Leavenworth 


Flood insurance study : city of Lind- 
sborg, Kansas, McPherson County., 
78-9105 

*Insurance, Flood — Kansas — Marquette. 

City of Marquette, Kansas, McPherson 
County., 78-21420 

Flood insurance study city of 
Marquette, Kansas, McPherson Coun- 
ty., 78-21420 

*Insurance, Flood — Kansas — Merriam. 

City of Merriam, Kansas, Johnson Coun- 

ty., 78-11405 


Flood insurance study : city of Merriam, 
Kansas, Johnson County., 78-11405 
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*Insurance, Flood — Kansas — Mission. 
City of Mission, Kansas, Johnson Coun- 
ty., 78-11406 
Flood insurance study : city of Mission, 
Kansas, Johnson County., 78-11406 
Insurance, Flood — Kansas — Mission Hills. 
City of Mission Hills, Kansas, Johnson 
County., 78-26033 
Flood insurance study : city of Mission 
Hills, Kansas, Johnson County., 78- 
26033 
Insurance, Flood — Kansas — Mulvane. 
City of Mulvane, Kansas, Sumner and 
Sedgwick Cos., 78-26038 
Flood insurance study : city of Mulvane, 
Kansas, Sumner and Sedgwick Cos., 
78-26038 
*Insurance, Flood — Kansas — Neodesha. 
City of Neodesha, Kansas, Wilson Coun- 
ty., 78-21431 
Flood insurance study : city of Neodesha, 
Kansas, Wilson County., 78-21431 
Insurance, Flood — Kansas — Olathe. 
City of Olathe, Kansas, Johnson County., 
78-26051 


Flood insurance study : city of Olathe, 
Kansas, Johnson County., 78-26051 
Insurance, Flood — Kansas — Paola. 
City of Paola, Kansas, Miami County., 
78-9127 
Flood insurance study : 
Kansas, Miami County., 


city of Paola, 
78-9127 
Insurance, Flood — Kansas — Pratt. 
City of Pratt, Kansas, Pratt County., 
78-26060 
Flood insurance study 
Kansas, Pratt County., 


: city of Pratt, 
78-26060 
*Insurance, Flood — Kansas — Sedgwick. 
City of Sedgwick, Kansas, Harvey and 
Sedgwick Counties., 78-23953 


Flood insurance study : city of Sedgwick, 
Kansas, Harvey and Sedgwick Coun- 
ties., 78-23953 

Insurance, Flood — Kansas — Shawnee. 

City of Shawnee, Kansas, Johnson Coun- 
ty., 78-26077 

Flood insurance study : city of Shawnee, 
Kansas, Johnson County., 78-26077 

*Insurance, Flood — Kansas — Sterling. 

City of Sterling, Kansas, Rice County., 

78-15507 


Flood insurance study : city of Sterling, 


Kansas, Rice County., 78-15507 
Insurance, Flood — Kentucky — Ashland. 
City of Ashland, Kentucky, Boyd Coun- 
ty., 78-25935 
Flood insurance study : city of Ashland, 
Kentucky, Boyd County., 78-25935 
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*Insurance, Flood — Kentucky — 
Beattyville. 
City of Beattyville, Kentucky Lee Coun- 
ty., 78-13597 
Flood insurance study : city of Beat- 
tyville, Kentucky, Lee County., 78- 
13597 
Insurance, Flood — Kentucky — California. 
City of California, Kentucky, Campbell 
County., 78-7195 


Flood insurance study : city of Califor- 
nia, Kentucky, Campbell County., 
78-7195 

*Insurance, Flood — Kentucky — Harlan 

County. 

Flood insurance study : Harlan County, 
Kentucky (unincorporated areas)., 
78-21396 

Harlan County, 
(unincorporated areas)., 


Kentucky 
78-21396 
*Insurance, Flood — Kentucky — 

Henderson. 
City of Henderson, Kentucky, Henderson 
County., 78-13650 


Flood insurance study : city of Hender- 
son, Kentucky, Henderson County., 
78-13650 


*Insurance, Flood — Kentucky — Jessamine 

County. 

Flood insurance study : Jessamine Coun- 
ty, Kentucky (unincorporated areas)., 
78-15487 

Jessamine County, 
(unincoporated areas)., 


Kentucky 
78-15487 


*Insurance, Flood — Kentucky — Louisville. 
City of Louisville, Kentucky, Jefferson 
County., 78-15489 


Flood insurance study : city of Louisville, 
Kentucky, Jefferson County., 78- 
15489 


*Insurance, Flood — Kentucky — Pineville. 
City of Pineville, Kentucky, Bell County., 
78-11418 


Flood insurance study : city of Pineville, 
Kentucky, Bell County., 78-11418 


*Insurance, Flood — Kentucky — Shively. 
City of Shively, Kentucky, 
County., 78-21463 


Flood insurance study : city of Shively, 


Kentucky, Jefferson County., 78- 
21463 


Jefferson 


*Insurance, Flood — Kentucky — Woodford 

County. 

Flood insurance study : Woodford Coun- 
ty, Kentucky, unincorporated areas., 
78-13723 

Woodford County, Kentucky, unincor- 
porated areas., 78-13723 
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*Insurance, Flood — Louisiana — 
Alexandria. 
City of Alexandria, Louisiana, Rapides 
Parish., 78-15452 
Flood insurance study : city of Alexan- 
dria, Louisiana, Rapides Parish., 78- 
15452 
Insurance, Flood — Louisiana — Baldwin. 
Flood insurance study : town of Baldwin, 
Louisiana, St. Mary Parish., 78- 
25939 
Town of Baldwin, Louisiana, St. Mary 
Parish., 78-25939 
*Insurance, Flood — Louisiana — Calcasieu 
Parish. 
Calcasieu Parish, 
(unincorporated areas)., 


Louisiana 
78-21364 
Flood insurance study : Calcasieu Parish, 
Louisiana (unincorporated areas)., 
78-21364 
*Insurance, Flood — Louisiana — Columbia. 
Flood insurance study : town of Colum- 


bia, Louisiana, Caldwell Parish., 78- 
11386 


Town of Columbia, Louisiana, Caldwell 
Parish., 78-11386 
Insurance, Flood — Louisiana — Concordia 
Parish. 
Concordia Parish, Louisiana, 
porated areas., 78-9058 


Flood insurance — study 
Parish, Louisiana, 
areas., 78-9058 

Insurance, Flood — Louisiana — Ferriday. 

Flood insurance study : town of Ferriday, 

Louisiana, Concordia Parish., 78-562 


Town of Ferriday, Louisiana, Concordia 
Parish., 78-562 
*Insurance, Flood — Louisiana — Franklin. 
City of Franklin, Louisiana, St. Mary 
Parish., 78-21387 


Flood insurance study : city of Franklin, 
Louisiana, St. Parish., 78- 
21387 


unincor- 


Concordia 
unincorporated 


Mary 


Insurance, Flood — Louisiana — Grosse 

Tete. 

Flood insurance study : village of Grosse 
Tete, Louisiana, Iberville Parish., 78- 
4910 

Village of Grosse 
Iberville Parish., 


Tete, 
78-4910 


*Insurance, Flood — Louisiana — Iberia 
Parish. 
Flood insurance study 
Louisiana 
78-13654 


Lousisian, 


Iberia Parish, 

(unincorporated areas), 

Iberia Parish, 
(unincorpaorated areas)., 


Louisiana 
78-13654 





*Insurance, Flood — Louisiana — Iberville 
Parish. 


Flood insurance study : Iberville Parish, 
Louisiana (unincorporated areas), 
78-11401 

Iberville Parish, 
(unincorporated areas), 


Louisiana 
78-11401 
Insurance, Flood — Louisiana — Jonesville. 

Flood insurance study town of 
Jonesville, Louisiana, Catahoula 
Parish., 78-4911 

Town of Jonesville, Louisiana, Catahoula 

Parish., 78-4911 
*Insurance, Flood — Louisiana — Melville. 

Flood insurance study : town of Melville, 
Louisiana, St. Landry Parish., 78- 
13672 


Town of Melville, Louisiana, St. Landry 
Parish., 78-13672 
*Insurance, Flood — Louisiana — Morgan 
City. 
City of Morgan City, Louisiana, St. Mary 
Parish., 78-21426 
Flood insurance study : city of Morgan 
City, Louisiana, St. Mary Parish., 78- 
21426 
*Insurance, Flood — Louisiana — Patterson. 
Flood insurance study : town of Patter- 
son, Louisiana, St. Mary Parish., 78- 
13694 


Town of Patterson, Louisiana, St. Mary 


Parish., 78-13694 
Insurance, Flood — Louisiana — Ridgecrest. 
Flood insurance — study 
Ridgecrest, _ Louisiana, 
Parish., 78-7239 


town of 
Concordia 


Town of Ridgecrest, Louisiana, Concor- 
dia Parish., 78-7239 
Insurance, Flood — Louisiana — Rosedale. 
Flood insurance — study village of 


Rosedale, Louisiana, Iberville Parish., 
78-2042 


Village of Rosedale, Louisiana, Iberville 
Parish., 78-2042 


*Insurance, Flood — Louisiana — Sorrento. 

Flood insurance study : town of Sor- 
rento, Louisiana, Ascension Parish., 
78-11425 

Town of Sorrento, Louisiana, Ascension 
Parish., 78-11425 

Insurance, Flood — Louisiana — Tensas 

Parish. 

Flood insurance study : Tensas Parish, 
Louisiana, unincorporated areas., 78- 
9154 

Tensas Parish, Louisiana, unincorporated 
areas., 78-9154 

*Insurance, Flood — Louisiana — Vidalia. 

Flood insurance study : town of Vidalia, 
Louisiana, Concordia  Parish., 78- 
13716 





December 1978 


Town of Vidalia, Louisiana, Concordia 
Parish., 78-13716 


Insurance, Flood —- Louisiana — West Baton 
Rouge Parish. 
Flood insurance study 
Rouge Parish, 
porated areas., 


West 
Louisiana, 
78-7251 
West Baton Rouge Parish, Louisiana, 
unincorporated areas., 78-7251 
Insurance, Flood — Louisiana — West 
Monroe. 
City of West 
Quachita Parish., 


Baton 
unincor- 


Monroe, 
78-26099 
Flood insurance study : city of West 

Monroe, Louisiana, Ouachita Parish., 
78-26099 

*Insurance, Flood — Louisiana — 
Winnsboro. 

Flood insurance study 
sboro, Louisiana, 
78-21478 


Town of Winnsboro, Louisiana, Franklin 

Parish., 78-21478 
*Insurance, Flood — Maine — Abbot. 

Flood insurance study : town of Abbot, 
Maine, Piscataquis County., 78- 
21350 

Town of Abbot, Maine, 
County., 78-21350 

*Insurance, Flood — Maine — Bangor. 

City of Bangor, Maine Penoscot County., 
78-13595 

Flood insurance study : city of Bangor, 
Maine, Penobscot County., 78-13595 

Insurance, Flood — Maine — Bradley. 

Flood insurance study : town of Bradley, 

Maine, Penobscot County., 78-9033 


Penobscot 


Louisiana, 


: town of Winn- 
Franklin Parish., 


Piscataquis 


Town of Bradley, 
County., 78-9033 


*Insurance, Flood — Maine — Brewer. 
City of Brewer, Maine, Penobscot Coun- 
ty., 78-13608 


Flood insurance study : city of Brewer, 
Maine, Penobscot County., 78-13608 


*Insurance, Flood — Maine — Eddington. 
Flood insurance study : town of Edding- 
ton, Maine, Penobscot County., 78- 
13627 


Town of Eddington, Maine, Penobscot 
County., 78-13627 


Insurance, Flood — Maine — Milford. 
Flood insurance study : town of Milford, 
Maine, Penobscot County., 78-9116 


Town of Milford, Penobscot 
County., 78-9116 


Insurance, Flood — Maine — Old Town. 
City of Old Town, Maine, Penobscot 
County., 78-9125 


Flood insurance study city of Old 


Town, Maine, Penobscot County., 
78-9125 


Maine, 


Maine, 
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*Insurance, Flood — Maine — Orono. 
Flood insurance study : town of Orono, 
Maine, Penobscot County., 78-13689 
Town of Orono, Maine, Penobscot Coun- 
ty., 78-13689 
Insurance, Flood — Maine — Veazie. 
Flood insurance study : town of Veazie, 
Maine, Penobscot County., 78-9161 


Town of Veazie, Penobscot 


County., 78-9161 


Insurance, Flood — Maryland — Baltimore. 
City of Baltimore, Maryland, indepen- 
dent city., 78-7189 
Flood insurance study : Baltimore, Mary- 
land, independent city., 78-7189 
*Insurance, Flood — Maryland — Carroll 
County. 
Carroll County, 
(unincorporated areas)., 


Maine, 


Maryland 
78-21365 
Flood insurance study : Carroll County, 
Maryland (unincorporated areas)., 
78-21365 
*Insurance, Flood — Maryland — 
Cumberland. 
City of Cumberland, Maryland, Allegany 
County., 78-21374 
Flood insurance study : city of Cumber- 
land, Maryland, Allegany County., 
78-21374 


*Insurance, Flood — Maryland — Frederick. 

City of Frederick, Maryland, Frederick 
County., 78-13638 

Flood insurance study : city of Frederick, 
Maryland, Frederick County., 78- 
13638 

*Insurance, Flood — Maryland — Frederick 

County. 

Flood insurance study : Frederick Coun- 
ty, Maryland (unincorporated areas), 
78-13639 

Frederick County, 
(unincorporated areas), 


Maryland 
78-13639 
Insurance, Flood — Maryland — 

Funkstown. 
Flood insurance study : town of Funk- 
stown, Maryland, Washington County., 

78-2016 


Town of Funkstown, Maryland, Washing- 
ton County., 78-2016 


Insurance, Flood — Maryland — 
Hagerstown. 
City of Hagerstown, Maryland, Washing- 
ton County., 78-9081 
Flood insurance study 
Hagerstown Maryland, 
County., 78-9081 
Insurance, Flood — Maryland — Howard 
County. 
Flood insurance study : Howard County, 
Maryland., 78-7212 
Howard County, Maryland., 


city of 
Washington 


78-7212 
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Insurance, Flood — Maryland — Laurel. 
City of Laurel, Maryland, Prince 
George’s County., 78-26021 


Flood insurance study : city of Laurel, 
Maryland, Prince George’s County., 
78-26021 


Insurance, Flood — Maryland — Rockville. 
City of Rockville, Maryland, Mont- 
gomery County., 78-593 


Flood insurance study : city of Rockville, 
Maryland, Montgomery County., 78- 
593 


*Insurance, Flood — Maryland — 
Washington County. 
Flood insurance study 

County, Maryland, 
areas., 78-13718 


Washington County, Maryland, unincor- 
porated areas., 78-13718 


Insurance, Flood — Massachusettes — 
Middlesex County. 
Flood insurance study 

borough, 
County., 


Washington 
unincorporated 


: town of Box- 
Massachusetts, Middlesex 
78-25948 


Town of Boxborough, Massachusettes, 

Middlesex County., 78-25948 
*Insurance, Flood — Massachusetts — 

Acton. 

Flood insurance study : town of Acton, 
Massachusetts, Middlesex County., 
78-13587 

Town of Acton, 
dlesex County., 


Massachusetts, 
78-13587 
Insurance, Flood — Massachusetts — 
Agawam. 
Flood insurance 
Agawam, 
County., 


Mid- 


study 
Massachusetts, 
78-2001 


town of 
Hampden 


Town of Agawam, Massachusetts, Hamp- 


78-2001 


*Insurance, Flood — Massachusetts — 
Andover. 
Flood insurance study : town of An- 


dover, Essex County, Massachusetts., 
78-21351 


Town of Andover, Essex County, Mas- 
sachusetts., 78-21351 


Insurance, Flood — Massachusetts — 
Attleboro. 
City of Attleboro, Massachusetts, Bristol 
County., 78-25937 


Flood insurance study : city of Attleboro, 
Massachusetts, Bristol County., 78- 
25937 


*Insurance, Flood — Massachusetts — 
Auburn. 
Flood insurance study : town of Auburn, 


Massachusetts, Worcester County., 
78-13593 


Town of Auburn, Massachusetts, Wor- 
cester County., 78-13593 


den County., 
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Insurance, Flood — Massachusetts — 

Barnstable. 

Flood insurance study : town of Barnsta- 
ble, Massachusetts, Barnstable Coun- 
ty., 78-7190 

Town of Barnstable, 
Barnstable County., 


Massachusetts, 
78-7190 
*Insurance, Flood — Massachusetts — 

Berkley. 

Flood insurance study : town of Berkley, 

Massachusetts, Bristol County., 78- 
13600 


Town of Berkley, Massachusetts, Bristol 
County., 78-13600 


*Insurance, Flood — Massachusetts — 
Braintree. 
Flood insurance study : town of Brain- 
tree, Massachusetts, Norfolk County., 
78-13606 


Town of Braintree, Massachusetts, Nor- 
folk County., 78-13606 


Insurance, Flood — Massachusetts — 
Canton. 
Flood insurance study : town of Canton, 
Massachusetts, Norfolk County., 78- 
9047 


Town of Canton, Massachusetts, Norfolk 
County., 78-9047 


Insurance, Flood — Massachusetts — 
Chicopee. 
City of Chicopee, Massachusetts, Hamp- 
den County., 78-25961 


Flood insurance study : city of Chicopee, 
Massachusetts, Hampden County., 
78-25961 


Insurance, Flood — Massachusetts — 
Dedham. 
Flood insurance study : town of Dedham, 
Massachusetts, Norfolk County., 78- 
25971 


Town of Dedham, Massachusetts, Nor- 
folk County., 78-25971 


Insurance, Flood — Massachusetts — East 
Longmeadow. 
Flood insurance study : town of East 
Longmeadow, Massachusetts, Hamp- 
den County., 78-23913 


Longmeadow, 
Hampden 


Town of East 
sachusetts, 
23913 

*Insurance, Flood — Massachusetts — 

Hadley. 

Flood insurance study : town of Hadley, 
Massachusetts, Hampshire County., 
78-11396 

Town of Hadley, 
Hampshire County., 


Mas- 
County., 78- 


Massachusetts, 
78-11396 
Insurance, Flood — Massachusetts — 

Hampden. 

Flood insurance study : town of Hamp- 

den, Massachusetts, Hampden County., 
78-25996 
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Town of Hampden, Massachusetts, 
Hampden County., 78-25996 


*Insurance, Flood — Massachusetts — 
Lexington. 
Flood insurance study : town of Lexing- 
ton, Massachusetts, Middlesex Coun- 
ty., 78-13666 


Town of Lexington, Massachusetts, Mid- 
dlesex County., 78-13666 


*Insurance, Flood — Massachusetts — 
Lincoln. 
Flood insurance study : township of Lin- 
coln, Massachusetts, Middlesex Coun- 
ty., 78-13667 


Township of Lincoln, Massachusetts, 
Middlesex County., 78-13667 


*Insurance, Flood — Massachusetts — 
Longmeadow. 
Flood insurance study 
meadow, 
County., 


: town of Long- 
Massachusetts, Hampden 
78-21413 


Town of Longmeadow, Massachusetts, 
Hampden County., 78-21413 


*Insurance, Flood — Massachusetts — 
Mashpee. 
Flood insurance study : town of Mash- 
pee, Massachusetts, Barnstable Coun- 
ty., 78-23937 


Town of Mashpee, Massachusetts, Barn- 
stable County., 78-23937 


Insurance, Flood — Massachusetts — 
Newburyport. 
City of Newburyport, Massachusetts, 
Essex County., 78-2036 


Flood insurance study : city of Newbu- 
ryport, Massachusetts, Essex County., 
78-2036 


*Insurance, Flood — Massachusetts — 
Newton. 

City of Newton, 

dlesex County., 


Massachusetts, Mid- 


78-13684 


Flood insurance study : city of Newton, 
Massachusetts, Middlesex County., 
78-13684 


Insurance, Flood — Massachusetts — 
Norfolk County. 
Flood insurance study : town of Milton, 
Massachusetts, Norfolk County., 78- 
7227 


Town of Milton, Massachusetts, Norfolk 
County., 78-7227 


Insurance, Flood — Massachusetts — North 
Reading. 
Flood insurance study 
Reading, Middlesex 
sachusetts., 78-9123 


Town of North Reading, Middlesex 
County, Massachusetts., 78-9123 
Insurance, Flood — Massachusetts — 
Northampton. 
City of Northampton, 
Hampshire County., 


: town of North 
County, Mas- 


Massachusetts, 
78-7233 





Flood insurance 
Northampton, Massachusetts, 
Hampshire County., 78-7233 

Insurance, Flood — Massachusetts — 

Pittsfield. 

City of Pittsfield, 
Berkshire County., 


study city of 


Massachusetts, 
78-4931 

Flood insurance study : city of Pittsfield, 
Massachusetts, Berkshire County., 
78-4931 

Insurance, Flood — Massachusetts — 

Randolph. 

Flood insurance study : town of Ran- 
dolph, Massachusetts, Norfolk Coun- 
ty., 78-9136 

Town of Randolph, Massachusetts, Nor- 
folk County., 78-9136 


Insurance, Flood — Massachusetts — 
Sharon. 
Flood insurance study : town of Sharon, 
Massachusetts, Norfolk County., 78- 
26076 


Town of Sharon, Massachusetts, Norfolk 
County., 78-26076 
Insurance, Flood — Massachusetts — 
Wakefield. 
Flood insurance study 
Wakefield, Massachusetts, 
County., 78-26091 


Town of Wakefield, Massachusetts, Mid- 
dlesex County., 78-26091 
Insurance, Flood — Massachusetts — 
Westfield. 
City of Westfield, Massachusetts, Hamp- 
den County., 78-9165 


Flood insurance study : city of Westfield, 
Massachusetts, Hampden County., 
78-9165 

Insurance, Flood — Michigan — Algonac. 

City of Algonac, Michigan, St. CLair 
County, 78-551 

Flood insurance study : city of Algonac, 
Michigan, St. Clair County., 78-551 

*Insurance, Flood — Michigan — Bay City. 

City of Bay City, Michigan, Bay County., 

78-17712 


town of 
Middlesex 


Flood insurance study : city of Bay City, 


Michigan, Bay County., 78-17712 


Insurance, Flood — Michigan — Benton. 
Flood insurance study township of 


Benton, Michigan, Berrien County., 
78-7192 


Township of Benton, Michigan, Berrien 
County., 78-7192 
*Insurance, Flood — Michigan — Benton 
Harbor. 
City of Benton Harbor, Michigan, Ber- 
rien County., 78-11373 
Flood insurance study : city of Benton 


Harbor, Michigan, Berrien County., 
78-11373 
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Insurance, Flood — Michigan — Brampton. 
Flood insurance study township of 
Brampton, Michigan, Delta County., 
78-7194 


Township of Brampton, Michigan, Delta 
County., 78-7194 
*Insurance, Flood — Michigan — 
Chesterfield. 
Flood insurance study 
Chesterfield, Macomb 
Michigan., 78-15467 


Township of Chesterfield, 

County, Michigan., 78-15467 
*Insurance, Flood — Michigan — 

Chikaming. 

Flood insurance study township of 
Chikaming, Michigan, Berrian County., 
78-11381 

Township of Chikaming, Michigan, Ber- 
rien County., 78-11381 

*Insurance, Flood — Michigan — China. 

Flood insurance study township of 
China, Michigan, St. Clair County., 
78-15468 


Township of China, Michigan, St. Clair 
County., 78-15468 
*Insurance, Flood — Michigan — Clay. 
Flood insurance study : township of Clay, 


Michigan, St. Clair County., 78- 
11383 


Township of Clay, Michigan, St. Clair 
County., 78-11383 


Insurance, Flood — Michigan — Davison. 
City of Davison, Michigan, 
County., 78-25969 
Flood insurance study 
Michigan, 
25969 
*Insurance, Flood — Michigan — East 

China. 

Flood insurance study : township of East 
China, Michigan, St. Clair County., 
78-13625 

Town of East China, Michigan, St. Clair 
County., 78-13625 

Insurance, Flood — Michigan — Ecorse. 

City of Ecorse, Michigan, Wayne Coun- 
ty., 78-9064 

Flood insurance study : city of Ecorse, 
Michigan, Wayne County., 78-9064 

*Insurance, Flood — Michigan — Erie. 

Flood insurance study : township of Erie, 
Michigan, Monroe County., 78- 
21381 

Township 
County., 


township of 
County, 


Macomb 


Genesee 


: city of Davison, 


Genesee County., 78- 


of Erie, 
78-21381 
*Insurance, Flood — Michigan — Essexville. 
City of Essexville, Michigan, Bay Coun- 
ty., 78-21382 
Flood insurance study : city of Essexville, 
Michigan, Bay County., 78-21382 


Michigan, Monroe 
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Insurance, Flood — Michigan — Ferrysburg. 
City of Ferrysburgh, Michigan, Ottawa 
County., 78-4902 
Flood insurance study city of Fer- 
rysburg, Michigan, Ottawa County., 
78-4902 
Insurance, Flood — Michigan — Ford River. 
Flood insurance study : township of Ford 
River, Michigan, Delta County., 78- 
7207 
Township of Ford River, Michigan, Delta 
County., 78-7207 


Insurance, Flood — Michigan — 
Frenchtown. 
Flood insurance study township of 
Frenchtown, Michigan, Monroe Coun- 
ty., 78-2015 
Township of Frenchtown, 
Monroe County., 78-2015 


Insurance, Flood — Michigan — Goodrich. 
Flood insurance study village of 
Goodrich, Michigan, Genesee County., 
78-25992 


Village of Goodrich, Michigan, Genesee 
County., 78-25992 
Insurance, Flood — Michigan — Grand 
Beach. 
Flood insurance study : village of Grand 


Beach, Michigan, Berrien County., 
78-9078 


Michigan, 


Village of Grand Beach, Michigan, Ber- 
rien County., 78-9078 


Insurance, Flood — Michigan — Grand 
Haven. 
City of Grand Haven, Michigan, Ottowa 
County., 78-9079 


Flood insurance study : city of Grand 
Haven, Michigan, Ottowa County., 
78-9079 


*Insurance, Flood — Michigan — Hampton. 
Flood insurance study 
Hampton, 
78-15484 


township of 
Michigan, Bay County., 


Township of Hampton, Michigan, Bay 
County., 78-15484 


Insurance, Flood — Michigan — Holland. 
City of Holland, Michigan, Ottawa and 
Allegan Counties., 78-26001 
Flood insurance study : city of Holland, 


Michigan, Ottawa and Allegan Coun- 
ties., 78-26001 


*Insurance, Flood — Michigan — Ironwood. 
City of Ironwood, Michigan, Gogebic 
County., 78-13657 


Flood insurance study : city of lronwood, 
Michigan, Gogebic County., 78- 
13657 

Insurance, Flood — Michigan — Jackson. 

City of Jackson, Michigan, 

County., 78-568 


Jackson 
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Flood insurance study : city of Jackson, 
Michigan, Jackson County., 78-568 


Insurance, Flood — Michigan — Laketon. 
Flood insurance study township of 
Laketon, Michigan, Muskegon Coun- 
ty., 78-9099 
Township of Laketon, Michigan, 
Muskegon County., 78-9099 


Insurance, Flood — Michigan — Lincoln. 
Flood insurance study : township of Lin- 
coln, Michigan, Berrien County., 78- 
4916 


Township of Lincoln, Michigan, Berrien 
County., 78-4916 


*Insurance, Flood — Michigan — 
Menominee. 
City of Menominee, Michigan, 
Menominee County., 78-21422 


Flood insurance study 


Menominee, Michigan, 
County., 78-21422 


*Insurance, Flood — Michigan — Merritt. 
Flood insurance study : township of Mer- 
ritt, Michigan, Bay County., 78- 
17743 


city of 
Menominee 


Township of Merritt, 
County., 78-17743 
Insurance, Flood — Michigan — Michiana. 


Borough of Michiana, Michigan, Berrien 
County., 78-9115 


Michigan, Bay 


Flood insurance study : village of Michi- 
ana, Michigan, Berrien County., 78- 
9115 

Insurance, Flood — Michigan — Monroe. 

Flood insurance study township of 
Monroe, Michigan, Monroe County., 
78-9118 

Township of Monroe, Michigan, Monroe 
County., 78-9118 


Insurance, Flood — Michigan — Montague. 
City of Montague, Michigan, Muskegon 


County., 78-9119 


Flood insurance study : city of Mon- 
tague, Michigan, Muskegon County., 
78-9119 

*Insurance, Flood — Michigan — New 

Baltimore. 

City of New Baltimore, Michigan, 
Macomb and St. Clair Counties., 78- 
21432 


Flood insurance study : city of New Bal- 
timore, Michigan, Macomb and St. 
Clair Counties., 78-21432 

Insurance, Flood — Michigan — Novi. 

City of Novi, Michigan, Oakland Coun- 
ty., 78-9124 

Flood insurance study : city of Novi, 
Michigan, Oakland County., 78-9124 
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Insurance, Flood — Michigan — Onekama. 
Flood insurance study township of 
Onekama, Michigan, Manistee Coun- 
ty., 78-9126 
Township of Onekama, 
Manistee County., 78-9126 


*Insurance, Flood — Michigan — Oscoda. 
Charter township of Oscoda, Michigan, 
losco County., 78-21439 


Flood insurance study : charter township 
of Oscoda, Michigan, losco County., 
78-21439 


*Insurance, Flood — Michigan — Park. 
Flood insurance study township of 
Park, Michigan, Ottawa Co., 78- 
11417 


Township of Park, Michigan, Ottawa 
Co., 78-11417 


Insurance, Flood — Michigan — Pentwater. 
Flood insurance study township of 
Pentwater, Michigan, Oceana County., 
78-4930 


Flood insurance study : village of Pent- 
water, Michigan, Oceana County., 
78-9128 


Township of  Pentwater, 
Oceana County., 78-4930 


Village of Petwater, Michigan, Oceana 
County., 78-9128 


*Insurance, Flood — Michigan — 
Pinconning. 
Flood insurance study : township of Pin- 
conning, Michigan, Bay County., 78- 
21443 


Township of Pinconning, Michigan, Bay 
County., 78-21443 
Insurance, Flood — Michigan — Port 
Sheldon. 
Flood insurance study : township of Port 


Sheldon, Michigan, Ottawa County., 
78-9134 


Township of Port Sheldon, Michigan, Ot- 
tawa County., 78-9134 


Insurance, Flood — Michigan — River 
Rouge. 
City of River Rouge, Michigan, Wayne 
County., 78-591 
Flood insurance study : city of River 
Rouge, Michigan, Wayne County., 
78-591 
*Insurance, Flood — Michigan — Sims. 
Flood insurance study township of 
Sims, Michigan, Arenac County., 78- 
11424 
Township of Sims, 
County., 78-11424 


Insurance, Flood — Michigan — Sodus. 
Flood insurance study township of 
Sodus, Michigan, Berrien County., 

78-9148 


Michigan, 


Michigan, 


Michigan, Arenac 
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Township of Sodus, Michigan, Berrien 
County., 78-9148 


*Insurance, Flood — Michigan — Southgate. 
City of Southgate, Michigan, Wayne 
County., 78-23956 
Flood insurance _ study city of 
Southgate, Michigan, Wayne County., 
78-23956 


Insurance, Flood — Michigan — Spring 

Lake. 

Flood insurance study township of 
Spring Lake, Michigan, Ottawa Coun- 
ty., 78-2048 

Flood insurance study : village of Spring 
Lake, Michigan, Ottawa County., 78- 
11428 


Township of Spring Lake, Michigan, Ot- 
tawa County., 78-2048 


Village of Spring Lake, Michigan, Ot- 
tawa County., 78-11428 
*Insurance, Flood — Michigan — St. Clair. 
City of St. Clair, Michigan, St. Clair 
County., 78-13701 


Flood insurance study : city of St. Clair, 
Michigan, St. Clair County., 78- 
13701 


Flood insurance study : township of St. 
Clair, Michigan, St. Clair County., 
78-15503 


Township of St. Clair, Michigan, St. Clair 
County., 78-15503 


Insurance, Flood — Michigan — St. Clair 
County. 
Flood insurance study : township of Fort 
Gratiot, Michigan, St. Clair County., 
78-25985 


Township of Fort Gratiot, Michigan, St. 
Clair County., 78-25985 


Insurance, Flood — Michigan — St. Joseph. 
City of St. Joseph, Michigan, Berrien 
County., 78-4934 


Flood insurance study city of St. 
Joseph, Michigan, Berrien County., 
78-4934 


Insurance, Flood — Michigan — Tawas City. 
City of Tawas City, Michigan, 
County., 78-2051 
Flood insurance study : city of Tawas 
City, Michigan, losco County., 78- 
2051 
*Insurance, Flood — Michigan — Whitney. 
Flood insurance study township of 


Whitney, Michigan, Arenac County., 
78-13720 


Township of Whitney, Michigan, Arenac 
County., 78-13720 


*Insurance, Flood — Michigan — Wisner. 
Flood insurance study township of 


Wisner, Michigan, Tuscola County., 
78-11436 


losco 





Township of Wisner, Michigan, Tuscola 
County., 78611436 


Insurance, Flood — Michigan — Wyandotte. 
City of Wyandotte, Michigan, Wayne 
County., 78-9170 


Flood insurance study : city of Wyan- 
dotte, Michigan, Wayne County., 78- 
9170 

*Insurance, Flood — Minnesota — Brown 

County. 

Brown County, 
porated areas., 


Minnesota, 

78-15460 

Flood insurance study 
Minnesota, 
78-15460 


Insurance, Flood — Minnesota — Carver 
County. 

Carver County, 

porated areas., 


unincor- 


: Brown County, 
unincorporated areas., 


Minnesota, 
78-9050 


Flood insurance study : Carver County, 
Minnesota, unincorporated 
78-9050 


*Insurance, Flood — Minnesota — Circle 
Pines. 
City of Circle Pines, Minnesota, Anoka 
County., 78-21369 
Flood insurance study : city of Circle 
Pines, Minnesota, Anoka County., 
78-21369 
Insurance, Flood — Minnesota — Columbia 
Heights. 
City of Columbia Heights, Minnesota, 
Anoka County., 78-25965 


unincor- 


areas., 


Flood insurance study : city of Columbia 
Heights, Minnesota, Anoka County., 
78-25965 


*Insurance, Flood — Minnesota — Coon 
Rapids. 
City of Coon Rapids, Minnesota, Anoka 
County., 78-11388 


Flood insurance study : city of Coon 
Rapids, Minnesota, Anoka County., 
78-11388 


*Insurance, Flood — Minnesota — Crystal. 
City of Crystal, Minnesota, 
County., 78-13621 


Hennepin 


Flood insurance study : 
Minnesota, Hennepin 
13621 


city of Crystal, 
County., 78- 


Insurance, Flood — Minnesota — Dayton. 
City of Dayton, Minnesota, Hennepin 
and Wright Counties., 78-2007 
Flood insurance study 
Minnesota, 
Counties., 


: city of Dayton, 
Hennepin and Wright 
78-2007 
Insurance, Flood — Minnesota — Elba. 
City of Elba, Minnesota, Winona Coun- 
ty., 78-25980 
Flood insurance study 
Minnesota, Winona 
25980 


city of Elba, 
County., 78- 
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Insurance, Flood — Minnesota — Faribault. 
City of Faribault, Minnesota, Rice Coun- 
ty., 78-25984 


Flood insurance study : city of Faribault, 
Minnesota, Rice County., 78-25984 
*Insurance, Flood — Minnesota — 
Floodwood. 
City of Floodwood, Minnesota, St. Louis 
County., 78-13634 


Flood insurance study : city of Flood- 
wood, Minnesota, St. Louis County., 
78-13634 


*Insurance, Flood — Minnesota — Hugo. 
City of Hugo, Minnesota, Washington 
County., 78-21399 


Flood insurance study : city of Hugo, 
Minnesota, Washington County., 78- 
21399 


Insurance, Flood — Minnesota — Itasca 
County. 
Flood insurance study 
Minnesota, 
78-26008 


: Itasca County, 
unincorporated areas., 
Itasca County, 
porated areas., 


Minnesota,  unincor- 


78-26008 


Insurance, Flood — Minnesota — Kanabec 
County. 
Flood insurance study : Kanabec County, 
Minnesota, unincorporated 
78-26013 


areas., 


Kanabec County, Minnesota, 
porated areas., 78-26013 
Insurance, Flood — Minnesota — Le Sueur. 


City of Le Sueur, Minnesota, Le Sueur 
County., 78-26024 


unincor- 


Flood insurance study 
Minnesota, 
26024 


: city of Le Sueur, 
Le Sueur County., 78- 
Insurance, Flood — Minnesota — Maple 
Grove. 
City of Maple Grove, M.>nesota, Hen- 
nepin County., 78-9112 


Flood insurance study : city of Maple 
Grove, Minnesota Hennepin County., 
78-9112 

Insurance, Flood — Minnesota — Mound. 

City of Mound, Minnesota, 
County., 78-23938 

Flood insurance study : 


Minnesota, 
23938 


Hennepin 


city of Mound, 
Hennepin County., 78- 
*Insurance, Flood — Minnesota — New 
Brighton. 
City of New Brighton, Minnesota, Ram- 
sey County., 78-21433 


Flood insurance study city of New 


Brighton, Minnesota, Ramsey County., 
78-21433 
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Insurance, Flood — Minnesota — New 
Prague. 
City of New Prague, Minnesota, Scott 
and Le Sueur Counties., 78-26043 


Flood insurance study city of New 
Prague, Minnesota, Scott and Le Sueur 
Counties., 78-26043 


*Insurance, Flood — Minnesota — North St. 
Paul. 
City of North St. Paul, Minnesota, Ram- 
sey County., 78-21436 


Flood insurance study : city of North St. 
Paul, Minnesota, Ramsey County., 
78-21436 


Insurance, Flood — Minnesota — Northfield. 


City of Northfield, Minnesota, 
County., 78-26048 


Flood insurance — study city of 


Northfield, Minnesota, Rice County., 
78-26048 


Rice 


Insurance, Flood — Minnesota — Orono. 
City of Orono, Minnesota, 
County., 78-26054 


Hennepin 


Flood insurance study 
Minneosta, 
26054 


: city of Orono, 
Hennepin County., 78- 


*Insurance, Flood — Minnesota — 
Plymouth. 
City of Plymouth, Minnesota, Hennepin 
County., 78-11419 


Flood insurance study 
Minnesota, 
11419 

Insurance, Flood — Minnesota — Prior 

Lake. 


City of Prior Lake, Minnesota, Scott 
County., 78-26061 


: city of Plymouth, 
Hennepin County., 78- 


Flood insurance study : city of Prior 
Lake, Minnesota, Scott County., 78- 
26061 


Insurance, Flood — Minnesota — Red Wing. 
City of Red Wing, Minnesota, Goodhue 
County., 78-26065 


Flood insurance study city of Red 
Wing, Minnesota, Goodhue County., 
78-26065 

Insurance, Flood — Minnesota — Roseau. 

City of Roseau, Minnesota, 

County., 78-26069 


Roseau 


Flood insurance study : 
Minnesota, 
26069 


city of Roseau, 
Roseau County., 78- 
Insurance, Flood — Minnesota — Scott 
County. 
Flood insurance study : Scott County, 
Minnesota (unincorporated areas)., 
78-7240 


Scott County, 
(unincorporated areas)., 


Minnesota 
78-7240 


Page 1-2037 





*Insurance, Flood — Minnesota — 
Shakopee. 
City of Shakopee, 
County., 78023955 
Flood insurance study : city of Shakopee, 
Minnesota, Scott County., 78-23955 
Insurance, Flood — Minnesota — Wabasha. 
City of Wabasha, Minnesota, Wabasha 
County., 78-26090 
Flood insurance study : city of Wabasha, 
Minnesota, Wabasha County., 78- 
26090 
Insurance, Flood — Minnesota — Waconia. 
City of Waconia, Minnesota, 
County., 78-606 
Flood insurance study : city of Waconia, 
Minnesota, Carver County., 78-606 


Minnesota, Scott 


Carver 


Insurance, Flood — Minnesota — 
Watertown. 
City of Watertown, Minnesota, Carver 
County., 78-26095 


Flood insurance study : city of Water- 
town, Minnesota, Carver County., 
78-26095 


Insurance, Flood — Minnesota — Wilkin 
County. 
Flood insurance study : Wilkin County, 


Minnesota, unincorporated areas., 
78-26102 


Wilkin County, 
porated areas., 


Minnesota, 
78-26102 


unincor- 


*Insurance, Flood — Minnesota — Wright 
County. 
Flood insurance study : Wright County, 


Minnesota, 
78-11438 


Wright County, 
porated areas., 


unincorporated areas., 


Minnesota, unincor- 


78-11438 


Insurance, Flood — Minnesota — Yellow 
Medicine County. 
Flood insurance study : Yellow Medicine 
County, Minnesota, unincorporated 
areas., 78-26110 


Yellow Medicine County, Minnesota, 
unincorporated areas., 78-26110 


Insurance, Flood — Mississippi — Aberdeen. 
City of Aberdeen, Mississippi, Monroe 
County., 78-1998 


Flood insurance study : city of Aberdeen, 
Mississippi, Monroe County., 78- 
1998 

Insurance, Flood — Mississippi — Bolton. 

Flood insurance study : town of Bolton, 
Mississippi, Hinds County., 78-7193 

Town of Bolton, Hinds 

County., 78-7193 


Insurance, Flood — Mississippi — Carroll 
County. 

Carroll County, 

porated areas., 


Mississippi, 


Mississippi, 
78-13612 


unincor- 
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Flood insurance study : Carroll County, 
Mississippi, unincorporated areas., 
78-13612 


Insurance, Flood — Mississippi — Claiborne 
County. 
Claiborne County, Mississippi, unincor- 
porated areas., 78-9051 


Flood insurance study : Claiborne Coun- 
ty, Mississippi, unincorporated areas., 
78-9051 

*Insurance, Flood — Mississippi — 

Cleveland. 

City of Cleveland, Mississippi, Bolivar 
County., 78-23908 


Flood insurance study : 
land, Mississippi, 
78-23908 

Insurance, Flood — Mississippi — Drew. 

City of Drew, Mississippi, 
County., 78-9063 

Flood insurance study : city of Gearhart, 
Oregon, Clatsop County., 78-9063 

Insurance, Flood — Mississippi — Hancock 

County. 

Flood insurance study : Hancock County, 
Mississippi (unincorporated areas)., 
78-7208 . 

Hancock County, 
(unincorporated areas)., 


city of Cleve- 
Bolivar County., 


Sunflower 


Mississippi 
78-7208 
*Insurance, Flood — Mississippi — Harrison 

County. 

Flood insurance study : Harrison County, 
Mississippi, unincorporated areas., 
78-13648 

Harrison County, 
porated areas., 


Mississippi, unincor- 
78-13648 
*Insurance, Flood — Mississippi — 
Inverness. 
Flood insurance study : town of Inver- 
ness, Mississippi, Sunflower County., 
78-11402 


Town of Inverness, Mississippi, 
flower County., 78-11402 


*Insurance, Flood — Mississippi — Isola. 

Flood insurance study : town of Isola, 
Mississippi, Humphreys County., 78- 
13658 

Town of Isola, Mississippi, Humphreys 
County., 78-13658 

Insurance, Flood — Mississippi — Itta Bena. 

City of Itta Bena, Mississippi, Leflore 
County., 78-7214 

Flood insurance study : city of Itta Bena, 
Mississippi, Leflore County., 78-7214 

Insurance, Flood — Mississippi — Jackson 

County. 

Flood insurance study : Jackson County, 
Mississippi (unincorporated areas)., 
78-9092 

Jackson County, 
(unincorporated areas), 


Sun- 


Mississippi 
78-9092 


Do not order from index; see indicated entry 





Insurance, Flood — Mississippi — 
Lauderdale County. 
City of Meridian, Mississippi Lauderdale 
County., 78-577 


Flood insurance study : city of Meridian, 
Mississippi, Lauderdale County., 78- 
577 


*Insurance, Flood — Mississippi — 
Louisville. 


City of Louisville Mississippi, Winston 
County., 78-13668 


Flood insurance study : city of Louisville, 
Mississippi, Winston County., 78- 
13668 


*Insurance, Flood — Mississippi — 
Meridian. 
City of Meridian, Mississippi, Lauderdale 
County., 78-17742 


Flood insurance study : city of Meridian, 
Mississippi, Lauderdale County., 78- 
17742 


Insurance, Flood — Mississippi — Morgan 

City. 

Flood insurance study : town of Morgan 
City, Mississippi, Leflore County., 
78-7228 

Town of Morgan 
Leflore County., 


City, 
78-7228 
*Insurance, Flood — Mississippi — Natchez. 

City of Natchez, Mississippi, Adams 

County., 78-13680 


Flood insurance study : city of Natchez, 
Mississippi, Adams County., 78- 
13680 


Insurance, Flood — Mississippi — North 
Carrollton. 
Flood insurance study : town of North 
Carrollton, Mississippi, Carroll Coun- 
ty., 78-7232 


Town of North Carrollton, Mississippi, 
Carroll County., 78-7232 


*Insurance, Flood — Mississippi — Oxford. 
City of Oxford, Mississippi, Lafayette 
County., 78-21440 


Flood insurance study 
Mississippi, 
21440 

*Insurance, Flood — Mississippi — Port 

Gibson. 

Flood insurance study : town of Port 
Gibson, Mississippi, Claiborne County., 
78-13695 

Town of Port Gibson, Mississippi, 
Claiborne County., 78-13695 


Insurance, Flood — Mississippi — Rulevlle. 
Flood insurance study : town of Ru- 


leville, Mississippi, Sunflower County., 
78-9142 


Mississippi, 


: city of Oxford, 
Lafayette County., 78- 


Town of Ruleville, Mississippi, Sunflower 
County., 78-9142 





*Insurance, Flood — Mississippi — 

Senatobia. 

City of Senatobia, 
County., 78-23954 

Flood insurance study : city of Senatobia, 
Mississippi, Tate County., 78-23954 

Insurance, Flood — Mississippi — Sidon. 

Flood insurance study : town of Sidon, 
Mississippi, Leflore County., 78-7243 

Town of Sidon, Mississippi, Leflore 
County., 78-7243 

*Insurance, Flood — Mississippi — 

Sunflower. 

Flood insurance study : town of Sun- 
flower, Mississippi, Sunflower County., 
78-15509 

Town of Sunflower, Mississippi, 
flower County., 78-15509 

Insurance, Flood — Mississippi — Terry. 

Flood insurance study : town of Terry, 
Mississippi, Hinds County., 78-9155 

Town of Terry, Mississippi, Hinds Coun- 
ty., 78-9155 

Insurance, Flood — Mississippi — Tunica. 

Flood insurance study : town of Tunica 

Mississippi, Tunica County., 78-603 


Tunica 


Mississippi, Tate 


Sun- 


Town of Tunica, 
County., 78-603 


Mississippi, 


Insurance, Flood — Mississippi — Tupelo. 
City of Tupelo, Mississippi, Lee County., 


78-7246 


Flood insurance study : city of Tupelo, 
Mississippi, Lee County., 78-7246 


Insurance, Flood — Mississippi — Vaiden. 
Flood insurance study : town of Vaiden, 
Mississippi, Carroll County., 78-7249 


Town of Vaiden, Mississippi, Carroll 


County., 78-7249 
Insurance, Flood — Mississippi — West 
Point. 
City of West Point, Mississippi, Clay 
County., 78-4947 


Flood insurance study : city of West 
Point, Mississippi, Clay County., 78- 
4947 

*Insurance, Flood — Missouri — Advance. 

City of Advance, Missouri, Stoddard 

County., 78-13588 


Flood insurance study : city of Advance, 
Missouri, Stoddard County., 78- 
13588 


Insurance, Flood — Missouri — Aurora. 
City of Aurora, Missouri, Lawrence 
County., 78-25938 
Flood insurance study : city of Aurora, 
Missouri, Lawrence County., 78- 
25938 
Insurance, Flood — Missouri — 
Bellefontaine Neighbors. 
City of Bellefontaine Neighbors, Missou- 
ri, St. Louis County., 78-25944 
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Flood insurance study : city of Bellefon- 
taine Neighbors, Missouri, St. Louis 
County., 78-25944 

*Insurance, Flood — Missouri — Blue 

Springs. 

City of Blue Springs, Missouri, Jackson 
County., 78-21358 

Flood insurance study city of Blue 
Springs, Missouri, Jackson County., 
78-21358 

*Insurance, Flood — Missouri — Bragg 

City. 

City of Bragg City, Missouri, Pemiscot 
County., 78-11375 


Flood insurance study : city of Bragg 
City, Missouri, Pemiscot County., 78- 
11375 


*Insurance, Flood — Missouri — Bridgeton. 
City of Bridgeton, Missouri, St. Louis 
County., 78-21361 


Flood insurance study : city of Bridgeton, 
Missouri, St. Louis County., 78- 
21361 


*Insurance, Flood — Missouri — Buchanan 
County. 
Buchanan County, Missouri, 
porated areas., 78-15461 


Flood insurance study : Buchanan Coun- 


ty, Missouri, unincorporated areas., 
78-15461 


Flood insurance study : village of Lewis 
and Clark, Missouri, Buchanan Coun- 
ty., 78-23928 


Village of Lewis and Clark, Missouri, 
Buchanan County., 78-23928 


*Insurance, Flood — Missouri — Buckner. 
City of Buckner, Missouri, 
County., 78-21362 


Flood insurance study : city of Buckner, 
Missouri, Jackson County., 78-21362 


*Insurance, Flood — Missouri — Cabool. 
City of Cabool, Missouri, Texas County., 
78-15464 


Flood insurance study : city of Cabool, 
Missouri, Texas County., 78-15464 
*Insurance, Flood — Missouri — Clay 
County. 
City of Kearny, Missouri, Clay County., 
78-13659 


Flood insurance study : city of Kearney, 
Missouri, Clay County., 78-13659 


*Insurance, Flood — Missouri — Commerce. 
City of Commerce, Missouri, Scott 
County., 78-11387 


Flood insurance study : city of Com- 
merce, Missouri, Scott County., 78- 
11387 


*Insurance, Flood — Missouri — Creve 
Coeur. 


City of Creve Coeur, Missouri, St. Louis 
County., 78-15470 


unincor- 


Jackson 
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Flood insurance study : city of Creve 
Coeur, Missouri, St. Louis County., 
78-15470 


Insurance, Flood — Missouri — Fenton. 
City of Fenton, Saint Louis County, Mis- 
souri., 78-2013 


Flood insurance study : City of Fenton, 
Saint Louis County, Missouri., 78- 
2013 

Insurance, Flood — Missouri — Ferguson. 

City of Ferguson, Missouri, St. 
County., 78-2014 

Flood insurance study : city of Ferguson, 
Missouri, St. Louis County., 78-2014 

Insurance, Flood — Missouri — Foley. 

City of Foley, Missouri, Lincoln County., 

78-4903 


Flood insurance study : city of Foley, 
Missouri, Lincoln County., 78-4903 


*Insurance, Flood — Missouri — Gideon. 
City of Gideon, Missouri, New Madrid 
County., 78-21390 


Flood insurance study : city of Gideon, 
Missouri, New Madrid County., 78- 
21390 


Insurance, Flood — Missouri — Gladstone. 
City of Gladstone, Missouri, Clay Coun- 
ty., 78-564 


Louis 


Flood insurance study 
stone, Missouri, 
564 


*Insurance, Flood — Missouri — Hannibal. 
City of Hannibal, Missouri, Marion and 
Ralls Counties., 78-21394 
Flood insurance study : city of Hannibal, 
Missouri, Marion and Ralls Counties., 
78-21394 


Insurance, Flood — Missouri — Hayti. 
City of Hayti, Missouri, Pemiscot Coun- 
ty., 78-26000 


: city of Glad- 
Clay County., 78- 


Flood insurance study : 
Missouri, Pemiscot 
26000 


Insurance, Flood — Missouri — 
Herculaneum. 
City of Herculaneum, Missouri, Jefferson 
County., 78-9088 


Flood insurance study : city of Hercu- 
laneum, Missouri, Jefferson County., 
78-9088 


*Insurance, Flood — Missouri — Holland. 
City of Holland, Missouri, 
County., 78-11399 
Flood insurance study 
Missouri, 
11399 


city of Hayti, 
County., 78- 


Pemiscot 


: city of Holland, 
Pemiscot County., 78- 
Insurance, Flood — Missouri — Jackson 
County. 
County of Jackson, 
(unincorporated areas)., 


Missouri 
78-26009 
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Flood insurance 
Jackson, 
areas)., 


study 
Missouri 
78-26009 


Insurance, Flood — Missouri — Kansas 
City. 
City of Kansas City, Missouri, Clay, 
Platte and Jackson Counties., 78- 
26012 


Flood insurance study 
City, Missouri, 
Jackson Counties., 


county of 
(unincorporated 


: city of Kansas 
Clay, Platte and 
78-26012 
Insurance, Flood — Missouri — Lee’s 
Summit. 
City of Lee’s Summit, Missouri, Jackson 
County., 78-7219 
Flood insurance study : city of Lee’s 
Summit, Missouri, Jackson County., 
78-7219 
Insurance, Flood — Missouri — Levasy. 
City of Levasy, Missouri, Jackson Coun- 
ty., 78-23927 
Flood insurance study : city of Levasy, 
Missouri, Jackson County., 78-23927 


Insurance, Flood — Missouri — Liberty. 
City of Liberty, Missouri, Clay County., 
78-7220 
Flood insurance study : city of Liberty, 
Missouri, Clay County., 78-7220 
Insurance, Flood — Missouri — Louisiana. 
City of Louisiana, Missouri, Pike Coun- 
ty., 78-9107 
Flood insurance study : city of Louisiana, 
Missouri, Pike County., 78-9107 
Insurance, Flood — Missouri — Macon. 
City of Macon, Missouri, Macon Coun- 
ty., 78-2030 
Flood insurance study : City of Macon, 
Missouri, Macon County., 78-2030 


*Insurance, Flood — Missouri — Mosby. 
City of Mosby, Missouri, Clay County., 
78-21428 


Flood insurance study : city of Mosby, 

Missouri, Clay County., 78-21428 
*Insurance, Flood — Missouri — 

Northmoor. 

Flood insurance — study town of 
Northmoor, Missouri, Platte County., 
78-11412 

Town of 
County., 


Northmoor, 
78-11412 
*Insurance, Flood — Missouri — Old 
Monroe. 
City of Old Monroe, Missouri, Lincoln 
County., 78-17751 


Flood insurance study : city of Old Mon- 
roc, Missouri, Lincoln County., 78- 
17751 


*Insurance, Flood — Missouri — Olivette. 
City of Olivette, Missouri, St. 
County., 78-13687 


Missouri, Platte 


Louis 
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Flood insurance study 
Missouri, St. 
13687 


*Insurance, Flood — Missouri — Pagedale. 
City of Pagedale, Missouri, St. Louis 
County., 78-11414 


Flood insurance study : city of Pagedale, 
Missouri, St. Louis County., 78- 
11414 

Insurance, Flood — Missouri — Platte City. 

City of Platte City, Missouri, Platte 
County., 78-9131 

Flood insurance study 
City, Missouri, 
9131 

Insurance, Flood — Missouri — 

Prathersville. 

Flood insurance study village of 


Prathersville, Missouri, Clay County., 
78-26059 


Village of Prathersville, Missouri, Clay 
County., 78-26059 
*Insurance, Flood — Missouri — Raytown. 
City of Raytown, 
County., 78-21448 
Flood insurance study : city of Raytown, 
Missouri, Jackson County., 78-21448 


: city of Olivette, 
Louis County., 78- 


: city of Platte 
Platte County., 78- 


Missouri, Jackson 


*Insurance, Flood — Missouri — 

Springfield. 

City of Springfield, Missouri, Greene 
County., 78-15505 


Flood insurance study : city of Spring- 


field, Missouri, Greene County., 78- 
15505 


*Insurance, Flood — Missouri — St. Charles 
County. 
Flood insurance study 
County, 
ares)., 


Saint Charles 
Missouri (unincorporated 


78-21457 


Saint Charles County, 
(unincorporated areas)., 


Missouri 
78-21457 
*Insurance, Flood — Missouri — St. Louis 

County. 
Flood insurance 

County, 

areas), 78-21459 


Flood insurance — study village of 
Mackenzie, Missouri, St. Louis Coun- 
ty., 78-23931 


Saint Louis County, 
(unincorporated areas), 


study 
Missouri 


Saint Louis 
(unincorporated 


Missouri 
78-21459 


Village of Mackenzie, Missouri, St. Louis 
County., 78-23931 


*Insurance, Flood — Missouri — University 
City. 
City of University City, Missouri, St. 
Louis County., 78-11430 
Flood insurance study : city of University 


City, Missouri, St. Louis County., 78- 
11430 
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Insurance, Flood — Missouri — Webster 
Groves. 
City of Webster Groves, Missouri, St. 
Louis County., 78-26097 


Flood insurance study : city of Webster 
Groves, Missouri, St. Louis County., 
78-26097 


Insurance, Flood — Nebraska — Avoca. 
Flood insurance study : village of Avoca, 
Nebraska, Cass County., 78-9040 


Village of Avoca, Nebraska, Cass Coun- 
ty., 78-9040 


Insurance, Flood — Nebraska — Broken 
Bow. 
City of Broken Bow, Nebraska, Custer 
County., 78-25952 


Flood insurance study : city of Broken 
Bow, Nebraska, Custer County., 78- 
25952 


*Insurance, Flood — Nebraska — Cedar 
Creek. 
Flood insurance study : village of Cedar 
Creek, Nebraska, Cass and Sarpy 
Counties., 78-21367 


Village of Cedar Creek, Nebraska, Cass 
and Sarpy Counties., 78-21367 


*Insurance, Flood — Nebraska — Fremont. 
City of Fremont, Nebraska, Dodge Coun- 
ty., 78-21388 


Flood insurance study : city of Fremont, 
Nebraska, Dodge County., 78-21388 


Insurance, Flood — Nebraska — Murray. 
Flood insurance study : village of Mur- 
ray, Nebraska, Cass County., 78-579 
Village of Murray, Nebraska, Cass Coun- 
ty., 78-579 


Insurance, Flood — Nebraska — Nehawka. 
Flood insurance study : village of Nehaw- 
ka, Nebraska, Cass County., 78-9121 


Village of Nehawka, Nebraska, 
County., 78-9121 


Insurance, Flood — Nebraska — Sarpy 
County. 
City of Springfield, Nebraska, 
County., 78-9150 


Cass 


Sarpy 


Flood insurance study : city of Spring- 
field, Nebraska, Sarpy County., 78- 
9150 

Insurance, Flood — Nebraska — Saunders 

County. 

Flood insurance study : Saunders Coun- 
ty, Nebraska, unincorporated areas., 
78-26074 

Saunders County, 
porated areas., 


Nebraska, 
78-26074 
Insurance, Flood — Nebraska — Wood 

River. 

City of Wood River, 

County., 78-26107 


unincor- 


Nebraska, Hall 





Flood insurance study 
River, Nebraska, 
26107 


Insurance, Flood — Nebraska — York. 
City of York, Nebraska, York County., 
78-26111 


Flood insurance study : city of York, 
Nebraska, York County., 78-26111 


*Insurance, Flood — New Hampshire — 
Chichester. 
Flood insurance = study town of 
Chichester, New Hampshire, Mer- 
rimack County., 78-23906 


Town of Chichester, New Hampshire, 
Merrimack County., 78-23906 


Insurance, Flood — New Hampshire — 
Claremont. 
City of Claremont, New Hampshire, Sul- 
livan County., 78-7197 


Flood insurance study : city of Clare- 
mont, New Hampshire, Sullivan Coun- 
ty., 78-7197 

*Insurance, Flood — New Hampshire — 

Epsom. 

Flood insurance study : town of Epsom, 
New Hampshire, Merrimack County., 
78-13629 


: city of Wood 
Hall County., 78- 


Town of Epsom, New Hampshire, Mer- 
rimack County., 78-13629 
*Insurance, Flood — New Hampshire — 
Hanover. 
Flood insurance study : town of Hanover, 
New Hampshire, Grafton County., 
78-13647 


Town of Hanover, New Hampshire, Graf- 

ton County., 78-13647 
Insurance, Flood — New Hampshire — 

Henniker. 

Flood insurance study : town of Hen- 
niker, New Hampshire, Merrimack 
County., 78-9087 

Town of Henniker, 
Merrimack County., 


New Hampshire, 
78-9087 
Insurance, Flood — New Hampshire — 

Hillsborough County. 

Flood insurance — study town of 
Litchfield, .New Hampshire,  Hill- 
sborough County., 78-26025 

Town of Litchfield, New Hampshire, 
Hillsborough County., 78-26025 

*Insurance, Flood — New Hampshire — 

Pittsfield. 

Flood insurance study : town of 
sfield, New Hamsphire, 
County., 78-15499 

‘Town of Pittsfield, New Hampshire, Mer- 
rimack County., 78-15499 


Pitt- 
Merrimack 


Insurance, Flood — New Jersey — Berkeley 
Heights. 


Flood insurance study township of 
Berkeley Heights, New Jersey, Union 
County., 78-4893 
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Township of Berkeley Heights, New Jer- 
sey, Union County., 78-4893 
*Insurance, Flood — New Jersey — 
Bernards. 
Flood insurance study township of 
Bernards, New Jersey, Somerset Coun- 
ty., 78-21356 
Township of Bernards, New Jersey, 
Somerset County., 78-21356 
Insurance, Flood — New Jersey — 
Bernardsville. 
Borough of Bernardsville, New Jersey, 
Somerset County., 78-4894 


Flood insurance study Borough of 
Bernardsville, New Jersey, Somerset 
County., 78-4894 


*Insurance, Flood — New Jersey — 
Boonton. 
Flood insurance study township of 
Boonton, New Jersey, Morris County., 
78-21360 


Township of Boonton, New Jersey, Mor- 
ris County., 78-21360 


*Insurance, Flood — New Jersey — 
Branchburg. 
Flood insurance study township of 
Branchburg, New Jersey, Somerset 
County., 78-13607 


Township of Branchburg, New Jersey, 
Somerset County., 78-13607 


Insurance, Flood — New Jersey — 
Bridgewater. 

Flood insurance study township of 
Bridgewater, New Jersey, Somerset 
County., 78-25950 


Township of Bridgewater, New Jersey, 
Somerset County., 78-25950 


Insurance, Flood — New Jersey — Carteret. 
Borough of Carteret, New Jersey, Mid- 
dlesex County., 78-25959 


Flood insurance study : Borough of Car- 
teret, New Jersey, Middlesex County., 
78-25959 


*Insurance, Flood — New Jersey — Cherry 
Hill. 

Flood insurance study township of 
Cherry Hill, New Jersey, Camden 
County., 78-21368 


Township of Cherry Hill, New Jersey, 
Camden County., 78-21368 


*Insurance, Flood — New Jersey — 
Cinnaminson. 
Flood insurance study : township of Cin- 
naminson, Burlington County, 
Jersey., 78-11382 


Township of Cinnaminson, Burlington 
County, New Jersey., 78-11382 
*Insurance, Flood — New Jersey — 
Collingswood. 


Borough of Collingswood, New Jersey, 
Camden County., 78-13617 


New 
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Flood insurance study Borough of 
Collingswood, New Jersey, Camden 
County., 78-13617 


Insurance, Flood — New Jersey — Downe. 
Flood insurance study township of 
Downe, Cumberland County, New Jer- 
sey., 78-7202 


Township of Downe, Cumberland Coun- 
ty, New Jersey., 78-7202 
*Insurance, Flood — New Jersey — Far 
Hills. 
Borough of Far 
Somerset County., 


Hills, New Jersey, 

78-13633 

Flood insurance study : Borough of Far 
Hills, New Jersey, Somerset County., 
78-13633 

*Insurance, Flood — New Jersey — 

Goodhue County. 

Flood insurance study : Goodhue Coun- 
ty, Minnesota (unincorporated areas)., 
78-11393 

Goodhue County, 
(unincorporated areas)., 


Minnesota 
78-11393 


Insurance, Flood — New Jersey — Hopewell. 
Borough of Hopewell, New 
Mercer County., 78-9090 


Flood insurance study Borough of 
Hopewell, New Jersey, Mercer Coun- 
ty., 78-9090 


Jersey, 


*Insurance, Flood — New Jersey — 
Lawnside. 
Borough of Lawnside, New Jersey, Cam- 
den County., 78-17735 
Flood study Borough of 
Lawnside, New Jersey, Camden Coun- 
ty., 78-17735 


insurance 


Insurance, Flood — New Jersey — Little 
Silver. 
Borough of Little Silver, New Jersey, 
Monmouth County., 78-2024 


Flood insurance study : Borough of Little 
Silver, New Jersey, Monmouth Coun- 
ty., 78-2024 

Insurance, Flood — New Jersey — Lodi. 

Borough of Lodi, New Jersey, Bergen 

County., 78-2027 


Flood insurance study : Borough of Lodi, 
New Jersey, Bergen County., 78- 
2027 


*Insurance, Flood — New Jersey — 
Lyndhurst. 
Flood insurance study township of 
Lyndhurst, New Jersey, Bergen Coun- 
ty., 78-13669 


Township of Lyndhurst, New Jersey, 
Bergen County., 78-13669 
Insurance, Flood — New Jersey — Manville. 
Borough of Manville, New 
Somerset County., 78-4920 


Jersey, 
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Flood insurance study : Borough of Man- 
ville, New Jersey, Somerset County., 
78-4920 


*Insurance, Flood — New Jersey — 
Marlboro. 
Flood insurance study 
Marlboro, New Jersey, 
County., 78-13671 


Township of Marlboro, New Jersey, 
Monmouth County., 78-13671 
Insurance, Flood — New Jersey — Maurice 
River. 
Flood insurance study township of 
Maurice River, New Jersey, Cumber- 
land County., 78-2034 


Township of Maurice River, New Jersey, 
Cumberland County., 78-2034 


*Insurance, Flood — New Jersey — 
Moorestown. 
Flood insurance study township of 
Moorestown, New Jersey, Burlington 
County., 78-21425 


Township of Moorestown, New Jersey, 
Burlington County., 78-21425 


Insurance, Flood — New Jersey — North 
Arlington. 
Borough of North Arlington, New Jersey, 
Bergen County., 78-9122 


Flood insurance study Borough of 
North Arlington, New Jersey, Bergen 
County., 78-9122 

*Insurance, Flood — New Jersey — 

Palmyra. 

Borough of Palmyra, New 
Burlington County., 78-11415 


Flood insurance study : Borough of Pal- 


myra, New Jersey, Burlington County., 
78-11415 


township of 
Monmouth 


Jersey, 


Insurance, Flood — New Jersey — Peapack 
and Gladstone. 
Borough of Peapack and Gladstone, New 
Jersey, Somerset County., 78-584 
Flood insurance — study Borough of 
Peapack and Gladstone, New Jersey, 
Somerset County., 78-584 
*Insurance, Flood — New Jersey — Roselle. 
Borough of Roselle, New Jersey, Union 
County., 78-13699 


insurance study Borough of 
Roselle, New Jersey, Union County., 
78-13699 


Flood 


*Insurance, Flood — New Jersey — 
Rutherford. 

Borough of Rutherford, New Jersey, 
(Bergen County), 78-11422 

Flood insurance study 
Rutherford, New 
County)., 78-11422 


*Insurance, Flood — New Jersey — Union. 
Flood insurance — study township of 
Union, New Jersey, Union County., 
78-21471 


Borough of 
Jersey, (Bergen 
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Township of Union, New Jersey, Union 
County., 78-21471 


*Insurance, Flood — New Jersey — 
Voorhees. 
Flood insurance study township of 
Voorhees, New Jersey, Camden Coun- 
ty., 78-21474 
Township of Voorhees, New Jersey, 
Camden County., 78-21474 


Insurance, Flood — New Jersey — Warren. 
Flood insurance study : township of War- 


ren, New Jersey, Somerset County., 
78-607 


Township of Warren, New Jersey, 
Somerset County., 78-607 


*Insurance, Flood — New Jersey — 
Washington. 
Flood insurance study 
Washington, New 
County., 78-23963 


Township of Washington, New Jersey, 
Mercer County., 78-23963 


Insurance, Flood — New Mexico — 
Carlsbad. 
City of Carlsbad, New Mexico, Eddy 
County., 78-7196 


Flood insurance study : city of Carlsbad, 
New Mexico, Eddy County., 78-7196 
*Insurance, Flood — New Mexico — 
Farmington. 
City of Farmington, New Mexico, San 
Juan County., 78-23917 


township of 
Jersey, Mercer 


Flood insurance study : city of Farming- 
ton, New Mexico, San Juan County., 
78-23917 


Insurance, Flood — New Mexico — Gallup. 
City of Gallup, New Mexico, McKinley 
County., 78-4905 


Flood insurance study : city of Gallup, 
New Mexico, McKinley County., 78- 
4905 


*Insurance, Flood — New Mexico — 
Lordsburg. 
City of Lordsburg, New Mexico, Hidalgo 
County., 78-23929 


Flood insurance study : city of Lord- 
sburg, New Mexico, Hidalgo County., 
78-23929 

*Insurance, Flood — New Mexico — 

Tucumcari. 

City of Tucumcari, New Mexico, Quay 
County., 78-17766 


Flood insurance study : city of Tucum- 
cari, New Mexico, Quay County., 78- 
17766 


Insurance, Flood — New York (State) — 
Allegany. 
Flood insurance study town of Al- 


legany, New York, Cattaraugus Coun- 
ty., 78-25932 
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Flood insurance study : village of Al- 
legany, New York, Carttaraugus Coun- 
ty., 78-7186 

Town of Allegany, New York, Cattarau- 
gus County., 78-25932 


Village of Allegany, New York, Cat- 
taraugus County., 78-7186 


Insurance, Flood — New York (State) — 
Ardsley. 
Flood insurance study : village of Ard- 
sley, New York, Westchester County., 
78-25934 


Village of Ardsley, 
Westchester County., 


New 
78-25934 
*Insurance, Flood — New York (State) — 

Avon. 

Flood insurance study : village of Avon, 

New York, Livington County., 78- 
15456 


Village of Avon, New York, Livingston 
County., 78-15456 


Insurance, Flood — New York (State) — 
Bolivar. 
Flood insurance study village of 
Bolivar, New York, Allegany County., 
78-25947 


Village of Bolivar, New York, Allegany 
County., 78-25947 


Insurance, Flood — New York (State) — 
Briarcliff Manor. 
Flood insurance study : village of Briar- 
cliff Manor, New York, Westchester 
County., 78-2003 


Village of Briarcliff Manor, New York, 
Westchester County., 78-2003 


Insurance, Flood — New York (State) — 
Canandaigua. 
Flood insurance study : town of Canan- 
daigua, New York, Ontario County., 
78-9048 


York, 


town of Canandaigua, New York, On- 
tario County., 78-9048 


Insurance, Flood — New York (State) — 
Cherry Creek. 
Flood insurance study : village of Cherry 
Creek, New York, Chautauqua Coun- 
ty., 78-2005 


Village of Cherry Creek, New York, 
Chautauqua County., 78-2005 


Insurance, Flood — New York (State) — 
Cold Spring. 
Flood insurance study : town of Cold 
Spring, New York, Cattaraugus Coun- 
ty., 78-4898 
Town of Cold Spring, New York, Cat- 
taraugus County., 78-4898 
Insurance, Flood — New York (State) — 
Cuba. 
Flood insurance study : village of Cuba, 


New York, Allegany County., 78- 
9061 





Village of Cuba, New York, Allegany 
County., 78r9061 


Insurance, Flood — New York (State) — 
Dansville. 
Flood insurance study : village of Dan- 
sville, New York, Livingston County., 
78-25968 


Village of Dansville, New York, Living- 
ston County., 78-25968 


Insurance, Flood — New York (State) — 
East Randolph. 
Flood insurance study : 
Randolph, Cattaragus 
York., 78-2009 


Village of East Randolph, Cattaragus 

County, New York., 78-2009 
Insurance, Flood — New York (State) — 

East Rockaway. 

Flood insurance study : village of East 
Rockaway, New York, Nassau Coun- 
ty., 78-25977 

Village of East Rockaway, New York, 
Nassau County., 78-25977 

Insurance, Flood — New York (State) — 

Ellicottville. 

Flood insurance study : town of Ellicott- 
ville, New York, Cattaraugus County., 
78-9066 


Village of East 
County, New 


Town of Ellicottville, New York, Cat- 

taraugus County., 78-9066 
Insurance, Flood — New York (State) — 

Ellisburg. 

Flood insurance study town of El- 
lisburg, New York, Jefferson County., 
78-21380 

Town of Ellisburg, New York, Jefferson 
County., 78-21380 

Insurance, Flood — New York (State) — 

Endicott. 

Flood insurance study : village of En- 
dicott, New York, Broome County., 
78-9067 


Village of Endicott, New York, Broome 
County., 78-9067 
Insurance, Flood — New York (State) — 
Erie County. 
Flood insurance study : town of Marilla, 
New York, Erie County., 78-23936 
Town of Marilla, New York, Erie Coun- 
ty., 78-23936 
Insurance, Flood — New York (State) — 
Fair Haven. 
Flood insurance study : Village of Fair 
Haven, New York, Cayuga County., 
78-2011 


Village of Fair Haven, New York, Cayu- 


78-2011 
Insurance, Flood — New York (State) — 
Falconer. 
Flood insurance study : village of Fal- 
coner, New York, Chautauqua Coun- 
ty., 78-561 


ga County., 
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Village of Falconer, New York, Chau- 
tauqua County., 78-561 
*Insurance, Flood — New York (State) — 
Fort Edward. 
Flood insurance study : village of Fort 
Edward, New York, Washington Coun- 
ty., 78-13635 


Village of Fort Edward, New York, 

Washington County., 78-13635 
*Insurance, Flood — New York (State) — 

Franklinville. 

Flood insurance study : town of Franklin- 
ville, New York, Cattaraugus County., 
78-13637 

Flood insurance = study village of 
Franklinville, New York, Cattaraugus 
County., 78-13636 

Town of Franklinville, New York, Cat- 
taraugus County., 78-13637 

Village of Franklinville, New York, Cat- 
taraugus County., 78-13636 

*Insurance, Flood — New York (State) — 

Genesco. 

Flood insurance study : town of Genesco, 
New York, Livingston County., 78- 
15477 

Town of Genesco, New York, Livingston 
County., 78-15477 

Insurance, Flood — New York (State) — 

Geneva. 

Flood insurance study : town of Geneva, 
New York, Ontario County., 78-2017 

of Geneva, New York, Ontario 
County., 78-2017 
Insurance, Flood — New York (State) — 

Glen Cove. 

City of Glen Cove, New York, Nassau 
County., 78-4907 

Flood insurance study city of Glen 
Cove, New York, Nassau County., 
78-4907 


Town 


Insurance, Flood — New York (State) — 

Gorham. 

Flood insurance study : Town of Gor- 
ham, New York, Ontario County., 
78-2018 

Town of Gorham, New York, Ontario 

78-2018 
*Insurance, Flood — New York (State) — 

Great Valley. 

Flood insurance study : town of Great 
Valley, New York, Cattaraugus Coun- 
ty., 78-15479 

Town of Great Valley, New York, Cat- 
taraugus County., 78-15479 


County., 


Insurance, Flood — New York (State) — 
Hamlin. 
Flood insurance study : town of Hamlin, 
New York, Monroe County., 78-2020 
Town of 
County., 


Hamlin, New York, Monroe 
78-2020 
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Insurance, Flood — New York (State) — 

Hammondsport. 

Flood insurance study : village of Ham- 
mondsport, New York, Steuben Coun- 
ty., 78-9083 

Village of Hammondsport, New York, 
Steuben County., 78-9083 

*Insurance, Flood — New York (State) — 

Herkimer. 

Flood insurance study : village of Her- 
kimer, New York, Herkimer County., 
78-13651 

Village of Herkimer, New York, Her- 
kimer County., 78-13651 

Insurance, Flood — New York (State) — 

Huntington. 

Flood insurance study : town of Hunting- 
ton, New York, Suffolk County., 78- 
26004 


Town of Huntington, New York, Suffolk 
County., 78-26004 
Insurance, Flood — New York (State) — 
Irondequoit. 
Flood insurance study : town of lron- 
dequoit, New York, Monroe County., 
78-26006 


Town of Irondequoit, New York, Mon- 

roe County., 78-26006 
*Insurance, Flood — New York (State) — 

Ischua. 

Flood insurance study : town of Ischua, 
New York, Cattaraugus County., 78- 
21403 

Town of Ischua, New York, Cattaraugus 
County., 78-21403 

*Insurance, Flood — New York (State) — 

Jamestown. 

City of Jameston, 
tauqua County., 

Flood insurance — study 
Jamestown, New York, 
County., 78-11403 


New York, Chau- 
78-11403 

city of 
Chautauqua 


Insurance, Flood — New York (State) — 
Kendall. 
Flood insurance study : town of Kendall, 
New York, Orleans County., 78-9096 
Kendall, New York, 
78-9096 


Town of Orleans 


County., 
Insurance, Flood — New York (State) — 
Limestone. 
Flood 
Limestone, 
County., 


insurance study 
New York, 
78-9103 


village of 
Cattaraugus 


Village of Limestone, New York, Cat- 

taraugus County., 78-9103 
Insurance, Flood — New York (State) — 

Little Valley. 

Flood insurance study : village of Little 
Valley, New York, Cattaraugus Coun- 
ty., 78-2025 

Village of Little Valley, New York, Cat- 
taraugus County., 78-2025 


Page 1-2043 





Insurance, Flood — New York (State) — 

Livingston County. 

Flood insurance study : town of Grove- 
land, New York, Livingston County., 
78-25995 

Town of Groveland, New York, Living- 
ston County., 78-25995 


Insurance, Flood — New York (State) — 
Livonia. 
Flood insurance study : town of Livonia, 
New York, Livingston County., 78- 
2026 


Town of Livonia, New York, Livingston 
County., 78-2026 


Insurance, Flood — New York (State) — 
Lloyd Habor. 
Flood insurance study : village of Lloyd 
Harbor, New York, Suffolk County., 
78-9106 


Village of Lloyd Habor, New York, Suf- 
folk County., 78-9106 


Insurance, Flood — New York (State) — 
Malone. 
Flood insurance — study village of 
Malone, New York, Franklin County., 
78-9109 


Village of Malone, New York, Franklin 
County., 78-9109 


Insurance, Flood — New York (State) — 
Mayville. 
Flood insurance 
Mayville, 
County., 


study 
York, 


village of 
New Chautauqua 
78-576 

Village of Mayville, New York, Chau- 

tauqua County., 78-576 
*Insurance, Flood — New York (State) — 

Mentz. 

Flood insurance study : town of Mentz, 
New York, Cayuga County., 78- 
13673 

Town of 


Mentz, New York, Cayuga 
County., 


78-13673 


Insurance, Flood — New York (State) — 

Mohawk. 

Flood insurance — study village of 
Mohawk, New York, Herkimer Coun- 
ty. 78-9117 

Village of Mohawk, New York, Her- 
kimer County., 78-9117 

Insurance, Flood — New York (State) — 

Monroe County. 

Flood insurance study : town of Pittsford, 
New York, Monroe County., 78- 
23945 

‘Town of Pittsford, New York, Monroe 
County., 78-23945 

*Insurance, Flood — New York (State) — 

Mount Morris. 

Flood insurance study : town of Mount 


Morris, New York, Livingston County., 
78-1549] 
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Flood insurance study : village of Mount 
Morris, New York, Livingston County., 
78-15492 


Town of Mount Morris, New York, 
Livingston County., 78-15491 


Village of Mount Morris, New York, 
Livingston County., 78-15492 


Insurance, Flood — New York (State) — 
Niskayuna. 
Flood insurance study : town of Niskayu- 
na, New York, Schenectady County., 
78-4922 


Town of Niskayuna, New York, Schenec- 
tady County., 78-4922 
Insurance, Flood — New York (State) — 
Olean. 
City of Olean, New York, Cattaraugus 
County., 78-26052 


Flood insurance study : city of Olean, 
New York, Cattaraugus County., 78- 
26052 


Insurance, Flood — New York (State) — 
Oneonta. 
City of Oneonta, New York, Otsego 
County., 78-26053 


Flood insurance study : city of Oneonta, 
New York, Otsego County., 78- 
26053 


Insurance, Flood — New York (State) — 
Onondaga County. 
Flood insurance study : village of Man- 
lius, New York, Onondaga County., 
78-23934 


Village of Manlius, New York, Onondaga 
County., 78-23934 


*Insurance, Flood — New York (State) — 
Ontario. 
Flood insurance study : town of Ontario, 
New York, Wayne County., 78- 
13688 


Town of Ontario, New York, Wayne 
County., 78-13688 


Insurance, Flood — New York (State) — 
Orange County. 
Flood insurance study : town of New 
Windsor, New York, Orange County., 
78-26044 


Town of New Windsor, New York, 
Orange County., 78-26044 
Insurance, Flood — New York (State) — 
Orleans. 
Flood insurance study : town of Orleans, 


New York, Jefferson County., 78- 
4925 


Town of Orleans, New York, Jefferson 
County., 78-4925 


Insurance, Flood — New York (State) — 
Orleans County. 
Flood insurance study : town of Carlton, 
New York, Orleans County., 78- 
25958 
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Flood insurance study 
New York, 
26109 


Town of Carlton, New 
County., 78-25958 


Town of Yates, New York, Orleans 
County., 78-26109 


*Insurance, Flood — New York (State) — 

Oyster Bay. 

Flood insurance study : town of Oyster 
Bay, New York, Nassau County., 78- 
17752 

Town of Oyster Bay, New York, Nassau 
County., 78-17752 


Insurance, Flood — New York (State) — 
Palmyra. 
Flood insurance study : town of Palmyra, 
New York, Wayne County., 78-4926 
Town of Palmyra, New York, Wayne 
County., 78-4926 
Insurance, Flood — New York (State) — 
Panama. 
Flood insurance 
Panama, New 
County., 78-4928 


Village of Panama, New York, Chau- 
tauqua County., 78-4928 
*Insurance, Flood — New York (State) — 
Parma. 
Flood insurance study : town of Parma, 
New York, Monroe County., 78- 
15497 


Town 


: town of Yates, 
Orleans County., 78- 


York, Orleans 


study 
York, 


village of 
Chautauqua 


of Parma, New York, Monroe 
County., 78-15497 


*Insurance, Flood — New York (State) — 
Perinton. 
Flood insurance study : town of Perinton, 
New York, Monroe County., 78- 
23944 


Town of Perinton, New York, Monroe 
County., 78-23944 


Insurance, Flood — New York (State) — 
Plattsburgh. 
City of Plattsburgh, New York, Clinton 
County., 78-9130 


Flood insurance study : city of Platt- 
sburgh, New York, Clinton County., 
78-9130 


*Insurance, Flood — New York (State) — 
Port Jervis. 
City of Port Jervis, New York, Orange 
County., 78-11420 


Flood insurance study : city of Port Jer- 
vis, New York, Orange County., 78- 
11420 

Insurance, Flood — New York (State) — 

Portville. 

Flood insurance study : town of Portville, 
New York, Cattaraugus County., 78- 
9135 





Flood insurance study : village of Port- 
ville, New York, Cattaraugus County., 
78-9034 


Town of Portville, New York, Cattarau- 
gus County., 78-9135 


Village of Portville, New York, Cattarau- 
gus County., 78-9034 


Insurance, Flood — New York (State) — 
Poughkeepsie. 
Flood insurance — study 
Poughkeepsie, New York, 
County., 78-26058 


of Poughkeepsie, New York, 
Dutchess County., 78-26058 
*Insurance, Flood — New York (State) — 
Randolph. 
Flood insurance study : village of Ran- 
dolph, New York, Cattaraugus Coun- 
ty., 78-15502 


Village of Randolph, New York, Cat- 

taraugus County., 78-15502 
Insurance, Flood — New York (State) — 

Richburg. 

Flood study village of 
Richburg, New York, Allegany Coun- 
ty., 78-589 

Village of Richburg, New York, Allegany 
County., 78-589 

Insurance, Flood — New York (State) — 

Richland. 

Flood insurance _ study town of 


Richland, New York, Oswego County., 
78-2040 


town of 
Dutchess 


Town 


insurance 


Town of Richland, New York, Oswego 
County., 78-2040 


Insurance, Flood — New York (State) — 
Riverhead. 
Flood insurance study : town of River- 


head, New York, Suffolk County., 
78-4933 


Town of Riverhead, New York, Suffolk 
County., 78-4933 


Insurance, Flood — New York (State) — 
Rochester. 
City of Rochester, New York, Monroe 
County., 78-26068 


Flood insurance — study city of 
Rochester, New York, Monroe Coun- 
ty., 78-26068 


Insurance, Flood — New York (State) — Sag 
Harbor. 
Flood insurance study 
Harbor, New York, Suffolk County., 
78-595 


: village of Sag 


Village of Sag Harbor, New York, Suf- 
folk County., 78-595 
Insurance, Flood — New York (State) — 
Salamanca. 
City of Salamanca, New York, Cattarau- 
gus County., 78-9144 





December 1978 


Flood insurance study : city of Salaman- 
ca, New York, Cattaraugus County., 
78-9144 


Insurance, Flood — New York (State) — Sea 
Cliff. 
Flood insurance study : Village of Sea 
Cliff, New York, Nassau County., 78- 
2043 


Village of Sea Cliff, New York, Nassau 
County., 78-2043 
Insurance, Flood — New York (State) — 
Shelter Island. 
Flood insurance study : town of Shelter 
Island, New York, Suffolk County., 
78-2045 


Town of Shelter Island, New York, Suf- 
folk County., 78-2045 


Insurance, Flood — New York (State) — 
Sherman. 
Flood insurance study : village of Sher- 
man, New York, Chautauqua County., 
78-4937 


Village of Sherman, New York, Chau- 
tauqua County., 78-4937 


Insurance, Flood — New York (State) — 
Smithtown. 
Flood insurance — study town of 
Smithtown, New York, Suffolk Coun- 
ty,, 78-26082 
Town of Smithtown, New York, Suffolk 
County., 78-26082 
Insurance, Flood — New York (State) — 
Sodus. 
Flood insurance study : town of Sodus, 
New York, Wayne County., 78-2046 


Town of Sodus, New York, 
County., 78-2046 


Insurance, Flood — New York (State) — 
South Corning. 
Flood insurance study : village of South 
Corning, New York, Steuben County., 
78-4938 


Wayne 


Village of South Corning, New York, 
Steuben County., 78-4938 


Insurance, Flood — New York (State) — 
South Dayton. 
Flood insurance study : village of South 
Dayton, New York, Cattaraugus Coun- 
ty., 78-598 
Village of South Dayton, New York, Cat- 
taraugus County., 78-598 
*Insurance, Flood — New York (State) — 
Spencerport. 
Flood insurance study : village of Spen- 
cerport, New York, Monroe County., 
78-17764 


Village of Spencerport, New York, Mon- 
roe County., 78-17764 
Insurance, Flood — New York (State) — 
Union. 
Flood insurance study : town of Union, 
New York, Broome County., 78-4943 
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Town of 
County., 


Union, New York, Broome 
78-4943 

Insurance, Flood — New York (State) — 
Urbana. 
Flood insurance study : town of Urbana, 

New York, Steuben County., 78-604 

Town of Urbana, New York, Steuben 

County., 78-604 


*Insurance, Flood — New York (State) — 
Van Buren. 
Flood insurance study town of Van 
Buren, New York, Onondaga County., 
78-15511 


Town of Van Buren, New York, Onon- 

daga County., 78-15511 
*Insurance, Flood — New York (State) — 

Wappingers Falls. 

Flood insurance — study village of 
Wappingers Falls, New York, Dutchess 
County., 78-21475 

Village of Wappingers Falls, New York, 
Dutchess County., 78-21475 

*Insurance, Flood — New York (State) — 

Watkins Glen. 

Flood insurance study : village of Wat- 
kins Glen, New York, Schuyler Coun- 
ty., 78-15514 

Village of Watkins, Glen, New York, 
Schuyler County., 78-15514 

*Insurance, Flood — New York (State) — 

Wellsville. 

Flood insurance study : village of Well- 
sville, New York, Allegany County., 
78-15516 

Village of Wellsville, New York, Al- 
legany County., 78-15516 

*Insurance, Flood — New York (State) — 

West Bloomfield. 

Flood insurance study : town of West 
Bloomfield, New York, Ontario Coun- 
ty., 78-13719 


Town of West Bloomfield, New York, 
Ontario County., 78-13719 


Insurance, Flood — New York (State) — 
Westchester County. 
City of Mount Vernon, New York, 
Westchester County., 78-26037 
Flood insurance study 
Vernon, 
County., 


: city of Mount 
New York, 
78-26037 
*Insurance, Flood — New York (State) — 
Wheatland. 
Flood insurance study : town of Wheat- 
land, New York, Monroe County., 
78-21476 


Westchester 


Town of Wheatland, New York, Monroe 
County., 78-21476 
Insurance, Flood — New York (State) — 
Whitesboro. 
Flood insurance — study village of 
Whitesboro, New York, Oncida Coun- 
ty., 78-2055 
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Village of Whitesboro, 
Oneida County., 78-2055 


Insurance, Flood — New York (State) — 
Williamson. 
Flood insurance study : town of William- 
son, New York, Wayne County., 78- 
23966 


Town of Williamson, New York, Wayne 

County., 78-23966 
Insurance, Flood — New York (State) — 

Wilson. 

Flood insurance study : town of Wilson, 
New York, Niagara County., 78-2056 

Flood insurance study : village of Wilson, 
New York, Niagara County., 78-9168 


Town of Wilson, New York, Niagara 
County., 78-2056 


Village of Wilson, New York, Niagara 
County., 78-9168 
*Insurance, Flood — North Carolina. 
Flood insurance study : town of Landis, 


North Carolina, Rowan County., 78- 
13662 


New York, 


Town of Landis, North Carolina, Rowan 
County., 78-13662 


*Insurance, Flood — North Carolina — 
Blowing Rock. 
Flood insurance study : town of Blowing 
Rock, North Carolina, Watauga and 
Caldwell Counties., 78-13603 


Town of Blowing Rock, North Carolina, 
Watauga and Caldwell Counties., 78- 
13603 

Insurance, Flood — North Carolina — 

Brevard. 

City of Brevard, North Carolina, Transyl- 
vania County., 78-25949 

Flood insurance study : city of Brevard, 
North Carolina, Transylvania County., 
78-25949 


*Insurance, Flood — North Carolina — 

Cary. 

Flood insurance study : town of Cary, 
North Carolina, Wake County., 78- 
15465 

‘Town of 
County., 


Cary, North Carlina, 

78-15465 

Insurance, Flood — North Carolina — 

Chapel Hill. 

Flood insurance study : town of Chapel 
Hill, North Carolina, Orange, Durham, 
and Chatham Counties., 78-9054 

Town of Chapel Hill, North Carolina, 


Orange, Durham, and Chatham Coun- 
ties., 78-9054 


Wake 


*Insurance, Flood — North Carolina — 
Charlotte. 

City) of Charlotte, 

Mecklenburg County., 


North Carolina, 
78-17716 
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Flood insurance study : city of Charlotte, 
North Carolina, Mecklenburg County., 
78-17716 


*Insurance, Flood — North Carolina — 
China Grove. 
Flood insurance study : town of China 
Grove, North Carolina, Rowan Coun- 
ty., 78-23907 
Town of China Grove, North Carolina, 
Rowan County., 78-23907 


Insurance, Flood — North Carolina — Eden. 
City of Eden, North Carolina, 
Rockingham County., 78-4901 


Flood insurance study : city of Eden, 


North Carolina, Rockingham County., 
78-4901 


*Insurance, Flood — North Carolina — 
Elkin. 
Flood insurance study 
North Carolina, 
Wilkes County., 


: town of Elkin, 
Surry County and 
78-17718 

Town of Elkin, North Carolina, Surry 


County and Wilkes County., 78- 
17718 


*Insurance, Flood — North Carolina — 
Faith. 
Flood insurance study : town of Faith, 


North Carolina, Rowan County., 78- 
13632 


Town of Faith, North Carolina, Rowan 
County., 78-13632 


Insurance, Flood — North Carolina — 
Fayetteville. 
City of Fayetteville, 
Cumberland County., 


North Carolina, 
78-23918 
Flood insurance study : 


teville, 
County., 


city of Fayet- 
North Carolina, Cumberland 
78-23918 
Insurance, Flood — North Carolina — 
Fuquay-Varina. 
Flood insurance study : town of Fuquay- 
Varina, North Carolina, Wake Coun- 
ty., 78-25988 
Town of Fuquay-Varina, North Carolina, 
Wake County., 78-25988 


Insurance, Flood — North Carolina — 
Gastonia. 
City of Gastonia, North Carolina, Gaston 
County., 78-4906 


Flood insurance study : city of Gastonia, 
North Carolina, Gaston County., 78- 
4906 

*Insurance, Flood — North Carolina — 

Granite Quarry. 

Flood insurance study : town of Granite 
Quarry, North Carolina, Rowan Coun- 
ty., 78-21392 

Town of Granite Quarry, North Carolina, 
Rowan County., 78-21392 
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*Insurance, Flood — North Carolina — 
Greenville. 
City of Greenville, North Carolina, Pitt 
County., 78-15481 


Flood insurance study : city of Green- 
ville, North Carolina, Pitt County., 
78-15481 


*Insurance, Flood — North Carolina — 
Knightdale. 

Flood insurance study town of 
Knightdale, North Carolina, Wake 
County., 78-15488 


Town of Knightdale, North Carolina, 
Wake County., 78-15488 
*Insurance, Flood — North Carolina — 
Marshall. 
Flood insurance 
Marshall, 
County., 


town of 
Madison 


study 
North Carolina, 
78-11404 
Town of Marshall, 
Madison County., 


North Carolina, 
78-11404 


Insurance, Flood — North Carolina — 
Morrisville. 
Flood insurance study : town of Mor- 
risville, North Carolina, Wake County., 
78-26036 


Town of Morrisville, North Carolina, 
Wake County., 78-26036 


*Insurance, Flood — North Carolina — 
Nash County. 
Flood insurance study : Nash County, 


North Carolina, unincorporated areas., 
78-13679 


Nash County, North Carolina, unincor- 
porated areas., 78-13679 


*Insurance, Flood — North Carolina — New 
Bern. 
City of New Bern, North Carolina, 
Craven County., 78-11409 


Flood insurance study city of New 
Bern, North Carolina, Craven County., 
78-11409 


*Insurance, Flood — North Carolina — New 
Hanover County. 
Flood insurance study : New Hanover 
County, North Carolina, unincor- 
porated areas., 78-21434 


New Hanover County, North Carolina, 
unincorporated areas., 78-21434 


*Insurance, Flood — North Carolina — 
Newport. 
Flood insurance study : town of New- 
port, North Carolina, Carteret Coun- 
ty., 78-11410 


Town of Newport, North Carolina, Car- 
teret County., 78-11410 
Insurance, Flood — North Carolina — North 
Wilkesboro. 
City of North Wilkesboro, 
Carolina, Wilkes County., 


North 
78-2037 





Flood insurance study : city of North 
Wilkesboro, North Carolina, Wilkes 
County., 7812037 


*Insurance, Flood — North Carolina — 
Raleigh. 
City of Raleigh, North Carolina, Wake 
County., 78-17756 


Flood insurance study : city of Raleigh, 
North Carolina, Wake County., 78- 
17756 

*Insurance, Flood — North Carolina — 

Reidsville. 

City of Reidsville, 
Rockingham County., 


North Carolina, 
78-21449 


Flood insurance study : city of Reidsville, 
North Carolina, Rockingham County., 
78-21449 


Insurance, Flood — North Carolina — 
Roanoke Rapids. 
City of Roanoke Rapids, North Carolina, 
Halifax County., 78-9139 


Flood insurance study : city of Roanoke 
Rapids, North Carolina, Halifax Coun- 
ty., 78-9139 

Insurance, Flood — North Carolina — 

Rockwell. 

Flood insurance 
Rockwell, 
County., 


study town of 
North Carolina, Rowan 
78-9141 


of Rockwell, North Carolina, 
78-9141 


Insurance, Flood — North Carolina — 
Rocky Mount. 
City of Rocky Mount, North Carolina, 
Nash and Edgecombe Counties., 78- 
9140 


Town 
Rowan County., 


Flood insurance study : city of Rocky 
Mount, North Carolina, Nash and 
Edgecombe Counties., 78-9140 


*Insurance, Flood — North Carolina — 

Rowan County. 

Flood insurance study 
Spencer, North 
County., 78-13626 

Town of East Spencer, North Carolina, 
Rowan County., 78-13626 

Insurance, Flood — North Carolina — 

Shelby. 

City of Shelby, North Carolina, Cleve- 
land County., 78-7241 


: town of East 


Carolina, Rowan 


Flood insurance study : city of Shelby, 
North Carolina, Cleveland County., 
78-7241 

*Insurance, Flood — North Carolina — 

Spencer. 

Flood insurance study : town of Spencer, 
North Carolina, Rowan County., 78- 
21466 


‘Town of Spencer, North 


Rowan County., 78-21466 


Carolina, 
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Insurance, Flood — North Carolina — 

Tarboro. 

Flood insurance study : town of Tarboro, 
North Carolina, Edgecombe County., 
78-602 

Town of Tarboro, 
Edgecombe County., 


North Carolina, 
78-602 
*Insurance, Flood — North Carolina — 
Wake County. 
Flood insurance study : town of Garner, 
North Carolina, Wake County., 78- 
13640 


Town of Garner, North Carolina, Wake 
County., 78-13640 


*Insurance, Flood — North Carolina — 
Wake Forest. 
Flood insurance study : town of Wake 
Forest, North Carolina, Wake County., 
78-13717 


Town of Wake Forest, North Carolina, 
Wake County., 78-13717 


*Insurance, Flood — North Carolina — 
Wendell. 
Flood insurance study : town of Wendell, 
North Carolina, Wake County., 78- 
11434 


Town of Wendell, North Carolina, Wake 
County., 78-11434 


Insurance, Flood — North Carolina — 
Wilmington. 
City of Wilmington, North Carolina, New 
Hanover County., 78-9166 


Flood insurance study : city of Wilming- 
ton, North Carolina, New Hanover 
County., 78-9166 


*Insurance, Flood — North Carolina — 
Zebulon. 
Flood insurance study : town of Zebulon, 
North Carolina, Wake County., 78- 
15521 


Town of Zebulon, North Carlina, Wake 
County., 78-15521 


Insurance, Flood — North Dakota — Beulah. 
City of Beulah, North Dakota, Mercer 
County., 78-552 


Flood insurance study : city of Beulah, 
North Dakota, Mercer County., 78- 
552 


*Insurance, Flood — North Dakota — 
Burlington. 


City of Burlington, North Dakota, Ward 
County., 78-21363 


Flood insurance study : city of Burling- 
ton, North Dakota, Ward County., 
78-21363 


*Insurance, Flood — North Dakota — 
Dickinson. 
City of Dickinson, North Dakota, Stark 
County., 78-13624 


Flood insurance study : city of Dickin- 
son, North Dakota, Stark County., 
78-13624 
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Insurance, Flood — North Dakota — Hazen. 
City of Hazen, North Dakota, Mercer 
County., 78-566 
Flood insurance study : city of Hazen, 
North Dakota, Mercer County., 78- 
566 
Insurance, Flood — North Dakota — 
Jamestown. 
City of Jamestown, 
Stutsman County., 


Flood insurance study 
Jamestown, North Dakota, 
County., 78-2021 


Insurance, Flood — North Dakota — 
Riverside. 
City of Riverside, North Dakota, Cass 
County., 78-590 


Flood insurance study : city of Riverside, 
North Dakota, Cass County., 78-590 


Insurance, Flood — North Dakota — West 
Fargo. 
City of West Fargo, North Dakota, Cass 
County., 78-9164 


Flood insurance study city of West 


Fargo, North Dakota, Cass County., 
78-9164 


North 
78-2021 


Dakota, 


city of 
Stutsman 


Insurance, Flood — Ohio — Bellevue. 
City of Bellevue, Ohio, Sandusky & 
Huron Counties., 78-23900 


Flood insurance study : city of Bellevue, 
Ohio, Sandusky & Huron Counties., 
78-23900 

Insurance, Flood — Ohio — Bexley. 


City of Bexley, Ohio, Franklin County., 
78-25946 


Flood insurance study : city of Bexley, 
Ohio, Franklin County., 78-25946 


Insurance, Flood — Ohio — Canfield. 
City of Canfield, Ohio, Mahoning Coun- 
ty., 78-25957 
Flood insurance study : city of Canfield, 
Ohio, Mahoning County., 78-25957 
Insurance, Flood — Ohio — Clermont 
County. 
Flood insurance study : village of Neville, 
Ohio, Clermont County., 78-23939 


Village of Neville, Ohio, Clermont Coun- 
ty., 78-23939 


*Insurance, Flood — Ohio — Cleveland. 
City of Cleveland, Ohio, 
County., 78-15469 


Cuyahoga 


Flood insurance study : city of Cleve- 
land, Ohio, Cuyahoga County., 78- 
15469 

Insurance, Flood — Ohio — Gates Mills. 

Flood insurance study : village of Gates 
Mills, Ohio, Cuyahoga County., 78- 
9074 

Village of Gates Mills, Ohio, Cuyahoga 
County., 78-9074 
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*Insurance, Flood — Ohio — Hubbard. 
City of Hubbard, Ohio, Trumbull Coun- 
ty., 78-17729 
Flood insurance study : city of Hubbard, 
Ohio, Trumbull County., 78-17729 
Insurance, Flood — Ohio — Hunting Valley. 
Flood insurance study : village of Hunt- 
ing Valley, Ohio, Cuyahoga and Geau- 
ga Counties., 78-567 
Insurance, Flood — Ohio — Huron. 
City of Huron, Ohio, Erie County., 78- 
9091 


Flood insurance study : city of Huron, 
Ohio, Erie County., 78-9091 
Insurance, Flood — Ohio — Kent. 
City of Kent, Ohio, portage county., 
78-7217 
Flood insurance study 
Ohio, portage county., 


: city of Kent, 
78-7217 
Insurance, Flood — Ohio — Lakewood. 
City of Lakewood, Ohio, Cuyahoga 
County., 78-2023 
Flood insurance — study city of 
Lakewood, Ohio, Cuyahoga County., 
78-2023 
*Insurance, Flood — Ohio — Lorain. 
City of Lorain, Ohio, Lorain County., 
78-21414 
Flood insurance study 
Ohio, Lorain County., 


: city of Lorain, 
78-21414 
*Insurance, Flood — Ohio — Louisville. 
City of Louisville, Ohio, Stark County., 
78-17737 


Flood insurance study : city of Louisville, 
Ohio, Stark County., 78-17737 


*Insurance, Flood — Ohio — Loveland. 
City of Loveland, Ohio, Hamilton, War- 
ren, and Clermont Counties., 78- 
17738 


Flood insurance study : city of Loveland, 
Ohio, Hamilton, Warren, and Cler- 
mont Counties., 78-17738 

*Insurance, Flood — Ohio — Manchester. 

Flood insurance — study village of 
Manchester, Ohio, Adams County., 
78-15490 

Village of 
County., 


Manchester, 
78-15490 


Ohio, Adams 


Insurance, Flood — Ohio — Middleport. 
Flood insurance study : village of Mid- 


dleport, 
26031 


Ohio, Meigs County., 78- 
Village of 
County., 


Middleport, 
78-2603 1 


*Insurance, Flood — Ohio — Morrow. 

Flood insurance study : village of Mor- 
row, Ohio, Warren County., 78- 
21427 

Village of Morrow, Ohio, Warren Coun- 
ty., 78-21427 


Ohio, Meigs 
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Insurance, Flood — Ohio — Murray City. 
Flood insurance study : village of Murray 
City, Ohio, Hocking County., 78- 
26040 
Village of Murray City, Ohio, Hocking 
County., 78-26040 
*Insurance, Flood — Ohio — Newton Falls. 
City of Newton Falls, Ohio, Trumbull 
County., 78-15493 
Flood insurance study : city of Newton 
Falls, Ohio, Trumbull County., 78- 
15493 
*Insurance, Flood — Ohio — Niles. 


City of Niles, Ohio, Trumbull Couty., 
78-11411 


Flood insurance study : city of Niles, 
Ohio, Trumbull County., 78-11411 
Insurance, Flood — Ohio — Oregon. 
City of Oregon, Ohio, Lucas County., 
78-7235 


Flood insurance study : city of Oregon, 
Ohio, Lucas County., 78-7235 


Insurance, Flood — Ohio — Ottawa County. 
Flood insurance study : Ottawa County, 


Ohio (unincorporated areas)., 78- 
23943 


Ottawa County, Ohio (unincorporated 
areas)., 78-23943 


Insurance, Flood — Ohio — Pandora. 
Flood insurance study : village of Pan- 
dora, Ohio, Putnam County., 78- 
26056 


Village of Pandora, Ohio, Putnam Coun- 
ty., 78-26056 


*Insurance, Flood — Ohio — Reynoldsburg. 

City of Reynoldsburg, Ohio, Fairfield, 

Franklin, and Licking Counties., 78- 
21450 


Flood insurance study : city of Reynold- 
sburg, Ohio, Fairfield, Franklin and 
Licking Counties., 78-21450 


Insurance, Flood — Ohio — Sheffield Lake. 


City of Sheffield Lake, Ohio, Lorain 
County., 78-4936 


Flood insurance study : city of Sheffield 
Lake, Ohio, Lorain County., 78-4936 
*Insurance, Flood — Ohio — Stow. 
City of Stow, Ohio, Summit County., 
78-15508 
Flood insurance study 
Ohio, Summit County., 


: city of Stow, 

78-15508 

Insurance, Flood — Ohio — Trumbull 

County. 

Flood insurance study : Trumbull Coun- 
ty, Ohio, unincorporated areas., 78- 
26087 

Trumbull County, Ohio, unincorporated 
areas., 78-26087 

*Insurance, Flood — Ohio — Washington. 

City of Washington, Ohio, Fayette Coun- 

ty., 78-17767 
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Flood insurance study : city of Washing- 
ton, Ohio, Fayette County., 78-17767 


Insurance, Flood — Ohio — Wellsville. 
City of Wellsville, Ohio, Columbiana 
County., 78-23964 


Flood insurance study : city of Wellsville, 
Ohio, Columbiana County., 78-23964 


Insurance, Flood — Ohio — Westerville. 
City of Westerville, Ohio, Franklin and 
Delaware Counties., 78-26100 


Flood insurance study : city of Wester- 
ville, Ohio, Franklin and Delaware 
Counties., 78-26100 


Insurance, Flood — Ohio — Wilmington. 
City of Wilmington, Ohio, Clinton Coun- 
ty., 78-26103 


Flood insurance study : City of Wilming- 
ton, Ohio, Clinton County., 78-26103 


Insurance, Flood — Oklahoma — Lawton. 
City of Lawton, Oklahoma, Comanche 
County., 78-26023 


Flood insurance study : city of Lawton, 
Oklahoma, Comanche County., 78- 
26023 


*Insurance, Flood — Oregon — Astoria. 
City of Astoria, Oregon, Clatsop Coun- 
ty., 78-15455 


Flood insurance study : city of Astoria, 
Oregon, Clatsop County., 78-15455 


*Insurance, Flood — Oregon — Bay City. 
City of Bay City, Oregon, Tillamook 
County., 78-15457 


Flood insurance study : city of Bay City, 


Oregon, Tillamook County., 78- 
15457 


*Insurance, Flood — Oregon — Cannon 
Beach. 
City of Cannon Beach, Oregon, Clatsop 
County., 78-17714 


Flood insurance study : city of Cannon 


Beach, Oregon, Clatsop County., 78- 
17714 


Insurance, Flood — Oregon — Canyonville. 
City of Canyonville, Oregon, Douglas 
County., 78-25956 


Flood insurance study : city of Canyon- 
ville, Oregon, Douglas County., 78- 
25956 

Insurance, Flood — Oregon — Clackamas 

County. 

Clackamas County, 
(unincorporated areas), 

Flood insurance 


County, 
areas )., 


Oregon 
78-9055 
study 


Oregon 
78-9055 


*Insurance, Flood — Oregon — Clatsop 
County. 
Clatsop County, Oregon unicorporated 
areas., 78-13616 


Clackamas 
(unincorporated 





Flood insurance study : Clatsop County, 
Oregon, unicorportated area., 78- 
13616 

Insurance, Flood — Oregon — Curry 

County. 

Curry County, Oregon (unincorporated 
areas)., 78-7200 

Flood insurance study : Curry County, 
Oregon (unincorporated areas)., 78- 
7200 

Insurance, Flood — Oregon — Douglas 

County. 

Douglas County, Oregon, unincorporated 
areas., 78-25973 


Flood insurance study : Douglas County, 
Oregon, unincorporated areas., 78- 
25973 

Insurance, Flood — Oregon — Elgin. 

City of Elgin, Oregon, Union County., 

78-26113 


Flood insurance study : city of Elgin, 
Oregon, Union County., 78-26113 
Insurance, Flood — Oregon — Garibaldi. 
City of Garibaldi, Oregon, Tillamook 
County., 78-9073 
Flood insurance study : city of Garibaldi, 
Oregon, Tillamook County., 78-9073 
Insurance, Flood — Oregon — Gearhart. 
City of Gearhart, Oregon, Clatsop Coun- 
ty., 78-9075 
Flood insurance study : city of Gearhart, 
Oregon, Clatsop County., 78-9075 


Insurance, Flood — Oregon — Glendale. 
City of Glendale, Oregon, Douglas Coun- 
ty., 78-25991 
Flood insurance study : city of Glendale, 
Oregon, Douglas County., 78-25991 


Insurance, Flood — Oregon — Hammond. 
Flood insurance study : town of Ham- 
mond, Oregon, Clatsop County., 78- 
9084 


Village of Hammond, Clatsop County., 
78-9084 


Insurance, Flood — Oregon — Island City. 
City of Island City, Oregon, Union Coun- 
ty., 78-23922 
Flood insurance study 
City, Oregon, 
23922 


: city of Island 
Union County., 78- 


Insurance, Flood — Oregon — Lincoln City. 
City of Lincoln City, Oregon Lincoln 
County., 78-9104 
Flood insurance study : city of Lincoln 
City, Oregon, Lincoln County., 78- 
9104 


Insurance, Flood — Oregon — Manzanita. 
City of Manzanita, Oregon, Tillamook 
County., 78-9111 
Flood insurance study : city of Man- 
zanita, Oregon, Tillamook County., 
78-9111 
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Insurance, Flood — Oregon — Myrtle 
Creek. 
City of Myrtle Creek, Oregon, Douglas 
County., 78-9120 
Flood insurance study : city of Myrtle 
Creek, Oregon, Douglas County., 78- 
9120 
Insurance, Flood — Oregon — Nehalem. 
City of Nehalem, Oregon, 
County., 78-7229 


Flood insurance study : city of Nehalem, 
Oregon, Tillamook County., 78-7229 


*Insurance, Flood — Oregon — North 
Powder. 
City of North Powder, Oregon, Union 
County., 78-23941 


Tillamook 


Flood insurance study : city of North 
Powder, Oregon, Union County., 78- 
23941 

Insurance, Flood — Oregon — Polk County. 

Flood insurance study Polk County, 
Oregon (unincoporated areas)., 78- 
7237 

Polk County, Oregon 
areas)., 78-7237 


*Insurance, Flood — Oregon — Rockaway. 
City of Rockaway, Oregon, Tillamook 
County., 78-23949 
Flood insurance — study city of 
Rockaway, Oregon, Tillamook Coun- 
ty., 78-23949 
Insurance, Flood — Oregon — Tillamook. 
City of Tillamook, Oregon, Tillamook 
County., 78-9157 
Flood insurance study city of Til- 


lamook, Oregon, Tillamook County., 
78-9157 


(unincorporated 


*Insurance, Flood — Oregon — Tillamook 

County. 

Flood insurance study : Tillamook Coun- 
ty, Oregon, unincorporated areas., 
78-21469 

Tillamook County, Oregon, 
porated areas., 78-21469 

*Insurance, Flood — Oregon — Umatilla 

County. 

Flood insurance study : Umatilla County, 
Oregon, unincorporated areas., 78- 
21470 

Umatilla County, 
porated areas., 


unincor- 


Oregon, —unincor- 


78-21470 
Insurance, Flood — Oregon — Union. 
City of Union, Oregon, Union County., 
78-26089 
Flood insurance study : city of Union, 
Oregon, Union County., 78-26089 
*Insurance, Flood — Oregon — Warrenton. 
City of Warrenton, Oregon, Clatsop 
County., 78-11433 
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Flood insurance study city of War- 
renton, Oregon, Clatsop County., 78- 
11433 


Insurance, Flood — Pennsylvania — 

Allegheny County. 

Flood insurance study : township of Wil- 
kins, Pennsylvania, Allegheny County., 
78-23965 

Township of Wilkins, Pennsylvania, Al- 
legheny County., 78-23965 

Insurance, Flood — Pennsylvania — Athens. 

Borough of Athens, Pennsylvania, Brad- 

ford County., 78-7187 


Flood insurance study Borough of 
Athens, Pennsylvania, Bradford Coun- 
ty., 78-7187 
*Insurance, Flood — Pennsylvania — 
Baldwin. 
Borough of Baldwin, Pennsylvania, Al- 
legheny County., 78-17711 


Flood insurance study : Borough of Bald- 
win, Pennsylvania, Allegheny County., 
78-17711 

*Insurance, Flood — Pennsylvania — 

Bensalem. 

Flood insurance study : township of Ben- 
salem, Pennsylvania, Bucks County., 
78-13599 


Township of Bensalem, Pennsylvania, 
Bucks County., 78-13599 


Insurance, Flood — Pennsylvania — Benton. 
Flood insurance study township of 
Benton, Pennsylvania, Columbia Coun- 

ty., 78-17713 


Township of Benton, Pennsylvania, 
Columbia County., 78-17713 


*Insurance, Flood — Pennsylvania — 
Bethlehem. 
City of Bethlehem, Pennsylvania, Lehigh 
and Northampton Counties., 78- 
13601 


Flood insurance study city of 
Bethlehem, Pennsylvania, Lehigh and 
Northampton Counties., 78-13601 


Insurance, Flood — Pennsylvania — 
Bloomfield. 
Borough of Bloomfield, Pennsylvania, 
Perry County., 78-4895 


Flood insurance study Borough of 
Bloomfield, Pennsylvania, Perry Coun- 
ty., 78-4895 

Insurance, Flood — Pennsylvania — 

Bradford. 

Flood insurance study township of 
Wysox, Pennsylvania, Bradford Coun- 
ty., 78-2058 


Township of Wysox, Pennsylvania, Brad- 
ford County., 78-2058 

Insurance, Flood — Pennsylvania — Bristol. 

Flood insurance study township of 


Bristol, Pennsylvania, Bucks County., 
78-25951 
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Township of Bristol, Pennsylvania, Bucks 
County., 78-25951 


Insurance, Flood — Pennsylvania — Bucks 
County. 
Flood insurance study township of 
Plumstead, Pennsylvania, Bucks Coun- 
ty., 78-23946 


Township of Plumstead, Pennsylvania, 
Bucks County., 78-23946 


Insurance, Flood — Pennsylvania — 
Burnham. 

Borough of Burnham, 

Mifflin County., 78-9044 


Flood insurance study Borough of 
Burnham, Pennsylvania, Mifflin Coun- 
ty., 78-9044 

Insurance, Flood — Pennsylvania — Butler. 
City of Butler, Pennsylvania, Butler 
County., 78-9045 


Flood insurance study : 
Pennsylvania, Butler 
9045 


Flood insurance study : township of Bu- 
tler, Pennsylvania, Butler County., 
78-13609 


Pennsylvania, 


city of Butler, 
County., 78- 


Township of Butler, Pennsylvania, Butler 
County., 78-13609 


Insurance, Flood — Pennsylvania — Carbon 
County. 
Flood insurance study 
Mahoning, 
County., 


township of 
Pennsylvania, Carbon 
78-23932 


Township of Mahoning, Pennsylvania, 
Carbon County., 78-23932 


Insurance, Flood — Pennsylvania — 
Carnegie. 
Borough of Carnegie, Pennsylvania, Al- 
legheny County., 78-9049 


Flood insurance study : Borough of Car- 
negie, Pennsylvania, Allegheny Coun- 
ty., 78-9049 

Insurance, Flood — Pennsylvania — Center. 

Flood insurance study township of 
Center, Pennsylvania, Indiana County., 
78-9053 

‘Township of Center, Pennsylvania, Indi- 
ana County., 78-9053 

*Insurance, Flood — Pennsylvania — 

Chambersburg. 

Borough of Chambersburg, Pennsylvania, 
Franklin County., 78-13613 

Flood insurance — study Borough of 
Chambersburg, Pennsylvania, Franklin 
County., 78-13613 

Insurance, Flood — Pennsylvania — 

Concord. 

Flood insurance study : township of Con- 
cord, Pennsylvania, Delaware County., 
78-555 

Township) of Concord, Pennsylvania, 
Delaware County., 78-555 
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Insurance, Flood — Pennsylvania — 
Connellsville. 
City of Connellsville, Pennsylvania, 
Fayette County., 78-4899 


Flood insurance study : city of Connell- 
sville, Pennsylvania, Fayette county., 
78-4899 

Insurance, Flood — Pennsylvania — 

Conshohocken. 

Borough of Conshohocken, Pennsylvania, 
Montgomery County., 78-556 


Flood insurance study Borough of 
Conshohocken, Pennsylvania, Mont- 
gomery County., 78-556 


Insurance, Flood — Pennsylvania — Corry. 
City of Corry, Pennsylvania, Erie Coun- 
ty., 78-9059 


Flood insurance study : city of Corry, 
Pennsylvania, Erie County., 78-9059 
Insurance, Flood — Pennsylvania — Dalton. 
Borough of Dalton, Pennsylvania, 
Lackawanna County., 78-25967 


Flood insurance study : Borough of Dal- 
ton, Pennsylvania, Lackawanna Coun- 
ty., 78-25967 


Insurance, Flood — Pennsylvania — 
Delaware County. 
Flood insurance study township of 
Nether Providence, Pennsylvania, 
Delaware County., 78-26042 


Township of Nether Providence, Pennsyl- 
vania, Delaware County., 78-26042 


*Insurance, Flood — Pennsylvania — Derry. 
Borough of Derry, Pennsylvania, West- 
moreland County., 78-13623 
Flood insurance study 
Derry, Pennsylvania, 
County., 78-13623 


Flood insurance study township of 
Derry, Pennsylvania, Mifflin County., 
78-21378 


Flood insurance study township of 
Derry, Pennsylvania, Montour County., 
78-21377 

Flood insurance 
Derry, 
County., 


Borough of 
Westmoreland 


study 
Pennsylvania, 

78-11390 

Township of Derry, Pennsylvania, Mifflin 
County., 78-21378 

Township of Derry, Pennsylvania, Mon- 
tour County., 78-21377 

Township of Derry, Pennsylvania, West- 
moreland County., 78-11390 

Insurance, Flood — Pennsylvania — 

Doylestown. 

Flood insurance study township of 
Doylestown, Pennsylvania, Bucks 
County., 78-25974 

Township of Doylestown, Pennsylvania, 
Bucks County., 78-25974 


township of 
Westmoreland 
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Insurance, Flood — Pennsylvania — DuBois. 
City of DuBois, Pennsylvania, Clearfield 
County., 78-25975 


Flood insurance study : city of DuBois, 
Pennsylvania, Clearfield County., 78- 
25975 


*Insurance, Flood — Pennsylvania — 
Durham. 
Flood insurance study : township of Dur- 


ham, Pennsylvania, Bucks County., 
78-21379 


Town of Durham, Pennsylvania, Bucks 
County., 78-21379 


Insurance, Flood — Pennsylvania — 
Elizabeth. 
Flood insurance 
Elizabeth, 
County., 


study 
Pennsylvania, 

78-7205 

Township of Elizabeth, Pennsylvania, Al- 
legheny County., 78-7205 


Insurance, Flood — Pennsylvania — 
Elizabethtown. 
Borough of Elizabethtown, Pennsylvania, 
Lancaster County., 78-9065 
Flood insurance 


Elizabethtown, 
caster County., 


township of 
Allegheny 


study Borough of 
Pennsylvania, _Lan- 
78-9065 
Insurance, Flood — Pennsylvania — 
Emporium. 
Borough of Emporium, Pennsylvania, 
Cameron County., 78-2010 


Flood insurance study : Borough of Em- 


porium, Pennsylvania, Cameron Coun- 
ty., 78-2010 


*Insurance, Flood — Pennsylvania — Etna. 
Borough of Etna, 
legheny County., 


Pennsylvania, Al- 
78-17721 


Flood insurance study : Borough of Etna, 
Pennsylvania, Allegheny County., 78- 
17721 

Insurance, Flood — Pennsylvania — 

Fairview. 

Flood insurance study : township of Fair- 
view, Pennsylvania, Erie County., 78- 
25983 

Flood insurance study : township of Fair- 
view, Pennsylvania, York County., 
78-9068 

Township of Fairview, Pennsylvania, Erie 
County., 78-25983 

Township of 
York County., 


Fairview, 
78-9068 
Insurance, Flood — Pennsylvania — Farrell. 
City of Farrell, Pennsylvania, 
County., 78-9069 
Flood insurance study 
Pennsylvania, 
9069 


Pennsylvania, 


Mercer 


: city of Farrell, 
Mercer County., 78- 





Insurance, Flood — Pennsylvania — 

Fermanagh. 

Flood insurance study : township of Fer- 
managh, Pennsylvania, Juniata Coun- 
ty., 78n9070 

Township of Fermanagh, Pennsylvania, 
Juniata County., 78-9070 


Insurance, Flood — Pennsylvania — 
Franklin. 
City of Franklin, Pennsylvania, Venango 
County., 78-25987 


Flood insurance study : city of Franklin, 
Pennsylvania, Venango County., 78- 
25987 


*Insurance, Flood — Pennsylvania — 
Granville. 
Flood insurance study township of 
Granville, Pennsylvania, Mifflin Coun- 
ty., 78-17726 


Township of Granville, Pennsylvania, 
Mifflin County., 78-17726 


Insurance, Flood — Pennsylvania — 
Greensburg. 
City of Greensburg, Pennsylvania, West- 
moreland County., 78-25994 
Flood insurance study 
sburg, 
County., 


: city of Green- 
Pennsylvania, Westmoreland 


78-25994 


*Insurance, Flood — Pennsylvania — 
Haines. 
Flood insurance study township of 


Haines, Pennsylvania, Centre County., 
78-15482 


Township of Haines, Pennsylvania, Cen- 
tre County., 78-15482 


Insurance, Flood — Pennsylvania — 

Hampden. 

Flood insurance study township of 
Hampden, Pennsylvania, Cumberland 
County., 78-9082 

Township of Hampden, 
Cumberland County., 


Pennsylvania, 
78-9082 
Insurance, Flood — Pennsylvania — 

Hampton. 

Flood insurance 

Hampton, 
County., 


study 
Pennsylvania, 
78-9085 


township of 
Allegheny 


Township of Hampton, Pennsylvania, Al- 
legheny County., 78-9085 


Insurance, Flood — Pennsylvania — 
Harrison. 
Flood insurance study : township of Har- 
rison, Pennsylvania, Allegheny Coun- 
ty., 78-25999 


Township of Harrison, Pennsylvania, Al- 
legheny County., 78-25999 
*Insurance, Flood — Pennsylvania — 
Hatfield. 
Borough of Hatfield, 
Montgomery County., 


Pennsylvania, 
78-17728 
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Flood insurance study : Borough of Hat- 
field, Pennsylvania, 
County., 78-17728 

Insurance, Flood — Pennsylvania — 

Honesdale. 


Borough of Honesdale, Wayne County, 
Pennsylvania., 78-7211 


Flood insurance study Borough of 
Honesdale, Wayne County, Pennsyl- 
vania., 78-7211 

Insurance, Flood — Pennsylvania — 

Hummelstown. 

Borough of Hummelstown, Pennsylvania, 
Dauphin County., 78-7213 


Flood insurance study Borough of 
Hummelstown, Pennsylvania, Dauphin 
County., 78-7213 

Insurance, Flood — Pennsylvania — 

Huntingdon. 

Borough of Huntingdon, 
County, Pennsylvania., 

Flood insurance 


Huntingdon, 
Pennsylvania., 


Montgomery 


Huntingdon 
78-26003 
study Borough of 
Huntingdon County, 
78-26003 
*Insurance, Flood — Pennsylvania — 

Jackson. 

Flood insurance study township of 
Jackson, Pennsylvania, Tioga County., 
78-21404 

Township of 
Tioga County., 


Jackson, Pennsylvania, 
78-21404 


Insurance, Flood — Pennsylvania — 
Jeannette. 
City of Jeannette, Pennsylvania, West- 
moreland County., 78-9093 


Flood insurance study : city of Jeannette, 


Pennsylvania, Westmoreland County., 
78-9093 


Insurance, Flood — Pennsylvania — 
Johnsonburg. 
Borough of Johnsonburg, Pennsylvania, 
Elk County., 78-26010 


Flood insurance study : Borough of John- 
sonburg, Pennsylvania, Elk County., 
78-26010 


*Insurance, Flood — Pennsylvania — 
Johnstown. 
The Johnstown area flood of 1977 : a 
case study for the future : report /, 
78-21011 


Insurance, Flood — Pennsylvania — Juniata. 
Flood insurance study : township of Ju- 
niata, Pennsylvania, Perry County., 
78-9094 


Township of Juniata, Pennsylvania, Perry 


78-9094 


*Insurance, Flood — Pennsylvania — 
Keating. 
Flood insurance study township of 
Keating, Pennsylvanial, McKean Coun- 
ty., 78-13660 


County., 
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Township of Keating, Pennsylvania, 
McKean County., 78-13660 


Insurance, Flood — Pennsylvania — Kelly. 
Flood insurance study township of 
Kelly, Union County, Pennsylvania., 
78-7215 


Township of Kelly, Union 
Pennsylvania., 78-7215 


Insurance, Flood — Pennsylvania — 
Kenhorst. 
Borough of Kenhorst, 
Berks County., 78-9097 


Flood insurance study : Borough of Ken- 
horst, Pennsylvania, Berks County., 
78-9097 

Insurance, Flood — Pennsylvania — 

Kulpmont. 

Borough of Kulpmont, 
Northumberland County., 


County, 


Pennsylvania, 


Pennsylvania, 
78-9098 
Flood insurance study : Borough of Kulp- 

mont, Pennsylvania, Northumberland 
County., 78-9098 

Insurance, Flood — Pennsylvania — 
Lansdale. 

Borough of Lansdale, 
Montgomery County., 


Pennsylvania, 
78-9100 


Flood insurance study : Borough of Lan- 
sdale, Pennsylvania, 
County., 78-9100 


Insurance, Flood — Pennsylvania — 
Lawrence Park. 
Flood insurance study township of 
Lawrence Park, Pennsylvania, Erie 
County., 78-26022 


Township of Lawrence Park, Pennsyl- 
vania, Erie County., 78-26022 


Insurance, Flood — Pennsylvania — 
Leacock. 
Flood insurance study 
Leacock, Pennsylvania, 
County., 78-4915 


Township of Leacock, Pennsylvania, 
Lancaster County., 78-4915 


*Insurance, Flood — Pennsylvania — 
Lewistown. 

Borough of Lewistown, 

Mifflin County., 


Flood insurance study Borough of 
Lewistown, Pennsylvania, Mifflin 
County., 78-17736 


*Insurance, Flood — Pennsylvania — 
Ligonier. 
Flood insurance study township of 
Ligonier, Pennsylvania, Westmoreland 
County., 78-21412 


Town of Ligonier, Pennsylvania, West- 
moreland County., 78-21412 


Insurance, Flood — Pennsylvania — Lower 
Milford. 
Flood insurance study township of 
Lower Milford, Pennsylvania, Lehigh 
County., 78-9108 


Montgomery 


township of 
Lancaster 


Pennsylvania, 
78-17736 
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Township of Lower Milford, Pennsyl- 
vania, Lehigh County., 78-9108 


Insurance, Flood — Pennsylvania — Lower 

Moreland. 

Flood insurance study township of 
Lower Moreland, Pennsylvania, Mont- 
gomery County., 78-4918 

Township of Lower Moreland, Pennsyl- 
vania, Montgomery County., 78-4918 

Insurance, Flood — Pennsylvania — Lower 

Mount Bethel. 

Flood insurance study 
Lower Mount Bethel, 
Northampton County., 


township of 
Pennsylvania, 
78-7222 

Township of Lower Mount Bethel, 


Pennsylvania, Northampton County., 
78-7222 


Insurance, Flood — Pennsylvania — Lower 

Yoder. 

Flood insurance study : Town of Lower 
Yoder, Pennsylvania, Cambria Coun- 
ty., 78-2029 

Township of Lower Yoder, Pennsylvania, 
Cambria County., 78-2029 


Insurance, Flood — Pennsylvania — 
Lumber. 
Flood insurance study 
Lumber, Pennsylvania, 
County., 78-574 


Township of Lumber, Pennsyivania, 
Cameron County., 78-574 
Insurance, Flood — Pennsylvania — Luzerne 
County. 
Flood insurance study : township of Bear 


Creek, Pennsylvania, Luzerne County., 
78-23899 


township of 
Cameron 


Township of Bear Creek, Pennsylvania, 


Luzerne County., 78-23899 


Insurance, Flood — Pennsylvania — 
McAdoo. 
Borough of McAdoo, Pennsylvania, 
Schuylkill County., 78-7223 


Flood insurance study 
McAdoo, Pennsylvania, 
County., 78-7223 


Insurance, Flood — Pennsylvania — Mifflin. 
Borough of Mifflin, Pennsylvania, Juniata 
County., 78-2035 


Flood insurance study Borough of 
Mifflin, Pennsylvania, Juniata County., 
78-2035 

Insurance, Flood — Pennsylvania — Monroe 

County. 

Borough of East Stroudsburg, Pennsyl- 
vania, Monroe County., 78-23914 

Flood insurance study : Borough of East 
Stroudsburg, Pennsylvania, Monroe 
County., 78-23914 

*Insurance, Flood — Pennsylvania — 

Montgomery. 

Borough of Montgomery, Pennsylvania, 
Lycoming County., 78-13676 


Borough of 
Schuylkill 
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Flood insurance study Borough of 
Montgomery, Pennsylvania, Lycoming 
County., 78-13676 


Insurance, Flood — Pennsylvania — 
Montgomery County. 
Flood insurance study township of 
Lower Merion, Pennsylvania, Mont- 
gomery County., 78-2028 


Flood insurance study 


Upper Providence, 
Montgomery County., 


township of 
Pennsylvania, 
78-13715 
Township of Lower Merion, Pennsyl- 
vania, Montgomery County., 78-2028 


Township of Upper Providence, Pennsyl- 
vania, Montgomery County., 78- 
13715 


*Insurance, Flood — Pennsylvania — Mount 
Carmel. 
Borough of Mount Carmel, Pennsylvania, 
Northumberland County., 78-13678 


Flood insurance study Borough of 
Mount Carmel, Pennsylvania, 
Northumberland County., 78-13678 


*Insurance, Flood — Pennsylvania — New 
Castle. 
City of New Castle, Pennsylvania, 
Lawrence County., 78-17746 


Flood insurance study : city of New Cas- 
tle, Pennsylvania, Lawrence County., 
78-17746 


Insurance, Flood — Pennsylvania — New 
Hope. 
Borough of New Hope, Pennsylvania, 
Bucks County., 78-582 


Flood insurance study : Borough of New 
Hope, Pennsylvania, Bucks County., 
78-582 


Insurance, Flood — Pennsylvania — Newton 
Hamilton. 
Borough of Newton Hamilton, Pennsyl- 
vania, Mifflin County., 78-4921 


Flood insurance study : Borough of New- 
ton Hamilton, Pennsylvania, Mifflin 
County., 78-4921 


*Insurance, Flood — Pennsylvania — North 
Coventry. 
Flood insurance study township of 
North Coventry, Pennsylvania, Chester 
County., 78-17748 


Township of North Coventry, Pennsyl- 
vania, Chester County., 78-17748 


Insurance, Flood — Pennsylvania — 
Northampton County. 
Flood insurance study 

Moore, Pennsylvania, 
County., 78-26035 


Township of Moore, 
Northampton County., 


township of 
Northampton 


Pennsylvania, 
78-26035 
*Insurance, Flood — Pennsylvania — 

Palmerton. 
Borough of Palmerton, Pennsylvania, 
Carbon County., 78-21441 
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Flood insurance 
Pennsylvania, 
21441 


Insurance, Flood — Pennsylvania — 
Parryville. 
Borough of Parryville, Pennsylvania, Car- 
bon County., 78-4929 


Flood insurance 


Pennsylvania, 
4929 


Insurance, Flood — Pennsylvania — 

Plymouth. 

Flood insurance study township of 
Plymouth, Pennsylvania, Montgomery 
County., 78-9132 

Township of Plymouth, Pennsylvania, 
Montgomery County., 78-9132 


Insurance, Flood — Pennsylvania — Port 
Carbon. 
Borough of Port Carbon, Pennsylvania, 
Schuylkill County., 78-587 


Flood insurance study : Borough of Port 
Carbon, Pennsylvania Schuylkill Coun- 
ty., 78-587 
Insurance, Flood — Pennsylvania — Port 
Royal. 
Borough of Port Royal, Pennsylvania, Ju- 
niata County., 78-588 


Flood insurance study : Borough of Port 
Royal, Pennsylvania, Juniata County., 
78-588 


*Insurance, Flood — Pennsylvania — 
Portage. 
Flood insurance study township of 
Portage, Pennsylvania, Cameron Coun- 
ty., 78-17753 


Township of Portage, Pennsylvnia, 
Cameron County., 78-17753 


Insurance, Flood — Pennsylvania — 
Reading. 
City of Reading, Berks County, Pennsyl- 
vannia., 78-26064 


Flood insurance study 
Berks County, 
26064 


study Palmerton, 
Carbon County., 78- 


study Parryville, 
Carbon County., 78- 


: city of Reading, 
Pennsylvania., 78- 


*Insurance, Flood — Pennsylvania — 
Renovo. 
Borough of Renovo, Clinton County, 
Pennsylvania., 78-11421 


Flood insurance study 
Renovo, 
vania., 


Borough of 
Clinton County, Pennsyl- 
78-11421 
Insurance, Flood — Pennsylvania — 
Reynoldsville. 
Borough of Reynoldsville, Pennsylvania, 
Jefferson County., 78-9137 


Flood insurance study Borough of 


Reynoldsville, Pennsylvania, Jefferson 
County., 78-9137 





*Insurance, Flood — Pennsylvania — 

Ridgway. 

Flood insurance study township of 
Ridgway, Pennsylvania, Elk County., 
78-21451 

Township of Ridgway, Pennsylvania, Elk 
County., 78-21451 

Insurance, Flood — Pennsylvania — 

Riegelsville. 

Borough of Riegelsvlle, 
Bucks County., 78-9138 


Flood insurance study Borough of 
Riegelsville, | Pennsylvania, Bucks 
County., 78-9138 

Insurance, Flood — Pennsylvania — 

Schuylkill County. 

Borough of Gordon, Pennsylvania, 
Schuylkill County., 78-25993 


Flood insurance study : Borough of Gor- 
don, Pennsylvania, Schuylkill County., 
78-25993 

Insurance, Flood — Pennsylvania — 

Sellersville. 

Borough of Sellersville, Pa., Bucks Coun- 
ty., 78-2044 


Flood insurance study : Borough of Sel- 
lersville, Pa., Bucks County., 78-2044 
*Insurance, Flood — Pennsylvania — 
Sewickley. 
Flood insurance study 
Sewickley, Pennsylvania, 
land County., 78-11423 


Township of Sewickley, 
Westmoreland and 
11423 


Insurance, Flood — Pennsylvania — Sharon. 
City of Sharon, Pennsylvania, Mercer 
County., 78-26078 


Flood insurance study : city of Sharon, 
Pennsylvania, Mercer County., 78- 
26078 

Insurance, Flood — Pennsylvania — 

Sharpsburg. 

Borough of Sharpsburg, Pennsylvania, 
Allegheny County., 78-26075 


Flood insurance study Borough of 
Sharpsburg, Pennsylvania, Allegheny 
County., 78-26075 

Insurance, Flood — Pennsylvania — 

Shenango. 

Flood insurance study township of 
Shenango, Lawrence County, Pennsyl- 
vania., 78-7242 

Township of Shenango, Lawrence Coun- 
ty, Pennyslvania., 78-7242 

Insurance, Flood — Pennsylvania — 

Shippen. 

Flood insurance study : township of Ship- 


pen, Pennsylvania, Cameron County., 
78-9145 


Township of Shippen, Pennsylvania, 
Cameron County., 78-9145 


Pennsylvania, 


township of 
Westmore- 


Pennsylvania, 
County., 78- 
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Insurance, Flood — Pennsylvania — 
Smethport. 
Borough of Smethport, Pennsylvania, 
McKean County., 78-9147 


Flood insurance study Borough of 
Smethport, Pennsylvania, McKean 
County., 78-9147 

Insurance, Flood — Pennsylvania — South 

Whitehall. 

Flood insurance study township of 
South Whitehall, Pennsylvania, Lehigh 
County., 78-9149 


Township of South Whitehall, Pennsyl- 
vania, Lehigh County., 78-9149 
Insurance, Flood — Pennsylvania — 
Springettsbury. 
Flood insurance study : town of Sprin- 


gettsbury, Pennsylvania, York County., 
78-600 


Township of Springettsbury, 
vania, York County., 78-600 


Insurance, Flood — Pennsylvania — 
Springfield. 
Flood insurance study township of 
Springfield, Pennsylvania, Delaware 
County., 78-601 


Township of Springfield, Pennsylvania, 

Delaware County., 78-601 
Insurance, Flood — Pennsylvania — 

Stonycreek. 

Flood insurance study township of 
Stonycreek, Pennsylvania, Cambria 
County., 78-9151 

Township of Stonycreek, Pennsylvania, 
Cambria County., 78-9151 

Insurance, Flood — Pennsylvania — 

Sylvania. 

Borough of Sylvania, Pennsylvania, Brad- 
ford County., 78-7245 

Flood insurance study : Borough of Syl- 


vania, Pennsylvania, Bradford County., 
78-7245 


Pennsyl- 


*Insurance, Flood — Pennsylvania — Tioga 
County. 
Flood 

Gaines, Pennsylvania, Tioga County., 
78-21389 


insurance study township of 


Township of Gaines, Pennsylvania, Tioga 
County., 78-21389 


Insurance, Flood — Pennsylvania — 
Titusville. 
City of Titusville, Pennsylvania, Craw- 
ford County., 78-9158 


Flood insurance study : city of Titusville, 
Pennsylvania, Crawford County., 78- 
9158 


Insurance, Flood — Pennsylvania — 
Tredyffrin. 
Flood insurance study : township of Tre- 
dyffrin, Chester County, Pennsylvania., 
78-9159 
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Township of Tredyffrin, Chester County, 
Pennsylvania., 78-9159 


Insurance, Flood — Pennsylvania — Turbett. 
Flood insurance study : township of Tur- 
bett, Pennsylvania, Juniata County., 
78-4942 


Township of Turbett, Pennsylvania, Ju- 
niata County., 78-4942 


Insurance, Flood — Pennsylvania — 
Uniontown. 
City of Uniontown, Pennsylvania, Fayette 
County., 78-9160 


Flood insurance study : city of Union- 
town, Pennsylvania, Fayette County., 
78-9160 

*Insurance, Flood — Pennsylvania — Unity. 

Flood insurance study township of 
Unity, Pennsylvania, Westmoreland 
County., 78-13714 


Township of Unity, Pennsylvania, West- 
moreland County., 78-13714 


Insurance, Flood — Pennsylvania — Upper 
Gwynedd. 
Flood insurance study township of 
Upper Gwynedd, Pennsylvania, Mont- 
gomery County., 78-4944 


Township of Upper Gwynedd, Pennsyl- 
vania, Montgomery County., 78-4944 


Insurance, Flood — Pennsylvania — Upper 
Makefield. 
Flood insurance study township of 
Upper Makefield, Pennsylvania, Bucks 
County., 78-23959 


Township of Upper Makefield, Pennsyl- 
vania, Bucks County., 78-23959 


Insurance, Flood — Pennsylvania — Upper 

Southampton. 

Flood insurance study 
Upper Southampton, 
Bucks County., 78-7248 

Upper 
Bucks 


township of 
Pennsylvania, 


Township of 
Pennsylvania, 
7248 


*Insurance, Flood — Pennsylvania — 
Walker. 
Flood insurance study township of 
Walker, Pennsylvania, Juniata County., 
78-15512 


Township of Walker, Pennsylvania, Ju- 
niata County., 78-15512 


*Insurance, Flood — Pennsylvania — 
Walnutport. 
Borough of Walnutport, 
Northampton County., 


Southampton, 
County., 78- 


Pennsylvania, 
78-11432 
Flood insurance study : Borough of Wal- 
nutport, Pennyslvania, Northampton 
County., 78-11432 
Insurance, Flood — Pennsylvania — 
Warminster. 
Flood insurance study : township of War- 
minster, Pennsylvania, Bucks County., 
78-4946 
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Township of Warminster, Pennsylvania, 
Bucks County., 78-4946 


Insurance, Flood — Pennsylvania — 

Warrington. 

Flood insurance study : township of War- 
rington, Pennsylvania, Bucks County., 
78-26093 

Township of Warrington, Pennsylvania, 
Bucks County., 78-26093 


Insurance, Flood — Pennsylvania — 
Warwick. 
Flood insurance study : township of War- 
wick, Pennsylvania, Bucks County., 
78-26094 


Township of Warwick, Pennsylvania, 

Bucks County., 78-26094 
Insurance, Flood — Pennsylvania — West 

Elizabeth. 

Borough of West Elizabeth, Pennsyl- 
vania, Allegheny County., 78-26098 

Flood insurance study : Borough of West 
Elizabeth, Pennsylvania, 
County., 78-26098 

Insurance, Flood — Pennsylvania — 

Westmoreland County. 

Flood insurance study : township of Al- 
legheny, Pennsylvania, Westmoreland 
County., 78-23896 

Flood insurance study 
Hempfield, Pennsylvania, 
land County., 78-23921 

Flood insurance study 


North Huntingdon, 
Westmoreland County., 


Allegheny 


township of 
Westmore- 


township of 
Pennsylvania, 
78-23940 
Township of Allegheny, 
Westmoreland County., 


Pennsylvania, 
78-23896 


Pennsylvania, 
78-23921 


Township of Hempfield, 
Westmoreland County., 


Township of North Huntingdon, Pennsyl- 


vania, 


Westmoreland County., 78- 
23940 


Insurance, Flood — Pennsylvania — 
Wheatland. 
Borough of Wheatland, Pennsylvania, 
Mercer county., 78-4948 


Flood insurance study Borough of 
Wheatland, Pennsylvania, Mercer 
County., 78-4948 

Insurance, Flood — Pennsylvania — 

Whitehall. 

Flood insurance study township of 
Whitehall, Pennsylvania, Lehigh Coun- 
ty., 78-4949 


Township of Whitehall, Pennsylvania, 
Lehigh County., 78-4949 
Insurance, Flood — Pennsylvania — 
Williamsburg. 
Borough of Williamsburg, Pennsylvania, 
Blair County., 78-4950 
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Flood insurance study : Borough of Wil- 
liamsburg, Pennsylvania, Blair County., 
78-4950 

*Insurance, Flood — Pennsylvania — 

Wrightstown. 

Flood insurance study township of 
Wrightstown, Pennsylvania, Bucks 
County., 78-17768 


Township of Wrightstown, Pennsylvania, 
Bucks County., 78-17768 


*Insurance, Flood — Puerto Rico — Coamo. 
Flood insurance study : town of Coamo, 
Puerto Rico., 78-17717 


Town of Coamo, 
17717 


*Insurance, Flood — Puerto Rico — Espiritu 
Santo River basin. 
Espiritu Santo River Basin, Puerto Rico., 
78-17720 


Flood insurance study : Espiritu Santo 
River basin, Puerto Rico., 78-17720 


*Insurance, Flood — Puerto Rico — Jayuya. 
Flood insurance study : town of Jayuya, 
Puerto Rico., 78-17731 


Town of Jayuya, 
17731 


*Insurance, Flood — Puerto Rico — Rio 
Grande de Arecibo Basin. 
Flood insurance study : Rio Grande de 
Arecibo Basin., 78-21452 


Rio Grande de Arecibo Basin, Common- 
wealth of Puerto Rico., 78-21452 
*Insurance, Flood — Puerto Rico — Rio 
Yauco basin. 
Flood insurance study : Rio Yauco basin, 


Commonwealth of Puerto Rico., 78- 
17758 


Puerto Rico., 78- 


Puerto Rico., 78- 


Rio Yauco basin, Commonwealth of 
Puerto Rico., 78-17758 


*Insurance, Flood — Puerto Rico — Utuado. 
Flood insurance study : town of Utuado, 
Puerto Rico., 78-21472 


Town of Utuado, 
21472 


*Insurance, Flood — Rhode Island — 
Coventry. 
Flood insurance study town of 


Coventry, Rhode Island, Kent County., 
78-21373 


Puerto Rico., 78- 


Town of Coventry, Rhode Island, Kent 
County., 78-21373 


*Insurance, Flood — Rhode Island — 
Johnston. 
Flood insurance study : town of John- 
ston, Rhode Island, Providence Coun- 
ty., 78-21406 
Town of Johnston, 
Providence County., 


Rhode 
78-21406 


Island, 
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Insurance, Flood — Rhode Island — North 

Providence. 

Flood insurance study : town of North 
Providence, Providence 
Rhode Island., 78-583 

*Insurance, Flood — Rhode Island — North 

Smithfield. 

Flood insurance study : town of North 
Smithfield, Rhode Island , Providence 
County., 78-15495 


Town of North Smithfield, Rhode Island, 
Providence County., 78-15495 


Insurance, Flood — Rhode Island — West 
Warwick. 
Flood insurance study : town of West 
Warwick, Rhode Island, Kent County., 
78-2054 


Town of West Warwick, Rhode Island, 
Kent County., 78-2054 


Insurance, Flood — South Carolina — 
Atlantic Beach. 
Flood insurance study : town of Atlantic 
Beach, South Carolina, Horry County., 
78-9039 


Town of Atlantic Beach, South Carolina, 
Horry County., 78-9039 


Insurance, Flood — South Carolina — 
Cheraw. 
Flood insurance study : town of Cheraw, 
South Carolina, Chesterfield County., 
78-25960 


Town of Cheraw, South Carolina, 
Chesterfield County., 78-25960 


Insurance, Flood — South Carolina — 
Georgetown. 

City of Georgetown, 

Georgetown County., 


County, 


South Carolina, 
78-25990 


Flood insurance study : city of Geor- 
getown, South Carolina, Georgetown 
County., 78-25990 


Insurance, Flood — South Carolina — 
Georgetown County. 
Flood insurance study : Waccamaw Neck 
Flood District, Georgetown County, 
South Carolina., 78-9162 


Waccamaw Neck Flood District, Geor- 
getown County, South Carolina., 78- 
9162 


*Insurance, Flood — South Carolina — 

Grand Strand. 

Flood insurance study : Grand Strand 
flood district, South Carolina, Horry 
County., 78-13646 

Grand Strand Flood district, 
Carolina, Horry County., 


South 
78-13646 
Insurance, Flood — South Carolina — 
Mauldin. 
City of Mauldin, South Carolina, Green- 
ville County., 78-26030 


Flood insurance study : city of Mauldin, 
South Carolina, Greenville County., 
78-26030 





Insurance, Flood — South Carolina — 
Simpsonville. 
City of Simpsonville, South Carolina, 
Greenville County., 78-26081 


Flood insurance study : city of Simpson- 
ville, South Carolina, Greenville Coun- 
ty., 78-26081 
*Insurance, Flood — South Carolina — 
Spartanburg. 
City of Spartanburg, South Carolina, 
Spartanburg County., 78-13706 


Flood insurance study : city of Spartan- 
burg, South Carolina, Spartanburg 
County., 78-13706 

*Insurance, Flood — South Dakota — 

Aberdeen. 

City of Aberdeen South Dakota, Brown 
County., 78-13586 


Flood insurance study : city of Aberdeen, 
South Dakota, Brown County., 78- 
13586 


Insurance, Flood — South Dakota — 
Brookings. 

City of Brookings, 

Brookings County., 78-25953 


Flood insurance study city of 
Brookings, South Dakota, Brookings 
County., 78-25953 


*Insurance, Flood — South Dakota — 
Columbia. 
City of Columbia, South Dakota, Brown 
County., 78-13619 


South Dakota, 


Flood insurance study : city of Columbia, 
South Dakota, Brown County., 78- 
13619 


Insurance, Flood — South Dakota — 
Frederick. 
Flood insurance 
Frederick, 
County., 


study 
South Dakota, 
78-4904 


of Frederick, South Dakota, 
Brown County., 78-4904 


Insurance, Flood — South Dakota — 
Groton. 
City of Groton, South Dakota, Brown 
County., 78-4909 


Flood insurance study : city of Groton, 
South Dakota, Brown County., 78- 
4909 


*Insurance, Flood — South Dakota — 
Meade County. 
Flood insurance study : Meade County, 
South Dakota (unincorporated areas), 
78-15486 


Meade County, South Dakota 
(unincorporated areas)., 78-15486 


*Insurance, Flood — Tennessee — Athens. 
City of Athens, Tennessee, McMinn 
County., 78-13592 


Flood insurance study : city of Athens, 
Tennessee, McMinn County., 78- 
13592 


town of 
Brown 


Town 
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Insurance, Flood — Tennessee — 

Brentwood. 

City of Brentwood, Tennessee, William- 
son County., 78-9042 

Flood insurance study : city of Brent- 
wood, Tennessee, Williamson County., 
78-9042 

Insurance, Flood — Tennessee — Loudon. 

City of Loudon, Tennessee, Loudon 
County., 78-7221 

Flood insurance study : city of Loudon, 
Tennessee, Loudon County., 78-7221 

*Insurance, Flood — Tennessee — Loudon 

County. 

Flood insurance study : Loudon County, 
Tennessee (unincoporated areas)., 
78-21415 

Loudon County, 
(unincorporated areas)., 


Tennessee 
78-21415 
Insurance, Flood — Tennessee — 

Manchester. 

City of Manchester, Tennessee, Coffee 

County., 78-23935 


Flood insurance study city of 
Manchester, Tennessee, Coffee Coun- 
ty., 78-23935 
*Insurance, Flood — Tennessee — 
Morristown. 
City of Morristown, Tennessee, Hamblen 
County., 78-13677 


Flood insurance study : city of Mor- 
ristown, Tennessee, Hamblen County., 
78-13677 


Insurance, Flood — Tennessee — Sparta. 
City of Sparta, Tennessee, White Coun- 
ty., 78-599 
Flood insurance study : city of Sparta, 
Tennessee, White County., 78-599 


Insurance, Flood — Texas — Abilene. 
City of Abilene, Texas, Taylor and Jones 
Counties., 78-1999 


Flood insurance study : city of Abilene, 
Texas, Taylor and Jones Counties., 
78-1999 

*Insurance, Flood — Texas — Alamo 

Heights. 

City of Alamo Heights, Texas, Bexar 
County., 78-17710 


Flood insurance study : city of Alamo 
Heights, Texas, Bexar County., 78- 
17710 

*Insurance, Flood — Texas — Allen. 

City of Allen, Texas, Collin County., 

78-13590 


Flood insurance study 
Texas, Collin County., 


: city of Allen, 
78-13590 
Insurance, Flood -—— Texas — Bandera 
County. 
Bandera County, Texas, unincorporated 
areas., 78-25940 
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Flood insurance study : Bandera County, 
Texas, unincorporated areas., 78- 
25940 

*Insurance, Flood — Texas — Bellmead. 

City of Bellmead, Texas, McLennan 

County., 78-21354 


Flood insurance study : city of Bellmead, 
Texas, McLennan County., 78-21354 


*Insurance, Flood — Texas — Beverly Hills. 
City of Beverly Hills, Texas, McLennan 
County., 78-21357 


Flood insurance study : city of Beverly 
Hills, Texas, McLennan County., 78- 
21357 

Insurance, Flood — Texas — Farmers 

Branch. 

City of Farmers Branch, Texas, Dallas 
County., 78-2012 


Flood insurance study : city of Farmers 
Branch, Texas, Dallas County., 78- 
2012 

*Insurance, Flood — Texas — Forest Hill. 

City of Forest Hill, Texas, Tarrant Coun- 

ty., 78-15474 


Flood insurance study 
Hill, Texas, 
15474 


*Insurance, Flood — Texas — Gozales 
County. 
Flood insurance study : Gonzales Coun- 


ty, Texas, unincorporated areas., 78- 
17724 


: city of Forest 


Tarrant County., 78- 


Gonzales County, Texas, unincorporated 
areas., 78-17724 


Insurance, Flood — Texas — Haltom City. 
City of Haltom City, Texas, Tarrant 
County., 78-2019 


Flood insurance study 
City, 
2019 

Insurance, Flood — Texas — Hardin 

County. 

Flood insurance study : Hardin County, 


Texas (unincorporated 
25998 


: city of Haltom 


Texas, Tarrant County., 78- 


areas)., 78- 


Hardin County, Texas (unincorporated 
areas)., 78-25998 
Insurance, Flood — Texas — Hewitt. 
City of Hewitt, Texas, McLennan Coun- 
ty., 78-9089 
Flood insurance study : city of Hewitt, 
Texas, McLennan County., 78-9089 
Insurance, Flood — Texas — Hondo. 
City of Hondo, Texas, Medina County., 
78-26002 
Flood insurance study : city of Hondo, 
Texas, Medina County., 78-26002 
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*Insurance, Flood — Texas — Jackson 

County. 

Flood insurance study : Jackson County, 
Texas, unincorporated areas., 78- 
17730 

Jackson County, Texas, unincorporated 
areas., 78-17730 

Insurance, Flood — Texas — Kerrville. 

City of Kerrville, Texas, Kerr County., 
78-26014 

Flood insurance study : city of Kerrville, 
Texas, Kerr County., 78-26014 

Insurance, Flood — Texas — La Vernia. 

City of La Vernie, Texas, Wilson Coun- 
ty., 78-9101 

Flood insurance study : city of La Ver- 
nia, Texas, Wilson County., 78-9101 


*Insurance, Flood — Texas — La Villa. 
City of La Villa, Texas, Hidalgo County., 
78-13664 
Flood insurance study : city of La Villa, 
Texas, Hidalgo County., 78-13664 


Insurance, Flood — Texas — Longview. 
Flood insurance study : city of Longview, 
Texas, Gregg and Harrison Counties., 
78-571 
Insurance, Flood — Texas — Lumberton. 
City of Lumberton, Texas, Hardin Coun- 
ty., 78-573 
Flood insurance study : city of Lum- 
berton, Texas, Hardin County., 78- 
573 
Insurance, Flood — Texas — Pflugerville. 
City of Pflugerville, Texas, Travis Coun- 
ty., 78-9129 


Flood insurance study : city of Pfluger- 


ville, Texas, Travis County., 78-9129 
Insurance, Flood — Texas — Rollingwood. 
City of Rollingwood, Texas, Travis Coun- 
ty., 78-23950 


Flood insurance study 
wood, Texas, 
23950 


: city of Rolling- 
Travis County., 78- 


*Insurance, Flood — Texas — Rowlett. 
City of Rowlett, Texas, Dallas 
Rockwall Counties., 78-21454 


Flood insurance study : city of Rowlett, 
Texas, Dallas and Rockwall Counties., 
78-21454 

*Insurance, Flood — Texas — Sachse. 

City of Sachse, Texas, Collin and Dallas 
Counties., 78-21455 

Flood insurance study : city of Sachse, 
Texas, Collin and Dallas Counties., 
78-21455 

Insurance, Flood — Texas — Silsbee. 

City of Silsbee, Texas, Hardin County., 

78-9146 


and 


Flood insurance study : city of Silsbee, 
Texas, Hardin County., 78-9146 
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Insurance, Flood — Texas — Stockdale. 
City of Stockdale, Texas, Wilson Coun- 
ty., 78-4940 


Flood insurance study : city of Stockdale, 
Texas, Wilson County., 78-4940 


Insurance, Flood — Texas — Waco. 
City of Waco, Texas, McLennan Coun- 
ty., 78-605 


Flood insurance study : city of Waco 
Texas, McLennan County., 78-605 
*Insurance, Flood — Texas — West Lake 
Hills. 
City of West Lake Hills, Texas, Travis 
County., 78-15517 


Flood insurance study : city of West 
Lake Hills, Texas, Travis County., 
78-15517 


Insurance, Flood — Texas — Wilson County. 
Flood insurance study : Wilson County, 
Texas, unicorporated areas., 78-7252 


Wilson County, Texas, unincorporated 
areas., 78-7252 


*Insurance, Flood — United States. 
Coastal flood hazards and the national 
flood insurance program /, 78-15450 


Joint resolution to provide for a tempo- 
rary extension of certain Federal Hous- 
ing Administration mortgage insurance 
and related authorities and of the na- 
tional flood insurance program, and 
for other purposes., 78-2342, 78- 
5850 


Oversight of the Federal flood insurance 
program : hearings before the Subcom- 
mittee on Housing and Community 
Development of the Committee on 
Banking, Finance and Urban Affairs, 
House of Representatives, Ninety-fifth 
Congress, first session, September 7 
and 8, 1977., 78-9908 


Insurance, Flood — United States — Maps. 
Federal Insurance Administration flood 


map preparation standards, May 1973., 
78-7184 


Flood map preparation map standards., 
78-7184 


From the National Flood Insurance Pro- 
gram : how to read flood hazard boun- 
dary maps a guide for interested 
citizens, community officials, lending 
institutions, and insurance agents., 
78-25930 


How to read a flood insurance rate map : 
a guide for interested citizens, commu- 
nity officials, lending institutes, and in- 
surance agents., 78-550 


read flood hazard boundary 
78-25930 
*Insurance, Flood — Utah — Bountiful. 


City of Bountiful, Utah, Davis County., 
78-23902 


How to 
maps., 
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Flood insurance study : city of Bountiful, 
Utah, Davis County., 78-23902 


Insurance, Flood — Utah — Payson. 


City of Payson, Utah, Utah County., 
78-26057 


Flood insurance study : city of Payson, 
Utah, Utah County., 78-26057 


*Insurance, Flood — Utah — Springville. 
City of Springville, Utah, Utah County., 
78-23957 
Flood insurance study : city of Spring- 
ville, Utah, Utah County., 78-23957 


Insurance, Flood — Utah — Sunnyside. 
City of Sunnyside, Utah, Carbon Coun- 
ty., 78-26084 
Flood insurance study : city of Sun- 
nyside, Utah, Carbon County., 78- 
26084 


*Insurance, Flood — Vermont — Barre. 
Flood insurance study : town of Barre, 
Vermont, Washington County., 78- 
13596 


Town of Barre, Vermont, Washington 
County., 78-13596 


Insurance, Flood — Vermont — Brandon. 
Flood insurance study : town of Brandon, 
Vermont, Rutland County., 78-9041 


Town of Brandon, Rutland 


County., 78-9041 


Insurance, Flood — Vermont — Burlington. 
City of Burlington, Vermont, Chittenden 
County., 78-25954 


Flood insurance study : city of Burling- 
ton, Vermont, Chittenden County., 
78-25954 


*Insurance, Flood — Vermont — 
Huntington. 
Flood insurance study : town of Hunting- 
ton, Vermont, Chittenden County., 
78-13653 


Town of Huntington, Vermont, Chitten- 
den County., 78-13653 


*Insurance, Flood — Vermont — Ludlow. 
Flood insurance study : town of Ludlow, 
village of Ludlow, Vermont, Windsor 
County., 78-17740 


Town of Ludlow, village of Ludlow, Ver- 
mont, Windsor County., 78-17740 


Insurance, Flood — Vermont — Manchester. 

Flood insurance — study town of 

Manchester, Vermont, Bennington 
County., 78-9110 


Town of Manchester, Vermont, Benning- 
ton County., 78-9110 


*Insurance, Flood — Vermont — Moretown. 

Flood insurance study towm of 

Moretown, Vermont, Washington 
County., 78-11407 


Town of Moretown, Vermont, Washing- 
ton County., 78-11407 


Vermont, 





*Insurance, Flood — Vermont — 

Morrisville. 

Flood insurance study : village of Mor- 
risville, Vermont, Lamoille County., 
78-11408 

Village of Morrisville, Vermont, Lamoille 
County., 78-11408 


Insurance, Flood — Vermont — New Haven. 
Flood insurance study : town of New 
Haven, Vermont, Addison County., 

78-7230 
Town of New Haven, Vermont, Addison 
County., 78-7230 


*Insurance, Flood — Vermont — Northfield. 
Flood insurance study : town of/village of 
Northfield, Vermont, Washington 
County., 78-11413 
Town of/village of Northfield, Vermont, 
Washington County., 78-11413 
Insurance, Flood — Vermont — Orange 
County. 
Flood insurance study : town of Brook- 


field, Vermont, Orange County., 78- 
23904 


Town of Brookfield, Vermont, Orange 
County., 78-23904 


Insurance, Flood — Vermont — Orleans. 
Flood insurance study : town of Barton 
and villages of Barton and Orleans, 
Vermont, Orleans County., 78-7191 


Town of Barton and villages of Barton 
and Orleans, Vermont, Orleans Coun- 
ty., 78-7191 
*Insurance, Flood — Vermont — Pawlet. 
Flood insurance study : town of Pawlet, 
Vermont, Rutland County., 78-21442 


Town of Pawlet, Vermont, Rutland 


County., 78-21442 


Insurance, Flood — Vermont — Proctor. 
Flood insurance study : town of Proctor, 
Vermont, Rutland County., 78-26062 


Town of Rutland 


County., 


Proctor, Vermont, 
78-26062 


Insurance, Flood — Vermont — Rutland. 
City of Rutland, Rutland 
County., 78-9143 


Flood insurance study : city of Rutland, 
Vermont, Rutland County., 78-9143 


Flood insurance study : town of Rutland, 
Vermont, Rutland County., 78-26070 


of Rutland, Vermont, Rutland 
County., 78-26070 

*Insurance, Flood — Vermont — 
Shrewsbury. 

Flood insurance — study town of 
Shrewsbury, Vermont, Rutland Coun- 
ty., 78-21464 


Vermont, 


Town 


Town of Shrewsbury, Vermont, Rutland 
County., 78-21464 
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*Insurance, Flood — Vermont — South 

Hero. 

Flood insurance study : town of South 
Hero, Vermont, Grand Isle County., 
78-13704 

Town of South Hero, Vermont, Grand 
Isle County., 78-13704 


*Insurance, Flood — Vermont — St. Albans. 

City of St. Albans, Vermont, Franklin 
County., 78-13700 

Flood insurance study : city of St. Al- 


bans, Vermont, Franklin County., 78- 
13700 


*Insurance, Flood — Vermont — Stamford. 
Flood insurance study : town of Stam- 
ford, Vermont, Bennington County., 
78-13707 
Town of Stamford, Vermont, Bennington 
County., 78-13707 


*Insurance, Flood — Vermont — Waitsfield. 
Flood insurance study : town of Wait- 
sfield, Vermont, Washington County., 
78-11431 


Town of Waitsfield, Vermont, Washing- 
ton County., 78-11431 


*Insurance, Flood — Vermont — 
Williamstown. 
Flood insurance study : town of William- 
stown, Vermont, Orange County., 78- 
13721 


Town of Williamstown, Vermont, Orange 


County., 78-13721 


Insurance, Flood — Vermont — Wilmington. 

Flood insurance study : town of Wilming- 

ton, Vermont, Windham County., 78- 
9167 


Town of Wilmington, Vermont, Wind- 
ham County., 78-9167 


*Insurance, Flood — Vermont — Winooski. 
City of Winooski, Vermont, Chittenden 
County., 78-15520 


Flood insurance study : city of Winooski, 
Vermont, Chittenden County., 78- 
15520 


Insurance, Flood — Vermont — Woodstock. 

Flood insurance study : town/village of 

Woodstock, Vermont, Windsor Coun- 
ty., 78-26108 


Town/village of Woodstock, Vermont, 
Windsor County., 78-26108 


Insurance, Flood — Vermont — Worcester. 
Flood insurance study : town of Wor- 
cester, Vermont, Washington County., 
78-9169 


Town of Worcester, Vermont, Washing- 
ton County., 78-9169 
*Insurance, Flood — Virginia — Altavista. 
Flood insurance study town of Al- 
tavista, Virginia, Campbell County., 
78-15453 
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Town of Altavista, Virginia, Campbell 
County., 78-15453 
*Insurance, Flood — Virginia — Amherst 
County. 
Amherst County, 
porated areas., 


Virginia, unincor- 


78-15454 
Flood insurance study : Amherst County, 
Virginia, unicorporated Areas., 78- 
15454 
*Insurance, Flood — Virginia — 
Appomattox County. 
Appomattox County, 
(unincorporated area)., 
Flood insurance 
County, 
area)., 


Virginia 
78-13591 
study 

Virginia 
78-13591 
*Insurance, Flood — Virginia — Bedford. 

City of Bedford, Virginia, independent 

city., 78-1137] 
Flood insurance study : city of Bedford, 
Virginia, independent city., 78-1137] 
Insurance, Flood — Virginia — Bedford 
County. 
Bedford County, 
(unincorporated areas)., 


Appomattox 
(unincorporated 


Virginia 
78-25943 
Flood insurance study : Bedford County, 
Virginia (unincorporated areas)., 78- 
25943 
*Insurance, Flood — Virginia — Bluefield. 
Flood insurance study town of 
Bluefield, Virginia, Tazewell County., 
78-15458 
Town of Bluefield, Virginia, Tazewell 
County., 78-15458 


Insurance, Flood — Virginia — Boones Mill. 
Flood insurance study : town of Boones 
Mill, Virginia, Franklin County., 78- 
21359 
Town of Boones Mill, Virginia, Franklin 
County., 78-21359 


*Insurance, Flood — Virginia — Botetourt 
County. 
Botetourt County, Virginia, 
porated areas., 78-13605 
Flood insurance study : Botetourt Coun- 


ty, Virginia, unincorporated areas., 
78-13605 


unincor- 


Insurance, Flood — Virginia — Brookneal. 
Flood insurance study : town of Brook- 
neal, Virginia, Campbell County., 78- 
4897 
Town of Brookneal, Virginia, Campbell 
County., 78-4897 
*Insurance, Flood — Virginia — 
Buckingham County. 
Buckingham County, 
(unincorporated areas)., 
Flood insurance 
County, 
areas)., 


Virginia 
78-15462 
study 

Virginia 
78-15462 


Buckingham 
(unincorporated 
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*Insurance, Flood — Virginia — Buena 
Vista. 
City of Buena 
(independent city)., 


Vista, 
78-15463 


Flood insurance study : city of Buena 
Vista, Virginia (independent city)., 
78-15463 

Insurance, Flood — Virginia — Campbell 

County. 

Campbell County, Virginia, 
porated areas., 78-25955 


Flood insurance study : Campbell Coun- 
ty, Virginia, unincoporated areas., 
78-25955 

*Insurance, Flood — Virginia — Chilhowie. 

Flood insurance study : town of Chil- 
howie, Virginia, Smyth County., 78- 
13614 

Town of Chilhowie, 
County., 78-13614 

*Insurance, Flood — Virginia — Clifton 

Forge. 

City of Clifton Forge, Virginia, indepen- 
dent city., 78-21370 

Flood insurance study : city of Clifton 
Forge, Virginia, independent city., 
78-21370 

Insurance, Flood — Virginia — Clinchport. 

Flood insurance — study town of 
Clinchport, Virginia, Scott County., 
78-25963 

Town of Clinchport, 
County., 78-25963 


*Insurance, Flood — Virginia — Elkton. 
Flood insurance study : town of Elkton, 
Virginia, Rockingham County., 78- 
13628 


Virginia 


unincor- 


Virginia, Smyth 


Virginia, Scott 


Town of Elkton, Virginia, Rockingham 
County., 78-13628 


*Insurance, Flood — Virginia — Farmville. 
Flood insurance study : town of Farm- 
ville, Virginia, Prince Edward and 
Cumberland Counties., 78-17723 
Town of Farmville, Virginia, Prince Ed- 
ward and Cumberland Counties., 78- 
17723 


Insurance, Flood — Virginia — Fincastle. 
Flood insurance study : town of Fincas- 


tle, Virginia, Botetcourt County., 78- 
9071 


Town of Fincastle, Virginia, Botetcourt 

County., 78-9071 
*Insurance, Flood — Virginia — Fluvanna 

County. 

Flood insurance study : Fluvanna Coun- 
ty, Virginia, unincorporated areas., 
78-21383 

Flood insurance study : town of Colum- 
bia, Virginia, Fluvanna County., 78- 
23909 
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Fluvanna County, Virginia, 
porated areas., 78-21383 


Town of Columbia, Virginia, Fluvanna 

County., 78-23909 
*Insurance, Flood — Virginia — Frederick 

County. 

Flood insurance study : Frederick Coun- 
ty, Virginia, unincorporated areas., 
78-15475 

Frederick County, Virginia, 
porated areas., 78-15475 


Insurance, Flood — Virginia — Galax. 
City of Galax, Virginia, independent 
city., 78-25989 
Flood insurance study : city of Galax, 
Virginia, independent city., 78-25989 
*Insurance, Flood — Virginia — Goshen. 
Flood insurance study : town of Goshen, 
Virginia, Rockbridge County., 78- 
21391 
Town of Goshen, Virginia, Rockbridge 
County., 78-21391 
*Insurance, Flood — Virginia — Grottoes. 
Flood insurance study : town of Grot- 
toes, Virginia, Rockingham and Au- 
gusta Counties., 78-17727 
Town of Grottoes, Virginia, Rockingham 
and Augusta Counties., 78-17727 
*Insurance, Flood — Virginia — Halifax 
County. 
Flood insurance study : Halifax County, 


Virginia, unincorporated areas., 78- 
15483 


unincor- 


unincor- 


Halifax County, Virginia, unincorporated 

areas., 78-15483 
*Insurance, Flood — Virginia — 

Lawrenceville. 

Flood insurance study 
Lawrenceville, Virginia, 
County., 78-13665 

Town of Lawrenceville, Virginia, Brun- 
swick County., 78-13665 


*Insurance, Flood — Virginia — Lexington. 

City of Lexington, Virginia, independent 
city., 78-21411 

Flood insurance study : city of Lexing- 
ton, Virginia, independent city., 78- 
21411 

Insurance, Flood — Virginia — Loudoun 

County. 

Flood insurance study : Loudoun Coun- 
ty, Virginia, unincorporated area., 
78-572 

Loudoun County, Virginia, 
porated area., 78-572 


town of 
Brunswick 


unincor- 


*Insurance, Flood — Virginia — Lynchburg. 
City of Lynchburg, Virginia, independent 


city., 78-21416 


Flood insurance — study city of 
Lynchburg, Virginia, independent city., 
78-21416 
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Insurance, Flood — Virginia — Manassas. 
City of Manassas, Virginia, Prince Wil- 
liam County., 78-26029 


Flood insurance study : city of Manassas, 
Virginia, Prince William County., 78- 
26029 

Insurance, Flood — Virginia — Manassas 

Park. 

City of Manassas Park, Virginia, Prince 
William County., 78-26028 


Flood insurance study : city of Manassas 
Park, Virginia, Prince William Coun- 
ty., 78-26028 

*Insurance, Flood — Virginia — 

Mecklenburg County. 

Flood insurance study 
County, Virginia 
areas)., 78-17741 

Mecklenburg county, 
(unincorporated areas)., 


Mecklenburg 
(unincorporated 


Virginia 
78-17741 
Insurance, Flood — Virginia — Montgomery 

County. 
Flood insurance study 

County, 

areas )., 


Montgomery 
Virginia, 
78-26034 


Montgomery 


(unincorporated 


County, 
(unincorporated areas)., 


Virginia, 
78-26034 
*Insurance, Flood — Virginia — Narrows. 

Flood insurance study : town of Narrows, 

Virginia, Giles County., 78-17745 

Town of Narrows, Virginia, Giles Coun- 
ty., 78-17745 


*Insurance, Flood — Virginia — Nelson 

County. 

Flood insurance study : Nelson County, 
Virginia, unincorporated areas., 78- 
21430 

Nelson County, Virginia, unincorporated 
areas., 78-21430 


*Insurance, Flood — Virginia — Occoquan. 
Flood insurance study of Oc- 


coquan, William 
County., 


town 

Virginia, Prince 

78-17750 

Town of Occoquan, Virginia, Prince Wil- 
liam County., 78-17750 


*Insurance, Flood — Virginia — Pembroke. 
Flood insurance study 
broke, 
15498 


: town of Pem- 
Virginia, Giles County., 78- 


Town of Pembroke, 
County., 78-15498 


Virginia, Giles 
*Insurance, Flood — Virginia — Powhatan 

County. 

Flood insurance study : Powhatan Coun- 
ty, Virginia (unincorporated areas), 
78-21444 

Powhatan County, 
(unincorporated areas), 


Virginia 
78-21444 





*Insurance, Flood — Virginia — Prince 

Edward. 

Flood insurance study 
County, _‘ Virginia, 
areas., 78r17754 

Prince Edward County, Virginia, unin- 
corporated areas., 78-17754 


*Insurance, Flood — Virginia — Pulaski. 

Flood insurance study : town of Pulaski, 
Virginia, Pulaski County., 78-21446 

Town of Pulaski, Virginia, Pulaski Coun- 
ty., 78-21446 

Insurance, Flood — Virginia — Pulaski 

County. 

Flood insurance study : Pulaski County, 
Virginia (unincorporated areas),, 78- 
26063 

Pulaski County, Virginia (unincorporated 
areas)., 78-26063 


*Insurance, Flood — Virginia — Quantico. 
Flood insurance study : town of Quan- 
tico, Virginia, Prince William County., 
78-17755 
Town of Quantico, Virginia, Prince Wil- 
liam County., 78-17755 


*Insurance, Flood — Virginia — Radford. 
City of Radford, Virginia, (independent 

city), 78-21447 
Flood insurance study 
Virginia, 

21447 


: Prince Edward 
unincorporated 


: city of Radford, 
(independent city), 78- 


*Insurance, Flood — Virginia — Rich Creek. 

Flood insurance study : town of Rich 

Creek, Virginia, Giles County., 78- 
17757 


Town of Rich Creek, Virginia, Giles 
County., 78-17757 


Insurance, Flood — Virginia — Roanoke 

County. 

Flood insurance study : Roanoke County, 
Virginia, unincorporated areas., 78- 
23948 

Roanoke County, 
porated areas., 


Virginia, unincor- 


78-23948 
Insurance, Flood — Virginia — Saltville. 
Flood insurance study : town of Saltville, 
Virginia, Smyth and Washington Coun- 
ties., 78-4935 
Town of Saltville, Virginia, Smyth and 
Washington Counties., 78-4935 


*Insurance, Flood — Virginia — 
Shenandoah County. 
Flood insurance study 

County, ‘Virginia 
areas)., 78-21461 
Shenandoah County, 

(unincorporated areas)., 


Shenandoah 
(unincorporated 


Virginia 
78-21461 
Insurance, Flood — Virginia — South 

Boston. 
City of South Boston, Virginia, indepen- 

dent city., 78-7244 
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Flood insurance study : city of South 
Boston, Virginia, independent city., 
78-7244 

Insurance, Flood — Virginia — Staunton. 

City of Staunton, Virginia (independent 
city)., 78-26083 

Flood insurance study : city of Staunton, 
Virginia (independent city)., 78- 
26083 

*Insurance, Flood — Virginia — Stuart. 

Flood insurance study : town of Stuart, 
Virginia, Patrick County., 78-21467 

Town of Stuart, Virginia, Patrick Coun- 
ty., 78-21467 

Insurance, Flood — Virginia — Vinton. 

Flood insurance study : town of Vinton, 
Virginia, Roanoke County., 78-7250 

Town of Vinton, 
County., 78-7250 


Insurance, Flood — Virginia — Winchester. 
City of Winchester, Virginia, 
(independent city)., 78-26105 
Flood insurance study 
Winchester, Virginia, 
city)., 78-26105 
Insurance, Flood — Virginia — Wytheville. 
Flood insurance study town of 
Wytheville, Virginia, Wythe County., 
78-7253 
Town of Wytheville, 
County., 78-7253 


*Insurance, Flood — Washington (State) — 
Albion. 
Flood insurance study 


Virginia, Roanoke 


city of 
(independent 


Virginia, Wythe 


: town of Albion, 
Washington, Whitman County., 78- 


15451 


Town of Albion, Washington, Whitman 
County., 78-15451 


Insurance, Flood — Washington (State) — 
Bellevue. 
City of Bellevue, 
County., 78-25945 


Washington, King 
Flood insurance study : city of Bellevue, 
Washington, King County., 78-25945 
Insurance, Flocd — Washington (State) — 
Chelan. 
City of Chelan, 
County., 78-554 


Washington, Chelan 


Flood insurance study : city of Chelan, 
Washington, Chelan County., 78-554 


*Insurance, Flood — Washington (State) — 
Douglas County. 
Douglas County, 
(unincorporated areas), 


Washington 
78-15471 


Flood insurance study : Douglas County, 


Washington (unincorporated areas), 
78-15471 
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*Insurance, Flood — Washington (State) — 

Endicott. 

Flood insurance study : town of Endicott, 
Washington, Whitman County., 78- 
15472 

Town of Endicott, Washington, Whitman 
County., 78-15472 


Insurance, Flood — Washington (State) — 

Everett. 

City of Everett, Washington, Snohomish 
County., 78-7206 

Flood insurance study : city of Everett, 
Washington, Snohomish County., 78- 
7206 

*Insurance, Flood — Washington (State) — 

Garfield. 

Flood insurance study : town of Garfield, 
Washington, Whitman County., 78- 
15476 

Town of Garfield, Washington, Whitman 
County., 78-15476 


Insurance, Flood — Washington (State) — 

King County. 

Flood insurance study King County, 
Washington, unincorporated areas., 
78-26015 

King County, 
porated areas., 


Washington, unincor- 


78-26015 


Insurance, Flood — Washington (State) — 
Leavenworth. 
City of Leavenworth, 
Chelan County., 78-569 
Flood insurance study : city of Leaven- 


worth, Washington, Chelan County., 
78-569 


Washington, 


Insurance, Flood — Washington (State) — 
Oakesdale. 
Flood insurance 
Oakesdale, 
County., 


study 
Washington, 

78-26049 

Town of Oakesdale, Washington, Whit- 
man County., 78-26049 


Insurance, Flood — Washington (State) — 
Ocean Shores. 
City of Ocean Shores, Washington, Grays 
Harbor County., 78-4923 
Flood insurance study : 


Shores, Washington, 
County., 78-4923 


Insurance, Flood — Washington (State) — 
Omak. 
City of Omak, Washington, Okanogan 
County., 78-4924 


Flood insurance study : city of Omak, 
Washington, Okanogan County., 78- 
4924 


Insurance, Flood — Washington (State) — 
Pacific County. 
Flood insurance study : Pacific County, 
Washington, unincorporated areas., 
78-2039 


town of 
Whitman 


city of Ocean 
Grays Harbor 
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Pacific County, 
porated areas., 


Washington, unicor- 


78-2039 


*Insurance, Flood — Washington (State) — 
Palouse. 
City of Palouse, Washington, Whitman 
County., 78-15496 


Flood insurance study : city of Palouse, 
Washington, Whitman County., 78- 
15496 


*Insurance, Flood — Washington (State) — 
Pomeroy. 
City of Pomeroy, Washington, Garfield 
County., 78-15500 


Flood insurance study : city of Pomeroy, 
Washington, Garfield County., 78- 
15500 


Insurance, Flood — Washington (State) — 
Riverside. 
Flood insurance study : town of River- 
side, Washington, Okanogan County., 
78-4932 


Township of Riverside, Washington, 
Okanogan County., 78-4932 


*Insurance, Flood — Washington (State) — 
Rosalia. 
Flood insurance study : town of Rosalia, 
Washington, Whitman County., 78- 
13698 


Town of Rosalia, Washington, Whitman 
County., 78-13698 


Insurance, Flood — Washington (State) — 
Tonasket. 
Flood insurance — study 
Tonasket, Washington 
Okanogan County., 78-4941 


Town of Tonasket, Washington (State), 
Okanogan County., 78-4941 


*Insurance, Flood — Washington (State) — 
Toppenish. 
City of Toppenish, Washington, Yakima 
County., 78-13712 


Flood insurance study : city of Top- 
penish, Washington, Yakima County., 
78-13712 


*Insurance, Flood — Washington (State) — 
Uniontown. 
Flood insurance study : town of Union- 
town, Washington, Whitman County., 
78-15510 


Town of Uniontown, Washington, Whit- 
man County., 78-15510 


*Insurance, Flood — Washington (State) — 
Wapato. 
City of Wapato, Washington, Yakima 
County., 78-15513 
Flood insurance study 
Washington, 
15513 
Insurance, Flood — Washington (State) — 
Woodland. 
City of Woodland, Washington, Cowlitz 
and Clark Counties., 78-2057 


town of 
(State), 


: city of Wapato. 
Yakima County., 78- 
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Flood insurance study city of 
Woodland, Washington, Cowlitz and 
Clark Counties., 78-2057 


Insurance, Flood — West Virginia — 
Clarksburg. 
City of Clarksburg, West Virginia, Har- 
rison County., 78-9056 


Flood insurance study : city of Clark- 
sburg, West Virginia, Harrison Coun- 
ty., 78-9056 

Insurance, Flood — West Virginia — 

Hartford. 

Flood insurance study : town of Hart- 
ford, West Virginia, Mason County., 
78-7209 


Town of Hartford, West Virginia, Mason 
County., 78-7209 


*Insurance, Flood — West Virginia — 

Henderson. 

Flood insurance study : town of Hender- 
son, West Virginia, Mason County., 
78-11398 

Town of Henderson, West 
Mason County., 78-11398 


Insurance, Flood — West Virginia — 
Kermit. 
Flood insurance study : town of Kermit, 
West Virginia., 78-4913 


Town of Kermit, West Virginia, Mingo 
County., 78-4913 


*Insurance, Flood — West Virginia — Leon. 
Flood insurance study : town of Leon, 
Wes t Virginia, Mason County., 78 
21410 


Town of Leon, West Virginia, Mason 
County., 78-21410 


Insurance, Flood — West Virginia — Mason. 

Flood insurance study : town of Mason, 

West Virginia Mason County., 78- 
9113 


Town of Mason, West Virgina, Mason 
County., 78-9113 


*Insurance, Flood — West Virginia — New 
Haven. 
Flood insurance study : town of New 
Haven, West Virginia, Mason County., 
78-13682 


Town of New Haven, West Virginia, 
Mason County., 78-13682 


Insurance, Flood — West Virginia — Point 
Pleasant. 
City of Point Pleasant, West Virginia, 
Mason County., 78-9133 


Flood insurance study : city of Point 
Pleasant, West Virginia, Mason Coun- 
ty., 78-9133 

*Insurance, Flood — West Virginia — Star 

City. 

Flood insurance study : town of Star 
City, West Virginia, Monongalia Coun- 
ty., 78-15506 


Virginia, 
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Town of Star City, 
Monongalia County., 


West Virginia, 
78-15506 
*Insurance, Flood — West Virginia — 
Westover. 
City of Westover, West Virginia, Monon- 
galia County., 78-15518 


Flood insurance study : city of Westover, 
West Virginia, Monongalia County., 
78-15518 

Insurance, Flood — West Virginia — White 

Sulphur Springs. 

City of White Sulphur Springs, West Vir- 
ginia, Greenbrier County., 78-15522 


Flood insurance study : city of White 
Sulphur Springs, West Virginia, Green- 
brier County., 78-15522 

Insurance, Flood — Wisconsin — Ashland 

County. 

Ashland County, 
porated areas., 


Wisconsin, unincor- 


78-2002 


Flood insurance study : Ashland County, 
Wisconsin, unincorporated areas., 78- 
2002 


Insurance, Flood — Wisconsin — Brown 
County. 
Brown County, 
(unincorporated areas), 


Wisconsin, 
78-9043 


Flood insurance study : Brown County, 
Wisconsin, (unincorporated areas)., 
78-9043 


*Insurance, Flood — Wisconsin — 
Burlington. 
City of Burlington, Wisconsin, Racine 
County., 78-11378 


Flood insurance study : city of Burling- 
ton, Wisconsin, Racine County., 78- 
11378 


*Insurance, Flood — Wisconsin — Butler. 
Flood insurance study : village of Butler, 
Wisconsin, Waukesha County., 78- 
11379 


Village of Butler, Wisconsin, Waukesha 
County., 78-11379 


*Insurance, Flood — Wisconsin — 
Campbellsport. 
Flood insurance study : village of Camp- 
bellsport, Wisconsin, Fond du Lac 
County., 78-11380 


Village of Campbellsport, Wisconsin, 
Fond du Lac County., 78-11380 


*Insurance, Flood — Wisconsin — 
Cleveland. 
Flood insurance study : village of Cleve- 
land, Wisconsin, Manitowoc County., 
78-11384 


Village of Cleveland, Wisconsin, 
Manitowoc County., 78-11384 
*Insurance, Flood — Wisconsin — Dane 
County. 
Dane County, 
(unincorporated areas)., 


Wisconsin 
78-23910 





Flood insurance study : Dane County, 
Wisconsin (unincorporated areas)., 
78-23910 

*Insurance, Flood — Wisconsin — 

Darlington. 

City of Darlington, Wisconsin, Lafayette 
County., 78-21375 

Flood insurance study : city of Darling- 
ton, Wisconsin, Lafayette County., 
78-21375 

*Insurance, Flood — Wisconsin — De 

Forest. 

Flood insurance study : village of De 
Forest, Wisconsin, Dane County., 78- 
21376 


Village of De Forest, Wisconsin, Dane 

County., 78-21376 
Insurance, Flood — Wisconsin — Door 

County. 

Door County, Wisconsin, unincorporated 
areas., 78-7201 

Flood insurance study : Door County, 
Wisconsin, unincorporated areas., 78- 
7201 

Insurance, Flood — Wisconsin — Florence 

County. 

Flood insurance study : Florence County, 
Wisconsin, unincorporated areas., 78- 
9072 

Florence County, 
porated areas., 


Wisconsin, unincor- 


78-9072 
*Insurance, Flood — Wisconsin — Fond du 
Lac. 
City of Fond du Lac, Fond du Lac Coun- 
ty, Wisconsin., 78-21384 
Flood insurance study : city of Fond du 


Lac, Fond du Lac County, Wisconsin., 
78-21384 


*Insurance, Flood — Wisconsin — Gays 
Mills. 
Flood insurance study 
Mills, Wisconsin, Crawford County., 
78-13641 


: village of Gays 


Village of Gays Mills, Wisconsin, Craw- 
ford County., 78-13641 
*Insurance, Flood — Wisconsin — Glendale. 
City of Glendale, Wisconsin, Milwaukee 
County., 78-11392 
Flood insurance study : 
Wisconsin, 
11392 
Insurance, Flood — Wisconsin — Green 
Lake County. 
Flood insurance 
County, 
areas., 


city of Glendale, 
Milwaukee County., 78- 


Green Lake 
unincorporated 


study 
Wisconsion, 
78-4908 
Green Lake County, Wisconsin, unincor- 
porated areas., 78-4908 
*Insurance, Flood — Wisconsin — 
Greenfield. 
City of Greenfield, Wisconsin, Milwau- 
kee County., 78-11394 
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Flood insurance study : city of Green- 
field, Wisconsin, Milwaukee County., 
78-11394 


*Insurance, Flood — Wisconsin — Jefferson 

County. 

Flood insurance study : Jefferson Coun- 
ty, Wisconsin (unincorporated areas)., 
78-23923 

Jefferson County, 
(unincorporated areas)., 


Wisconsin 
78-23923 
*Insurance, Flood — Wisconsin — 

Ladysmith. 

City of Ladysmith, 

County., 78-21407 


Flood insurance study city of 
Ladysmith, Wisconsin, Rusk County., 
78-21407 


Wisconsin, Rusk 


*Insurance, Flood — Wisconsin — Lafayette 
County. 
Flood insurance study : Lafayette Coun- 
ty, Wisconsin, unincorporated areas., 
78-21408 


Lafayette County, Wisconsin, unincor- 
porated areas., 78-21408 


*Insurance, Flood — Wisconsin — Lake 
Nebagamon. 
Flood insurance study : village of Lake 
Nebagamon, Wisconsin, 
County., 78-17733 


Douglas 


Village of Lake Nebagamon, Wisconsin, 
Douglas County., 78-17733 


*Insurance, Flood — Wisconsin — Manitowo 
County. 
Flood insurance 
County, 
areas., 


study 
Wisconsin, 
78-21419 


Manitowoc 
unincorporated 


Manitowoc County, Wisconsin, unincor- 
porated areas., 78-21419 


Insurance, Flood — Wisconsin — Marinette. 
City of Marinette, Wisconsin, Marinette 
County., 78-7224 


Flood insurance study : city of Marinette, 
Wisconsin, Marinette County., 78- 
7224 

*Insurance, Flood — Wisconsin — 

McFarland. 

Flood insurance study : village of McFar- 
land, Wisconsin, Dane County., 78- 
13670 


Village of McFarland, Wisconsin, Dane 
County., 78-13670 
*Insurance, Flood — Wisconsin — Medford. 
City of Medford, 
County., 78-21421 
Flood insurance study : city of Medford, 
Wisconsin, Taylor County., 78-2142] 
Insurance, Flood — Wisconsin — Menasha. 
City of Menasha, Wisconsin, Winnebago 
County., 78-9114 


Wisconsin, Taylor 
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Flood insurance study : city of Menasha, 
Wisconsin, Winnebgo County., 78- 
9114 


*Insurance, Flood — Wisconsin — 
Menomonee Falls. 
Flood insurance study 
Menomonee Falls, Wisconsin, 
kesha County., 78-21423 


village of 
Wau- 


Village of Menomonee Falls, Waukesha 
County., 78-21423 
*Insurance, Flood — Wisconsin — Monona. 
City of Monona, Wisconsin, Dane Coun- 
ty., 78-13675 


Flood insurance study : city of Monona, 
Wisconsin, Dane County., 78-13675 
*Insurance, Flood — Wisconsin — 
Neillsville. 
City of Neillsville, 
County., 78-13681 
Flood insurance study : city of Neillsville, 
Wisconin, Clark County., 78-13681 
Insurance, Flood — Wisconsin — Niagara. 
Flood village of 
Niagara, Wisconsin, Marinette Coun- 
ty., 78-7231 


Wisconsin, Clark 


insurance study 


Village of Niagara, Wisconsin, Marinette 

County., 78-7231 
*Insurance, Flood — Wisconsin — Oak 

Creek. 

City of Oak Creek, Wisconsin, Milwau- 
kee County., 78-21438 

Flood city of Oak 
Creek, Wisconsin, Milwaukee County., 
78-21438 


insurance study 


Insurance, Flood — Wisconsin — Sheboygan 
County. 
Flood 

County, 
areas., 


insurance study 
Wisconsin, 


78-15504 


Sheboygan 
unincorporated 


Sheboygan County, Wisconsin, unincor- 
porated areas., 78-15504 
*Insurance, Flood — Wisconsin — Silver 
Lake. 
Flood insurance study : village of Silver 
Lake, Wisconsin, Kenosha County., 
78-17762 


Village of Silver 
Kenosha County., 


Lake, Wisconsin, 
78-17762 
*Insurance, Flood — Wisconsin — Solon 
Springs. 
Flood insurance study : village of Solon 
Springs, Wisconsin, Douglas County., 
78-17763 


Village of Solon Springs, Wisconsin, 


Douglas County., 78-17763 


*Insurance, Flood — Wisconsin — 
Stoughton. 
City of Stoughton, 
County., 78-13708 


Wisconsin, Dane 
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Flood insurance — study city of 
Stoughton, Wisconsin, Dane County., 
78-13708 


Insurance, Flood — Wisconsin — Superior. 
City of Superior, Wisconsin, Douglas 
County., 78-9153 
Flood insurance study : city of Superior, 
Wisconsin, Douglas County., 78-9153 
*Insurance, Flood — Wisconsin — 
Thiensville. 
City of Thiensville, Wisconsin, Ozaukee 
County., 78-21468 


Flood insurance study : city of Thien- 
sville, Wisconsin, Ozaukee County., 
78-21468 

Insurance, Flood — Wisconsin — Two 

Rivers. 

City of Two Rivers, Wisconsin, 
Manitowoc County., 78-7247 

Flood insurance study city of Two 
Rivers, Wisconsin, Manitowoc Coun- 
ty., 78-7247 

*Insurance, Flood — Wisconsin — Vernon 

County. 

Flood insurance study : Vernon County, 
Wisconsin, unincorporated areas., 78- 
21473 

Vernon County, 
porated areas., 


Wisconsin, 
78-21473 
Insurance, Flood — Wisconsin — Waunakee. 

Flood insurance study : village of Wau- 


nakee, Wisconsin, Dane County., 78- 
9163 


Village of Waunakee, Wisconsin, Dane 
County., 78-9163 
Insurance, Flood — Wisconsin — Wausau. 
City of Wausau, Marathon County, 
Wisconsin., 78-2053 
Flood insurance study 


Marathon County, 
2053 


unincor- 


: city of Wausau, 
Wisconsin., 78- 


Insurance, Flood — Wisconsin — 

Wauwatosa. 

City of Wauwatosa, Wisconsin, Milwau- 
kee County., 78-26096 

Flood insurance study : city of Wau- 
watosa, Wisconsin, Milwaukee Coun- 
ty., 78-26096 

*Insurance, Flood — Wisconsin — Wood 

County. 

Flood insurance study : Wood County, 
Wisconsin (unincorporated areas)., 
78-11437 

Wood County, 
(unincorporated areas)., 


Wisconsin 
78-11437 


*Insurance, Flood — Wyoming — Buffalo. 

City of Buffalo, Wyoming, 
County., 78-11377 

Flood insurance study : city of Buffalo, 


Wyoming, Johnson  County., 78- 
11377 


Johnson 
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Insurance, Flood — Wyoming — 

Diamondville. 

Flood insurance study 
Diamondville, Wyoming, 
County., 78-25972 

Town of Diamondville, Wyoming, Lin- 
coln County., 78-25972 


Insurance, Flood — Wyoming — Douglas. 
Flood insurance study : town of Douglas, 
Wyoming, Converse County., 78- 
23912 
Town of Douglas, Wyoming, Converse 
County., 78-23912 


*Insurance, Flood — Wyoming — 

Evansville. 

Flood insurance study : town of Evan- 
sville, Wyoming, Natrona County., 
78-13630 

Town of Evansville, Wyoming, Natrona 
County., 78-13630 

Insurance, Flood — Wyoming — Gillette. 

City of Gillette, Wyoming, Campbell 

County., 78-9077 


Flood insurance study : city of Gillette, 
Wyoming, Campbell County., 78- 
9077 

*Insurance, Flood — Wyoming — Green 

River. 

Flood insurance study : town of Green 
River, Wyoming, SweetwaterCounty., 
78-15480 

Town of Green River, Wyoming, Sweet- 
water County., 78-15480 

*Insurance, Flood — Wyoming — Hudson. 

Flood insurance study : town of Hudson, 


Wyoming, Fremont County., 78- 
13652 


town of 
Lincoln 


Town of Hudson, Wyoming, Freemont 
County., 78-13652 


*Insurance, Flood — Wyoming — 

Kemmerer. 

Flood insurance study : town of Kem- 
merer, Wyoming, Lincoln County., 
78-17732 

Town of Kemmerer, Wyoming, Lincoln 
County., 78-17732 


*Insurance, Flood — Wyoming — Lander. 
City of Lander, Wyoming, 
County., 78-21409 


Flood insurance study : city of Lander, 
Wyoming, Fremont County., 78- 
21409 

*Insurance, Flood — Wyoming — 

Manderson. 

Flood insurance study : town of Mander- 
son, Wyoming, Bighorn County., 78- 
23933 

Town of Manderson, Wyoming, Bighorn 
County., 78-23933 


Fremont 
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*Insurance, Flood — Wyoming — Natrona 

County. 

Flood insurance study : Natrona County, 
Wyoming, unincorporated areas., 78- 
21429 

Natrona County, 
porated areas., 


Wyoming, unincor- 


78-21429 
*Insurance, Flood — Wyoming — Sheridan. 
City of Sheridan, Wyoming, Sheridan 
County., 78-21462 


Flood insurance study : city of Sheridan, 


Wyoming, Sheridan County., 78- 
21462 


*Insurance, Flood — Wyoming — 
Thermopolis. 
Flood insurance study : town of Ther- 
mopolis, Wyoming, Hot Springs Coun- 
ty., 78-13710 
Town of Thermopolis, Wyoming, Hot 
Springs County., 78-13710 


*Insurance, Flood — Wyoming — Worland. 
City of Worland, Wyoming, Washakie 
County., 78-21479 


Flood insurance study : city of Worland, 
Wyoming, Washakie County., 78- 
21479 


*Insurance, Government — United States. 
Key features of SBA’s principal lending 
programs., 78-21981 


On maternity benefits for the Federal 
employee., 78-6357 


Insurance, Government employees’ health — 

California. 

Reasons for difference in premium rates 
of Kaiser plans of Northern and 
Southern California for the Federal 
employees health benefits program : 
report of the Comptroller General of 
the United States., 78-6941 


Insurance, Government employees’ health — 

Costs. 

More Civil Service Commission supervi- 
sion needed to control health in- 
surance costs for Federal employees : 
report of the Comptroller General of 
the United States., 78-4684 


Insurance, Government employees’ health — 

United States. 

An act to amend chapter 89 of title 5, 
United States Code, to _ establish 
uniformity in Federal employee health 
benefits and coverage by preempting 
certain State or local laws which are 
inconsistent with such contracts, and 
for other purposes., 78-27038 

Amending subchapter Ill of chapter 83 
of title 5, United States Code : report 
to accompany H.R. 4319., 78-24907 

American Postal Workers Union plan, 
1976., 78-14943 


Federal employees health benefits, 78- 
2958, 78-25094 





Federal personnel manual system., 78- 
2958, 78-25094 


Information for annuitants about the 


Federal employees health benefits pro- 
gram., 78-6327 


Mail handlers benefit plan, 1976., 78- 
14942 


Oversight hearing on Federal employee 
health benefits program, health care 
costs : hearings before the Subcommit- 
tee on Compensation and Employee 
Benefits of the Committee on Post Of- 
fice and Civil Service, House of 
Representatives, Ninety-fifth Congress, 
first session ..., 78-1102 


Uniformity in Federal employee health 
benefits and coverage : hearing before 
the Subcommittee on Civil Service and 
General Services of the Committee on 
Governmental Affairsl, United States 
Senate, Nineth-fifth Congress, first ses- 
sion, on H.R. 2931 ... September 14, 
1977., 78-14330 


Uniformity in Federal employee health 
benefits and coverage : report to ac- 
company H.R. 2931., 78-16472 


*Insurance, Government employees’ health 
— United States — Auditing and 
inspecting. 

Civil Service should audit Kaiser plans’ 
premium rates under the Federal em- 
ployees health benefits program to 
protect the government., 78-13315 


Insurance, Government employees’ health — 
United States — Statistics — Periodicals. 
Annual report of financial and statistical 


data., 78-23010, 78-23011 


Civil service retirement, Federal em- 
ployees group life insurance, Federal 
employees health benefits, retired 
Federal employees health benefits, 
78-23010, 78-23011 


Insurance, Government employees’ life — 
United States. 
Amending subchapter III of chapter 83 
of title 5, United States Code : report 
to accompany H.R. 4319., 78-24907 


Federal Employees 
Group Life Insurance program are 
needed : Civil Service Commission : 
report to the House Committee on 
Post Office and Civil Service /, 78- 
4658 


Changes to the 


Federal personnel manual system., 78- 
2957, 78-25093 


78-2957, 
*Insurance, Government life. 
Insurance operations., 78-11936 


Insurance, Government life — United States. 
Changes to the Federal Employees 
Group Life Insurance program are 
needed : Civil Service Commission : 


Life insurance, 78-25093 
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report to the House Committee on 
Post Office and Civil Service /, 78- 
4658 


National service life insurance : informa- 
tion, premium rates for RH policies for 
service-disabled veterans., 78-9826 

Service-disabled (RH) veterans insurance 
: information, premium rates and pol- 
icy values., 78-9825 

Insurance, Government life — United States 

— Finance — Statistics — Periodicals. 

Annual report of financial and statistical 
data., 78-23010, 78-23011 


Civil service retirement, Federal em- 
ployees group life insurance, Federal 
employees health benefits, retired 
Federal employees health benefits, 
78-23010, 78-23011 


Insurance, Government life — United States 
— Periodicals. 
Servicemen’s and veterans group life in- 
surance programs; annual report., 78- 
14220, 78-14221 


Servicemen’s group life insurance pro- 
gram; annual report., 78-14217, 78- 
14218, 78-14219 

Insurance, Health. 
Health insurance for the aged : monthly 


reimbursements per person by state, 
1972 /, 78-8949 


Insurance, Health — California. 

Prepaid health plans : hearings before 
the Permanent Subcommittee on In- 
vestigations of the Committee on 
Government Operations, United States 
Senate, Ninety-fourth Congress, 
second session ..., 78-8287 


Prepaid health plans and health main- 
tenance organizations : report of the 
Committee on Governmental Affairs, 
United States Senate /, 78-16433 


Reasons for difference in premium rates 
of Kaiser plans of Northern and 
Southern California for the Federal 
employees health benefits program 
report of the Comptroller General of 
the United States., 78-6941 


Insurance, Health — United States. 

Annual report of the Board of Trustees 
of the Federal Supplementary Medical 
Insurance Trust Fund., 78-8368, 78- 
24695 


Digest of health and insurance plans., 
78-3543 


Federal health programs : a report of the 
Commission on Federal Paperwork., 
78-936 


Medicaid insurance contracts : problems 
in procuring, administering, and moni- 
toring : report to the Subcommittee on 


Health, Senate Committee on Finance 
/, 78-13301 
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National health insurance proposals; 
provisions of bills introduced in the 
93rd Congress as of October 1973 /, 
78-7044 

Potential effects of national health in- 
surance proposals on Medicare 


beneficiaries : report to the Congress /, 
78-1787 


Requiring ConRail to make premium 
payments under certain medical and 
life insurance plans : report to accom- 
pany H.R. 5646., 78-24885 


Role of Blue Cross., 78-24624 


Skyrocketing health care costs : the role 
of Blue Shield : hearings before the 
Subcommittee on Oversight and In- 
vestigations of the Committee on In- 
terstate and Foreign Commerce, House 
of Representatives, Ninety-fifth Con- 
gress, second session ..., 78-24624 

Insurance, Health — United States — 

Statistics. 

Independent 
1974, 


health insurance plans in 
78-8931 


Research and statistics note., 78-8931 


Insurance, Investment guaranty. 

The investment insurance program 
managed by the Overseas Private In- 
vestment Corporation : report to the 
Committee on Foreign Relations, 
United States Senate /, 78-1798 


Insurance, Investment guaranty — Oman. 
Investment guaranties agreement 
between the United States of America 
and Oman, effected by exchange of 


notes signed at Muscat September 9, 
1976., 78-7581 


*Insurance, Investment guaranty — Syria. 

Investment guaranties agreement 
between the United States of America 
and Syria effected by exchange of 
notes signed at Damascus August 9, 
1976, with related letter., 78-15874 

Insurance, Investment guaranty — United 

States. 

Investment guaranties agreement 
between the United States of America 
and Oman, effected by exchange of 
notes signed at Muscat September 9, 
1976., 78-7581, 78-15874 

*Insurance, Life — United States. 

Questions and answers on servicemen’s 
group life insurance : supervised by the 
Veterans Administration., 78-14216 

Requiring ConRail to make premium 
payments under certain medical and 
life insurance plans : report to accom- 
pany H.R. 5646., 78-24885 

Servicemen’s group life insurance., 78- 
14216 
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Insurance, Life — United States — Policies. 

Disclosure of insurance policy informa- 
tion to veterans : hearings before the 
Subcommittee on Housing, Insurance, 
and Cemeteries of the Committee on 
Veterans’ Affairs, United States 
Senate, Ninety-fifth Congress, first ses- 
sion, on §S. 718, June 28 and 30, 
1977., 78-8355 


Insurance, Mortgage guaranty. 

Complaints concerning the Farmers 
Home Administration’s rural housing 
loan program in five Arkansas counties 
: Department of Agriculture : report to 
the Intergovernmental Relations Sub- 
committee, Committee on Government 
Operations, House of Representatives., 
78-1717 


Insurance, Mortgage guaranty — United 
States. 
Administrative procedures for nursing 
homes and/or intermediate care facili- 
ties., 78-11344 


The architect’s handbook for project 
mortgage insurance., 78-17699, 78- 
23889 


Cost estimation for project mortgage in- 
surance., 78-11339 


Endorsement for insurance for 
mortgage programs., 78-11330 


Examination of financial statements per- 
taining to insurance operations of the 
Federal Housing Administration, fiscal 
year 1975 : Department of Housing 
and Urban Development : report to 
the Congress /, 78-1642 


Housing for the elderly for 
mortgage insurance., 78-11343 


HUD needs to better assess financial 
soundness of multifamily residential 
projects before insuring them : report 
to the Congress /, 78-15344 


Large savings possible in mortgage in- 
surance premium payment system 
Departments of Defense and Housing 
and Urban Development : report to 
the Congress /, 78-6918 


Millions of dollars in delinquent 
mortgage insurance premiums should 
be collected by the Department of 
Housing and Urban Development : re- 
port to the Congress /, 78-4647 


Mortgage credit analysis for mortgage in- 


surance on one to four family proper- 
ties., 78-23888 


Mortgagees’ handbook, application 
through insurance (single family)., 
78-11325 


Need for fairer treatment of 
homeowners’ claims for defects in ex- 
isting insured homes : Department of 
Housing and Urban Development : re- 
port to the Congress /, 78-1697 


home 


project 
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Office of General Counsel, 78-11340 


Preapplication for project mortgage in- 
surance., 78-11338 


Single family mortgage insurance records 
retirement, retrieval services and ad- 
ministrative control., 78-11316 


Single family underwriting reports and 
forms catalog., 78-11331 


The valuation analysis handbook for pro- 
ject mortgage insurance., 78-11340 


Insurance, Mortgage guaranty — United 
States — Directories — Periodicals. 
Directory of multifamily project 

mortgage insurance programs by pro- 
ject status., 78-3386 

Insurance, Mortgage guaranty — United 
States — Handbooks, manuals, etc. 

The mortagee’s guide: home mortgage 
insurance, fiscal instructions., 78- 
17694 


Mortgage credit analysis for project 
mortgage insurance., 78-17700, 78- 
23891 


Mortgage insurance for the purchase or 
refinancing of existing multifamily 
housing projects., 78-17701 


Valuation analysis for home mortgage in- 
surance., 78-17695, 78-23887 


Valuation analysis for project mortgage 
insurance., 78-23890 


Insurance, Mortgage guaranty — United 
States — Statistics — Periodicals. 
FHA monthly report of operations., 78- 
3396, 78-3397, 78-3398 


Home mortgage programs, 78-3398 ~ 


Project mortgage insurance programs, 
78-3396, 78-3397 


Summary of mortgage insurance opera- 
tions and contract authority., 78- 
3393 


Insurance, Mortgage life — United States — 
Handbooks, manuals, etc. 
The mortagee’s guide: home mortgage 
insurance, fiscal  instructions., 78- 
17694 


*Insurance, No-fault automobile — United 

States. 

Federal standards for no-fault motor 
vehicle accident benefits act : hearings 
before the Subcommittee on Consumer 
Protection and Finance of the Com- 
mittee on Interstate and Foreign Com- 
merce, House of Representatives, 
Ninety-fifth Congress, first session ..., 
78-12129 


Standards for No-fault motor vehicle ac- 
cident benefits act : hearings before 
the Committee on Commerce, Science, 
and_ Transportation, United States 
Senate, Ninety-fifth Congress, first ses- 
sion, on S. 1381 ..., 78-12062 
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Standards for no-fault motor vehicle ac- 
cident benefits act report of the 
Senate Committee on Commerce, 
Science, and Transportation on S. 
1381 together with minority views ..., 
78-22644 


State no-fault automobile insurance ex- 
periences : hearings before the Sub- 
committee on Consumer Protection 
and Finance of the Committee on In- 
terstate and Foreign Commerce, House 
of Representatives, Ninety-fifth Con- 
gress, first session ..., 78-5606 


Insurance, Products liability — United 
States. 
Product liability : final report of the in- 
surance study /, 78-1387 


Product liability insurance : a report of 
the Subcommittee on Capital, Invest- 
ment, and Business Opportunities of 
the Committee on Small Business, 
House of Representatives, Ninety-fifth 
Congress, second session, together 
with additional and dissenting views., 
78-14488 


Product liability insurance : hearings be- 
fore the Subcommittee on Capital, In- 
vestment, and Business Opportunities 
of the Committee on Small Business, 
House of Representatives, Ninety-fifth 
Conress, first session ..., 78-14403, 
78-19227 


Product liability, insurance study., 78- 
1387 


*Insurance, Property — United States. 

Urban riot reinsurance : hearing before 
the Subcommittee on Housing and 
Community Development of the Com- 
mittee on Banking, Finance, and 
Urban Affairs, House of Representa- 
tives, Ninety-fifth Congress, first ses- 
sion, November 2, 1977., 78-12047 


Insurance, Surety and fidelity — United 
States. 
Amendments to the SBA’s surety bond 
program., 78-26864 


S. 836, amendments to the SBA’s surety 
bond program hearing before the 
Select Committee on Small Business, 
United States Senate, Ninety-fifth Con- 
gress, second session, S. 836 ... June 
19, 1978., 78-26864 

Insurance, Unemployment. 

The effect of state laws and economic 

factors on exhaustion rates for regular 


UI benefits : a statistical model /, 78- 
26297 


Unemployment compensation for Federal 
employees UCFE instructions for 
Federal agencies., 78-15738 

Insurance, Unemployment — Arizona. 

The adequacy of unemployment in- 

surance benefits : an analysis of adjust- 





ments under taken through thirteen 


and twentyofive weeks of unemploy- 
ment/, 78-26298 


Insurance, Unemployment — Law and 
legislation. 
The legislative history of the railroad 
retirement and railroad unemployment 
insurance systems /, 78-26438 


Insurance, Unemployment — Law and 


legislation — United States. 

Laws relating to social 
unemployment compensation 
through 94th Congress /, 78-9838 


State 


security and 
9Ist 


Unemployment insurance 
and experience., 78-21764 


*Insurance, Unemployment — United States. 
An administration of some of the effects 
of increasing the duration of regular 


unemployment insurance benefits., 
78-24189 


laws 


Chartbook for use in UCFE training 
seminars., 78-26295 


Emergency unemployment compensation 
extension act of 1977, 78-8945 


The Federal supplemental benefits pro- 
gram impact of PL 95-19 on in- 
dividual recipients /, 78-26294 


If imports cost you your job, apply for 


worker adjustment 78- 
26284 


assistance., 


Research and statistics note., 78-8945 


Staff data and materials on the Emergen- 
cy unemployment compensation act of 


1974 /, 78-12086 


Studies in public policy : unemployment, 
a five-lesson unit : information for the 


teacher, lesson guides, appendices., 
78-735, 78-18028 


Unemployment compensation for Federal 
employees UCFE : a chartbook for use 
in UCFE training seminars., 78- 
26295 


Unemployment insurance - need to 
reduce unequal treatment of claimants 
and improve benefit payment controls 
and tax collections : report to the Con- 


gress /, 78-17349 


*Insurance, Unemployment — United States 
— Finance — Mathematical models. 
An econometric model of unemployment 
insurance tax receipts., 78-12209 


Insurance, Unemployment — United States 
— Periodicals. 
Benefit series service, unemployment in- 
surance., 78-3564 
Significant provisions of State unemploy- 
ment insurance laws., 78-26299, 78- 
26300, 78-26301 
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Insurance, Unemployment — United States 

— Statistics. 

Staff data and materials on the Emergen- 
cy unemployment compensation act of 
1974 /, 78-12086 

Insurance, Unemployment — United States 

— Statistics — Periodicals. 

Monthly benefit statistics; railroad retire- 
ment and unemployment insurance 
programs., 78-3661 

Unemployment 
3562 


Unemployment insurance statistics., 
3561 


*Insurance, War risk. 
Armed Forces life insurance counselor’s 
guide., 78-20014 


Insurance, War risk — United States — 
Periodicals. 
Government life insurance program for 
veterans and members of the services; 
annual report., 78-24425 


Insurance companies — United States. 

Rights and remedies of insurance pol- 
icyholders : hearings before the Sub- 
committee on Citizens and Sharehol- 
ders Rights and Remedies of the Com- 
mittee on the Judiciary, United States 
Senate, Ninety-fifth Congress, second 
session ..., 78-26838 


*Insurance law — United States. 

Amending title 28, United States Code, 
to provide for action against insurers 
on claims against persons entitled to 
diplomatic immunity : report together 
with dissenting views to accompany 
H.R. 7679., 78-24741 


Claims against persons entitled to diplo- 
matic immunity : hearing before the 
Subcommittee on Administrative Law 
and Governmental Relations of the 
Committee on the Judiciary, House of 
Representatives, Ninety-fifth Congress, 
first session, on H.R. 7679 ... August 
1,1977., 78-19183 


Federal insurance act of 1977 : hearings 
before the Committee on Banking, 
Housing, and Urban Affairs, United 
States Senate, Ninety-fifth Congress, 
first session, on S. 1710 ... September 
12, 13, and 14, 1977., 78-19047 


Insurance policies — United States. 

Rights and remedies of insurance pol- 
icyholders : hearings before the Sub- 
committee on Citizens and Sharehol- 
ders Rights and Remedies of the Com- 
mittee on the Judiciary, United States 
Senate, Ninety-fifth Congress, second 
session ..., 78-26838 


Insurgency — Jamaica. 
Disaster relief, case report : Jamaica-civil 
strife, January 1976., 78-5230 


78-5230 


insurance claims., 78- 


78- 


Jamaica civil strife., 
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Integral equations — Numerical solutions. 

Inviscid nonadiabitic flow fields over 
blunt, sonic cornor bodies for outer 
planet entry conditions by a method of 
integral relations /, 78-26371 

*Integrals. 

Relativistic electrostatic slater integrals, 

2Z196/, 78-13896 
Integrated circuits. 

A complementary MOS process /, 78- 
21791 

An integrated circuit floating point accu- 
mulator /, 78-13923 

Integrated logistics support. 

Why improved Navy planning and lo- 
gistic support for the Mark-48 torpedo 
are essential : report to the Congress /, 
78-1817 


Intellectual cooperation. 

Report - Advisory Commission on Inter- 
national Educational and Cultural Af- 
fairs., 78-14234, 78-14235 

Unfinished agenda, 78-14235 


Intelligence service. 
Commander's manual : interrogator, skill 
level 1/2/3/4, MOS 96C., 78-1533 


Intelligence analyst (MOS 96B) for skill 
level 5.,  78-10731 


Interrogator, skill level 1/2/3/4, MOS 
96C : commander's manual., 78-1533 

Soldier’s manual intelligence analyst 
(MOS 96B) for skill level 5., 78- 
10731 


*Intelligence service — Handbooks, 
manuals, etc. 
Intelligence analyst (MOS 96B) for skill 
level 4., 78-10730 


Soldier’s manual 
(MOS 96B) 
10730 


intelligence analyst 
for skill level 4., 78- 


Intelligence service — United States. 

Authorizing appropriations for fiscal year 
1978 for intelligence activities of the 
United States Government, the Intel- 
ligence Community Staff, the CIA 
Retirement and _ Disability System 
(CIARDS) ... : report to accompany S. 
1539., 78-5900 


Authorizing appropriations for fiscal year 
1979 for intelligence activities of the 
U. S. Government, the Intelligence 
Community Staff, the Central Intel- 
ligence Agency Retirement and Disa- 
bility System (CIARDS), and for other 
purposes report to accompany S. 
2939., 78-19409, 78-24813, 78- 
24882 


Authorizing appropriations for fiscal year 
1979 for intelligence and intelligence- 
related activities of the U.S. Govern- 
ment, the Intelligence Community 
Staff, the Central Intelligence Agency 
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Retirement and Disability System ... : 
report to accompany H.R. 12240., 
78-19305 


Counterintelligence agent for skill levels 
2/3/4/5., 78-8701 


Erosion of law enforcement intelligence 
and its impact on the public security., 
78-22527 


The erosion of law enforcement intel- 
ligence, capabilities, public security : 
hearings before the Subcommittee on 
Criminal Laws and Procedures of the 
Committee on the Judiciary, United 
States Senate, Ninety-fifth Congress, 
first session .... 78-12147, 78-22527 


Foreign intelligence surveillance act of 
1977 : report together with minority 
views to accompany S. 1566., 78- 
6054 


Foreign intelligence surveillance act of 
1978 : hearings before the Subcommit- 
tee on Intelligence and the Rights of 
Americans of the Select Committee on 
Intelligence of the United States 
Senate, Ninety-fifth Congress, second 
session, on S. 1566...,  78-19178 


Foreign intelligence surveillance act of 
1978 : report together with additional 
views to accompany S. 1566., 78- 
12347 


Intelligence and intelligence-related ac- 
tivities authorization act for fiscal year 
1979 : conference report to accom- 
pany H.R. 12240., 78-24747 


Soldier’s manual counterintelligence 
agent for skill levels 2/3/4/5 /, 78- 
8701 


*Intelligence service — United States — 
Handbooks, manuals, etc. 
Commander's manual 

analyst (MOS 96B), 


Intelligence analyst 
10728 


Intelligence tests. 

The construction and utility of three in- 
dexes of intellectual achievement : an 
index of intellectual development (ID), 
a socio-intellectual-status (SIS) index, 
a_ differential-intellectual-development 
(DID) index U.S. children and 
youths, 6-17 years /, 78-4824 


Intelligence tests — United States. 
Labeling the children., 78-4880 


Inter-American Development Bank. 
Assessment of the effectiveness of the 
World Bank and the Inter-American 
Development Bank in aiding the poor., 
78-22387 


intelligence 
78-10728 


(MOS 96B), 78- 


Foreign assistance and related agencies 
appropriations for 1979 : hearings be- 
fore a subcommittee of the Committee 
on Appropriations, House of Represen- 
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tatives, Ninety-fifth Congress, second 
session., 78-22387 


Inter-American Development Bank — 

Management. 

The independent review and evaluation 
system of the Inter-American Develop- 
ment Bank needs support : report to 
the Congress /, 78-23657 


Inter-American Foundation. 
Audit of the Inter-American Foundation 
: communication from the Comptroller 
General of the United States ..., 78- 
5681 


To establish an African Development 
Foundation : hearings before the Sub- 
committee on Africa of the Committee 
on International Relations, House of 
Representatives, Ninety-fifth Congress, 
first session, on H.R. 8130, October 13 
and 26, 1977., 78-19169 


Inter-American Foundation — Finance. 
Examination of financial statements of 
the Inter-American Foundation for the 
15-month period ended September 30, 
1976 : report to the Congress /, 78- 
6949 


Interagency Auditor Training Center. 
Interagency Auditor Training Center : 
catalog, fiscal year 1978, course 
descriptions and course schedule., 
78-10529 


Intercommunication systems — 
Bibliography. 


Telecommunication /, 78-9277 


*Interconnected electric utility systems — 
Directories. 
Inventory of power plants in the United 
States., 78-15311 


Trends in power plant capacity and 
utilization : inventory of power plants 
in the United States /, 78-15311 

*Intercontinental ballistic missiles. 

Status of the Air Force’s Missile X pro- 
gram : report to the Congress /, 78- 
17358 

Intercultural communication. 

External cultural and information pro- 
grams of selected non-Communist 
countries in 1976., 78-9186 

Overview of external information and 
cultural activities of Communist coun- 
tries in 1976., 78-9187 


Intercultural education — Periodicals. 
Exchange, 78-3822 

International 

exchange., 


educational 
78-3822 
*Interest and usury. 
Amendments to 
15331 
Interest on deposits amendments to 
regulation Q., 78-344, 78-15330 


and cultural 


regulation Q., 78- 
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Interest on deposits : regulation Q (12 
CFR 217) as amended effective 
December 4, 1975., 78-17314 


{Interest on deposits] : supplement to 
regulation Q, as amended effective 
July 6, 1977 : section 217.7, maximum 
rates of interest payable by member 
banks on time and savings deposits., 
78-345 


Rules regarding delegation of authority : 
amendments., 78-15334 


Supplement to regulation Q : as amended 
effective December 4, 1975., 78- 
15332 


Interest and usury — Statistics — 
Periodicals. 
Selected interest & exchange rates; 
weekly series of charts., 78-3176 


*Interest and usury — United States. 

Regulation Q extension : report together 
with supplemental and additional views 
to accompany H.R. 9710., 78-10145 

Interest and usury — United States — 

Statistics. 

Finance rates and other terms on 
selected categories of consumer instal- 
ment credit extended by finance com- 
panies., 78-3185 


Interest and usury — United States — 
Statistics — Periodicals. 
Bank rates on short-term business loans., 
78-3179 


Finance rates and other terms on 
selected types of consumer instalment 
credit extended by major finance com- 
panies; not seasonally adjusted., 78- 
3187 


Interest rates on selected consumer in- 
stalment loans at reporting commercial 
banks., 78-3178 


Selected interest rates and bond prices., 
78-3180 


*Interference (Aerodynamics) 

Effect of nonlifting empennage surfaces 
on single-engine afterbody/nozzle drag 
at Mach numbers from 0.5 to 2.2 /, 
78-13900, 78-26318 

*Interferometer. 

An all-reflection Fourier transform inter- 
ferometer for the S00- to 1000- 
micrometer wavelength region /, 78- 
20396 

Interferometer — Research. 

Submillimeter interferometers for plasma 

diagnostics /, 78-302 
Interferon. 

Antiviral 

feron)., 


substances 
78-1941 
*Interferons — Indexes. 
Interferon bibliography 
MEDLARS., 78-17546 


(including _ inter- 
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Interferons — Periodicals — Bibliography. Measuring the fiscal “blood pressure” of | Intergovernmental Maritime Consultative 
Interferon bibliography from the States, 1964-1975 : an information Organization. 
MEDLARS., 78-17546 


paper /, 78-8140 Ports and waterways safety act amend- 
Intergovernmental fiscal relations. 


Payments in lieu of taxes : hearing before ments : hearing before the Subcommit- 
Occupational information systems grants the Subcommittee on Public Lands tee on International Organizations and 
program : substance and guidelines., and Resources of the Committee on on inter-Amoricon Altuire of the Com- 
78-26286 Energy and Natural Resources, United mittee on International Relations, 
Intergovernmental fiscal relations — States Senate, Ninety-fifth Congress, House of Repressutatives, Ninoty-fifth 
California. second session, on S. 74 ... April 10, Congress, second session, on HR. 
Will Federal assistance to California be 1978., 78-24596 13311, July 27, 1978., 78-26821 
affected by Proposition 13? : report /, " . = 
78-25776, 78-25777 Role of State legislatures in appropriating 
Federal funds to States : hearing be- 


Intergovernmental Maritime Consultative 
Organization — Privileges and 
Will Federal assistance to California be fore the Subcommittee on Intergovern —— 1 iad? me 
s+ .. ae x ntergovernmental Maritime Consultative 
Colorado nding fata ncladed} et | Metta Relations of the Commitee on | "Organization (IMCO) : amendments to 
port /, 78-25775 Governmental Affairs, United States the Convention of March 6, 1948, 


: Senate, Ninety-fifth Congress, first ses- between the United States of America 

Intergovernmental fiscal relations — sion, June 16, 1977., 78-5581 ont ciliat agualtanan aaemiue tr 

Colorado. 8 » SEEGERS OF Nes 

Will Federal assistance to California be Significant features of fiscal federalism., IMCO Assembly at London October 
affected by Proposition 13? : with 78-18828 17, 1974., 78-5211 


Colorado funding data [included] : re- State and local fiscal assistance act of | Imtergovernmental personnel programs — 
port /, 78-25775 


1972 : modifications made by H.R. United States. 
Intergovernmental fiscal relations — United 13367 as referred to the Committee on GMT calendar of courses., 78-23023, 


States. J UH Finance, United States Senate, Russell 78-23024 
An act to distinguish Federal grant and B. Long, chairman., 78-14315 Grant projects in human _ resource 
cooperati t i ips P r 
ig ae gosnecac sotationthips State and local governments’ view of management., 78-171 
from Federal procurement relation- _ a ‘ Heard f, IPA?. 78-6329 
ships, and for other purposes., 78- emacs! semmence =: audy /, 78- vided ee © 


10256 25770 The Intergovernmental personnel act : 


An act to revise the basis for estimating Summary and concluding observations : improving public service delivery., 
the annual Federal payment to the Dis- the intergovernmental grant system : 78-6330 
trict of Columbia for water and water an assessment and proposed policies., 
services and sanitary sewer services 78-18830 
furnished to the United States., 78- 
8432 


The IPA intergovernmental assignment 
program, 78-23006 
What is revenue sharing? : a plain-lan- 


guage explanation of the General 
Antirecession and supplementary fiscal Revenue Sharing Program., 78-24324 
ee oe ee powder general revenue sharing : 18th pay- 
oe P eign tea ment, 2nd quarter/entitlement period — 
2852., 78-27106 7, January 10, 1977., 78-818 On the move : personnel systems im- 
Block grants, a comparative analysis : the . provements in State and local govern- 
intergovernmental grant system, an as- Paeee Sees matey = 25%, Bap ments., 78-8656 
sessment and proposed policies., 78- ment, 3rd quarter/entitiement period The productivity of people : grant pro- 
8, October 7, 1977., 78-819 , 7 : 
16089 jects in human resource management : 
Categorical grants : their role and design Intergovernmental fiscal relations — United Intergovernmental personnel act., 78- 
: the intergovernmental grant system, States — Periodicals. 171 


an assessment and proposed policies., Intergovernmental perspective., 78- Selected IPA products, 78-23005 
78-18829 3820 


IPA projects in classification and com- 
pensation., 78-23007 


IPA projects in recruiting, examining and 
selection., 78-23008 


Summary of IPA projects in classification 


Data definitions for allocations to state | Intergovernmental fiscal relations — United and compensation., 78-23007 


governments for Entitlement Period 5., States — Periodicals — Indexes. a ose Bs 
78-26544 From the ACIR library., 78-3821 Summary of IPA projects in recruiting, 
. examining and selection., 78-23008 
Federal grant and cooperative agreement | *Intergovernmental fiscal relations — United 


act of 1977 : report of the Committee States — Public opinion. Summary of selected IPA products., 78- 


on Governmental Affairs, United Changing public attitudes on govern- 23005 
States Senate, to accompany S. 431 ..., 


ments and taxes : a Commission sur- | Intergovernmental personnel programs — 
78-2377 vey, 1977., 78-14233 United States — Periodicals. 
*Intergovernmental fiscal relations — United se - teal SPS SENG, Ter 

States — States. 

A catalog of Federal grant-in-aid pro- Report of IPA grant activity., 78-2978 
grams to State and local governments : | *Intergovernmental tax relations — United 
grants funded fy 1975 : the inter- States. 

The intergovernmental grant system, an governmental grant system : an assess- Amending the act of October 20, 1976 
assessment and proposed policies., ment and proposed policies., 78- (90 STAT. 2662) : report to accom- 

78-16089 14232 pany S.74., 78-19438 


Federal/State/local cooperation : a report 
of the Commission on Federal Paper- 
work., 78-8199 


General revenue sharing., 78-818, 78- 
819 
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Miscellaneous measures to discourage 
cigarette smuggling : hearing before 
the Subcommittee on Miscellaneous 
Revenue Measures of the Committee 
on Ways and Means, House of 
Reresentatives, Nintey-fifth Congress, 
second session ... March 21, 1978., 
78-26870 


Intergrated circuits — Large scale 
integration. 

An evaluation of integrated 
logic /, 78-26622 

Intergrated optics. 

Optical and holographic storage proper- 
ties of Fe-, Cu- and Mg-doped lithium 
noibate /, 78-26376 

*Interindustry economics. 

Input-output tables for the United States, 

1967., 78-22983 


Input-output tables of the U.S. economy, 
1971 /, 78-22982 
Revised input-output 

United States, 1967 /, 


injection 


tables for the 
78-22983 


Interindustry economics — Case studies. 
Employment requirements of mass transit 
: a case study of the Massachusetts 
Bay Transportation Authority., 78- 
26261 
*Interindustry economics — Tables — 
Posters. 
The input-output structure of the infor- 
mation economy [poster] /, 78-12455 
*Interior decorators. 
Employment outlook for 
designers., 78-17976 


*Internal combustion engines, Spark 
ignition. 
A variable-displacement 
engine : final report /, 


interior 


spark-ignition 
78-20642 


*Internal medicine — Cases, clinical reports, 
statistics. 
Internal 

20310 


medicine in Vietnam., 78- 


Skin diseases in Vietnam., 78-20310 
Internal revenue — United States. 


Annual report - Commissioner of Inter- 
nal Revenue., 78-18487, 78-24327 


Code of Federal regulations., 78-7010 


Information on excise taxes for 1978., 
78-5246 


Internal revenue, 78-7010 


Internal Revenue Service’s controls over 
the use of confidential informants : 
recent improvements not adequate : 
Department of the Treasury : report to 
the Congress /, 78-1777 


Transitional quarter appendix to the an- 
nual report of the Commissioner of In- 
ternal Revenue, 78-24327 
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Internal revenue law — United States. 

An act to amend certain provisions of 
the Internal Revenue Code of 1954 
relating to distilled spirits, and for 
other purposes., 78-8443 

78-14047 


78-7006, 
78-7009, 78- 
78-7013, 78-7014, 
78-7016, 78-7017, 78- 


ATF cumulative bulletin, 

Code of Federal regulations., 
78-7007, 78-7008, 
7011, 78-7012, 
78-7015, 
7018 

Cumulative bulletin - Bureau of Alcohol, 
Tobacco, and Firearms., 78-14047 


Definition of “substantial contributor” 
for purposes of section 4941 of the In- 
ternal Revenue Code of 1954 : report 
to accompany H.R. 7003., 78-10132 


Description of H.R. 7320 : miscellaneous 
revisions relating to various timing 
requirements under the Internal 
Revenue Code /, 78-5662 


78-3704 
78-3703 
78-3705 
78-3702 
78-7006, 


Employment tax, 
Estate and gift tax, 
Excise taxes, 
Income tax, 


Internal revenue, 
78-7008, 78-7009, 
7012, 78-7013, 78-7014, 78-7015, 
78-7016, 78-7017, 78-7018 


Looseleaf regulations system., 78-3702, 
78-3703, 78-3704, 78-3705, 78- 
3706 


Miscellaneous timing requirements of the 
revenue laws : hearing before the Sub- 
committee on Taxation and Debt 
Management Generally of the Commit- 
tee on Finance, United States Senate, 
Ninety-fifth Congress, second session, 
on H.R. 7320 ... March 17, 1978., 
78-19109 


Private foundation leasing of business as- 
sests : hearings before the Subcommit- 
tee on Taxation and Debt Management 
Generally of the Committee on 
Finance, United States Senate, Ninety- 
fifth Congress, first session, on S. 1514 
... July 25, 1977., 78-1030 


Procedure and administration, 


78-7007, 
78-7011, 78- 


78-3706 


Revision of miscellaneous timing require- 
ments of the revenue laws : report to 
accompany H.R. 7320., 78-5747, 
78-16454 


Technical corrections act of 1977 : re- 
port of the Committee on Ways and 
Means, U.S. House of Representatives, 
together with dissenting views, on H.R. 
6715., 78-5771 

Technical corrections act of 1977 : writ- 
ten comments received by Committee 
on Ways and Means, U.S. House of 
Representatives, Ninety-fifth Congress, 
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first session, on H.R. 6715 
5664 


Technical corrections act of 1978 : re- 
port of the Committee on Finance, 
United States Senate, on H.R. 6715., 
78-14543 


Internal security — Study and teaching. 
Security education manual., 78-9731 


*Internal security — Study and teaching — 
United States. 
Internal security, basic school, phase | : 
text, investigative procedures., 78- 
15914 


*Internal security — United States. 
Erosion of law enforcement intelligence 
and its impact on the public security., 
78-22527 


The erosion of law enforcement intel- 
ligence, capabilities, public security : 
hearings before the Subcommittee on 
Criminal Laws and Procedures of the 
Committee on the Judiciary, United 
States Senate, Ninety-fifth Congress, 
first session ...,  78-12147, 78-22527 


od.5 *98- 


*Internal waves. 

Amplitude functions and the analog of 
the Kelvin Wedge for three-dimen- 
sional internal waves generated by a 
moving disturbance /, 78-20376 

International agencies. 
The potential of regional organizations in 


managing the human environment /, 
78-7627 


U.S. participation in international or- 
ganizations, Department of State and 
other Federal agencies : report to the 
Congress /, 78-1796 


International agencies — Finance. 
United States contributions to interna- 
tional organizations., 78-26443 


United States contributions to interna- 
tional organizations; report to the Con- 
gress., 78-24289 


International agricultural cooperation. 

The United States should play a greater 
role in the Food and Agriculture Or- 
ganization of the United Nations : De- 
partments of State and Agriculture and 
other Federal agencies : report to the 
Senate Committee on Governmental 
Affairs /, 78-4738 


The World Food Program - how the U.S. 
can help improve it : Departments of 
Agriculture and State, Agency for In- 
ternational Development report to 
the Senate Committee on Governmen- 
tal Affairs /, 78-4741 

International Atomic Energy Agency. 

Alternative methods for funding U.S. 
support of International Atomic Ener- 
gy Agency activities : Department of 
State and other Federal agencies : re- 





port of the Comptroller General of the 
United States., 78-4743 
International Atomic Energy Agency — 
Privileges and immunities. 
Application of safeguards by the IAEA 
to the United States-Israel cooperation 
agreement., 78-5188 


Atomic energy application of 
safeguards by the IAEA to the United 
States-Israel cooperation agreement 
protocol between the United States of 
America, Israel and the International 
Atomic Energy Agency, prolonging the 
agreement of April 4, 1975, signed at 
Vienna April 7, 1977., 78-5188 

International Bank for Reconstruction and 

Development. 

Assessment of the effectiveness of the 
World Bank and the Inter-American 
Development Bank in aiding the poor., 
78-22387 

Effectiveness of the World Bank’s inde- 
pendent review and evaluation system : 
report to the Congress /, 78-23654 


Foreign assistance and related agencies 
appropriations for 1979 : hearings be- 
fore a subcommittee of the Committee 
on Appropriations, House of Represen- 
tatives, Ninety-fifth Congress, second 
session., 78-22387 


International Bank for Reconstruction and 
Development — Finance. 
Special report to the President and to 
Congress on the selective capital in- 
crease of the International Bank for 


Reconstruction and Development., 
78-24492 


International Boundary and Water 
Commission (United States and Mexico) 
Relocations of the Rio Grande Channel : 

act approving minute 257 of the Inter- 
national Boundary and Water Commis- 
sion, United States and Mexico 
between the United States of America 
and Mexico signed at Washington May 
26, 1977., 78-7573 

International broadcasting. 


Communist international radio broad- 


casting - 1974., 78-7376 
Communist international 
casting - 1975., 78-7381 
Comparison of the Russian services of 
the four major broadcasters (VOA, 
BBC, DW, RL) /, 78-7367 


radio broad- 


International broadcast activities 
ment between 
America 


: agree- 
the United States of 
and Portugal effected by 
exchange of notes signed at Lisbon, 
February 15, 1977., 78-26488 





December 1978 


International Brotherhood of Teamsters, 
Chauffeurs, Warehousemen and Helpers 
of America. 

Central States Teamsters Fund : hearings 
before the Subcommittee on Oversight 
of the Committee on Ways and Means, 
House of Representatives, Ninety-fifth 
Congress, second session, March 22, 
1978., 78-26873 


Teamsters’ Central State pension fund 
and general ERISA enforcement 
hearings before the Subcommittee on 
Oversight of the Committee on Ways 
and Means, House of Representatives, 


Ninety-fifth Congress, first session 
78-8362 


eves 


Teamsters Central States pension fund : 
hearings before the Permanent Sub- 
committee on Investigations of the 
Committee on Governmental Affairs, 
United States Senate, Ninety-fifth Con- 
gress, first session, July 18 and 19, 
1977., 78-5582 


International business enterprises. 


Market power and profitability of mul- 
tinational corporations in Brazil and 
Mexico : report to the Subcommittee 
on Foreign Economic Policy of the 
Committee on Foreign 
United States Senate /, 


Relations, 
78-12089 
Sources of information on U.S. firms : a 
guide for international traders., 78- 
156 
*International business enterprises — Law 
and legislation — United States. 
Foreign corrupt practices : 


report to accompany S. 
10159 


conference 
305., 78- 


International Civil Aviation Organization. 
Protocol to the Convention on interna- 
tional civil aviation 

pany Ex A, 95-1., 


: report to accom- 
78-11956 


Reimbursement of income taxes 
ment 


: agree- 

between the United States of 
America and the International Civil 
Aviation Organization effected by 
exchange of letters, signed at Montreal 
February 16, and 21, 1977., 78-5194 

International Coffee Agreement 

(Organization) 

International Coffee Agreement, 1976, 
between the United States of America 
and other governments : 
the International 
London 
15870 


approved by 
Coffee Council at 
December 3, 1975., 78- 


*International cooperation. 

Final environmental impact statement on 
the negotiation of a regime for conser- 
vation of Antarctic 
resources., 78-18420 


marine _ living 
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*International cooperation — Addresses, 
essays, lectures. 
CIEC and the North-South dialogue 
speech /, 78-1841! 


A just international order /, 78-18387 


Moral promise and practical 
speech /, 78-18399 


U.S. nuclear cooperation policies : the 
following are texts of a speech by 
Fredrick Irving, Assistant Secretary for 
Oceans and International Environmen- 
tal Scientific Affairs, before the 1976 
Conference of the Atomic Industrial 
Forum on November 15, 1976, and 
President Ford’s statement of October 
28, 1976., 78-15844 


*International C cooperation — periodicals. 
Annual report of international activities, 
78-13509 


needs 


National Institutes of Health annual re- 
port of international activities., 78- 
13509 


*International cooperation — Statistics. 
National Institutes of Health statistical 
reference book of international activi- 
ties, 78-17574 


Statistical reference book of international 
activities., 78-17574 


International Criminal Police Organization. 
United States participation in INTER- 
POL, the International Criminal Police 
Organization Department of the 
Treasury : report of the Comptroller 
General of the United States., 78- 
4726 


United States participation in the Inter- 
national Criminal Police Organization, 
Interpol : hearing before the Subcom- 
mittee on Immigration, Citizenship, 
and International Law of the Commit- 
tee on the Judiciary, House of 
Representatives, Ninety-fifth Congress, 
first session, on H.R. 4641 ... March 
30, 1977., 78-19184 


International Decade of Ocean Exploration, 

1970-1980. 

International decade of ocean explora- 
tion : progress report [volume I]- : 
January 1970 to July 1972-., 78-148 

International Development Association — 

Finance. 

Special report to the President and to 
Congress on the proposed replenish- 
ment of the resources of the Interna- 
tional Development Association., 78- 
24493 


*International economic relations. 

Dollars, diplomacy, and development 
hearings before the Subcommittees on 
International Economic Policy and 
Trade and on International Develop- 
ment of the Committee on Interna- 
tional Relations, House of Representa- 
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tives, Ninety-fifth Congress, first ses- 
sion, June 29 and July 26, 1977., 78- 
16252 


General and educated opinion on inter- 
national economic issued in western 
Europe and Japan., 78-7373 


The interdependence of nations : an 
agenda for research /, 78-15799 


Issues at the summit : hearings before the 
Joint Economic Committee, Congress 
of the United States, Ninety-fifth Con- 
gress, first session, April 20, 21, and 
22, 1977., 78-12074 


Issues at the summit : report of the Joint 
Economic Committee, Congress of the 
United States, together with additional 
and supplementary views., 78-1007 


Issues in north-south dialog : hearing be- 
fore the Subcommitte on International 
Economics of the Joint Economic 
Committee, Congress of the United 
States, Ninety-fifth Congress, first ses- 
sion, June 21, 1977., 78-12069 


Multilateral action on __ international 


economic issues : report to accompany 
S. Res. 440., 78-27069 


Nationalizations and expropriations of 
U.S. direct private foreign investment : 
problems and issues : Department of 
State and other Federal agencies : re- 
port to the Congress /, 78-4735 


United States international trade policy 
and the Trade act of 1974 /, 78- 
16214 


The Witteveen facility and the OPEC 


financial surpluses : hearings before 
the Subcommittee on Foreign 
Economic Policy of the Committee on 
Foreign Relations, United States 
Senate, Ninety-fifth Congress, first ses- 
sion ..., 78-19117 


*International economic relations — 
Addresses, essays, lectures. 
CIEC and the North-South dialogue 
speech /, 78-18411 


CIEC’s role in the North-South dialogue 
: [statement] /, 78-15843 


A just international order /, 78-18387 


*International education. 

A process of global enlightenment : in- 
ternational education, link for human 
understanding /, 78-21874 

International education — Periodicals. 

Exchange, 78-3822 

International 
exchange., 


educational 
78-3822 


International Energy Agency. 

Atomic energy : technical information 
exchange in reactor safety research 
and development implementing 
agreement between the United States 


and cultural 
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of America and other governments, 
done at Paris May 20, 1976., 78- 
5198 


Technical information exchange in reac- 
tor safety research and development 
implementing agreement between the 
United States of America and other 
governments., 78-5198 


International finance. 

Authorization of U.S. participation in the 
supplementary financing facility of the 
International Monetary Fund : report 
together with supplemental, dissenting, 
and additional dissenting views to ac- 
company H.R. 9214., 78-10233 


Bretton Woods agreements act amend- 
ments of 1978 : report of the Commit- 
tee on Banking, Housing, and Urban 
Affairs, United States Senate, to ac- 
company S. 2152 together with addi- 
tional views., 78-14527 


Bretton Woods agreements amendments 
act of 1977 : report of the Committee 
on Foreign Relations, United States 
Senate, on S. 2152 ..., 78-6053 


Cooperative financing facility : principles 
and procedures., 78-24450 


Dollars, diplomacy, and development : 
hearings before the Subcommittees on 
International Economic Policy and 
Trade and on International Develop- 
ment of the Committee on Interna- 
tional Relations, House of Representa- 
tives, Ninety-fifth Congress, first ses- 
sion, June 29 and July 26, 1977., 78- 
16252 


External research study., 
78-21889, 78-21890 


IMF Supplementary Financing Facility : 
hearing before the Committee on 
Banking, Financing, and Urban Affairs, 
United States Senate, Ninety-fifth Con- 
gress, first session, on S. 2152 ... Oc- 
tober 13, 1977., 78-5521 


International debt : hearings before the 
Subcommittee on International 
Finance of the Committee on Banking, 
Housing, and Urban Affairs, United 
States Senate, Ninety-fifth Congress, 
first session August 29 and 30, 
1977., 78-8250 


International debt, the banks, and U.S. 
foreign policy : a staff report /, 78- 
5571 

Next administration 
21890 


78-21888, 


trade bill, 78- 


Petrodollars and world payments, 78- 


21888 


Rules for a floating rate regime, 78- 
21889 


Special report to the President and to the 
Congress on amendment of the articles 
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of agreement of the _ International 
Monetary Fund and on an increase in 
quotas in the International Monetary 
Fund., 78-16124 


U.S. participation in the Supplementary 
Financing Facility of the International 
Monetary Fund : communication from 
the Chairman, National Advisory 
Council on International Monetary and 
Financial Policies ..., 78-10082 


U.S. participation in the Supplementary 
Financing Facility of the International 
Monetary Fund : hearings before the 
Subcommittee on International Trade, 
Investment, and Monetary Policy of 
the Committee on Banking, Finance, 
and Urban Affairs, House of Represen- 
tatives, Ninety-fifth Congress, first ses- 
sion, on H.R. 9214 ... September 20, 
29, and 30, 1977., 78-5518 


The Witteveen facility and the OPEC 
financial surpluses : hearings before 
the Subcommittee on Foreign 
Economic Policy of the Committee on 
Foreign Relations, United States 
Senate, Ninety-fifth Congress, first ses- 
sion ..., 78-19117 


International finance — Addresses, essays, 
lectures. 
Maintaining the strength of the interna- 
tional capital market : remarks /, 78- 
8886 


The need for order in international 
finance : address /, 78-8879 


International finance — Periodicals. 
Annual report to the President and to 
the Congress., 78-24689 


78-24689 


International Fund for Agricultural 

Development. 

International Fund for Agricultural 
Development : agreement between the 
United States of America and other 
governments, done at Rome, June 13, 
1976, 78-21944 


*International Hydrological Decade, 1965- 
1974. 
Hydrologic 

water 
23148 


International finance, 


engineering methods for 
resources development., 78- 


International Joint Commission (United 
States and Canada) 1909- — Finance. 
How the United States can and should 

improve its funding of International 
Joint Commission  activities., 78- 
13328 


International Labor Organization. 

Need for U.S. objectives in the Interna- 
tional Labor Organization Depart- 
ments of State, Labor and Commerce : 
report to the Senate Committee on 
Governmental Affairs /, 78-13324 





International law. 
Annual report - Secretary’s Advisory 
Panel on _ International Law., 78- 
26455 


International fisheries agreement with 
Mexico : report to accompany H.R. 


9794., 78-10150 
*International law — Bibliography. 

Digest of U.S. practice in international 
law and Digest of international law., 
78-13408 

International law — Periodicals. 

Digest of United States practice in inter- 

national law., 78-9510 


International Longshoremen’s and 

Warehousemen’s Union. 

Wage chronology : Pacific Maritime As- 
sociation and the International 
Longshoremen’s and Warehousemen’s 
Union, 1934-78., 78-705 


International Maritime Satellite 

Organization. 

International maritime satellite act 
hearing before the Subcommittee on 
Communications of the Committee on 
Interstate and Foreign Commerce, 
House of Representatives, Ninety-fifth 
Congress, second session, on H.R. 
11209 ... April 4, 1978., 78-22503 


International maritime satellite telecom- 
munications : hearings before the Sub- 
committee on Communications of the 
Committee on Commerce, Science, 
and Transportation, United States 
Senate, Ninety-fifth Congress, second 
session, on S. 2211 ... H.R. 11209 ... 
May 8, 1978., 78-26756 


International maritime satellite telecom- 
munications act : report to accompany 
H.R. 11209 /, 78-22584, 78-24884 


International Monetary Fund. 
Authorization of U.S. participation in the 
supplementary financing facility of the 
International Monetary Fund : report 
together with supplemental, dissenting, 
and additional dissenting views to ac- 
company H.R. 9214., 78-10233 


Bretton Woods agreements act amend- 
ments of 1978 : report of the Commit- 
tee on Banking, Housing, and Urban 
Affairs, United States Senate, to ac- 
company S. 2152 together with addi- 
tional views., 78-14527 


Bretton Woods agreements amendments 
act of 1977 : report of the Committee 
on Foreign Relations, United States 
Senate, on S. 2152 ..., 78-6053 


IMF Supplementary Financing Facility : 


hearing before the Committee on 
Banking, Financing, and Urban Affairs, 
United States Senate, Ninety-fifth Con- 
gress, first session, on S. 2152 ... Oc- 
tober 13, 1977., 78-5521 





December 1978 


International balance of payments financ- 
ing and the budget process., 78- 
12200 


International debt, current issues and im- 
plications [statement by] Under 
Secretary for Economic Affairs, 
Richard N. Cooper, before the Sub- 
committee on International Finance of 
the Senate Committee on Banking, 
Housing and Urban Affairs, August 29, 
1977, Washington, D.C., 78-759 


Special report to the President and to the 
Congress on amendment of the articles 
of agreement of the International 
Monetary Fund and on an increase in 
quotas in the International Monetary 
Fund., 78-16124 


U.S. participation in the Supplementary 
Financing Facility of the International 
Monetary Fund : communication from 
the Chairman, National Advisory 
Council on International Monetary and 
Financial Policies ..., 78-10082 


U.S. participation in the Supplementary 
Financing Facility of the International 
Monetary Fund : hearings before the 
Subcommittee on International Trade, 
Investment, and Monetary Policy of 
the Committee on Banking, Finance, 
and Urban Affairs, House of Represen- 
tatives, Ninety-fifth Congress, first ses- 
sion, on H.R. 9214 ... September 20, 
29, and 30, 1977., 78-5518 


U.S. participation in the Witteveen facili- 
ty : the need for a new source of inter- 
national finance /, 78-19270 


The Witteveen facility and the OPEC 
financial surpluses : hearings before 
the Subcommittee on Foreign 
Economic Policy of the Committee on 
Foreign Relations, United States 
Senate, Ninety-fifth Congress, first ses- 
sion ..., 78-19117 


International obligations — Bibliography. 
Treaties and other international agree- 
ments of the United States., 78-8901 


*International offenses. 

International terrorism : hearing before 
the Subcommittee on Foreign 
Assistance of the Committee on 
Foreign Relations, United States 
Senate, Ninety-fifth Congress, first ses- 
sion September 14, 1977., 78- 
16220 


*International offenses — Addresses, essays, 
lectures. 
Problems of 

statement /, 


international 
78-15852 

*International organization. 
For a better world : AID’s partnership 


with private and voluntary organiza- 
tions /, 78-21977 


terrorism 
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International relations. 

Interparliamentary Union Conference, 
Sofia, Bulgaria : report of the United 
States Delegation to the 64th Con- 
ference of the _ Interparliamentary 
Union, held at Sofia, Bulgaria, Sep- 
tember 21-30, 1977 /, 78-9952 

*International relations — Addresses, essays, 
lectures. 

Building international order 
78-18393 


CSCE and detente 


: speech /, 


: Speech /, 78-15851 


A global perspective - the new impera- 
tive : remarks /, 78-8957 


U.S. role in a peaceful global community 
President Carter’s address to the 
32nd General Assembly of the United 
Nations, United Nations, N.Y., Oc- 
tober 4, 1977., 78-5171 


International relations — Bibliography. 
Recent releases, selected 
materials., 78-3668 


International relations — Congresses. 
Defense planning for the future : the 
second National Security Affairs Con- 
ference proceedings the National 
War College, Washington, D.C., July 
14-15, 1975., 78-8667 
International relations — Research — 
Periodicals. 
FAR horizons., 


information 


78-3673 


International relations — Research — United 
States — Directories. 
Government-supported research on 

foreign affairs., 78-21887 


Government-supported research on 
foreign affairs; inventory of research 
projects completed and in progress., 
78-21886 


International Standard Serial Numbers — 
United States. 


ISSN—key title register /, 78-26302 


International system of units. 
The international system of units (SI) /, 
78-1427 


Think metric., 78-13738 


International system of units — 
Bibliography. 


Metric system /, 78-9267 


International Telecommunication Union. 
Radio communications between amateur 
stations on behalf of third parties. ar- 
rangement between the United States 
of America and the _ International 
Telecommunication Union, effected by 
exchange of letters signed at Geneva 
and Washington April 28 and June 7, 
1976., 78-5213 
International travel regulations. 
Operations instructions, regulations, and 
interpretations., 78-9215 
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Visa requirements of foreign govern- 
ments., 78i15841, 78-24286 


*International travel regulations — 
Addresses, essays, lectures. 
1976 international travel outlook ; paper 
delivered /, 78-19818 
International Whaling Commission. 
Amendments to the schedule to the In- 
ternational Whaling Convention of 
1946., 78-15863 
Final environmental impact statement : 
International Whaling Commission’s 
deletion of native exemption for the 
subsistence harvest of bowhead 
whales., 78-6301 


Whaling : amendments to the schedule to 
the International Whaling Convention 
of 1946, adopted at the twenty-seventh 
meeting of the International Whaling 
Commission, London June 23-27, 
1975., 78-15863 


International Women’s Year, 1975. 
Department of Labor 
response to IWY’75S., 


activities in 
78-26277 
*Internationalism — Addresses, lectures, etc. 
Toward a new understanding of commu- 
nity : speech /, 78-18397 
Interns (Civil service) — United States — 
Periodicals. 
The White 
18358 


Interns (Psychiatry) 
Clinical-pastoral training for Catholic 


clergy : Saint Elizabeths Hospital., 
78-7134 


House _ fellowships., 78- 


Mental health training for ministers and 
seminarians a summer work-study 
program, May-August 1978 Saint 
Elizabeths Hospital, Washington, D.C., 
78-503 

interparliamentary Union. 

Interparliamentary Union Conference, 
Sofia, Bulgaria : report of the United 
States Delegation to the 64th Con- 
ference of the  Interparliamentary 
Union, held at Sofia, Bulgaria, Sep- 
tember 21-30, 1977 /, 78-9952 

*Interpolation. 

MPLAW : a multipulse-scaling-law code 
using data-base interpolation /, 78- 
25337 

Interrogatories — United States. 

Right to representation : hearing before 
the Subcomittee on Civil Service of 
the Committee on Post Office and 
Civil Service, House of Representa- 
tives, Ninety-fifth Congress, first ses- 
sion, on H.R. 3793 ... July 21, 1977., 
78-1107 

Interstate agreements — Lousiana. 

An act granting the consent of Congress 

to an amendment to the Sabine River 
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Compact entered into by the States of 
Texas and Lousiana., 78-5848 
Interstate agreements — Texas. 

An act granting the consent of Congress 
to an amendment to the Sabine River 
Compact entered into by the States of 
Texas and Lousiana., 78-5848 

Interstate commerce. 

Improved service to the small shipper is 
needed : Interstate Commerce Com- 
mission, Department of Transportation 
: report to the Congress /, 78-1652 


Interstate commerce act, supplementary 
acts, rules of practice, table of cases, 
general index, 78-9197 


Interstate commerce acts annotated., 
78-9197 


Interstate horseracing act of 1978 : re- 
port to accompany S. 1185., 78- 
24931 


Report on the activity of the Committee 
on Interstate and Foreign Commerce, 
House of Representatives., 78-16350 


Special procedures for making findings 
of market dominance as required by 
the Railroad revitalization and regula- 
tory reform act of 1976 ex parte no. 
320 views of the Department of 
Transportation., 78-9557 


To amend the Interstate commerce act 
to continue to allow railroad rate flexi- 
bility : hearing before the Subcommit- 
tee on Transportation of the Commit- 
tee on Commerce, Science, and Trans- 
portation, United States Senate, 
Ninety-fifth Congress, second session 


on S. 3260 ... July 12, 1978., 78- 
26760 


Interstate commerce — Cases. 

Decisions of the Interstate Commerce 
Commission of the United States, 78- 
9190, 78-9191, 78-9192, 78-9193, 
78-9198, 78-9199, 78-15651 


Interstate Commerce Commission re- 
ports., 78-9190, 78-9191, 78- 
9192, 78-9193, 78-9198, 78-9199, 
78-15651 

Motor 
9199 


Interstate commerce — Periodicals. 
Advance bulletin of Interstate commerce 
acts annotated., 78-3499 


Annual report of the Interstate Com- 

merce Commission., 78-17877 
Interstate relations — United States. 

Data definitions for allocations to state 
governments for Entitlement Period 5S., 
78-26544 

*Interstellar communication. 

Possibility of intelligent life elsewhere in 

the universe : report /, 78-10024 


carrier cases, 78-9198, 78- 
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*Interstitial fauna. 

Sampling variation in sandy beach littoral 
and nearshore meiofauna and 
macrofauna /, 78-20296 

Interviewing. 

Federal disaster assistance program; pur- 
suant to Public Law 93-288., 78- 
11323 

Intonation (Phonetics) 

Listener preference and comprehension 
tests of stress algorithms for a text-to- 
phonetic speech synthesis program /, 
78-25328 


Intracoastal waterways — Atlantic coast 
(United States) 
Atlantic Intracoastal’ Waterway, Little 
River To Port Royal Sound, South 
Carolina., 78-25280 


Statement of findings : operation and 
maintenance of the Atlantic Inter- 
coastal Waterway, Little River to Port 
Royal Sound, South Carolina., 78- 
25280 


*Intracoastal waterways — South Carolina. 
Final environmental statement, main- 
tenance dredging of Atlantic in- 
tracoastal waterway, South Carolina., 
78-23149 


Maintenance dredging of Atlantic in- 


tracoastal waterway, South Carolina., 
78-23149 


*Intracranial aneurysms. 
Aneurysm clip data collection and in 
vitro testing : final report /, 78-23823 
Intrauterine contraceptives. 


FDA consumer memo., 78-21246 


Important notice for women wearing an 
IUD, 78-21246 
*Inventions. 
Guide to invention and 
evaluation /, 78-18348 
Peace Corps intermediate technology for 
15 years., 78-14837 
*Inventions — Bibliography. 
Inventions and inventors /, 


innovation 


78-11672 


Inventions — United States. 


Information aid for inventors., 78-6276 


Patents & inventions : an information aid 
for inventors., 78-6276 


Inventions — United States — Collected 
works. 


Significant NASA inventions., 78-18156 


*Inventories — Valuation — United States. 
LIFO : the last-in, first out method of in- 
ventory valuation /, 78-18444 


*Inventors — Bibliography. 


Inventions and inventors /, 78-11672 


*Inventory control. 
Defense inactive item program could be 


more effective : Defense Supply Agen- 
cy., 78-11128 





Economies available through improved 
inventory management., 78-11132 
Federal Aviation Administration par- 
ticipation in the Federal catalog 
system., 78-7896 


How the item reduction program of the 
General Services Administration could 
be more effective., 78-13334 


78-20193 


: inventory management., 78- 


Inventory management., 
Logistics 
20193 


Procedures for rounding measurment 
results in nuclear materials control and 
accounting /, 78-18946 


Soldier’s manual stock control sup- 
plyman : MOS 76P, skill levels 3 and 
4., 78-20174 


Stock control supplyman., 78-20174 


*Inventory shortages — United States. 
Cargo theft and organized crime : a 
deskbook for management and law en- 
forcement /, 78-17890 


Inverse problems (Differential equations) — 
Congresses. 
Inversion methods in atmospheric remote 
sounding /, 78-9452 
Invertebrates — Minnesota — Identification. 
A survey of soil invertebrates in 529 


aspen forests in northern Minnesota /, 
78-6172 


*Investigations — Study and teaching — 
United States. 
Internal security, basic school, phase | : 


text, 
15914 


investigative procedures., 78- 


Investment advisers — Legal status, laws, 
etc. — United States. 
Investment company act of 1940 as in ef- 
fect June 4, 1977., 78-9529 


Investment advisers — United States — 
Directories. 
Investment adviser directory., 78-24319 
*Investment analysis. 
Rail system investment analysis : descrip- 
tion of the railroad investment process 
/, 78-22028 


Rail system investment analysis 
ture search /, 78-22027 

Rail system investment analysis 
evaluation of a_ track 
project /, 78-7724 


Investment of public funds — Law and 
legislation — United States. 
An act to authorize the Secretary of 
Treasury to invest public moneys, and 
for other purposes., 78-8438 
*Investment tax credit — United States. 
Investment tax credit : unresolved issues 
: report /, 78-21052 
Tax information on investment credit., 
78-11827 


: litera- 


: sample 
rehabilitation 
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Investment trusts — Law and legislation — 
United States. 
Investment company act of 1940 as in ef- 
fect June 4, 1977., 78-9529 
Investment trusts — Taxation — United 
States. 
Tax information on mutual fund distribu- 
tions., 78-7668 
*Investments. 
Portfolio selections for fossil demonstra- 
tion plant programs /, 78-20910 


Rail system investment analysis : the in- 

dustry perspective : draft., 78-14055 
*Investments — Law and legislation — 

United States. 

The Investment policy act of 1977 
hearings before the Subcommittee on 
Economic Stabilization of the Commit- 
tee on Banking, Finance, and Urban 
Affairs, House of Representatives, 
Ninety-fifth Congress, first session, on 
H.R. 7102 ... September 27 and 28, 
1977., 78-12044 

Investments — Mathematical models. 

The airport investment model : a model 
for airport investment planning /, 78- 
9554 

Investments — Taxation — United States. 

Evaluation of the Administration’s 1978 
small business tax proposals and other 
alternatives hearings before the 
Select Committee on Small Business, 
United States Senate, Ninety-fifth Con- 
gress, second session Englewood, 
Colo.—February 14, 1978, Portland, 
Maine—February 20, 1978, Washing- 
ton, D.C.—February 28, 1978., 78- 
26865 


Impact of the Administration’s tax stimu- 
lus package on small business and ex- 
amination of employment tax credit 
aternatives : hearing before the Select 
Committee on Small Business, United 
States Senate, Ninety-fifth Congress, 


first session ... February 22, 1977., 
78-5657 


Tax information on investment income 
and expenses., 78-5256 


Investments — United States — Addresses, 
essays, lectures. 

Capital markets today and tomorrow : an 
address by Ray Garrett, Jr., Chairman, 
Securities and Exchange Commission, 
March 22, 1974, [before] Executives 
Club of Chicago, LaSalle Hotel, 
Chicago, Illinois., 78-801 

Investments — United States — Finance — 

Periodicals. 

Current trends - Division of Corporation 
Finance, Office of the Chief Financial 
Analyst., 78-24322 
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Investments — United States — Tables, etc. 

— Periodicals. 

Tables of redemption values for United 
States savings note., 78-26556 

*Investments, American. 

An act to amend the Foreign assistance 
act of 1961 with respect to the activi- 
ties of the Overseas Private Investment 
Corporation., 78-19373 


Domestic policy issues stemming from 
U.S. direct investment abroad : report 
to the Senate Committee on Com- 
merce, Science, and Transportation /, 
78-13327 


Overseas Private Investment Corporation 
amendments act of 1977 report 
together with minority views to accom- 
pany S.1771., 78-5994 


Overseas Private Investment Corporation 
amendments act of 1978 : conference 
report to accompany H.R. 9179., 78- 
16360 


*Investments, Foreign. 
Foreign investment organizations assist 
U.S. firms., 78-12545 


Nationalizations and expropriations of 
U.S. direct private foreign investment : 
problems and issues : Department of 
State and other Federal agencies : re- 
port to the Congress /, 78-4735 


U.S. direct investment in South Amer- 
ica’s Andean Common Market : De- 
partment of Commerce : report to the 
Congress /, 78-4731 


Investments, Foreign — Addresses, essays, 
lectures. 
Maintaining the strength of the interna- 
tional capital market : remarks /, 78- 
8886 


Investments, Foreign — Australia. 
Australian public opinion on foreign in- 
vestment and trade., 78-5083 


Investments, Foreign — Bibliography. 
Foreign investments., 78-8904 


*Investments, Foreign — Colombia — Public 
opinion. 
Opinions regarding foreign investment in 
Colombia., 78-13834 


*Investments, Foreign — Law and 
legislation — United States. 
Amendments to International investment 
survey act of 1976 : report to accom- 
pany H.R. 12589., 78-22585 


Authorization for the International in- 
vestment survey act : hearing before 
the Committee on Commerce, Science, 
and Transportation, United States 
Senate, Ninety-fifth Congress, second 
session, on S. 2928 ... April 19, 1978., 
78-22431 


Data on foreign ownership of property 
within the United States : hearing be- 
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fore the Subcommittee on Census and 
Population of the Committee on Post 
Office and Civil Service, House of 
Representatives, Ninety-fifth Congress, 
first session, on H.R. 7411 ... July 15, 
1977., 78-2287 

International investment survey act 
authorization for fiscal year 1979 
hearing and markup before the Com- 
mittee on International Relations, 
House of Representatives and its Sub- 
committee on International Economic 
Policy and Trade, Ninety-fifth Con- 
gress, second session, on H.R. 12589, 
April 25, May 4 and 10, 1978., 78- 
19171 

International investment survey act of 
1976 authorization : report to accom- 
pany S. 2928., 78-19480 


*Investments, Foreign — United States. 

An analysis of U.S. foreign direct invest- 
ment policy and economic develop- 
ment /, 78-21978 

Controlling foreign investment in na- 
tional interest sectors of the U.S. 
economy : Office of Management and 
Budget and other federal agencies : re- 
port to the Congress /, 78-4742 


Foreign direct investment in the United 
States : 1976 transactions—all forms ; 
1974-76 acquisitions, mergers and 
equity increases., 78-14929 


The investment insurance program 
managed by the Overseas Private In- 
vestment Corporation : report to the 
Committee on Foreign Relations, 
United States Senate /, 78-1798 


U.S. direct investment in South Amer- 
ica’s Andean Common Market : De- 
partment of Commerce : report to the 
Congress /, 78-4731 


Investments, Foreign — United States — 
Periodicals. 


TOPICS., 78-3635 


*Investments, Foreign — Venezuela — 

Public opinion. 

Venezuelan opinion on nationalization of 
oil and attitudes toward foreign invest- 
ment., 78-17876 

Iodine. 


lodine., 78-11570 


*lodine — Isotopes. 
Effects of weathering on impregnated 
charcoal performance /, 78-18943 
lodoform — Toxicology. 
Bioassay of iodoform for possible car- 
cinogenicity., 78-23795 
Ion bombardment. 
Surface cleaning by glow discharge in a 
high-volume gas flow /, 78-6514 
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*Ion exchange. 

Design requirements for uranium ion 
exchange from acidic solutions in a 
fluidized system /, 78-15559 

*Ion flow dynamics. 

Characterization of open-cycle coal-fired 
MHD generators, revision A /, 78- 
20578 


Characterizations of open-cycle coal- 
fired MHD generators /, 78-16984 
Ion rockets. 


lon propulsion for spacecraft., 78-2105 


Operational compatibility of 30-centime- 
ter-diameter ion thruster with in- 
tegrally regulated solar array power 
source /, 78-13912 

*Ionization. 

Measurements of cosmic-ray charged 
particle ionization and flux densities in 
the atmosphere /, 78-17255, 78- 
23568 

*lIonizing radiation. 

BEIRMOD, a computer program for cal- 
culating the effects of exposure to 
ionizing radiation /, 78-18917 


CSU-FDA_ Collaborative Radiological 
Health Laboratory annual report., 
78-13517 


A review of the use of ionizing radiation 
for the treatment of benign diseases., 
78-1946 


Ionizing radiation — Measurement. 
Radiofrequency radiation levels and 
population exposure in urban areas of 
the Eastern United States /, 78-23538 


The response of LiF thermoluminescence 
dosimeters to natural 
radiation /, 78-20594 


*Ionizing radiation — Physiological effect. 

A current literature report on the car- 
cinogenic properties of ionizing and 
non-ionizing radiation., 78-21298 

*lonizing radiation — Therapeutic use. 

A review of the use of ionizing radiation 
for the treatment of benign diseases : a 
report ..., 78-21267 


Ionospheric forecasting. 

Equivalent ion[o]spheric current 
representations by a new method, illus- 
trated for 8-9 November 1969 mag- 
netic disturbances /, 78-147 


Ionospheric radio wave propagation — 
Periodicals. 
Solar-geophysical data., 


environmental 


78-2789 
Ions. 
Air quality data for non-criteria pollu- 
tants, 1971 through 1975., 78-23414 
lon-beam technology and applications /, 
78-7496 


The 
and 


ion-electron magnetic 
solid state detector 


separation 
detection 
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system flown on IMP 7 and 8 : Ep 50 
keV, Ee 30 keV /, 78-19837 


Positive ions in the middle atmosphere 
during sunrise conditions, 78-20319 


Ions — Research. 


Negative ion sources /, 78-296 


Iowa — Climate. 


Iowa, monthly averages of temperature 
wy 78-4221 


lowa, monthly normals of temperature 
wy 78-4177 


Monthly averages of temperature and 
precipitation for state climatic divi- 
sions 1941-1970 : lowa., 78-4221 


Monthly normals of temperature, 
precipitation, and heating and cooling 
degree days 1941-1970 : lowa., 78- 
4177 


Iowa — Climate — Periodicals. 


Climatological data, lowa., 78-2756 


Iowa — Industries. 


County business patterns., 
78-19701 


Iowa — Population — Statistics. 
Estimates of the population of lowa 
counties and metropolitan areas: July 
a 1975 (revised ) and 1976 
(provisional), 78-4068 


Federal-State cooperative program for 
population estimates., 78-4068 


78-1402, 


Iran — Boundaries — Russia. 
Iran - U.S.S.R. boundary study., 78- 
26445 


Iran — Business. 
Iran : a survey of U.S. business opportu- 
nities., 78-158 


Iran — Economic conditions. 
Iran : a survey of U.S. business opportu- 
nities., 78-158 


*Iran — Economic conditions. 
Housing and urban development in Iran., 
78-11362 


Iran — Politics and government. 

Human rights in Iran : hearing before the 
Subcommittee on International Or- 
ganizations of the Committee on Inter- 
national Relations, House of Represen- 
tatives, Ninety-fifth Congress, first ses- 
sion, October 26, 1977., 78-5611 


Iran — Relations (general) with the United 

States. 

Access to oil : the United States relation- 
ships with Saudi Arabia and Iran /, 
78-8273 

*Irconel. 

Assessment of candidate weld metals for 

joining alloy 800 /, 78-20948 
Ireland — Commerce. 


Marketing in Ireland, 78-22967 


Overseas business reports., 78-22967 





Ireland — History. 


Ireland in 1977: report /, 78-2265 


Ireland — Politics and government. 

Ireland in 1977 : report /, 78-2265 

Iris (Plant) 

Growing iris in the home garden /, 78- 

1323 
*Iron. 

Iron and steel : a chapter from Mineral 

facts and problems /, 78-24010 
*Iron — Hydrogen content. 

Development of the steam-iron process 
for hydrogen production ... /, 78- 
11058 

*Iron, Structural — Testing. 

Mechanical and chemical properties of 
selected steels used in bridge struc- 
tures /, 78-18574 

Iron alloys. 


Ferroalloys., 78-7328, 78-11580 


Refining molten iron by sulfide-forming 
slags and chlorination removal of 
copper, tin, and other impuritites /, 
78-26169 

Iron alloys — Analysis. 

A computer program for analyzing un- 
resolved Mossbauer hyperfine spectra 
/, 78-26330 

*Iron and steel workers — United States. 

Aluminum, iron, and steel, and foundry 
industries., 78-17983 

Apprenticeship program for the trade of 
marine hull repairer, ironworker 
(boatbuilder, steel), 78-4423 


Steelworker 3 & 2., 78-4505 


The US Army Transportation School ap- 
prenticeship program for the trade of 


marine hull repairer, ironworker 
(boatbuilder, steel)., 78-4423 
*Iron industry and trade. 
Closed loop system for the treatment of 
water pickle liquor /, 78-10938 
Iron industry and trade — Statistics. 
Ferroalloys., 78-4976, 78-21547 


Iron and steel., 78-4982 


Preprint from the 1975 Bureau of Mines 
Minerals Yearbook, 78-4976, 78- 
4982 

Preprint from the 1976 Bureau of Mines 
Minerals Yearbook, 78-21547 

Iron industry and trade — United States. 

Iron and steel., 78-26190 

Iron industry and trade — United States — 

Statistics — Periodicals. 

Iron and steel castings., 78-2585 

Iron and steel foundries and steel ingot 
producers., 78-8592 

*Iron-nickel alloys. 

Weldability of high-toughness iron-12- 

percent-nickel alloys with reactive 
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metal additions of titanium, aluminum, 
or niobium /, 78-11740 
Iron ores. 


Iron ore /, 78-26185 


Iron ores — Michigan — Marquette Co. — 

Data processing. 

Computer-aided estimates of concentrat- 
ing-grade iron resources in the Negau- 
nee Iron-formation, Marquette District, 
Michigan /, 78-13759 

Iron ores — United States. 

Iron ore., 78-11535 


Iron ores — United States — Periodicals. 
Iron ore., 78-3447 


Iron ores — United States — Statistics. 
Iron oxide pigments., 78-15576 


Preprint from the 1975 Bureau of Mines 
Minerals yearbook, 78-15576 


*Iron oxides. 


Iron oxide pigments., 78-15566 


Iron oxides — Statistics. 


Iron oxide pigments., 78-15577 


Preprint from the 1976 Bureau of Mines 
Minerals yearbook, 78-15577 


Irradiation. 

The fusion reactor materials program 
plan : section 1, alloy development for 
irradiation performance., 78-25398 

*Irradiation — Environmental aspects. 

Final environmental statement by the Of- 
fice of Standar2s Development, United 
States Nuclear Regulatory Commis- 
sion, concerning rule making : exemp- 
tion from licensing requirements for 
spark-gap irradiators that contain 
cobalt-60 : docket no. PRM 30-54., 
78-18891 

Spark gap irradiators that contain cobalt- 
60., 78-18891 

*Irradiation — Testing — Environmental 
aspects — Washington (State) 

Fusion materials irradiation testing facili- 
ty, Hanford Reservation, Richland, 
Washington : final environmental im- 
pact statement : (final of draft EIS, 
ERDA-1556-D, high flux neutron 
source facility)., 78-23260 

*Irrigation. 

Drainage manual : a guide to integrating 
plant, soil, and water relationships for 
drainage of irrigated lands., 78-21527 

Irrigation principles and practices for 
Peace Corps volunteers., 78-10513 

Irrigation — Automation. 

Laboratory facilities for research and 
development of water systems control 
automation /, 78-7292 

*Irrigation — Environmental aspects — 

Colorado. 

Draft environmental statement 
authorized Fruitland Mesa _ project, 
Colorado., 78-26163 
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Fruitland Mesa project, Colorado., 78- 
26163 


Irrigation — Indonesia. 
Irrigation systems and land development 
: agreement between the United States 
of America and Indonesia, signed at 
Jakarta June 30, 1975 and amending 
agreement signed at Jakarta October 
28, 1976., 78-789 


Irrigation — Management. 

Evaluation of measures for controlling 
sediment and nutrient losses from ir- 
rigated areas /, 78-25634 

Irrigation — Morocco. 

Triffa high service irrigation : agreement 
between the United States of America 
and Morocco, signed at Rabat 
November 7, 1975., 78-771 

Irrigation — Syria. 

Euphrates basin irrigation maintenance 
project agreement between the 
United States of America and Syria, 
signed at Damascus July 22, 1976., 
78-776 


Irrigation — United States. 
Farmer adjustments to 
prices /, 78-6243 
Improve irrigation 
agricultural land., 


higher energy 

and drainage of 

78-6234 

Irrigation, operation and maintenance., 
78-13773 


78-3419 


*Irrigation — United States — Management. 

Minimizing salt in return flow through ir- 

rigation management : interim report /, 
78-15268 


Irrigation — United States — Periodicals. 
Federal reclamation projects; water & 
land resource accomplishments., 78- 
13775 


Reclamation era., 


Federal reclamation projects: water & 
land resource accomplishments., 78- 
13776, 78-13777, 78-24004 


Finances & physical features, 78-13776 


Project data, 78-13777 

Summary report: Federal reclamation 
projects, water & land resource ac- 
complishments., 78-24004 

Water & land resource 
ments:, 78-13775, 
13777 


Irrigation — United States — Rates. 
Irrigation, operation and maintenance., 
78-13773 


accomplish- 
78-13776, 78- 


Irrigation canals and flumes — Maintenance 
and repair. 

More and better uses could be made of 
billions of gallons of water by improv- 
ing irrigation delivery systems : De- 
partments of Agriculture and the In- 
terior : report to the Congress /, 78- 
6897 
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Irrigation engineering — Models. 
Prediction of mineral quality of irrigation 
return flow /, 78-275 


*Irrigation farming. 

Development of management guidelines 
to prevent pollution by __ irrigation 
return flow from rice fields /, 78- 
20735 


Irrigation farming — Mathematical models. 
Prediction of mineral quality of irrigation 
return flow /, 78-275 


Irrigation farming — United States. 

Energy and U.S. Agriculture : irrigation 

pumping, 1974 /, 78-29 
Irrigation laws — Bangladesh. 

Small scale __ irrigation agreement 
between the United States of America 
and Bangladesh, signed at Dacca Sep- 
tember 29, 1976 with related letter., 
78-5200 


Irrigation laws — United States. 

Acreage limitations on Bureau of Recla- 
mation projects : hearing before the 
Subcommittee on Public Lands and 
Resources of the Committee on Ener- 
gy and Natural Resources, United 
States Senate, Ninety-fifth Congress, 
first session, on S. 242 ..., 78-8270, 
78-19096 


Water for five central Arizona Indian 
tribes for farming operations : hearings 
before the U.S. Senate Select Commit- 
tee on Indian Affairs, on S. 905 


May 23 and 24, 1977., 78-1059 


Irrigation water — Abstracts — Periodicals. 

Selected irrigation return flow quality ab- 
stracts., 78-20729 

Isaac, William Michael, 

Nomination of William M. Isaac : hear- 
ing before the Committee on Banking, 
Housing, and Urban Affairs, United 
States Senate, Ninety-fifth Congress, 
second session ... March 8, 1978., 
78-16190 

Islam — Africa, Sub-Saharan — 

Bibliography. 

Islam in sub-Saharan Africa : a partially 
annotated guide /, 78-21768 

Islamic countries — Civilization. 

The Islamic Archives., 78-7614 

Islamic Empire. 

An introduction to the history of the 
Middle East for military students /, 
78-12777 

*Island flora. 

Flora of Virgin Gorda (British Virgin 

Islands) /, 78-14634 
Island flora — Virgin Islands. 

Flora of Buck Island Reef National 
Monument : U.S. Virgin Islands /, 78- 
6128 
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Islands of the Pacific — Climate — 
Periodicals. 
Climatological data, Hawaii and Pacific., 
78-2752 
Islands of the Pacific — Commerce. 
Market profiles for the South Pacific 
Islands, 78-22966 


Overseas business reports., 78-22966 


*Isoenzymes — Handbooks, manuals, etc. 
Illustrated handbook for high resolution 
of IAA oxidase-peroxidase isoenzymes 
by isoelectric focusing in slabs of 
polyacrylamide gel /, 78-16635 


*Isolation (Hospital care) 
Enteric precautions., 78-11256 

78-11254 
78-11253 

78-11252 


Wound & skin precautions., 


Protective isolation., 
Respiratory isolation., 
Strict isolation., 


78-11255 


Isotope separation. 


Advanced isotope separation, 78-17027 


development 
78-17027 


Isotope separation — Periodicals. 
Mound Laboratory activities for the Divi- 
sion of Physical Research., 78-20926 


Mound Laboratory activities in chemical 
and physical research., 78-20934, 
78-25716 

*Isotopes. 

Geochemical and isotopic analyses of 

waters associated with the Edwards 


limestone aquifer, central Texas /, 
78-21486 


Isotopes — Directories. 
Stable isotope sales: Mound Laboratory 
customer and shipment summaries., 
78-23573 
Isotopes — Statistics. 

Stable isotope sales: Mound Laboratory 
customer and shipment summaries., 
78-23573 

Isotopic power generators. 

Nuclear power in space., 


Environmental 
(EDP)., 


plan 


78-25413 


Israel — Statistics, Vital. 
Multiplicity study of marriages and births 
in Israel /, 78-473 
Israel-Arab War, 1973 — Armistices. 
An evaluation of the U.S. early warning 
system in the Sinai : Departments of 
State and Defense, Sinai Support Mis- 


sion : report to the Congress /, 78- 
4737 


Israel-United States Binational Industrial 
Research and Development Foundation. 
Binational industrial research and 

development foundation agreement 
between the United States of America 
and Israel, signed at Jerusalem March 
3, 1976 with exchange of letters, 
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signed at Washington May 18, 1977., 
78-2139 
Italy. 
Area handbook for Italy /, 78-208 


Background notes., 78-9504 


78-9504 


*Italy — Economic conditions — 1945- 
Economic conditions in Italy, France, 
and the United Kingdom : report /, 
78-16257 
*Iterative methods (Mathematics) 
Modification of iterative code for unfold- 
ing neutron spectra from multisphere 
data /, 78-13145 


J 


Italy, 


Jack-pine. 
Jack pine and aspen forest floors in 
northeastern Minnesota /, 78-3991 


Morphology of jack pine and tamarack 
needles in dense stands /, 78-12378 
Structure and biomass production of 1- 
to 7-year old intensively cultured jack 
pine plantation in Wisconsin /, 78- 
22691 
Jack-pine — Handbooks, manuals, etc. 
Jack pine in the North Central States /, 
78-57 
Jam. 
How to make jellies, jams, and preserves 
at home /, 78-1322 


Jamaica — Economic conditions. 
Syncrisis; the dynamics of health., 78- 
17401 
* Jamaica — Population. 
Jamaica., 78-19715 


Jamaica — Social conditions. 
Syncrisis; the dynamics of health., 78- 
17401 


James A. Haley Veterans’ Hospital. 

Naming of Veterans’ Administration 
hospital at Tampa, Fla., for James A. 
Haley report to accompany H.R. 
1678., 78-5695 

James River watershed, Va. 

Flood plain information : James River, 

Amherst County, Virginia., 78-4464 


: James River, 
Virginia., 78- 


Flood plain information 
Appomattox County, 
4465 


Flood plain information : James River, 
Bedford County, Virginia., 78-4466 
Flood plain information : James River, 
Botetourt County, Virginia., 78-4467 
: James River, 
Virginia., 78- 


Flood plain information 
Buckingham County, 
4468 


Flood plain information : James River, 
Campbell County, Virginia., 78-4469 





Flood plain information 
City of Lynchburg, 
4481 


Flood plain information : 
Cumberland County, 
4470 


Flood plain information : James River, 
Fluvanna County, Virginia., 78-4475 


James River, 
Virginia., 78- 


: James River, 
Virginia., 78- 


James River, 
Virginia., 78- 


Flood plain information : 
Goochland County, 
4477 


Flood plain information : James River, 
Nelson County, Virginia., 78-4482 
Flood plain information : James River, 
Powhatan County, Virginia., 78-4484 
: James River, 
Virginia., 78- 


Flood plain information 
Rockbridge County, 
4485 


James River, Amerst County, Virginia., 
78-4464 


James River, Appomattox County, Vir- 
ginia., 78-4465 

James River, Bedford County, Virginia., 
78-4466 


James River, Botetourt County, Virginia., 
78-4467 


James River, Buckingham County, Vir- 
ginia., 78-4468 


James River, Campbell County, Virginia., 
78-4469 


James River, City of Lynchburg, Vir- 
ginia., 78-4481 

James River, Cumberland County, Vir- 
ginia., 78-4470 

James River, Fluvanna County, Virginia., 
78-4475 

James River, Goochland County, Vir- 
ginia., 78-4477 

James River, Nelson County, Virginia., 
78-4482 


James River, Powhatan County, 
ginia., 78-4484 


Vir- 


James River, Rockbridge County, Vir- 

ginia., 78-4485 
Jamestown, Va. — History. 

Jamestown : Colonial National Historical 

Park, Virginia., 78-7339 
* Janitors. 

Engineered performance standards facili- 
ties maintenance janitorial hand- 
book., 78-23182 

Engineered performance 

public works maintenance 

hendbook., 78-6513 

Janitorial handbook 
formance — standards, 

maintenance., 78-6513 


78-23182 


standards, 
: janitorial 


engineered per- 
public works 


Janitorial handbooks., 
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Japan. 
Background notes., 
78-21908 
Study mission to 
Taiwan : 
Foreign 
Senate /, 


78-21908 
Japan, 


Japan, Korea, and 
report to the Committee on 
Relations, United States 
78-14320 

Japan — Air defenses, Military. 

Defense : production and acquisition of 
Sparrow ship-to-air missile : agreement 
between the United States of America 
and Japan, effected by exchange of 
notes signed at Tokyo, July 12, 1977., 
78-26515 


Japan — Commerce. 


Marketing in Japan, 78-16878 


78-16878 
Trade of European non-NATO countries 
and Japan with Communist counties., 
78-5179 
* Japan — Commerce — United States. 
County market survey : computers and 
related equipment, Japan., 78-19969 
U.S. export opportunities to Japan., 78- 
22959 


Japan — Defenses — Costs. 
The United States and Japan should seek 
a more equitable defense cost-sharing 
arrangement : Departments of Defense 
and State : report to the Congress /, 
78-4734 


Overseas business reports., 


* Japan — Economic conditions. 
Japan : a growth market for U.S. con- 
sumer products., 78-19955 


Japan — Foreign econonic relations — 

United States. 

United States/Japanese trade relations 
and the status of the multilateral trade 
negotiations : hearing before the Sub- 
committee on International Trade of 
the Committee on Finance, United 
States Senate, Ninety-fifth Congress, 
second session, February 1, 1978., 
78-19113 

Japan — Foreign relations. 
Trends in external cultural activities of 


selected non-Communist countries., 
78-7379 


*Japan — Foreign relations — Korea. 
Japanese public opinion on U.S. troops 
in Korea and related Korean issues., 
78-11597 
Japan — Periodicals. 
Translations on Japan., 
8174, 78-22301 


78-3866, 78- 


Japan — Relations (general) with the United 
States. 


Annual report - Japan-United States 
Friendship Commission., 78-1425] 
Deep Sea Drilling Project : memorandum 
of understanding between the United 
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States of America and Japan, signed at 
Tokyo July 18, 1975., 78-2131 

Joint Committee on Cultural and Educa- 
tional Cooperation agreement 
between the United States of America 
and Japan, amending the agreement of 
November 8, 1968, effected by 
exchange of notes, signed at Tokyo 
February 25, 1977., 78-2152 


Japan — Relations (general) with the United 
States — Addresses, essays, lectures. 
The United States and Japan : following 
is an address /, 78-5170 


Japan External Trade Organization. 

Preliminary guide to export opportunities 
to Japan : containing information of 
general interest on expanding opportu- 
nities for U.S. exports to Japan /, 78- 
19048 

Japan-United States Friendship 

Commission. 

Annual report Japan-United States 
Friendship Commission., 78-14251 

Japanese Americans — Evacuation and 

relocation, 1942-1945. 

Civil service credit for 
Japanese Americans interned during 
World War II : hearing before the Sub- 
committee on Compensation and Em- 
ployee Benefits of the Committee on 
Post Office and Civil Service, House of 
Representatives, Ninety-fifth Congress, 
first session, on H.R. 6412 
tember 12, 1977., 78-1108 


Japanese Americans — Legal status, laws, 
etc. — United States. 
Amending title 5, United States Code : 


report to accompany H.R. 9471., 78- 
24912 


Civil retirement 
Japanese-A mericans 
World War Il 
H.R. 9471., 


retirement 


Sep- 


service credit for 
interned during 
: report to accompany 
78-5817 
Japanese flowering cherry. 

The Japanese flowering cherry trees of 
Washington, D.C. : a living symbol of 
friendship /, 78-6241 

* Jaws — Surgery. 

Management of war injuries to the jaws 

and related structures /, 78-16953 
*Jaws — Wounds and injuries. 

Management of war injuries to the jaws 

and related structures /, 78-16953 
Jazz music. 

Soldiers of sound : Washington, D.C., 

78-4334 


Jazz music — United States. 
Jazz/folk music., 78-18328 
78-18328 
*jJean Lafitte National Park, La. 
Jean Lafitte National Park : hearings be- 
fore the Subcommittee on Parks and 


Jazz/folk music program, 
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Recreation of the Committee on Ener- 
gy and Natural Resources, United 
States Senate, Ninety-fifth Congress, 
second session, on S. 1829 ... Gretna, 
La. , December 17, 1977, Washington, 
D.C., February 3, 1978., 78-19099 
Jean Lafitte National Park : report to ac- 
company S. 1829., 78-16431 


Providing for the establishment of the 
Jean Lafitte National Historical Park 
and Preserve in the State of Louisiana, 
and for other purposes report 
together with dissenting views to ac- 
company S. 1829., 78-26980 

Jean, Susanna Shu-Hui. 

Susanna Shu-Hui Jean : report to accom- 

pany S. 2248., 78-24871 


Jefferis, Margaret Somerville. 
Margaret Somerville Jefferis : report to 
accompany H.R. 7604., 78-24754 


Jefferson County Mental Health Center. 

Jefferson County Mental Health Center, 
inc. : hearing before the Subcommittee 
on Taxation and Debt Management 
Generally of the Committee on 
Finance, United States Senate, Ninety- 
fifth Congress, first session, on S. 690 
... October 14, 1977., 78-9945 


Jefferson, Thomas, — Addresses, essays, 
lectures. 

Thomas Jefferson and the world of books 
: a symposium held at the Library of 
Congress, September 21, 1976., 78- 
737 

Jefferson, Thomas, — Exhibitions. 

The world of Franklin and Jefferson : a 
souvenir of the American Revolution 
Bicentennial Administration exhibition 
/, 78-8144 


The world of Franklin and Jefferson : an 
exhibition [British Museum, 17 Sep- 
tember to 16 November, 1975] /, 78- 
8143 

Jefferson, Thomas, — Manuscripts — 

Indexes. 

Index to the Thomas Jefferson papers., 
78-7480 

Jellinek, Steven D 

Nomination of Steven D. Jellinek : joint 
hearing before the Committees on En- 
vironment and Public Works and Com- 
merce, Science, and Transportation, 
United States Senate, Ninety-fifth Con- 
gress, first session ... September 28, 
1977., 78-5643 

Nominations of Roberta S. Karmel and 
Eloise A. Woods : hearing before the 
Committee on Banking, Housing, and 
Urban Affairs, United States Senate, 
Ninety-fifth Congress, first session ... 
September 16, 1977., 78-5522 
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Jelly. 
How to make jellies, jams, and preserves 
at home /, 78-1322 


Jensen, Elvi Engelsmann. 
Elvi Engelsmann Jensen : report to ac- 
company S. 1401., 78-6045 


Jersey Central Power and Light Company. 

Safety evaluation report related to opera- 
tion of Three Mile Island Nuclear Sta- 
tion, Unit 2, Metropolitan Edison 
Company, Jersey Central Power & 
Light Company, Pennsylvania Electric 
Company, supplement no. 2, docket 
no. 50-320., 78-16127 


Supplement no. 2 to the safety evalua- 
tion by the Office of Nuclear Reactor 
Regulation, United States Nuclear 
Regulatory Commission : in the matter 
of Metropolitan Edison Company, Jer- 
sey Central Power and Light Com- 
pany, [and] Pennsylvania Electric 
Company : Three Mile Island Nuclear 
Station, Unit no. 2 : docket number 
50-320., 78-16127 


*Jersey City, N.J. — Recreation areas. 

National urban recreation study, New 
York/Newark/Jersey City., 78-17860 

*Jet cutting. 

Design of a water jet drill for develop- 
ment of geothermal resources ... /, 
78-13032 

*Jet flaps (Airplanes) 

Finite element analysis of aeronacoustic 

jet-flap flows /, 78-18219 


Low-speed wind-tunnel investigation of a 
swept-wing model having distributed 
upper-surface blowing near the wing 


leading edge or at the flap knee /, 
78-18096 


A nonlinear theory for airfoils with trail- 
ing-edge jet flap /, 78-11724 


Wind-tunnel investigation of internally 
blown jet-flap STOL airplane model /, 
78-11696 

*Jet nozzles. 

Performance of twin-dimensional wedge 

nozzles including thrust vectoring and 


reversing effects at speeds up to Mach 
2.20 /, 78-18080 


Static and wind tunnel near-field/far-field 
jet noise measurements from model 
scale single-flow baseline and suppres- 
sor nozzles : summary report /, 78- 
13955 

*Jet nozzles — Testing. 

Static and wind-on tests of an upper-sur- 
face-blown jet-flap nozzle arrangement 
for use on the Quiet Clean Shore-haul 


Experimental Engine (QCSEE) /, 78- 
21819 
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*Jet planes. 

Effect of slotted casing treatment with 
change in Reynolds number index on 
performance of a jet engine /, 78- 
18276 

Mechanical characteristics of stability- 


bleed valves for a supersonic inlet /, 
78-9360 


*Jet planes — Design and construction. 

A forebody design technique for highly 
integrated botton-mounted scramjets 
with application to a hypersonic 
research airplane /, 78-11725 


Jet planes — Flight testing. 
Results from flight and simulator studies 
of a Mach 3 cruise longitudinal au- 
topilot /, 78-26395 


Jet planes — Fuel. 

Computer program for obtaining ther- 
modynamic and transport properties of 
air and products of combustion of 
ASTM-A-I fuel and air /, 78-26382 


Pro-static agents in jet fuels /, 78-20383 


Thermal stability of some aircraft turbine 
fuels derived from oil shale and coal /, 
78-7516 


Jet planes — Noise. 
Acoustic tests of augmentor wing model 
/, 78-7498 


Aerodynamic and acoustic tests of duct- 
buring turbofan exhaust nozzles /, 78- 
9404 


Comparison of jet Mach number decay 
data with a correlation and jet spread- 
ing contours for a large variety of noz- 
zles /, 78-9323 


A comparison of two independent mea- 
surements and analyses of jet aircraft 
flyover noise /, 78-13907 


The effect of forward speed on J85 en- 
gine noise from suppressor nozzles as 
measured in the NASA-Ames 40- by 
80-foot wind tunnel /, 78-11745 


Effects of geometry and jet velocity on 
noise associated with an upper-surface- 
blowing model /, 78-21805 


Mean velocity, turbulence intensity, and 
scale in a _ subsonic turbulent jet 
impinging normal to a large flat plate 
/, 78-18265 

Noise data for a twin-engine commercial 
jet aircraft flying conventional, steep, 


and two-segment approaches /, 78- 
21814 


Static and wind tunnel near-field/far-field 
jet noise measurements from model 
scale single-flow baseline and suppres- 


sor nozzles : summary report /, 78- 
13955 


Theory of two-point correlations of jet 
noise /, 78-11705 





Theory of two-point correlations of jet 
noise [errata]., 78-26319 


*Jet planes — Thrust reversers. 

Performance of twin-dimensional wedge 
nozzles including thrust vectoring and 
reversing effects at speeds up to Mach 
2.20 /, 78-18080 

*Jet propulsion. 

Investigation of effect of propulsion 
system installation and operation on 
aerodynamics of an airbreathing hyper- 
sonic airplane at Mach O.3 to 1.2 /, 
78-18102 


*Jet pumps. 

Study and evaluation of remedial sand 
bypassing procedures : final report /, 
78-15085 

*Jet transports. 

Effect of winglets on a first-generation 
jet transport wing : I - Longitudinal 
aerodynamic characteristics of a 


semispan model at subsonic speeds /, 
78-18091 


Effects of winglets on first-generation jet 
transport wing : IV - Stability charac- 
teristics for a full-span at Mach 0.30 /, 
78-18302 

* Jets. 

Jet exhaust and support interference ef- 
fects on the transonic aerodynamic 
characteristics of a fighter model with 


two widely spaced engines /, 78- 
18112 


Liquid jet impingement normal to a disk 
in Zero gravity /, 78-9460 
* Jets — Fluid dynamics. 
Effect of a simulated engine jet blowing 


above an arrow wing at mach 2.0 /, 
78-15773 


Finite element analysis of aeronacoustic 
jet-flap flows /, 78-18219 
Jewelry — Identification. 
Marking of articles made wholly or in 
part of platinum., 78-1435 


of jewelry and novelties of 
78-1436 


* Jewish-Arab relations. 

The colonization of the West Bank terri- 
tories by Israel : hearings before the 
Subcommittee on Immigration and 
Naturalization of the Committee on 
the Judiciary, United States Senate, 
Ninety-fifth Congress, first session 
October 17 and 18, 1977., 78-14376 


Marking 


silver., 


Israeli settlements in the occupied terri- 


tories : hearings before the Subcom- 
mittees on International Organizations 
and on Europe and the Middle East of 
the Committee on International Rela- 
tions, House of Representatives, 
Ninety-fifth Congress, first session, 
September 12, 21; and October 19, 
1977., 78-22509 
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Middle East peace process : hearing be- 
fore the Subcommittee on Near East- 
ern and South Asian Affairs of the 
Committee on Foreign Relations, 
United States Senate, Ninety-fifth Con- 
gress, second session June 28, 
1978., 78-26788 


*Jewish-Arab relations — Addresses, essays, 
lectures. 


Furthering peace in the Middle East : 
Statement /, 78-18376 


New momentum for Middle East peace : 
speech /, 78-5173 


Jewish-Arab relations — Moral and 
religious aspects. 
Middle East : press conference /, 
9496 


Jews in Russia — Persecutions. 

Emigration of Soviet Jews : report of a 
special study subcommittee of the 
Committee on the Judiciary on its trip 
to the Soviet Union, May 24-June 1, 
1975 /, 78-1086 

Jiminez, GLoria M , 

Nomination of GLoria Jiminez : hearing 
before the Committee on Banking, 
Housing, and Urban Affairs, United 
States Senate, Ninety-fifth Congress, 
second session, on nomination of 
Gloria Jiminez, to be Administrator of 
the Federal Insurance Administration, 
March 6, 1978., 78-19049 

Job analysis. 

Computer science series GS-1550., 

6347, 78-6348 


Ecology series GS-408., 


78- 


78- 


78-6343 


Familiarity effects on task difficulty 
ratings : interim report for period 1 
July 1973 - 28 February 1977 /, 78- 
20436 

Historical task analysis of C-130E per- 
sonnel final report for the period 
June 1976 - June 1977 /, 78-20448 

Job qualification system for trades and 
labor occupations., 78-10623 


78-15622 


Mechanical engineering series GS-830., 
78-6346 


Nurse series GS-610., 


Job safety analysis /, 


78-6345 
Position-classification standard for com- 
puter science GS-1550., 78- 
6347, 78-6348 


series 


Position-classification standard for ecolo- 
gy series GS-408., 78-6343 

Position-classification standard for 
mechanical engineering series GS-830., 
78-6346 

Position-classification standard for nurse 
series GS-610., 78-6345 

Predicting job difficulty in high aptitude 
career ladders with standard score 
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regression equations : interim report 
for the period of April 1971 - 28 
February 1977 /, 78-20437 


A proposed modified technical order 
system and its impact on maintenance 
personnel and training : final report for 
period 11 December 1974 - 19 Sep- 
tember 1975 /, 78-15153 


Recommendations for qualifications of 
liquefied natural gas cargo personnel /, 
78-5417 

Job analysis — Data processing. 

Assignment procedures in the Air Force 
procurement management information 
system /, 78-23215 

*Job analysis — Handbooks, manuals, etc. 

Task analysis inventories : a method for 

collecting job information., 78-17952 
*Job descriptions. 

Job families : a review and discussion of 
their potential utility for personnel 
selection /, 78-16898 


Occupational outlook for college gradu- 
ates., 78-24123 
Job descriptions — Bibliography. 
Job grading standards., 78-25832 
*Job descriptions — Evaluation. 
Comparative analysis of the 
validity for subjective time 
scales /, 78-15143 
Job descriptions — Periodicals. 


Akron, Ohio, metropolitan area, 78- 
13858 


Albany-Schenectady-Troy, New 
metropolitan area, 78-11644 
Ana-Garden 

metropolitan 


relative 
rating 


York, 


Anaheim-Santa 
California, 
11650 


Grove, 
area, 78- 


Area wage survey;:, 
78-9218, 
11611, 
11614, 
11617, 
11620, 
11623, 
11626, 
11629, 
11632, 
11635, 
11638, 
11641, 
11644, 
11647, 
11650, 
13846, 
13849, 
13852, 
13855, 
13858, 
13861, 
24126, 
24135, 
24138, 


78-697, 
78-11609, 
78-11612, 
78-11615, 
78-11618, 
78-11621, 
78-11624, 
78-11627, 
78-11630, 
78-11633, 
78-11636, 
78-11639, 
78-11642, 
78-11645, 
78-11648, 
78-13844, 
78-13847, 
78-13850, 
78-13853, 
78-13856, 
78-13859, 
78-24124, 
78-24127, 
78-24136, 
78-24139, 


78-7443, 
78-11610, 78- 
78-11613, 78- 
78-11616, 78- 
78-11619, 78- 
78-11622, 78- 
78-11625, 78- 
78-11624, 78- 
78-11631, 
78-11634, 
78-11637, 
78-11640, 
78-11643, 
78-1 1646, 
78-11649, 
78-13845, 
78-13848, 78- 
78-13851, 78- 
78-13854, 78- 
78-13857, 78- 
78-13860, 78- 
78-24125, 78- 
78-24134, 78- 
78-24137, 78- 
78-24140, 78- 
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24141, 78-24142, 78-24143, 78- 
24144, 78024145, 78-24146, 78- 
24147, 78-24148, 78-24149, 78- 
24150, 78-24151, 78-24154, 78- 
24155 

Area wage surveys., 78-13843 


Atlanta, Georgia, metropolitan area, 
78-11611 


Baltimore, Maryland, metropolitan area, 
78-11631 


Billings, Montana, metropolitan area, 
78-11632 

Birmingham, Alabama, 
area, 78-24147 

Boston, Massachusetts, 
area, 78-11642 


Buffalo, New York, metropolitan area, 
78-11648 


Canton, Ohio metropolitan area., 78- 
697, 78-11621, 78-24154 


Chattanooga, Tennessee-Georgia, 
metropolitan area, 78-11636 


Chicago, Illinois, metropolitan area, 78- 
11633 


Cincinnati, Ohio-Kentucky-Indiana, 
metropolitan area, 78-11637 


Cleveland, Ohio, metropolitan area, 78- 
11645 


Columbus, Ohio, metropolitan area, 78- 
13852 

Corpus 
area., 


metropolitan 


metropolitan 


Christi, 
78-11627 


Dallas-Fort Worth, Texas, metropolitan 
area, 78-13853 


Texas, metropolitan 


Davenport-Rock Island-Moline, lowa-ll- 
linois, metropolitan area, 78-11619, 
78-24139 


Dayton, Ohio, metropolitan area., 78- 
24126 


Daytona Beach, Florida, metropolitan 
area, 78-11635 

Denver-Boulder, Colorado, metropolitan 
area, 78-13860 


Detroit, Michigan, metropolitan area, 
78-24144 


Fort Lauderdale-Hollywood and West 
Palm Beach-Boca_ Raton, Florida, 
metropolitan areas, 78-13846 

Fresno, California, metropolitan area, 
78-24125 

Gainesville, Florida, metropolitan area, 
78-11638 

Green Bay, Wisconsin, 
area, 78-11628 

Greensboro-Winston-Salem-High — Point, 


North Carolina, metropolitan area, 
78-11634 


metropolitan 


Greenville-Spartanburg, South Carolina, 
metropolitan area, 78-11625 
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Houston, Texas, metropolitan area, 78- 
11640, 78-24155 


Huntsville, Alabama, metropolitan area, 
78-13845, 78-24137 

Indianapolis, Indiana, metropolitan area, 
78-11646 


Jackson, Mississippi, metropolitan area, 
78-24134 


Jacksonville, Florida, metropolitan area, 
78-13855 


Kansas City, Missouri-Kansas, 
metropolitan area, 78-7443 


Los Angeles-Long Beach, California 
metropolitan area, 78-9218, 78- 
13849 

Louisville, Kentucky-Indiana, 
metropolitan area, 78-13854 

Memphis, Tennessee-Arkansas-Mississip- 
pi, metropolitan area, 78-13851 

Metropolitan areas, United States and re- 
gional summaries, 78-13843 


Miami, Florida, metropolitan area, 78- 
11647 

Milwaukee, Wisconsin, 
area., 78-24150 

Minneapolis-St. Paul, Minnesota-Wiscon- 
sin, metropolitan area, 78-24135 


metropolitan 


Nassau-Suffolk, New York, metropolitan 
area, 78-11620 


New Orleans, Louisiana, metropolitan 
area, 78-24124, 78-24138 


New York, New York-New Jersey, 
metropolitan area, 78-11623 


Newark, New Jersey, metropolitan area, 
78-24140 


Norfolk-Virginia Beach-Portsmouth and 
Newport News-Hampton,  Virginia- 
North Carolina, metropolitan area, 
78-11614 


Norfolk-Virginia Beach-Portsmouth, Vir- 
ginia-North Carolina, 
area, 78-13847 


Northeast, Pennsylvania, 
area, 78-11630 


metropolitan 
metropolitan 


Oklahoma City, Oklahoma, metropolitan 
area, 78-11641 

Omaha, Nebraska-lowa, 
area, 78-13848 

Paterson-Clifton-Passaic, New 
metropolitan area, 78-11626 


metropolitan 


Jersey, 


Philadelphia, Pennsylvania-New Jersey, 
metropolitan area, 78-13850 

Pittsburgh, 
area, 78-24136 


Pennsylvania metropolitan 


Portland, Maine, metropolitan area, 78- 
13857 


Portland, 
metropolitan area, 


Oregon- Washington, 
78-11624 
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Poughkeepsie, New York, metropolitan 
area, 78-11618 

Providence-W arwick-Pawtucket, 
Island-Massachuetts, 
area, 78-11615 

Richmond, Virginia, metropolitan area, 
78-11616 

Sacramento, California, 
area, 78-13859 

Saginaw, Michigan, metropolitan area, 
78-11649 

Salt Lake City-Ogden, 
metropolitan area, 78-13856 


Rhode 
metropolitan 


metropolitan 


Utah, 


San Antonio, Texas, metropolitan area, 
78-11617, 78-24149 


San Diego, California, 
area., 78-24127 


San Francisco-Oakland, California, 


metropolitan area, 78-11622, 78- 
24143 


metropolitan 


San Jose, California, metropolitan area, 
78-11613, 78-24142 

Seattle-Everett, Washington, 
metropolitan area, 78-13861 

South Bend, Indiana, metropolitan area, 
78-11643 


St. Louis, Missouri-Illinois, metropolitan 
area, 78-11609 

Toledo, Ohio-Michigan, 
area, 78-11612 


metropolitan 


Trenton, New Jersey, metropolitan area, 
78-11639 


Utica-Rome, New York, metropolitan 
area, 78-11629 

Washington, D.C.-Maryland- Virginia, 
metropolitan area, 78-11610, 78- 
24145 


Wichita, Kansas, metropolitan area., 
78-24148 


Worcester, Massachusetts, metropolitan 
area, 78-24151 


York, Pennsylvania, metropolitan area, 
78-13844, 78-24141 


*Job enrichment. 


Differential incentive effects under vary- 
ing instruction conditions : interim re- 
port for period January 1975 - June 
1975 /, 78-15162 


Job enrichment : evaluation with implica- 
tions for Air Force job redesign : in- 


terim report for period | January 1975 
- 30 April 1977 /, 78-15208 


Job evaluation. 


Airman job performance estimated from 
task performance rating : final report 
for period January 1968 - December 
1972 /, 78-4534 


Airman job performance estimated from 
task performance ratings : final report 





for period January 1968 - December 
1972 /, 78-15189 


Senior noncommissioned officers’ APR 
opinion survey : final report for period 
1 March 1972 - 7 December 1976 /, 
78-4546 
Job evaluation — Data processing. 
Assignment procedures in the Air Force 
procurement management information 
system /, 78-23215 
*Job satisfaction. 


Alternatives in the world of work /, 78- 
22361 


A causal analysis of relationships 
between performance and satisfaction 
in eight airman specialities /, 78- 
23199 

Effects of specific vs. nonspecific and ab- 
solute vs. comparative feedback on 


performance and satisifaction /, 78- 
25364 


Job enrichment : evaluation with implica- 
tions for Air Force job redesign : in- 
terim report for period | January 1975 
- 30 April 1977 /, 78-15208 


Longitudinal inferences of job attitude 
and tenure relationships from cross- 
sectional data interim report for 
period 1 October 1974 - 31 March 
1976 /, 78-15178 


The quality of working life : an impor- 
tant issue for managers of the Federal 
work force : study /, 78-25762 


Relation of airmen job attitudes to par- 
ticipation in sports and leisure activi- 


ties : interim report for period 1 July 
1974 - 30 June 1975 /, 78-15145 


Relationships between performance on 
the vocational interest-career examina- 
tions and reported job satisfaction : in- 
terim report for period January 1975 - 
June 1975 /, 78-4543 


Results of an organizational diagnostic 
survey of an army field facility work 
environment /, 78-20225 


Review of an Air Force job satisfaction 
research project : status report through 
September 1976 final report for 
period | July 1971 - 30 September 
1976 /, 78-4537, 78-15191 


Voluntary and involuntary 
from the work force /, 


separations 
78-16900 
Job satisfaction — Bibliography. 
Productivity and the quality of working 
life., 78-8662 
Job vacancies. 
A job with the Forest Service : a guide to 
nonprofessional employment., 78-8 


*Job vacancies — Information services. 
Employment and training program 
highlights : facts for the consumer., 
78-18017 
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*Job vacancies — Information services — 

United States. 

Information guide to the job bank 
frequently listed openings report (JOB- 
FLO) : job service., 78-15739 

Job development and placement : CETA 
program models., 78-18022, 78- 
26290 


Job service., 78-15739 


*Job vacancies — United States. 
The effects of increases in imports on 
domestic employment : a clarification 
of concepts /, 78-14253 


The extent of job search by employed 
workers /, 78-2099 


Jobs search of the unemployed, May 
1976., 78-21736 


Tomorrow’s jobs., 78-15682 


Job vacancies — United States — Statistics 
— Periodicals. 


Occupations in demand at Job Service 
offices., 78-3565 


John E. Fogarty International Center for 
Advanced Study in the Health Sciences. 
Scholars-in-residence program., 78- 

7087 


John F. Kennedy Space Center. 


Institutional environmental impact state- 
ment., 78-11790 


John Fitzgerald Kennedy Library. 
Historical materials in the John F. Ken- 
nedy Library., 78-6999 


John J. Kane Hospital. 
Lack of coordination between Medicaid 
and Medicare at John J. Kane Hospital 
: Health Care Financing Administra- 
tion, Department of Health, Education, 
and Welfare : report to the Senate 
Special Committee on Aging /, 78- 
1792 
Johnson, Daryl C. 
Dr. Daryl C. Johnson 
pany H.R. 5097., 
Johnson, Stephanie. 
Stephanie Johnson : report to accompany 
H.R. 7162., 78-5789 
Joinery. 
Durability and dimensional stability of 
COM-PLY studs /, 78-3990 
SEMTAP : Serpentine End Match Tape 
Program : the easy way to program 
your numerically controlled router for 


the production of SEM joints /, 78- 
1346 


: report to accom- 
78-5788 


Serpentine end matching : a test of visual 
perception /, 78-24959 

Structural performance of nailed joints 
with COM-PLY studs /, 78-1351 


Joint Financial Management Improvement 
Program. 
JFMIP assistance to agencies /, 78-351 
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Joints (Geology) 
Joint systems in the Watchung Basalt 
flows, New Jersey /, 78-7273 
Jones, Frank N 
Nomination : hearing before the Com- 
mittee on Human Resources, United 
States Senate, Ninety-fifth Congress, 
first session ... September 9, 1977., 
78-12115 
Jones, Miriama. 
Miriama Jones : report to accompany S. 
337., 78-14525 
Joo, Young Shin. 
Young Shin Joo : 
$.1005., 
Jordan. 
Background notes., 


78-7564 


Jordan — Commerce. 
Marketing in Jordan, 


report to accompany 
78-2328, 78-5949 


78-7564 
Jordan, 


78-16866 


Overseas business reports., 78-16866 


* Jordan — Economic policy. 

Economic stability : agreement between 
the United States of America and Jor- 
dan signed at Amman, February §&, 
1977., 78-21952 

* Jordan (Territories under Israeli 
occupation, 1967- ) 

The colonization of the West Bank terri- 
tories by Israel : hearings before the 
Subcommittee on Immigration and 
Naturalization of the Committee on 
the Judiciary, United States Senate, 
Ninety-fifth Congress, first session ... 
October 17 and 18, 1977., 78-14376 


*Jordan (Territory under Israeli occupation, 

1967- ) 

Israeli settlements in the occupied terri- 
tories : hearings before the Subcom- 
mittees on International Organizations 
and on Europe and the Middle East of 
the Committee on International Rela- 
tions, House of Representatives, 
Ninety-fifth Congress, first session, 
September 12, 21; and October 19, 
1977., 78-22509 

Journalism, Military. 

Layout & production tips for the new 

editor., 78-6370 


*jJournalism, Military — Study and 
teaching. 
Journalist | & C., 78-20366 


* Jubail, Saudi Arabia — Harbor. 

Stability of rubble-mound breakwater, 
Jubail Harbor, Saudi Arabia : hydrau- 
lic model investigation : final report /, 
78-20250 

Judges — Salaries, pensions, etc. — United 

States. 

Amending chapter 83 of title 5, United 


States Code : report to accompany 
H.R. 4320., 78-24909 
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Civil service annuities in the case of 
Federal judges : report to accompany 
H.R. 4320., 78-12285 


Discontinue annuity payments during 
employment as a Federal justice or 
judge : hearing before the Subcommit- 
tee on Compensation and Employee 
Benefits of the Committee on Post Of- 
fice and Civil Service, House of 
Representatives, Ninety-fifth Congress, 
first session, on H.R. 4320 ... October 
5, 1977., 78-10008 


Revocability of election to receive 
retired pay as judge of tax court : re- 
port to accompany H.R. 8811., 78- 
10134, 78-24930 

Judges — United States. 
Accommodations for judges of the court 


of appeals : report to accompany H.R. 
2770., 78-8495 


Accomodations for senior judges of the 
Court of Appeals : report to accom- 
pany H.R. 2770., 78-10136 


An act to amend section 142 of title 28, 
United States Code, relating to the 
furnishing of accomodations to judges 
of the courts of appeals of the United 
States., 78-8451 


Omnibus judgeship bill : conference re- 
port to accompany H.R. 7843., 78- 
27003, 78-27125 


* Judges — United States — Appointment, 
qualifications, tenure, etc. 
Additional Federal judgeships : report 
together with additional views to ac- 
company H.R. 7843., 78-16344 


Judicial tenure act : hearing before the 
Subcommittee on Improvements in Ju- 
dicial Machinery of the Committee on 
the Judiciary, United States Senate, 
Ninety-fifth Congress, first session, on 
S. 1423 ... September 14, 1977., 78- 
14377 


Judicial tenure act : report together with 
additional views to accompany S. 
1423., 78-24883 

Judges — United States — Attitudes. 

Attitudes of United States judges toward 
limitation of oral argument and 
oOpinion-writing in the United States 
Courts of Appeals /, 78-21699 

Judges — United States — Congresses. 

Proceedings of Seminar for Newly Ap- 
pointed United States District Judges /, 
78-683 

Judgments, Criminal. 

Alternatives to conventional criminal ad- 
judication., 78-9203 

Alternatives to conventional criminal ad- 
judication guidebook for planners 
and practitioners /, 78-7413 
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The new justice 
tional 
9203 


Judicial discretion — United States — 
Addresses, essays, lectures. 
Appellate review of trial court discretion 
/, 78-684 


Judicial districts — North Dakota. 
Providing that Bottineau, McHenry, 
Pierce, Sheridan, and Wells Counties, 
N. Dak., shall be included in the 
Northwestern Division of the Judicial 
District of North Dakota : report to 
accompany S. 195., 78-5901 


Judicial opinions — United States. 

Attitudes of United States judges toward 
limitation of oral argument and 
opinion-writing in the United States 
Courts of Appeals /, 78-21699 


Judicial opinions — United States — 
Addresses, essays, lectures. 
Appellate opinion writing /, 


: alternatives to conven- 
criminal adjudication /, 78- 


78-685 


Judicial process — United States — 
Addresses, essays, lectures. 
Consumers of justice : how the public 


views the Federal judicial process /, 
78-687 


Judicial process — United States — States. 
An economic investigation of state and 
local judiciary services /, 78-2093 


Judicial review — United States — 
Addresses, essays, lectures. 
Appellate review of trial court discretion 
/, 78-684 


Judicial statistics — United States. 


Court management statistics, 78-7437 


Management statistics for United States 
courts., 78-7437 


Jukeboxes. 


Performances of music on coin-operated 
phonorecord players., 78-9239 


Replacement certificates for  coin- 
operated phonorecord players., 78- 
13885 

Jumalon, Maria Elena. 

Maria Elena Jumalon 

pany S. 1166., 


: report to accom- 
78-6018 
Junctions, Wave-guide. 

Heterostructure single crystal silicone 
photovoltaic cell : type A, semiconduc- 
tor heterojunction silicon devices., 
78-25534 

Junctions transistors. 

Heterostructure single crystal silicone 
photovoltaic cell : type A, semiconduc- 
tor heterojunction silicon devices., 
78-25534 

* Junior colleges — United States. 

Community education in community and 

junior colleges /, 78-13454 
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Guide to Federal grants and technical 
assistance for two-year colleges /, 78- 
25857 


* Jupiter (Planet) 
Voyager to Jupiter and Saturn., 78- 
18152 


*Jupiter (Planet) 

Announcement of opportunity for outer 
planets orbiter/probe (Jupiter)., 78- 
18234 

A new look at Jupiter : 
now frontier., 78-18054 


* Jurisdiction — United States. 
Abolition of diversity of citizenship ju- 


risdiction : report to accompany H.R. 
9622., 78-12270 


Federal diversity of citizenship jurisdic- 
tion : hearings before the Subcommit- 
tee on Improvements in Judicial 
Machinery of the Committee on the 
Judiciary, United States Senate, 
Ninety-fifth Congress, second session, 
on S. 2094, S. 2389 and H.R. 9622 ... 
March 17 and 20, and April 25, 1978., 
78-26834 


results at the 


*Jury — California — San Diego. 
Multiple lists for juror selection : a case 
study for San Diego Superior Court /, 
78-17896 


*Jury — United States. 
Amending the Jury selection and service 
act of 1968, as amended : report to ac- 
company S. 2072., 78-16439 


Amending the Jury selection and service 
act of 1968, as amended : report to ac- 
company S. 2075., 78-16437 


Amending the Jury selection and service 
act of 1968, as amended, with respect 
to the selection and qualification of ju- 
rors, and to extend to all jurors in 
United States district courts the provi- 
sions of title 5, United States Code, 
applicable to Federal employee ser- 
vice-related injuries : report to accom- 
pany S. 2074., 78-16438 


Jury fees : hearing before the Committee 
on the Judiciary, United States Senate, 
Ninety-third Congress, second session, 


on S. 3265, July 23, 1974., 78-14378 


Marshals service fees, witness fees, and 
amendments to the Jury selection and 
service act : hearing before the Sub- 
committee on Improvements in Judi- 
cial Machinery of the Committee on 
the Judiciary, United States Senate, 
Ninety-fifth Congress, first session ... 
September 26, 1977., 78-16265 

Jury — United States — Statistics. 

Juror utilization in United States District 

Courts., 78-26253 





Justice, Administration of — United States. 
Annual report of the director of the Ad- 
ministrative Office of the United States 
Courts., 78f21689, 78-21690 


Cost analysis of correctional standards : 
pretrial programs /, 78-21674 

Guide to establishing a defender system 
/, 78-24085 


Recommended procedures for handling 
prisoner civil rights cases in the 


Federal courts : tentative report., 78- 
17939 


Report of the proceedings of the Judicial 
Conference of the United States., 78- 
21692, 78-21693, 78-21694, 78- 
21695 


State of the judiciary and access to 
justice : hearings before the Subcom- 
mittee on Courts, Civil Liberties, and 
the Administration of Justice of the 
Committee on the Judiciary, House of 
Representatives, Ninety-fifth Congress, 
first session ..., 78-9993 

Justice, Administration of — United States 

— Research. 

The Federal role in crime and justice 
research : report /, 78-10021 


*Juvenile automobile drivers. 

Model for provisional (graduated) 
licensing of young novice drivers /, 
78-22265 

*Juvenile corrections — United States. 

Restitution by juvenile offenders : an al- 
ternative to incarceration., 78-15656 

Volunteers in juvenile justice /, 78- 

9207 


*Juvenile corrections — United States — 
Statistics. 
Children in custody : a report on the ju- 
venile detention and 
facility census of 1973., 


correctional 
78-15668 
Children in custody : advance report on 

the juvenile detention and correctional 

facility census of 1975., 78-7420 


Juvenile courts — United States — Statistics. 
Juvenile court statistics., 78-21677 


Juvenile delinquency — Bibliography. 


78-360 


Juvenile delinquency — Colorado — Denver 
— Prevention. 
Exemplary project: Project New Pride, 
Denver, Colorado., 78-667 


Project New Pride: Denver, Colorado /, 
78-667 


Juvenile delinquency., 


Juvenile delinquency — United States. 
Evaluation needs of crime control plan- 
ners, decisionmakers, and __ pol- 
icymakers are not being met : a sum- 
mary : report to the Congress /, 78- 
23639 
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Evaluation needs of crime control plan- 
ners, decisionmakers, and _pol- 
icymakers are not being met : report 
to the Congress /, 78-23638 

Learning disabilities : the link to 
delinquency should be determined, but 
schools should do more now, Depart- 
ments of Justice and Health, Educa- 
tion, and Welfare : report to the Con- 
gress /, 78-4673 

The serious juvenile offender 
proceedings of a National Symposium 
held in Minneapolis, Minnesota on 
September 19 and 20, 1977., 78- 
15654 

Juvenile delinquency — United States — 

Periodicals. 


Juvenile delinquency annual report., 
78-24811 


Juvenile delinquency — United States — 

Prevention. 

Extension of the Juvenile justice and 
delinquency prevention act of 1974 
(P.L. 93-415) hearing before the 
Subcommittee to Investigate Juvenile 
Delinquency of the Committee on the 
Judiciary, United States Senate, 
Ninety-fifth Congress, first session, on 
S. 1021 and S. 1218, April 27, 1977., 
78-19192 


Juvenile justice amendments of 1977 : 
[an act to amend the Juvenile justice 
and delinquency prevention act of 
1974]., 78-2357 

The Juvenile justice and delinquency 
prevention act of 1974 as amended by 
the Juvenile justice amendments of 
1977 /, 78-14379 

Programs to prevent juvenile delinquen- 
cy., 78-7403 

*Juvenile delinquency — United States — 

Statistics. 

Children in custody : a report on the ju- 
venile detention and _ correctional 
facility census of 1973., 78-15668 


Children in custody : advance report on 
the juvenile detention and correctional 
facility census of 1975., 78-7420 

78-21677 

Juvenile detention homes — United States. 
Removing status offenders from secure 

facilities Federal 
guidance are needed 
Congress /, 78-25768 

*Juvenile justice, Administration of — 
United States. 

The Juvenile justice and delinquency 
prevention act of 1974 as amended by 


the Juvenile justice amendments of 
1977 /, 78-14379 


Juvenile court statistics., 


leadership and 
: report to the 


Removing status offenders from secure 
facilities Federal leadership and 
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guidance are needed : 
Congress /, 78-25768 


Report of the Advisory Committee to the 
Administrator on Standards for the 
Administration of Juvenile Justice 
standards on adjudication; general im- 
plementation plan., 78-13839 


report to the 


K 


Kainen, Jacob. 
Three contemporary printmakers : Jacob 
Kainen, Albert Christ-Janer, Tadeusz 
Lapinski., 78-7622 
*Kalman filtering. 
The discrete-time compensated Kalman 
filter /, 78-18209 
Tracking filters for 
radar integration /, 


multiple-platform 
78-25340 


Vectorization of linear discrete filtering 

algorithms /, 78-9365 
Kang, Hee Jae. 

Mrs. Young Hee Kim Kang, Hee Jae 
Kang, Hee Jin Kang, and Hee Soo 
Kang report to accompany H.R. 
3996., 78-14477 


Young Hee Kim Kang and her children 
Hee Jae Kang, Hee Jin Kang, and Hee 
Soo Kang : report to accompany H.R. 
3996., 78-24830 

Kang, Hee Jin. 

Mrs. Young Hee Kim Kang, Hee Jae 
Kang, Hee Jin Kang, and Hee Soo 
Kang report to accompany H.R. 
3996., 78-14477 


Young Hee Kim Kang and her children 
Hee Jae Kang, Hee Jin Kang, and Hee 
Soo Kang : report to accompany H.R. 
3996., 78-24830 

Kang, Hee Soo. 

Mrs. Young Hee Kim Kang, Hee Jae 
Kang, Hee Jin Kang, and Hee Soo 
Kang report to accompany H.R. 
3996., 78-14477 


Young Hee Kim Kang and her children 
Hee Jae Kang, Hee Jin Kang, and Hee 
Soo Kang : report to accompany H.R. 
3996., 78-24830 


Kang, Young Hee Kim. 

Mrs. Young Hee Kim Kang, Hee Jae 
Kang, Hee Jin Kang, and Hee Soo 
Kang report to accompany H.R 
3996., 78-14477 

Young Hee Kim Kang and her children 
Hee Jae Kang, Hee Jin Kang, and Hee 
Soo Kang : report to accompany H.R. 
3996., 78-24830 

Kansas — Climate. 
Kansas, monthly averages of temperature 
78-4222 
Kansas, monthly normals of temperature 
78-4178 
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Monthly averages of temperature and 
precipitation for state climatic divi- 
sions 1941-1970 : Kansas., 78-4222 


Monthly normals of temperature, 
precipitation, and heating and cooling 
degree days 1941-1970 : Kansas., 78- 
4178 

Kansas — Climate — Periodicals. 


Climatological data, Kansas., 78-2757 


*Kansas — Economic conditions. 


Economic development action plan., 
78-22352 


Kansas — Industries. 
County business patterns., 
78-19702 


Kansas — Population — Statistics. 
Estimates of the population of Kansas 
counties and metropolitan areas: July 
1, 1975 (revised ) and 1976 
(provisional), 78-8636 


Federal-state cooperative program for 
population estimates., 78-8636 


*Kansas City metropolitan area, Mo. — 
Recreation areas. 
National urban recreation study, Kansas 
City., 78-21612 
Kanter, Thuy Bach. 
Thuy Bach Kanter : report to accompany 
S. 1654., 78-5948 


Kanuk, Leslie Lazar, 

Nomination of Commissioner to the 
Federal Maritime Commission : hear- 
ing before the Committee on Com- 
merce, Science, and Transportation, 
United States Senate, Ninety-fifth Con- 
gress, second session April 11, 
1978., 78-19081 


Karst — Puerto Rico. 
Hydrogeology of the karst of Puerto Rico 
/, 78-7275 


Kentucky — Climate. 


Kentucky, monthly averages of tempera- 
ture ..., 78-4223 


Kentucky, monthly normals of tempera- 
ture ..., 78-4179 


Monthly averages of temperature and 
precipitation for state climatic divi- 
sions 1941-1970 Kentucky., 78- 
4223 


Monthly normals of — temperature, 
precipitation, and heating and cooling 
degree days 1941-1970 : Kentucky., 
78-4179 

Kentucky — Climate — Periodicals. 

Climatological data, Kentucky., 78- 

2758 
Kentucky — Industries. 

County business patterns., 

78-16794 
*Kentucky — Recreation areas. 

National urban recreation study, Cincin- 

nati/Hamilton., 78-17854 


78-1403, 


78-4098, 
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Subject Index 


Kenya — Population. 
Kenya., 78-6269 


*Kernel functions. 

On the logarithmic-singularity correction 
in the kernel function method of sub- 
sonic lifting-surface theory /, 78- 
18105 

Ketchikan, Alaska — Harbor. 

The ports of Anchorage, Nikiski, Seward, 
Whittier, Valdez, and _ Ketchikan, 
Alaska /, 78-8668 

Keyboard instruments — Catalogs and 
collections. 

A checklist of keyboard instruments at 


the Smithsonian Institution /, 78- 
7619 


Keystone Georgia Metal Company. 

Business development loan to Keystone 
Georgia Metal Company inadequately 
justified : Department of Commerce : 
report of the Comptroller Ceneral of 
the United States., 78-13192 


Kidnapping — United States. 
Crime, kidnapping and prison laws /, 
78-9832 


Kidney bean. 
The effects of oxidant air pollutants on 


soybeans, snap beans and potatoes /, 
78-12884 


Kidneys — Diseases — Congresses. 
Annual contractors’ conference, 78- 
13499 


Annual Contractors’ Conference of the 
Artificial Kidney Program of the Na- 
tional Institute of Arthritis, Metabol- 
ism, and Digestive 
proceedings., 78-13499 


Kidneys — Diseases — Indexes — 
Periodicals. 
Kidney disease and nephrology index., 
78-3320 


*Kidneys — Diseases — Information 
services. 

End-stage renal disease medical informa- 
tion system : special report : charac- 
teristics of ESRD transplant candidates 
/, 78-17660 


Kidneys — Diseases — Juvenile literature. 
A book for children and parents about 
renal disease, hemodialysis and trans- 
plantation., 78-4491 


Sidney Kidney : a book for children and 
parents about renal disease, hemodial- 
ysis and transplantation /, 78-4491 

*Kidneys — Diseases — Psychological 
aspects — Bibliography. 

Psychological and socioeconomic aspects 
of kidney dialysis /, 78-13506 

*Kidneys — Diseases — United States. 

An act to amend titles Il and XVIII of 
the Social security act to make im- 
provements in the end stage renal dis- 


Diseases; 
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ease program presently authorized 
under section 226 of that act ..., 78- 
24787 


End stage renal disease program : report 
of the Committee on Ways and Means, 
U.S. House of Representatives, on 
H.R. 8423., 78-1214 


End stage renal disease program : report 
to accompany H.R. 8423., 78-16421 


H.R. 3112 : Medicare renal disease pro- 
gram amendments., 78-1148 


Hospital cost containment and end stage 
renal disease program : hearings before 
the Subcommittee on Health of the 
Committee on Finance, United States 
Senate, Ninety-fifth Congress, first ses- 
sion, on S. 1391 ... S. 1470 ... H.R. 
8423 October 12, 13, and 21, 
1977., 78-12083 


Medicare renal disease program amend- 
ments., 78-1148 


*Kidneys — Transplantation — Information 
services. 

End-stage renal disease medical informa- 
tion system : special report : charac- 
teristics of ESRD transplant candidates 
/, 78-17660 


Kikla, Ludwik. 
Ludwik Kikla : report to accompany S. 
280., 78-5970 


Kilns — Energy conservation. 
Energy management for furnaces, kilns, 
and ovens /, 78-19761 


Kim, In Hea. 
In Hea Kim and Myung Sung Kwon : re- 
port to accompany H.R. 7324., 78- 
5759 


In Hea Kim and Myung Sung Kwon : re- 
port to accompany S. 1551., 78-5972 


Kim, Kwi Bok. 
Kwi Bok Kim : 
H.R. 3625., 


Kim, So San. 
So San Kim : report to accompany S. 
1136., 78-6014 


Kim, Soo Yung. 
Soo Yung Kim : report to accompany S. 
2547., 78-24919 


Kim, Young Gun. 
Young Gun Kim 
H.R. 2553., 


Kim, Young-Shik. 
Young-Shik Kim : report to accompany 
S. 973., 78-6051 
Kimche, Leila I 
Nomination : hearing before the Com- 
mittee on Human Resources, United 
States Senate, Ninety-fifth Congress, 
first session, on Leila I. Kimche ... to 
be Director of the Institute of Museum 
Services, December 8, 1977., 78- 
9969 


report to accompany 
78-5717 


: report to accompany 
78-1181 





Kincheloe Air Force Base. 

Proposed closure of Kincheloe Air Force 
Base, Michigan Department of 
Defense : report of the Comptroller 
General of the United States., 78- 
4762 


*Kinesiology — Bibliography. 
Kinesiology /, 78-9307 
*Kinetics. 
Kinetics of pack aluminization of nickel 
/, 78-18225 
King, Charles Bird. 
The paintings of Charles 
(1785-1862) /, 78-5240 


King, James Barton, 

Nominations, National Transportation 
Safety Board hearing before the 
Committee on Commerce, Science, 
and Transportation, United States 
Senate, Ninety-fifth Congress, second 
session ... March 13, 1978., 78-24579 


Nominations, September : hearings be- 
fore the Committee on Commerce, 
Science, and Transportation, United 
States Senate, Ninety-fifth Congress, 
first session ..., 78-8262 


King, Martin Luther, — Assassination. 
Recommending that the case of Claude 
Powell, Jr., be certified to the U.S. at- 
torney for contempt of Congress : re- 
port., 78-16381 


King’s Mountain, Battle of, 1780. 
With fire and sword : the Battle of Kings 
Mountain, 1780 /, 78-26200 


Kiowa Apache Indians — Painting — 

Exhibitions. 

Murals in the round : painted tipis of the 
Kiowa and Kiowa-Apache Indians : an 
exhibition of tipi models made for 
James Mooney of the Smithsonian In- 
stitution during his field studies of In- 
dian history and art in southwestern 
Oklahoma, 1891-1904 /, 78-26540 


Kiowa Indians — Painting — Exhibitions. 
Murals in the round : painted tipis of the 
Kiowa and Kiowa-Apache Indians : an 
exhibition of tipi models made for 
James Mooney of the Smithsonian In- 
stitution during his field studies of In- 
dian history and art in southwestern 
Oklahoma, 1891-1904 /, 78-26540 
Kishwaukee (Gasoline tanker) 
Authorization of sale of obsolete vessels : 


report to accompany H.R. 7928., 78- 
8420 


Bird King 


*Kitchen utensils. 
Cast-iron cooking ware : report to the 
President on investigaton no. TA-201- 
21 under secton 201 of the Trade act 


of 1974, 78-18500 
FDA consumer memo., 78-21237 


Safety of cooking utensils, 78-21237 
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*Kitchens — Fires and fire prevention. 
Kitchen ranges., 78-11970 


*Kitchens — Safety measures. 
Kitchen knives., 78-12000 


*Kitchens — Safety measures — Posters. 

[Be on the poison lookout : Safety Sadie 
says poison-proof your bathroom, 
kitchen, and storage area : teaching 
poison prevention, posters], 78- 
24437 

Safety Sadie 
24437 


Says poison-proof., 78- 


Teaching poison prevention., 


Kittanning Path, Pa. 

The Kittanning Path communication 
from the Secretary of the Interior ..., 
78-10068 

Klerman, Gerald L , 

Nomination : hearing before the Com- 
mittee on Human Resources, United 
States, Senate, Ninety-fifth Congress, 
first session, on Gerald L. Klerman ... 
to be Administrator, Alcohol, Drug 
Abuse, and Mental Health Administra- 
tion, October 26, 1977., 78-12114 

Klusmeier, William H 

Relief of William H. Klusmeier : report 
to accompany H.R. 1436., 78-24832 

William H. Klusmeier, publisher of the 
Austin Citizen, of Austin, Tex. : report 
to accompany H.R. 1436., 78-5685 


78-24437 


*Knee. 
Program guide : selection and application 
of knee mechanisms., 78-16067 
application of 
78-16067 


Selection and 
mechanisms., 


Knight, John T. 
John T. Knight : report to accompany 
H.R. 9071., 78-5801 
*Knik Arm, Alaska. 
Shoaling rates and related data from 


Knik Arm near Anchorage, Alaska /, 
78-15099 


Knik River, Alaska — Floods. 
The breakout of Alaska’s Lake George /, 
78-26130 


Knit goods industry — United States — 
Statistics. 
Knit fabric production., 


knee 


78-2597 


Knit goods industry — United States — 
Statistics — Periodicals. 


Knit fabric production., 78-10552 


*Knives — Accidents. 
Kitchen knives., 78-12000 
Knox County, Ohio. 


Kokosing River and _ tributaries, 
County, Ohio., 78-8713 


Knox 


Special flood hazard information report: 
Kokosing River and tributaries Knox 


County, Ohio., 78-8713 
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*Korea. 
Study mission 
Taiwan 
Foreign 
Senate /, 


to Japan, Korea, and 
: report to the Committee on 
Relations, United States 
78-14320 

*Korea — Defenses. 

Review of the policy decision to 
withdraw United States ground forces 
from Korea : report of the Investiga- 
tions Subcommittee of the Committee 
on Armed Services, House of 
Representatives, with dissenting and 
supplementary [sic] views, Ninety-fifth 
Congress, second session., 78-19031 


Korea — Foreign opinion, Japanese. 
Japanese opinion on security links with 
South Korea., 78-5071 


Japanese public opinion on U.S. troops 
in Korea and related Korean issues., 
78-11597 


Korea — Foreign relations — United States. 
Investigation of Korean-American rela- 
tions : hearing before the Subcommit- 
tee on International Organizations of 
the Committee on International Rela- 
tions, House of Representatives, 
Ninety-fifth Congress, first session . 
78-5614, 78-22510, 78-22511 


Japanese opinion on security links with 
South Korea., 78-5071 


Korean influence inquiry : executive ses- 
sion hearings before the Select Com- 
mittee on Ethics of the United States 
Senate, Ninety-fifth Congress, second 
session ..., 78-22457 


Korea — Politics and government — 1960- 
Korean influence investigation : hearings 
before the Committee on Standards of 
Officials Conduct, House of Represen- 
tatives, Ninety-fifth Congress, first ses- 
sion, pursuant to H. Res. 252 ...,  78- 
5658, 78-22562 


*Korea — Population. 


Republic of Korea., 78-19717 


*Korea (Democratic People’s Republic) — 
Administrative and political divisions — 
Posters. 

Government structure of the Democratic 
People’s Republic of Korea., 78- 
21865 


Korea (Democratic People’s Republic) — 
Periodicals. 
Translations on North Korea., 
78-8178, 78-24466 


Korea Standards Research Institute. 

Development of Korea Standards 
Research Institute : memorandum of 
understanding between the United 
States of America and the Republic of 
Korea signed at Seoul and Washington 
December 19, 1975 and January 15, 
1976., 78-5214 


78-3853, 
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Kosciuszko, Taddeus Andrze Bonawentura, 
Providing recognition of the services of 
Gen. Thaddeus Kosciuszko : report to 
accompany H. Con. Res. 359., 78- 
26888 


Kosciuszko, Tadeusz Andrzej Bonawentura, 
Recognition of General Thaddeus 
Kosciuszko : report to accompany S. 
Con. Res. 44., 78-6000 
Kosciuszko, Tadeusz Andrzej Bonawentura, 

— Monuments, etc. 

Joint resolution commemorating General 
Thaddeus Kosciuszko by presenting a 
memorial plaque in his memory to the 
people of Poland on behalf of the 
American people., 78-8439 

Kosciuszko, Tadeusz Andrzej Bonawentura, 

— Tomb. 

Kosciuszko commemoration plaque : re- 
port to accompany H.J. Res. 573., 
78-5985 

Kowalik, Stefan. 


Stefan Kowalik : report to accompany 
H.R. 1400., 78-24742 


Kraus, Elizabeth Dumaboc Yee. 
Elizabeth Dumaboc Yee : report to ac- 
company H.R. 4875., 78-2321 
Krebiozen. 
FDA consumer memo., 


78-21247 


Krumhansl, James Arthur, 

Nomination: hearing before the Commit- 
tee on Human Resources, United 
States Senate, Ninety-fifth Congress, 
first session, on James A. Krumhans! ... 
to be an Assistant Director of the Na- 
tional Science Foundation, November 
2, 1977 ., 78-9966 


Kuala Lumpur, Malaysia — Exhibitions. 

USAQUIP °76 : exhibition of materials 
handling equipment, building supplies 
and equipment and packaging machin- 
ery, sponsored by the U.S. Department 
of Commerce, Kuala Lumpur, Malay- 
sia, June 28 - July 2, 1976., 78- 
22975 


78-21247 
Krebiozen, 


Kuwait — Commerce. 
Marketing in Kuwait., 
Kuwait (State) 
Background notes., 
78-21909 
Kwak, Ah Young Cho. 
Ah Young Cho Kwak : report to accom- 
pany S. 833., 78-6052, 78-14455 
Kwan, Do Sun. 
Kwan Do Sun 
1399., 


78-22961 


78-21909 


Kuwait, 


: report to accompany S. 
78-14511 
Kwon, Myung Sung. 

In Hea Kim and Myung Sung Kwon : re- 


port to accompany H.R. 7324., 78- 
5759 
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In Hea Kim and Myung Sung Kwon : re- 
port to accompany S. 1551., 78-5972 


L 


La Vergne, Tenn. — Floods. 

Flood plain information Hurricane 
Creek and Finch Branch, La Vergne, 
Tennessee., 78-8714 

Hurricane Creek and Finch Branch, La 
Vergne, Tennessee., 78-8714 

La Veta, Colo. — Floods. 

Cucharas River & tributaries, La Veta, 

Colorado., 78-4480 


Flood plain information : Cucharas River 
& tributaries, La Veta, Colorado /, 
78-4480 

Floods on Oucharas River and tributa- 
ries, La Veta, Colorado., 78-23138 

Labels — Law and legislation — United 

States. 

Fair packaging and labeling act, 78- 
21239 

FDA consumer memo., 


Labels — Periodicals. 
Catalog of copyright entries., 


78-21239 


78-9244 


Catalog of copyright entries, Commercial 
prints and labels, 78-9244 


Commercial prints and labels, 


*Labels — United States. 

Labeling and inspection of imported 
meat : hearing before the Subcommit- 
tee on Livestock and Grains of the 
Committee on Agriculture, House of 
Representatives, Ninety-fifth Congress, 
first session, November 22, 1977, 
Scottsbluff, Nebr., 78-16164 


Labor — Statistics — Periodicals. 


Major programs, Bureau 
Statistics., 78-24158 


Labor — United States — Bibliography. 
Major programs, Bureau of Labor 
Statistics., 78-24158 
Labor and laboring classes — Dwellings. 
The challenge of meeting shelter needs 
in less developed countries : report to 
the Congress /, 78-4752 


Labor and laboring classes — Dwellings — 
United States — Statistics — Periodicals. 
FHA low cost housing trends; section 

221(d)(2), 1-family homes., 78-3394 

*Labor and laboring classes — Education — 
United States. 

Education service and work : the multi- 
funded approach., 78-18838 

Going back to school at 35 and over., 
78-5127 


78-9244 


of Labor 


*Labor and laboring classes — Education — 
United States — Statistics. 
Educational attainment of 

March 1977 /, 78-17996 


workers, 
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*Labor and laboring classes — Education 
(Higher) — United States. 
Education service and work : the multi- 
funded approach., 78-18838 


*Labor and laboring classes — Japan. 
Department of Defense pay practices for 
Japanese nationals should be changed : 
report /, 78-25763 


*Labor and laboring classes — Korea. 
Department of Defense should change 
pay setting for Korean nationals : re- 
port to the Senate Committee on Ap- 
propriations /, 78-13251 


*Labor and laboring classes — 
Massachusetts — Boston — History. 
The colonial worker in Boston, 1775 /, 

78-24160 


Labor and laboring classes — Middle West 
— Statistics — Periodicals. 
Employment in the Plains States., 78- 
3534 


Labor and laboring classes — Periodicals. 
MLR, monthly labor review., 78-3527 


78-3527 


Labor and laboring classes — Research 
grants — United States. 
Research and development projects., 
78-24181 


Labor and laboring classes — Rocky 
Mountain region — Statistics — 
Periodicals. 

Employment in the Mountain States., 
78-3533 


Labor and laboring classes — Russia. 
Industrial morale in the Soviet Union : 
patterns and problems /, 78-7375 


Labor and laboring classes — Statistics — 
Congresses. 
Selected papers from North American 
Conference on Labor Statistics., 78- 
24161 


Monthly labor review, 


Labor and laboring classes — Statistics — 
Periodicals. 


The employment situation., 78-3536 


Labor and laboring classes — United States. 
Code of Federal regulations., 78-8908, 
78-8910 


Labor, 78-8908, 78-8910 


Productivity and job security : attrition, 
benefits and problems, fall 1977., 78- 
2212 


Review of the Better jobs and income 
bill: report /, 78-25786 


U.S. Department of Labor 
highlights., 78-3525 


*Labor and laboring classes — United States 

— Addresses, essays, lectures. 

Remarks prepared for delivery by 
Bernard E. DeLury, Assistant Secreta- 
ry for Labor-Management Relations, 
U.S. Department of Labor, before the 


program 





20th annual convention of the Flordia 
AFL-CIO, Lake Buena Vista, Flordia, 
September 20, 1976., 78-17956, 78- 
17957 


Labor and laboring classes — United States 
— Bibliography — Catalogs. 
Labor literature., 78-3523 


Labor and laboring classes — United States 
— Bibliography — Periodicals. 
Publications of the Bureau of Labor 

Statistics., 78-24157 


Labor and laboring classes — United States 
— Chronology. 
200 years of American worklife., 78- 
2100 


Labor and laboring classes — United States 
— Directories. 
U.S. Department of Labor advisory com- 
mittee directory., 78-17942 


Labor and laboring classes — United States 
— Periodicals. 
Noticias de la semana; a news summary 
for Hispanos., 78-3520 


Worklife., 78-3559 


Labor and laboring classes — United States 
— Pictorial works. 
200 years of American worklife., 78- 
2100 


Labor and laboring classes — United States 
— Statistical services. 
Appendix C : Geographic classification., 
78-5117 


Occupational safety and health : chapter 


35, Occupational 
Sstatistics., 78-5118 


Occupational safety and health statistics., 
78-5118 


safety and health 


Labor and laboring classes — United States 

— Statistics. 

Directory of the Business Research Ad- 
visory Council to the Bureau of Labor 
Statistics., 78-24162 

Estimating methods and series available : 
BLS payroll employment and_ labor 
turnover programs (national program) 
: March 1975 comparisons., 78- 
21713 

Handbook of labor statistics 1977, 78- 
13863 

Marital and family characteristics of wor- 
kers, March 1974., 78-17999 

Work experience and earnings in 1975 
by State and area., 78-26267 

Work experience of the population in 
1974., 78-18000, 78-21735 


Work experience of the population in 
1975., 78-715 


Work experience of the population in 
1976 /, 78-2098 
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Labor and laboring classes — United States 
— Statistics — Periodicals. 
Federal civilians workforce statistics, 
78-25097 


Occupations of federal blue-collar wor- 
kers., 78-25097 


Labor and laboring classes — United States 
— 1914- 
Annual report of the National Labor 
Relations Board., 78-24201 
Labor and laboring classes in art — 
Addresses, essays, lectures. 
Unveiling ceremony of murals at the De- 
partment of Labor: /, 78-692 


*Labor contractors — United States. 

Farm labor contractor registration act : 
hearings before the Subcommittee on 
Economic Opportunity of the Commit- 
tee on Education and Labor, House of 
Representatives, Ninety-fifth Congress, 
second session ... February 22 and 23, 
1978., 78-22445 

Labor contractors — United States — 

Registers — Periodicals. 

Farm labor contractor registration act, 
public registry, 78-3556 


Public central registry; pursuant to sec- 
tion 5(D) of the Farm labor registra- 
tion act, as amended., 78-3556 

Labor costs — Statistics. 
Comparative growth in manufacturing 


productivity and labor costs in selected 
industrialized countries., 78-703 


Labor costs — United States. 
Productivity and cost of employment., 
78-22902 


*Labor disputes. 

Report to the President by Emergency 
Board no. 187 : appointed by Execu- 
tive order 11876, dated September 2, 
1975, pursuant to section 10 of the 
Railway labor act, as amended ..., 78- 
15788 


Labor disputes — United States. 
Annual report of the National Mediation 
Board., 78-13975, 78-18333 


FLRC report of case decisions and FSIP 
releases., 78-3836 


Supplemental report to the President by 
Emergency Board no. 187 recon- 
vened November 19, 1975, to interpret 
a recommendation resulting from its 
investigation of a dispute between cer- 
tain carriers represented by the Na- 
tional Railway Labor Conference, and 
certain of their employees represented 
by the Railway Employees’ Depart- 
ment (AFL-CIO)., 78-15789 

*Labor laws and legislation. 

Farm labor contractor registration act of 
1963 as amended : (7 U. S. C. 2041 et 
seq.), 78-18015 


Do not order from index; see indicated entry 





A planning charter for the Youth em- 
ployment and demonstration projects 
act of 1977 (YEDPA), 78-21760 


Labor laws and legislation — Bibliography. 
Bibliography : Labor management rela- 
tions act, 1947, as amended 1959 and 
1974 by Public Laws 86-257 and 93- 
360., 78-24205 


*Labor laws and legislation — Handbooks, 
manuals, etc. 
CETA title VI project description re- 
ports., 78-18016 


Comprehensive employment and training 
act title 6 project description reports., 
78-18016 

ETA/OPER solicitation 7802 ; guidelines 
for submission of applications for in- 
stitutional grants (IG) under the Com- 
prehensive employment and training 
act of 1973, as amended (CETA), 
78-11655 

Guidelines for submission of applications 
for institutional grants (IG) under the 
Comprehensive employment and train- 
ing act of 1973, as amended (CETA), 
78-11655 


Labor laws and legislation — Periodicals. 
MLR, monthly labor review., 78-3527 


78-3527 


*Labor laws and legislation — United States. 
An act to amend the Fair labor standards 
act of 1938 to increase the minimum 
wage rate under that act, and for other 
purposes., 78-12226 


Arbitration rights for postal supervisors : 
hearing before the Subcommittee on 
Postal Personnel and Modernization of 
the Committee on Post Office and 
Civil Service, House of Representa- 
tives, Ninety-fifth Congress, first ses- 
sion, on H.R. 7132 ... July 25, 1977., 
78-1101 


Monthly labor review, 


Casehandling manual., 78-24203 


Casehandling manual - National Labor 
Relations Board., 78-3599 
Child labor requirements in agriculture 


under the Fair labor standards act., 
78-21754 


Code of Federal regulations., 78-8909 


Conscientious objection to joining a 
labor organization report together 
with supplemental views to accompany 
H.R. 3384., 78-10142 

Employment and training programs for 
youth : what works best for whom? /, 
78-21762 

Equal treatment of craft and industrial 
workers, 1977 : hearings before the 
Subcommittee on Labor of the Com- 
mittee on Human Resources, United 
States Senate, Ninety-fifth Congress, 


Page 1-2087 





first session, on S. 924 
18, and 22, 1977., 78-14337 


Executive, administrative, professional, 
and outside sale exemptions under the 
Fair labor standards act., 78-5135 


Fair labor standards act of 1938, as 
amended., 78-26281 


Fair labor standards amendments of 
1977 : conference report to accom- 
pany H.R. 3744., 78-2331, 78-2378 


Fair labor standards amendments of 
1977 : hearings before the Subcommit- 
tee on Labor Standards of the Com- 
mittee on Education and Labor, House 
of Representatives, Ninety-fifth Con- 
gress, first session, on H.R. 3744 ... 
March 9, 16, and 24, 1977., 78-1012, 
78-14341 


Fair labor 


... March 17, 


standards amendments of 
1977 report to accompany H.R. 
3744., 78-2376 


The fair labor standards amendments of 
1977 : report together with additional, 
individual, additional minority, and 
supplemental view to accompany H.R. 
3744, 78-1210 


Fair labor standards amendments of 
1977 : report together with additional 
views to accompany S. 1871., 78- 
2375 


Farm labor contractor registration act of 
1963 ad amended (7 U.S.C. 2041 et 
seq.)., 78-5134 


Federal labor laws; a loose leaf system 
containing laws administered by the 
Wage and Hour Division with regula- 


tions and interpretations., 78-3557 


A guide to the Walsh-Healey public con- 
tracts act., 78-11653 


How to keep time and pay records under 
the Fair labor standards act., 78-5136 


Improved labor-management relations in 
the Federal service : hearings before 
the Subcommittee on Civil Service of 
the Committee on Post Office and 
Civil Service, House of Representa- 
tives, Ninety-fifth Congress, first ses- 
sion, on H.R. 13 and H.R. 1589 ..., 
78-5634 


wtbor, 78-8909 


atbor law reform act of 1977 : report to 
accompany H.R. 8410., 78-16450 


abor law reform act of 1978 : report 
together with additional and separate 
views to accompany S. 2467., 78- 
10277 

«abor-management relations message 


from the President of the United States 
wey 78-8389 


abor-management reporting and disclo- 


sure act of 1959, as amended., 78- 
21710 
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Labor reform act of 1977 : hearings be- 
fore the Subcommittee on _ Labor- 
Management Relations of the Commit- 
tee on Education and Labor, House of 
Representatives, Ninety-fifth Congress, 
first session, on H.R. 8410 ..., 78- 
9928, 78-9965 


The Labor reform act of 1977 : report 
together with minority views to accom- 
pany H.R. 8410., 78-10120 


A look at hours worked under the Fair 
labor standards act., 78-9223 


A monitoring and assessment plan for 
the Youth employment and demonstra- 
tion projects act of 1977., 78-15732 


National Labor Relations Board casehan- 
dling manual, 78-3599 


Noncontiguous areas labor-management 
relations act : hearing before the Sub- 
committee on Labor-Management 
Relations of the Committee on Educa- 
tion and Labor, House of Representa- 
tives, Ninety-fifth Congress, second 
session, on H.R. 9409 ... in Honolulu, 
Hawaii, January 13, 1978., 78-24590 


A planning charter for the Youth em- 
ployment and demonstration projects 
act of 1977., 78-9226 


Revision of REA bulletin 109-3, 409-2., 
78-10434 


Rules and regulations and statements of 
procedure, Labor management rela- 
tions act., 78-24202 


Tracking the elusive regulation : a guide 
for prime sponsors & State Employ- 
ment Security agencies under the 
Comprehensive employment and train- 
ing act of 1973., 78-7451 


*Labor laws and legislation — United States 

— Addresses, essays, lectures. 

Federal protections for the rights of 
public transit workers remarks 
prepared for delivery by Bernard E. 
DeLury, Assistant Secretary for Labor- 
Management Relations, U.S. Depart- 
ment of Labor, [before] Leadership 
Conference, Amalgamated Transit 
Union, Atlanta, Georgia, September 
27, 1976., 78-17958 


Remarks prepared for delivery by 
Bernard E. DeLury, Assistant Secreta- 
try for Labor-Management Relations, 
U.S. Department of Labor before the 
29th Convention of the Wood, Wire, 
and Metal Lathers International Union, 
Boston, Massachusetts, August 12, 
1976., 78-17960 

Labor laws and legislation — United States 

— Cases. 

Decisions and orders of the National 
Labor Relations Board., 78-15747, 
78-15748, 78-21784, 78-21785 


Table of cases decided., 78-24204 
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*Labor laws and legislation — United States 


— Cases — Indexes. 

Classification outline with topical index 
for decisions of the National Labor 
Relations Board and related court 
decisions., 78-15749 


Classified index of decisions of the re- 
gional directors of the National Labor 
Relations Board in_ representation 
proceedings., 78-21786, 78-26311 

Classified index of N.L.R.B. and related 
court decisions, 78-3600 


Classified index of National Labor Rela- 


tions Board decisions and related court 
decisions., 78-3600, 78-9317 


Labor laws and legislation — United States 


— Cases — Periodicals. 
Weekly summary of NLRB cases., 78- 
3602 


Labor laws and legislation — United States 


— Digests. 

Supplemental digest and index of 
published decisions of the Assistant 
Secretary of Labor for Labor-Manage- 
ment Relations pursuant to executive 
order 11491, as amended., 78-24109 


Labor laws and legislation — United States 


— Handbooks, manuals, etc. 

Guia de la ley basica y de procedimentos 
: bajo la ley nacional de relaciones del 
trabajo., 78-7486 


Handy reference guide to the Fair labor 
standards act., 78-21755 


*Labor management committees — United 


States — Directories. 
Directory of labor-management commit- 
tees., 78-16149 


Labor mobility — United States. 


The extent of job search by employed 
workers /, 78-2099 


Labor mobility — Yugoslavia. 


Yugoslav workers in Western countries., 
78-5093 


Labor policy — United States. 


Code of Federal regulations., 
78-8910 


Labor, 78-8908, 78-8910 


Labor standards requirements, new com- 
munities program., 78-11351 
Legislative calendar - Committee on 


Education and Labor, United States 
House of Representatives., 78-3913 


78-8908, 


*Labor productivity. 


Productivity centers around the world., 
78-15818 


Productivity management design and 
application of measurement systems., 
78-10628 


Labor productivity — Bibliography. 


Productivity and the quality of working 
life., 78-8662 





*Labor productivity — Congresses. 
Productivity and quality of working life 
centers conference report and 
directory., 78-16148 
Labor productivity — United States. 
Annual report of the National Center for 


Productivity and Quality of Working 
Life., 78-18974 


Annual report to the President and Con- 
gress - National Center for Productivi- 
ty and Quality of Working Life, 78- 
18974 


Improving municipal productivity : work 
measurement for better management., 
78-15820 


Indexes of production., 78-22953 


A plant-wide productivity plan in action : 
three years of experience with the 
Scanlon plan., 78-15819 

1972 census of 
mineral industries., 


manufactures 
78-22953 
Labor productivity — United States — 

Addresses, essays, lectures. 

The significance of our productivity lag : 
address /, 78-8876 

Labor productivity — United States — 

Statistics — Periodicals. 

Survey of plant capacity., 
78-19681, 78-19682, 

*Labor supply. 

Influence of the external labor market on 
the Air Force manpower and person- 
nel system : a review of selected 
research /, 78-25360 

Labor supply — Data processing. 

A comprehensive manpower system for 
energy research, development, and 
demonstration., 78-25500 


and 


78-12469, 
78-19683 


Design of a comprehensive manpower in- 
formation system for energy research, 


development, 
78-25500 


and demonstration., 


Manpower for energy research : a com- 
prehensive manpower _ information 
system for energy research, develop- 
ment, and demonstration., 78-25500 


*Labor supply — Massachusetts. 
The implementation of CETA in eastern 
Massachusetts and Boston., 78-18025 


*Labor supply — Massachusetts — Boston. 
The implementation of CETA in eastern 
Massachusetts and Boston., 78-18025 
Labor supply — New England — 
Periodicals. 
New England labor and the economy at 
year-end., 78-21730, 78-21731 


Labor supply — United States. 


Baby boom equals career bust /, 78-401 


Employment in perspective : a cyclical 
analysis of gross flows in the labor 
force., 78-714 
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Employment-unemployment hearings 
before the Joint Economic Committee, 
Congress of the United States, Ninety- 
fourth Congress, first 
12070, 78-22439 


Groups with historically high incidences 
of unemployment., 78-24173 


The Impact of international trade on 


U.S. employment : a survey of litera- 
ture., 78-8358 


Labor market intermediaries : a special 
report of the National Commission for 
Manpower Policy., 78-16122 


The labor surplus policy 


session., 78- 


: is it effective 
in providing government contracts to 
high employment areas and jobs for 
the disadvantaged? : Departments of 
Defense and Labor, General Services 
Administration : report to the Con- 
gress /, 78-1891 


Occupational outlook for college gradu- 
ates., 78-24123 


Occupational 
13862 


outlook handbook., 78- 


The public employment service and help 
wanted ads : a bifocal view of the 
labor market., 78-18026 


Students, graduates, and dropouts in the 


labor market, October 1976., 78- 
2097 


A study of measures of substantial at- 


tachment to the labor force /, 78- 
26296 


*Labor supply — United States — 
Addresses, essays, lectures. 
Energy and some implications for em- 
ployment /, 78-17987 


Labor force and unemployment /, 78- 
17991 


Presentation by the Honorable Ray 
Marshall, Secretary of Labor, at the 
Washington 
Washington, 
1977., 


Journalism 
D.C., 
78-13841 


*Labor supply — United States — 
Bibliography. 
Labor force trends : a synthesis and anal- 
ysis /, 78-13868 


Center, 
December 12, 


Labor supply — United States — Directories. 
Directory of important labor areas., 78- 
26283 


*Labor supply — United States — Indexes. 
Index to publications of the Employment 
Training Administration January 
1973 through December 1977., 78- 
18027 


Publications of the Employment and 


Training Administration., 78-18027 
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Labor supply — United States — 

Longitudinal studies. 

Career thresholds : a longitudinal study 
of the educational and labor market 
experience of young men /, 78-9229 

Longitudinal 
labor 
men., 


study of educational and 

market experience of young 
78-9229 

The national longitudinal surveys hand- 
book., 78-21763 


Labor supply — United States — Periodicals. 
Area trends in employment and unem- 
ployment., 78-3563 


*Labor supply — United States — Research. 
Labor force trends : a synthesis and anal- 
ysis /, 78-13868 
Labor supply — United States — Statistical 
services. 
Labor force and unemployment /, 78- 
26257 


Questions and answers on popular labor 

force topics., 78-15724 
Labor supply — United States — Statistics. 

Employment and wages., 78-3547 

Geographic profile of employment and 
unemployment, 1975 /, 78-17990 

Geographic profile of employment and 
unemployment, 1976 /, 78-5123 

Marital and family characteristics of the 
labor March 1976., 78- 
17995 


force in 


Labor supply — United States — Statistics 
— Periodicals. 


Employment and earnings., 78-3531 


Employment and earnings, states and 


areas., 78-17972 
*Labor turnover. 

The feasibility of estimating personnel 
turnover from survey data : a longitu- 
dinal study : final report for period 
December 1973 - December 1974 /, 
78-15137 


Labor turnover — United States. 
Employment in perspective : a cyclical 
analysis of gross flows in the labor 
force., 78-714 


The extent of job search by employed 
workers /, 78-2099 
Voluntary and involuntary separations 
from the work force /, 78-16900 
Laboratories — Apparatus and supplies. 
Instruction and information on used 
energy-related laboratory equipment 
grants for educational institutions of 
higher learning., 78-25558 
Laboratories — Safety measures. 
Safety in the school science laboratory : 


instructor's resource guide., 78- 
25905 
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*Laboratories — United States. 

Laboratories needed to support long- 
term exploratory research in the U.S. 
Environmental Protection Agency : a 
report to the President and the Con- 
gress., 78-15233 


*Laboratories — United States — Apparatus 
and supplies. 
Laboratory vessels, adapters, and con- 
nectors., 78-12609 


Laboratories — United States — Safety 
measures. 

Environmental radioactivity 
intercomparison _ studies 
1978-1979 /, 78-25644 

Laboratory animals. 

Animal resources : a research resources 

directory /, 78-421 
*Laboratory Infection — prevention and 
control — periodicals. 

Recombinant DNA research., 


laboratory 
program, 


78-17516 
*Ladders — Safety measures. 

Ladders., 78-11985 
Laetrile. 

Banning of the drug Laetrile from in- 
terstate commerce by FDA : hearing 
before the Subcommittee on Health 
and Scientific Research of the Com- 
mittee on Human Resources, United 
States Senate, Ninety-fifth Congress, 
first session ... July 12, 1977., 78- 
14342 

FDA consumer memo., 

78-21248 
*Laetrile — Bibliography. 

Laetrile : January 1966 through March 

1978, 72 citations /, 78-17558 
*Laetrile — Law and legislation — United 

States. 

Laetrile : the Commissioner’s decision., 
78-11228 

*Lagoons — Illinois. 

Biological treatment of wastes from corn 

wet milling industry /, 78-20743 
Lagoons — Puerto Rico — San Juan. 

History of dredging and filling of lagoons 
in the San Juan area, Puerto Rico /, 
78-23988 

*Lagoons — United States. 
Intermittent sand filtration to upgrade 


waste stabilization lagoon effluent., 
78-20728 


78-21248 
Laetrile, 


Separation of algal cells from wastewater 
lagoon effluents /, 78-20728, 78- 
25625 


*Laguna Niguel, Calif. — Public buildings. 
Prospectus for Federal building at Lagu- 
na Niguel, Calif., and review of GSA 

procedures in property exchanges 
hearings before the Subcommittee on 
Public Buildings and Grounds of the 


Committee on Public Works and 
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Transportation, House of Representa- 
tives, Ninety-fifth Congress, first ses- 
sion ..., 78-19212 


Laissez-faire — Addresses, essays, lectures. 

Business ethnics and the free enterprise 
system : remarks by A. A. Sommers, 
Jr. Commissioner, Securities and 
Exchange Commission, [before] Na- 
tional Association of Truck Stop 
Operators Seminar, San _ Antonio, 
Texas, February 16, 1976., 78-807 

Lake Chad Basin Commission. 

Engineering of road links in the Lake 
Chad area : agreement between the 
United States of America and the Lake 
Chad Basin Commission signed at 
N’Djamena June 25, 1976., 78-7595 

Lake Murray Recreational Demonstration 

Area, Okla. 

An act relating to the disposition of cer- 
tain recreational demonstration project 


lands by the State of Oklahoma., 78- 
27022 


Authorizing the disposition of certain in- 
terests in recreational demonstration 
project lands by the State of Oklahoma 
: report to accompany S. 920., 78- 
8483 

*Lake renewal. 

A research strategy for social assessment 
of lake restoration programs /, 78- 
12936 


*Lake Washington Ship Canal. 

Lake Washington Ship Canal and Hiram 
M. Chittenden Locks, Seattle, 
Washington periodic inspection of 
February-March 1975 and continuing 
evaluation report number 2., 78- 
16952 

Lake whitefish. 

Verification of a model for predicting the 
effect of inconstant temperature on 
embryonic development of lake white- 
fish (Coregonus clupeaformis) /, 78- 
656 

Lakes — Aeration. 

Wind-powered aeration for remote loca- 

tions ... /, 78-4616 


Lakes — Florida — Orlando. 
Hydrologic relations between lakes and 
aquifer in a recharge area near Orlan- 
do, Florida /, 78-23991 
Lakes — Kansas — Management. 
Operation and maintenance program, 
Pomona Lake, Kansas., 78-4488 
Statement of findings : operation and 
maintenance program, Pomona Lake, 
Kansas., 78-4488 
Lakes — Oregon — Clackamas County. 
Lakes of Oregon; open-file report 
1973, 78-619 
Lakes — Recreational use. 


Recreation on TVA lakes., 78-8213 
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Lakes — Temperature. 
Great Lakes water temperatures, 1966- 
1975 /, 78-4155 


Lakes — United States. 
North American project : a study of U.S. 
water bodies /, 78-12880 
Lakes — United States — Composition. 
National eutrophication survey data 
acquisition and laboratory analysis 
systems for lake samples /, 78-6579 
*Lakes — Washington (State) 
Lake Herbert G. West : report to accom- 
pany H.R. 10838., 78-19309 


Naming the lake located behind Lower 
Memorial Lock and Dam, Washington, 
“‘Lake Herbert G. West” : report to 
accompany S. 1568., 78-19402 

Lalley, Jodelyn Buccat. 

Joselyn Buccat Lalley and Jodelyn Buc- 
cat Lalley : report to accompany S. 
2294., 78-24872 

Lalley, Joselyn Buccat. 

Joselyn Buccat Lalley and Jodelyn Buc- 
cat Lalley : report to accompany S. 
2294., 78-24872 

Lam, Nicholas Lit-Yung. 

Denno Chung-Sang Li, Nicholas Lit- 
Yung Lam, and Augustine Ka-Cheung 
Wu : report to accompany S. 513., 
78-14508 

Lamb (Meat) 
Lamb in family meals /, 


Lamb (Meat) — Marketing. 
How to improve lamb marketing /, 78- 
95 
Lamb (Meat) — United States. 
Lamb slaughtering, cutting, preserving, 
and cooking on the farm /, 78-4 
*Lambs — United States — Feeding and 
feeds. 
Can feedlot lambs be fed economically 
to heavier weights? /, 78-16755 


Lambs — United States — Statistics. 
Sheep, lambs, and goats : final estimates 
for 1970-75., 78-8501 
Lambs — United States — Statistics — 
Periodicals. 
Lamb crop and wool., 


78-1329 


78-10476 
Lamellibranchiata, Fossil. 

Characteristic marine molluscan fossils 
from the Dakota sandstone and inter- 
tongued Mancos shale, West-central 
New Mexico /, 78-4958 

Laminar flow. 

Analysis of strong-interaction dynamic 
stall for laminar flow on airfoils /, 78- 
26354 


Calculation of laminar and_ turbulent 
boundary layers for two-dimensional 
time-dependent flows /, 78-18174 

Stability analysis for laminar flow con- 
trol, Part 1 /, 78-18203 





*Laminated materials. 
Mechanical behavior and fracture 
characteristics of off-axis fiber com- 
posites : | - Experiment investigation /, 
78-18285 
Tensile stress-strain 


boron/aluminum 
18300 


*Laminated materials — Testing. 
The effect of configuration on strength, 
durability, and handle of Kevlar fabric- 
based materials /, 78-18157 


behavior of 
laminates /, 78- 


Laminated wood. 

Economic feasibility of process for high- 
yield laminated structural products /, 
78-14624 

Press-Lam progress in 
development of laminated 
structural products /, 78-16565 


technical 
veneer 


Progress in technical development of 
laminated veneer structural products., 
78-16565 

Lance, Thomas Bertram, 

Matters relating to T. 
hearings before the Committee on 
Governmetal Affairs, United States 
Senate, Ninety-fifth Congress, first ses- 
sion ...., 78-12104, 78-16226 

Land — Environmental aspects — 

Addresses, essays, lectures. 

The Environmental 


Bertram Lance 


Protection Agency 
and the protection of farmland : re- 
marks by the Honorable Douglas M. 
Costle, Administrator, U.S. Environ- 
mental Protection Agency, prepared 
for delivery before the Massachusetts 
Farm Tour, 
Technical Institute, Danvers, 
Thursday, August 25, 1977., 


Essex Agricultural and 
Mass., 
78-4571 
Land — Missouri River Basin. 

Water and related land resources in the 
Missouri River Basin : present and fu- 
ture uses and associated problems and 
issues., 78-26673 

Land — Nevada — Statistics — Periodicals. 

Nevada BLM statistics, 78-15618 

78-15618 
*Land — North Carolina. 

Plan of work for water and related land 
resources study : Chowan-Pasquotank 
river basins, North Carolina and Vir- 
ginia /, 78-10292 


Nevada statistics, 


Land — Prices — United States. 
Farm real estate market developments., 
78-10487 
Land — United States. 
River basins of the United 
Delaware., 78-7287 
*Land — United States — Classification. 
Lands URA/MFP Workshop | workshop 
exercise booklets]., 78-13805 


States : the 

















December 1978 


Land — United States — Computer 
programs. 
General 


GOAL programming _ users 


manual /, 78-6117 
GOAL programming _ users 


manual : land management planning /, 
78-6118 


General 


Land — United States — Data processing. 

GIRAS : a geographic information 
retrieval and analysis system for han- 
dling land use and land cover data /, 
78-7280 

Land — United States — Maps. 

GIRAS : a geographic information 
retrieval and analysis system for han- 
dling land use and land cover data /, 
78-7280 

Land — United States — Periodicals. 

BLM newsletter., 78-3489 


Land — Utah — Congresses. 

Report of proceedings - Utah Multiple 

Use Advisory Board., 78-15619 
*Land — Virginia. 

Plan of work for water and related land 
resources study : Chowan-Pasquotank 
river basins, North Carolina and Vir- 
ginia /, 78-10292 

*Land settlement — Israel. 

The colonization of the West Bank terri- 
tories by Israel 
Subcommittee on 


hearings before the 
Immigration and 
the Committee on 
United States Senate, 
Ninety-fifth Congress, first session 
October 17 and 18, 1977., 78-14376 


Naturalization of 
the Judiciary, 


Israeli settlements in the occupied terri- 


tories : hearings before the Subcom- 
mittees on International Organizations 
and on Europe and the Middle East of 
the Committee on International Rela- 
tions, House of Representatives, 
Ninety-fifth Congress, first session, 
September 12, 21; and October 19, 
1977., 78-22509 
Land tenure — Alaska — Law. 
Amending section 16(b) of the Alaska 
native claims settlement act 
accompany H.R. 8499., 


: report to 
78-5776 
Land tenure — Hawaii. 

Authorizing the State of Hawaii to use 
the proceeds from sale, lease, or other 
disposition of certain real property for 
any public purpose 
pany S. 1318., 


: report to accom- 
78-8480 
*Land tenure — United States — Law. 

An act to provide for conveyance of cer- 
tain lands adjacent to the Gund Ranch, 
Grass Valley, Nevada, to the Universi- 
ty of Nevada., 78-19383 

Authorizing the State of Hawaii to use 
the proceeds from sale, lease, or other 
disposition of certain real property for 
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any public purpose : 
pany S. 1318., 


report to accom- 
78-8480 

Providing for the conveyance of certain 
lands to the University of Nevada : re- 
port to accompany S. 917., 78-6005 

Land titles — Alaska. 

Land titles should be conveyed to Alaska 

natives faster : report /, 78-23616 
Land titles — Registration and tranfer — 

New Mexico. 

Information on Federal land exchanges 
with private citizens in New Mexico : 
Department of the Interior : report of 
the Comptroller General of the United 
States., 78-1895 

*Land use. 

Acquisition of land for joint highway and 
community development 
/, 78-18569 


case studies 


HUD international information series., 
78-17706 


Land use and land cover and associated 
maps., 78-23980 
Land use impacts of rapid transit 


cations of 
9591 


impli- 


recent experience /, 78- 


Land use impacts of rapid transit : impli- 


cations of recent experience 
tive summary /, 78-22026 


execu- 


Mapping land cover from satellite images 
a basic, low cost approach /, 78- 
18229 
*Land use — Alabama. 
A_ procedure 
study of a 


used for a ground truth 


land use map of north 
Alabama generated from Landsat data 


/, 78-18075 


Land use — Illinois. 


Report on water and related land 


resources : southeast Wisconsin rivers 
basin : Wisconsin, Illinois, Michigan /, 


78-8514 
Land use — Indiana — Black Creek. 
Environmental impact of 
water quality final 
Black Creek Project 
/, 78-25596 


land use on 
report on the 
technical report 


*Land use — Law and legislation - 

States. 

The Federal land policy & management 
act : an interim report October 21, 
1976 to June 30, 1977 America’s 
third century, a new era for public 
land management., 78-21605 


United 


Land use — Mathematical models. 

Models and methodologies for assessing 
the impact of energy development., 
78-6693 

Land use — Michigan. 


Report on water and land 


: southeast Wisconsin rivers 


related 
resources 
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basin : Wisconsin, Illinois, Michigan /, 
78-8514 
*Land use — Minnesota. 

Minnesota’s tax-forfeited land some 
trends in acreages, sales, and prices /, 
78-19544 

*Land use — Missouri River watershed. 

Missouri River basin : State and Federal 
water and related land resource pro- 
grams, fiscal years, 1976-1980., 78- 
18872 

Specific problems analysis 1975 na- 
tional assessment of water and related 
land resources : Missouri Region., 
78-16123 

*Land use — Oregon. 

Land use plan : Ochoco National Forest., 

78-14588 


*Land use — Planning — Africa. 

Regional onchocerciasis area satellite 
(LANDSAT) related study : agreement 
between the United States of America 
and the African Development Bank 
signed at Abidjan June 30, 1976., 78- 
11820 

*Land use — Planning — Alaska. 

Alaska village workshops on Alaska Na- 
tional interest lands legislation /, 78- 
16203 

Land use — Planning — Kentucky. 

Understanding natural systems : a per- 
spective for land-use planning in Ap- 
palachian Kentucky /, 78-17777 

*Land use — Planning — Peru. 

Improved water and land use in the sier- 
ra : agreement between the United 
States of America and Peru signed at 
Lima September 29, 1976., 78-15869 


*Land use — Planning — United States. 

Improved water and land use in the sier- 
ra : agreement between the United 
States of America and Peru signed at 
Lima September 29, 1976., 78-15869 

Regional onchocerciasis area satellite 
(LANDSAT) related study : agreement 
between the United States of America 
and the African Development Bank 
signed at Abidjan June 30, 1976., 78- 
11820 


Toward a_ national growth policy 
Federal and state developments in 
1975 : a report /, 78-1002 

Land use — Planning — United States — 

Addresses, essays, lectures. 

Outdoor recreation research needs : the 
view of a major land-managing agency 
: keynote address /, 78-6116 

Readings on land use policy : a selection 
of recent articles and studies on land 
use policy issues and activities in the 
United States /, 78-16249 
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Land use — Planning — United States — 

Case studies. 

“Nature to be commanded must be 
obeyed” : earth-science maps applied 
to land and water management /, 78- 
15538 

Land use — Study and teaching. 

Trainers’ manual for training for land a 
[sic] use and housing planning /, 78- 
9030 

Training for land use 
planning /, 78-9029 


*Land use — United States. 
Acquisition of land for joint highway and 
community development executive 

summary /, 78-22078 


Effects of tax policies on land use 
/, 78-21005 


Environmental 
22737 


Executive agencies can do much more in 
using government-owned space as an 
alternative to leasing or new construc- 
tion : report to the Congress /, 78- 
4761 


and housing 


: study 


impact statement., 78- 


Land use and arterial spacing in subur- 
ban area /, 78-9611 


Measuring landscape esthetics : the 
scenic beauty estimation method /, 
78-14654 


Open space reservation : Federal tax pol- 
icies encouraging donation of conser- 


78-22784 


A perspective on cropland availability /, 
78-16526 


Perspectives on 


vation easements /, 


prime lands 
background papers for Seminar on the 
Retention of Prime Lands, July 16-17, 
1975 /, 78-14545 


Potential cropland study /, 78-6063 


PREVIEW computer assistance for 
visual management of forested land- 
scapes /, 78-14640 

Rationing wilderness use 
problems, and guidelines /, 


methods, 
78-14632 


The relationship between environmental 
quality and land use : a report to the 
Administrator of the Environmental 
Protection Agency of recent meetings 
held by the President’s Water Pollution 
Control Advisory Board and the Pre- 
sident’s Air Quality Advisory Board, 
March 27-31, 1972., 78-23422 

Rural abandoned mine program : as 
authorized by Section 406 of the Sur- 
face mining control and reclamation 
act of 1977 : environmental impact 
statement., 78-22737 


The U.S. Department of the Interior's 
proposed rules for enforcement of the 
Reclamation act of 1902 : an 
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economic impact analysis : a staff re- 


port /, 78-14828 
Land use — United States — Bibliography. 
Urban transportation and land use : a 
bibliography /, 78-7704 
Land use — United States — Computer 
programs. 
General GOAL programming 
manual /, 78-6117 


General GOAL programming _ users 
manual : land management planning /, 
78-6118 


*Land use — Washington (State) 

Fishing and other recreation behavior at 
high-mountain lakes in Washington 
State /, 78-14682 

Naches-Tieton-White River land use 
study Snoqualmie and _ Gifford 
Pinchot National Forests., 78-14586 


users 


Land use — West Virginia. 
Final environmental statement and land 
management plan for the Monongahela 
N.F., 78-6180 


Land management plan for the Monon- 
gahela N.F., 78-6180 


Land use — Wisconsin. 

Report on water and related land 
resources : southeast Wisconsin rivers 
basin : Wisconsin, Illinois, Michigan /, 
78-8514 


Land use — Wisconsin — Remote sensing. 
Remote sensing of land use and water 
quality relationships, Wisconsin shore, 
Lake Michigan /, 78-25252 


*Land use, Rural — Planning — United 
States. 
Lands URA/MFP Workshop [workshop 
exercise booklets]., 78-13805 


Land use, Rural — United States. 
Farms and land in farms : final estimates 
by states, 1969-75., 78-6068 


*Land use, Urban. 

The impacts of urban transportation and 
land use policies on transportation 
energy consumption /, 78-18545 

Land use, Urban — United States. 

Crisis relocation planning in highly ur- 
banized areas., 78-8676 

Draft guidance for crisis relocation 
planning in highly urbanized area /, 
78-8676 

*Land utilization — Puerto Rico. 

Evaluacibon de las potencialidades para 
desarrollos recreacibon al aire libre en 
el Distrito de Conservacibon de suelos 
Cibuco /, 78-16682 


Recreacion al aire libre., 78-16682 


Land value taxation. 
Value capture and joint development ap- 
plications : Chicago, Louisville, Los 
Angeles /, 78-2168 





*Landing aids (Aeronautics) 

Airport miscellaneous 
aids., 78-11898 

An annotated compilation of NAFEC 
visual aid letter and data reported, 
1971-1975 /, 78-7995 

Approach lighting system configurations 
and energy conservation., 78-7935 

Automatic landing, rollout, and turnoff 
using MLS and magnetic cable sensors 
/, 78-18201 


lighting visual 


Boron-epoxy-reinforced titanium aircraft 
landing-gear drag strut /, 78-11685 
Criteria for approval of category Illa 
landing weather minima., 78-5383 
Development and test of low impact re- 
sistance structures : installation of ap- 
proach lighting systems at runway 31, 

NAFEC /, 78-15988 

Effect of gyro verticality error on lateral 
autoland tracking performance for an 
inertially smoothed control law /, 78- 
7515 


Evaluation of a red-silicone coated visual 
approach slope indicator (VASI) lens 
/, 78-18723 

Generalization and refinement of an au- 
tomatic landing system capable of 
curved trajectories /, 78-11708 

IFR approval of 
systems (MLS)., 


microwave 
78-18680 


landing 

Multipath and performance tests of 
TRSB receivers /, 78-8014 

Segmented circle airport marker system., 
78-14130 


Specification for L-851 visual approach 
slope indicators and accessories., 78- 
7931 


Technical progress in the U.S. develop- 
ment of a microwave landing system., 
78-22194 

Visual approach slope indicator (VASI) 
systems., 78-14158 

Visual guidance lighting systems standard 
drawings (FY-75)., 78-18670 

*Landing mats. 

Evaluation of parameters affecting 
horizontal stability of landing mats 
final report /, 78-20256 


Summary of buckling and tension tests of 
landing mats as related to C-5A air- 
craft bow wave problems ; final report 
/, 78-15082 

*Landlord and tenant. 


The bachelor military tenant., 78-20011 


The family military tenant., 78-20013 
Landmann, Robert Stern. 
Nomination 
mittee 
States 


hearing before the Com- 
on Human Resources, United 
Senate, Ninety-fifth Congress, 








December 1978 


first session 
19135 


July 21, 1977., 78- 
Landsat satellites. 

Application of multispectral radar and 
LANDSAT imagery’ to _— geologic 
mapping in Death Valley /, 78-24210 

Educator’ guide for mission to earth 
Landsat views the world /, 78-26341 

Landsat urban area delineation 
project 75-3 /, 78-15751 


: Intralab 


Mapping land cover from satellite images 
a basic, low cost approach /, 78- 
18229 
Techniques for using Diazo materials in 
remote sensor data analysis /, 78- 
18230 
Landsat satellites — Congresses. 
Proceedings of the first annual William 
T. Pecora Memorial Symposium, Oc- 
tober 1975, Sioux Falls, South Dakota 
78-13757 
*Landsat satellites — Posters. 
Landsat [poster], 78-18148 


Landscape architecture — United States. 

Handbook on landscape management., 
78-24956 

Landscape management handbook., 78- 
24956 

Landscape protection — United States. 

Handbook on landscape management., 
78-24956 

Landscape management handbook., 78- 
24956 

Landslides — Arizona — Gila County. 

Large landslides, composed of 
megabreccia, interbedded in Miocene 
basin deposits, southeastern Arizona /, 
78-7274 

Landslides - 

Large 


Arizona — Pinal County. 
landslides, composed of 
megabreccia, interbedded in Miocene 
basin deposits, southeastern Arizona /, 
78-7274 
Landslides — California — 
Bay region — 


San Francisco 

Maps. 

Feasibility and cost of using a computer 
to prepare landslide susceptibility maps 
of the San Francisco Bay 
California /, 78-17779 


region, 


*Landslides — Maps — Computer 
programs. 

Feasibility and cost of using a computer 
to prepare landslide susceptibility maps 
of the San Francisco Bay region, 
California /, 78-17779 

*Languages — Study and teaching — 
Bibliography. 
Foreign languages., 78-13381 

Languages, Modern — Study and teaching. 

External language promotion by major 
foreign countries., 78-7371 


Do not order from index; see indicated entry 





Languages and vocational opportunities. 
Foreign languages and your career., 78- 
24115 
Lapinski, Tadeusz, 
Three contemporary printmakers 
Kainen, Albert Christ-Janer, 
Lapinski., 78-7622 


: Jacob 
Tadeusz 


Lapointe, Johanne. 
Joanne Lapointe 
H.R. 7550., 


report to accompany 
78-24759 
Laramie Energy Research Center 

Bibliography — Catalogs. 

A bibliography of publications dealing 
with oil shale and shale oil from U.S. 
Bureau of Mines, 1917-1974, and the 
ERDA Laramie Energy § Research 
Center, 1975-1976., 78-23365 
United States. 
information on 


*] e 
varceny - 
Tax disasters, 


78-18496 


casualty 
losses, and thefts., 
*Larch. 
Maturation of western 
78-16577 


larch cones and 


seeds /, 
*Larch — Mathematical models. 
An equation for [estimating the (value 


and / larch 
trees)] /, 


volume) of 
78-14647 


(western 
*Larch case-bearer Idaho. 
against the 
78-14677 


Control 
An aerial test of Orthene 
larch casebearer /, 
*Larvae — Fishes. 
Gulf of Bank 
ichthyoplankton collected on ICNAF 
larval herring surveys September 1971- 
February 1975 /, 78-14913 


Maine-Georges 


Ichthyoplankton composition and plank- 
ton volumes from inland coastal waters 
Alaska, 

78-19848 


of southeastern 
November 1972 /, 


April- 


Investigations on the protection of fish 
larvae at water intakes using fine-mesh 
screening /, 78-24536 

Larvae — Fishes — Identification. 

Preliminary guide to the identification of 
larval fishes in the Tennessee River /, 
78-24534 

Laser beams. 

Feasibility of monitoring aerosol concen- 
trations by 10.6-um backscatter lidar /, 
78-1456 


MPLAW : a multipulse-scaling-law code 
using data-base 
25337 


interpolation /, 78- 


Optical pulse squaring in 
delay line /, 78-20401 


a dispersive 


*Laser beams — Measurement. 


Laser far-field beam-profile measure- 
ments by the focal plane techniques /, 


78-19776 
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*Laser communication systems. 
Prelaunch testing of the laser geodynam- 
ic satellite (LAGEOS) /M.W. /, 78- 
9463 


*Laser Doppler velocimeter. 
Development of a_ laser 
system for flame studies /, 


velocimeter 
78-20716 


Laser Doppler dust devil measurements 
/, 78-15759 


Mobile laser doppler system checkout 
and calibration /, 78-9708, 78- 
18741 


Study of photon correlation techniques 
for processing of laser velocimeter 
signals /, 78-13949 

Velocity surveys in a turbine stator annu- 
lar-cascade facility using laser Doppler 
techniques /, 78-18060 

Verification of wind measurement to 
450-meter altitude with mobile laser 
Doppler system /, 78-26624 


Verification of wind measurement with 
mobile laser Doppler system /, 78- 
26620 

*Laser fusion. 

Laser fusion program at LASL., 78- 

20618 
*Laser interferometer. 

Laser interferometer analysis of flue gas 
particles from a fluidized bed com- 
bustor., 78-13124 

*Laser materials — Defects — Congresses. 

Laser induced damage in optical materi- 
als, 1976 : proceeding of a symposium 
/, 78-22860 

Laser induced damage in optical materi- 
als, 1977 : proceeding of a symposium 
/, 78-19755 

*Laser materials, Effect of radiation on — 

Congresses. 

Laser induced damage in optical materi- 
als, 1976 : proceeding of a symposium 
/, 78-22860 

Laser induced damage in optical materi- 
als, 1977 : proceeding of a symposium 
/, 78-19755 

*Laser plasmas. 

Optical pulse squaring in a dispersive 

delay line /, 78-20401 
*Laser spectroscopy. 

Review of laser raman and fluorescence 
techniques for practical 
diagnostics /, 78-17165 


combustion 


*Lasers. 

Analysis of laser fluorosensor systems for 
remote algae detection and quantifica- 
tion /, 78-13916 

Analysis of plasmas generated by fission 
fragments /, 78-9424 

Atmospheric transmission measurement 
program report for | July through 30 
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September 
25341 


1976 (TQ 1976)/, 78- 

Correlation of laser velocimeter measure- 
ments over a wing with results of two 
prediction techniques /, 78-26388 

NASA _ ground-based and _ space-based 
laser ranging systems /, 78-18311 


Prelaunch testing of the Geos-3 laser 
reflector array /, 78-18309 


A research laser weather identification 
instrument /, 78-1462 


Room-temperature-operation visible- 
emission semiconductor diode lasers /, 
78-5153 

SSPARAMA : a nonlinear, wave optics 
multipulse (and CW) _ steady-state 
propagation code with adaptive coor- 
dinates /, 78-25338 

Lasers — Catalogs. 

Stimulated coherent 

(lasers)., 78-25160 


*Lasers, Effect of radiation on. 
Laser damage in 8- to 14-micron mercu- 
ry-cadmiun-telluride photovoltaic de- 
tector material /, 78-10832 


radiation devices 


*Laterality. 

Brain electrophysiological concomitants 
of hemispheric laterality while 
processing altimeter display informa- 
tion /, 78-20426 

Latex. 

An act to suspend until the close of June 
30, 1980, the duty on certain latex 
sheets, and for other purposes., 78- 
2367 


Temporary suspension of the duty on 
certain latex sheets, and other matters 
: report to accompany H.R. 2850., 
78-5941 

Lathes. 

An act to provide duty-free treatment for 
certain copying lathes used for making 
rough or finished shoe lasts and for 
parts of such lathes, and for other pur- 
poses., 78-2369 


Duty-free treatment for imports of copy- 
ing lathes used for making shoe lasts, 
and other matters : report to accom- 
pany H.R. 3093., 78-5942 


Spin-out of veneer blocks during rotary 


cutting of veneer /, 78-10343 


*Lathes — Catalogs. 
Metalworking lathes., 78-20126 
*Latin America. 
Study mission to Latin America : report 
pursuant to Senate Resolution 221 of 
July 15, 1977 /, 78-10055 


*Latin America — Addresses, essays, 
lectures. 
Latin America : 


statement /, 78-18402 
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Major statements on Latin America /, 
78-21876 


The United States and Latin America /, 
78-18383 
Latin America — Commerce. 


Overseas business reports., 78-16862 


World trade outlook for Latin America, 
78-16862 


Latin America — Commerce — United 
States. 


Commerce America, reprint., 78-1481 


World trade outlook for Latin America., 
78-1481 


Latin America — Economic conditions — 
1945- 


Overseas business reports., 78-16862 


World trade outlook for Latin America, 
78-16862 


Latin America — Foreign economic relations 

— United States. 

The United States response to the new 
international economic order : the 
economic implications for Latin Amer- 
ica and the United States : a study /, 
78-1003 


*Latin America — Foreign relations — 

United States. 

Historical study U.S. policy toward 
Latin America, recognition and non- 
recognition of governments, and inter- 
ruptions in diplomatic relations, 1933- 
1974., 78-15846 


Latin American policy 
development : speech /, 


creative 
78-14013 


Report of delegation studying the 
Panama Canal treaties and other mat- 
ters of interest to the U.S. in Latin 
America, January 3-14, 1978., 78- 
12312 

Latin America — Military policy. 

Arms and security in Latin America : 

recent developments /, 78-7628 


Latin America — Periodicals. 

Translations on Latin America., 78- 
3847, 78-8175, 78-9856, 78- 
18861, 78-22317, 78-24485 


Latin America — Relations (general) with 
the United States. 

U.S. information and cultural programs, 
focus on Latin America, 1976 : report 
of a staff survey team to the Commit- 
tee on International Relations, U.S. 
House of Representatives., 78-9989 

Latitude variation. 

Systems for the determination of polar 

motion /, 78-25053 
*Lattice theory. 
A generalized vortex lattice method for 


subsonic and supersonic flow applica- 
tions /, 78-18180 





Launch complexes (Astronautics) 
Launch vehicle and propulsion programs 
responsibilities and services., 78- 
5146 
*Launch complexes (Astronautics) — 

Environmental aspects. 

Environmental impact statement con- 
cerning activities of the National 
Aeronautics and Space Administration 
at Wallops Island, Virginia., 78- 
18253 

Launch complexes (Astronautics) — United 

States. 

A second launch site for the shuttle? : an 
analysis of needs for the nation’s space 


program : report to the Congress /, 
78-25815 


Space shuttle facility program more 
definitive cost information needed 
National Aeronautics and Space Ad- 
ministration : report to the Congress /, 
78-1855 

Launch vehicles (Astronautics) 

A summary of spacecraft loads data from 
four Titan Centaur Launch Vehicle 
flights /, 78-9406 


*Launch vehicles (Astronautics) — 

Environmental aspects. 

Environmental statement for the Na- 
tional Aeronautics and Space Adminis- 
tration, Office of Space Science, 
Launch Vehicle and Propulsion Pro- 
grams., 78-9455 

*Laundries, Military — Handbooks, 
manuals, etc. 

Commander’s manual : laundry and bath 
specialist, MOS 57E., 78-10704 

Laundry and bath specialist., 78-10705, 
78-10706 


Laundry and bath specialist, MOS 57E., 
78-10704 


Soldier’s manual : laundry and bath spe- 
cialist, MOS 57E skill levels 1, 2, and 


3., 78-10705, 78-10706 


Lava — Hawaii — Alae Lava Lake. 

Crystallization and differentiation of the 

alae magma, Alae Lava Lake, Hawaii 
/, 78-21505 
Law — Canal Zone. 

Code of Federal regulations., 
78-7029 
Law — China — Bibliography. 

Japanese writings on Communist Chinese 

law, 1946-1974 : a selected annotated 
bibliography /, 78-7455 


78-7029 
Panama Canal, 


Law — United States. 
United States Code., 
9843, 78-16080, 
22280, 78-24426, 


26665 


78-9842, 78- 
78-16081, 78- 
78-26664, 78- 


United States statutes at large., 78-8914 
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Law — United States — Interpretation and 
construction — Addresses, essays, 
lectures. 

Stare decisis /, 78-686 

Law — United States — Periodicals. 

Coast Guard law bulletin., 78-3788 


Law — United States — Territories and 
possessions. 

An act to authorize certain appropria- 
tions for the territories of the United 
States, to amend certain acts relating 
thereto, and for other purposes., 78- 
5871 


Joint resolution to amend an act entitled 
“To authorize certain appropriations 
for the territories of the United States, 
to amend certain acts relating thereto, 
and for other purposes” (enrolled bill 
H.R. 6550, Ninety-fifth Congress, first 
session)., 78-5872 

*Law — Vocational guidance — United 

States. 

A career in labor-management relations 
as an attorney., 78-21783 

*Law as a profession — United States. 

Legal careers : Chief Counsel’s Office., 

78-18488 
*Law enforcement. 

Contract law enforcement : a practical 
guide to program development., 78- 
17924 

*Law enforcement — Bibliography. 

International policing : a selected bibliog- 

raphy /, 78-24089 
Law enforcement — Bibliography — 
Catalogs. 


Author catalog, 78-26246 


Library book catalog., 
26248, 78-26249 


78-26246, 78- 


78-26248 
78-26249 


Subject catalog, 
Title catalog, 
Law enforcement — Periodicals — 
Bibliography — Catalogs. 
Library book catalog., 78-26247 
Periodicals catalog, 78-26247 
Law enforcement — Research grants — 
United States. 
Criminal justice 
performance 
78-7405 


research solicitation 


measurement theory., 


Performance measurement theory., 78- 
7405 


*Law enforcement — Scholarships, 
fellowships, etc. — United States — 
Directories. 

List of LEEP participating institutions : 
program year 1977-78., 78-17922 

Law enforcement — United States. 

Annual report - National Institute of Law 
Enforcement and Criminal Justice., 
78-21637 
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Attorney General’s report on Federal law 
enforcement and _ criminal justice 
assistance activities., 78-26250 

Code of Federal regulations., 78-11144 

78-24094 


Erosion of law enforcement intelligence 
and its impact on the public security., 
78-22527 


Energy report., 


The erosion of law enforcement intel- 
ligence, capabilities, public security : 
hearings before the Subcommittee on 
Criminal Laws and Procedures of the 
Committee on the Judiciary, United 
States Senate, Ninety-fifth Congress, 
first session ..., 78-12147, 78-22527 

The FBI's system for managing investiga- 
tive resources and measuring results : 
improvements are being made : report 
to the Congress /, 78-13281 


If defense and civil agencies work more 
closely together, more _ efficient 
search/rescue and coastal law enforce- 
ment could follow : report to the Con- 
gress /, 78-1833 


Judicial administration, 78-11144 


Law enforcement and related jobs with 
Federal agencies intelligence, in- 
vestigation, enforcement, protective 
services., 78-8659 


LEAA news release., 78-3505 


78-3505 


that U.S. law enforcement 
agencies should be given significantly 
greater freedom in the investigation 
and/or prosecution of felony crime : 
selected articles and references relat- 
ing to the intercollegiate debate topic 
for 1977-78 /, 78-10084 


Role of the Internal Revenue Service in 
law enforcement activities : hearings 
before the Subcommittee on Adminis- 
tration of the Internal Revenue Code 
of the Committee on Finance, United 
States Senate, Ninety-fourth Congress, 
first and second sessions, December 1! 
and 3, 1975, and January 22, 1976., 
78-9944 


News release, 


Resolved, 


Should U.S. law enforcement agencies 
have greater freedom in the investiga- 
tion and/or prosecution of felony 
crime., 78-10084 


Street lighting, energy conservation and 
crime, 78-24094 


Law enforcement — United States — 
Bibliography. 


Law enforcement., 78-1901 


Police discretion 
raphy /, 78-17915 

Publications relating to the 1977-78 col- 
lege debate topic., 78-6992 


a selected bibliog- 


Page I-2095 





*Law enforcement — United States — 
Dictionaries. 
National criminal justice thesaurus 
descriptors for indexing law enforce- 


ment and criminal justice information., 
78-15659 


Law enforcement — United States — 
Periodicals. 
Annual report - National Institute of Law 
Enforcement and Criminal Justice., 
78-21638 


FBI law enforcement bulletin., 
78-3504 


*Law enforcement — United States — 
Societies, etc. — Directories. 
Directory of law enforcement 

criminal justice associations 
research centers., 78-14872 

*Law reporting — United States — Data 
processing. 

User’s guide to computer-aided transcrip- 
tion /, 78-17923 

Law reports, digests, etc. — United States. 

Cases adjudged in the Supreme Court, 


78-5111, 78-17932, 78-17933, 78- 
17934 


78-3503 
LEAA newsletter., 


and 
and 


Cases decided in the United States Court 
of Claims; with report of decisions of 
the Supreme Court in Court of Claims 
cases., 78-5110, 78-17931, 78- 
21687, 78-24098 


Court history, part 1, the judges, 1855- 
1976, 78-17931 


Official reports of the Supreme Court; 
preliminary print., 78-3515 

U.S. Court of Claims reports, 
78-17931, 78-21687, 

United States 


Sit 4; 
17934 


78-5110, 
78-24098 


78-3515, 78- 
78-17933, 78- 


reports, 
78-17932, 


Law reports, digests, etc. — United States — 
Periodicals. 
Reports - United States Tax Court., 78- 
3518 


*Law schools — United States — Admission. 
Affirmative admissions programs at law 
and medical schools., 78-19999 


Toward equal educational opportunity : 
affirmative admissions programs at law 


and medical schools., 78-19999 
*Lawns — United States. 

Better lawns establishment, main- 
tenance, renovation, lawn problems, 
grasses /, 78-16509 

Lawrence Berkeley Laboratory. 

By making the Berkeley 
Laboratory a Federal computer center 
the Department of Energy can save 
millions while serving government 
agencies., 78-13225 


Lawrence 
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Designation of Lawrence Berkeley 
Laboratory computer facility as a 
Federal scientific data processing 
center could save millions Energy 
Research and Development Adminis- 
tration, General Services Administra- 
tion, Office of Management and 
Budget [sic] : report to the Congress /, 
78-1801 

Lawrence Livermore Laboratory. 

An in-depth evaluation of LLL’s R&D 
program for the in situ gasification of 
deep coal seams /, 78-20971 

*Lawrence, Mass. — Recreational facilities. 

National urban recreation study : Boston, 
Lowell, Lawrence, Haverhill., 78- 
24069 

*Lawyers. 

Final report to the Honorable Meade 
Whitaker, Chief Counsel, 
Revenue Service., 78-21997 

Lawyers — United States — Fees. 

Public participation in agency 
proceedings : hearings before the Sub- 
committee on Administrative Law and 
Governmental Relations of the Com- 
mittee on the Judiciary, House of 
Representatives, Ninety-fifth Congress, 
first session, on H.R. 3361 and related 
bills ..., 78-8327 


Internal 


*Lawyers — Vocational guidance. 
Lawyers, city managers, and 
science occupations., 78-15709 
*Layoff systems — United States. 
Last hired, first fired : informal hearing 
before the United States Commission 
on Civil Rights, Washington, D.C., Oc- 
tober 12, 1976., 78-10618 
*Leaching. 
Aqueous electrolysis of lead chloride /, 
78-15556 


social 


Compilation and evaluation of leaching 
test methods /, 78-23475 

Computer modeling of five-spot well pat- 
tern fluid flow during in situ uranium 
leaching /, 78-21530 

Copper and silver recovery from a sul- 
fide concentrate by ferrous chloride- 
oxygen leaching /, 78-21533 

Design requirements for uranium ion 
exchange from acidic solutions in a 
fluidized system /, 78-15559 

Design requirements for uranium ion 
exchange from ammonium bicarbonate 
solutions in a fluidized system /, 78- 
24012 


Economic evaluation of a leach-electrol- 
ysis process for recoverying lead from 
galena concentrate /, 78-21538 

Ground-water elements of in situ leach 
mining of uranium /, 78-26689 
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Management of gas and leachate in land- 
fills ; proceedings of the third Annual 
Municipal Solid Waste Research Sym- 
posium held at St. 
March 14, 
1552 

Minimizing salt in return flow through ir- 
rigation management : interim report /, 
78-15268 

Oil spill : decisions for debris disposal /, 
78-265, 78-1572 

Uranium in situ 
United States /, 


Louis, 
15 and 16, 


Missouri, 
1977 /, 78- 


leach mining in the 
78-21542 
Well construction information for in situ 
uranium leaching /, 78-15564 
*Lead. 
Seminar summary : sampling and analysis 
of the various forms of atmospheric 
lead /, 78-12931 


*Lead — Electrometallurgy. 
Aqueous electrolysis of lead chloride /, 
78-15556 
Economic evaluation of a leach-electrol- 
ysis process for recoverying lead from 
galena concentrate /, 78-21538 
*Lead — Environmental aspects. 
Sample fugitive lead emissions from two 
primary lead smelters /, 78-12832 
*Lead — Environmental aspects — United 
States. 


Lead in the environment., 78-15800 


*Lead — Physiological effect. 
Air quality criteria for lead., 78-25693 
The effects of inorganic lead on 

behavioral and neurologic function 
final report /, 78-21302 

EPA’s position on the health implications 
of airborne lead /, 78-12831 

*Lead — Toxicology. 

Air quality criteria for lead., 78-25693 

Lead based paint — Statistics. 

Analysis of housing data collected in a 
lead-based paint survey in Pittsburgh, 
Pennsylvania /, 78-6274 

*Lead based paint — Toxicology. 

The demonstration of experimental lead 
paint hazard abatement methods in At- 
lanta, Georgia : final /, 78-19782 

*Lead industry and trade — Missouri — 
Glover. 

Laboratory simulation of plume disper- 
sion from lead smelter in Glover, Mis- 
souri, in neutral and stable atmosphere 
/, 78-12830 

Lead industry and trade — Statistics. 

Lead., 78-4984 


Preprint from the 1975 Bureau of Mines 
Minerals Yearbook, 78-4984 


Lead industry and trade — United States. 
Lead., 78-11547 





Lead industry and trade — United States — 
Periodicals. 


Lead industry., 78-3463 
78-3464 


78-3464 


Lead production., 
Primary lead production, 
*Lead-poisoning. 

The effects of inorganic lead on 
behavioral and neurologic function 
final report /, 78-21302 

A reduction of airborne lead in indoor 
firing ranges by using modified ammu- 
nition : prepared for National Institute 
of Law Enforcement and Criminal 
Justice, Law Enforcement Assistance 
Administration, U.S. Department of 
Justice, Washington, D.C. /, 78-4138 

Lead-poisoning — Statistics. 

Analysis of housing data collected in a 
lead-based paint survey in Pittsburgh, 
Pennsylvania /, 78-6274 

*Leadership. 

LTD leadership training and develop- 

ment guide., 78-11291 
*Leadership — Congresses. 

Contingency approaches to leadership : a 
review and synthesis : interim report 
for period | September 1974 - | June 
1975 /, 78-15167 

Leadership — Handbooks, manuals, etc. 

Percussion group leader soldier’s 
manual [MOS 02R, skill level 4]., 
78-8694 

Leadership — Periodicals. 

Cdrs call., 78-3022 


78-3022 


*Leadership — Study and teaching. 
Human behavior and leadership., 78- 
15118 


Learning, Psychology of. 


Commanders call, 


The functions of experimental participa- 


tory experiences in the  learning- 
teaching process /, 78-504 
No easy answers : the learning disabled 
child /, 78-25909 
*Learning ability. 
Trends in aptitude of graduate students 
in science /, 78-15796 
Learning disabilities. 
No easy answers : the learning disabled 
child /, 78-25909 
Learning disabilities — United States. 
Education briefing paper., 78-11182 
78-11182 
Learning disabilities : the link to 
delinquency should be determined, but 
schools should do more now, Depart- 
ments of Justice and Health, Educa- 


tion, and Welfare : report to the Con- 
gress /, 78-4673 


Learning disabilities, 
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*Lease and rental services. 
Owner-operator : rights, responsibilities, 
and remedies., 78-17881 
78-11893 
Leased departments, concessions, etc. 
Yellowstone National Park : concessions 
management review of the Yel- 
lowstone Park Company /, 78-26201 


Truth in leasing., 


*Leases. 

Leasing of Social Security Administration 
district and branch offices by the 
General Services Administration : re- 
port of the Comptroller General of the 
United States., 78-13355 

*Leases — United States. 

Acceptance and use of records, the 
disposal of records, and renegotiation 
of leases involving real property : hear- 
ing before the Subcommittee on Civil 
Service and General Services of the 
Committee on Governmental Affairs, 
United States Senate, Ninety-fifth Con- 
gress, first session, on S. 1265, S. 
1267, and S. 1273, October 17, 1977., 
78-16227 


Leasing of flue-cured tobacco marketing 
quotas : hearing before the Subcom- 
mittee on Tobacco of the Committee 
on Agriculture, House of Representa- 
tives, Ninety-fifth Congress, first ses- 
sion, on H.R. 3416, March 15, 1977., 
78-16167 


More flexibility needed by the General 
Services Administration for delegating 
leasing authority to Federal agencies., 
78-11133 


Real leasing practices of the 
Comptroller of the Currency and the 
Federal Deposit Insurance Corporation 
: fifth report /, 78-2308 

Truth in leasing notification : (FAR sec- 
tion 91.54)., 78-18684 


estate 


Least squares. 

The incomplete inverse and its applica- 
tions to the linear squares 
problem /, 78-9448 

*Leather — Labeling — United States. 

Care labeling of textile products and 
leather wearing apparel : staff report /, 
78-23605 


least 


Textile products and leather wearing ap- 
parel., 78-23605 


Leather industry and trade — Addresses, 
essays, lectures. 

Outlook for hides, skins, and leather 
supply : remarks prepared for delivery 
by Thomas E. Murphy, Acting 
Director, Consumer Goods and Ser- 
vices Division, before the Work Glove 
Manufacturer Association’s spring 
meeting, Williamburg Lodge, William- 
sburg, Virginia, June 22, 1977., 78- 
154 
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*Leather industry and trade — United 

States — By-products. 

Biological treatment, effluent reuse, and 
sludge handling for the side leather 
tanning industry /, 78-23462 

Leaves. 

Correlations of leaf area with length and 
width measurements of leaves of black 
oak, white oak, and sugar maple /, 
78-22704 Z 

Emission factor development for leaf 
burning /, 78-15228 

*Leaves — Morphology. 

Morphology of jack pine and tamarack 

needles in dense stands /, 78-12378 
Lebanon. 
Background notes., 


78-7565 


78-7565 
Lebanon, 
Lecithin. 


Albumin, 
lecithin, 


sodium 
78-21225 


FDA consumer memo., 


erythorbate, and 


78-21225 
Lecturers — Directories. 
A list of speakers on issues concerning 
Hispanic women., 78-1495 
Lee, George C 
M. Sgt. George C. Lee, USAF : report to 
accompany H.R. 8481., 78-5800 
Lee, Keum Sun. 
Keum Sun Lee : report to accompany S. 
2366., 78-24918 
Lee, Me Young. 
Me Young Lee : report to accompany S. 
1003., 78-5763, 78-5925 
Lee, Sang Soo. 
Sang Soo Lee : report to accompany S. 
1418., 78-14524 
Lee, Shenn-Song Theresa. 
Shenn-Song Theresa Lee : report to ac- 
company S. 1639., 78-14520 
Lee So Ryung. 
Joseph Lee Soryung : report to accom- 
pany H.R. 1936., 78-1179 
Lee, Soo Jin. 
Soo Jin Lee : report to accompany H.R. 
1437., 78-1176, 78-1279 
Lee, Young Soo. 
Lee Young Soo : report to accompany S. 
556., 78-1264, 78-5761 
*Leeks — Packaging. 
Storage and shelf life of packaged leeks 
/, 78-14572 
*Leeks — Storage. 
Storage and shelf life of packaged leeks 
/, 78-14572 
*Legal aid — United States. 
Guide to establishing a defender system 
/, 78-24085 
*Legal aid — United States — Evaluation. 


Evaluation design for public defender of- 
fices /, 78-9204 
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*Legal assistance to the aged. 
Legal services for the elderly /, 78- 
11281 


*Legal assistance to the aged — United 

States. 

Legal services for the elderly, 1977 
hearing before the Subcommittee on 
Aging of the Committee on Human 
Resources, United States Senate, 
Ninety-fifth Congress, first session, S. 
1282 ... October 4, 1977., 78-16234 

*Legal assistance to the poor — United 

States. 

An act to amend the Legal Services Cor- 
poration act to provide authorization 
of appropriations for additional fiscal 
years, and for other purposes., 78- 
12239 


Expanding budget requests for civil legal 
needs of the poor : is more control for 


effective services required? : report /, 
78-21037 


Legal Services Corporation : Conference 
report to accompany H.R. 6666., 78- 
5843 


Legal assistants. 


Legalman 2,1 &C., 78-1538 


Legal deposit (of books, etc.) — United 

States. 

Government depository libraries; the 
present law governing designated 
depository libraries., 78-24646 

Legal deposit (of books, etc.) — United 

States — Periodicals. 

Books and _ pamphlets, 
13888 


78-5142, 78- 


Catalog of copyright entries., 
78-13888 


78-5142, 


Catalog of copyright entries, 
index, 78-5142, 78-13888 
Catalog of copyright entries, Current and 


renewal registrations, 78-5142, 78- 
13888 


Books, 


*Legal ethics. 

Final report to the Honorable Meade 
Whitaker, Chief Counsel, 
Revenue Service., 78-21997 

Legal service corporations — United States. 

Legal Services Corporation act amend- 
ments of 1977 : hearings before the 
Subcommittee on Employment, Pover- 
ty, and Migratory Labor of the Com- 
mittee on Human Resources, United 
States Senate, Ninety-fifth Congress, 
first session, on S. 1303 ... April 25 
and 26, 1977., 78-5587 


Legal Services Corporation. 
Expanding budget requests for civil legal 
needs of the poor 


Internal 


: is more control for 
effective services required? : report /, 
78-21037 
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Legal Services Corporation — 

Appropriations and expenditures. 

An act to amend the Legal Services Cor- 
poration act to provide authorization 
of appropriations for additional fiscal 
years, and for other purposes., 78- 
12239 

Legal Services Corporation : Conference 
report to accompany H.R. 6666., 78- 
5843 

Legal Services Corporation act amend- 
ments of 1977 : hearings before the 
Subcommittee on Employment, Pover- 
ty, and Migratory Labor of the Com- 
mittee on Human Resources, United 
States Senate, Ninety-fifth Congress, 
first session, on S. 1303 ... April 25 
and 26, 1977., 78-5587 

Leggett, Robert L 

Dismissing the election contest of Albert 
Dehr against Robert L. Leggett : re- 
port to accompany H. Res. 770., 78- 
10123 

*Legionnaires’ disease — United States. 

Legionnaires’ disease, 1977 : hearing be- 
fore the Subcommittee on Health and 
Scientific Research of the Committee 
on Human Resources, United States 
Senate, Ninety-fifth Congress, first ses- 
sion ... November 9, 1977., 78-12110 


Legionville National Historic Site, Pa. 
Legionville National Historic Site : report 
to accompany S. 1104., 78-8486 
*Legislation — United States. 
Calendar of business - Senate of the 
United States., 78-3818 


Calendars of the United States House of 
Representatives and history of legisla- 
tion., 78-3816 


Congressional 
3814, 


record, 
78-11942, 


78-3813, 78- 
78-18818 
Congressional record; proceedings and 
debates of the Congress., 78-2177, 
78-2178, 78-2179, 78-2180, 78- 
3813, 78-11943, 78-11944, 78- 
11945, 78-18817, 78-22279 


Congressional record index; proceedings 
and debates of the Congress., 78- 
3814 


Daily digest of the Congress, 
78-18818 


78-11942, 


Expiring legislation with budgetary im- 
pact, January 1, 1977, to September 
30, 1978, fiscal year 1977 (last three 
quarters) and fiscal year 1978 (listed 
by House authorizing committee) /, 
78-8252 


How our laws are made /, 78-10099 


Legislative and executive calendar - 
Committee on the Judiciary, United 
States Senate., 78-3930 
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Legislative calendar - Committee on 
Agriculture, Nutrition, and Forestry, 
United States Senate., 78-3900 


Legislative calendar - Committee on 
Agriculture, United States House of 
Representatives., 78-3898 

Legislative calendar - Committee on 
Armed Services, United States House 
of Representatives., 78-3901 

Legislative calendar - Committee on 


Armed Services, United States Senate., 
78-3902 


Legislative calendar - Committee on 
Banking, Currency, and Housing, 
United States House of Representa- 
tives., 78-3903 

Legislative calendar - Committee on 
Banking, Housing, and Urban Affairs, 
United States Senate., 78-3904 

Legislative calendar - Committee on 
Commerce, Science, and Transporta- 
tion, United States Senate., 78-3908 


Legislative calendar - Committee on 
Education and Labor, United States 
House of Representatives., 78-3913 


Legislative calendar - Committee on 
Energy and Natural Resources, United 
States Senate., 78-3914 


Legislative calendar - Committee on En- 
vironment and Public Works, United 
States Senate., 78-3937 


Legislative calendar - Committee on 


Finance, United States Senate., 78- 
3915 


Legislative calendar - Committee on 
Government Operations, United States 


House of Representatives., 78-3918 


Legisiative calendar - Committee on 
Governmental Affairs, United States 
Senate., 78-3919 


Legislative calendar - Committee on 
Human Resources, United 
Senate., 78-3921 


States 


Legislative calendar - Committee on In- 
terior and Affairs, United 


States House of Representatives., 78- 
3925 


Insular 


Legislative calendar - Committee on In- 
ternational Relations, House’ of 
Representatives of the United States., 
78-3926 

Legislative calendar - Committee on In- 
terstate and Foreign Commerce, 
United States House of Representa- 
tives., 78-3923 

Legislative calendar - Committee on 
Merchant Marine and __ Fisheries, 
United States House of Representa- 
tives., 78-3932 





Legislative calendar - Committee on Post 
Office and Civil Service, United States 
House of Representatives., 78-3933 


Legislative calendar - Committee on Post 
Office and Civil Service, United States 
Senate., 78-3934 


Legislative calendar - Committee on 


Science and Technology, United States 
House of Representatives., 78-3941 


Legislative calendar - Committee on the 
Budget, United States House of 
Representatives., 78-3906 


Legislative calendar - Committee on the 
District of Columbia, United States 
House of Representatives., 78-3909 


Legislative calendar - Committee on the 
Judiciary, United States 
Representatives., 78-3929 

Legislative calendar - Committee on 


Ways and Means, United States House 
of Representatives., 78-3946 


Legislative calendar - Select Committee 


on Intelligence, United States Senate., 
78-3928 


House of 


Summary of legislative achievements., 
78-16416 

Summary of open GAO recommenda- 
tions for legislative action; report to 
the Congress by the 
General 
21050 


Legislation — United States — Indexes. 
Congressional record, 78-14222 


Comptroller 
of the United States., 78- 


Congressional record; proceedings and 


debates of the Congress., 78-14222 


Legislative auditing. 

Audit of the House recording studio 
revolving fund for the fiscal year 
ended March 31, 1978 /, 78-25773 

Audit of the Senate recording studio 
revolving fund for the fiscal year 
ended March 31, 1978 /, 78-25772 

*Legislative auditing — United States. 

An act to amend the Accounting and au- 
diting act of 1950 to provide for the 
audit by the Comptroller General of 
the United States of the Federal 
Reserve System, the Federal Deposit 
Insurance Corporation, and the Office 
of the Comptroller of the Currency ..., 
78-24803 

Audit guide 
sharing 


and standards for revenue 
and antirecession 
assistance recipients 


fiscal 

: pursuant to title 
I of State and local fiscal assistance act 
of 1972, Public Law 92-512 as 
amended and title II of the Public 
works employment act of 1976, Public 
law 94-369 as amended., 78-18484 

Federal banking agency audit act : report 
to accompany H.R. 2176., 78-16424 
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Federal banking agency audit act, H.R. 
2176 : hearing before the Committee 
on Governmental Affairs, United 
States Senate, first session 
November 29, 1977., 78-22476 

Legislative bodies — United States. 
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U.S. Postal Service procurement prac- 
tices : hearing before the Subcommit- 
tee on Minority Enterprise and 
General Oversight of the Committee 
on Small Business, House of Represen- 
tatives, Ninety-fifth Congress, first ses- 
sion ... July 13, 1977., 78-2298 

Library of Congress. Trust Fund Board. 

An act to authorize the Secretary of the 
Treasury to designate an Assistant 

Secretary to serve in his place as a 

member of the Library of Congress 

Trust Fund Board., 78-19382 

Authorizing the Secretary of the Treasu- 
ry to designate an Assistant Secretary 
to serve in his place as a member of 
the Library of Congress Trust Fund 

Board : report to accompany S. 2220., 

78-16374, 78-16418 


Library post. 


Postage for books mailed to the Copy- 


right Office., 78-9236 


Special library postage rate for books 
mailed to the Copyright Office., 78- 
9237 

Library science — 

Library & 

2706 


Abstracts 
information 


Periodicals. 
sciences., 78- 
Weekly government abstracts., 78-2706 
*Library science — Bibliography. 

Library science., 78-13390 
Library science — Research — United 

States. 

FY/77 Library 

demonstration program., 


abstracts research & 


78-409 
Library research & demonstration pro- 
gram., 78-409 
* Lice. 
Chicken lice : how to control them /, 
78-2494] 


License agreements — Romania. 
Joint venture agreements in Romania 
background for implementation /, 78- 
159 
*Lichens — Panama. 
A revision of the lichen family Thelotre- 
mataceae in Panama /, 78-18464 
Lichomolgidae. 
Lichomolgid copepods (Cyclopoida) as- 


sociated with fungiid corals 














December 1978 


(Scleractinia) in the Moluccas /, 78- 
9532 


Life expectancy — Alabama — Statistics. 
Alabama, 78-4831 
State life tables, 78-4831 
U.S. decennial life tables., 78-4831 


Life expectancy — Alaska — Statistics. 
Alaska, 78-4832 
State life tables, 78-4832 

U.S. decennial life tables., 78-4832 


Life expectancy — Arizona — Statistics. 
Arizona, 78-4833 


78-4833 


U.S. decennial life tables., 


State life tables, 
78-4833 


Life expectancy — Arkansas — Statistics. 
Arkansas, 78-4834 
State life tables, 78-4834 
U.S. decennial life tables., 78-4834 


Life expectancy — California — Statistics. 
California, 78-4835 
State life tables, 78-4835 
U.S. decennial life tables., 78-4835 


Life expectancy — Colorado — Statistics. 
Colorado, 78-4836 
State life tables, 78-4836 
U.S. decennial life tables., 78-4836 


Life expectancy — Connecticut — Statistics. 
Connecticut, 78-4837 
State life tables, 78-4837 
U.S. decennial life tables., 78-4837 

Life expectancy — Delaware — Statistics. 
Delaware, 78-4838 
State life tables, 78-4838 

U.S. decennial life tables., 78-4838 


Life expectancy — District of Columbia — 
Statistics. 
Dictrict of Columbia, 78-4839 
78-4839 


U.S. decennial life tables., 


State life tables, 
78-4839 


Life expectancy — Florida — Statistics. 
Florida, 78-4840 
State life tables, 78-4840 

U.S. decennial life tables., 78-4840 

Life expectancy — Georgia — Statistics. 
Georgia, 78-4841 
State life tables, 78-4841 
U.S. decennial life tables., 78-4841 

Life expectancy — Michigan — Statistics. 
Michigan, 78-4842 
State life tables, 78-4842 
U.S. decennial life tables., 78-4842 


Life expectancy — Minnesota — Statistics. 
Minnesota, 78-4843 


State life tables, 78-4843 


Do not order from index; see indicated entry 











U.S. decennial life tables., 78-4843 


Life expectancy — Mississippi — Statistics. 
Mississippi, 78-4844 
State life tables, 78-4844 
U.S. decennial life tables., 78-4844 


Life expectancy — Missouri — Statistics. 
Missouri, 78-4845 
State life tables, 78-4845 
U.S. decennial life tables., 78-4845 


Life expectancy — Montana — Statistics. 
Montana, 78-4846 
State life tables, 78-4846 
U.S. decennial life tables., 78-4846 


Life expectancy — Nebraska — Statistics. 
Nebraska, 78-4847 
State life tables, 78-4847 
U.S. decennial life tables., 78-4847 
Life expectancy — Nevada — Statistics. 
State life tables, 78-8982 
U.S. decennial life tables; 
bles., 78-8982 


State life 


Life expectancy — New Hampshire — 
Statistics. 


New Hampshire, 78-4848 


State life tables, 78-4848 


U.S. decennial life tables., 78-4848 
Life expectancy — New Jersey — Statistics. 
State life tables, 78-8983 
U.S. decennial life tables; State life ta- 
bles., 78-8983 
Life expectancy — New Mexico — Statistics. 
New Mexico, 78-4849 
State life tables, 78-4849 
U.S. decennial life tables., 78-4849 
Life expectancy — 
Statistics. 
New York, 


New York (State) — 


78-4850 


State life tables, 78-4850 


U.S. decennial life tables., 78-4850 


Life expectancy — North Carolina — 
Statistics. 


North Carolina, 78-4851 


State life tables, 78-4851 
U.S. decennial life tables., 78-4851 


Life expectancy — North Dakota — 
Statistics. 
North Dakota, 


State life tables, 


78-4852 
78-4852 
U.S. decennial life tables., 78-4852 


Life expectancy — Ohio — Statistics. 
Ohio, 78-4853 
State life tables, 78-4853 

U.S. decennial life tables., 78-4853 


Life expectancy — Oklahoma — Statistics. 
Oklahoma, 78-4854 


Page 1-2101 





State life tables, 78-4854 
U.S. decennial life tables., 78-4854 


Life expectancy — Oregon — Statistics. 
Oregon, 78-4855 
State life tables, 78-4855 
U.S. decennial life tables., 78-4855 


Life expectancy — Pennsylvania — Statistics. 
Pennsylvania, 78-4856 
State life tables, 78-4856 
U.S. decennial life tables., 78-4856 


Life expectancy — Rhode Island — 
Statistics. 
Rhode Island, 


State life tables, 


78-4857 
78-4857 
U.S. decennial life tables., 78-4857 


Life expectancy — South Carolina — 
Statistics. 
South Carolina, 


State life tables, 


78-4858 
78-4858 
U.S. decennial life tables., 78-4858 


Life expectancy — South Dakota — 
Statistics. 
South Dakota, 


State life tables, 


78-4859 
78-4859 
U.S. decennial life tables., 78-4859 


Life expectancy — Tennessee — Statistics. 
State life tables, 78-4860 


78-4860 


U.S. decennial life tables., 


Tennessee, 


78-4860 


Life expectancy — Texas — Statistics. 
State life tables, 78-4861 


78-4861 


U.S. decennial life tables., 


Texas, 


78-4861 


Life expectancy — United States. 
Extending the human life span 
ethics /, 78-750 


Life expectancy — Utah — Statistics. 
State life tables, 78-4862 


U.S. decennial life tables., 
Utah, 78-4862 


Life expectancy — Vermont — Statistics. 
State life tables, 78-4863 


U.S. decennial life tables., 
78-4863 


Life expectancy — Virginia — Statistics. 
State life tables, 78-4864 


U.S. decennial life tables., 
78-4864 


: social 


78-4862 


78-4863 


Vermont, 


78-4864 
Virginia, 
Life expectancy — Washington (State) — 
Statistics. 
State life tables, 78-4865 
U.S. decennial life tables., 


78-4865 


78-4865 
Washington, 


Page I-2102 





Subject Index 


Life expectancy — West Virginia — 
Statistics. 
State life tables, 78-4866 
U.S. decennial life tables., 
78-4866 


Life expectancy — Wisconsin — Statistics. 
State life tables, 78-4867 


U.S. decennial life tables., 
78-4867 


78-4866 
West Virginia, 


78-4867 
Wisconsin, 

Life expectancy — Wyoming — Statistics. 
State life tables, 78-7109 
U.S. decennial life tables., 

78-7109 


Life on other planets. 
Life in the universe : an exhibit of the 
National Air and Space Museum., 
78-7625 


78-7109 
Wyoming, 


Possibility of intelligent life elsewhere in 
the universe : report /, 78-10024 

Rock pushing and sampling under rocks 
on Mars /, 78-26151 


The search for 
ligence : SETI /, 


extraterrestrial 
78-9397 


intel- 


Life-preservers. 
Flotation and survival equipment studies 
/, 78-9689 


Flotation and survival equipment studies 
{errata] /, 78-9690 


Personal flotation devices 
phase II /, 78-26637, 
Life-saving — New England. 
MAST is saving lives : an EMS success 
story in northeastern New York, Ver- 
mont, and 
Hampshire /, 


research 
78-26638 


northwestern New 


78-885 


*Life-saving — United States — 
Bibliography. 
United States Life Saving Service an- 

notated bibliography/, 78-16024 

*Life sciences — Vocational guidance — 
United States. 
Physical and life scientists., 78-15700 

Lift (Aerodynamics) 
Calculation of the longitudinal 

aerodynamics characteristics of wing- 

flap configurations with externally 
blown flaps /, 78-9408 

Calculations, and comparison with an 
ideal minimum, of trimmed drag for 
conventional and canard  configura- 
tions having various levels of static sta- 
bility /, 78-18068 

Effects of winglets on first-generation jet 
transport wing /, 78-26385 

Flight measurements of lifting pressures 
for a thin low-aspect-ratio wing at sub- 
sonic, transonic, and low supersonic 
speeds /, 78-13927 


Do not order from index; see indicated entry 





Low-speed wind-tunnel investigation of a 
swept-wing model having distributed 
upper-surface blowing near the wing 
leading edge or at the flap knee /, 
78-18096 

*Lift (Aerodynamics) — Mathematical 
models. 

On the logarithmic-singularity correction 
in the kernel function method of sub- 
sonic lifting-surface theory /, 78- 
18105 

* Lift fans. 

Cold-air performance of a tip turbine 
designed to drive a lift fan : III - Effect 
of simulated fan leakage on turbine 
performance /, 78-18296 


Cold-air performance of a tip turbine 
designed to drive a lift fan : IV - Effect 
of reducing rotor tip clearance /, 78- 
18304 


Effect of reducing rotor tip clearance., 
78-18304 


Effect of simulated fan leakage on tur- 
bine performance., 78-18296 


Study of the application of an implicit 
model-following flight controller to lift- 
fan VTOL aircraft /, 78-24232 
Lifting-jacks. 


Automobile jacks., 78-8077 


*Light — Scattering — Instruments. 

The Mauna Loa four’ wavelength 
nephelometer : instrument details and 
three years of observations /, 78- 
19839 


*Light — Scattering — Measurement. 

The Mauna Loa four wavelength 
nephelometer : instrument details and 
three years of observations /, 78- 
19839 


*Light coagulation — Bibliography. 
Photocoagulation in diabetic retinopathy 
: January 1976 through April 1978, 75 
citations /, 78-17562 


*Lighthouses — Maine — Portland. 
Portland Head Lighthouse, Maine., 78- 
14188 


*Lighthouses — Maryland — Annapolis. 
Thomas Point Lighthouse, Annapolis, 
Md., 78-14187 
Lighting, Architectural and decorative. 
Health and safety guide for manufac- 
turers of lighting fixtures., 78-7126 
*Lightning. 
Alaskan lightning storm characteristics /, 
78-8537 


Lightning protection for the farm /, 78- 
19502 

A plan for a V.L.F. sferics - mapping 
system /, 78-25071 


Preliminary test program in chaff disper- 
sal within thunderstorms at Kennedy 


Space Center /, 78-10576 





*Lightning — Juvenile literature. 

Owlie Skywarn’s lightning book 
booklet for boys and girls /, 
19866 


*Lightning — Safety measures. 

Owlie Skywarn’s lightning book 
booklet for boys and girls /, 
19866 


*Lightning — Safety regulations. 
Lightning., 78-19865 
Lightning protection. 
Lightning protection of aircraft /, 
5164 
Owlie Skywarn’s 
booklet for 
19866 


lightning book 
boys and girls /, 


Lightning protection — Handbooks, 
manuals, etc. 
Fundamental considerations of lightning 
protection, grounding, 
shielding., 78-26592 


bonding, and 
Practices and procedures for lightning 
protection, grounding, bonding, and 
shielding implementation., 78-26591 
*Lightweight concrete. 
Investigation of proprietary admixtures : 
final report /, 78-20242 
* Lignin. 
Bioconversion of plant 
ethanol., 78-20494 


biomass to 


* Lignite. 
Bituminous coal and lignite : a chapter 
from Mineral facts and problems /, 

78-24007 
Chemistry of lignite liquefaction /, 78- 
13102, 78-20525, 78-20878, 78- 
20879 
Premium fuels 
Plains lignite., 


from Northern Great 
78-6702 


Process development for solvent refined 
lignite laboratory autoclave studies., 
78-6702 


Project lignite ... /, 78-20498 
Project lignite 

Northern Great 
process 
refined 
studies., 


premium fuels 
Plains lignite 
development for 

lignite, laboratory 
78-6702, 78-8776 


from 


solvent 
autoclave 


*Lignite — Congresses. 

Technology and use of _ lignite 
proceedings of a symposium sponsored 
by the U.S. Energy Research and 
Development Administration and the 
University of North Dakota, Grand 
Forks, North Dakota, May 18-19, 
1977 /, 78-23346 

Lignite — Great Plains. 

Project lignite ... /, 78-8777 

Lignite — Statistics. 


Coal: bituminous and lignite., 78-15569 








December 1978 


Preprint from the 1975 Bureau of Mines 
Minerals yearbook, 78-15569 
Lilacs — Varieties. 
Growing lilacs /, 78-6104 
Lime. 
Economics of disposal of lime/limestone 
scrubbing wastes /, 78-25649 
Lime industry — Statistics. 
Lime., 78-4985 


Preprint from the 1975 Bureau of Mines 
Minerals Yearbook, 78-4985 
Lime industry — United States. 
Lime., 78-7303, 78-7304, 
Lime industry — United States — 


Periodicals. 
Lime., 78-3427 


78-11466 


Lime industry — United States — Statistics. 
Lime., 78-15579 
Preprint from the 1976 Bureau of Mines 
Minerals yearbook, 78-15579 
Limestone. 
Economics of disposal of lime/limestone 
scrubbing wastes /, 78-25649 
Laboratory study of limestone regenera- 
tion in dual alkali 
10947 
TVA’s 1-MW pilot plant 
mist elimination test 
/, 78-20749 


systems /, 78- 


: vertical duct 
: progress report 


*Limestone — Testing. 

Tests of low-density marine limestone for 

use in breakwaters /, 78-20289 
Limnofregata azygosternon. 

A Lower Eocene frigatebird from the 
Green River formation of Wyoming 
(Pelecaniformes : Fregatidae) /, 78- 
816 

*Limnology — Great Lakes. 

Actinomycete distribution in northern 
Green Bay and the Great Lakes : taste 
and odor relationships in eutrophica- 


tion of nearshore waters and embay- 
ments .../, 78-25572 


*Limnology — Pennsylvania — Juniata 
River — Raystown Branch. 
Preimpoundment water quality of 
Raystown Branch, Juniata River and 
six tributary 
Pennsylvania /, 


streams, south-central 
78-17789 

Limnology — United States. 
Macroinvertebrate sampling techniques 
for streams in semi-arid regions : com- 
parison of the Surber method and a 
unit-effort traveling kick method /, 
78-23484 

North American project : a study of U.S. 
water bodies /, 78-12880 


*Limnology — Washington (State) 
Trophic equilibrium of Lake Washington 
/, 78-10924 


Do not order from index; see indicated entry 





*Limnology — Wisconsin — Green Bay. 

Actinomycete distribution in northern 
Green Bay and the Great Lakes : taste 
and odor relationships in eutrophica- 
tion of nearshore waters and embay- 
ments .../, 78-25572 

Line of business reporting. 

Segmented financial reporting : a report 
of the Commission on Federal paper- 
work., 78-8201 

*Linear accelerators. 

Proceedings of an Information Meeting 
on accelerator-breeding held at Brook- 
haven National Laboratory, Upton, 
New York, January 18-19, 1977., 78- 
10977 

Linear accelerators — Bibliography. 

Annotated bibliography on high-intensity 

linear accelerators /, 78-25504 
*Linear algebraic groups. 

Introduction to the linear theory of tear- 

ing instabilities /, 78-12806 
Linters. 

Harvesting and processing factors affect- 
ing cotton-dust levels in the card room 
/, 78-24 


Influence of gin and lint cleanser com- 
binations and mill cleaning on dust 
levels and yarn quality of acala cotton 
/, 78-23 

Mathematical modeling of seed cotton 
and lint cleaning systems /, 78-6106 

Maximum loading of a lint cleaner for ef- 
ficient cleaning and optimum cotton 
quality /, 78-14573 

Linters — Statistics — Periodicals. 

Consumption on the cotton system., 78- 
2570, 78-10537 

Cotton price 
12432 


statistics., 78-2470, 78- 


Monthly cotton linters review., 78-2466 
Lipid research. 

Annual report - Lipid Metabolism Ad- 
visory Committee, National Institutes 
of Health., 78-17491 
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U.S.S.R., June 4-8, 1974 /, 78-9395 


*Lunar Orbiter (Artificial satellite) 
Destination moon a history of the 
Lunar Orbiter program /, 78-21826 


*Lunar petrology — Congresses. 

The Soviet-American Conference on 
Cosmochemistry of the Moon and 
Planets : a conference held in Moscow, 
U.S.S.R., June 4-8, 1974 /, 78-9395 


*Lungs — Cancer. 

Current cancer research on pathogenesis 
and biology of cancer of the lower 
respiratory tract., 78-15419 

Progress against cancer of the lung., 
78-11212 

Lungs — Cancer — Abstracts — Periodicals. 

The detection, diagnosis, and therapy of 

lung cancer., 78-3309 


Lungs — Cancer — Diagnosis — Abstracts 

— Periodicals. 

The detection, diagnosis, and therapy of 
lung cancer., 78-3309 

Lungs — Congresses. 

Pulmonary macrophage and_ epithelial 
cells : proceedings of the Sixteenth 
Annual Hanford Biology Symposium at 
Richland, Washington, September 27- 
29, 1976 /, 78-10975 

Lungs — Diseases. 

Progress through coordination : the 
tional Heart, Blood Vessel, Lung, « 
Blood Program., 78-25892 

The top ten clinical advances in 
diovascular-pulmonary medicine 
surgery, 1945-1975 /, 78-15421 

Lungs — Diseases — Bibliography — 

Periodicals. : 

Catalog of information & education 
materials., 78-17535, 78-17536 





*Lungs — Diseases — Diagnosis. 

List of certified x-ray facilities : under 
the Federal Coal mine health and 
safety act of 1969 (title II, section 203 
(a)) and title 42, Code of Federal 
regulations, part 37, specifications for 
medical examinations for underground 
coal miners., 78-23847 


Lungs — Diseases — Periodicals. 

Analysis of current pulmonary research 
programs supported by the National 
Heart, Lung, and Blood Institute., 78- 
13497 


Lungs — Diseases — Research — United 
States — Periodicals. 
The National Heart and Lung Institute 
fact book., 78-17537 


The National Heart, Lung and Blood In- 
stitute’s fact book for fiscal year., 78- 
17538 


Lungs — Diseases — United States — 
Periodicals. 
Report of the National Heart, Lung, and 
Blood Advisory Council., 78-11217, 
78-11218 


*Lungs — Dust diseases. 

An act to amend the Federal coal mine 
health and safety act to improve the 
black lung benefits program 
established under such act, and for 
other purposes., 78-12304 


Black lung benefits act of 1972; annual 
report on administration of the act., 
78-24174 

Black lung benefits reform act of 1977 : 


conference report to accompany H.R. 
4544., 78-10236 


Black lung disability trust fund supple- 
mental appropriation for fiscal year 
1978 : hearings before a subcommittee 
of the Committee on Appropriations, 
House of Representatives, Ninety-fifth 


Congress, second session., 78-26733 


FAA facility and equipment programs for 
safety : hearings before the Subcom- 
mittee on Aviation of the Committee 
on Public Works and Transportation, 
House of Representatives, Ninety-fifth 
Congress, second session, May 16 and 
17, 1978., 78-26853 

Program to pay black lung benefits to 
coal miners and their survivors - im- 
provements are needed : Departments 
of Labor and Health, Education, and 
Welfare : report to the Senate Com- 
mittee on Human Resources /, 78- 
4705 


*Lungs — Dust diseases — Miscellanea. 
Questions and answers about black lung 
program : Black lung benefits reform 
act of 1977., 78-15731 
Luxembourg. 


Background notes., 78-21910 
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78-21910 


Luxembourg — Defenses. 

Mutual defense assistance : agreement 
between the United States of America 
and Luxembourg, amending annex B 
to the agreement of January 27, 1950, 
effected by exchange of notes signed 
at Luxembourg, January 19, and 31, 
1977., 78-26486 

Lymphoma — Abstracts — Periodicals. 

Childhood solid tumors and lymphomas., 
78-3311 

Diagnosis and treatment of 
Hodgkin's lymphomas., 78-3306 

Lymphoma — Diagnosis — Abstracts — 

Periodicals. 

Diagnosis and treatment of 
Hodgkin’s iymphomas., 78-3306 

Lyndon B. Johnson Space Center. 

Skylab explores the Earth /, 78-745 


Luxembourg, 


ncn- 


non- 


Lysiosquilla. 

Synopses of the Indo-West-Pacific spe- 
cies of Lysiosquilla Dana, 1852 
(Crustacea: Stomatopoda: Lysiosquil- 
lidae) /, 78-11822 


M 


Mach number. 
Aerodynamic and acoustic performance 
of high Mach number inlets /, 78- 
9324 


Machine-guns — Law and legislation — 

United States. 

Machineguns, destructive devices, and 
certain other firearms (Part 179 of 
Title 27, Code of Federal Regulations : 
Federal laws relating to firearms and 
ammunition., 78-7675 

Machine-guns — Maintenance and repair. 

Maintenance and repair parts, consump- 
tion planning guide for contingency 
operations machine gun, 7.62mm, 
light, flexible, M60., 78-6474 

Machine parts. 

Air Force continues to repair parts when 
serviceable parts are available : De- 
partment of Defense : report to the 
Congress /, 78-1820 

Essentiality of Air Force war reserve 
items : report /, 78-25810 

*Machine-readable bibliographic data. 

ENDEX/OASIS user’s guide., 78-19877 

User’s guide to ENDEX/OASIS : En- 
vironmental Data Index and_ the 
Oceanic and Atmospheric Scientific 
Information System., 78-19877 

Machine-tools — Catalogs. 

Machine centers, way type 
electrical and ultrasonic 
machines., 78-25158 


Miscellaneous machine tools., 


machines, 
erosion 


78-20123 
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*Machine-tools — Handbooks, manuals, etc. 
Portable machine metalworking 
machinery accessories, and precision 
layout tools., 78-16937 
Machine-tools — Statistics — Periodicals. 
Metalworking 78-2607, 
78-8623 


tools, 


machinery., 


*Machinery — Design. 
Calculation of cost in design of machin- 
ery Raschety sebestoimosti 
tiruyemkh mashin /, 78-22319 


proyek- 


*Machinery — Handbooks, manuals, etc. 
Crystal and glass industries machinery., 
78-16938 
Pulp and paper industries and size reduc 
tion machinery., 78-16940 
*Machinery — Maintenance and repair — 
Vocational guidance. 
Machine repairers and operators., 78- 
15704 
Motor vehicle and machinery repairers., 
78-15703 
*Machinery — Noise. 
Federal development, 
demonstration programs in machinery 
and construction noise /, 78-23527 


research, and 


Foreign noise research in machinery and 


construction equipment., 78-17190 


*Machinery — Trade and manufacture - 
Russia — Costs. 
Calculation of cost in design of machin 
ery Raschety sebestoimosti 
tiruyemkh mashin /, 78-22319 


proyek 


Machinery — Trade and manufacture 

Safety measures. 

Health and safety guide for construction 
and related machinery manufacturers., 
78-7125 

*Machinery in industry 

Marking, metal 

clear work 


— Catalogs. 
container, assembly, 
station, and miscellaneous 


industrial machinery., 78-20117 


Machinery in industry — United States 
Case studies. 
Technological change and its labor im- 
pact in five industries : apparel, foot- 
wear, motor vehicles, railroads, retail 
trade., 78-706 


*Macrame — Study and teaching. 
Strings ‘n things : 
the blind /, 


a teaching manual for 
78-10525 
Macroeconomics. 
The 
ministration for 
realizations : 


macroeconomic goals of the ad- 
1981, 


a study /, 


targets and 


78-1004 
Macrophages — Congresses. 

Pulmonary macrophage and _ epithelial 
proceedings of the Sixteenth 
Annual Hanford Biology Symposium at 
Richland, Washington, September 27- 
29, 1976/, 78-10975 


cells 
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Workshop on Biological Potential of Pul- 
monary Macrophages., 78-21194 
Macrophotography. 
Photomacrography of artifacts in trans- 
parent materials /, 78-25256 
Madera, Calif. — Cemeteries. 
An act to authorize the Secretary of 
Agriculture to convey certain lands in 
the Sierra National Forest, California, 


to the Madera Cemetery District., 
78-5881 


Authorizing the Secretary of Agriculture 
to convey certain lands in the Sierra 
National Forest, Calif., to the Madera 
Cemetery District : report to accom- 
pany H.R. 2527., 78-6003 

Magnesia — Statistics. 

Magnesium compounds., 

11483 


Preprint from the 1975 Bureau of Mines 
Minerals Yearbook, 78-4988 


Preprint from the 1976 Bureau of Mines 
Minerals Yearbook, 78-11483 


78-4988, 78- 


Magnesite — Statistics. 
Magnesium compounds., 
11483 
Preprint from the 1975 Bureau of Mines 
Minerals Yearbook, 78-4988 


Preprint from the 1976 Bureau of Mines 
Minerals Yearbook, 78-11483 
*Magnesium — Metallurgy. 
Dehydrating magnesium chloride by dou- 
ble-salt decomposition /, 78-15557 
Magnesium — Statistics — Periodicals. 
Magnesium., 78-3473 
78-3473 


Magnesium industry and trade — Statistics. 
Magnesium., 78-4987 


Preprint from the 1975 Bureau of Mines 
Minerals Yearbook, 78-4987 
Magnesium industry and trade — United 
States. 


Magnesium and magnesium compounds., 
78-11551 


78-4988, 78- 


Primary magnesium, 


Magnesium industry and trade — United 
States — Statistics. 
Magnesium., 78-11482 
Preprint from the 1976 Bureau of Mines 
Minerals Yearbook, 78-11482 
*Magnesium salts. 
Dehydrating magnesium chloride by dou- 
ble-salt decomposition /, | 78-15557 
*Magnetic fields. 
A high magnetic field MHD generator 
program /,  78-17241 
MHD phenomena at high magnetic fields 
/, 78-20847 
*Magnetic fields — Measurement. 
A high magnetic field MHD gencrator 
program /, 78-16992 
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Significant initial results from the en- 
vironmental measurements experiment 
on ATS-6 /, 78-26365 


*Magnetic materials — Transportation. 
Preparation and loading of magnetron 
tubes and magnetic materials for air 
shipments., 78-14155 


Magnetic memory (Calculating machines) 
Evaluation of a laboratory test model an- 
nular momentum control device /, 
78-26374 
Magnetic storms. 
Effects of high latitude geophysical 
events on VHP aeronautical navigation 
aids /, 78-7974 


Magnetic storms — 1969 (November) 
Equivalent ion[o]spheric current 
representations by a new method, illus- 
trated for 8-9 November 1969 mag- 
netic disturbances /, 78-147 


Magnetic suspension. 
Comparison of two HSGT magnetic 
suspension systems (attraction) /, 78- 
7844 


Conceptual design and analysis of the 
tracked magnetically levitated vehicle 
technology program (TMLYV) : repul- 
sion scheme., 78-11872 


Evaluation of a laboratory test model an- 
nular momentum control device /, 
78-26374 


Magnetic bearings for instruments in the 
space environment /, 78-18140 


Tracked magnetically levitated vehicle 
technology program (TMLV), 78- 
11872 


*Magnetic tapes. 
Transfer of monochrome video informa- 
tion from magnetic tape to motion pic- 


ture film for archival storage /, 78- 
22861 


*Magnetic tapes — Standards. 

Magnetic tape cassettes for information 
interchange : (3.810 mm [0.150 in] 
tape at 32 bpmm [800 bpi], PE), 78- 
12516 


Recorded magnetic tape cartridge for in- 
formation interchange, 4-track, 6.30 
mm (1/4 in), 63 bpmm (1600 bpi), 
phase encoded., 78-25033 

Recorded magnetic tape for information 
interchange, 6250 cpi (246 cpmm) : 
group coded recording., 78-12515 

Magnetic testing — Bibliography. 

Nondestructive testing /, 78-9282 

*Magnetism, Terrestrial. 

Geomagnetic forecasting based on EUV 

coronal intensity /, 78-14906 
*Magnetohydrodynamic generators. 

CDIF-MHD generator system conceptual 

design /, 78-17283 
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Characterization of open-cycle coal-fired 
MHD generators, revision A /, 78- 
20578 


Characterizations of open-cycle coal- 
fired MHD generators /, 78-16984 


Comparative evaluation of technical and 
economic indices for MHD and ther- 
mionic toppers for steam turbine facili- 
ties /, 78-10978 


Composition and properties of working 
fluids in open cycle mag- 
netohydrodynamic _— generators., 78- 
23224 


Conceptual design of a CDIF instru- 
mented test section : final report /, 
78-13179 


Critical contributions in MHD power 
generation., 78-13104, 78-17225, 
78-17226, 78-20881, 78-20882, 
78-20883, 78-20884, 78-20885 


Development program for MHD direct 
coal-fired power generation test facility 
/, 78-17220, 78-17221 


Development program for MHD direct 
coal-fired power generation test facility 
... John B. Dicks ... [et al.]., 78-6741, 
78-8793 


Development program for MHD power 
generation .../, 78-6760 


Development program for MHD power 
generation : coal devolatilization /, 
78-13096 


Development program for MHD power 
generation : superconducting magnet 
study., 78-20514 


Development, testing and evaluation of 
MHD-materials /, 78-23567, 78- 
25484 


Estimates of optimal operating conditions 
for hydrogen-oxygen cesuim-seedes 
magnetohydrodynamic power genera- 
tor:, 78-11728 


Evaluation of technical feasibility of 
closed cycle non-equilibrium MHD 
power generation with direct coal fir- 
ing /, 78-23325 

MHD : composition and properties of 
working fluids in open cycle mag- 
netohydrodynamic generators : U.S. - 
U.S.S.R. cooperative program in MHD 
power generation, April 13-21, 1977, 
Washington, D.C., 78-23224 

MHD generator component 
ment., 78-23340 


MHD studies conducted at the U-25 
facility (V)., 78-23544 


USSR publications., 78- 


develop- 


Papers from 
6681 


Pinedale Unit MHF experiments : final 
report /, 78-10967 





Preliminary design of a single air heater 
segment suitable for a coal-fired open- 
cycle MHD system ... /, 78-8787, 
78-11037 


Testing and evaluation of MHD materials 
and substructures., 78-23327 


U-25 MHD Generator Project /, 78- 
6735 


Velocity and temperature distributions of 
coal-slag layers on mag- 
netohydrodynamic generator wall /, 
78-11737 


Magnetohydrodynamic generators — 
Designs and plans. 
MHD ETF conceptual 
25469 


Magnetohydrodynamic generators — 
Reliability. 
Development program for MHD power 
generation : interim technical report., 
78-6700 


Magnetohydrodynamic generators — 

Research. 

Development and study of high tempera- 
ture materials for various components 
of MHD installations : a scientific and 
technical report /, 78-309 


Errors of measurement of plasma tem- 
perature in MHD generator channels : 
scientific and technical report /, 78- 
308 


design., 78- 


Study of the electrical conductivity of a 


plasma in combustion products : 
tific-technical report /, 78-310 
Magnetohydrodynamic generators — 

Thermodynamics. 

Development program for MHD power 
generation : interim technical report., 
78-6700 

Magnetohydrodynamics. 


Environmental development 
(EDP)., 78-25560 


A high magnetic field MHD generator 
program /, 78-16992, 78-17241 
Magnetohydrodynamics program, 78- 

25560 


scien- 


plan 


MHD phenomena at high magnetic fields 

/, 78-20847 
Magnetohydrodynamics — Research. 

“Drift” oscillation of alfven waves by 
blocked electrons in a tokamak when 
BJ /, 78-295 

*Magnetosphere. 

Solar and magnetospheric science /, 78- 

11759 
Magnetospheric substorms. 

Effects of high latitude geophysical 
events on VHP aeronautical navigation 
aids /, 78-7974 

*Magnetostriction. 

New developments in magnetostrictive 

materials /, 78-20390 
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*Magnetrons — Transportation. 

Preparation and loading of magnetron 
tubes and magnetic materials for air 
shipments., 78-14155 

*Magnets. 

Design study of steady-state 30-tesla 
liquid-neon-cooled magnet /, 78- 
11709 

*Magnus effect. 

The effect of boattail shape on magnus /, 

78-20348 
Mail-order business. 


Selling by mail order /, 78-9522 


Mail-order business — Law and legislation 

— United States. 

Mail fraud enforcement, S. 2543 : hear- 
ing before the Subcommittee on Ener- 
gy, Nuclear Proliferation and Federal 
Services of the Committee on Govern- 
mental Affairs, United States Senate, 
Ninety-fifth Congress, second session, 
on S. 2543 ... April 25, 1978., 78- 
26803 


Phony invoice mail fraud 
fore 


: hearing be- 
the Subcommmittee on Postal 
Personnel and Modernization of the 
Committee on Post Office and Civil 
Service, House of Representatives, 
Ninety-fifth Congress, second session, 
on H.R. 12190 ... May 11, 1978., 78- 
26847 


*Mail sorting — Automation. 
Maintenance handbook for multi-position 
letter sorting machines : models 120 
and 121., 78-18356 
*Mailing lists — United States — Data 
processing. 
Export mailing list service : 
count, (FTI prifile)., 


SIC record 
78-19953 


Export mailing list service : SIC record 
count, (FTI profile)., 78-153 


Maine — Industries. 


County business patterns., 78-12488 


*Maintenance — Equipment and supplies — 
Catalogs. 
Miscellaneous maintenance and 


specialized 


repair 
shop equipment., 78- 


20119 
Maintenance — Study and teaching. 
Furnishings and housing maintenance 
services : competency based teaching 
module., 78-4793 
Malagasy Republic. 
Background notes., 78-21911 
78-21911 
Malagasy Republic — Cyclone — 1976. 
Disaster relief, case report Malagasy 
Republic-cyclones, January and 
February 1976., 78-5231 


Malagasy Republic cyclones., 


Madagascar, 


78-5231 
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*Malaria — Prevention. 

Reconnaissance malaria and encephalitis 
control survey report on the proposed 
Gavins Point Reservoir near Yankton, 
South Dakota., 78-20993 

Malarial fever — Law and legislation — 

Pakistan. 

Malaria control : agreement between the 
United States of America and 
Pakistan, signed at Islamabad, June 22, 
1976., 78-26478 

Malarial fever — Law and legislation — 

United States. 

Malaria control : agreement between the 
United States of America and 
Pakistan, signed at Islamabad, June 22, 
1976., 78-26478 

Malarial fever — Prevention. 

Malaria control : agreement between the 
United States of America and 
Pakistan, signed at Islamabad, June 22, 
1976., 78-26478 


*Malathion — Toxicology. 
Bioassay of malathion for possible car- 
cinogenicity., 78-13482 
Mallard. 
Impact of red fox predation on the sex 
ratio of prairie mallards /, 78-2081 
Population ecology of the mallard., 78- 
7347 


*Malnutrition — Problems, exercises, etc. 
Facts about world hunger : 
78-16534 


Malnutrition — United States. 
Nutrition-related oversight review 

hearings before the Subcommittee on 
Domestic and International Scientific 
Planning, Analysis, and Cooperation of 
the Committee on Science and 
Technology, U.S. House of Represen- 
tatives, Ninety-fifth Congress, first ses- 
sion ..., 78-8348 


*Mammal populations — West Virginia. 
Population and community responses of 
small mammals to 2,4,5-T /, 78- 
10381 


quik-quiz., 


*Mammals — Minnesota. 
Small mammal populations after a wild- 
fire in northeast Minnesota /, 78- 
12377 


Mammals — New York (State) — 
Adirondack Mountains — Ecology. 
Social behavior and foraging ecology of 
the eastern chipmunk (Tamias striatus) 
in the Adirondack Mountains /, 78- 
18461 


Mammals — Panama — Barro Colorado 
Island. 
The natural history of the Central Amer- 
ican agouti (Dasyprocta punctata) /, 
78-11821 
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Mammals — The West — Geographical 
distribution. 

Distribution of mammals, reptiles, and 
amphibians by BLM -physiographic re- 
gions and A.W. Kuchler’s associations 
for the eleven western states /, 78- 
657 

Mammals — Uganda —- Kibale Forest 

Reserve. 

Socioecology of the blue monkeys 
(Cercopithecus mitis stuhlmanni) of 
the Kibale Forest, Uganda /, 78- 
15901 

Mammoth Hot Springs, Wyo. 

Geology and thermal history of Mam- 
moth Hot Springs, Yellowstone Na- 
tional Park, Wyoming geology of 
travertine deposits and summary of 
hot-spring activity since 1871 /, 78- 
21496 

*Man — Influence of climate. 


NOAA climate program., 78-14901 


*Man — Influence on nature. 

International environmental assessment : 
report to accompany S. Res. 49., 78- 
24850 

Senate Resolution 49 : hearing before 
the Subcommittee on Arms Control, 
Oceans, and International Environment 
of the Committee on Foreign Rela- 
tions, United States Senate, Ninety- 
fifth Congress, second session, on S. 
Res. 49 ... May 18, 1978., 78-2247] 

Man — Influence on nature — United States. 

National climate program : hearing be- 
fore the Subcommittee on the Environ- 
ment and the Atmosphere of the Com- 
mittee on Science and Technology 
U.S. House of Representatives, Ninety- 
fifth Congress, first session April 
4,5,6,1977., 78-10026 

Weather modification hearing before 
the Subcommittee on the Environment 
and the Atmosphere of the Committee 
on Science and Technology, U.S. 
House of Representatives, Ninety-fifth 
Congress, first session, October 26, 
1977., 78-10028 

Man — Origin — Bibliography. 
Human evolution /, 78-9281 
Man-machine systems. 

Assessment of a prototype human 
resources data handbook for systems 
engineering : final report for period 
April 1975 - December 1976 /, 78- 
4545 

*Man-made fibers industry — Brazil. 

‘Trade in man-made fiber textiles 
ment between the United States of 
America and Brazil, effected by 
exchange of notes signed at Brasilia, 
April 22, 1976.,  78-18424 


: agree- 
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*Man-made fibers industry — Japan — 

Equipment and supplies. 

Impression fabric of manmade fiber from 
Japan : negative determination of ““No 
reasonable indication of injury” in 
inquiry no. AA1921-ing.-6 under the 
Antidumping act, 1921, as amended., 
78-18504 


*Man-made fibers industry — United States. 
Trade in man-made fiber textiles : agree- 
ment between the United States of 
America and Brazil, effected by 
exchange of notes signed at Brasilia, 
April 22, 1976., 78-18424 


*Man-made fibers industry — United States 

— Equipment and supplies. 

Impression fabric of manmade fiber from 
Japan : negative determination of ““No 
reasonable indication of injury” in 
inquiry no. AA1921-ing.-6 under the 
Antidumping act, 1921, as amended., 
78-18504 


*Management. 

Elements of management analysis., 78- 
12557 

Management analysis and review., 78- 
12558 

Paperwork management — analysis & 
improvement., 78-12559 

Productivity management : design and 
application of measurement systems., 
78-10628 


Program 
19785 


measurement system., 78- 


Project management — a workshop in 
planning, scheduling and _ control 
techniques : a student manual., 78- 
10629 

Management — Abstracts — Periodicals. 

Administration., 78-2694 


Weekly government abstracts., 78-2694 


*Management — Bibliography. 


Business and business management., 
78-15368 


PMS, public management sources., 78- 
3650 


Public management sources, 78-3650 


*Management — Congresses. 

Contingency approaches to leadership : a 
review and synthesis : interim report 
for period | September 1974 - 1 June 
1975 /, 78-15167 

Management — Periodicals. 

Footnote., 78-7042 


Journal of the HEW Audit Agency, 78- 
7042 


Management — Study and teaching. 
Basic management functions : instruc- 
tor’s guide, including participant han- 
douts., 78-173 
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Basic management functions : participant 
workbook, 1977 : a training course /, 
78-174 


*Management — United States — 
Bibliography. 
Women in management : selected recent 
references /, 78-17968 


Management audit. 
Management audit for small manufac- 
turers /, 78-2154 
*Management by objectives. 
Management by objectives : guidelines 


for managerial decision making /, 78- 
14953 


Planning and goal setting for small busi- 
ness /, 78-18447 


*Management information systems. 
Data element dictionary., 78-15018 


Defense integrated data system (DIDS) 
data element dictionary., 78-15018 


Measures of program effectiveness : a 
system for measuring program effec- 
tiveness /, 78-883 


Proceedings, AESOP Conference, 
volume 17 Boston, Massachusetts, 
September 13-15, 1977., 78-16964 


System for measuring program effective- 
ness : measures of program effective- 
ness., 78-883 


Management rights. 

Study of unions, management rights, and 
the public interest in mass transit /, 
78-830 

*Managerial accounting. 


Economic analysis., 78-16942 


*Managerial economics. 


Economic analysis., 78-16942 


Managua — Earthquake, 1972. 

Nicaragua - an assessment of earthquake 
relief and reconstruction assistance : 
report of the Comptroller General of 
the United States., 78-4747 


Manassas National Battlefield Park, Va. 
Amending the act of April 17, 1954, 
which preserved within Manassas Na- 
tional Battlefield Park, Va., important 
historic properties relating to the bat- 
tles of Manassas, and for other pur- 
poses report to accompany H.R. 
2437., 78-1195 
*Manchester, N.H. — Floods. 
Floods on Merrimack and Piscataquog 
Rivers, Manchester, New Hampshire., 
78-10794 


Manganese — Statistics. 
Manganese., 78-4989, 78-11527 
Preprint from the 1975 Bureau of Mines 
Minerals Yearbook, 78-4989 


Manganese — United States. 
Manganese., 78-11529 





Manganese — United States — Statistics. 
Manganese., 78-15580 


Preprint from the 1976 Bureau of Mines 
Minerals yearbook, 78-15580 


Manganese mines and mining — United 
States — Periodicals. 
Manganese., 78-3439 


*Manganese mines and mining, Submarine. 

Technological and economic assessment 

of manganese nodule mining and 
processing., 78-13727 

Technological and economic assessment 
of manganese nodule mining and 
processing [errata]., 78-26115 

Manganese mines and mining, Submarine — 

Environmental aspects. 

Description of manganese nodule 
processing activities for environmental 
studies /, 78-1451 

Manganese mines and mining, Submarine — 

Waste disposal. 

Description of manganese nodule 
processing activities for environmental 
studies /, 78-1451 

Manganese nodules. 

Description of manganese nodule 
processing activities for environmental 
studies /, 78-1451 

Relative costs of U.S. and foreign nodule 
transport ships /, 78-19833 

Technological and economic assessment 
of manganese nodule mining and 
processing., 78-13727 

Technological and economic assessment 
of manganese nodule mining and 
processing [errata]., 78-26115 

Manganese nodules — Transportation. 

Description of manganese nodule 
processing activities for environmental 
studies /, 78-1451 

*Manic-depressive psychoses. 

The switch process in manic-depressive 

illness., 78-21309 
Manned space flight. 

History of manned 

9318 


space flight., 78- 
Manned undersea research stations — 

Bibliography. 

Manned undersea research stations /, 
78-9270 

Manpower. 

Regional requirements of capital, man- 
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Manpower — Statistics. 
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: a hand- 
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prehensive employment and _ training 
act : Department of Labor 
the Senate Committee 
Affairs /, 78-13294 

Full committee consideration of S. 274 
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WIN and CETA., 78-26285 


Page I-2118 





Subject Index 


Human resources development act of 
1977 : hearing before the Subcommit- 
tee on Employment, Poverty, and 
Migratory Labor of the Committee on 
Human Resources, United States 
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Determining input variables for calcula- 
tion of impact of new source per- 
formance standards /, 78-232 

For hydrocarbons, carbon monoxide, and 
other pollutants., 78-237 





December 1978 


For particulate matter, nitrogen oxides, 
and sulfur oxides., 78-237 

Ranked input and output data used to 
determine impact of new source per- 
formance standards /, 78-237 
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February 1972 with loss of life /, 78- 
22046 


SS Silver Dove, cargo shift and sinking in 


the North Pacific Ocean., 78-22049 

SS V. A. Fogg sinking in the Gulf of 
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Marine pollution environmental research 
and development act : report to ac- 
company S. 1617., 78-5742 

Marine protection, research, and sanc- 
tuaries act amendments of 1978 : re- 
port to accompany S. 2767., 78- 
19492 

Marine protection, research, and sanc- 
tuaries act authorization., 78-16395 

Marine protection, research, and sanc- 
tuaries act authorizations : report to 
accompany S. 3072., 78-19461 

National ocean pollution research and 
development and monitoring planning 
act of 1978., 78-19378 

Ocean pollution research and monitoring 
program act of 1977., 78-5742 

Marine pollution — Maryland — Baltimore 

Harbor. 

Evaluation of the problem posed by in- 
place pollutants in Baltimore Harbor 
and recommendation of corrective ac- 
tion., 78-6556 

Marine pollution — Measurement. 

Measures of program 
system for measuring program effec- 
tiveness /, 78-883 


effectiveness : a 


System for measuring program effective- 
ness : measures of program effective- 


ness., 78-883 


Techniques for sampling and analyzing 
the marine macrobenthos /, 78-20697 
Marine pollution — Periodicals. 
Environmental protection newsletter., 
78-11931 
Report to the Congress on ocean pollu- 
tion, overfishing, and offshore develop- 
ment., 78-22923 
Marine pollution — Remote sensing. 
Remotely sensed and laboratory spectral 
signatures of an ocean-dumped 
waste /, 78-9326 


acid 


Marine pollution — Research — Periodicals. 
Report to the Congress on ocean dump- 
ing research., 78-19861 
Marine pollution — Research — United 
States. 
Marine pollution environmental research 
and development act : report to ac- 
company S. 1617., 78-5742 


National ocean pollution research and 


development and monitoring planning 
act of 1978., 78-19378 


Ocean pollution research and monitoring 
program act of 1977., 78-5742 


Marine pollution — United States - 
Periodicals. 
Federal plan for marine environmental 
prediction., 78-12533 
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Marine resources — Alaska. 

Environmental assessment of the Alaskan 
continental shelf : annual reports of 
principal investigators for the year 
ending March 1977., 78-25072 

Marine resources — Conservation. 

Results of the third Law of the Sea Con- 
ference, 1974 to 1976 : Department of 
State : report to the Congress /, 78- 
1797 

Marine resources — Law and legislation — 

United States. 

Chesapeake Bay research coordination 
act of 1978., 78-26924 


Coordination of Federal research efforts 
in Chesapeake Bay : report to accom- 
pany H.R. 12631 /, 78-26924 

Marine resources — Mexico, Gulf of. 

Draft environmental impact statement 
proposed 1979 OCS oil and gas lease 
sale 58, western and central Gulf of 
Mexico., 78-26119 

Proposed 1979 OCS oil and gas lease 
sale 58, western and central Gulf of 
Mexico., 78-26119 

Marine resources — Research. 

Ocean food and energy farm project 
subtask no. 4 : preliminary design stu- 
dies of substrate and upwelling systems 
/, 78-6684 

Ocean food and energy farm project 
subtask no. 6 : systems analysis ... /, 
78-1595 


Ocean food and energy farm project 


subtask 5 
6685 


: site survey studies /, 78- 


Ocean food and energy farm project 
subtasks one and two : biological stu- 
dies of M. pyrifera growth in upwelled 
oceanic water /, 78-6686 

Marine resources — Research — 

Cheasapeake Bay. 

Chesapeake Bay research 
act of 1978., 78-26924 


coordination 


Coordination of Federal research efforts 
in Chesapeake Bay : 
pany H.R. 12631 /, 


report to accom- 
78-26924 
*Marine resources — United States. 
Energy from the ocean 
22547 


: report /,  78- 


National Oceanic and Atmospheric Ad- 
ministration organic act : 
fore the Committee on Commerce, 
Science, and Transportation, United 
States Senate, Ninety-fifth Congress, 
second session, on S$. 2224 .. 
1978.,  78-22434 


hearing be- 


. April 6, 
Need for improving management of U.S. 
oceanographic assets : report /,  78- 


23615 
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Marine resources and state — United States 

— Periodicals. 

Federal plan for marine environmental 
prediction., 78-12533 

Report to the Congress on ocean pollu- 
tion, overfishing, and offshore develop- 
ment., 78-22923 

*Marine resources conservation — 

Environmental aspects — Antarctic 

regions. 

Final environmental impact statement on 
the negotiation of a regime for conser- 
vation of Antarctic marine living 
resources., 78-18420 

Marine resources conservation — Law and 
legislation — United States. 

An act to establish a policy for the 
management of oil and natural gas in 
the Outer Continental Shelf, to protect 
the marine and coastal environment, to 
amend the Outer Continental Shelf 
lands act, and for other purposes., 
78-27041 

Fishery conservation and management 
act of 1976 : hearing before the Com- 
mittee on Commerce, Science, and 
Transportation, United States Senate, 
Ninety-fifth Congress, second session 
... January 9, 1978., 78-19072 

Outer continental shelf lands act amend- 
ments of 1975 : hearings before the 
Ad Hoc Select Committee on Outer 
Continental Shelf, House of Represen- 
tatives, Ninety-fourth Congress, first 
session, on H.R. 6218 78-16272 

Outer continental shelf lands act amend- 
ments of 1977: report /, 78-1236 

Outer continental shelf lands act amend- 
ments of 1978 : conference report to 
accompany S.9., 78-24777 

Polar living marine resources conserva- 
tion act of 1978 : report to accompany 
H.R. 12668., 78-26934 

Marine resources conservation — 

Periodicals. 

Report to the Congress on ocean pollu- 
tion, overfishing, and offshore develop- 
ment., 78-22923 

Marine resources conservation — Polar 
regions. 

Polar living marine resources conserva- 
tion act of 1978 : report to accompany 
H.R. 12668., 78-26934 

Marine resources conservation — United 

States. 

NACOA, sea grant, ocean dumping 
hearings before the Subcommittee on 
Oceanography and the Subcommittee 
on Fisheries and Wildlife Conservation 
and the Environment of the Commit- 
tee on Merchant Marine and Fisheries, 
House of Representatives, Ninety-fifth 
Congress, first session ..., 78-1094 
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Marine resources conservation — United 
States — Periodicals. 
Federal plan for marine environmental 
prediction., 78-12533 
*Marine sediments. 
Grain shape and size distribution effects 
in coastal models /, 78-20295 
Sediment measurement in estuarine and 
coastal areas /, 78-18160 
Sediments impounded by an 
breakwater /, 78-20282 
*Marine sediments — Atlantic Coast (United 
States) 
Sediment budget analysis, Wrightsville 
Beach to Kure Beach, N.C. /, 78- 
20277 


offshore 


Marine sediments — Bering Sea. 

Distribution of bottom sediments on the 
Continental Shelf, Northern Bering Sea 
/, 78-7272 

*Marine sediments — Bermuda — Mangrove 

Lake. 

The organic geochemistry of Mangrove 
Lake, Bermuda /, 78-19860 

Marine sediments — Maryland — 

Cambridge Harbor. 

Cambridge Harbor, channel and turning 
basin, Cambridge, Dorchester County, 
Maryland., 78-4486, 78-4487 

Draft environmental statement, Cam- 
bridge Harbor, channel and _ turning 
basin., 78-4487 

Final environmental statement, Cam- 
bridge Harbor, channel and turning 
basin., 78-4486 

Marine sediments — Mexico, Gulf of. 

Clay fabric and geotechnical properties 
of selected submarine sediment cores 
from the Mississippi Delta /, 78-145 

Marine sediments — Mississippi — 

Pascagoula Harbor. 

Final 
Pascagoula 


environmental 
Harbor, 
(maintenance dredging)., 
Harbor, 
(maintenance dredging), 


statement, 

Mississippi 
78-4489 
Pascagoula Mississippi 
78-4489 
*Marine sediments — New York (State) — 

Long Island. 

Geomorphology, shallow — subbottom 
structure and sediments of the Atlantic 
inner continental shelf off Long Island, 
New York /, 78-15100 


*Marine sediments — Panama City Beach. 
The benthic fauna and sediments of the 
nearshore zone off City 
Beach, Florida /, 


Panama 
78-15095 
*Marine service — United States. 
Marine infantry battalion., 78-20406 
*Marine terminals. 
Army training and evaluation program 
for military ocean terminals., 78- 
23106 





Maintenance manual 
facilities., 78-227 


Petroleum fuel facilities., 


petroleum fuel 
78-227 
Maritime law. 

Law of the Sea Conference : hearings be- 
fore the Subcommittee on Domestic 
and International Scientific Planning, 
Analysis, and Cooperation of the Com- 
mittee on Science and Technology, 
U.S. House of Representatives, Ninety- 
fifth Congress, first session, April 26, 
27, 28, 1977., 78-2296 

Results of the third Law of the Sea Con- 
ference, 1974 to 1976 : Department of 
State : report to the Congress /, 78- 
1797 

*Maritime law — Congresses. 

Review of the Third Law of the Sea Con- 
ference, together with dissenting views 
: special oversight report /, 78-16285 

Maritime law — Cuba. 

Maritime boundary modus vivendi 
between the United States of America 
and Cuba, effected by exchange of let- 
ters signed at Havana April 27, 1977., 
78-5220 

Maritime law — Digests — Periodicals. 

Translations on law of the sea., 78-909, 
78-3838, 78-5455, 78-22302, 78- 
22303 


Maritime law — United States. 

An act to amend section 10 of the 
Merchant marine act, 1936., 78-5887 

Amend the Shipping act of 1916 : hear- 
ing before the Subcommittee on 
Merchant Marine and Tourism of the 
Committee on Commerce, Science, 
and Transportation, United States 
Senate, Ninety-fifth Congress, second 
session, on S. 2386 ... March 8, 1978., 
78-19082 


Annual report - Advisory Committee on 
the Law of the Sea., 78-24299 


Annual report - Ocean Affairs Advisory 


Committee., 78-26456 


Code of Federal regulations., 
78-11151, 78-11152, 
78-15387, 78-17388, 


78-8912, 
78-11154, 

78-17389 

Control carriers hearings before the 
Subcommittee on Merchant Marine of 
the Committee on Merchant Marine 
and Fisheries, House of Representa- 
tives, Ninety-fifth Congress, 
session, on H.R. 9998 ..., 


second 

78-26843 

Deep seabed mining and the law of the 
sea : hearings before the Subcommit- 
tee on International Organizations of 
the Committee on International Rela- 
tions, House of Representatives, 
Ninety-fifth Congress, first session, 
May 17 and 18, 1977., 78-1081 
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Laws relating to shipping and merchant 
marine vol. Il, 9lst through 94th 
Conress /, 78-14224 

Maritime boundary modus _vivendi 
between the United States of America 
and Cuba, effected by exchange of let- 
ters signed at Havana April 27, 1977., 
78-5220 


Merchant marine miscellaneous 
hearings before the Subcommittee on 
Merchant Marine of the Committee on 
Merchant Marine and Fisheries, House 
of Representatives, Ninety-fifth Con- 
gress, first session ..., 78-12153 

Ocean shipping act of 1978 
accompany H.R. 9998., 


: report to 
78-26961 
Rebating practices : hearings before the 
Subcommittee on Merchant Marine of 
the Committee on Merchant Marine 
and Fisheries, House of Representa- 
tives, Ninety-fifth Congress, first and 
second sessions, on H.R. 9518 ..., 78- 
19197 


Rules and regulations for foreign vessels 
operating in the navigable waters of 
the United States., 78-26630 

78-8912, 78-11151, 78- 

78-11154, 78-15387, 78- 

78-17389 


Shipping, 
11152, 
17388, 


Shipping act amendment of 1977 
hearings before the Subcommittee on 
Merchant Marine and Tourism of the 
Committee on Commerce, Science, 

and Transportation, United States 

Senate, Ninety-fifth Congress, first ses- 

sion, on S. 2008 ... October 12 and 13, 

1977., 78-9919 


Shipping act amendments of 1978 : re- 
port together with supplemental views 
to accompany H.R. 9518., 78-22643 

User taxes for the inland waterways of 
the United States : hearings before the 
Committee on Ways and Means, 

House of Representatives, Ninety-fifth 

Congress, first session ... July 21 and 

bes TOT I ny Fedor 


Maritime law — United States — Cases. 

Decisions of the Federal Maritime Com- 
mission., 78-23598 

Federal Maritime Commission reports, 
78-23598 


*Market surveys. 
East-West trade 
78-19970 


market data package., 


*Market surveys — Japan. 
Japan : a growth market for U.S. con- 
sumer products., 78-19955 
Market surveys — United States. 
Guidelines for delineating major retail 
centers 1977 census of distributive 
trades, retail trade., 78-110 
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Market center shifts : movement of retail 
sales in selected standard metropolitan 
Statistical areas., 78-14930 

Movement of retail sales in selected stan- 
dard metropolitian statistical areas., 
78-14930 

*Marketing. 

Using census data in small plant market- 

ing /, 78-26527 
Marketing — Africa, North. 
Market profiles for the Near East and 
North Africa 78-4260 
Marketing — Africa, Sub-Saharan. 
Market profiles for Africa, 78-22968 
Overseas business reports., 78-22968 
Marketing — Algeria. 
Marketing in Algeria /, 78-4266 
Marketing — Asia. 
Market profiles for Asia and Oceania /, 
78-4258 
Marketing — Australia. 
Marketing in Australia, 78-22964 
Overseas business reports., 78-22964 
Marketing — Bolivia. 


Marketing in Bolivia., 78-22962 


Marketing — Cameroon. 
Marketing in Cameroon 78-1485 

Marketing — Canada. 
Marketing in Canada, 78-22963 


Overseas business reports., 78-22963 
Marketing — Directories. 

Federal supply code for manufacturers, 
United States and Canada., 78-2999, 
78-3000 

Marketing — France. 

Marketing in France, 78-16868 


Overseas business reports., 78-16868 


Marketing — Germany, West. 
Marketing in the Federal 
Germany and West Berlin, 


Republic of 
78-16863 
Overseas business reports., 78-16863 

Marketing — Greece. 

Marketing in Greece, 78-22973 
Overseas business reports., 78-22973 
*Marketing — Hong Kong. 


Marketing in Hong Kong 78-10606 


Marketing — Iceland. 
Marketing in Iceland., 78-1487 
Marketing — India. 


Marketing in India, 78-16871 


Overseas business reports., 78-16871 


*Marketing — Iran. 


Marketing in Iran 78-10605 


Marketing — Ireland. 
Marketing in Ireland, 78-22967 

Overseas business reports., 78-22967 

Marketing — Israel. 
Marketing in Israel /, 78-4257 
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Marketing — Japan. 


Marketing in Japan, 78-16878 


Overseas business reports., 78-16878 


Marketing — Jordan. 


Marketing in Jordan, 78-16866 


Overseas business reports., 78-16866 


Marketing — Kuwait. 


Marketing in Kuwait., 78-22961 


Marketing — Law and legislation — 
Czechoslovakia. 


Consultations of market disruption., 78- 
5225 


Trade in textiles : consultations on mar- 
ket disruption, agreement between the 
United States of America and the 
Czechoslovak Socialist Republic, ef- 
fected by exchange of notes dated at 
Prague March 22 and 28, 1977., 78- 
5225 


Marketing — Law and legislation — United 
States. 
Consultations of market disruption., 78- 
5225 


Franchising termination practices reform 
act : hearings before the Subcommittee 
on Consumer Protection and Finance 
of the Committee on Interstate and 
Foreign Commerce, House of 
Representatives, Ninety-fifth Congress, 
first session, on H.R. 5016 and H.R. 


9144 ... September 16 and 23, 1977., 
78-19158 

Trade in textiles : consultations on mar- 
ket disruption, agreement between the 
United States of America and the 
Czechoslovak Socialist Republic, ef- 
fected by exchange of notes dated at 
Prague March 22 and 28, 1977., 78- 
5225 

*Marketing — Mathematical models. 

The effects of distortions in the factor 
market : some general equilibrium esti- 
mates /, 78-15897 

Marketing — Near East. 

Market profiles for the Near East and 

North Africa /, 78-4260 
Marketing — Oceania. 
Market profiles for Asia and Oceania /, 
78-4258 
Marketing — Swaziland. 
Marketing in Swaziland /, 78-4256 
Marketing — Taiwan. 
Marketing in Taiwan., 78-1479 
Marketing — Togo. 
Marketing in Togo, 78-16867 
Overseas business reports., 78-16867 
Marketing — Turkey. 


Marketing in Turkey, 78-16870 


Overseas business reports., 78-16870 
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Marketing — United Arab Emirates. 
Marketing in the United Arab Emirates /, 
78-6306 


*Marketing — United States — 
Bibliography. 
Marketing information from USDA., 
78-16730 


Marketing — United States — Costs. 
Cost components of farm-retail 
spreads /, 78-3975 
*Marketing — United States — Handbooks, 
manuals, etc. 
How to build an export business : an in- 
ternational marketing guide for the 
minority-owned firm /, 78-14840 


price 


Marketing — Uruguay. 
Marketing in Uruguay., 78-1486 
Marketing — Venezuela. 


Marketing in Venezuela /, 78-4255 


Marketing — Yugoslavia. 


Marketing in Yugoslavia, 78-22965 


Overseas business reports., 78-22965 
Marketing — Zambia. 
Marketing in Zambia, 78-22972 


Overseas business reports., 78-22972 
*Marketing channels. 
Competition and market share instability 
staff report to the Federal Trade 
Commission /, 78-17325 
*Marketing management — United States. 


Results of marketing quota referendums., 
78-10459 


Marketing of livestock — United States — 
Periodicals. 
Livestock, meat, wool, market news; 
weekly summary and statistics., 78- 
2477 


Marketing of livestock — United States — 
Statistics — Periodicals. 
Livestock slaughter, annual summary., 
78-16737 
*Marketing research — Bibliography. 
Marketing research., 78-13385 
Marketing research — Iran. 
Iran : a survey of U.S. business opportu- 
nities., 78-158 
*Marketing research — Japan. 
County market survey : computers and 
related equipment, Japan., 78-19969 
Marriage — United States — Directories. 
Where to write for marriage records; 
United States and outlying areas., 78- 
23836 
Marriage — United States — Statistics. 
Marital status and living arrangements, 
March 1976, 78-12470 
Marital status and living arrangements, 
March 1977, 78-12475 
Marriage, divorce, widowhood, and 
remarriage by family characteristics, 
June 1975, 78-4047 
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Population characteristics., 
78-12470, 78-12475 


Marriage licenses — United States — 

Directories. 

Where to write for marriage records; 
United States and outlying areas., 78- 
23836 

Married people. 

Foreign service of the United States of 

America., 78-9485 


Information for married applicants 
Foreign Service of the United States of 
America., 78-9485 

Married women — Alabama. 

The legal status of homemakers in 

Alabama ;, 78-942 
Married women — United States. 

Utilization of family planning services by 

currently married women 15-44 years 


of age : United States, 1973 /, 78- 
4830 


78-4047, 


Married women — Wyoming. 
The legal status of homemakers in 
Wyoming /, 78-944 
*Mars (Planet) 
Dust storms on Mars : considerations and 
simulations /, 78-9392 


An interpretation of photometric 
parameters of bright desert regions of 
Mars and their dependence on 
wavelength /, 78-21815 

Mars (Planet) — Bibliography. 

Mars (Planet) /, 78-9257 


Mars (Planet) — Exploration. 
Viking pictures of Mars: set no. |., 78- 
24224 


*Mars (Planet) — Exploration — 
Equipment. 
Mars surface penetrator 
tion /, 78-9387 


Mars (Planet) — Geology. 
Rock pushing and sampling under rocks 
on Mars /, 78-26151 


*Mars (Planet) — Photographs from space. 
Mars the Viking discoveries /, 78- 
11785 


: system descrip- 


Viking : across the threshold to Mars : 
Viking/Mars_ display package., 78- 
24223 

*Mars probes. 

Mars the Viking discoveries /, 78- 

11785 
Marsh ecology. 

Animal colonization of man-initiated salt 

marshes on dredge spoil /, 78-20292 


Planting guidelines for marsh develop- 
ment and bank stabilization /, 78- 
10778 





*Marsh ecology — Texas — Galveston Bay. 

Vegetation establishment and shoreline 
stabilization : Galveston Bay, Texas /, 
78-15102 

Marshall, George Catlett, 1880-1959. 

To authorize the acquisition of a statue 
or bust of George C. Marshall for 
placement in the Department of State : 
hearing and markup before the Sub- 
committee on International Operations 
of the Committee on International 
Relations, House of Representatives, 
Ninety-fifth Congress, first 
September 13, 1977., 78-5615 


*Marshes. 


Wastewater treatment by natural and ar- 
tificial marshes /, 78-15264 


session, 


*Marshes — Louisiana. 

A technique for the determination of 
Louisiana marsh salinity zones from 
vegetation mapped by multispectral 
scanner data : a comparison of satellite 
and aircraft data /, 78-9386 

*Marshes, Tide. 

Animal colonization of man-initiated salt 

marshes on dredge spoil /, 78-20292 
Marshes, Tide — New Jersey. 

Response of a salt marsh to oil spill and 
cleanup : biotic and erosional effects 
in the Hackensack Meadowlands, New 
Jersey /, 78-25681 

Martinez, Maria Montoya — Exhibitions. 

Maria Martinez : five generations of pot- 

ters /, 78-26539 
Maryland — Climate. 

Delaware, Maryland, monthly averages 

of temperature ...,_ 78-4215 


Delaware, Maryland, monthly normals of 


temperature ..., 78-4170 


Monthly averages of temperature and 
precipitation for state climatic divi- 
sions 1941-1970 : Delaware - Mary- 
land., 78-4215 

Monthly normals of temperature, 
precipitation, and heating and cooling 
degree days 1941-1970 : 
Maryland., 78-4170 

Maryland — Climate — Periodicals. 

Climatological data, Maryland 

Delaware., 78-2760 
Maryland — Industries. 
County business patterns., 


Delaware - 


and 


78-19704 
Maryland — Population — Statistics. 
Estimates of the population of Maryland 
counties and metropolitan areas: July 
i, 1975 (revised ) and 1976 
(provisional), 78-4070 
Federal-State cooperative program for 
population estimates., 78-4070 
Maryland — Statistics. 


County business patterns., 78-1405 
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Maryland Job Corps Center — 

Management. 

Property and fiscal management 
problems at the Maryland Job Corps 
Center report of the Comptroller 
General of the United States., 78- 
13297 

Mashpee Indians — Land tenure. 

Mashpee lands hearings before the 
United States Senate, Select Commit- 
tee on Indian Affairs, Ninety-fifth Con- 
gress, first session on S. J. Res. 86 ... 
October 21, 1977., 78-5592 

Masonry. 

All-weather masonry construction : field 
testing of masonry., 78-9035 

Masonry structural design for buildings., 
78-12652 


*Masonry — Safety measures — Congresses. 

Earthquake resistant masonry constuc- 

tion, national workshop : proceedings 

of a National Workshop held at the 

National Bureau of Standards, 

Boulder, Colorado, September 13-16, 
1976 /, 78-14877 


*Mass (Physics) 


Virtual mass effects in two-phase flow /, 
78-18940 


Mass (Physics) — Calibration. 
Designs for the calibration of standards 
of mass [errata]., 78-22875 


*Mass (Physics) — Measurement. 
Measurements of combined axial mass 
and heat transport in He Il /, 78- 
14884 


*Mass casualties — United States. 

Tax information on disasters, casualty 

losses, and thefts., 78-18496 
Mass media. 

International communications and infor- 
mation : hearings before the Subcom- 
mittee on International Operations of 
the Committee on Foreign Relations, 
United States Senate, Ninety-fifth Con- 
gress, first session ... June 8, 9, and 10, 
1977., 78-5570 

*Mass media — China. 

A study of the international news content 
of the domestic media 
China., 78-13827 

*Mass media — Europe, Eastern. 

Soviet and East European CSCE media 
coverage between the two Belgrade 
conferences., 78-15624 


of mainland 


Soviet and East European media themes 
regarding the Conference on Security 
and Cooperation in Europe : (August 
1975-December 1976) /, 78-11595 

Soviet and East European media themes 
regarding the Conference on Security 
and Cooperation in Europe : update V, 
May 1977 /, 78-9184 
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Soviet and East European media themes 
regarding the Conference on Security 
and Cooperation in Europe : update II, 
February 1977 /, 78-11596 

Soviet and East European media themes 
regarding the Conference on Security 
and Cooperation in Europe : update 
IV, April 1977 /, 78-9183 


Soviet and East European media themes 
regarding the Conference on Security 
and Cooperation in Europe : update 
VI, June 1977 /, 78-9188 

Soviet and East European media themes 
regarding the Conference on Security 
and Cooperation in Europe : update 
VII, July 1977 /, 78-13826 

Soviet and East European media themes 
regarding the Conference on Security 
and Cooperation in Europe : update 
Vill, August 1977 /, 78-13829 

Soviet and East European media themes 
regarding the Conference on Security 
and Cooperation in Europe 
IX, September 1977 /, 


: update 
78-13830 
Soviet and East European media thems 
on CSCE : an overview and analysis., 
78-9185 
Mass media — France. 
The United States in French media., 
78-7365 


Mass media — Political aspects. 
External cultural and information pro- 
grams of selected 
countries in 1976., 


non-Communist 
78-9186 
Mass media — Russia. 
A comparison of the VOA and Soviet 
media /, 78-7372 


Mass media — United States. 

The CIA and the media : hearings before 
the Subcommittee on Oversight of the 
Permanent Select Committee on Intel- 
ligence, House of Representatives, 
Ninety-fifth Congress, first and second 
sessions ..., 78-24629 

Mass spectrometry. 

Characterization of coal-derived liquids 
and other fossil fuel related materials 
employing mass spectrometry ... /, 
78-6830, 78-20911, 78-23341 

Computer programs for the interpreta- 
tion of low resolution mass spectra : 
program for calculation of molecular 
formulas /, 78-9380 

Design and fabrication of a basic mass 
analyzer and vacuum system /, 78- 
18172 

Mass spectrometric analytical services 
and research activities to support coal- 
liquid characterization research., 78- 
23546 

A small gas inlet system for orbital mass- 
spectrometer calibrations /, 78-24240 
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*Mass spectrometry — Computer programs. 
Evaluation of a computer program for 
GC-MS specific ion monitoring /, 78- 
17148 
*Mass spectrometry — Data processing. 
Mass spectrometric analytical services 
and research activities to support coal- 
liquid characterization research., 78- 
20487 
Mass transfer. 
Evaporation and radiation measurements 
at Salton Sea, California /, 78-21502 
*Mass transportation. 
Small transit bus requirements study /, 
78-18780 
Massachusetts — Industries. 


County business patterns., 
78-12489 


Massachusetts — Population — Statistics. 
Estimates of the population of Mas- 
sachusetts counties and metropolitan 
areas: July 1, 1975 (revised) and 1976 
(provisional), 78-8631 


Population estimates and projections., 
78-8631 


Massachusetts Bay Transportation 
Authority. 
Employment requirements of mass transit 
: a case study of the Massachusetts 
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one/two., 78-20167 
Soldier’s manual : MOS 63H, automotive 
repairman, skill one/two., 78- 
20167 


level 


level 


*Mechanics (Persons) — United States. 
National apprenticeship and __ training 
standards for truck mechanics /, 78- 
13873 
National apprenticeship standards for 
heavy mechanic, truck body and trailer 
mechanic, and truck painter., 78- 
13874 
Mechanics (Persons) — Vocational guidance. 
Mechanics and your career., 78-24118 
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Mechanization — United States. 

Proceedings of the USPS Mechanization 
Seminar, October 27-28, 1976 /, 78- 
5165 

Mechanization, Military. 

The tank and mechanized infantry bat- 

talion task force., 78-4417 


*Mechanization, Military — Handbooks, 
manuals, etc. 

Commander’s manual MOS 63Z, 
mechanical maintenance supervisor., 
78-20169 

Mechanical 
78-20169 


Mechanical maintenance supervisor, skill 
level 5., 78-12679 


The mechanized infartry platoon and 
squad., 78-4347 

Soldier’s manual : MOS 63Z, mechanical 
maintenance supervisor, skill level 5., 
78-12679 

Medal of Honor. 

Providing additional pension to recipients 

of the Congressional Medal of Honor : 


report to accompany H.R. 11889., 
78-26942 


maintenance supervisor., 


*Medals — Law and legislation — United 

States. 

Bicentennial medals : hearings before the 
Committee on Banking, Housing, and 
Urban Affairs, United States Senate, 
Ninety-fifth Congress, first session, on 
House Joint Resolution 386 ... 
28, 1977., 78-12049 


Bicentennial medals : [joint resolution to 
provide for the striking of a national 
medal to commemorate the bicenten- 
nial of an outstanding historic event or 
personality during 1777]., 78-10261 

A joint resolution to provide for the 
striking of a national medal to com- 
memorate the bicentennial of an out- 
standing historic event or personality 


during 1977 : report to accompany 
H.J. Res. 386., 78-10220 


Nov. 


Legislation authorizing the issuance of 
national medals : hearing before the 
Subcommittee on Historic Preservation 
and Coinage of the Committee on 
Banking, Finance, and Urban Affairs, 
House of Representatives, Ninety-fifth 
Congress, second session ... April 26, 
1978., 78-22405 

Medals — United States. 

Medals of the United States Mint., 78- 

827 
Mediation and conciliation, Industrial — 

United States. 

Annual report of the National Mediation 
Board., 78-13975, 78-18333 





Mediation and conciliation, Industrial — 

United States — Indexes. 

Subject-matter index and table of cases 
covering cases reported in Panel 
releases | through 45, August 1970- 
December 1974., 78-903, 78-24457 

Medicaid. 

Delivering EPSDT services outreach 
and follow-up in Medicaid’s program 
of early and periodic screening diagno- 
sis and treatment /, 78-1986 

Lack of coordination between Medicaid 
and Medicare at John J. Kane Hospital 

Health Care Financing Administra- 
tion, Department of Health, Education, 
and Welfare : report to the Senate 
Special Committee on Aging /, 78- 
1792 


State audits to identify Medicaid over- 
payments to nursing homes : Social 
and Rehabilitation Service, Depart- 
ment of Health, Education, and Wel- 
fare : report to the Subcommittee on 
Long-Term Care, Special Committee 
on Aging, United States Senate /, 78- 
4688 


Medicaid — Congresses. 

Patient & Provider profiling (S/UR) 

conference summary /, 78-530 
Medicaid — Guam. 

Increase Medicaid assistance to Puerto 
Rico, the Virgin Islands, and Guam : 
hearing before the Subcommittee on 
Health and the Environment of the 
Committee on Interstate and Foreign 
Commerce, House of Representatives, 
Ninety-fifth Congress, first session, on 
H.R. 3871 H.R. 4999 and H.R. 
6745 ... September 8, 1977., 78-9973 


Medicaid amendments relating to Puerto 
Rico, the Virgin Islands, and Guam : 


report /, 78-5813 


Medicaid — Law and legislation — United 

States. 

An act to strengthen the capability of the 
Government to detect, prosecute, and 
punish fraudulent activities under the 
medicare and medicaid programs, and 
for other purposes., 78-8436 

Child health assurance act of 1978 : re- 
port /, 78-26964 

Federal health programs : a report of the 
Commission on Federal Paperwork., 
78-936 

Increase Medicaid assistance to Puerto 
Rico, the Virgin Islands, and Guam : 
hearing before the Subcommittee on 
Health and the Environment of the 
Committee on Interstate and Foreign 
Commerce, House of Representatives, 
Ninety-fifth Congress, first session, on 
H.R. 3871 H.R. 4999 and H.R. 
6745 ... September 8, 1977., 78-9973 





December 1978 


Medicaid amendments relating to Puerto 
Rico, the Virgin Islands, and Guam : 
report /, 78-5813 

Medicare-medicaid administrative and 
reimbursement reform act hearing 
before the Subcommittee on Health of 
the Committee on Finance, United 
States Senate, Ninety-fifth Congress, 
first session, on S. 1470 ..., 78-8279 

Medicare-medicaid administrative and 
reimbursement reform act : report to 
accompany H.R. 5285., 78-24929 


Reimbursement of rural clinics under 
medicare and medicaid : hearing be- 
fore the Subcommittee on Health and 
the Environment of the Committee on 
Interstate and Foreign Commerce, 
House of Representatives, Ninety-fifth 
Congress, first July 29, 
1977., 78-8304 


session 
Summary of Medicare-Medicaid anti- 
fraud and abuse amendments, H.R. 3, 
95th Congress, Public Law 95-142, 
and Medicare and Medicaid reimbur- 
sement for rural health clinic services, 
H.R. 8422 (H.R. 2504), 95th Con- 
gress, Public Law 95-210., 78-8359 


Medicaid — Law and legislation — United 

States — Criminal provisions. 

Medicare and Medicaid frauds : joint 
hearing before the Subcommittee on 
Long-Term Care and the Subcommit- 
tee on Health of the Elderly of the 
Special Committee on Aging, United 
States Senate, Ninety-fourth Congress, 
first|-second] session., 78-947 

Medicare-Medicaid anti-fraud and abuse 
amendments : conference report to ac- 
company H.R. 3., 78-5758 

Medicare-Medicaid anti-fraud and abuse 
amendments of 1977 : report of the 
Committee on Finance, U.S. Senate, 
on S. 143., 78-8475 

Medicaid — Pennsylvania — Allegheny 

County. 

Lack of coordination between Medicaid 
and Medicare at John J. Kane Hospital 

Health Care Financing Administra- 
tion, Department of Health, Education, 
and Welfare report to the Senate 
Special Committee on Aging /, 78- 
1792 

Medicaid — Puerto Rico. 

Increase Medicaid assistance to Puerto 
Rico, the Virgin Islands, and Guam : 
hearing before the Subcommittee on 
Health and the Environment of the 
Committee on Interstate and Foreign 
Commerce, House of Representatives, 
Ninety-fifth Congress, first session, on 
H.R. 3871 H.R. 4999 and H.R. 
6745 ... September 8, 1977., 78-9973 
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Medicaid amendments relating to Puerto 
Rico, the Virgin Islands, and Guam : 
report /, 78-5813 

*Medicaid — United States. 

Management of state medicaid drug pro- 
grams : conference report., 78-21323 

Medicaid insurance contracts : problems 
in procuring, administering, and moni- 
toring : report to the Subcommittee on 
Health, Senate Committee on Finance 
/, 78-13301 

Medicaid payments for ineligible persons 
: hearing before the Subcommittee on 
Health and Environment of the Com- 
mittee on Interstate and Foreign Com- 
merce, House of Representatives, 
Ninety-fifth Congress, first session... 
November 1, 1977., 78-14351 

Supplemental security income overpay- 
ments to Medicaid nursing home re- 
sidents can be reduced : Department 
of Health, Education, and Welfare, So- 
cial Security Administration, Health 
Care Financing Administration : report 
to the Congress /, 78-4715 

Medicaid — United States — Appropriations 
and expenditures. 

Recent medicaid cutbacks : shocking im- 
pact on the elderly : hearing before the 
Subcommittee on Health and Long- 
Term Care of the Select Committee on 
Aging, House of Representatives, 
Ninety-fifth Congress, first 
April 22, 1977., 78-5490 


session, 


Medicaid — United States — Equipment and 
supplies. 

Savings available by contracting for 
Medicaid supplies and laboratory ser- 
vices : report to the Congress /, 78- 
25781 

Medicaid — United States — Management — 

Periodicals. 

Journal for medicaid management., 78- 
3371 

Medicaid — United States — States. 

Background report on surgery in state 
medicaid programs : 
78-1068 


staff report /, 


*Medicaid — United States — States — 
Congresses. 
Institutional reimbursement 
summary /, 78-23861 


Medicaid — United States — States — 
Statistics — Periodicals. 
Medicaid management 

3372 


: conference 


reports., 78- 


*Medicaid — United States — Statistics. 
Data on the medicaid program : eligibili- 
ty, services, expenditures, fiscal years 
1966-78.,  78-21322 
Medical assistance (Medicaid) financed 
under Title XIX of the Social security 
act., 78-3264 
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Medicaid — United States — Statistics — 
Periodicals. 
Medicaid data., 78-3373 


Medicaid — Virgin Islands of the United 

States. 

Increase Medicaid assistance to Puerto 
Rico, the Virgin Islands, and Guam : 
hearing before the Subcommittee on 
Health and the Environment of the 
Committee on Interstate and Foreign 
Commerce, House of Representatives, 
Ninety-fifth Congress, first session, on 
H.R. 3871 H.R. 4999 and H.R. 
6745 ... September 8, 1977., 78-9973 


Medicaid amendments relating to Puerto 
Rico, the Virgin Islands, and Guam : 
report /, 78-5813 

Medicaid fraud — United States. 
Investigations of Medicare and Medicaid 
fraud and abuse -improvements needed 
Department of Health, Education, 
and Welfare : report to the Subcom- 
mittee on Health, Senate Committee 
on Finance /, 78-4686 
Medical care — Afghanistan. 

Basic health — services agreement 
between the United States of America 
and Afghanistan, signed at Washing- 
ton, June 30, 1976., 78-26476 

Medical care — China. 

China’s birth rate, death rate, and popu- 
lation growth : another perspective : 
report prepared for the Committee on 
International Relations U.S. House of 
Representatives, by the Congressional 
Research Service, Library of Con- 
gress., 78-5610 

*Medical care — Congresses. 

Priorities for the use of resources in 
medicine : a conference ... November 
17-19, 1976, National Institutes of 
Health ..., 78-13510 

Medical care — Evaluation. 

Accountability its meaning and _ its 
relevance to the health care field /, 
78-1959 


Patient administration specialist : soldi- 
er’s manual., 78-4354, 78-4355 

Soldier’s manual : patient administration 
specialist., 78-4354, 78-4355 

Medical care — Great Plains. 

Utilization of health services in the Great 

Plains /, 78-14564 
Medical care — Idaho. 

Occupational — health safety for 
agricultural workers agricultural 
health and safety considerations for a 
rural primary health care system /, 
78-489 


and 


*Medical care — Law and legislation — 
United States. 
Health services hearings before the 
Subcommittee on Fiscal and Govern- 
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Subject Index 


ment Affairs and the Committee on 
the District of Columbia, House of 
Representative, Ninety-fifth Congress, 
first session, on H.R. 6894 ..., 78- 
16193 
Medical care — Study and teaching. 

Training for individual and group effec- 
tiveness and resourcefulness : a hand- 
book for trainers., 78-5440 


Medical care — United States. 
A compendium of selected health-related 
Federally supported programs : a guide 
to program relationships., 78-469 


Conditions for change in the health care 
system., 78-1951 


Federal personnel manual system., 78- 
2955 


Health services hearings before the 
Subcommittee on Fiscal and Govern- 
ment Affairs and the Committee on 
the District of Columbia, House of 
Representative, Ninety-fifth Congress, 
first session, on H.R. 6894 ..., 78- 
16193 


How can the health care of United States 
citizens best be improved? : a collec- 
tion of excerpts and bibliography relat- 
ing to the high school debate topic, 
1977-1978, pursuant to Public Law 
88-246 /, 78-10171 


Legislation needed to encourage better 
use of Federal medical resources and 
remove obstacles to interagency shar- 
ing : report to the Congress /, 78- 
25780 


Occupational health services for Federal 
civilian employees, 78-2955 
Regionalization & health policy /, 78- 
7103 
Medical care — United States — Congresses. 
Patient & Provider profiling (S/UR) 
conference summary /, 78-530 


*Medical care — United States — Cost 
control. 

Cost containment under P.L. 93-641 
strengthening the partnership between 
health planning and regulation : final 
report /, 78-21277 

Medical care — United States — Cost 
control — Congresses. 

Policies for the containment of health 
care costs and expenditures 
proceedings of a conference sponsored 
by the John E. Fogarty International 
Center for Advanced Study in the 
Health Sciences /, 78-25899 

*Medical care — United States — 

Handbooks, manuals, etc. 

Comprehensive employment and training 
act of 1973 : Job Corps health pro- 


gram : a working document for stand- 
ing orders., 78-13870 


Do not order from index; see indicated entry 





Job Corps Health program, a working 
document for standing orders., 78- 
13870 


Medical care — United States — Periodicals. 
Forum., 78-3370 


Forward plan for the Health Services Ad- 
ministration., 78-17600 


Medical care — United States — Statistics — 
Periodicals. 
Health, United States., 
17608 


Medical care — United States — Utilization 

— Statistics. 

Health characteristics by geographic re- 
gion, large metropolitan areas and 
other places of residence, United 
States, 1973-74 /, 78-7106 

*Medical care, Cost of. 

The economics of the private demand for 

outpatient health care /, 78-21221 


Loss of millions of dollars in revenue 
because of inadequate charges for 
medical care, Department of Defense : 
report to the Congress /, 78-1724 


Medical care, Cost of — United States. 
Expenditures for health care 
programs and their effects., 


78-13536, 78- 


: Federal 
78-10049 


Guide to the collection and use of health 
expenditures and utilization data for 
health planning agencies., 78-11238, 
78-23829 


Management of state medicaid drug pro- 
grams : conference report., 78-21323 


Role of Blue Cross., 78-24624 


Skyrocketing health care costs : the role 
of Blue Shield : hearings before the 
Subcommittee on Oversight and In- 
vestigations of the Committee on In- 
terstate and Foreign Commerce, House 
of Representatives, Ninety-fifth Con- 
gress, second session ..., 78-24624 


Medical care, Cost of — United States — 

Congresses. 

Policies for the containment of health 
care costs and _ expenditures 
proceedings of a conference sponsored 
by the John E. Fogarty International 
Center for Advanced Study in the 
Health Sciences /, 78-25899 


Medical care, Cost of — United States — 
Statistics. 
Age differences in health care spending, 
fiscal year 1975, 78-8926 


Age differences in health care spending, 
fiscal year 1976, 78-8942 

National health expenditures, calendar 
year, 1974, 78-8921 

Research and statistics note., 
78-8926, 78-8942 


78-8921, 





Medical college applicants — United States 
— Statistics. 
Descriptive study of medical school ap- 
plicants, 1974t75 /, 78-7112 
Medical colleges — United States. 
Classification of medical 
stitutions /, 78-7114 


education in- 


Variables related to increases in medical 
school class size /, 78-7115 

Veterans’ Administration annual report 
on activities under the Veterans’ Ad- 
ministration medical school assistance 


and health manpower training act of 


1972., 78-24662 


Veterans Administration land transfers to 
medical schools : propriety and impact 


: report of the Comptroller General of 


the United States., 78-4713 


*Medical colleges — United States — 
Admission. 
Affirmative admissions programs at law 
and medical schools., 78-19999 
Amending section 771 of Public health 
service act : report together with addi- 
tional views to accompany S. 2159., 
78-8488 
An exploratory evaluation of U.S. medi- 
cal schools’ efforts to achieve equal 
representation of minority students., 
78-11237 


Toward equal educational opportunity 
affirmative admissions programs at law 
and medical schools., 78-19999 

Medical colleges — United States — 

Admission — Statistics. 

Descriptive study of medical school ap- 
plicants, 1974-75 /, 78-7112 

Medical colleges — United States — 

Construction — Statistics — Periodicals. 


Construction 


grants for educational 


facilities., 78-23839 
United States — 
Entrance requirements. 


Medical colleges — 


Characteristics of U.S. citizens seeking 

transfer from foreign to U.S. medical 
1975 via COTRANS : final 
78-482 


schools in 
report 


Medical colleges — United States — Faculty. 


Medical practice plans at U.S. medical 
schools : a review of current charac- 
teristics and trends /, 78-484 

Medical colleges - 

Health schools selected 


BHM support data, FY 1965-76., 78- 
8ORG 


United States — Finance. 
professions 


Medical colleges — United States — Finance 
— Periodicals. 
Activities 


carried = out under the 


Veterans’ Administration medical 
school assistance and health manpower 
act of 1972 (Public Law 92-541)., 


78-16301 








December 1978 


Medical colleges — United States — Finance 
— Statistics. 
Medical school programs, resources and 
financing /, 78-7116 
Medical colleges — United States — 
Statistics. 
Medical schools in the United States : a 
descriptive study /, 78-7118 
*Medical economics. 
The economics of the private demand for 
outpatient health care /, 78-21221 
*Medical economics — United States. 
Competition in the health care sector, 
past, present, and future : proceedings 
of a conference sponsored by the Bu- 
reau of Economics, Federal Trade 
Commission /, 78-23604 
Medical economics — United States — 
Statistics — Periodicals. 
Health, United States., 
17608 


78-13536, 78- 


*Medical education. 

Development of a screening methodology 
for entry into medical technical train- 
ing courses /, 78-15205 

Training for individual and group effec- 
tiveness and resourcefulness : a hand- 
book for trainers., 78-5440 

*Medical education — Audio-visual aids — 

Bibliography. 

Audiovisual aids in medical education 
May 1974 through April 1978, 253 
citations in English /, 78-17565 

Medical education — Costs — United States 

— Statistics. 

Medical student 
tional characteristics, 
78-7119 


institu- 
1974-1975 /, 


finances and 


Medical student finances and personal 

characteristics, 1974-75 /, 78-7120 
Medical education — International 
cooperation. 

Amending section 771 of Public health 
service act : report togeter with addi- 
tional views to accompany S. 2159., 
78-8488 

Medical education — Law and legislation — 

United States. 

An act to 


schools 


amend the conditions for 

capitation grants 
under section 770 of such act, and for 
other purposes., 78-8463 

Health — professions 
ments of 1977 : 
tee on 


receiving 


education amend- 
report by the Commit- 
Interstate and Foreign Com- 
merce to accompany H.R. 9418., 78- 
16324 


Veterans’ Administration annual report 
on activities under the Veterans’ Ad- 
ministration medical school assistance 
and health manpower training act of 
1972., 78-24662 
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*Medical education — Programmed 
instruction — Bibliography. 

Computer aided and programmed in- 
struction in medical education : May 
1974 through April 1978, 90 citations 
in English /, 78-17566 

Medical education — United States. 

AHECs : a response to geographic & 
specialty maldistribution., 78-1956 
Army Reserve 

4330 


medical program., 78- 
A directory of preceptorship programs in 
the health professions /, 78-486 


Health professions educational assistance 
act of 1976 (PL 94-484)., 78-13547 


Study of medical education : interrela- 
tionships between component variables 
/, 78-7113 


Variables related to increases in medical 

78-7115 

Medical education — United States — 
Finance — Periodicals. 
Activities carried out 


school class size /, 


under __ the 


Veterans’ Administration medical 
school assistance and health manpower 
act of 1972 (Public Law 92-541)., 
78-16301 


BHM support., 78-13549 


Medical education — United States — 
Finance — Statistics. 

Medical student 

tional characteristics, 
78-7119 


institu- 
1974-1975 /, 


finances and 


Medical student finances and personal 
characteristics, 1974-75 /, 78-7120 


Medical education — United States — 

Periodicals. 

Annual reports on the exchange of medi- 
cal information and sharing medical 
resources., 78-24663 

medical 


Exchange of information and 


sharing medical resources, 78-24663 


Grants for training, construction, medical 
libraries., 78-13476, 78-23761 
NIH grants for training, construction & 


medical 78-13476, 78- 
23761 


libraries, 


Medical education — United States — 
Statistics — Periodicals. 
Construction grants 

78-23839 


for educational 
facilities., 
Medical ethics. 

Ethics and values in scientific decision- 

making /, 78-7142 
Medical fees — United States. 

Review of Medicare payments to renal 
physicians 
method of 
12190 


under _ the alternative 


reimbursement /, 78- 
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Medical history taking. 
Clinical record system for drug abuse 
treatment programs., 78-17651 


Experiments in interviewing techniques : 
field experiments in health reporting, 
1971-1977 /, 78-7110 


Medical instruments and apparatus — 
Catalogs. 


Medical supply catalog., 78-456 


*Medical instruments and apparatus — 
Marketing. 
The market for health care equipment : 
Nigeria., 78-14936 


Medical instruments and apparatus — 
Periodicals. 


Country market survey., 78-2881 


Medical instruments and apparatus — 
Safety regulations — United States. 
Everything you always wanted to know 

about the medical device amendments 
: and weren’t afraid to ask., 78-1948 

*Medical instruments and apparatus 
industry — United States. 

Device good manufacturing practices : 


an industry self-inspection program., 
78-13524 


*Medical laboratories — Law and legislation 
— United States. 


Clinical laboratory improvement act of 


report /, 78-16356, 78- 


Medical laboratories — Management. 
Medical laboratory specialist : soldier's 
manual., 78-1528, 78-4378, 78- 
4379 
Soldier’s manual medical 
specialist., 78-1528, 
4379 
Medical libraries — Bibliography — 
Catalogs. 
Current catalog, 


laboratory 
78-4378, 78- 


78-13504 


National Library of Medicine current 
catalog., 78-13504 


NLM current catalog, 78-13504 


Medical literature — Bibliography — 
Indexes. 
Cumulated abridged index medicus., 
78-11224 


Medical literature — Indexes — Periodicals. 
Cumulated index medicus., 78-11225 


78-11225 


Medical mycology — Laboratory manuals. 
Laboratory methods in medical mycology 
/, 78-25907 


*Medical parasitology — Philippine Islands. 
Health education : a study unit on fecal- 
borne diseases and parasites /, 78- 
10510 
Medical personnel. 
Climate and weather data for physicians 
and health researchers., 78-6300 


Index medicus, 
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Medical personnel — Belgium — Supply and 
demand. 
Health manpower policies in the Belgian 
health care system /, 78-8985 
Medical personnel — In-service training. 
Animal specialist : commander’s manual., 
78-1520, 78-4339 
Animal specialist 
78-8681 
Cardiac 
manual., 


: Soldier’s Manual., 
specialist 
78-1515 


Cardiac specialist 
78-1514 


commander’s 
: soldier’s manual., 


Commander’s manual : animal specialist., 
78-1520, 78-4339 


Commander’s manual 
cialist., 78-1515 
Commander’s manual : ear, 
throat specialist., 78-1521 
Commander’s manual environmental 

health specialist., 78-1532 
Commander’s manual 
cialist., 78-4357 
Commander’s manual 
specialist., 78-1506 
Commander’s manual : optical laboratory 
specialist., 78-1529 
Commander’s manual 
cialist., 78-4349 
Commander’s manual 
cialist., 78-1524 
Commander’s manual 
cialist., 78-1516 
Dental specialist 
4365 


cardiac spe- 


nose and 


medical spe- 


: Operating room 


: orthopedic spe- 
: respiratory spe- 
: Veterinary spe- 
: soldier’s manual., 78- 


Ear, nose and throat specialist 
mander’s manual., 78-1521 
Ear, nose and throat specialist : soldier’s 
manual., 78-1522, 78-1523 
Environmental health specialist 
mander’s manual., 78-1532 
Environmental health specialist : soldier’s 

manual., 78-1519, 78-4373 
Medical laboratory specialist 
manual., 78-1528, 
4379 
Medical 
manual., 


: Com- 


: com- 


: soldier’s 
78-4378, 78- 


specialist 
78-4357 
Medical specialist 
78-4358, 


commander’s 


: soldier’s manual., 
78-4359, 78-4360 
Occupational therapy specialist : soldier’s 
manual., 78-1513, 78-4369 
Operating room specialist : commander's 
manual., 78-1506 
room specialist 
78-1507 
Optical laboratory 
mander’s manual., 


Operating 
manual., 


soldier’s 


specialist 
78-1529 


com- 
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Optical laboratory specialist 
manual., 78-4352 


Orthoptic specialist : soldier’s manual., 
78-1503 


Orthotic 
manual., 


: soldier’s 


specialist 
78-4349 
Orthotic specialist 
78-1502 
Respiratory 
manual., 


commander’s 
: soldier’s manual., 


specialist 

78-1524 

Respiratory specialist : soldier’s manual., 
78-1525, 78-4374 

Soldier’s manual 
78-868 1 

Soldier’s manual : 
78-1514 


Soldier’s manual : dental specialist., 78- 
4365 


Soldier’s manual : ear, nose and throat 
specialist., 78-1522, 78-1523 

Soldier’s manual : environmental health 
specialist., 78-1519, 78-4373 

Soldier’s manual medical 
specialist., 78-1528, 
4379 

Soldier’s manual : medical specialist., 
78-4358, 78-4359, 78-4360 

Soldier’s manual : occupational therapy 
specialist., 78-1513, 78-4369 

Soldier’s manual : operation room spe- 
cialist., 78-1507 


Soldier’s manual : optical laboratory spe- 
cialist., 78-4352 


Soldier’s manual : orthoptic specialist., 
78-1503 


Soldier’s manual 
78-1502 


commander’s 


: animal specialist., 


cardiac specialist., 


laboratory 
78-4378, 78- 


: orthotic specialist., 


Soldier’s manual : respiratory specialist., 
78-1525, 78-4374 

Soldier’s manual : veterinary specialist., 
78-1517, 78-1518, 78-4372 

Veterinary 
manual., 


specialist 
78-1516 

Veterinary specialist : soldier’s manual., 

78-1517, 78-1518, 78-4372 
Medical personnel — Law and legislation — 

United States. 

Health manpower amendments of 1977 : 
hearing before the Subcommittee on 
Health and the Environment of the 
Committee on Interstate and Foreign 
Commerce, House of Representatives, 
Ninety-fifth Congress, first session, on 
H.R. 9280 and H.R. 8519... September 
29, 1977., 78-12127 


Medical personnel — Norway — Supply and 
demand. 


Manpower in the health care system of 
Norway /, 78-8987 


commander's 





*Medical personnel — Poland. 
Health manpower in the socialist health 
care system of Poland /, 78-15439 


Medical personnel — Recruiting. 
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Monopoly and Anticompetitive Activi- 
ties of the Select Committee on Small 
Business, United States Senate, Ninety- 
fourth and Ninety-fifth Conresses, first 
sessions .... 78-12183 


*Mediterranean Sea — Navigation — Tables. 
Area 07, Mediterranean Sea station H 
(Japan)., 78-20051 
Area 07, 
(Norway )., 


Mediterranean 
78-20042 


station 


Area 07, 
(Liberia)., 


Mediterranean = station B 


78-20043 

Area 07, Mediterranean station D (North 
Dakota)., 78-20044 

Area 07, 
(Argentina)., 


Medi’ rranean 
J6-20045 


station 


Omega propagation correction tables for 
13.6 kHz : area 07, Mediterranean sta- 
tion A (Norway)., 78-20042 


Omega propagation correction tables for 
13.6 kHz : area 07, Mediterranean sta- 
tion B (Liberia).,  78-20043 


Do not order from index; see indicated entry 








Omega propagation correction tables for 
13.6 kHz : area 07, Mediterranean sta- 
tion D (North Dakota)., 78-20044 

Omega propagation correction tables for 
13.6 kHz : area 07, Mediterranean sta- 
tion F (Argentina)., 78-20045 


Omega propagation correction tables for 
13.6 kHz : area 07, Mediterranean sta- 
tion H (Japan)., 78-20051 

MEDLARS. 

MEDLARS : the computerized literature 
retrieval services of the National 
Library of Medicine., 78-434 


MEDLARS indexing manual /, 78-435 


On-line services reference manual., 78- 

17555 
Meeks Table Research Natural Area. 

Meeks Table Research Natural Area 
reference sampling and habitat classifi- 
cation /, 78-1349 

*Melton Hill Reservoir, Tenn. 

Fish inventory data : Melton Hill Reser- 

voir, 1975., 78-24541 
*Melvern Dam, Kans. 

Pressure tests in flood-control conduit, 
Melvern Dam, Kansas : final report /, 
78-15078 

*Membranes (Technology) 

Effects of moisture in built-up-roofing : a 
state-of-the-art literature survey /, 78- 
19775 


Membrane applications to coal conver- 
sion processes /, 78-1603, 78-1604, 
78-1605 


Memorials. 
Statues, monuments, and memorials 
located in the parks of the National 
Capital., 78-2078 
*Memphis, Tenn. — Officials and employees 
— Salaries, allowances, etc. 
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78-3644 
*Mentally handicapped and crime — United 
States. 
The mentally retarded offender and cor- 
rections /, 78-9206 
Mentally handicapped children — Care and 
treatment — United States — Periodicals. 
Clinical program for mentally retarded 
children., 78-23824 
Mentally ill — Care and treatment. 
Individualized treatment 
psychiatric patients /, 


planning for 
78-7139 
*Mentally ill — Care and treatment — 
United States. 
Inpatient program guide for psychiatry., 
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Metals — Anodic oxidation. 

Determination of 

fluents by differential 
stripping voltametry /, 


trace metals in ef- 


pulse anodic 
78-4577 
Metals — Carbon content. 

Effect of carbon content on friction and 


wear of cast irons /, 78-7524 


*Metals — Extrusion. 
Metal-walled above-ground swimming 
pools from Japan : determination of 
likelihood of injury in investigaton no 
AA1921-165 under the Antidumping 
act, 1921, as amended, together with 
the information obtained in the in- 
vestigation., 78-18507 
Metals — Fatigue. 
The cause of thermal fatigue cracking in 
Metroliner wheels : /, 78-7857 
*Metals — Finishing — Equipment and 
supplies — Catalogs. 
Rolling mills, drawing 
metal finishing equipment., 


machines and 
78-20111 
*Metals — Finishing — Waste disposal. 
Removal of toxic metals from metal 
finishing wastewater by solvent extrac- 
tion /, 78-17131 
*Metals — Fracture. 
Concepts of fracture 
structural integrity /, 


toughness and 

78-20394 

Fracture analysis of surface and through 
cracks in cylindrical pressure vessels 
78-11702 


The octavia computer code : PWR reac- 
tor pressure vessel failure probabilities 
due to operationally caused pressure 
transients /, 78-16128 
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Photoelastic studies of crack progagation 
and crack arrest, 78-933 


Program to develop acoustic emission- 
flaw relationship for inservice monitor- 
ing of nuclear pressure vessels 
progress report, February 1-July 1, 
1977 /, 78-8189 

Structural integrity of water reactor pres- 
sure boundary components : progress 
report ending 29 February 1976 /, 
78-10834 

*Metals — Heat treatment. 

Industrial furnaces, ovens and heat treat- 

ing equipment., 78-20109 
*Metals — Hydrogen content. 

An improved tritium acid electrolysis en- 

richment system /, 78-13146 


Metals — Physiological effects — Abstracts. 
Annotated bibliography on biological ef- 
fects of metals in aquatic environ- 
ments., 78-20694 
*Metals — Surfaces. 
Economic effects of metallic corrosion in 
the United States., 78-19756 


Metals — Toxicology — Abstracts. 
Annotated bibliography on biological ef- 
fects of metals in aquatic environ- 
ments., 78-20694 
*Metals, Effect of radiation on — Simulation 
methods. 

Cooperative radiation effects simulation 
program : semiannual progress report 
for the period | September 1976 to 28 
February 1977 /, 78-10847 

Cooperative radiation effects simulation 
program semiannual progress report 
for the period | April to 31 August 
1976 /, 78-20400 

Metals at low temperatures. 

Effect of potential scattering on the low- 
temperature spin-fluctuation resistivity 
/, 78-25326 

Meteorites, Iron. 

Schreibersite growth and its influence on 
the metallography of coarse-structured 
iron meteorites /, 78-18456 

Meteorological instruments. 

A plan for a V.L.F. sferics - mapping 
system /,  78-25071 

A research laser weather identification 
instrument /, 78-1462 

A simple aircraft) hot-wire instrument 
system for measuring cloud and rain 
water /,  78-25057 

The United States B-scale surface radia- 
tion subprogram of GATE : 
tation and data validation /, 


instrumen- 
78-4154 
*Metcorological optics. 
Ceiling visibility wind tabulations : sam- 
ple forms of records available at Na- 
tional Climatic Center, Federal Build- 
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ing, Asheville, North Carolina 28801., 
78-19889 

Sample forms of records available at Na- 
tional Climatic Center., 78-19889 

*Meteorological research — Colorado — 

Boulder. 

The Research Facilities Center : five year 
plan., 78-19937 


Meteorological research — United States. 

SEASAT (Cost, Performance = and 
Schedule Review) : hearings before the 
Subcommittee on Space Science and 
Applications of the Committee on 
Science and Technology, U.S. House 
of Representatives Ninety-fifth Con- 
gress, first session, July 21, August 10, 
15, 1977., 78-5649 

Meteorological research — United States — 

Yearbooks. 

The federal plan for meteorological ser- 
vices and supporting research., 78- 
19859 

*Meteorological satellites. 

Automatic path delay corrections to 
GOES satellite time broadcasts /, 78- 
19777 


Ballistic sphere techniques for measuring 
atmospheric parameters /, 78-20324 
A digital data acquisition interface for 
the SMS Direct Readout Ground Sta- 
tion : concept and preliminary design 
/, 78-20315 

Seasat A 
21789 


oceanography today., 78- 


Severe storm pattern recognition from 
meteorological satellite data : a report 
on current status and prospects /, 78- 
20314 


*Meteorological satellites — Observations. 
Analytic studies of local-severe-storm ob- 
servables by satellites /, 78-18176 


Meteorological satellites — Observations — 

Remote sensing. 

The mechanics of atmospheric systems 
derived through vertical and horizontal 
analysis of parametric data /, 78- 
26362 

Meteorological satellites — Periodicals. 

Environmental 

2835 


satellite imagery., 78- 
*Meteorological satellites — Posters. 
Seasat., 78-21848 


Meteorological services — Atlantic States. 
National east coast winter storms opera- 
tions plan., 78-25051 


Meteorological services — Data processing. 
Federal plans for cooperative backup 
among operational processing centers., 
78-141 
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Meteorological services — Handbooks, 
manuals, etc. 

Aviation weather services : a supplement 
to Aviation weather AC 00-6A /, 78- 
859 

*Meteorological services — United States. 

National severe local storms operations 

plan., 78-14903 


Weather records in private litigation., 
78-19879 


Meteorological services — United States — 
Collected works. 
Numerical weather prediction activities., 
78-10593 
Meteorological services — United States — 
Periodicals. 
National severe local storms operations 
plan., 78-12532 


*Meteorological stations. 

Weather’ observations from ocean 
weather stations sample forms of 
records available at National Climatic 
Center, Federal Building, Asheville, 
North Carolina 28801, 78-19884 


Meteorological stations — Canada. 
IFYGL rawinsonde data acquisition 
system /, 78-1466 
*Meteorological stations — Colombia. 
Weather stations agreement between 
the United States of America and 
Colombia effected by exchange of 
notes signed at Bogota, December 22, 
1976, with related notes and 
memorandum of arrangement signed at 
Bogota, December 22, 1976., 78- 
18428 


Meteorological stations — Costa Rica. 

Weather stations : agreement between 
the United States of America and 
Costa Rica effected by exchange of 
notes signed at San Jose April 29 and 
June 8, 1976, with memorandum of ar- 
rangement signed at San Jose June 28, 
1976., 78-7593 

Meteorological stations — Mexico. 

Weather stations : agreement between 
the United States of America and 
Mexico extending the agreement of 
July 31, 1970, as amended and ex- 
tended, effected by exchange of notes 
signed at Tlatelolco and Mexico 
December 17, 1976 and January 12, 
1977, and exchange of notes signed at 
Mexico and Tlatelolco June 30 and 
July 25, 1977., 78-7594 

*Meteorological stations — Polar regions. 

Polar automatic weather station /, 78- 

20375 


Meteorological stations — United States. 
IFYGL rawinsonde' data 
system /, 78-1466 


acquisition 


Index of hourly, synoptic 
graphic original records., 


and auto- 
78-19890 





Weather stations : agreement between 
the United States of America and 
Costa Rica effected by exchange of 
notes signed at San Jose April 29 and 
June 8, 1976, with memorandum of ar- 
rangement signed at San Jose June 28, 
1976., 78-7593, 78-7594, 78- 
18428 

Meteorological stations — United States — 

Directories. 

National Weather Service offices and sta- 
tions., 78-16829 

*Meteorological stations, Radar — United 

States. 

Weather radar observations., 78-22797 

*Meteorology. 

Fallout predictions computed from satel- 

lite derived winds /, 78-20323 


Meteorology — Alabama — Periodicals. 
Climatological data, Alabama., 78-2744 


Meteorology — Alaska — Periodicals. 
Climatological data, Alaska., 78-2745 


Meteorology — Arizona — Periodicals. 
Climatological data, Arizona., 78-2746 


Meteorology — Arkansas — Periodicals. 
Climatological data, Arkansas., 78-2747 


Meteorology — California. 
Field computation of winds-aloft veloci- 
ties from single theodolite pilot balloon 
observations /, 78-8542 


Meteorology — California — Periodicals. 
Climatological data, California., 78- 
2748 


Meteorology — Charts, diagrams, etc. — 
Periodicals. 
Daily series, synoptic weather maps., 
78-2742 


Synoptic weather maps., 78-2742 


Meteorology — Colorado — Periodicals. 
Climatological data, Colorado., 78- 
2749 


Meteorology — Delaware — Periodicals. 

Climatological data, Maryland 
Delaware., 78-2760 

Meteorology — Florida — Periodicals. 

Climatological data, Florida., 78-2750 

Meteorology — Georgia — Periodicals. 
Climatological data, Georgia., 78-2751 
Meteorology — Great Lakes region — 

Observations. 

Summary of synoptic meteorological ob- 
servations for Great Lakes areas /, 
78-25064, 78-25065 

Meteorology — Hawaii — Periodicals. 

Climatological data, Hawaii and Pacific., 

78-2752 


and 


Meteorology — Idaho — Periodicals. 
Climatological data, Idaho., 78-2753 

Meteorology — Illinois — Periodicals. 
Climatological data, Ilinois., 78-2754 
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Meteorology — Indiana — Periodicals. 
Climatological data, Indiana., 78-2755 


*Meteorology — Information services. 
ENDEX/OASIS user’s guide., 78-19877 


User’s guide to ENDEX/OASIS : En- 
vironmental Data Index and_ the 
Oceanic and Atmospheric Scientific 
Information System., 78-19877 

Meteorology — International cooperation — 

Yearbooks. 


World weather program., 78-22796 


Meteorology — Iowa — Periodicals. 
Climatological data, lowa., 78-2756 


Meteorology — Islands of the Pacific — 
Periodicals. 
Climatological data, Hawaii and Pacific., 
78-2752 
Meteorology — Kansas — Periodicals. 
Climatological data, Kansas., 78-2757 
Meteorology — Kentucky — Periodicals. 
Climatological data, Kentucky., 78- 
2758 


Meteorology — Louisiana — Periodicals. 
Climatological data, Louisiana., 78- 
2759 


Meteorology — Maryland — Periodicals. 
Climatological data, Maryland 
Delaware., 78-2760 


Meteorology — Michigan — Periodicals. 
Climatological data, Michigan., 78- 
2761 


and 


Meteorology — Minnesota — Periodicals. 
Climatological data, Minnesota., 78- 
2762 
Meteorology — Mississippi — Periodicals. 
Climatological data, 
2763 


Mississippi., 78- 


Meteorology — Missouri — Periodicals. 
Climatological data, Missouri., 78-2764 


Meteorology — Montana — Periodicals. 
Climatological data, Montana., 78-2765 


Meteorology — Nebraska — Periodicals. 
Climatological data, Nebraska., 78- 
2766 


Meteorology — Nevada — Periodicals. 
Climatological data, Nevada., 78-2767 


Meteorology — New England — Periodicals. 
Climatological data, New England., 78- 
2768 


Meteorology — New Jersey — Periodicals. 
Climatological data, New Jersey., 78- 
2769 
Meteorology — New Mexico — Periodicals. 
Climatological data, New Mexico., 78- 
2770 
Meteorology — New York (State) — 
Periodicals. 
Climatological 
2771 


data, New York., 78- 
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Meteorology — North Carolina — 
Periodicals. 
Climatological data, North Carolina., 
78-2772 
Meteorology — North Dakota — Periodicals. 
Climatological data, North Dakota., 78- 
2773 


Meteorology — Observations. 
Climatic data for the world, 78-2739 
Daily weather and river summary, A\l- 
buquerque, New Mexico., 78-2732 
GATE Convection Subprogram Data 
Center : final report on ship surface 
data validation /, 78-14904 

Monthly climatic data for the world., 
78-2739 


Meteorology — Ohio — Periodicals. 
Climatological data, Ohio., 78-2774 


Meteorology — Oklahoma — Periodicals. 
Climatological data, Oklahoma., 78- 
2775 


Meteorology — Oregon — Periodicals. 
Climatological data, Oregon., 78-2776 


Meteorology — Pennsylvania — Periodicals. 
Climatological data, Pennsylvania., 78- 
2777 
Meteorology — Periodicals. 
NOAA., 78-2726 


Storm data., 78-2740 


Meteorology — Puerto Rico — Periodicals. 
Climatological data, Puerto Rico 
Virgin Islands., 78-2778 


and 


Meteorology — South Carolina — 
Periodicals. 
Climatological data, South Carolina., 
78-2779 


Meteorology — South Dakota — Periodicals. 
Climatological data, South Dakota., 78- 
2780 


Meteorology — Tennessee — Periodicals. 
Climatological 
2781 


data, Tennessee., 78- 
Meteorology — Texas — Periodicals. 

Climatological data, Texas., 78-2782 
Meteorology — United States. 

Optimum meteorological and air pollu- 
tion sampling network selection in ci- 
ties /, 78-23483 

*Meteorology — United States — Catalogs 
and collections. 

Development of a catalog of information 
on surface meteorological data /, 78- 
17772 

*Meteorology — United States — 

Congresses. 

Proceedings of the fourth National Con- 
ference on Fire and Forest Meteorolo- 
gy, St. Louis, Missouri, November 16- 
18, 1976., 78-12385 
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*Meteorology — United States — 

Observations. 

Cooperative observers climatological ob- 
servatons : sample forms of records 
available at National Climatic Center, 
Federal Building, Asheville, North 
Carolina 28801, 78-19888 

Hourly observations and summary of day 
data (surface - land) : sample forms of 
records available at National Climatic 
Center, Federal Building, Asheville, 
North Carolina 28801., 78-19883 

Radar weather observations., 78-19887 


Sample forms of records available at Na- 
tional Climatic Center., 78-19888 


Sample forms of records available at Na- 
tional Climatic Center, Federal Build- 
ing, Asheville, North Carolina 28801., 
78-19883 


Weather observations from ocean 
weather stations sample forms of 
records available at National Climatic 
Center, Federal Building, Asheville, 
North Carolina 28801, 78-19884 


Weather radar observations., 78-22797 


*Meteorology — United States — 
Observations — Indexes. 
Index of hourly, synoptic and auto- 
graphic original records., 78-19890 


Meteorology — United States — Periodicals. 
Climatological data: national summary., 
78-2743 
Meteorology — Utah — Periodicals. 
Climatological data, Utah., 78-2783 


Meteorology — Virgin Islands — Periodicals. 
Climatological data, Puerto Rico and 
Virgin Islands., 78-2778 


Meteorology — Virginia — Periodicals. 
Climatological data, Virginia., 78-2784 
Meteorology — Washington (State) — 
Periodicals. 
Climatological 
2785 


data, Washington., 78- 
Meteorology — West Virginia. 
Climatological data, West Virginia., 78- 
2786 
78-2786 
Meteorology — Wisconsin — Periodicals. 
Climatological data, Wisconsin., 78- 
2787 
Meteorology — Wyoming — Periodicals. 


Climatological data, Wyoming., 78- 
2788 


Report, 


Meteorology, Agricultural — United States 
— Periodicals. 
Weekly weather and crop bulletin., 78- 
2737 
Meteorology, Maritime — Atlantic coast 
(South America) 
South America and 
coastal marine areas., 


selected — island 


78-8729 
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Summary of synoptic meteorological ob- 
servations (SSMO) : South America 
and selected island coastal marine 
areas : east coast /, 78-8729 


Meteorology, Maritime — Atlantic Ocean. 
South America and _ selected island 
coastal marine areas., 78-8729 


Summary of synoptic meteorological ob- 
servations (SSMO) : South America 
and selected island coastal marine 
areas : east coast /, 78-8729 

Meteorology, Maritime — Charts, diagrams, 
etc. 

Marine climatic atlas of the world., 78- 
4497, 78-6505, 78-8723 


U.S. Navy marine climatic atlas of the 
world., 78-4497, 78-6505, 78- 
8723 


Meteorology, Maritime — Pacific Ocean — 
Charts, diagrams, etc. 
EASTROPAC atlas /, 78-149 


Meteorology, Maritime — Periodicals. 
Mariners weather log., 78-2738 


Worldwide marine weather broadcasts., 
78-19873 


Meteorology, Maritime — United States — 
Collected works. 
Collected reprints - Atlantic Oceano- 
graphic and Meteorological Laborato- 
ries., 78-4252, 78-4253 


Meteorology, Military. 
Atmospheric Sciences Laboratory at 
work for the modern Army., 78-6438 


Meteorology in aeronautics. 
Additional weather information 
domestic and flag air carriers., 78- 
7925 


Aviation weather services : a supplement 
to Aviation weather AC 00-6A /, 78- 
859 


Key to aviation weather forecasts., 78- 
19869 


Key to aviation weather reports., 78- 
19869 


Thunderstorm prediction for use in air 
traffic control : (0-6 hours time range) 
/, 78-26615 

Wake vortex 


meteorological 
15986 


and groundwind 
measurements /, 78- 


Meteorology in aeronautics — Data 
processing. 
Investigation of pilot 
techniques /, 78-7969 
Methadone hydrochloride. 
Methadone deaths in New York City : 
Departments of Justice and Health, 
Education, and Welfare., 78-6932 


self-briefing 


*Methanation. 
Catalytic synthesis of gaseous hydrocar- 
bons first annual report for the 
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period, May 1975-May 1976 /, 78- 
15296 

Conceptual designs of commercial plants 
; coal to methanol and methanol to 
gasoline., 78-20645 

Deactivation of Raney nickel methana- 
tion catalyst /, 78-13161 

Heat treatment of refuse for increasing 
anaerobic biodegradability /, 78- 
11029 

Liquid phase methanation pilot plant in- 


stallation and operation., 78-20521, 
78-23320 


Methanation activity of Raney nickel 
catalysts effect of proportion of 
NiAl[SUB3] and Ni{SUB2]AI[SUB3] 
in precursor alloys /, 78-15553 

Methanation feeds gas carbon dioxide 
level : final report /, 78-23326 

78-20888 
Wet methanation evaluation 

port., 78-8806 

Methane. 


A.S.E.F. solid waste to methane gas., 
78-6611 


Methanation processes /, 


; final re- 


Alloy catalysts with monolith supports 
for methanation of coal-derived gases : 
phase 1 /, 78-8801 


Biological conversion of biomass to 
methane .../, 78-6638 


Biological conversion of organic refuse 
to methane : final report covering the 
period July 1, 1973 to November 30, 
1976 /, 78-1593 


Effects of hydraulic stimulation on coal- 
beds and strata /, 78- 
15548 


The fast production of methane by 
anaerobic digestion., 78-23292, 78- 
23551 


associated 


Foam stimulation to enhance production 
from degasification wells in the Pitt- 
sburgh coalbed /, 78-17805 


Investigation of converting the product 
of coal gasification to methane by the 
action of microorganisms : phase I /, 
78-6776, 78-8805 


Investigation of converting the products 
of coal gasification to methane by the 
action of microorganisms : phase I /, 
78-20876 


Liquid phase methanation., 78-6711 


Liquid phase methanation pressure study 
.. | M. Y. Tse, J. J. Bolin [i.e. Bolin] 
and V. P. Sirohi., 78-6788 


Methane drainage experience with 
hydraulic stimulation through slotted 
casing /, 78-26173 

Methane emissions from gassy coals in 
storage silos /, 78-9177 





Methane — Measurement. 
Methane accumulations in coal 
roof cavities /, 78-9176 


mine 


Methane — Spectra. 

Infrared spectral radiances and explosion 
properties of inhibited methane-air 
flames /, 78-637 

*Methanol. 
Characterization and research investiga- 


tion of methanol and methyl fuels ... /, 
78-15290 


Comparative automotive engine opera- 
tion when fueled with ethanol 
methanol., 78-16999 


Development studies on 
methanol and related 
gasoline ... : report /, 
8796 


Methanol : its synthesis, use as a fuel, 
economics, and hazards ... /, 78- 
10963 


and 


conversion of 
oxygenates to 
78-8795, 78- 


Methanol as an automotive fuel : with 
special emphasis on methanol-gasoline 
blends /, 78-9586 

Methanol from wood waste : a technical 
and economic study /, 78-6171 

Methanol fuel modification for highway 
vehicle use : final report /, 78-23358 

*Methoxychlor — Toxicology. 


Bioassay of methoxychlor for possible 


carcinogenicity., 78-11204 
Metorite craters — Measurement. 

Standard techniques for presentation and 
analysis of crater size-frequency data., 
78-26339 

Metott, Charles M. 

Charles M. Metott : report to accompany 

H.R. 6760., 78-5802 
*Metric system. 

Brief history of measurement systems 
with a chart of the modernized metric 
system., 78-19733 

International trends and developments of 
importance to the metrication plans of 
the U.S. construction community /, 
78-22883 

Metric 
tions., 


policy statement 
78-13989 


78-7538 


recommenda- 


A metric world., 
Metrication in building design, produc- 
tion, and construction : a compendium 
of 10 papers /, 78-25024 
Think metric., 78-13738 
Metric system — Bibliography. 
Information on the metric system and re- 
lated fields /, 78-I8115 
Metric system /, 78-9267 
Selected 
system., 


references on the 
78-7483 


metric 
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*Metric system — Catalogs. 

Some references on metric information, 
including a chart on all you need to 
know about metric., 78-19762 

Metric system — Charts, diagrams, etc. 


The metric system of measurement (SI)., 
78-4142 


Metric system — Congresses. 

Metric dimensional coordination : 
sues and precedent 
joint conference, Washington, D.C., 
June 6, 1977 /, 78-14875 


Metric system — Conversion tables. 
FDA consumer memo., 78-21250 
78-4133 
Metric measures on nutrition labels, 78- 
21250 
Metric system — Study and teaching. 
It’s a metric world : the inevitable metric 
advance., 78-7054 
Metric system — United States. 
The metric system and small business /, 
78-26528 


NBS metric kit : official metric informa- 
tion., 78-14871 


the is- 
proceedings of 


Metric conversion card., 


A overview of FAA activities in civil 
aviation metrication /, 78-9711 
*Metric system — United States — 
Conversion tables. 
NBS guidelines for use of the metric 
system., 78-14876 
*Metric system — United States — 
Conversion tables — Dictionaries. 
Environmental glossary with metric con- 
version tables /, 78-15545 
*Metropolitan areas. 
Landsat urban area delineation 
project 75-3 /, 78-15751 
Radio propagation in urban areas /, 78- 
19642 


: Intralab 


Metropolitan areas — Alabama — Maps. 
Urban atlas, tract data for standard 
metropolitan statistical areas Bir- 
mingham, Alabama., 78-1390 
Metropolitan areas — California — Maps. 
Urban atlas, tract data for standard 
metropolitan statistical areas : Los An- 
geles-Long Beach, California., 78- 
6263 
Urban atlas, 
metropolitan 
Diego, Calif., 
Metropolitan areas — Michigan — Maps. 
Urban atlas, tract data for standard 
metropolitan statistical areas : Detroit, 
Michigan., 78-6262 


tract data for 
statistical 
78-6265 


standard 
areas San 


Metropolitan areas — New York (State) — 
Maps. 
Urban atlas, tract data for 
metropolitan statistical areas 
York, New York., 78-6264 


standard 
New 
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*Metropolitan areas — United States — 

Congresses. 

Proceedings of the Conference on 
Metropolitan Physical Environment 
use of vegetation, space, and structures 
to improve amenities for people : held 
at Syracuse, New York, 25-29 August 
1975., 78-10403 

Metropolitan areas — United States — 

Maps. 


BEA economic areas., 78-25079 


*Metropolitan areas — United States — 
Statistics. 
Population of urbanized areas established 
since the 1970 census., 78-19721 


Statistics for States and metropolitan 
areas : preprint from County and city 
data book, 1977 : regions, divisions, 
states, metropolitan areas., 78-10535, 
78-14850 


Trends in metropolitan America 
formation report., 78-11960 


: an in- 


1970 census of population : population 
of urbanized areas established since 
the 1970 census, for the United States, 
1970., 78-19721 


Metropolitan areas — United States — 
Statistics — Bibliography. 
Directory of Federal statistics for local 
areas : a guide to sources, 1976., 78- 
19657 


Metropolitan areas — United States — 
Statistics — Handbooks, manuals, etc. 
Directory of Federal statistics for local 

areas : a guide to sources, 1976., 78- 
19657 


Metropolitan areas — United States — 
Statistics — Periodicals. 
Data from the Client 

Acquisition Process 
17650 


Oriented Data 
(CODAP), 78- 


National Institute on Drug Abuse statisti- 
78-17650 


SMSA statistics, 78-17650 


cal series., 


Metropolitan Edison Company. 

Safety evaluation report related to opera- 
tion of Three Mile Island Nuclear Sta- 
tion, Unit 2, Metropolitan Edison 
Company, Jersey Central Power & 
Light Company, Pennsylvania Electric 
Company, supplement no. 2, docket 
no. 50-320., 78-16127 

Supplement no. 2 to the safety evalua- 
tion by the Office of Nuclear Reactor 
Regulation, United States Nuclear 
Regulatory Commission : in the matter 
of Metropolitan Edison Company, Jer- 
sey Central Power and Light Com- 
pany, [and] Pennsylvania Electric 
Company : Three Mile Island Nuclear 
Station, Unit no. 2 
50-320., 78-16127 
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Mexican Americans — Education — 

Congresses. 

Desegregation and education concerns of 
the Hispanic community : conference 
report, June 26-28, 1977, Washington, 
D.C., 78-413 

Mexican Americans — Employment. 

Improving Hispanic unemployment data : 
the Department of Labor’s continuing 
obligation : a report of the United 
States Commission on Civil Rights., 
78-25084 

Mexican Americans — Employment — 

United States — Statistics. 

Trabajadores de origen hispano 
graficos., 78-21716 

Workers of Spanish origin 
/, 78-21715 


Mexican Americans — Mental health — 
California — Los Angeles. 
El Centro : informe sobre un programa 
en NIMH., 78-7132 
Mexico. 
Background notes., 


78-11809 


Mexico — Boundaries — United States. 

Relocations of the Rio Grande Channel : 
act approving minute 257 of the Inter- 
national Boundary and Water Commis- 
sion, United States and Mexico 
between the United States of America 
and Mexico signed at Washington May 
26, 1977., 78-7573 

Mexico — Economic policy. 

Recent developments in Mexico and 
their economic implications for the 
United States : hearings before the 
Subcommittee on Inter-American 
Economic Relationships of the Joint 
Economic Committee, Congress of the 
United States, Ninety-fifth Congress, 
first session, January 17 and 24, 1977., 
78-1005 


: libro de 


: a chartbook 


78-11809 


Mexico, 


Mexico — Foreign economic relations — 

United States. 

Development lending and illegal im- 
migration : hearing before the Sub- 
committee on International Develop- 
ment Institutions and Finance of the 
Committee on Banking, Finance, and 
Urban Affairs, House of Representa- 
tives, Ninety-fifth Congress, first ses- 
sion, September 14, 1977., 78-5513 

developments in Mexico and 
their economic implications for the 
United States hearings before the 
Subcommittee — on Inter-American 
Economic Relationships of the Joint 
Economic Committee, Congress of the 
United States, Ninety-fifth Congress, 
first session, January 17 and 24, 1977., 
78-1005 


Recent 


Page 1-2148 





Subject Index 


Mexico — Relations (general) with the 

United States. 

The Mexico-United States Interparlia- 
mentary Group : a sixteen-year history 
:areport/, 78-16218 

Mexico-United States Interparliamentary 
Group : report of the Senate delega- 
tion on the seventeenth meeting, held 
at Hermosillo, Sonora, Mexico /, 78- 
14321 

*Mexico City, Mexico — Fairs. 

Market research summary 
exploration, drilling, and _ pipeline 
equipment exhibition, U.S. Trade 
Center, Mexico City, Mexico, January 
24-26, 1978., 78-22977 

Mexico-United States Interparliamentary 

Group. 

The Mexico-United States Interparlia- 
mentary Group : a sixteen-year history 
:areport/, 78-16218 

Mexico-United States Interparliamentary 
Group : report of the Senate delega- 
tion on the seventeenth meeting, held 
at Hermosillo, Sonora, Mexico /, 78- 
14321 


Miami, Fla. — Police. 

Policed by the white male minority : a 
study of police-community relations in 
Miami and Dade County, Florida : a 
report /, 78-6316 


*Miami, Fla. — Recreation facilities. 
National urban recreation study : Miami, 
Fort Lauderdale., 78-24071 


: petroleum 


Mica — Statistics. 
Mica., 78-4991 


Preprint from the 1975 Bureau of Mines 
Minerals Yearbook, 78-4991 
Mica — United States. 
Mica., 78-7324, 78-11571 
Mica — United States — Statistics. 
Mica., 78-15581 


Preprint from the 1976 Bureau of Mines 
Minerals yearbook, 78-15581 
Michael Baker, Jr., inc. 
Borough of New Hope, Pennsylvania, 
Bucks County., 78-582 
Flood insurance study : Borough of New 
Hope, Pennsylvania, Bucks County., 
78-582 
Michigan — Climate. 
Michigan, monthly averages of tempera- 
ture ..., 78-4225 
Michigan, monthly normals of tempera- 
ture ..., 78-4181 
Monthly averages of temperature and 
precipitation for state climatic divi- 
sions 1941-1970 Michigan., 78- 
4225 
Monthly normals of temperature, 
precipitation, and heating and cooling 


Do not order from index; see indicated entry 





degree days 1941-1970 : Michigan., 
78-4181 


Michigan — Climate — Periodicals. 
Climatological data, Michigan., 78- 
2761 
Michigan — Industries. 


County business patterns., 
78-16795 


*Michigan — Officials and employees — 
Salaries, allowances, etc. 
State government wage = survey 
Michigan, May 1976/, 78-21734 
Michigan — Population — Statistics. 
Estimates of the population of Michigan 
counties and metropolitan areas: July 
i, 1975 (revised) and 1976 
(provisional), 78-4071 
Federal-state cooperative program for 
population estimates., 78-4071 


78-1406, 


Michigan — Statistics, Vital. 
Michigan, 78-4842 


78-4842 
U.S. decennial life tables., 


*Michigan, Lake. 

Design wave information for the Great 
Lakes : report 3, Lake Michigan /, 
78-20245 

Micro-organisms. 

Microorganisms in Urban Stormwater /, 

78-262 


*Micro-organisms, Effect of drugs on. 

Application of firefly luciferase assay for 
adenosine triphosphate (ATP) to an- 
timicrobial drug sensitivity testing /, 
78-13914 

*Micro-organisms, Nitrogen-fixing. 

Report of the Public Meeting on Genetic 
Engineering for Nitrogen Fixation, 
held at the National Academy of 
Sciences, Washington, D.C., October 
5-6, 1977 ; edited by Alexander Hol- 
laender., 78-15795 


Microbial populations. 
Microbial populations in flooded swamp 
soils of South Carolina /, 78-6159 
*Microbodies — Data processing. 
Report of 1974 microbiological data col- 
lection program /, 78-20311 


State life tables, 
78-4842 


*Microeconomics. 

The development of a 
economic development 
14895 

Microelectronics. 

Microelectronic test pattern NBS-4 /, 

78-14870 


subnational 
policy., 78- 


*Microelectronics — Equipment and 

supplies — Catalogs. 

Specialized semiconductor, microelec- 
tronic circuit board, manufacturing 
machinery., 78-20129 





*Microfilms — Data processing. 
Microdata from the survey of income 
and education., 78-10557 


Microforms — Standards. 
Computer output microform (COM) for- 
mats and reduction ratios, 16 mm and 

105 mm., 78-25034 


FAA microform standards., 78-26579 


Micronesia. 
Annual report to the United Nations on 
the administration of the Trust Territo- 
ry of the Pacific Islands., 78-18380, 
78-18381 


Trust Territory of the Pacific Islands, 

78-18380, 78-18381 
Micropaleontology — Utah — Tintic 

Mountains. 

Stratigraphy and microfaunas of the 
Oquirrh Group in the southern East 
Tintic Mountains, Utah /, 78-4959 

Microseisms. 

Iterative approximation 
microseismic source 
2072 


techniques for 
location /, 78- 


*Microwave circuits. 

Computer-aided analysis of dissipation 
losses in isolated and coupled transmis- 
sion lines for microwave and millime- 
ter-wave integrated-circuit applications 
/, 78-20379 

*Microwave communication systems. 

An analysis of the requirements for the 
benefits and costs of the national 
microwave landing system (MLS)., 
78-22149 

IFR approval of microwave 
systems (MLS)., 78-18680 

Ignition interference : 
link (RML)., 

Precipitation variability in the U.S.A. for 
microwave terrestrial system design /, 
78-14842 


landing 


remote microwave 
78-7899 


Radar microwave link pilot system up- 
grade and evaluation /, 78-9704 


Technical progress in the U.S. develop- 
ment of a microwave landing system., 
78-22194 


*Microwave communication systems — 

Evaluation. 

Measuring characteristics of microwave 
mobile channels /, 78-22989 

*Microwave communication systems — 

Maintenance and repair. 

The US Army Signal School apprentice- 
ship program for the trade of field en- 
gineer (microwave)., 78-12712 

*Microwave communication systems — 

United States. 

A method for automatic test and evalua- 
tion of microwave transceivers at L- 
band frequencies /, 78-1O851 





December 1978 


Microwave line-of-sight (LOS) systems., 
78-19588 


Power system 
microwave 
systems., 


communications 
line-of-sight (LOS) 
78-19588 
Microwave cookery. 

Evaluation of microwave tempering of 
meat for use in central food prepara- 
tion facilities /, 78-2530] 

*Microwave measurements. 

Absolute calibration of the RADSCAT 
scatterometer using precision spheres / 
William L. Grantham, Lyle C. 
Schroeder, and John L. Mitchell 
Langley Research Center., 78-11678 

Microwave ovens. 

Procedures for field testing microwave 

ovens /, 78-452 


Microwave transmission lines. 

Antenna tilting experiments over radar 
microwave links /, 78-8012 

A method-of moments solution for 
dispersion characteristics of arbitrarily- 
configured transmission media /, 78- 
10846 

*Microwave tubes. 

Secondary-electron-emission properties 
of conducting surfaces with application 
to multistage depressed collectors for 
microwave amplifiers /, 78-15782 

Microwaves. 

A fidelity and stability investigation of 
solid-state transceiver modules /, 78- 
25336 

Microwave emission from polar firn /, 
78-26412 


A two-scale scattering model with appli- 
cation to the JONSWAP °75 aircraft 
microwave scatterometer experiment /, 
78-18210 

*Microwaves — Physiological effect. 

An anlysis of radiofrequency and 

microwave absorption data with con- 

sideration of thermal safety standards 

/, 78-20786 

Electromagnetic fields in biological 
media : part 1, dosimetry - a primer on 
bioelectromagnetics /, 78-25900 

Microwaves — Physiological effect — 

Congresses. 

Symposium on 
Measurement of 


Biological Effects and 
Radio Frequen- 
cy/Microwaves : proceedings of a con- 
ference held in Rockville, Maryland, 
February 16-18, 1977/, 78-449 
Middle managers — United States — 
Periodicals. 
The first line; a newsletter for Federal 
supervisors and midmanagers., 78- 
2977 


Do not order from index; see indicated entry 





Middle West — Economic conditions — 

Statistics — Periodicals. 

Employment in the Plains States., 78- 
3534 

Mieir, Liane Maria. 

Mark Charles Mieir and Liane Maria 
Mieir report to accompany H.R. 
3313., 78-1183, 78-6048 

Mieir, Mark Charles. 

Mark Charles Mieir and Liane Maria 
Mieir report to accompany H.R. 
3313., 78-1183, 78-6048 

*Migrant agricultural laborers — Colorado. 

People who follow the crops : a staff re- 
port of the United States Commission 
on Civil Rights /, 78-22999 


*Migrant agricultural laborers — Law and 
legislation — United States. 

Farm labor contractor registration act : 
hearings before the Subcommittee on 
Economic Opportunity of the Commit- 
tee on Education and Labor, House of 
Representatives, Ninety-fifth Congress, 
second session ... February 22 and 23, 
1978., 78-22445 


Farm labor contractor registration act of 
1963 ad amended (7 U.S.C. 2041 et 
seq.)., 78-5134 

Farm labor contractor registration act of 
1963 as amended : (7 U. S. C. 2041 et 
seq.), 78-18015 


*Migrant agricultural laborers — North 

Carolina. 

Stronger controls needed 
Migrant and Seasonal 
Association programs in North 
Carolina : Department of Labor : re- 
port of the Comptroller General of the 
United States., 78-13299 


*Migrant agricultural laborers — North 
Dakota. 
People who follow the crops : a staff re- 
port of the United States Commission 
on Civil Rights /, 78-22999 


Migrant agricultural laborers — United 
States. 
Migrant and seasonal farmworker pro- 
grams., 78-724 


Migrant child welfare : a state of the 
field study of child welfare services for 
migrant children and their families 
who are in-stream, home based, or set- 
tled-out /, 78-7158 


Migrant agricultural laborers — United 
States — Diseases and hygiene — 
Periodicals. 

Migrant health projects; summary of pro- 
ject data., 78-3342 

Migrant and Seasonal Farmworkers 
Association. 

Stronger needed 
Migrant and Seasonal 
Association 


over the 
Farmworkers 


controls over the 
Farmworkers 


programs in North 


Page 1-2149 





Carolina : Department of Labor : re- 
port of the Comptroller General of the 
United States., 78-13299 


Migrant labor — Medical care — United 
States. 
Health centers amendments of 1978 : re- 
port /, 78-26929 


Migrant labor — United States — Diseases 
and hygiene — Periodicals. 

Migrant health projects; summary of pro- 
ject data., 78-3342 

*Migration, Internal. 

The economic development context of 
population distribution issues /, 78- 
22913 

Planning for internal migration : a review 
of issues and policies in developing 
countries., 78-112 

Migration, Internal — United States — 

States — Statistics. 

Gross migration by county: 1965 to 
1970, 78-4049 


Population estimates and projections., 
78-4049 
Migration, Internal — United States — 
Statistics. 
Geographic mobility, March 1975 to 
March 1977, 78-22826 
Geographical mobility: March 1975 to 
March 1976, 78-4044 
Population characteristics., 
78-22826 
*Mildew. 
Mildew on house paints., 


78-4044, 


78-10365 
Wood finishing : mildew on house paints 
/, 78-10365 
Military art and science. 
Commander’s manual for MOS IIE 
armor crewman /, 78-6460 
78-20408 


Markets for the military writer /, 78- 
4335 


Fire support coordination., 


The people, the army, the commander : 
a Soviet view /, 78-15216 

A questionnaire-based analysis of order- 
of-battle elements /,  78-23112 

Soldier’s manual : armor crewman, skill 
level 3., 78-6461 

‘Tactical order of battle 
art survey /, 78-20221 

Military art and science — Bibliography. 
Index of technical publications 


: a state of the 


: techni- 


cal manuals, technical bulletins, supply 
manuals (types 7, 8, and 9), supply 
bulletins, and lubrication orders., 78- 


6482, 78-25200 


Military art and science — Bibliography — 
Periodicals. 
Military review., 78-3044 


Page 1-2150 





Subject Index 


Military art and science — Officers’ 
handbooks. 
Commander’s manual : short-range ADA 
gunnery crewman., 78-207 


Commander’s manual : short-range ADA 
missle crewman., 78-206 


Marine infantry regiment., 78-16956 


Short-range ADA gunnery crewman 
Commander’s manual., 78-207 


Short-range ADA _ missile crewman 
commander’s manual., 78-206 


Military art and science — Periodicals. 
Military review., 78-3044 


Military art and science — Periodicals — 
Indexes. 
Air University Library index to military 
periodicals., 78-3086 


*Military art and science — Soldiers’ 
handbooks. 
Fire control instrument repairman., 78- 
10690 


Medical specialist., 78-6447 


Soldier’s manual : medical specialist., 
78-6447 


Soldier’s manual : MOS 41C, fire control 
instrument repariman, skill level three,, 
78-10690 


Soldier’s manual of common tasks., 78- 
6465 


Storage supplyman MOS 76V, skill 
levels 1 and 2., 78-8688 


Storage supplyman, MOS 76V skill levels 
l and 2., 78-8688 


*Military assistance. 
Communist aid to the less developed 


countries of the free world, 1976., 
78-13995 


*Military assistance, American. 
Arms sales ceiling based on inconsistent 
and erroneous data report /, 78- 
17342 


Coproduction programs and licensing ar- 
rangements in foreign countries : De- 
partments of Defense and State : re- 
port to the Committee on International 
Relations, House of Representatives /, 
78-4721 


Cost of training granted to foreign stu- 
dents under the military assistance pro- 
gram : Departments of Defense and 
State : report to the Congress /, 78- 
4727 

The Department of Defense’s continued 
failure to charge for using government- 
owned plant and equipment for foreign 
military sales costs millions : report to 
the Congress /, 78-17340 

Financing of foreign military sales : hear- 
ing before the Committee on Banking, 
Housing, and Urban Affairs, United 


Do not order from index; see indicated entry 





States Senaie, Ninety-fifth Congress, 
second session ... January 30, 1978., 
78-19050 


Foreign assistance and related programs 
appropriation bill, 1979 : report to ac- 
company H.R. 12931., 78-27112 


Foreign assistance and related programs 
appropriation bill, 1979 report 
together with minority and additional 
views to accompany H.R. 12931., 78- 
19339 


Foreign assistance and related programs 
appropriations act, 1978., 78-2364 


Foreign assistance and related programs 
appropriations for fiscal year 1979 : 
hearings before a subcommittee of the 
Committee on Appropriations, United 
States Senate, Ninety-fifth Congress, 
second session, on H.R. 12931 
78-26734 


Foreign assistance appropriations, 1979 
(H.R. 12931), 78-26734 


Foreign assistance legislation for fiscal 
year 1979 : hearings before the Com- 
mittee on International Relations, 
House of Representatives, Ninety-fifth 
Congress, second session ..., 78- 
16253, 78-16254, 78-22508 


Foreign economic assistance : message 
from the President of the United States 
transmitting foreign assistance 
proposals., 78-26876 

Foreign military sales : a potential drain 
on the U.S. defense posture : Depart- 
ments of Defense and State : report to 
the Congress /, 78-6959 


Foreign military sales and U.S. weapons 
costs /, 78-19256 


Human rights and U.S. policy : Argen- 
tina, Haiti, Indonesia, Iran, Peru, and 
the Philippines : reports /, 78-8322 


Implications of President Carter’s con- 
ventional arms transfer policy : report 
to the Committee on Foreign Rela- 
tions, United States Senate /, 78- 
14318 


eeeg 


Inadequate methods used to account for 
and recover personnel costs of the 
foreign military sales program : report 
to the Senate Committee on Armed 
Forces /, 78-6920 


International development assistance 
authorization and S. Res. 118 
hearings before the Subcommittee on 
Foreign Assistance of the Committee 
on Foreign Relations, United States 
Senate, Ninety-fifth Congress, second 
session, on S. 2646 ... S. 2420 
March 2, 3, and April 28, 1978., 78- 
22468 

International security assistance act of 
1977 : [an act to amend the Foreign 
assistance act of 1961 ...], 78-2351 





International security assistance act of 
1978 : conference report to accom- 
pany S. 3075., 78-26982 


International security assistance act of 
1978 : report of the Committee on In- 
ternational Relations, together with 
supplemental, separate, and additional 
views on H.R. 12514 ....,  78-19315 


The International security assistance act 


of 1978 report to accompany S. 
3075., 78-19469 


International security assistance pro- 
grams : hearings before the Subcom- 
mittee on Foreign Assistance of the 
Committee on _ Foreign Relations, 
United States Senate, Ninety-fifth Con- 
gress, second session, on S. 2846 ..., 
78-22470 


Issues and observations on the purposes 
of special security supporting 
assistance programs : Departments of 
Defense and State, Agency for Interna- 
tional Development report to the 
House Committee on _ International 
Relations /, 78-4719 

Making appropriations for foreign 
assistance and related programs for the 
fiscal year ending September 30, 1978 


: conference report to accompany H.R. 
7797., 78-5772 


Management of security assistance pro- 
grams overseas needs to be improved : 


report to the Congress /, 78-21040 


Prohibit the sale of certain defense arti- 
cles from the stocks of the Department 
of Defense : hearing before the Sub- 
committee on General Legislation of 
the Committee on Armed Services, 
United States Senate, Ninety-fifth Con- 
gress, second session, on S. 1708 
April 26, 1978., 78-26739 

Review of the President’s conventional 
arms transfer policy : hearings before 
the Subcommittee on_ International 
Security and Scientific Affairs of the 
Committee on International Relations, 
House of Representatives, Ninety-fifth 
Congress, second session, February | 
and 2, 1978., 78-22506 


).S. air and ground conventional forces 
for NATO firepower issues /, 78- 
19260 

J.S. air and ground conventional forces 
for NATO : mobility and logistics ts- 
sues /, 78-19258 
S. logistical support of major military 
equipment provided to foreign coun- 
tries : Department of Defense : report 
to the Committee on International 


Relations, House of Representatives /, 
78-4720 


S. monitoring of defense articles pro- 
vided to foreign countries : Depart- 





December 1978 


ments of Defense and State : report to 
the Committee on International Rela- 
tions, House of Representatives /, 78- 
4718 


United States arms transfer and security 
assistance programs :, 78-19176 


*Military assistance, American — Addresses, 


essays, lectures. 
FY 1977 security assistance program 
Statement /, 78-18400 


An overview of foreign and military 
assistance : statement /, 78-18414 


Military assistance, American — Africa. 


Military sales : an increasing U.S. role in 
Africa : report /, 78-23652 


*Military assistance, American — Africa — 


Addresses, essays, lectures. 
U.S. economic and military assistance to 
Africa : statement /, 78-18389 


*Military assistance, American — Australia. 


Training of Army _ units agreement 
between the United States of America 
and Australia, signed at Washington, 
November 4, 1976., 78-18432 


Military assistance, American — Bahrain. 


Status of administrative support unit per- 
sonnel : agreement between the United 
States of America and Bahrain, ef- 
fected by exchange of notes, signed at 
Manama June 28, 1977., 78-2150 


*Military assistance, American — 


Directories. 

MAPAD., 
10660, 
10663, 
10666, 
12621, 


78-10658, 
78-10661, 
78-10664, 
78-10667, 
78-16924, 

16926, 78-20099 
Military assistance program address 
directory., 78-10658, 78-10659, 
78-10660, 78-10661, 78-10662, 
78-10663, 78-10664, 78-10665, 
78-10666, 78-10667, 78-10668, 
78-12621, 78-16924, 78-16925, 

78-16926, 78-20099 


78-10659, 78- 
78-10662, 78- 
78-10665, 78- 
78-10668, 78- 
78-16925, 78- 


*Military assistance, American — East (Far 


East) — Addresses, essays, lectures. 
U.S. economic and security assistance in 
East Asia : statement /, 78-1839] 


*Military assistance, American — Egypt. 


Action by the Congress on certain 
proposed sales of aircraft to Egypt, 
Israel, and Saudi Arabia report 
together with individual views to ac- 
company S. Con. Res. 86., 78-1944] 

Proposed aircraft sales to Israel, Egypt, 
and Saudi Arabia : hearings before the 
Committee on International Relations, 
House of Representatives, Ninety-fifth 
Congress, second 
26819 


session ..., 78- 


Do not order from index; see indicated entry 





Proposed sales of military equipment and 
services to Egypt : hearing the Sub- 
committee on Europe and the Middle 
East of the Committee on International 
Relations, House of Representatives, 
Ninety-fifth Congress, first session, 
September 15, 1977., 78-5616 

Sale of C-130 aircraft to Egypt : hearing 
before the Subcommittee on Foreign 
Assistance and the Subcommittee on 
Near Eastern and South Asian Affairs 
of the Committee on Foreign Rela- 
tions, United States Senate, Ninety- 
fifth Congress, first session ... Sep- 
tember 21, 1977., 78-12087 


*Military assistance, American — Egypt — 


Addresses, essays, lectures. 
Sale of C-130’s to Egypt : 
78-18395 


statement /, 


Military assistance, American — Finance. 


Budget authority for foreign military 
sales is substantially understated : re- 
port /, 78-25814 


Military assistance, American — Iran. 


Sale of AWACS to Iran : communication 
from the President of the United States 
78-8400 


Sale of AWACS to Iran : hearings before 
the Subcommittee on Foreign 
Assistance and the Committee on 
Foreign Relations, United States 
Senate, Ninety-fifth Congress, first ses- 
sion ..., 78-8282 


*Military assistance, American — Israel. 


Action by the Congress on certain 
proposed sales of aircraft to Egypt, 
Israel, and Saudi Arabia report 
together with individual views to ac- 
company S. Con. Res. 86., 78-19441 

Proposed aircraft sales to Israel, Egypt, 
and Saudi Arabia : hearings before the 
Committee on International Relations, 
House of Representatives, Ninety-fifth 
Congress, second session ..., 78- 
26819 


Military assistance, American — Japan. 


Defense : production and acquisition of 
Sparrow ship-to-air missile : agreement 
between the United States of America 
and Japan, effected by exchange of 
notes signed at Tokyo, July 12, 1977., 
78-26515 


The United States and Japan should seek 
a more equitable defense cost-sharing 
arrangement : Departments of Defense 
and State : report to the Congress /, 
78-4734 


Military assistance, American — Jordan. 


Furnishing of defense articles and ser- 
vices : agreement between the United 
States of America and Jordan, effected 
by exchange of notes signed at Amman 
October 20, 1976 and February 23, 
1977., 78-5209 


Page 1-2151 





Military assistance, American — Kenya. 
Eligibility requirements pursuant to the 
International security assistance and 


arms export control act of 1976., 78- 
5196 


Military assistance : eligibility require- 
ments pursuant to the International 
security assistance and arms export 
control act of 1976 agreement 
between the United States of America 
and Kenya effected by exchange of 
notes dated at Nairobi August 10 and 
24, 1976., 78-5196 


Military assistance, American — Korea. 
Special international security assistance 
act of 1977 : communication from the 
President of the United States ..., 78- 
10093 


Military assistance, American — 

Luxembourg. 

Mutual defense assistance : agreement 
between the United States of America 
and Luxembourg, amending annex B 
to the agreement of January 27, 1950, 
effected by exchange of notes signed 
at Luxembourg, January 19, and 31, 
1977., 78-26486 


Military assistance, American — Malaysia. 

Military assistance : eligibility require- 
ments pursuant to the International 
security assistance and arms export 
control act of 1976 agreement 
between the United States of America 
and Malaysia, effected by exchange of 
notes dated at Kuala Lumpur, Februa- 
ry Il, and March 14, 1977., 78- 
26489 


*Military assistance, American — Near East. 
Middle East arms. sales 
hearings before the Committee on 
Foreign Relations, United States 
Senate, Ninety-fifth Congress, second 
session ...,  78-19115 
*Military assistance, American — Persian 

Gulf region. 

United States arms policies in the Persian 
Gulf and Red Sea areas : past, present, 
and future : report of a staff survey 
mission to Ethiopia, Iran, and the 
Arabian Peninsula /, 78-14367 

*Military assistance, American — Red Sea 
region. 


proposals 


United States arms policies in the Persian 
Gulf and Red Sea areas 
and future 
mission to 


: past, present, 
: report of a staff survey 

Ethiopia, Iran, and the 

Arabian Peninsula /, 78-14367 
*Military assistance, American — Saudi 

Arabia. 

Action by the Congress on certain 
proposed sales of aircraft to Egypt, 
Isracl, and Saudi Arabia report 
together with individual views to ac- 
company S. Con. Res. 86.,  78-19441 


Page 1-2152 





Subject Index 


Perspectives on military sales to Saudi 
Arabia : report to the Congress /, 78- 
6947 


Proposed aircraft sales to Israel, Egypt, 
and Saudi Arabia : hearings before the 
Committee on International Relations, 
House of Representatives, Ninety-fifth 
Congress, second session ..., 78- 
26819 


*Military assistance, American — Saudi 
Arabia — Addresses, essays, lectures. 
Saudi Arabia : Maverick missiles : fol- 

lowing is a statement /, 78-18382 


Military assistance, American — Turkey. 
The military aspects of banning arms aid 
to Turkey : hearing before the Com- 
mittee on Armed Services, United 
States Senate, Ninety-fifth Congress, 
second session, June 28, 1978., 78- 
26742 


Military sales to Turkey : communication 
from the President of the United States 
.., 78-10069, 78-24685 

Military assistance, Canadian — United 

States. 

Torpedo test range, Strait of Georgia and 
Jervis Inlet : agreement between the 
United States of America and Canada, 
effected by exchange of notes, signed 
at Ottawa January 13 and April 14, 
1976., 78-769 

Military bases. 

General provisions and geometric design 
for roads, streets, walks, and open 
storage areas., 78-4336 


*Military bases — Colorado — Fort Carson. 

Environmental baseline descriptions for 

use in the management of Fort Carson 
natural resources., 78-15076 


*Military bases — Environmental aspects. 
Environmental protection : planning in 
the noise environment., 78-20410 
*Military bases — Management. 
Facilities engineering 
management system., 


resources 
78-15067 


*Military bases — United States. 
Construction criteria for Army facilities., 
78-12651 


Military construction authorization act, 
1978., 78-2348 


Unit mail service., 78-8711 
Military bases, American. 

Hearing on section 612 of Public Law 
94-431 and Public Law 95-82, base 
closures and realinements, before the 
Military Installations and Facilities 
Subcommittee of the Committee on 
Armed Services, House of Representa- 
tives, Ninety-fifth Conress, first ses- 
sion, September 26, 1977., 78-8238 

How to improve procedures for deciding 
between contractor and in-house mili- 


Do not order from index; see indicated entry 





tary base support services 
ment of Defense., 78-6951 
Military bases, American — Korea. 
Improved vehicle management at military 
installations in Korea : report /, 78- 
23664 
*Military bridges — Handbooks, manuals, 
etc. 
Bridge specialist., 


Depart- 


78-1068 1 
Bridge specialist, MOS 12C, skill level 3 
: soldier’s manual., 78-12655 
Bridge specialist MOS 12C, skill level 4 : 
soldier’s manual., 78-10683 
Bridge specialist MOS 12C, skill levels 1 
and 2 : soldier’s manual., 78-10682 
Commander’s manual : MOS 12C, bridge 
specialist., 78-10681 
Military departments and divisions — 
United States. 
Army plans to 
community /, 


realine the 

78-352 

*Military discharge — United States. 

Eligibility for veterans’ benefits pursuant 

to discharge upgradings: hearing be- 
fore the Committee on Veterans’ Af- 
fairs, United States Senate, Ninety-fifth 
Congress, first session on S. 1307 and 
related bills, June 23, 1977., 78- 
12186 


armament 


Eligibility for veterans’ benefits pursuant 
to upgrading discharges of 
former service members : 
company H.R. 8698., 


certain 
report to ac- 
78-1228 


It’s your future., 78-20369 


Upgrading of discharge under special 
programs implemented by former Pre- 
sident Gerald Ford and President 
Jimmy Carter hearings before a 
Select Subcommittee of the Committee 
on Veterans’ Affairs, House of 
Representatives, Ninety-fifth Congress, 
first session ..., 78-5660 

Military discipline. 

Factors related to the 
disciplinary 
personnel /, 


incidence of 
actions enlisted 


78-4521 


among 


Military education. 

Cost of training granted to foreign stu- 
dents under the military assistance pro- 
gram : Departments of Defense and 
State : report to the Congress /, 78- 
4727 


Evaluation of Plato IV in vehicle main- 
tenance training /, 78-6537 


Predicting success in the AFROTC 
scholarship program : final report for 
period January 1976 - January 1977 /, 
78-15198 


The US Army Engineer School Ap- 
prenticeship Program for the trade of 
electrican., 78-4432 





Military education — Costs. 

Defense action to reduce charges for 
foreign military training will result in 
the loss of millions of dollars : Depart- 
ment of Defense : report of the Comp- 
troller General of the United States., 
78-1728 

Military education — Curricula — 

Evaluation. 

Appraisal of Air Force training course 
field evaluation system /, 78-25354 

Military education — Evaluation. 

Summary of research findings on the 
military general educational develop- 
ment program /, 78-4530, 78-15183 

*Military education — Handbooks, manuals, 
etc. 

Formal schools 
78-12775 


Training, USAF formal schools catalog., 
78-12774, 78-12775 
USAF formal schools 
12774, 78-12775 
*Military education — United States. 
Acceptability of associate 
branch basic schools /, 


catalog., 78-12774, 


catalog., 78- 


ratings at 

78-20223 

Army training and evaluation program 
for service company : (collection and 
classification), 78-10736 

The five service academies : a followup 


report : report to the Congress /, 78- 
6930 


Guide to the evaluation of educational 
experience in the Armed Service 76 : 
1977 supplement., 78-20232 

Guide to the evaluation of educational 
experiences in the armed services., 
78-25103 

Millions of dollars of costs incurred in 
training foreign military students have 
not been recovered : Department of 
Defense : report to the Congress /, 
78-1723 

*Military education — United States — 

Classification. 

Army training and evaluation program 
for service company : (collection and 
classification), 78-10736 

*Military education — United States — Data 
processing. 

Application of tactical data systems for 
training : DEVTOS feasibility deter- 
mination and selection of an instruc- 
tional operating system /, 78-20222 

*Military education — United States — 

Management. 

Opportunities exist for substantial savings 
in administration of military skill train- 
ing programs., 78-13260 

*Military engineering. 

Combat engineer : MOS 12B, skill level 

4, soldier’s manual., 78-10680 
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*Military engineering — Handbooks, 

manuals, etc. 

Combat engineer : MOS 12B, skill level 
3, soldier’s manual., 78-10679 

Combat engineer : MOS 12B skill levels 
1 and 2, soldier’s manual., 78-10678 

Combat engineer, MOS 12B., 78-8679 

Commander’s manual : combat engineer, 
MOS 12B., 78-8679 

Design manual : structural engineering., 
78-15124 


Structural engineering., 78-15124 
Military helicopters. 

Attack helicopter repairer, MOS 67Y 
soldier’s manual., 78-4413 

Is production of the CH-53E helicopter 
warranted? : report to the Congress /, 
78-15365 

Soldier’s manual attack helicopter 
repairer, MOS 67Y, skill levels 1/2/3., 
78-4413 

*Military helicopters — Costs. 

Can the Army’s $2.8 billion program to 
modernize the CH-47 helicopter be 
improved? : report to the Congress /, 
78-13372 

Military history — Bibliography. 

Military history., 78-6985 

Military hygiene. 

Commander's manual environmental 
health specialist., 78-1532 

Commander's manual 
cialist., 78-1516 


Veterinary spe- 


Environmental health specialist 
mander’s manual., 78-1532 
Environmental health specialist : soldier's 

manual., 78-1519, 78-4373 
Soldier’s manual : environmental health 
specialist., 78-1519, 78-4373 


com- 


Soldier’s manual : veterinary specialist., 
78-1517, 78-1518, 78-4372 

Veterinary 
manual., 


specialist 
78-1516 


commander's 


Veterinary specialist : soldier's manual., 

78-1517, 78-1518, 78-4372 

78-25297 
*Military hygiene — Handbooks, manuals, 
ete. 

Army training and evaluation program, 
medical platoons and sections organic 
to combat and combat support bat- 
talions/squadrons., 78-23105 


Your health and you., 


Coordinating draft : Army training and 
evaluation program : medical platoons 
and sections organic to combat and 
combat support battalions/squadrons., 
78-23 105 


Medical platoons and sections organic to 
combat and combat support battalions/ 
squadrons., 78-23105 
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Military intelligence. 
Armor First Sergeant/Armor Operations 
Sergeant/Intelligence Sergeant, MOS 
11ES0 : solider’s manual., 78-4395 
Commander's manual : interrogator, skill 
level 1/2/3/4, MOS 96C., 78-1533 
Counterintelligence agent for skill levels 
2/3/4/5., 78-8701 
Intelligence analyst (MOS 96B) for skill 
level 5.,  78-10731 
skill level 
96C : commander's manual., 


Interrogator, 1/2/3/4, MOS 


78-1533 
Maneuver combat arms sergeant, 11Z50 


: solider’s manual., 78-4348 


The perception of tactical intelligence in- 
dications by intelligence officers 
78-4442 

A questionnaire-based analysis of order- 
of-battle elements /, 78-23112 

Soldier’s manual 
ant/Armor Operations Serge- 
ant/Intelligence Sergeant, MOS 11E50, 
skill level 5., 78-4395 

Soldier’s 
agent 
8701 


Armor First Serge- 


manual 
for skill 


counterintelligence 
levels 2/3/4/S /, 78- 


Soldier's manual 
(MOS 96B) for 
10731 


intelligence 


skill 


analyst 

level 5., 78- 

Soldier’s manual : manual combat arms 
sergeant, 11Z50., 78-4348 

Tactical order of battle 

78-20221 


: a state of the 
art survey /, 


Tactical SIGINT reporting., 78-16946 


*Military intelligence — Data processing. 
Defense integrated data system (DIDS) 
materiel management decision rule ta- 
bles., 78-20105, 78-20106, 78- 
20107 


Defense integrated data system (DIDS) 
procedures handbook., 78-15024, 
78-15025, 78-16919 


Defense integrated data system (DIDS) 
procedures 78-12591, 78- 
12592, 78-15023, 78- 
16908, 78-16910, 78- 
16911, 78-16913, 78- 
16914, 78-16915, 78-16916, 78- 
16917, 78-16918, 78-20071, 78- 
20072, 78-20073, 78-20074 


manual., 
78-15022, 
78-16909, 
78-16912, 


Improved management of computer 


resources needed to enhance 


Marine 
Corps’ efficiency and effectiveness 
Department of Defense 
Congress /, 78-1804 


report to the 


*Military intelligence — Evaluation. 
The perception of tactical intelligence in- 
dications : a replication /, 78-12715 
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*Military intelligence — Handbooks, 
manuals, etc. 

Army training and evaluation program : 
military intelligence com- 
pany/detachment, counterintelligence., 
78-12696 

Commander’s manual 
analyst (MOS 96B), 

Intelligence analyst 
10728, 78-10729 


Intelligence analyst (MOS 96B) for skill 
level 4., 78-10730 


Military intelligence com- 
pany/detachment counterintelligence., 
78-12696 

Soldier’s manual intelligence analyst 
(MOS 96B) for skill level 3., 78- 
10729, 78-10730 


*Military intelligence — Methodology. 
The perception of tactical intelligence in- 
dications : a replication /, 78-12715 
Military intelligence — Periodicals. 
Military intelligence., 78-3032 


*Military intelligence — Study and teaching. 
Commander’s manual counterintel- 
ligence agent, (MOS 97B)., 78-15058 
Counterintelligence agent, MOS 97B., 
78-15058 


Military law — United States. 

Full committee consideration of H.R. 
9691, to make certain disability retire- 
ment determinations by the Secretaries 
of the military department subject to 
review by the Secretary of Defense ... 
November 4, 1975., 78-14290 


Judge advocate legal service., 78-3018 


United 


intelligence 
78-10728 


(MOS 96B), 78- 


Manual for  courts-martial, 
States., 78-23032 

Military administrative law handbook., 
78-25197 

Military law review., 78-23107 
Report on the activities of the Commit- 

tee on Armed Services., 78-16182 

Military law — United States — Cases. 

Judge advocate legal service., 78-3018 


Military law — United States — Periodicals. 
The Air Force law review., 78-3096 


78-3019 
78-3020 


The Army lawyer., 
Military law review., 


Military maneuvers. 
Commander's 
LIB/LIC., 


Infantryman, 
manual., 


manual 
78-1501 


1IB/1IC 
78-1501 


infantryman, 


commander's 


Initial validation of realtrain with Army 


combat units in Europe /, 78-218 


Maneuver combat arms sergeant, 11Z50 
: solider’s manual., 78-4348 


Page 1-2154 





Subject Index 


Soldier’s manual : manual combat arms 
sergeant, 11Z50., 78-4348 


Military museums — United States — 
Periodicals. 


Army museum newsletter., 78-3046 


Military music — Manuals, text-books, etc. 
All bandsmen, MOS 02B-Z., 78-6457 
Commander’s manual : all bandsmen, 

MOS 02B-Z /, 78-6457 
Enlisted bandleader., 78-6443 
Guitar player, skill 1-2-3., 78- 
6458 


levels 


Soldier’s manual : enlisted bandleader, 
{MOS 02Z, skill level 5 /, 78-6443 

Soldier’s manual Guitar player, skill 
levels 1-2-3., 78-6458 

*Military music — United States — 

Manuals, text-books, etc. 

Clarinet player., 78-10718 

Soldier’s manual : 
levels 1 - 2 - 3., 


clarinet player, skill 
78-10718 
Military nursing. 

Comparative analysis of nurse and medi- 
cal service personnel : final report for 
period 2 January 1974 - 31 July 1975 
/, 78-4528 


Occupational analysis of Air Force 
Reserve and Air National Guard nur- 
ses : final report for period January 
1974 - July 1975 /,  78-15144 


Professional services., 78-11934 


*Military offenses. 


Criminal law materials., 78-23168 


Military offenses — United States — 

Periodicals. 

Military law review., 78-3020 

Military policy. 

NATO and the new Soviet threat : report 
of Senator Sam Nunn and Senator 
Dewey F. Bartlett to the Committee on 
Armed Services, United States Senate., 
78-8240 


Military policy — Periodicals. 

Political, sociological, and military af- 
fairs, 78-906 

Translations on Eastern Europe;, 78- 
906 

*Military posts — United States. 

Assessment location preference of air- 
men : final report for period | March 
1974 - 30 June 1975 /, 78-15134 

*Military reconnaissance. 

Armor reconnaissance specialist for MOS 
11D., 78-20185 

Commander's manual : armor reconnais- 
sance specialist for MOS 11D., 78- 
20185 

Soldier’s manual : armor reconnaissance 
specialist, skill levels 1 and 2., 78- 
4394 
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Military research — United States. 
Army R & D newsmagazine, 78-3025 


Army research and development., 78- 
3025 


Army research and development news 
magazine, 78-3025 

research & 

78-23183 


Human resources research and develop- 
ment results can be better managed : 
Department of Defense : report to the 
Committee on Appropriations, House 
of Representatives /, 78-1753 


Contract 
gram., 


technology pro- 


National 
4297 


security management., 78- 


Science, technology, research and 
development /, 78-4297 


Military research — United States — 
Periodicals. 

Research in progress - 

Research Office., 


USS. 
78-12714 
*Military reservations — Hawaii — Oahu. 
Final environmental. impact statement, 
military housing _ project, 
Aliamanu Military Reservation., 78- 
20230 
Military family housing project, 
Aliamanu Military Reservation, Oahu, 
Hawaii /, 78-20230 


Army 


family 


Military reservations — United States. 
Authorization for conservation programs 
on military reservations : 
company H.R. 10882., 


report to ac- 
78-26891 
Sikes act amendments of 1978 : report to 
accompany S. 2987., 78-19486 
Military roads. 
General provisions and geometric design 
for roads, streets, walks, and 
storage areas., 78-4336 


open 


*Military science. 

Military standard requisitioning and issue 
procedures., 78-12628, 78-12629, 
78-16928 

MILSTRIP., 
78-16928 


78-12628, 78-12629, 


*Military service — United States. 

Army training and evaluation program : 
military intelligence com- 
pany/detachment, counterintelligence., 
78-12696 

Military intelligence com- 
pany/detachment counterintelligence., 
78-12696 

*Military service, Compulsory — United 

States. 

Final deliberation of the Selective Ser- 
vice System Advisory Committee on 
the Selection of Physicians, Dentists, 
and Allied Health Specialists 
year-1975., 78-18976 


: calendar 





Registrants 
3890 


Military service, Voluntary — United States. 

Achieving America’s goals : national ser- 

vice or the all-volunteer armed force? : 
Study /, 78-12038 


Costs of the all-volunteer force : hearing 
before the Subcommittee on Man- 
power and Personnel of the Committee 
on Armed Services, United States 
Senate, Ninety-fifth Congress, second 
session, February 6, 1978., 78-24573 


Military service, Voluntary — United States 
— Costs. 
Additional cost of the all-volunteer force 
: report to the Congress /, 78-23632 


*Military services as a profession. 

Career area rotation model : supplemen- 
tal user’s manual final report for 
period October 1974 - May 1975 /, 
78-15135 


*Military supplies. 
Defense integrated data system (DIDS) 
materiel management decision rule ta- 


bles., 78-20105, 78-20106, 78- 
20107 


processing manual., 78- 


Foreign military sales (FMS) customer 
procedures., 78-20131 

Logistic[s] : logistics functional systems 
requirements : supply accounting and 
management information system 
(SAMIS)., 78-10673 


MILSTRIP foreign military sales (FMS) 
customer procedures., 78-20131 


Movement of military impedimenta by 


commercial carriers., 78-4338 


Prohibit the sale of certain defense arti- 
cles from the stocks of the Department 
of Defense : hearing before the Sub- 
committee on General Legislation of 
the Committee on Armed Services, 
United States Senate, Ninety-fifth Con- 
gress, second session, on S. 1708 
April 26, 1978., 78-26739 

Soldier’s manual subsistence sup- 
plyman, MOS 76X skill levels | and 2., 
78-8690 


Subsistence supplyman., 78-8690 
Military supplies — Catalogs. 
Federal supply classification, 
*Military supplies — Handb 
ete. 
Defense European and Pacific Redis- 
tribution activity (DEPRA) 
procedures., 78-23069, 78-25151 


78-20056 





ks, manuals, 


Military standard requisitioning and issue 
procedures., 78-23069, 78-2515] 
Military supply and transportation 
evaluation procedures : (MILSTEP)., 

78-12620 


MILSTEP., 78-12620 
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*Military supplies — Maintenance and 
repair. 

Commander's manual : power generation 
equipment repairer, MOS 52 D., 78- 
20145 

Commander’s manual utilities equip- 
ment repairer, MOS 52C., 78-20144 

Power generation equipment repairer., 
78-20145 


Utilities equipment repairer., 78-20144 


Military supplies — Maintenance and repair 
— Handbooks, manuals, etc. 
Armament maintenance foreman, 

level four., 78-8685 


skill 


Quartermaster equipment repairman., 
78-10695 

Soldier’s manual : MOS 45Z, armament 
maintenance foreman, skill level four., 
78-8685 


Soldier’s manual MOS 63J quarter- 
master equipment repairman, _ skill 
level one/two., 78-10695 

Military supplies — Packaging. 

Packaging of materiel : v. 2—Packing., 

78-8672 
Military supplies — Packing. 

Packaging of materiel : v. 2—Packing., 

78-8672 
*Military supplies — Procurement — 

Management. 

A critique of the performance of the 
Defense Systems Acquisition Review 
Council : billions in public funds in- 
volved : report to the Congress /, 78- 
11138 


Military supplies — Registers. 
Federal supply classification,, 
78-2998 


78-2997, 


*Military supplies — Standards. 
MILSCAP military standard contract ad- 
ministration procedures., 78-16923 
Military supplies — Statistics — Periodicals. 
Shipments of defense-oriented 
tries., 78-12468 


Military telegraph — Maintenance and 
repair — Handbooks, manuals, etc. 
Maintenance and repair parts consump- 

tion planning guide for contingency 
operations terminal: _telegraph- 
telephone: AN/TCC-29., 78-25193 

Military telegraph — United States. 

Apprenticeship program for the trade of 
telegraphic-teletypewriter operator., 
78-6487 


indus- 


The US Army Signal School apprentice- 
ship program for the trade of tele- 
graphic-teletypewriter operator., 78- 
6487 

Military topography — Bibliography. 

A bibliography with abstracts of U.S. 

Army Engineer Waterways Experiment 
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Station publications related to terrain 
/, 78-25243 
*Military topography — Instruments — 
Maintenance and repair. 
Commander’s manual : topographic in- 
strument repair specialist, MOS 41B., 
78-20143 


Topographic instrument repair specialist., 

78-20143 
Military training camps. 

The Army’s test of one station unit train- 
ing : adequacy and value : Department 
of the Army : report to the House 
Committee on Appropriations /, 78- 
4652 

Military unions — United States. 

Amending chapter 49 of title 10, United 
States Code, to prohibit union or- 
ganization and membership in_ the 
Armed Forces, and for other purposes 

report to accompany S. 274., 78- 
$934 

Full committee consideration of S. 274 

. to prohibit union organization and 
membership in the Armed Fores, and 
for other related purpses /, 78-19027 

Information on military unionization and 
organization 
78-1757 


: report to the Congress /, 


The issue of military unionism : genesis, 
current status and resolution / by Col- 
ben K. Sime, jr., 78-10657 


Military unionism., 78-10657 

Prohibit unionization of the military 
hearings before the Subcommittee on 
Civil Service of the Committee on Post 
Office and Civil Service, House of 
Representatives, Ninety-fifth Congress, 
second session, on S. 274 
31 and February 1, 1978., 


... January 
78-19203 
Prohibition of union organization of the 
Armed Forces : report together with 
supplemental views to accompany S. 
274 /, 78-24700 
Unionization of the Armed Forces : hear- 
ing before the Committee on Armed 
Services, United States Senate, Ninety- 
fifth Congress, first session, on S. 274 
and S. 997 ..., 78-5512 
*Milk. 
Dan and Sue meet the milk family., 78- 
14763 
Milk : final estimates for 1970-74., 78- 
10297 


Milk — Analysis and examination. 
Tritium retention by cows and steers and 
transfer to milk /, 78-250 


*Milk — Grading and standardization. 

Comparison of production costs for 
grade A and grade B milk /, 78- 
14829 
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Milk — Prices — Finland. 

The milk price and production programs 
of Norway, Sweden, and Finland /, 
78-8570 

Milk — Prices — Minnesota. 

Prices received by farmers : Minnesota- 
Wisconsin manfacturing grade milk 
price series and final two-state esti- 
mates for 1973-75., 78-8577 

Milk — Prices — Norway. 

The milk price and production programs 
of Norway, Sweden, and Finland /, 
78-8570 

Milk — Prices — Sweden. 

The milk price and production programs 
of Norway, Sweden, and Finland /, 
78-8570 

*Milk — Prices — United States. 

Dairy price policy : setting, problems, al- 
ternatives /, 78-12370 

Farm size and regional distribution of the 
benefit under Federal milk market 
regulation /, 78-23603 


Geographic structure of milk prices, 
1975 /, 78-1341 


Government’s role in pricing fluid milk 
in the United States /, 78-12368 
Issued in milk pricing and marketing /, 

78-3976 
*Milk — Prices — United States — 
Addresses, essays, lectures. 
Remarks /, 78-14812 


Milk — Prices — Wisconsin. 

Prices received by farmers : Minnesota- 
Wisconsin manfacturing grade milk 
price series and final two-state esti- 
mates for 1973-75., 78-8577 

*Milk — Statistics. 
Sources of milk for Federal order mar- 
kets by state and county., 78-12437 
Milk as food. 
Skim milk in infant feeding /, 
*Milk plants. 

Economic feasibility of a small on-the- 
farm milk processing plant /, 78- 
16519 

Milk production — Finland. 

The milk price and production programs 
of Norway, Sweden, and Finland /, 
78-8570 

Milk production — Norway. 

The milk price and production programs 
of Norway, Sweden, and Finland /, 
78-8570 

Milk production — Sweden. 

The milk price and production programs 
of Norway, Sweden, and Finland /, 
78-8570 

*Milk production — United States. 

Comparison of production costs for 
grade A and grade B milk /, 78- 
14829 


78-460 
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Milk production — United States — 
Statistics — Periodicals. 
Milk; production, disposition, income., 
78-16732 


Milk production., 78-2489 


Milk trade — United States. 
Issued in milk pricing and marketing /, 
78-3976 
*Milk trade — United States — Costs. 
Costs of producing milk in the United 
States, final 1976, estimated 1977, and 
projections for 1978 /, 78-19009 


*Milk trade — United States — Statistics. 

Sources of milk for Federal order mar- 
kets by state and county., 78-12437 

Milk trade — United States — Statistics — 

Periodicals. 

Federal milk order market statistics., 
78-2474, 78-19505 

Milk; production, disposition, income., 
78-16732 

Miller, Anita, 

Nomination of Anita Miller : hearing be- 
fore the Committee on Banking, Hous- 
ing, and Urban Affairs, United States 
Senate, Ninety-fifth Congress, second 
session, on the nomination of Anita 
Miller, to be a Member of the Federal 
Home Loan Bank Board, April 20, 
1978., 78-22416 


Miller, George William, 

Continuation of the nomination of G. 
William Miller : hearings before the 
Committee on Banking, Housing, and 
Urban Affairs, United States Senate, 
Ninety-fifth Congress, second session 


. February 27 and 28, 1978., 78- 
19051 


Nomination of G. William Miller : hear- 
ing before the Committee on Banking, 
Housing, and Urban Affairs, United 
States Senate, Ninety-fifth Congress, 
second session ... January 24, 1978., 
78-22415 

Miller, Jennet Juanita. 

Jennet Juanita Miller 
pany H.R. 1405., 


*Millet — United States. 

Sorghum and millet crop improvement : 
agreement between the United States 
of America and the Yemen Arab 
Republic dated at San’a’, March 31, 
1976., 78-21954 

*Millet — Yemen. 

Sorghum and millet crop improvement : 
agreement between the United States 
of America and the Yemen Arab 
Republic dated at San‘a’, March 31, 
1976., 78-21954 

*Millimeter waves. 

Computer-aided analysis of dissipation 

losses in isolated and coupled transmis- 


: report to accom- 
78-1161 
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sion lines for microwave and millime- 
ter-wave integrated-circuit applications 
/, 78-20379 
*Milling machinery — Catalogs. 
Milling machines., 78-20128 
Mills and mill-work. 

Final environmental statement related to 
the Utah International Inc. (Lucky Mc 
Uranium Corporation) Lucky Mc, 
Gas Hills uranium mill (Fremont 
County, Wyoming) docket no. 40- 
2559., 78-5479 


*Milwaukee, Wis. — Officials and employees 

— Salaries, allowances, etc. 

Municipal government wage survey : Mil- 
waukee, Wisconsin, August 1976 /, 
78-18007 

Municipal government wage surveys 
Milwaukee, Wisconsin, August 1975 /, 
78-18006 

*Milwaukee, Wis. — Recreational facilities. 

National urban recreation studies : Mil- 

waukee, Racine., 78-24072 
*Mine accidents. 

Analysis of injuries associated with main- 
tenance and repair in metal and non- 
metal mines /, 78-13810 

Prediction of failures in mines 
view /, 78-17804 


Mine accidents — United States — Statistics. 
Coal-mine fatalities, 78-3492 


Coal-mine injuries and worktime, 78- 
3493 


MESA 
3493 


: an Over- 


safety reviews., 78-3492, 78- 


Mine drainage. 

Methane drainage experience with 
hydraulic stimulation through slotted 
casing /, 78-26173 

Mine drainage — Bibliography. 

Industrial waste and mine drainage., 78- 

25826 


*Mine dusts. 

Comparison of respirable dust concentra- 
tions measured with personal gravimet- 
ric sampling instruments operated on- 
section and portal-to-portal /, 78- 
17866 

Mine dusts — Congresses. 

Respirable dust control proceedings, 
Bureau of Mines Technology Transfer 
Seminars, Pittsburgh, Pa., September 
21, 1976 and St. Louis Mo., Sep- 
tember 23, 1976 /, 78-4963 

*Mine dusts — Measurement. 

Standard calibration and maintenance 

procedures for wet test meters and 


coal mine respirable dust samplers /, 
78-17869 





Mine dusts — Standards. 
Quantitating respirable dust 
generated during longwall 
operations /, 78-7359 


levels 
mining 


*Mine explosions. 

Bureau of Mines damage-resistant brat- 
tice /, 78-11461 

Extinguishing agents for mine face gas 
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General Oversight of the Committee 
on Small Business, House of Represen- 
tatives, Ninety-fifth Congress, second 
session, ... June 20 and 21, 1978., 
78-26862 


How to build an export business : an in- 
ternational marketing guide for the 
minority-owned firm /, 78-14840 


on business opportunities for 
small and minority businessmen ., 78- 
17686 


minority- 


Manual 


Minority business opportunities US. 


Dept. of Transportation program., 
78-7687 


Minority contracting : joint hearing be- 
fore the Select Committee on Small 
Business, United States Senate, and the 
Subcommittee on Minority Enterprise 
and General Oversight of the Commit- 
tee on Small Business, House of 
Representatives, Ninety-fifth Congress, 
second session ... February 6, 1978., 
78-19235 


Minority enterprise venture capital act of 
1977 and Small business investment 
company development act of 1977 : 
hearing before the Select Committee 


on Small Business, United States 
Senate, Ninety-fifth Congress, first ses- 
sion, on §. 2156 and S. 2157 ... Oc- 
tober 3, 1977., 78-16298 


The Office of Minority Business Enter- 
prise could do more to start and main- 


tain minority businesses : report to the 
Congress /, 78-13194 


business opportunities for 
minority-owned businesses., 78-7840 


Railroads 
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Report based on hearings and inquiries 
conducted on the Small Business Ad- 
ministration involving abuses in the 
8(a) program and irregularities con- 
cerning minority business /, 78-16229 

Small Business Administration 8(a) con- 
tract procurement program : report of 
the Select Committee on Small Busi- 
ness, United States Senate ... based on 
a hearing before the committee, Janua- 
ry 21, 1976., 78-8349 

Small business and capital ownership 
development act of 1978 : hearings be- 
fore the Subcommittee on Economic 
Development, Marketing, and the 
Family Farmer of the Select Commit- 
tee on Small Business, United States 
Senate, Ninety-fifth Congress, second 
session ... March 16 and 20, 1978., 
78-22561 


Small business investment act of 1978 : 


report to accompany H.R. 11318., 
78-27096 


Small business investment company 
development act of 1977 : hearing be- 
fore the Select Committee on Small 
Business, United States Senate, Ninety- 
fifth Congress, second session, on S. 
2157 ... January 23, 1978., 78-19234 

Minority business enterprises — United 

States — Finance — Directories. 

Guide to Federal assistance programs for 
minority business enterprise., 78- 
1384 

Minority business enterprises — United 

States — Periodicals. 

Access., 78-2547 


Minority business enterprise in HUD pro- 
grams, annual report., 78-17708 


Minority officials and employees. 
State and local government functional se- 
ries., 78-2197, 78-18845 


1973 state and local government func- 
tional series., 78-2197, 78-18845 
Mints — California. 
Medals of the United States Mint., 78- 
827 


*Mints — California — San Francisco. 

The old mint of San Francisco : a na- 
tional historic landmark, 1874., 78- 
24333 

Mints — Colorado — Denver. 

Alternatives to constructing a new 
Denver mint : Bureau of the Mint : re- 
port to the Senate Committee on 
Banking, Housing, and Urban Affairs., 
78-1818 

Mints — United States. 

Annual report of the Director of the 

Mint., 78-14038 


Do not order from index; see indicated entry 





Misconduct in office — United States. 

Allowing any attorney employed or 
retained by the Committee on Stan- 
dards of Official Conduct to take the 
deposition of any person for the pur- 
pose of conducting any inquiry or in- 
vestigation pursuant to H. Res. 252 : 
report toaccompany H. Res. 752., 
78-10111 


Misner, Jack R 
For the relief of Jack R. Misner : report 
to accompany H.R. 5037., 78-2374 


For the relief of Jack R. Misner with 
respect to the vessel “Panda” : report 
to accompany H.R. 5037., 78-5698 


Intravenous fat emulsion, duty suspen- 
sion, Jack R. Misner, relief : [an act to 
suspend until July 1, 1980, the duty on 
intravenous fat emulsion, and for other 
purposes]., 78-12234 


Mississippi — Climate. 
Mississippi, monthly averages of tem- 
perature ..., 78-4227 


Mississippi, monthly normals of tempera- 
ture ..., 78-4183 


Monthly averages of temperature and 
precipitation for state climatic divi- 
sions 1941-1970 Mississippi., 78- 
4227 


Monthly normals’ of temperature, 
precipitation, and heating and cooling 
degree days 1941-1970 : Mississippi., 
78-4183 


Mississippi — Climate — Periodicals. 
Climatological data, Méississippi., 78- 
2763 
Mississippi — Industries. 
County business patterns., 
78-19706 
Mississippi — Population — Statistics. 
Estimates of the population of Mississippi 
counties and metropolitan areas: July 
A. 1975 (revised ) and 1976 
(provisional), 78-4073 
Federal-State cooperative program for 
population estimates., 78-4073 
Mississippi — Statistics, Vital. 
Mississippi, 78-4844 
78-4844 


U.S. decennial life tables., 


78-1407, 


State life tables, 
78-4844 


*Mississippi River. 

Locks and dam no. 26, Mississippi River, 
Alton, Ill. : Communication from the 
Assistant Secretary of the Army (Civil 
Works) transmitting a letter from the 
Chief of Engineers, Department of the 
Army, submitting a report on Locks 
and Dam no. 26, Mississippi River, 
Alton, Ill., prepared under authority of 
Section 6 of the River and Harbor Act 
approves March 3, 1909., 78-10747, 
78-12216 





Wild and scenic river recommendation : 
Upper Mississippi River, Minnesota., 
78-8380 


Wild and scenic river study, Upper Mis- 
sissippi River, Minn. : communication 
from the Director, Bureau of Outdoor 
Recreation, U.S. Department of the In- 
terior ..., 78-10078 


*Mississippi Valley — History. 
River engineers on the middle Mississippi 
: a history of the St. Louis District, 
U.S. Army Corps of Engineers /, 78- 
23117 
Missouri — Climate. 
Missouri, monthly averages of tempera- 
ture ..., 78-4228 


Missouri, monthly normals of tempera- 
ture ..., 78-4184 


Monthly averages of temperature and 
precipitation for state climatic divi- 
sions 1941-1970 : Missouri., 78-4228 

Monthly normals of temperature, 
precipitation, and heating and cooling 
degree days 1941-1970 : Missouri., 
78-4184 


Missouri — Climate — Periodicals. 


Climatological data, Missouri., 78-2764 


*Missouri — Economic conditions. 


Economic development action plan., 
78-22352 


Missouri — Industries. 


County business patterns., 78-12490 


Missouri — Population — Statistics. 
Estimates of the population of Missouri 
counties and metropolitan areas: July 
a 1975 (revised ) and 1976 
(provisional), 78-8637 


Federal-state cooperative program for 


population estimates., 78-8637 


Missouri — Statistics. 


County business patterns., 78-1408 


Missouri — Statistics, Vital. 
Missouri, 78-4845 


State life tables, 78-4845 


U.S. decennial life tables., 78-4845 


Missouri River Basin project. Shoshone 

Extensions Unit. Polecat Bench Area. 

To construct, operate, and maintain the 
Polecat Bench area of the Shoshone 
extension unit, Pick-Sloan Missouri 
Basin Program, Wyoming : hearing be- 
fore the Subcommittee on Energy 
Research and Water Resources of the 
Committee on Interior and Insular Af- 
fairs, United States Senate, Ninety- 
fourth Congress, first session, on. S. 
151... April 17, 1975., 78-9983 

*Mites. 

Key to mites commonly associated with 

the southern pine beetle /, 78-14725 
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Miticides. 
EPA compendium of registered pesti- 
cides., 78-3126 


Insecticides, acaricides, molluscicides 

and antifouling compounds, 78-3126 
Miticides — Toxicology. 

Bioassay of dicofol for possible car- 
cinogenicity., 78-23781 

Bioassay of 2,3,5,6-tetrachloro-4- 
nitroanisole for possible carcinogenici- 
ty., 78-23799 

Mixing. 

Draft (net displacement) produced by 
density perturbations in stratified fluids 
/, 7178-25327 

*Mobile communication systems. 

The application of the 900 MHz band to 
law enforcement communications : an 
analysis of technical and regulatory 
factors affecting the applicability of 
the 900 MHz portion of the radio 
spectrum to law enforcement commu- 
nication system problems., 78-21640 


Interfacing the automated maritime mo- 
bile telephone with the U.S. public 
switched telephone network /, 78- 
25080 


Mobile air traffic control, navigational 
aid, communication and 
system., 78-26586 


Mobile radio systems., 


power 


78-19589 
Power system communications 
radio systems., 78-19589 
*Mobile communication systems — 

Evaluation. 
Measuring characteristics of microwave 
mobile channels /, 78-22989 
*Mobile home industry — United States. 
Lumber use trends in mobile home con- 
struction /, 78-14670 
*Mobile home parks. 


Convertible mobile home communities., 
78-12654 


: mobile 


Mobile home parks — United States. 
Mobile home park program, 
207., 78-11342 
Mobile home parks — United States — 
Bibliography. 
Mobile homes parks., 


Section 


78-793 
*Mobile homes. 
Solar heating & 
homes, phase II /, 


cooling of mobile 
78-10993 


*Mobile homes — Fires and fire prevention. 
Mobile homes., 78-11980 


Mobile homes — Law and legislation — 

United States. 

Eliminating the requirement for inspec- 
tions of the mobile home manufactur- 
ing process by the Administrator of 
Veterans’ Affairs : report to accom- 
pany H.R. 4341., 78-1227 
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Hearings on the Veterans Administration 
housing programs : hearings before the 
Subcommittee on Housing of the Com- 
mittee on Veterans’ Affairs, House of 
Representatives, Ninety-fifth Congress, 
first session ... May 10, and June 14, 
15, 1977., 78-2303 


*Mobile homes — Safety regulations. 
Mobile homes., 78-11980 


Mobile homes — Standards — United States. 
Mobile home certifications handbook., 
78-11347 


Mobile homes certifications, 78-11347 


*Mobile homes — Thermal properties. 
The thermal performance 
bedroom mobile home /, 


of a_ two- 

78-19766 

Mobile homes — United States — Fires and 
fire prevention. 

People & fire : latest ideas on fire safety 
for homes, apartments, and mobile 
homes., 78-1994 

Mobile radio stations — United States. 

Domestic public land mobile radio ser- 
vice, 78-2917 

Public notice - 
Commission., 

Model theory. 

Concepts for using modeling as a 

research tool /, 78-22747 
*Modems. 
Auto-answer circuit design for an Ander- 


son Jacobson AD 342 modem /, 78- 
23482 


Federal Communications 
78-2917 


Digital tone ranging mode : design and 
implementation /, 78-7984 


QM/PSK voice/data modem /, 78-7991 


Results of AEROSAT channel simulation 
tests Q-M/PSK voice/data modem, 
TSC ranging modem /, 78-11916 

*Modems — Standards — United States. 

Telecommunications : coding and modu- 
lation requirements for 4800 
bit/second modems., 78-11143 

Modems — Testing. 

Data link subsystem laboratory tests /, 

78-7944 


*Modoc National Forest, Calif. 
Modoc : Modoc National Forest., 78- 
19528 


Modular coordination (Architecture) — 

Congresses. 

Metric dimensional coordination : 
sues and precedent : 
joint conference, 
June 6, 1977 /, 


the is- 

proceedings of 

Washington, D.C., 

78-14875 

Modular integrated utility systems. 

International project catalog of modular 

integrated utility systems [errata] /, 
78-25022 
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modules /, 78-1439 
MIDAS compatible modules., 
*Modulation (Electronics) 
Optical pulse squaring in a dispersive 
delay line /, 78-20401 
Modulators (Electronics) 
QM/PSK voice/data modem /, 
Mohair — Statistics — Periodicals. 
Wool and mohair., 78-10484 


compatible 


78-1439 


78-7991 


*Moisture. 
The moisture budget in relation to con- 
vection /, 78-9440 


Moisture — Measurement. 
Fine fuel moisture measured and esti- 
mated in dead Andropogon virginicus 

in Hawaii /, 78-6156 
Weathering effects 
sticks : 
tions /, 


on fuel moisture 
corrections and recommenda- 
78-14638 
Mok, William. 
William Mok : report to accompany H.R. 
4607., 78-14439, 78-24863 


Molasses — Statistics — Periodicals. 
Molasses market news., 78-2482 


*Molds (Botany) 
Survival of microflora in precooked 
frozen meals during frozen storage /, 


78-20312 
*Molecular acoustics. 
A review of current procedures for nor- 
malizing aircraft flyover noise data to 


reference meteorological conditions /, 
78-18073 


*Molecular biology — Research — United 
States. 
Science policy 
recombinant 


implications of DNA 
molecular research 
hearings before the Subcommittee on 
Science, Research, and Technology of 
the Committee on Science and 
Technology, U.S. House of Represen- 
tatives, Ninety-fifth Congress, first ses- 
sion ...,  78-12172 
*Molecular structure — Data processing. 
Mass spectrometric analytical services 
and research activities to support coal- 
liquid characterization research., 78- 
20487 
Molluscicides — Toxicology. 
Bioassay of clonitralid for possible car- 
cinogenicity., 78-23782 
Mollusks. 
Polymorphism in marine mollusks and 
biome development /, 78-15909 
Mollusks — United States. 
The molluscan shell fish industries and 
water quality : problems and opportu- 
nities., 78-1475 
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*Molten salt reactors. 

Molten-salt reactor program semiannual 
progress report for period ending 
February 29, 1976., 78-17269 

Molybdenum. 


Molybdenum., 78-11531 


Molybdenum — Statistics — Periodicals. 
Molybdenum., 78-3442 


*Molybedenum compounds. 
Tranfer of molybdenum disulfide to vari- 
ous metals /, 78-18261 


Monaco. 
Background notes., 


78-7567 


*Monetary policy. 
On the rationality of discontinuous 
monetary policy /, 78-15335 


Monetary policy — United States. 
Fifth report on the conduct of monetary 
policy : a report together with addi- 
tional views /, 78-1309 


First meeting on the conduct of moneta- 
ry policy : hearings before the Com- 
mittee on Banking, Housing, and 
Urban Affairs, United States Senate, 
Ninety-fifth Congress, first session ... 
November 9, 10, and 11, 1977., 78- 
9911 


Recent monetary developments and fu- 
ture economics performance : hearings 
before the Subcommittee on Domestic 
Monetary Policy of the Committee on 
Banking, Finance, and Urban Affairs, 
House of Representatives, Ninety-fifth 
Congress, first session, September 27, 
1977., 78-5517 


Review of monetary policy in 1977 
hearing before the Subcommittee on 
Domestic Monetary Policy of the 
Committee on Banking, Finance, and 
Urban Affairs, House of Representa- 
tives, Ninety-fifth Congress, second 
session, January 30, 1978., 78-16188 


Monetary policy — United States — 
Periodicals. 

Conduct on monetary policy, 
78-24833 


Report on the conduct of monetary pol- 
icy from the Committee on Banking, 
Housing, and Urban Affairs, United 
States Senate., 78-16330, 78-24833 


78-7567 


Monaco, 


78-16330, 


Money — Tables, etc. 
Foreign exchange rates., 78-3175 
Foreign exchange rates for the week., 

78-3174 
Selected interest & exchange rates; 
weekly series of charts., 78-3176 

Money — United States. 

Code of Federal regulations., 78-15386 


Facts about United States money., 78- 
7639 
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Know your money., 78-9540 


Money and finance: 


15386 


Money — United States — Periodicals. 
Monthly statement of United States cur- 
rency and coin., 78-3716 
Mongolia — Periodicals. 
Translations. on Mongolia., 
78-8176, 78-24486 
Mongolism. 
FDA consumer memo., 


Treasury., 78- 


78-3873, 


78-21263 
78-21263 


Monitoring (Hospital care) — Handbooks, 
manuals, etc. 

Commander’s manual : patient adminis- 
tration specialist, clinical out patient 
health record [capper manual for MOS 
71G]., 78-4353 


Patient administration specialist, Clinical 


out patient health record., 78-4353, 
78-4356 


U series - Dr. Henry Turkel, 


Soldier’s manual : Patient administration 
specialist, clinical out patient health 
record [MOS 71G skill levels 4 and 
5]., 78-4356 


Monkeys — Behavior. 

Socioecology of the blue monkeys 
(Cercopithecus mitis stuhlmanni) of 
the Kibale Forest, Uganda /, 78- 
15901 


*Monoamine oxidase inhibitors. 

The role of monoamine oxidase inhibi- 
tion in the acute toxicity of chlor- 
dimeform /, 78-22192 

*Monomolecular films. 

Mosquito control in the aquatic environ- 
ment with monomolecular organic sur- 
face films /, 78-20382 


Monongahela National Forest, W.Va. 
Final environmental statement and land 
management plan for the Monongahela 
N.F., 78-6180 


Land management plan for the Monon- 
gahela N.F., 78-6180 
*Monorail railroads. 
Suspended vehicle systems (SVS) /, 78- 
11871 


Montana — Climate. 
Montana, monthly averages of tempera- 
ture ..., 78-4229 


Montana, monthly normals of tempera- 
ture ..., 78-4185 


Monthly averages of temperature and 
precipitation for state climatic divi- 
sions 1941-1970 : Montana., 78-4229 

Monthly normals of temperature, 
precipitation, and heating and cooling 
degree days 1941-1970 : Montana., 
78-4185 
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Climatological data, Montana., 78-2765 
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78-12491 


Montana — Statistics, Vital. 
Montana, 78-4846 


State life tables, 78-4846 
U.S. decennial life tables., 


*Monte Carlo method. 
Assessment of strength-probability-time 
relationships in ceramics /, 78-20229 
Three-dimensional random earth at- 
mospheres for Monte Carlo trajectory 
analyses /, 78-9366 


Validating the correctness of hardware 
implementations of the NBS data 
encryption standard Jason Gait ; 
Systems and Software Division., 78- 
1432 

*Moon. 
Lunar sample studies /, 


78-4101, 


78-4846 


78-21833 


Moon — Photographs from space. 
Apollo over the moon : a view from orbit 
/, 78-15767 


Mopeds — Law and legislation — United 
States. 
State laws on mopeds and motorized 
bicycles, 78-9802 
Traffic laws commentary., 


Mora, Roland Ray, 

Mora nomination : joint hearing before 
the Committee on Human Resources 
and Committee on Veterans’ Affairs, 
United States Senate, Ninety-fifth Con- 
gress, first session ... June 9, 1977., 
78-12111 


78-9802 


*Moral development — United States — 
Addresses, essays, lectures. 
Moral promise and _ practical 

speech /, 78-18399 


needs 


*Morale. 

Motivation, satisfaction, and morale in 
army careers : a review of theory and 
measurement /, 78-20227 

*Moratorium — United States. 

Sewer moratoria : causes, effects, alter- 

natives., 78-21346 
*Moravia, N.Y. — Floods. 

Floods Owasco Inlet and Hemlock 
Creck, villages of Moravia and Locke, 
Cayuga County, New York., 78- 
10798 


Owasco Inlet and Hemlock Creek., 78- 
10798 


Morgantown Energy Research Center. 
Research program of the Morgantown 
Energy Research Center., 78-6839 
Mormons and Mormonism. 
The Mormon Trail : a study report., 78- 
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Morocco — Economic conditions. 

Syncrisis; the dynamics of health., 78- 

13425 
Morocco — Social conditions. 

Syncrisis; the dynamics of health., 78- 

13425 
*Morphology. 

Morphological characteristics of leaves 
and stems of selected Texas woody 
plants /, 78-16491 

*Morrilton, Ark. — Floods. 

Arkansas River and tributaries : floods in 

Morrilton, Arkansas., 78-23139 
*Morrow Point Dam, Colo. 

Curecanti storage unit 

Dam., 78-24002 
Mortality — Alabama — Tables. 
Alabama, 78-4831 


State life tables, 78-4831 
U.S. decennial life tables., 


Mortality — Alaska — Tables. 
Alaska, 78-4832 


State life tables, 


: Morrow Point 


78-4831 


78-4832 
U.S. decennial life tables., 78-4832 


Mortality — Arizona — Tables. 
Arizona, 78-4833 
State life tables, 78-4833 
U.S. decennial life tables., 78-4833 


Mortality — Arkansas — Tables. 
Arkansas, 78-4834 
State life tables, 78-4834 
U.S. decennial life tables., 78-4834 


Mortality — California — Tables. 
California, 78-4835 
State life tables, 78-4835 
U.S. decenniai life tables., 78-4835 


Mortality — Colorado — Tables. 
Colorado, 78-4836 


78-4836 


U.S. decennial life tables., 


State life tables, 


78-4836 


Mortality — Connecticut — Tables. 
Connecticut, 78-4837 
State life tables, 78-4837 
U.S. decennial life tables., 78-4837 


Mortality — Delaware — Tables. 
Delaware, 78-4838 
State life tables, 78-4838 
U.S. decennial life tables., 78-4838 


Mortality — District of Columbia — Tables. 
Dictrict of Columbia, 78-4839 


78-4839 
U.S. decennial life tables., 


Mortality — Florida — Tables. 
Florida, 78-4840 


State life tables, 


State life tables, 
78-4839 


78-4840 


U.S. decennial life tables., 78-4840 
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State life tables, 78-4842 
U.S. decennial life tables., 78-4842 


Mortality — Minnesota — Tables. 
Minnesota, 78-4843 


78-4843 
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State life tables, 
78-4843 


Mortality — Mississippi — Tables. 
Mississippi, 78-4844 
State life tables, 78-4844 
U.S. decennial life tables., 78-4844 


Mortality — Missouri — Tables. 
Missouri, 78-4845 
State life tables, 78-4845 
U.S. decennial life tables., 78-4845 


Mortality — Montana — Tables. 
Montana, 78-4846 


78-4846 
U.S. decennial life tables., 


State life tables, 
78-4846 


Mortality — Nebraska — Tables. 
Nebraska, 78-4847 


State life tables, 78-4847 
U.S. decennial life tables., 


Mortality — Nevada — Tables. 
State life tables, 78-8982 


U.S. decennial life tables; State life ta- 
bles., 78-8982 


Mortality — New Hampshire — Tables. 
New Hampshire, 78-4848 


78-4848 
U.S. decennial life tables., 


78-4847 


State life tables, 
78-4848 


Mortality — New Jersey — Tables. 
State life tables, 78-8983 


U.S. decennial life tables; State life ta- 
bles., 78-8983 


Mortality — New Mexico — Tables. 
New Mexico, 78-4849 


78-4849 


U.S. decennial life tables., 


State life tables, 
78-4849 


Mortality — New York (State) — Tables. 
New York, 78-4850 
State life tables, 78-4850 
U.S. decennial life tables., 78-4850 


Mortality — North Carolina — Tables. 
North Carolina, 78-4851 


78-4851 
U.S. decennial life tables., 


State life tables, 
78-4851 


Mortality — North Dakota — Tables. 
North Dakota, 78-4852 


State life tables, 78-4852 
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Mortality — Ohio — Tables. 
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State life tables, 78-4853 
U.S. decennial life tables., 78-4853 


Mortality — Oklahoma — Tables. 
Oklahoma, 78-4854 


State life tables, 78-4854 
U.S. decennial life tables., 


78-4852 
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Mortality — Oregon — Tables. 


Oregon, 78-4855 
State life tables, 78-4855 
U.S. decennial life tables., 78-4855 


Mortality — Pennsylvania — Tables. 
Pennsylvania, 78-4856 


78-4856 
U.S. decennial life tables., 


State life tables, 


78-4856 


Mortality — Rhode Island — Tables. 
Rhode Island, 78-4857 
State life tables, 78-4857 
U.S. decennial life tables., 78-4857 


Mortality — South Carolina — Tables. 
South Carolina, 78-4858 


78-4858 


U.S. decennial life tables., 


State life tables, 
78-4858 


Mortality — South Dakota — Tables. 
South Dakota, 78-4859 


78-4859 
U.S. decennial life tables., 


State life tables, 
78-4859 
Mortality — Statistics. 
Mortality, 78-11245 
Statistical notes for health planners., 
78-11245 
Mortality — Statistics — Periodicals. 
Monthly vital statistics report; provisional 
statistics from the National Center for 
Health Statistics., 78-3349 
Mortality — Tennessee — Tables. 
State life tables, 78-4860 
78-4860 


U.S. decennial life tables., 


Tennessee, 
78-4860 
Mortality — Texas — Tables. 
State life tables, 78-4861 
Texas, 78-4861 
U.S. decennial life tables., 
Mortality — United States. 
Intra-urban mortality and air quality : an 
economic analysis of the costs of pol- 
lution induced mortality /, 78-1574 
Mortality — United States — Periodicals. 
MMWR, Morbidity and mortality weekly 
report., 78-3351 


78-4861 


Morbidity and mortality weekly report, 
78-3351 


Mortality — Utah — Tables. 
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Mortality — Vermont — Tables. 
State life tables, 78-4863 


U.S. decennial life tables., 
78-4863 


Mortality — Virginia — Tables. 
State life tables, 78-4864 


U.S. decennial life tables., 
78-4864 


Mortality — Washington (State) — Tables. 
State life tables, 78-4865 


U.S. decennial life tables., 
78-4865 


Mortality — West Virginia — Tables. 
State life tables, 78-4866 


U.S. decennial life tables., 
78-4866 
Mortality — Wisconsin — Tables. 
State life tables, 78-4867 
U.S. decennial life tables., 
78-4867 
Mortality — Wyoming — Tables. 
State life tables, 78-7109 
U.S. decennial life tables., 
78-7109 
*Mortar — Testing. 
Investigation of frost resistance of mortar 


and concrete final report /, 78- 
20240 


Mortgage loans — United States. 
Administration of insured 
mortgages., 78-11332 


78-4863 
Vermont, 


78-4864 
Virginia, 


78-4865 
Washington, 


78-4866 
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78-4867 


Wisconsin, 
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the Congress /, 78-15345 

Federal farm loan act with amendments 


and farm mortgage and farm credit 
acts /, 78-5445 


Government National Mortgage Associa- 
tion’s secondary mortgage market ac- 
tivities : study /, 78-13183 

Home mortgage disclosure 
(12 CFR 203), 
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gress /, 78-16079 
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Bank Board, [before] annual conven- 
tion, National Association of Home 
Builders, Dallas, Texas, January 21, 
1975., 78-340 
*Mortgages — Research — United States. 
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Area trends, a supplement to FHA 
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FHA trends of home mortgage charac- 
teristics., 78-3390 
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and Natural Resources, United States 
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*Mosquito control. 

Mosquito control in the aquatic environ- 
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Methods for rearing Aedes taenior- 
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A computer program for analyzing un- 
resolved Mossbauer hyperfine spectra 
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Motion — Measurement. 
Digitization and integration of strong mo- 
tion accelerograms /, 78-2171 
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Motivation, satisfaction, and 
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a review of theory and 
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*Motor ability — Testing. 

Development of an enlisted psychomo- 
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Effects of lithium carbonate on_per- 
formance and biomedical functions /, 
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Some effects of sleep deprivation on 
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*Motor-boats — Accidents and injuries. 
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Electrical system compliance guideline., 
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Safety standards for 
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Motor bus lines — Data processing. 
Urban traffic control and bus priority 


system operations and maintenance., 
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*Motor bus lines — Finance. 
Capital assistance to bus transit systems : 
a summary report., 78-18773 


*Motor bus lines — Statistics. 
Trends in bus transit operations, 1960- 
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Motor bus lines — United States. 

Financial condition of the intercity motor 
bus industry : hearing before the Sub- 
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first session ... June 16, 1977., 78- 
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study., 78-17878 
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fares., 78-17886 

Motor bus lines — United States — Finance 

— Statistics — Periodicals. 
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Proposed bus noise emission regulation /, 
78-10957 


*Motor buses — Missouri — St. Louis 
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Tri-State Motor Transit Company, 
Inc., accident, February 13, 1976, Gila 
Bend, Arizona., 78-18627 

Railroad/highway accident report : colli- 
sion of an Amtrak/Atchison, Topeka 
and Santa Fe railway train and a trac- 
tor-cargo tank semitrailer, Marland, 
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creased fucl economy : final report /, 
78-23350 

*Motor-trucks — Motors (Diesel) 

Toxic gases in heavy duty diescl truck 

cabs /, 78-22095 





December 1978 
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Noise options for 
International 


78-15924 


IlI-H : final report on the 


freightliner quieted truck program /, 
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tions on Calspan’s tire research facility 
/, 78-5272 


Do not order from index; see indicated entry 





Motor-trucks — Tires — Noise. 

Truck noise 1-C ; pavement surface ef- 
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Motor-trucks — Weight — Statistics — 

Periodicals. 

National truck 
78-22112 


characteristic report., 
*Motor vehicle driving — Vocational 
guidance. 
Driving occupations., 78-15697 
*Motor vehicle fleets. 
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Motor vehicle maintenance and repair 

shop, specialized equipment., 78- 
20125 

*Motor vehicles — Maintenance and repair 
— Study and teaching. 
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Motor vehicle information and_ cost 
savings act of 1972 oversight 
hearings before the Subcommittee on 
Consumer Protection and Finance of 
the Committee on Interstate and 
Foreign Commerce, House of 
Representatives, Ninety-fifth Congress, 





first session 
78-9980 


National traffic and motor vehicle infor- 
mation and cost savings authorizations 
act : report together with separate 


views to accompany H.R. 11286., 78- 
26918 


National traffic safety and motor vehicle 
information authorization and amend- 
ments act of 1978., 78-24817 

Motor vehicles — Standards — United 

States. 

Applicability of Federal motor vehicle 
standards to electric and hybrid vehi- 
cles., 78-9778 


Evaluation methodologies for four 
federal motor vehicle safety standards : 
FMVSS 214, side door strength; 
FMVSS 215, exterior protection; 
FMVSS 301, fuel system integrity; 
FMVSS 208, occupant crash protec- 
tion /, 78-18795 


Evaluation methodology for Federal 
motor vehicle safety standards /, 78- 
18794 


Motor vehicles — Statistics — Periodicals. 
World motor vehicle and trailer produc- 
tion & registration., 78-19959 


Motor vehicles — Taxation — United States. 
Constructive sale price for excise tax on 
certain trucks, buses, 
cetera report to 
1337., 78-27089 


... May 2 and 9, 1977., 


tractors, et 
accompany H.R. 
Constructive sale price for excise tax on 

certain trucks, buses, tractors, etc. : re- 


port to accompany H.R. 1337., 78- 
14472 


*Motor vehicles — Transmission devices. 
Automobile drivelines /, 78-15935 


*Motor vehicles — United States — Fuel 
consumption. 

Energy conservation, motor vehicles’ fuel 
efficiency : hearings before the Sub- 
committee on Energy and Power of 
the Committee on and 
Foreign Commerce, House of 
Representatives, Ninety-fifth Congress, 
first session ... April 22 and 25, 1977., 
78-16244 


Motor vehicles — United States — Pollution 
control devices. 
Do you own a car?, 


Interstate 


78-6549 


Guidelines for quality assurance pro- 


grams for mobile source emissions 
measurement systems /, 78-6582 


*Motor vehicles — United States — 

Recreational use. 

Departmental implementation of Execu- 
tive Order 11644, as amended by Ex- 
ecutive Order 11989, pertaining to use 
off-road vechicles on the public lands., 
78-15526 





December 1978 


Final environmental statement, depart- 
mental implementation of Executive 
Order 11644., 78-15526 

*Motor vehicles — United States — Safety 
measures. 

Automobile crash protection report 
together with minority and supplemen- 
tal views of the Committee on Com- 
merce, Science, and Transportation, 
on S. Con. Res. 31 ...,  78-10204 

Federal motor vehicle safety standards 
and regulations, with amendments and 
interpretations., 78-3802, 78-11932 


Motor vehicle occupant crash protection 
: communication from the Secretary of 
Transportation ..., 78-10063 
Motor vehicles — United States — States — 
Fuel consumption — Statistics — 
Periodicals. 
Monthly motor gasoline reported by 
States., 78-3743, 78-14085 
*Motor vehicles — United States — 
Terminology. 
Guide to motor vehicle titling and regis- 
tration terminology /, 78-22270 


Motor vehicles — Vibration. 


Seismic detection of motor vehicles /, 
78-845 


*Motor vehicles, Amphibious — Handbooks, 
manuals, etc. 
Amphibious vehicles., 78-16957 

*Motorcycles. 

Development of specifications for a mo- 
torcycle dynamometer and motorcycle 
cooling system ... /, 78-17052, 78- 
25583 

*Motorcycles — Accidents. 

Fatal accident reporting system, special 
report on motorcycles., 78-16055 


Motorcycles fatal accident reporting 
system : special report on motorcycles 
/, 78-16055 

Motorcycles — Bibliography. 

Motorcycles : a subject bibliography 
from Highway safety literature., 78- 
8110 

*Motorcycles — Brakes. 

Toward a low cost highly reliable anti- 
lock brake system for small motorcy- 
cles /, 78-8069 

Motorcycles — Brakes — Testing. 


Motorcycle braking performance /, 78- 
8078 


Motorcycles — Law and legislation. 
Proposed motorcycle noise 
regulations., 78-1560 
Motorcycles — Law and legislation — United 
States. 
State laws on mopeds and motorized 
bicycles, 78-9802 


Traffic laws commentary., 


emission 


78-9802 
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Motorcycles — Safety appliances. 
Field of view with and without motorcy- 
cle helmets /, 78-8113 
Motorcycle safety 
dum., 78-8079 
Motorcycles — Safety measures. 
Motorcycle safety improvement /, 78- 
8080 ; 
*Motorcycling — Study and teaching — 
United States. 
Motorcycle education curriculum specifi- 
cations /, 78-22259 
Motors — Statistics — Periodicals. 
Motors and generators., 78-25008 


: program memoran- 


Mound Laboratory. 
Mound Laboratory activities for the Divi- 
sion of Physical Research., 78-20926 
Mound Laboratory activities in chemical 
and physical research., 78-20934, 
78-25716 
Stable isotope sales: Mound Laboratory 
customer and shipment summaries., 
78-23573 
*Mount Baker-Snoqualmie National Forest, 
Wash. 
Wilderness 
14591 


Mount Hood National Forest, Or. 

An act to authorize the Secretary of 
Agriculture to permit recreational ac- 
cess and geothermal explorations for 
six months within a portion of the Bull 
Run Reserve, Mount Hood National 
Forest, Oregon., 78-2341 


An act to provide improved authority for 
the administration of certain National 
Forest System lands in Oregon., 78- 
12233 


needs consideration., 78- 


Authorizing the Secretary of Agriculture 
to permit general recreational access 
and geothermal explorations for 6 
months within a portion of the Bull 
Run Reserve, Mount Hood National 
Forest, Oreg. : report to accompany 
H.R. 7606., 78-1196 

Badger Jordan planning unit : final en- 
vironmental statement : Mt. Hood Na- 
tional Forest., 78-12386 

Eagle Creek Planning Unit : Mt. Hood 
National Forest : final environmental 
statement., 78-6179 

Management of Bull Run_ Reserve, 
Oregon : hearing before the Subcom- 
mittee on Public Lands and Resources 
of the Committee on Energy and Natu- 
ral Resources, United States Senate, 
Ninety-fifth Congress, first session, on 
S. 1478 ... S. 1622 ... S. 1857 
26, 1977., 78-2260 


Mt. Hood planning unit : proposed in- 


teragency plan final environmental 
statement., 78-22716 


. July 
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*Mount McKinley National Park, Alaska. 
Final environmental statement, proposed 
electric distribution line extension to 
McKinley Park., 78-13788 
Proposed electric distribution line exten- 
sion to McKinley Park, Mount McKin- 


ley National Park, Alaska /, 78- 
13788 


Mountain pine beetle — Control — Oregon. 
Evaluation of a proposal to harvest and 

rehabilitate beetle-infested areas in 
three Oregon national forests : Forest 
Service, Department of Agriculture : 
report of the Comptroller General of 
the United States., 78-1653 

Mountain pine beetle — Control — Rocky 


Mountain region — Handbooks, manuals, 
etc. 


Guidelines for reducing losses of 
lodgepole pine to the mountain pine 
beetle in unmanaged stands in the 
Rocky Mountains /, 78-14744 

Mourning doves — Periodicals. 


Mourning dove status report., 78-26217 


Mouth — Cancer — Bibliography. 
Oral cancer education : 
tions., 78-1939 


selected annota- 


Movement disorders — Bibliography — 
Periodicals. 
Bibliography: the collaborative study on 


cerebral palsy, mental retardation, and 
other neurological and sensory disor- 


ders of infancy and childhood., 78- 
23820 


*Moving-picture audiences — Colombia — 
Bogota. 
Audience reaction to the 


Profile, Dr. Ricardo 
15626 


IMV film 
Alegria., 78- 


Audience reaction to the IMV_ film 
“Profile, Joan Ganz Cooney.”, 78- 
15625 

Audience 
films., 


reaction to 
78-15642 


*Moving-picture audiences — Lebanon — 
Beirut. 
Audience 

films., 


three acquired 


reaction to 
78-15642 


*Moving-picture audiences — Philippine 
Islands — Manila. 
Audience reaction to the 

“Stout 
15627 


three acquired 


IMV film 
hearts, steady hands.”, 78- 
Audience 
films., 


reaction to three 


78-15642 
Moving-picture film — Preservation and 
storage. 
Valuable Government-owned motion pic- 
ture films are rapidly deteriorating :, 
78-25800 


acquired 
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*Moving-picture film — Storage. 
Transfer of monochrome video informa- 
tion from magnetic tape to motion pic- 


ture film for archival storage /, 78- 
22861 


Moving-picture film collections. 
Valuable Government-owned motion pic- 
ture films are rapidly deteriorating :, 
78-25800 


*Moving-picture industry — United States. 
Movie ratings and the independent 
producer : hearings before the Sub- 
committee on Special Small Business 
Problems of the Committee on Small 
Business, House of Representatives, 
Ninety-fifth Congress, first session ..., 
78-14404 


*Moving-picture producers and directors — 
United States. 
Movie ratings and the independent 

producer : a report of the Subcommit- 

tee on Special Small Business 

Problems of the Committee on Small 

Business, House of Representatives, 

Ninety-fifth Congress, second session., 

78-12296 


Movie ratings and the independent 
producer : hearings before the Sub- 
committee on Special Small Business 
Problems of the Committee on Small 
Business, House of Representatives, 
Ninety-fifth Congress, first session ..., 
78-14404 


Moving-pictures — Catalogs — Periodicals. 


Films and other materials for projection., 
78-3590 


*Moving-pictures — Censorship — United 

States. 

Movie ratings and the independent 
producer : a report of the Subcommit- 
tee on Special Small Business 
Problems of the Committee on Small 
Business, House of Representatives, 
Ninety-fifth Congress, second session., 
78-12296 

*Moving-pictures — Evaluation. 

Audience reaction to the 
Profile, Dr. Ricardo 
15626 


IMV film 
Alegria., 78- 


Audience reaction to the 
“Profile, 
15625 

Audience reaction to the IMV film 
“Stout hearts, steady hands.”, 78- 
15627 

Audience 
films., 


IMV film 
Joan Ganz Cooney.”, 78- 


reaction to 
78-15642 


*Moving-pictures — Moral and religious 
aspects. 

Movie ratings and the independent 
producer : hearings before the Sub- 
committee on Special Small Business 
Problems of the Committee on Small 


three acquired 
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Business, House of Representatives, 
Ninety-fifth Congress, first session ..., 
78-14404 


Moving-pictures — Registration — United 
States. 


Catalog of copyright entries., 78-7478 


Catalog of copyright entries, Motion pic- 
tures, 78-7478 


Motion pictures, 78-7478 


Moving-pictures — Registration — United 
States — Periodicals. 
Catalog of copyright entries., 
78-24198 


78-9245, 


Catalog of copyright entries, Motion pic- 
tures, 78-9245, 78-24198 


Motion pictures, 78-9245 


Mozambique. 

Area handbook for Mozambique /, 78- 

6483 
Mud Creek watershed, Tenn. 

Flood plain information : Mud Creek and 
laterals A,B,C,& D,_ vicinity of 
Dresden, Tennessee., 78-4471 

Mud Creek and laterals A,B,C & D, 
vicinity of Dresden, Tennessee., 78- 
4471 

Mulching. 

Fertilization and mich improves yellow- 
popular growth on exposed Hartsells 
subsoils /, 78-56 

*Mule deer. 

Mule deer mortality on Interstate 80 in 
Wyoming causes, patterns, 
recommendations /, 78-14703 


and 


Rose hips : a possible high-energy food 
for wintering mule deer? /, 78-14673 
*Mule deer — Behavior. 
The influence of supplemental feed on 
food habits of tamed deer /, 78- 
14691 


Lighted collars to aid night observations 
of mule deer /, 78-16614 


Multichannel communication. 
Wire and multichannel reference data., 
78-4401 


*Multiphase flow — Mathematical models. 

Numerical solution of supersonic three- 
dimensional free-mixing flows 
the parabolic — ellipit 
equations /, 78-11674 

Multiple myeloma — Abstracts — 

Periodicals. 

Clinical evaluation and treatment of mul- 
tiple myeloma and other monoclonal 
gammopathies., 78-3313 

Multiple sclerosis — Research — United 

States — Periodicals. 

The NINCDS multiple sclerosis research 
program., 78-7079 


using 
Navier-Stokes 





Multispectral photography. 

Application of multispectral radar and 
LANDSAT imagery to _ geologic 
mapping in Death Valley /, 78-24210 

A technique for the determination of 
Louisiana marsh salinity zones from 
vegetation mapped by multispectral 
scanner data : a comparison of satellite 
and aircraft data /, 78-9386 

Multivariate analysis. 

Multivariate analysis techniques with ap- 

plication in mining /, 78-26182 
Municipal bankruptcy — United States. 

The Bankruptcy reform act : hearings be- 
fore the Subcommittee on Improve- 
ments in Judicial Machinery of the 
Committee on the Judiciary, United 
States Senate, Ninety-fourth Congress, 
first session, on S. 235 and S. 236 ..., 
78-12214 


Municipal bonds — Addresses, essays, 
lectures. 

The changing scene for municipal securi- 
ties : remarks by A. A. Sommers, Jr. 
Commissioner, Securities and 
Exchange Commission, [before] Ex- 
ecutive Enterprises, Inc. Municipal 
Bonds Conference, New York City, 
March 11, 1976., 78-808 


Municipal engineering — Research grants — 
United States — Periodicals. 
Summary of awards., 78-18335 


Municipal finance — United States — 
Statistics — Periodicals. 


City government finances., 78-22841 


Local government finances in selected 
metropolitan areas and large counties., 
78-10603, 78-22842 


Local government finances in selected 
SMSA’s, 78-10603 


Municipal government — Bibliography. 
A special bibliography to assist in city 
planning, educational and social ser- 
vices and other areas of concern in 


city government /, 78-1449 


*Municipal government — United States — 
Forms, blanks, etc. 
Service management : a report of the 
Commission on Federal Paperwork., 
78-12012 


*Municipal government — United States — 
Records and correspondence. 
Service management : a report of the 
Commission on Federal Paperwork., 
78-12012 


*Municipal officials and employees. 
Government occupations., 78-15720 
Municipal officials and employees — United 
States. 
A graphic presentation of public person- 
nel systems in 172 large cities and 
counties., 78-16892 
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Municipal officials and employees — United 

States — Pensions. 

The public service employee retirement 
income security act of 1975 : hearings 
before the Subcommittee on Labor 
Standards of the Committee on Educa- 
tion and Labor, House of Representa- 
tives, Ninety-fourth Congress, first ses- 
sion, on H.R. 9155 ... H.R. 808 .. 
78-1011 


Municipal officials and employees — United 
States — Salaries, allowances, etc. 
How salaries of large cities compare with 
industry and Federal pay /, 78-5121 
Municipal officials and employees — United 


States — Statistics. 
City employment., 


* 


78-19941 


*Municipal services — United States. 

Local capital improvements and develop- 
ment management : literature synthes- 
is., 78-17680 

Municipal services — United States — 

Finance. 

Mineral development impact assistance 
loan program : hearing before the Sub- 
committee on Public Lands and 
Resources of the Committee on Ener- 
gy and Natural Resources, United 
States Senate, Ninety-fifth Congress, 
second session, on S. 2913 ... S. 2914 
... April 26, 1978., 78-26780 

*Munitions. 

International traffic in arms regulations 
(ITAR) : Title 22, Code of Federal 
Regulations, parts 121-128., 78- 
21877 


Senior conference on arms transfers 


final report 10-12 June, 1976., 78- 
20313 


United States arms transfer and security 

assistance programs :, 78-19176 
*Munitions — Mississippi. 

Evaluation of the need for and cost of 
the proposed new Army ammunition 
plant in Mississippi report /, 78- 
15362 


Hearing on the proposed Mississippi 
army ammunition plant before the 
Military Installations and _ Facilities 
Subcommittee of the Committee on 
Armed Services, House of Representa- 
tives, Ninety-fifth Congress, first ses- 
sion, June 23, 1977., 78-5503 

Munitions — Thailand — International 
cooperation. 

Ammunition storage agreement 
between the United States of America 
and Thailand, signed at Bangkok, 
March 22, 1977., 78-26493 

Munitions — United States. 

Arms transfer policy : report to Congress 

/, 78-1036 
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Financing of foreign military sales : hear- 
ing before the Committee on Banking, 
Housing, and Urban Affairs, United 
States Senate, Ninety-fifth Congress, 
second session ... January 30, 1978., 
78-19050 . 

Foreign military sales and U.S. weapons 
costs /, 78-19256 

Hearing on the proposed Mississippi 
army ammunition plant before the 
Military Installations and _ Facilities 
Subcommittee of the Committee on 
Armed Services, House of Representa- 
tives, Ninety-fifth Congress, first ses- 
sion, June 23, 1977., 78-5503 

Programs for procuring conventional am- 
munition and modernizing and expand- 
ing ammunition plants : Department of 
Defense : report to the House Commit- 
tee on Appropriations /, 78-1815 

Review of the President's conventional 
arms transfer policy : hearings before 
the Subcommittee on_ International 
Security and Scientific Affairs of the 
Committee on International Relations, 
House of Representatives, Ninety-fifth 
Congress, second session, February | 
and 2, 1978., 78-22506 

Munitions — United States — International 
cooperation. 

Ammunition storage agreement 
between the United States of America 
and Thailand, signed at Bangkok, 
March 22, 1977., 78-26493 

Mural painting and decoration — 

Washington, D.C. — Exhibitions. 

Art for architecture, Washington, D.C., 
1895-1925., 78-7620 

*Murine sarcoma viruses. 

Current cancer 

tumor viruses., 


research on murine 


78-11213 
Muser, Meema. 
Miss Meema Muser : report to accom- 
pany S. 1852., 78-6015 


Museum of African Art. 

Acquisition of the Museum of African 
Art by the Smithsonian Institution 
hearing before the Committee on 
Rules and Administration, United 
States Senate, Nincty-fifth Congress, 
second session, on S. 2507 ... April 25, 
1978., 78-22544 


Authorizing the Smithsonian Institution 
to acquire the Museum of African Art 
: report to accompany S. 2507., 78- 
19432 


*Museums — Law and legislation — United 
States. 
Authorizing the Smithsonian Institution 
to construct museum support facilities 
: report to accompany §. 1029., 78- 
19424 
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Construction of museum support facili- 
ties by the Smithsonian Institution : 
hearing before the Committee on 
Rules and Administration, United 
States Senate, Ninety-fifth Congress, 
second session, on S. 1029 ... April 12, 
1978., 78-22545 

Museums — United States. 

National museum act; guidelines for 
grant programs administered by the 
Smithsonian Institution., 78-26533 

Museums — Washington, D.C. 


Calendar of the Smithsonian Institution., 
78-3687 


Museums — Washington, D.C. — 
Periodicals. 


The Smithsonian torch., 78-3686 


Mushrooms — United States — Statistics — 
Periodicals. 


Mushrooms., 78-16735 


Music — Bibliography — Union lists. 
Library of Congress catalogs, 78-11666, 
78-11667 


Music, books on music, and 
recordings., 78-11666, 
*Music — catalogs. 
Library of Congress catalogs, 
78-11667 
Music, books on music, and 
recordings., 78-11666, 
Music — Endowments. 
Jazz/folk music., 78-18328 


78-18328 


sound 
78-11667 


78-11666, 


sound 
78-11667 


Jazz/folk music program, 


Music — Periodicals. 


The Musical mainstream., 78-3582 


The new braille musician., 78-15744, 


78-18042 
Music — United States — Endowments. 
Composer/librettist fellowships., 78- 
11797 


Fellowship grants to 
posers/librettists, 78-11797 
Music in the army. 
Soldiers of sound : Washington, D.C., 
78-4334 


Mussels, Fresh-water — United States. 

The molluscan shell fish industries and 
water quality : problems and opportu- 
nitics., 78-1475 

Mutual security program, 1951- 

Furnishing of defense articles and ser- 
vices : agreement between the United 
States of America and Jordan, effected 
by exchange of notes signed at Amman 
October 20, 1976 and February 23, 
1977., 78-5209 

Mutual security program, 1951- — 

Appropriations and expenditures. 

Foreign assistance and related agencies 
appropriations for 1978 : hearings be- 
fore a subcommittee of the Committce 
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on Appropriations, House of Represen- 
tatives, Ninety-fifty Congress, first ses- 
sion., 78-9891 


Foreign assistance and related agencies 
appropriations for 1979 : hearings be- 
fore a subcommittee of the Committee 
on Appropriations, House of Represen- 
tatives, Ninety-fifth Congress, second 
session /, 78-16175 


International security assistance act of 
1977 : [an act to amend the Foreign 
assistance act of 1961 ...], 78-2351 

*Mycorhiza. 

Vesicular-arbuscular mycorrhizae 
established with Glomus fasciculatus 
spores isolated from the feces of 
cricetine mice /, 78-22707 

*Mycosoes. 

Aquatic macroinvertebrates in a small 
Wisconsin trout stream before, during, 
and two years after treatment with the 
fish toxicant antimycin., 78-15617 


Effects of antimycin A and retenone on 
macrobenthos in ponds /, 78-15617 


N 


Nagasaki — Bombardment, 1945. 
Ichiban : radiation dosimetry for the sur- 
vivors of the bombings of Hiroshima 
and Nagasaki /, 78-23590 


Names, Geographical. 


Status of the world’s nations., 78-26444 


Names, Geographical — Periodicals. 
Decision list - United States Board on 
Geographic Names, 78-3482 


Decisions on geographic names in the 
United States., 78-3482 


Names, Personal (Cataloging) — Periodicals. 
Library of Congress name headings with 
references., 78-3596 


Nannostomas. 

Three new species of fishes of the genus 
Nannostomus from the Brazilian states 
of Para and Amazonas (Teleostei, 
Lebiasinidae) /, 78-15904 

*Nantucket pine moth — Control — Florida. 

Field test of granular carbofuran for con- 
trol of the Nantucket pine tip moth in 
pine plantations /, 78-19540 

*Napathalene — Toxicology. 

Bioassay of 1-nitronaphthalene for possi- 

ble carcinogenicity., 78-13489 
*Naphtha. 

Allocation of petroleum feedstock : Bal- 
timore Gas and Electric Company, Sol- 
lers Point SNG Plant, Sollers Point, 
Baltimore County, Maryland : final en- 
vironmental impact statement., 78- 
25406 


Allocation of petroleum feedstock, Bal- 
timore Gas and Electric Company, Sol- 
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lers Point, Maryland, SNG Plant : draft 
environmental impact statement., 78- 
20978 


Draft environmental impact statement : 
allocation of petroleum feedstock, Bal- 
timore Gas and Electric Company, Sol- 
lers Point, Maryland, SNG Plant., 78- 
20978 


Final environmental impact statement on 
the Federal Energy Administration’s 
proposed action to allocate naptha for 
SNG production by the Indiana Gas 
Company., 78-1632 

Separation and identification of some al- 
kylpyridines from thermally cracked 
shale-oil naphtha /, 78-20621 

Naphthalene — Toxicology. 

Bioassay of 1,5-napthalenediamine for 

possible carcinogenicity., 78-23810 


Naples, Italy — Description — Guide-books. 
Napoli., 78-25318 


Narcotic addicts — Hospitals and asylums — 
United States — Finance — Statistics — 
Periodicals. 
Data from the National Drug Abuse 

Treatment Utilization Survey 

(NDATUS), 78-25913, 78-25914 


National Institute on Drug Abuse statisti- 
cal series., 78-25913, 78-25914 
78-25913 


Narcotic addicts — Rehabilitation — United 
States. 
Drug programs in correctional institu- 
tions /, 78-664 
Drug users 
system /, 


State statistics, 


and the criminal 
78-514 


Employment discrimination and how to 
deal with it : a manual for people con- 
cerned with helping former 
abusers /, 78-519 


National polydrug collaborative project : 
treatment manual 3 : referral strategies 
for polydrug abusers., 78-1985 


Referral strategies for polydrug abusers., 
78-1985 


*Narcotic addicts — Rehabilitation — United 
States — Statistics. 
Drug treatment histories for a sample of 
drug users in DARP., 78-11273 


*Narcotic addicts — Rehabilitation — 
Washington, D.C. 
Skills training and employment for ex-ad- 
dicts in Washington, D.C. : a report on 
TREAT., 78-21318 


Narcotic addicts — United States — 
Statistics. 
Research and statistics note., 


justice 


drug 


78-8938 


SSI beneficiaries medically determined to 
be alcoholics or drug addicts, 78- 
8938 





Narcotic habit. 
The epidemiology of heroin and other 
narcotics /, 78-7150 
Narcotic habit — Bibliography. 
Drug abuse /, 78-9289 
*Narcotic habit — United States. 
Drug situation indicators., 78-21686 


Narcotic laws — United States. 
Controlled substances act extension : re- 
port to accompany H.R. 5742., 78- 
5955 


Opium and narcotic laws /, 78-9836 


Pharmacist’s manual : an informational 
outline of the Controlled substances 
act of 1970., 78-17928 


Psychotropic substances act of 1978 : re- 
port /, 78-26932 


Psychotropic substances act of 1978 : re- 
port of the Committee on the Judicia- 
ry, United States Senate, on S. 2399 
sey 78-24843 


Psychotropic substances act, 1978 : hear- 
ing before the Subcommittee on 
Health and the Environment of the 
Committee on Interstate and Foreign 
Commerce, House of Representatives, 
Ninety-fifth Congress, second session, 
on H.R. 9796 ... February 17, 1978., 
78-22502 


Narcotics — Psychological aspects. 


Behavioral tolerance : research and treat- 
ment implications /, 78-8996 


Psychodynamics of drug dependence /, 
78-517 


*Narcotics, Control of. 

Appendix : submissions for the record 
pursuant to oversight hearings on cur- 
rent Federal and international nar- 
cotics control efforts, Ninety-fifth Con- 
gress, first session., 78-16270 


Oversight hearings on narcotics abuse 
and current Federal and international 
narcotics control efforts., 78-16270 


Narcotics, Control of — Asia, Southeastern. 
Opium production, narcotics financing 
and trafficking in Southeast Asia 

Asian survey : a report of the Select 
Committee on Narcotics Abuse and 
Control, April 7-20, 1977, Ninety-fifth 

Congress, first session., 78-2311 

Southeast Asian narcotics : hearings be- 
fore the Select Committee on Nar- 
cotics Abuse and Control, House of 
Representatives, Ninety-fifth Congress, 
first session, July 12 and 13, 1977., 
78-22534 

Narcotics, Control of — Costa Rica — 

International cooperation. 

Narcotic drugs : additional assistance to 
curb illegal production and _ traffic 
agreement between the United States 
of America and Costa Rica, effected 
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by exchange of notes signed at San 
Jose June 21 and 24, 1976., 78-5199 
*Narcotics, Control of — France — 

International cooperation. 

Narcotic drugs : coordination of action 
against illicit traffic agreement 
between the United States of America 
and France signed at Paris, February 
26, 1971, and amending agreement 
signed at Paris, September 11, 1974, 
and extending agreement signed at San 
Francisco March 9, 1976., 78-21941 

*Narcotics, Control of — Illinois — Chicago. 

Investigation of narcotics trafficking 
proceeds, Chicago, Illinois : hearings 
before the Select Committee on Nar- 
cotics Abuse and Control, House of 
Representatives, Ninety-fifth Congress, 
first session, September 30, 1977., 
78-19199 


Narcotics, Control of — International 
cooperation. 
Report on seven nation fact-finding mis- 
sion, November 4-21, 1976 /, 78- 
8335 


Narcotics, Control of — International 
cooperation — Periodicals. 
Drug enforcement., 78-3510 


Translations on narcotics and dangerous 
drugs., 78-3858, 78-8177 


Narcotics, Control of — Mexico — 

International cooperation. 

Narcotic drugs : additional cooperative 
arrangements to curb illegal produc- 
tion and traffic : agreement between 
the United States of America and 
Mexico, effected by exchange of let- 
ters signed at Mexico, November 22, 
1976., 78-26471, 78-26514 


Narcotic drugs development of 
telecommunications capability : agree- 
ment between the United States of 
America and Mexico, effected by 
exchange of letters signed at Mexico, 


September 7, 1977., 78-26516 


Narcotic drugs : indemnification for lia- 
bility from flight operations, agreement 
between the United States of America 
and Mexico amending the agreement 
of September 12, 1975, effected by 
exchange of letters signed at Mexico 
August 13, 1976., 78-18433 

Narcotic drugs : provision of helicopters, 

equipment and services : agreement 
between the United States and Mexico, 
effected by exchange of letters signed 
at Mexico, March 8, 1977., 78-21963 
Narcotics, Control of — New York (City) 
Summary of testimony and findings and 
conclusions resulting from hearings in 
New York on drug law enforcement : 
second interim report of the Select 


Committee on Narcotics Abuse and 
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Control, 
session., 


Ninety-fifth Congress, 
78-8334 
*Narcotics, Control of — South America — 

International cooperation. 

Drug control in South America having 
limited success : some progress but 
problems are formidable : report to the 
Congress /, 78-15354 


*Narcotics, Control of — United States. 
Appendix : submissions for the record 
pursuant to oversight hearings on cur- 
rent Federal and international nar- 
cotics control efforts, Ninety-fifth Con- 
gress, first session., 78-16270 


first 


Comprehensive final report on State 
regulatory agencies & professional as- 
sociations., 78-7435 

The diversion investigation unit program 
: Office of Compliance and Regulatory 
Affairs., 78-21685 


Federal drug enforcement : hearing be- 
fore the Permanent Subcommittee on 
Investigations of the Committee on 
Governmental Affairs, United States 
Senate, Ninety-fifth Coness, first ses- 
sion., 78-16223 


Illegal entry at United States-Mexico 
border : multiagency enforcement ef- 
forts have not been effective in 
stemming the flow of drugs and people 


: report to the Congress /, 78-6938 


Oversight hearings on narcotics abuse 
and current Federal and international 
narcotics control efforts., 78-16270 


Psychotropic substances act of 1978 : re- 
port /, 78-26932 


Psychotropic substances act of 1978 : re- 
port of the Committee on the Judicia- 
ry, United States Senate, on S. 2399 

78-24843 


Psychotropic substances act, 1978 : hear- 
ing before the Subcommittee on 
Health and the Environment of the 
Committee on Interstate and Foreign 
Commerce, House of Representatives, 
Ninety-fifth Congress, second session, 
on H.R. 9796 ... February 17, 1978., 
78-22502 

Southeast Asian narcotics : hearings be- 
fore the Select Committee on Nar- 
cotics Abuse and Control, House of 
Representatives, Ninety-fifth Congress, 
first session, July 12 and 13, 1977., 
78-22534 


Summary of testimony and findings and 
conclusions resulting from oversight 
hearings on narcotics abuse and con- 
trol : interim report of the Select Com- 
mittee on Narcotics Abuse and Con- 
trol, together with additional views, 
Ninety-fifth Congress, first session., 
78-8333 
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Yacht hijacking and drug smuggling : 
hearing before the Subcommittee on 
Coast Guard and Navigation of the 
Committee on Merchant Marine and 
Fisheries, House of Representatives, 
Ninety-fifth Congress, first session ... 
November 22, 1977, New Orleans, 
La., November 23, Miami, Fla., 78- 
16269 


Narcotics, Control of — United States — 

International cooperation. 

Narcotic drugs : additional assistance to 
curb illegal production and traffic : 
agreement between the United States 
of America and Costa Rica, effected 
by exchange of notes signed at San 
Jose June 21 and 24, 1976., 78-5199 


Narcotic drugs : additional cooperative 
arrangements to curb illegal produc- 
tion and traffic : agreement between 
the United States of America and 
Mexico, effected by exchange of let- 
ters signed at Mexico, November 22, 
1976., 78-26471, 78-26514 


Narcotic drugs : coordination of action 
against illicit traffic agreement 
between the United States of America 
and France signed at Paris, February 
26, 1971, and amending agreement 
signed at Paris, September 11, 1974, 
and extending agreement signed at San 
Francisco March 9, 1976., 78-21941 


Narcotic drugs development of 
telecommunications capability : agree- 
ment between the United States of 
America and Mexico, effected by 
exchange of letters signed at Mexico, 
September 7, 1977., 78-26516 


Narcotic drugs : indemnification for lia- 
bility from flight operations, agreement 
between the United States of America 
and Mexico amending the agreement 
of September 12, 1975, effected by 
exchange of letters signed at Mexico 
August 13, 1976., 78-18433 

Narcotic drugs : provision of helicopters, 
equipment and services agreement 
between the United States and Mexico, 
effected by exchange of letters signed 
at Mexico, March 8, 1977., 78-21963 

Narcotics, Control of — United States — 

Periodicals. 


Drug enforcement., 78-3510 


*Narcotics and crime — United States. 
Drug situation indicators., 78-21686 


Narraganset Indians — Legal status, laws, 
ete. 


The Rhode Island claims settlement act : 
report to accompany S. 3153., 78- 
27067 

Rhode Island Indian claims settlement 
act : joint hearing before the United 
States Senate, Select Committee on In- 
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dian Affairs, and the U.S. House of 
Representatives, Committee on Interi- 
or and Insular Affairs, Subcommittee 
on Indian Affairs and Public Lands, 
Ninety-fifth Congress, second session, 
on S. 3153 and H.R. 12860 ... June 
20, 1978., 78-26812 
*NASTRAN (Computer program) 

Sixth NASTRAN Users’ Colloquium held 
at Lewis Research Center, Cleveland, 
Ohio, October 4-6, 1977., 78-9453 

National Academy of Engineering. 

Annual report - National Academy of 

Sciences., 78-24806 


Annual report of the National Academy 
of Sciences., 78-24806 


National Academy of Peace and Conflict 

Resolution. 

National Academy of Peace and Conflict 
Resolution : hearings before the Sub- 
committee on International Operations 
of the Committee on_ International 
Relations, House of Representatives, 
Ninety-fifth Congress, second session, 
January 24 and 25, 1978., 78-22512 


National Academy of Sciences, Washington, 
D.C. 
Annual report - National Academy of 
Sciences., 78-24806 


Annual report of the National Academy 
of Sciences., 78-24806 


National Advisory Allergy and Infectious 

Diseases Council. 

Annual report - National Advisory Aller- 
gy and Infectious Diseases Council, 
National Institutes of Health., 78- 
17463 


National Advisory Child Health and Human 

Development Council. 

Annual report - National Advisory Child 
Health and Human Development 
Council, National Institutes of Health., 
78-17470 


National Advisory Council on Aging. 
Annual report - National Advisory Coun- 
cil on Aging, National Institutes of 
Health., 78-17461 


National Advisory Dental Research Council. 

Annual report - National Advisory 

Dental Research Council, National In- 
stitutes of Health., 78-17475 


National Advisory Environmental Health 

Sciences Council. 

Annual report - National Advisory En- 
vironmental Health Sciences Council, 
National Institutes of Health., 78- 
17477 

National Advisory Eye Council. 

Annual report - National Advisory Eye 
Council, National Institutes of Health., 
78-17480 
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National Advisory General Medical Sciences 

Council. 

Annual report - National Advisory 
General Medical Sciences Council, Na- 
tional Institutes of Health., 78-17488 

National Advisory Neurological and 

Communicative Disorders and Stroke 

Council. 

Annual report - National Advisory Neu- 
rological and Communicative Disor- 
ders and Stroke Council., 78-17498 


National Anthropological Archives. 
The Islamic Archives., 78-7614 


The National Anthropological Archives., 
78-7610 


Selected photographs illustrating North 
American Indian life., 78-7613 


*National Architectural Barrier Awareness 

Week. 

Joint resolution authorizing the President 
to proclaim the third week of May of 
1978 and 1979 as “National Architec- 
tural Barrier Awareness Week.”, 78- 
19372 


National Architectural Barrier Awareness 
Week : report to accompany H.J. Res. 
578., 78-10249, 78-16425 

National Arthritis, Metabolism, and 

Digestive Diseases Advisory Council. 

Annual report - National Arthritis, 
Metabolism, and Digestive Diseases 
Advisory Council, National Institutes 
of Health., 78-17464 


National Asian American Conference on 
Drug Abuse Prevention, Ist, Los Angeles, 
Calif., 1976. 

Ist National Asian American Conference 
on Drug Abuse Prevention, Feb. 20- 
21, 1976., 78-510 

National banks (United States) 

Federal supervision of state and national 
banks : a study /, 78-1834 


Foreign activites of national 


amendments to 
15329 


banks 
regulation M., 78- 


Highlights of a study of Federal supervi- 
sion of state and national banks : re- 
port to the Congress /, 78-1835 

National Brotherhood Day. 

Joint resolution to designate Sunday, 
June 25, 1978, as “‘National Brother- 
hood Day’’., 78-27009 

National Cancer Institute. Ad Hoc 

Committee for Review of the Special 

Virus Cancer Program. 

Annual report - Ad Hoc Committee for 
Review of the Special Virus Cancer 
Program, National Institutes of 
Health., 78-17505 





National Cancer Institute. Biohazard 
Control and Containment Working 
Group. 

Annual report - Biohazard Control and 
Containment Working Group, National 
Institutes of Health., 78-23732 

National Cancer Institute. Biometry and 
Epidemiology Contract Review 
Committee. 

Annual report - Biometry and 
Epidemiology Contract Review Com- 
mittee, National Institutes of Health., 
78-21127 


National Cancer Institute. Bladder-Prostate 

Cancer Advisory Committee. 

Annual report - Bladder-Prostate Cancer 
Advisory Committee, National In- 
stitutes of Health., 78-23733 

National Cancer Institute. Breast Cancer 

Diagnosis Committee. 

Annual report - Breast Cancer Diagnosis 
Committee, National Institutes of 
Health., 78-23734 


National Cancer Institute. Breast Cancer 

Epidemiology Committee. 

Annual report - Breast Cancer 
Epidemiology Committee, National In- 
stitutes of Health., 78-23735 

National Cancer Institute. Breast Cancer 

Experimental Biology Committee. 

Annual report - Breast Cancer Experi- 
mental Biology Committee, National 
Institutes of Health., 78-21131 

National Cancer Institute. Breast Cancer 

Treatment Committee. 

Annual report - Breast Cancer Treatment 
Committee, National Institutes of 
Health., 78-21130 


National Cancer Institute. Cancer Clinical 

Investigation Review Committee. 

Annual report - Cancer Clinical In- 
vestigation Review Committee, Na- 
tional Institutes of Health., 78-23748 

National Cancer Institute. Cancer Control 

Advisory Committee. 

Annual report - Cancer Control Advisory 
Committee, National Institutes of 
Health., 78-23745 


National Cancer Institute. Cancer Control 
and Rehabilitation Advisory Committee. 
Annual report Cancer Control and 

Rehabilitation Advisory Committee, 
National Institutes of Health., 78- 
23737 


National Cancer Institute. Cancer Control 
Community Activities Review Committee. 
Annual report - Cancer Control Commu- 

nity Activities Review Committee, Na- 
tional Institutes of Health., 78-23736 

National Cancer Institute. Cancer Control 
Education Review Committee. 

Annual report - Cancer Control Educa- 
tion Review Committec, National In- 
stitutes of Health., 78-23746 
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National Cancer Institute. Cancer Control 
Grant Review Committee. 
Annual report - Cancer Control Grant 
Review Committee, National Institutes 
of Health., 78-23744 
National Cancer Institute. Cancer Control 
Prevention and Detection Review 
Committee. 
Annual report - Cancer Control Preven- 
tion and Detection Review Committee, 


National Institutes of Health., 78- 
23740 


National Cancer Institute. Cancer Control 
Treatment and Rehabilitation Review 
Committee. 

Annual report - Cancer Control Treat- 
ment and Rehabilitation Review Com- 


mittee, National Institutes of Health., 
78-23747 


National Cancer Institute. Cancer Research 
Center Review Committee. 
Annual report - Cancer Research Center 
Review Committee, National Institutes 
of Health., 78-23742 


National Cancer Institute. Cancer Special 

Program Advisory Committee. 

Annual report - Cancer Special Program 
Advisory Committee, National In- 
stitutes of Health., 78-23741 

National Cancer Institute. Cancer 

Treatment Advisory Committee. 

Annual report - Cancer Treatment Ad- 
visory Committee, National Institutes 
of Health., 78-23743 


National Cancer Institute. Carcinogenesis 
Program Scientific Review Committee A. 
Annual report - Carcinogenesis Program 

Scientific Review Committee A, Na- 
tional Institutes of Health., 78-23749 

Annual report - Carcinogenesis Program 
Scientific Review Committee B, Na- 
tional Institutes of Health., 78-23750 

Annual report - Carcinogenesis Program 
Scientific Review Committee C, Na- 
tional Institutes of Health., 78-23751 

National Cancer Institute. Colon-Rectum 
Cancer Advisory Committee. 

Annual report - Colon-Rectum Cancer 
Advisory Committee, National In- 
stitutes of Health., 78-23752 

National Cancer Institute. Committee on 
Cancer Immunobiology. 

Annual report - Committee on Cancer 
Immunobiology, National Institutes of 
Health., 78-23739 

National Cancer Institute. Committee on 
Cancer Immunodiagnosis. 

Annual report - Committee on Cancer 
Immunodiagnosis, 
of Health., 


National Institutes 


78-25869 
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National Cancer Institute. Committee on 

Cancer Immunotherapy. 

Annual report - Committee on Cancer 
Immunotherapy, National Institutes of 
Health., 78-23738 

National Cancer Institute. Committee on 

Cytology Automation. 

Annual report - Committee on Cytology 
Automation, National Institutes of 
Health., 78-17474 


National Cancer Institute. Diagnostic 
Radiology Committee. 
Annual report - Diagnostic Radiology 
Committee, National Institutes of 
Health., 78-25874 


National Cancer Institute. Diagnostic 
Research Advisory Group. 
Annual report - Diagnostic Research Ad- 
visory Group, National Institutes of 
Health., 78-25871 


National Cancer Institute. Division of 
Cancer Biology and Diagnosis. 
Annual report - National Cancer In- 
stitute, Division of Cancer Biology and 
Diagnosis., 78-13481 


National Cancer Institute. Division of 
Cancer Biology and Diagnosis. Board of 
Scientific Counselors. 

Annual report - Board of Scientific 
Counselors, DCBD, NCI, National In- 
stitutes of Health., 78-23755 


Annual report - Board of Scientific 
Counselors, National Cancer Institute, 
National Institutes of Health., 78- 
23754 


National Cancer Institute. Division of 
Cancer Treatment. Board of Scientific 
Counselors. 

Annual report - Board of Scientific 
Counselors, Division of Cancer Treat- 
ment, National Cancer Institute, Na- 
tional Institutes of Health., 78-23753 


National Cancer Institute. Molecular 
Control Working Group. 
Annual report - Molecular Control 
Working Group, National Institutes of 
Health., 78-17492 


National Cancer Institute. Solid Tumor 
Virus Working Group. 
Annual report - Solid Tumor Virus 
Working Group, National Institutes of 
Health., 78-25881 


National Cancer Institute. Third National 
Cancer Survey Utilization Advisory 
Committee. 

Annual report - Third National Cancer 
Survey Utilization Advisory Commit- 
tee, National Institutes of Health., 
78-17469 


National Cancer Institute. Tobacco Working 
Group. 
Annual report - Tobacco Working 
Group, National Institutes of Health., 
78-25880 
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National Cancer Institute. Tumor Virus 

Detection Working Group. 

Annual report - Tumor Virus Detection 
Working Group, National Institutes of 
Health., 78-25882 

National Cancer Institute. Ultraviolet 

Radiation and Skin Cancer Working 

Group. 

Annual report - Ultraviolet Radiation 
and Skin Cancer Working Group, Na- 
tional Institutes of Health., 78-25873 

National Cancer Institute. Viral Oncology 

Program. 


The virus cancer program., 78-21195 


National Cancer Institute. Virus Cancer 
Program Advisory Committee. 
Annual report - Virus Cancer Program 
Advisory Committee, National In- 
stitutes of Health., 78-25885 


National Cancer Institute. Virus Cancer 
Program Scientific Review Committee A. 
Annual report - Virus Cancer Program 

Scientific Review Committee A, Na- 
tional Institutes of Health., 78-25883 


Annual report - Virus Cancer Program 
Scientific Review Committee B, Na- 
tional Institutes of Health., 78-25884 


National Capital Housing Authority. 
Annual report - National Capital Housing 
Authority., 78-25379 


Public housing in transition, 78-25379 


*National cemeteries — Law and legislation 

— United States. 

Hearings on the national cemetery 
system and related matters and on 
H.R. 7263, H.R. 11843, H.R. 10253, 
H.R. 11844, and H.R. 3863 : hearings 
before the Subcommittee on Cemete- 
ries and Burial Benefits of the Com- 
mittee on Veterans’ Affairs, House of 
Representatives, Ninety-fifth Congress, 
second session, March 14 and April 
11, 1978., 78-22563 

National cemeteries — United States. 

Interments in national cemeteries., 78- 

8130 


Study of the National Cemetery System : 
hearings before the Subcommittee on 
Cemeteries and Burial Benefits of the 
Committee on Affairs, 
House of Ninety- 

ee, * 


Veterans’ 

Representatives, 
fourth Congress, first session .. 
14411 

National Center for Productivity and 

Quality of Working Life. 

Annual report of the National Center for 
Productivity and Quality of Working 
Life., 78-18974 

Annual report to the President and Con- 
gress - National Center for Productivi- 
ty and Quality of Working Life, 78- 
18974 
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National Center for Productivity Quality of 
Working Life — Bibliography. 
Current publications., 78-16150 


National Center for the Study of Labor- 
Management Relations in the 
Noncontiguous Areas. 

Noncontiguous areas labor-management 
relations act : hearing before the Sub- 
committee on Labor-Management 
Relations of the Committee on Educa- 
tion and Labor, House of Representa- 
tives, Ninety-fifth Congress, second 
session, on H.R. 9409 ... in Honolulu, 
Hawaii, January 13, 1978., 78-24590 


National Center for Toxicological Research 

— Management. 

Need to improve administrative manage- 
ment at the National Center for Tox- 
icological Research report /, 78- 
17351 


National Climatic Center. 
NCC : the National Climatic Center., 
78-1474 


Sample forms of records available at Na- 
tional Climatic Center., 78-19885 


Winds aloft computation sheet : winds 
aloft summary form : sample forms of 
records available at National Climatic 
Center, Federal Building, Asheville, 
North Carolina 28801, 78-19885 


National Climatic Center — Records and 
correspondence. 

Ceiling visibility wind tabulations : sam- 
ple forms of records available at Na- 
tional Climatic Center, Federal Build- 
ing, Asheville, North Carolina 28801., 
78-19889 


Cooperative observers climatological ob- 
servatons : sample forms of records 
available at National Climatic Center, 
Federal Building, Asheville, North 
Carolina 28801, 78-19888 


Hourly observations and summary of day 
data (surface - land) : sample forms of 
records available at National Climatic 


Center, Federal Building, Asheville, 
North Carolina 28801., 78-19883 


Sample forms of records available at Na- 
tional Climatic Center., 78-19888, 
78-19889 


Sample forms of records available at Na- 
tional Climatic Center, Federal Build- 
ing, Asheville, North Carolina 2880I., 
78-19883 

Weather’ observations from ocean 
weather stations sample forms of 
records available at National Climatic 
Center, Federal Building, Asheville, 
North Carolina 28801, 78-19884 

National Commission on Arthritis and 

Related Musculoskeletal Diseases. 

Annual report - National Commission on 
Arthritis and Related Musculoskeletal 
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Diseases, National Institutes of Health., 
78-17465 


National Commission on Neighborhoods — 
Appointments, promotions, salaries, etc. 
Nominations of Stella B. Hackel and 

Joseph F. Timilty : hearing before the 
Committee on Banking, Housing, and 
Urban Affairs, United States Senate, 
Ninety-fifth Congress, first session ... 
November 3, 1977., 78-14296 

National Commission on New Technological 
Uses of Copyrighted Works. 

An act to extend by seven months the 
term of the National Commission on 
New Technological Uses of Copy- 
righted Works., 78-8437 


To extend by 7 months the term of the 
National Commission on New 
Technological Uses of Copyrighted 
Works : report to accompany H.R. 
4836., 78-5975 


National Commission on Productivity — 
Addresses, essays, lectures. 
The need for productivity growth : the 
work of the National Commission on 
Productivity /, 78-11799 


National Commission on Productivity and 
Work Quality — Bibliography. 
Publications list., 78-13990 

*National Day of Prayer. 

Joint resolution to express the sense of 
the Congress that... the third 
Thursday in December 1977 would be 
a most appropriate day for designation 
as the “National Day of Prayer for the 
Year of 1977” ...,  78-12232 


National Electronic Injury Surveillance. 
National Electronic Injury Surveillance., 
78-18833 


NEISS : National Electronic Injury Sur- 
veillance System., 78-18833 


National Electronic Injury Surveillance 

System. 

Consumer product-related injuries 
treated in hospital emergency rooms, 
contiguous United States : January 1, 
1976 - Decmeber 31, 1976 /, 78- 
22292 


NEISS data highlights., 78-3830 


National Endowment for the Arts. 

Architecture environmental 
13969 

Architecture environmental 
gram, 78-13969 

Architecture, planning, and design., 78- 
18323 

Architecture, planning, and design pro- 
gram, 78-18323 


Artists in schools., 


arts., 78- 


arts pro- 


78-11794 
78-11794 
fellowships., 78- 


Artists-in-schools program, 


Composer/librettist 
11797 





Dance., 78-747, 


Dance program, 


78-9465 
78-9465 
Dance touring program., 78-11795 
78-18325 
78-18325 

78-11796 


Federal-State partnership program., 78- 
11796 


Fellowship grants to 
posers/librettists, 78-11797 


Folk arts., 78-13970, 78-24247 
78-18328 

78-18328 
78-18326 
78-13971, 78- 


Expansion arts., 
Expansion arts program, 


Federal-State partnership., 


Jazz/folk music., 
Jazz/folk music program, 
Literature., 78-13971, 


Literature 
18326 


program, 


Media arts: film, radio, television., 78- 

13972, 78-18327 
Museums., 78-9467 
Museums program, 78-9467 
78-24246 


Music program guidelines for opera com- 
panies and orchestras, 78-13973 


78-24246 
78-13973 
78-24248 
78-9468 
78-18329 


Music program., 


Opera guidelines, 
Opera orchestra., 
Orchestra., 
Theatre., 


Visual arts., 


Work experience internship program., 


78-13974, 78-18330 


National Endowment for the Arts — 
Appointments, promotions, salaries, etc. 
Nomination : hearing before the Com- 

mittee on Human Resources, United 
States Senate, Ninety-fifth Congress, 
first session, on Livingston L Biddle, 
Jr. ... to be Chairman of the National 
Endowment for the Arts, November 2, 
1977., 78-9968 


National Endowment for the Humanities. 
Annual report - National Endowment for 
the Humanities., 78-18331 


Education programs., 78-15786 


Humanities., 78-3626 


Program announcement - National En- 
dowment for the Humanities., 78- 
18332 


National Endowment for the Humanities — 
Appointments, promotions, salaries, etc. 
Nomination : hearing before the Com- 

mittee on Human Resources, United 
States Senate, Ninety-fifth Congress, 
first session, on Joseph D. Duffey ... to 
be Chairman of the National Endow- 
ment for the Humanities, September 9, 
1977., 78-9967 
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National Environmental Specimen Bank — 

Congresses. 

The National Environmental Specimen 
Bank proceedings of the Joint 
EPA/NBS Workshop on Recommenda- 
tions and Conclusions on the National 
Environmental Specimen Bank, held at 
the National Bureau of Standards, 
Gaithersburg, Maryland, August 19-20, 
1976 /, 78-19749 

National Eye Institute. Board of Scientific 

Counselors. 

Annual report - Board of Scientific 
Counselors of the National Eye In- 


stitute, National Institutes of Health., 
78-25875 


National Eye Institute. Vision Research 

Program Committee. 

Annual report - Vision Research Pro- 
gram Committee, National Eye In- 
stitute, National Institutes of Health., 
78-17506 


*National Fallen Heroes Memorial Sunday. 
National Fallen Heroes Memorial Sunday 


: report to accompany S.J. Res. 101., 
78-14529 


National Family Week. 

Joint resolution to authorize the Pre- 
sident to issue a 
designating the week 
November 20, 1977, as 
Family Week.”, 78-1262 


National Family Week : report to accom- 
pany H.J. Res. 372., 78-1298 


National Family Week : report to accom- 
pany H.J. Res. 684., 78-22623 


National Family Week : report to accom- 
pany S.J. Res. 29., 78-27121 


National Fire Prevention and Control 
Administration. 
Annual report of the Secretary of Com- 
merce., 78-10612 


Annual report of the Secretary of Com- 
merce on implementation of the 
Federal fire prevention and control act 
of 1974, 78-10612 


National Flood Insurers Association. 

National flood insurance program 
hearings before the Subcommittee on 
Governmental Efficiency and the Dis- 
trict of Columbia of the Committee on 
Governmental Affairs, United States 
Senate, Ninety-fifth Congress, first ses- 
sion ..., 78-16224 


National Foundation on the Arts and the 

Humanities. 

To amend and extend the National Foun- 
dation on the Arts and Humanities act 
of 1965 : hearing before the Subcom- 
mittee on Select Education of the 
Committee on Education and Labor, 
House of Representatives, Ninety- 
fourth Congress, first session, on H.R. 


proclamation 
beginning 
“National 
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7782 New York, N.Y., July 14, 
1975., 78-8269 
National Good Neighbor Day. 
Joint resolution to authorize and request 
the President to issue a proclamation 
designating September 24, 1978, as 


“National Good Neighbor Day”., 78- 
27043 


National Good Neighbor Day : report to 

accompany S.J. Res. 133., 78-24840 
National Grandparents Day. 

Joint resolution to authorize and request 
the President to issue a proclamation 
designating the first Sunday of Sep- 
tember after Labor Day in 1978 as 
“National Grandparents Day’’., 78- 
27011 

National Grandparents Day : 
accompany H.J. Res. 613., 

National Guard Day. 
Joint resolution to designate October 7, 


1978, as “National Guard Day”., 78- 
27027 


report to 
78-22608 


National Guard Day : report to accom- 


pany H.J. Res. 946., 78-22624, 78- 
24926 


National Health Planning Information 
Center. 
The National Health Planning Informa- 
tion Center., 78-21278 


National Heart and Lung Institute. 
The National Heart and Lung Institute 
fact book., 78-17537 


National Heart and Lung Institute. Blood 
Diseases and Resources Advisory 
Committee. 

Annual Blood Diseases and 
Resources Advisory Committee, Na- 
tional Institutes of Health., 78-21129 


National Heart and Lung Institute. 
Epidemiology and Biometry Advisory 
Committee. 

Annual report - Epidemiology and 
Biometry Advisory Committee, Na- 
tional Institutes of Health., 78-21147 

National Heart and Lung Institute. Heart 
and Lung Program Project Comittee. 
Annual report - Heart and Lung Program 

Project Committee, National Institutes 
of Health., 78-17481 


National Heart and Lung Institute. 
Hypertension Research Centers Advisory 
Committee. 

Annual report - Hypertension Research 
Centers Advisory Committee., 78- 
21150 


National Heart and Lung Institute. Lipid 
Metabolism Advisory Committee. 
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areas ... : report together with supple- 
mental views to accompany H.R. 
12536., 78-26920 


Roadless area review and 
(RARE Il) /, 78-16209 
National parks and reserves — United States 
— Administration. 
Administrative policies for historical 


areas of the National Park System., 
78-26199 


Code of Federal regulations., 


evaluation 


78-7030 


Parks, forests, and public property, 78- 
7030 


*National parks and reserves — United 
States — Bibliography. 
National Park Service 

21076 


Visitor activities in the national parks., 
78-21071 


National parks and reserves — United States 
— Directories. 
Index, National Park System and _ af- 
filiated areas, 78-13783 


Index of the National Park System and 
affiliated areas., 78-13783 


National parks and reserves — United States 
— Guide-books. 
Access national parks : a guide for han- 
dicapped visitors., 78-15609 


Guide and map : national parks of the 
United States., 78-21579 


A guide for handicapped visitors., 78- 
15609 


National parks of the United States., 
78-21579 


Visitor accommodations, facilities, and 
services furnished by concessioners in 
the National Park System., 78-21574 


*National parks and reserves — United 
States — Transportation. 
The National park system access act : re- 
port to accompany S. 975., 78-16457 


National parks and reserves — United States 
— Visitors — Statistics — Periodicals. 
Public use of the national park system;, 

78-24041 


*National parks and reserves — United 
States — Vocational guidance. 
Career outlines : National Park Service., 
78-17841 


National Port Week. 

Joint resolution authorizing and 
requesting the President of the United 
States to issue a_ proclamation 
designating the seven calendar days 
beginning September 17, 1978, as 
“‘National Port Week”’., 78-27036 


folders., 78- 





National Port Week : report to accom- 
pany H.J. Res. 773., 78-22609, 78- 
24934 


National Port Week : report to accom- 

pany S.J. Res. 148., 78-24913 
*National poultry improvement plan — 

Statistics. 

Tables on hatchery and flock participa- 
tion in the National Poultry Improve- 
ment Plan : highlights for testing year 
1975-76., 78-16722 

National Railway Labor Conference. 

Supplemental report to the President by 
Emergency Board no. 187 recon- 
vened November 19, 1975, to interpret 
a recommendation resulting from its 
investigation of a dispute between cer- 
tain carriers represented by the Na- 
tional Railway Labor Conference, and 
certain of their employees represented 
by the Railway Employees’ Depart- 
ment (AFL-CIO)., 78-15789 

National Research Council. 

Annual report - National Academy of 

Sciences., 78-24806 


Annual report of the National Academy 
of Sciences., 78-24806 


Health Care for American Veterans., 
78-2301, 78-2302, 78-8352 


National Academy of Sciences’ study en- 
titled “Health care for American 
veterans’ : hearing before the Sub- 
committee on Medical Facilities and 
Benefits of the Committee on 
Veterans’ Affairs, House of Represen- 
tatives, Ninety-fifth Congress, first ses- 
sion, July 19, 1977., 78-2301, 78- 
8352 


Report of the National Academy of 
Sciences “‘Health care for American 
veterans” : hearing before the Sub- 
committee on Medical Facilities and 
Benefits of the Committee’ on 
Veterans’ Affairs, House of Represen- 
tatives, Ninety-fifth Congress, first ses- 
sion, July 21, 1977., 78-2302 

National Research Council. National 

Materials Advisory Board — 

Bibliography. 

Catalog of selected NMAB reports., 78- 
24206 


National school lunch program. 

The Child nutrition amendments of 1978 
: hearing before the Subcommittee on 
Elementary, Secondary, and Voca- 
tional Education of the Committee on 
Education and Labor, House of 
Representatives, Ninety-fifth Congress, 
second session, on H.R. 12343 and 
H.R. 11699 ... April 27, 1978., 78- 
26768 


Child nutrition amendments of 1978 
hearings before the Subcommittee on 





December 1978 


Nutrition of the Committee on 
Agriculture, Nutrition, and Forestry, 
United States Senate, Ninety-fifth Con- 
gress, second session, on S. 2630 ... S. 
2809 ... S. 2824 ... and administration 
views ..., 78-22381 

Child nutrition amendments of 1978 : re- 
port to accompany S. 3085., 78- 
16470, 78-24878 


Child nutrition amendments of 1978 : re- 
port together with minority views to 
accompany H.R. 12511., 78-19319, 
78-24715 


Food quality in Federal food programs : 
hearings before the Select Committee 
on Nutrition and Human Needs of the 
United States Senate, Ninety-fifth Con- 
ress, Ist session., 78-12156 


How good are school lunches? : report of 


the Comptroller General of the United 
States., 78-13200 


The impact of Federal commodity dona- 
tions on the school lunch program : 
Department of Agriculture : report to 
the Committee on  Educationand 


Labor, House of Representatives /, 
78-1663 


National school lunch program - is it 
working?, 78-1839 


School lunch program oversight : hearing 
before the Subcommittee on Nutrition 
of the Committee on Agriculture, 
Nutrition, and Forestry, United States 
Senate, Ninety-fifth Congress, second 
session, March 7, 1978., 78-19010 


Summary of a report the national 
school lunch program - is it working? : 
Departments of Agriculture and 
Health, Education, Welfare : report to 
the Congress /, 78-1839 


*National school lunch program — 
Evaluation. 
Special milk program evaluation and na- 
tional school lunch program survey., 
78-16744 


*National Sea Grant Program. 

Reauthorization of the National Sea 
Grant Program : joint hearing before 
the Committee on Commerce, Science, 
and Transportation and the Subcom- 
mittee on Education, Arts, and Hu- 
manities of the Committee on Human 
Resources, United States Senate, 
Ninety-fifth Congress, second session, 
on S. 2938 April 7, 1978., 78- 
22429 


Sea grant authorization for fiscal years 
1979 and 1980 : report to accompany 
H.R. 10822., 78-24704 


National Sea Grant Program — Periodicals. 


Sea grant annual report., 78-16828, 
78-22927 
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National Seed Storage Laboratory. 
America’s seed bank : the National Seed 
Storage Laboratory in Fort Collins, 
Colorado., 78-19519 
National service — United States. 
Achieving America’s goals : national ser- 
vice or the all-volunteer armed force? : 
Study /, 78-12038 


National Severe Storms Laboratory. 
National Severe Storms Laboratory : pro- 
gram and history /, 78-6302 


National Sickle Cell Month. 

National Sickle Cell Month : report to 

accompany S.J. Res. 71., 78-1296 
National Solar Heating and Cooling 

Information Center. 

What’s new under the sun? : National 
Solar Heating and Cooling Information 
Center, a complete information 
source., 78-543 


National Standard Reference Data System. 

Authorization of the Standard reference 
data act and review of the National 
Bureau of Standards : hearings before 
the Subcommittee on Science, 
Technology, and Space of the Commit- 
tee on Commerce, Science, and Trans- 
portation ,United States Senate, 
Ninety-fifth Congress, second session, 
on S. 2615 ... February 15 and April 6, 
1978., 78-19080 

*National state. 

Codes for the names of countries : 
standard 3166-1974 American 
tional standard Z39.27-1976., 
12514 


National Stream Quality Accounting 
Network. 

Measuring the quality 
streams., 78-7256 
NASOQAN measuring the quality of 

America’s streams /, 78-7256 


of America’s 


National Visitor Center. 
National Visitors Center 
act of 1978 : 
2995 /, 


improvement 

report to accompany S. 

78-27103 

Status and problems in constructing the 
National Visitor Center : Departments 
of Transportation and the Interior, Na- 
tional Capital Planning Commission : 
report to the Congress /, 78-1878 

Union Station improvement act of 1978 : 
hearing before the Committee on En- 
vironment and Public Works, United 
States Senate, Ninety-fifth Congress, 
second session, on S. 2995 ... May 25, 
1978., 78-24651 


Union Station improvement act of 1978 : 
report together with dissenting views 
to accompany H.R. 12796., 78-26938 

Union Station/National Visitor Center : 
hearings before the Subcommittee on 
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Public Buildings and Grounds of the 
Committee on Public Works and 
Transportation, House of Representa- 
tives, Ninety-fifth Congress, second 
session ..., 78-22541 

National Visitor Center — Description — 

Tours. 

National Visitor Center. Dept. of the In- 
terior, National Park Service., 78- 
7334 

*Natural areas — California. 

Desert Tortoise Natural 

26221 


Proposed Channel Islands National Park, 
Calif. /, 78-19284 
*Natural areas — Idaho. 


Proposed Hagerman Fauna Sites, Idaho /, 
78-19283 


Area., 78- 


*Natural areas — Oregon. 
Boston Glacier Research Natural Area /, 
78-16563 


*Natural areas — Washington (State) 
Boston Glacier Research Natural Area /, 
78-16563 


*Natural disaster warning systems. 
Spacecraft design sensitivity for a dis- 
aster warning satellite system /, 78- 
18120 


*Natural disaster warning systems — United 
States. 


Join radio amateur civil emergency ser- 
vice., 78-20137 


*Natural disasters — Environmental aspects 
— Handbooks, manuals, etc. 


Natural 
16948 


emergency handbook., 78- 


Natural disasters — Research grants — 
United States. 


Summary of awards., 78-24250 


*Natural disasters — United States. 

Weather disasters and the elderly: hear- 
ing before the Select Committee on 
Aging, House of Representatives, 
Ninety-fifth Congress, first session, 
June 29, 1977., 78-18998 

Natural disasters — United States — 

Handbooks, manuals, etc. 

Citizen’s handbook on nuclear attack, 
natural disasters., 78-4326 


In time of emergency : a citizen’s hand- 
book on : nuclear attack, natural dis- 
asters., 78-4326 

Natural gas. 

LLL gas 

25541 


stimulation program /, 78- 


*Natural history — South Dakota — 
Badlands National Monument. 
Badlands National Monument, 

Dakota., 78-21582 


South 
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*Natural monuments — United States — 
Bibliography. 
Public buildings, landmarks and historic 
sites of the United States., 78-13388 


Natural products — Analysis. 

Procedures used at the National Bureau 
of Standards to determine selected 
trace elements in _ biological and 
botanical materials /, 78-6271 

Natural resources — Abstracts — 

Periodicals. 


NASA earth resources survey program., 
78-2700 


Natural resources & earth sciences., 
78-2718 
Weekly government 
2700, 78-2718 
Natural resources — Alaska. 
Annual report - Alaska Power Adminis- 
tration., 78-13808 


Central interior area guide : preliminary., 
78-37 


abstracts., 78- 


*Natural resources — Alaska — Cook Inlet. 
Lower Cook Inlet — another example of 
more data needed for appraising Outer 
Continental Shelf oil and gas resources 

: report to the Congress /, 78-25746 


*Natural resources — Arizona. 
BLM facts : Arizona national resource 
lands digest., 78-11588 


*Natural resources — Colorado — Fort 
Carson. 
Environmental baseline descriptions for 
use in the management of Fort Carson 
natural resources., 78-15076 


Natural resources — Idaho — Coeur d’Alene 
Indian Reservation. 
Coeur D’Alene Indian Reservation 
human and natural resources, suppor- 
tive data., 78-23999 


Natural resources — Indiana. 


Elkhart River basin, Indiana., 78-6056 


Report on water and related land 
resources : Elkhart River Basin, Indi- 
ana., 78-6056 


Natural resources — Indiana — Periodicals. 
Indiana highlights; Resource conservation 
and development., 78-22723 


Natural resources — Law and legislation — 

Alaska. 

Alaska natural resource issues : hearings 
before the Committee on Energy and 
Natural Resources, United States 
Senate, Ninety-fifth Congress, first ses- 
sion, on S. 499 ... S. 1500 ... S. 1546 
... June 17 and 20, 1977., 78-5557 

Natural resources — Law and legislation — 

Brazil. 

Remote sensing for earth resources 
agreement between the United States 
of America and Brazil effected by 
exchange of notes signed at Brasilia 
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May 26, 1976 with memorandum of 
understanding and_ related letters 
signed at Brasilia May 14, 1976., 78- 
2120 

Natural resources — Law and legislation — 

United States. 

A compilation of Federal laws relating to 
conservation and development of our 
nation’s fish and wildlife resources, en- 
vironmental quality, and oceanog- 
raphy., 78-2282 

The Natural diversity act : joint hearings 
before the Subcommittee on Resource 
Protection of the Committee on the 
Environment and Public Works and 
the Subcommittee on Public Lands 
and Resources of the Committee on 
Energy and Natural Resources, United 
States Senate, Ninety-fifth Congress, 
second session, on S. 1820 ... February 
23 and March 3, 1978., 78-19210 

Treaties and other international agree- 
ments on fisheries, oceanographic 
resources, and wildlife involving the 
United States /, 78-8257 


Natural resources — Management. 

Indian natural resources : part 2, coal, 
oil, and gas : better management can 
improve development and increase In- 
dian income and employment : Depart- 
ment of the Interior : report to the 
Senate Committee on Interior and In- 
sular Affairs /, 78-1896 


Indian natural resources - opportunities 
for improved management and _in- 
creased productivity : part 1, Forest 
land, rangeland, and cropland : Bureau 
of Indian Affairs, Department of the 
Interior : report to the Committee on 
Interior and Insular Affairs, United 
States Senate, /, 78-1892 

*Natural resources — Missouri. 

Glossary to terms used in resource bul- 
letins reporting Missouri’s 1972 
timber resource., 78-14736 


Missouri’s 1972 timber resource., 78- 


14736 


*Natural resources — Montana — Data 
processing. 
Natural resource geographic data bases 
for Montana and Wyoming /, 78- 
24049 


*Natural resources — Remote sensing. 
Landsat policy issues still unresolved : re- 
port to the Congress /, 78-21058 


Natural resources — Research. 

Landsat’s role in an earth resources in- 
formation system : National Aeronau- 
tics and Space Administration, Office 
of Science and Technology Policy : re- 
port to the Congress /, 78-1868 





Natural resources — Research — United 
States. 
Earth resources information systems : re- 
port /, 78-10022 


Natural resources — Research — United 

States — Congresses. 

RANN 2 realizing knowledge as a 
resource : proceedings of the second 
Symposium on Research Applied to 
National Needs, Washington Hilton, 
Washington, D.C., November 7-9, 
1976., 78-7532 


Natural resources — Research grants — 
United States — Periodicals. 
Summary of awards., 78-18334 


Natural resources — Russia — Periodicals. 

Translations on USSR resources., 78- 
3859, 78-5465, 78-9863, 78- 
16110, 78-22311, 78-24476 


Natural resources — Tennessee Valley. 


Developing the Tennessee Valley’s natu- 
ral resources., 78-26714 


*Natural resources — United States. 
The good things in life used to be free., 
78-12833 
National 
4274 


Natural 
4274 


security management., 78- 


and energy resources /, 78- 


Resources capability system 
guide /, 78-6119 


The utilization program  in_ the 
northestern area : the resource, the op- 
portunities, the workload., 78-14587 


Natural resources — United States — 
Addresses, essays, lectures. 
Address /, 78-6082 


*Natural resources — Washington (State) 
Resource project plans : fiscal years 75- 
78 : Wenatchee National Forest, 
Pacific Northwest Region., 78-14590 


*Natural resources — Washington (State) — 
Shoalwater Bay Indian Reservation. 
Analysis of Shoalwater Bay Indian tribal 

development proposals., 78-21523 


: a user's 


Shoalwater Bay Indian tribal develop- 


78-21523 


*Natural resources — Wyoming — Data 
processing. 
Natural resource geographic data bases 
for Montana and Wyoming /, 78- 
24049 


Naturalization — Law and legislation — 
United States. 
Aliens and nationality, 


ment proposals., 


78-23688 
Code of Federal regulations., 78-23688 


Naturalization — United States. 
Annual report - Immigration and Natu- 
ralization Service., 78-21682 


I&NS, 78-21682 





December 1978 


Immigration : report of the Committee 
on the Judiciary, United States Senate 
/, 78-19407 


Naturalization requirements and general 
information., 78-9214 
Operations instructions, regulations, and 
interpretations., 78-9215 
Naturalization — United States — 
Periodicals. 


INS reporter., 78-3507 


Nature — Congresses. 

Children, nature, and the urban environ- 
ment : proceedings of a symposium- 
fair., 78-10404 

Nature conservation — Research — 

Periodicals. 

Endangered species technical bulletin., 
78-3486 

Nature conservation — United States. 

Preserving our natural heritage., 78-645 

Nature conservation — United States — 

Periodicals. 

Biological services program., 
78-13795 

Nautical almanacs. 

Astronomical phenomena., 

78-23192 


The nautical almanac., 


78-13794, 


78-12769, 


78-12771 


Nautical almanacs — Periodicals. 
The American ephemeris and nautical al- 
manac., 78-23191 


Nautical astronomy. 
American practical navigator; an epitome 
of navigation., 78-8670 
*Nautical charts. 
Summary of corrections : charts, sailing 
directions, coast pilots., 78-15014, 
78-15017 


Nautical charts — Bibliography — Catalogs. 
Nautical charts on vellum in the Library 
of Congress /, 78-739 


Nautical charts — United States — 

Bibliography — Catalogs. 

United States Hydrographic 
manuscript charts in the 
Archives, 1838-1908 /, 

*Nautical instruments. 

First season results from ship response 
instrumentation aboard the SL-7 class 
containership S.S. Sea-Land McLean 
in North Atlantic service /, 78-18978 

Sea-Land McLean: static structural 
calibration of ship response instrumen- 
tation system aboard., 78-18977 

Static structural calibration of ship 
response instrumentation system 
aboard the Sea-Land McLean /, 78- 
18977 

Nautical training-schools — Periodicals. 

Campus; the Navy education and training 

monthly., 78-3063 


Office 
National 
78-17381 
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Nautical training-schools — United States. 
The Federal role in Merchant Marine of- 
ficer education : Departments of Com- 
merce, Defense, and Transportation : 
report of the Comptroller General of 
the United States., 78-4664 


Navajo and Hopi Indian Relocation 

Commission — Accounting. 

Financial review of the Navajo and Hopi 
Indian Relocation Commission, June 
30, 1976., 78-13232 

Navajo Community College. 

Grants to Indian-controlled postseconda- 
ry educational institutions and the 
Navajo Community College act : hear- 
ing before the United States Senate, 
Select Committee on Indian Affairs, 
Ninety-fifth Congress, first session, on 
S. 468 ... S. 1215 ... July 28, 1977., 
78-2272 

Navajo Indians — Education. 

Grants to Indian-controlled postseconda- 
ry educational institutions and the 
Navajo Community College act : hear- 
ing before the United States Senate, 
Select Committee on Indian Affairs, 
Ninety-fifth Congress, first session, on 
S. 468 ...S. 1215 ... July 28, 1977., 
78-2272 


Navajo Indians — Land tenure. 

Relocation of certain Hopi and Navajo 
Indians hearing before the United 
States Senate Select Committee on In- 
dian Affairs, Ninety-fifth Congress, 
second session, on S. 1714 ... February 
10, 1978, Winslow, Ariz., 78-26811 

*Naval architecture. 
Radical representations of ship simula- 
tions /, 78-10822 
Naval art and science. 
Basic military requirements., 78-1539 
*Naval art and science — Bibliography. 

The war in the Pacific general 
reference works bibliography /, 78- 
23169 

Naval art and science — History. 
Naval orientation., 78-4506 
: the Naval War Col- 
lege and the development of the naval 
profession /, 78-225 
Naval art and science — Periodicals. 

Naval War College review., 78-3070 

Navy technical disclosure bulletin., 78- 
3072 


Professors of war 


Surface warfare., 78-3062 


Surface warfare magazine, 78-3062 
Naval Aviation Logistics Center. 
Planned establishment of the Naval Avia- 
tion Logistics Center at Patuxent 
River, Maryland : report /, 78-23660 


Naval education. 


Disbursing clerk 1 & C., 78-4502 
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78-4506 
78-1542 


Naval education — United States. 

A study to determine those areas in 
which vessel simulation may be effec- 
tively applied to the accomplishment 
of Coast Guard vessel operational 
training /, 78-8025 

Naval education — United States — 

Periodicals. 

Campus; the Navy education and training 
monthly., 78-3063 


Naval orientation., 


Tradevman | & C., 


*Naval gunnery. 
Gunner’s mate M 3 & 2., 


Gunner’s mate T 3 & 2., 


78-15117 
78-1537 
*Naval history — Bibliography. 


Naval historical publications in print., 
78-12759 


Naval law — Study and teaching. 
Legalman 2,1 &C., 78-1538 


Naval maneuvers. 


Maneuvering board manual., 78-6372 


*Naval medicine — United States. 

Manual of the Medical Department., 

78-12756, 78-12757 
*Naval research. 

Science, technology, and the modern 
Navy thirtieth anniversary, 1946- 
1976 /, 78-15125 

Thirtieth anniversary, 1946-1976 
science, technology, and the modern 
Navy., 78-15125 

Naval research — Periodicals. 


Report of NRL progress., 78-3076 


Naval research — United States. 
Annual review - Naval Research Labora- 
tory, Washington, D.C., 78-20404 


Naval research reviews., 78-3074 


Review - Naval Research Laboratory, 


78-20404 


Selected educational opportunities., 78- 

23184 
*Naval stores. 

Hercules Powder Company, Naval Stores 
Division, Hattiesburg, Mississippi 
February 13 to April 20, 1951 : studies 
on the wastes of a wood naval stores 
plant /, 78-20989 

Naval stores 
78-14599 

Naval stores — Statistics — Periodicals. 

Naval stores., 78-2509 


Washington, D.C., 


: silvichemicals from pine /, 


*Naval strategy. 
Sovict naval strategy for the eighties /, 
78-20053 
Naval tactics. 
Maneuvering board manual., 78-6372 
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Navier-Stokes equations. 
Analysis of strong-interaction dynamic 
stall for laminar flow on airfoils /, 78- 
26354 


Further studies of unsteady boundary 
layers with flow reversal /, 78-13947 


A generalized orthogonal coordinate 
system for describing families of ax- 
isymmetric and two-dimensional bodies 
/, 78-13933 

A numerical solution of the Navier- 
Stokes equations for chemically 
nonequilibrium, merged _ stagnation 
shock layers on spheres and _ two- 
dimensional cylinders in air /, 78- 
26413 

Navigation. 

American practical navigator; an epitome 

of navigation., 78-8670 


Entrance to upstream approach canal, 
Gainesville Lock, Tombigbee River, 
Mississippi and Alabama : hydraulic 
model investigation : final report /, 
78-25224 


Navigation — Africa, Southern — Tables. 

Area 13, Southern § Africa, station 
H(Japan) : Omega propagation cor- 
rection tables., 78-4284 

Omega propagation correction tables for 
10.2 kHz: area 13, Southern Africa, 
station H (Japan)., 78-4284 

Navigation — Alabama. 

Apalachicola, Chattahoochee and Flint 
Rivers, Alabama, Florida and Georgia 
(operation and maintenance)., 78- 
8716 


Final environmental statement, 
Apalachicola, Chattahoochee and Flint 
Rivers, Alabama, Florida and Georgia 
(operation and maintenance)., 78- 
8716 

*Navigation — Alaska — Tables. 

Area 04, Alaska station A (Norway)., 

78-20039 


Area 04, Alaska, station C (Hawaii)., 
78-4286, 78-20024 


Area 04, Alaska station D 
Dakota)., 78-20040 


Omega propagation correction tables for 
10.2 kHz : area 04, Alaska station C 
(Hawaii)., 78-20024 


(North 


Omega propagation correction tables for 
13.6 kHz : area 04, Alaska station A 
(Norway)., 78-20039 


Omega propagation correction tables for 
13.6 kHz : area 04, Alaska, station C 
(Hawaii)., 78-4286 


Omega propagation correction tables for 
13.6 kHz : area 04, Alaska station D 
(North Dakota)., 78-20040 
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Navigation — Antarctic regions — Victoria 

Land. 

Area 21, Victoria Land, pair C-H 
(Hawaii, U.S.A-Japan) : Omega table., 
78-25121 

Omega table : 
pair C-H, 
78-25121 

Navigation — Asia — Tables. 

Area 08, Asia, pair A-E(Norway-Reu- 
nion)., 78-6371 

Area 08, Asia, pair A-H(Norway-Japan)., 
78-6376 

Area 08, Asia, pair E-H 
Japan)., 78-20027 

Area 08, Asia, station B (Liberia), 78- 
25122 

Area 08, Asia, station H (Japan), 78- 
25123 

Omega propagation correction tables for 
13.6 kHz : area 08, Asia, station B 
(Liberia)., 78-25122 


area 21, Victoria Land, 
(Hawaii, U.S.A-Japan)., 


(Reunion - 


Omega propagation correction tables for 
13.6 kHz : area 08, Asia, station H 
(Japan)., 78-25123 

Omega table : area 08, Asia, pair A-E 
(Norway-Reunion)., 78-6371 

Omega table : area 08, Asia, pair A-H 
(Norway-Japan)., 78-6376 

Omega table : area 08, Asia, pair E-H 
(Reunion - Japan)., 78-20027 

*Navigation — Australia — Tables. 

Area 15, Australia, pair C-H (Hawaii, 
(Hawaii, U.S.A.—Japan), 78-10645 
Omega table : area 15, Australia, pair C- 

H (Hawaii,U.S.A.—Japan)., 78- 
10645 
Navigation — Canada — Tables. 

Area 05, Canada, pair A-D_ Nor- 
way—North Dakota, U.S.A.): Omega 
table., 78-4280 


Area 05, Canada station A (Norway)., 
78-6378 


Area 05, Canada station B (Liberia)., 
78-6379 


Area 05, Canada, station C (Hawaii)., 
78-4288 

Area 05, 
Dakota)., 


Canada, station D 
78-6380, 78-20025 


Area 05, Canada, station H (Japan)., 
78-6381 


(North 


Omega propagation correction tables for 
10.2 kHz : area 05, Canada station D 
(North Dakota)., 78-20025 

Omega propagation correction tables for 
13.6 kHz : area 05, Canada station A 
(Norway)., 78-6378 


Omega propagation correction tables for 
13.6 kHz: area 05, Canada station B 
(Liberia)., 78-6379 





Omega propagation correction tables for 
13.6 kHz : area 05, Canada, station C 
(Hawaii)., 78-4288 


Omega propagation correction tables for 
13.6 kHz : area 05, Canada, station D 
(North Dakota)., 78-6380 


Omega propagation correction tables for 
13.6 kHz : area 05, Canada, station H 
(Japan)., 78-6381 

Omega table : area 05, Canada, pair A-D 


(Norway—North Dakota, U.S.A)., 
78-4280 


Navigation — Europe, Northern. 

Omega table : area 01, Northern Europe, 
pair A-D (Norway-North Dakota, 
U.S.A.)., 78-4277 

Omega table : area 01, Northern Europe, 
pair A-H (Norway-Japan)., 78-6374 


*Navigation — Europe, Northern — Tables. 
Area 01, Northern Europe, pair A-E 
(Norway - Reunion)., 78-20022 


Area O01, Northern Europe, pair C-D 
(Hawaii, U.S.A.-North Dakota, 
U.S.A.), 78-23036 


Area Ol, northern Europe, pair G-H 
(Trinidad—Japan), 78-10644 


Area 01, Northern Europe station A 
(Norway)., 78-20033 


Area 01, Northern Europe station C 
(Hawaii)., 78-20034 


Area 01, Northern Europe station D 
(North Dakota)., 78-20035 


Area 01, Northern Europe station H 
(Japan)., 78-20036 


Omega propagation correction tables for 
10.2 kHz : area 01, Northern Europe 
station H (Japan)., 78-20036 


Omega propagation correction tables for 
13.6 kHz : area 01, Northern Europe 
station A (Norway)., 78-20033 


Omega propagation correction tables for 
13.6 kHz : area 01, Northern Europe 
station C (Hawaii)., 78-20034 


Omega propagation correction tables for 
13.6 kHz : area 01, Northern Europe 
station D (North Dakota)., 78-20035 

Omega table : area 01, Northern Europe, 


pair A-E (Norway - Reunion)., 78- 
20022 


Omega table : Area 01, northern Europe, 


pair C-D (Hawaii, 
Dakota, U.S.A.)., 

Omega table 
pair G-H 
10644 

Navigation — Florida. 

Apalachicola, Chattahoochee and Flint 
Rivers, Alabama, Florida and Georgia 
(operation and maintenance)., 78- 
8716 


U.S.A.-North 

78-23036 

: area 12, nothern Europe, 
(Trinidad—Japan)., 78- 
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Final environmental statement, 
Apalachicola, Chattahoochee and Flint 
Rivers, Alabama, Florida and Georgia 
(operation and maintenance)., 78- 
8716 

Navigation — Georgia. 

Apalachicola, Chattahoochee and Flint 
Rivers, Alabama, Florida and Georgia 
(operation and maintenance)., 78- 
8716 


Final environmental statement, 
Apalachicola, Chattahoochee and Flint 
Rivers, Alabama, Florida and Georgia 
(operation and maintenance)., 78- 
8716 


Navigation — Greenland — Tables. 
Area 06, Greenland, pair A-D., 78- 
4279 


Area 06, Greenland, pair 
6375 


Area 06, Greenland, 
(Trinidad— Hawaii, 
10640 


A-G., 78- 


pair G-C 
U.S.A.), 78- 


Area 06, Greenland, station A (Norway), 
78-10649 


Area 06, Greenland, station B (Liberia), 
78-10651 


Area 06, Greenland station D (North 
Dakota)., 78-20041 


Area 06, Greenland, station H (Japan), 
78-10652 


Omega propagation correction tables for 
10.2 kHz : area 06, Greenland, station 
A (Norway)., 78-10649 


Omega propagation correction tables for 
13.6 kHz : area 06, Greenland, station 
A (Norway)., 78-6382 


Omega propagation correction tables for 
13.6 kHz : area 06, Greenland, station 
B (Liberia)., 78-10651 


Omega propagation correction tables for 
13.6 kHz : area 06, Greenland station 
D (North Dakota)., 78-20041 


Omega propagation correction tables for 
13.6 kHz : area 06, Greenland, station 
H (Japan)., 78-10652 

Omega table : area 06, Greenland, pair 
A-D (Norway-North Dakota, U.S.A.)., 
78-4279 

Omega table : area 06, Greenland, pair 
A-G (Norway-Trinidad)., 78-6375 

Omega table : area 06, Greenland, pair 
G-C (Trinidad—Hawaii, U.S.A.).,  78- 
10640 

*Navigation — North America — Tables. 

Area 11, North America, pair 
(Norway - Argentina)., 78-20029 

Area 11, North America, pair C-F., 78- 
6377 

Area I1, North America 
(Norway), 78-23039 


A-F 


station A 
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Area 11, North America 
(Liberia)., 78-20046 

Area 11, North America 
(Hawaii)., 78-20047 

Area 11, North America 
(North Dakota)., 78-20048 


Area 11, North America 
(Argentina)., 78-20049 
Omega propagation correction tables for 

13.6 kHz : area 11, North America 
station A (Liberia)., 78-20046 
Omega propagation correction tables for 


13.6 KHz : area 11, North America 
station A (Norway)., 78-23039 


Omega propagation correction tables for 
13.6 KHz : area 11, North America 
station C (Hawaii)., 78-20047 

Omega propagation correction tables for 
13.6 kHz : area 11, North America 
station D (North Dakota)., 78-20048 

Omega propagation correction tables for 


13.6 kHz : area 11, North America 
station F (Argentina)., 78-20049 


Omega table : area 11, North America, 
pair A-F (Norway - Argentina)., 78- 
20029 

Omega table : area 11, North America, 
pair C-F (Hawaii, U.S.A.-Argentina)., 
78-6377 

*Navigation — North Pole — Tables. 

Area 00, North Polar, pair 
(Norway—Japan)., 78-10643 

Omega table : area 00, North Polar, pair 
A-H (Norway—Japan)., 78-10643 

Navigation — Periodicals. 

Mariners weather log., 


station 
station 
station 


station 


A-H 


78-2738 


Navigation — Russia — Tables. 
Area 02, central U.S.S.R., 
(North Dakota), 78-25120 


Area 02, central U.S.S.R. 
(Liberia)., 78-20037 


Area 02, central U.S.S.R. 
(Japan)., 78-20038 


Area 02, central USSR, 
(Norway-North Dakota)., 


Area 03, eastern USSR, 
(Norway-North Dakota)., 


Area 12, eastern U.S.S.R. 
(Hawaii)., 78-20023 


Omega propagation correction tables for 
10.2 KHz : area 02, central U.S.S.R., 
station D (North Dakota)., 78-25120 


Omega propagation correction tables for 
10.2 kHz : area 03, eastern U.S.S.R. 
station C (Hawaii)., 78-20023 


Omega propagation correction tables for 


13.6 kHz : area 02, central U.S.S.R. 
station B (Liberia)., 78-20037 


station D 
station B 
station H 
pair A-D 


78-4281 


pair A-D 
78-4282 


station C 
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Omega propagation correction tables for 
13.6 kHz : area 02, central U.S.S.R. 
station H (Japan)., 78-20038 

area 02, central USSR, 

pair A-D_ (Norway-North Dakota, 
U.S.A.)., 78-4281 

Omega table : area 03, eastern USSR, 
pair A-D (Norway-North Dakota, 
U.S.A.)., 78-4282 

Navigation — Simulation methods. 

Study of the performance of aids to 
navigation systems : phase 1, closed 
loop model of the process of naviga- 
tion /, 78-26636 

*Navigation — Tables. 

Distances between United States ports., 
78-19927 


The nautical almanac., 


Omega table : 


78-12771 


Navigation — Tables — Periodicals. 
The American ephemeris and nautical al- 
manac., 78-23191 


Navigation — United States — Research — 
Environmental aspects. 
RDT&E plan for marine safety /, 78- 
880 


*Navigation (Aeronautics) 


Alaskan air navigation requirements., 
78-15982 


Approval of area navigation systems for 
use in the U.S. national airspace 
system., 78-11888 


Area navigation high-altitude network 
study /, 78-7982 


A flight investigation of system accura- 
cies and operational capabilities of an 


air transport area naviagation system /, 
78-11907 


Flight operations in oceanic airspace., 
78-15957 


“How to “ of flight planning!, 78-7888 


Implementation of area navigation in the 
national airspace system : an assess- 
ment of RNAV Task Force concepts 
and payoffs /, 78-18722 


Operational and airworthiness approval 
of airborne Omega radio navigation 
systems as a means of updating self- 
contained navigation systems., 78- 
15959 


Operational approval of airborne long- 


range navigation systems for flight 
within the North Atlantic minimum 
navigation performance specifications 
airspace., 78-11895 

An operational evaluation of Omega for 
civil aviation oceanic navigation /, 
78-18747 

An operational flight test evaluation of a 
LORAN-C navigator /, 78-8037 
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Real-time manned simulation of ad- 
vanced terminal area guidance con- 
cepts for short-haul operations /, 78- 
18100 

Wide aperture (digtal) VOR /, 78-9705 


Navigation (Aeronautics) — Periodicals. 
The Navigator., 78-3087 


*Navigation (Aeronautics) — Simulation 
methods. 
An _ operational 
technical error /, 


evaluation 
78-18708 


Navigation (Aeronautics) — Tables. 
The air almanac., 78-12768, 78-23190 


*Navigation (Aeronautics) — Testing. 
Simulator tests of pilot performance in 
terminal area navigation operations : 
effects of various airborne system 
characteristics /, 78-15987 


*Navigation computer (Aeronautical 
instrument) — Testing — Programmed 
instruction. 

Navigational computer tester training : 
final - training program for 28 June 
1974 - 23 September 1975 /, 78- 
15170 


Navratilova, Martina. 
Martina Navratilova report together 


with dissenting views to accompany 
H.R. 10210., 78-14492 


Navsec — Rules and practice. 
Careers for in Navsec., 78- 
20336 


*Navy-yards and naval stations — Georgia 

— Kings Bay. 

Review of the Navy’s site selection and 
appropriation request for funds to con- 
struct support facilities at Kings Bay, 
Georgia : report /, 78-21047 


Navy-yards and naval stations — United 
States — Maintenance and repair. 
Maintenance management of shore facili- 

ties., 78-4510 


of flight 


women 


Naval shipyards - better definition of mo- 
bilization requirements and improved 
peacetime operations are needed : re- 
port to the Congress /, 78-17356 


*Navy-yards and naval stations — United 

States — Management. 

Naval shipyards - better definition of mo- 
bilization requirements and improved 
peacetime operations are needed : re- 
port to the Congress /, 78-17356 


Navy-yards and naval stations — 
Washington, D.C. 


Washington Navy Yard., 78-6511 


*Navy-yards and naval stations — 

Washington (State) 

Planning Federal assistance to communi- 
ties affected by the Trident submarine 
basc, Washington State : Department 
of Defense., 78-13342 
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Navy-yards and naval stations — 
Washington (State) — Bangor — Design 
and construction — Costs. 

Review of Navy’s fiscal year 1979 ap- 
propriation request for funds to con- 
struct Trident base support facilities 
and for community impact assistance : 
report /, 78-23666 


Near East. 
The Middle East, June 1977 : report to 
the Committee on Foreign Relations, 
United States Senate /, 78-5574 


Near East — Addresses, essays, lectures. 
Middle East : press conference /, 78- 
9496 


Press conference : major topics, arms 
control, SALT, Middle East, human 
rights, South Africa, China /, 78- 
15857 


Near East — Commerce. 


Overseas business reports., 78-16875 


World trade outlook for the Near East 
and North Africa, 78-16875 


Near East — Commerce — United States. 
A business guide to the Near East & 
North Africa /, 78-19965 


World trade outlook for Near East and 
North Africa., 78-1483 


*Near East — Defenses. 

Middle East strategic problems : hearing 
before the Subcommittee on Near East 
and South Asian Affairs of the Com- 
mittee on Foreign Relations, United 
States Senate, Ninety-fifth Congress, 
first session ... October 3, 1977., 78- 
9953 


Near East — Economic conditions. 
Near East/North African business costs, 
78-16869 


Overseas business reports., 
78-16875 


World trade outlook for the Near East 
and North Africa, 78-16875 


Near East — Foreign relations — United 

States. 

Middle East peace process : hearing be- 
fore the Subcommittee on Near East- 
ern and South Asian Affairs of the 
Committee on Foreign Relations, 
United States Senate, Ninety-fifth Con- 
gress, second session June 28, 
1978., 78-26788 


Report of the Delegation to the Middle 
East and Africa of the Committee on 
Armed Services, House of Representa- 
tives, Ninety-fifth Congress., 78- 
12037 


Review of developments in the Middle 
East, 1978 : hearing before the Sub- 
committee on Europe and the Middle 
East of the Committee on International 
Relations, House of Representatives, 


78-16869, 





Ninety-fifth Congress, second session, 
June 12, 1978., 78-26820 


Senate delegation report on American 
foreign policy and nonproliferation in- 
terests in the Middle East : report pur- 
suant to Senate Resolution 167 of May 
10,1977 /, 78-10172 


The United States and the Middle east : 
address /, 78-21885 


Near East — Foreign relations — United 
States — Addresses, essays, lectures. 
Prospects for peace in the Middle East, 

speech /, 78-7554 


Near East — History — 1517- 
An introduction to the history of the 


Middle East for military students /, 
78-12777 


Near East — History — 20th century. 

Review of recent developments in the 
Middle East : hearing before the Sub- 
committee on Europe and the Middle 
East of the Committee on International 
Relations, House of Representatives, 
Ninety-fifth Congress, first 
June 8, 1977., 78-1078 


Near East — Imprints — Periodicals. 
Accessions list, Middle East., 78-3572 


Near East — Periodicals. 

Translations on Near East and North 
Africa., 78-3846, 78-5456, 78- 
9857, 78-18862, 78-22304, 78- 
24465 


*Near East — Politics and government. 

Middle East strategic problems : hearing 
before the Subcommittee on Near East 
and South Asian Affairs of the Com- 
mittee on Foreign Relations, United 
States Senate, Ninety-fifth Congress, 
first session ... October 3, 1977., 78- 
9953 


session, 


*Near East — Politics and government — 
Addresses, essays, lectures. 
Furthering peace in the Middle East : 
statement /, 78-18376 


New momentum for Middle East peace : 
speech /, 78-5173 


Near-fields — Measurement. 

Near-field antenna measurements on a 
cylindrical surface : a source scatter- 
ing-matrix formulation /, 78-4144 

Nebraska — Climate. 

Monthly averages of temperature and 
precipitation for state climatic divi- 
sions 1941-1970 Nebraska., 78- 
4230 


Monthly normals of temperature, 
precipitation, and heating and cooling 
degree days 1941-1970 : Nebraska., 
78-4186 


Nebraska, monthly averages of tempera- 


ture ..., 78-4230 
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Nebraska, monthly normals of tempera- 
ture ..., 78-4186 


Nebraska — Climate — Periodicals. 
Climatological data, Nebraska., 78- 
2766 
Nebraska — Industries. 
County business patterns., 
78-12492 


Nebraska — Nebraska City — 
Environmental aspects. 
Regulatory permits for the OPPD 
Nebraska City Power Station Unit No. 
1., 78-8717 


78-1409, 


Nebraska — Population — Statistics. 
Estimates of the population of Nebraska 
counties and metropolitan areas: July 
1, 1975 (revised) and 1976 
(provisional), 78-4074 
Federal-State cooperative program for 
population estimates., 78-4074 
Nebraska — Statistics, Vital. 
Nebraska, 78-4847 


State life tables, 78-4847 


U.S. decennial life tables., 78-4847 


Neck — Cancer. 
Management guidelines for 
neck cancer /, 78-1930 


Neck — Wounds and injuries. 
Neck injury assessment protocol /, 78- 
24419 


Nectarine — Packing. 

Performance of 35-pound fiberboard 
boxes jumble-packed with peaches and 
nectarines /, 78-6105 

Negotiable instruments — United States — 

Statistics — Periodicals. 

Maturity distribution of outstanding 


negotiable time certificates of deposit., 
78-3201 


head and 


Negotiation — Indexes. 

Subject-matter index and table of cases 
covering cases reported in Panel 
releases | through 45, August 1970- 
December 1974., 78-903, 78-24457 

Neighborhood. 

Neighborhood diversity : hearings before 
the Committee on Banking, Housing, 
and Urban Affairs, United States 
Senate, Ninety-fifth Congress, first ses- 
sion ... July 7 and 8, 1977., 78-982 


Neighborhood Reinvestment Corporation. 
Neighborhood Reinvestment Corporation 
hearing before the Committee on 
Banking, Housing, and Urban Affairs, 
United States Senate, Ninety-fifth Con- 
gress, first session, on S. 1724 ... July 
25, 1977., 78-981 


Neighborhood Reinvestment Corporation 
act : report to accompany S. 1724., 
78-5933 
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Nematicides. 
EPA compendium of registered pesti- 
cides., 78-3125 


Fungicides and nematicides, 78-3125 


Nematoda — Bibliography. 


Nematology literature list, 1975-1976 /, 
78-93 


*Neoplasms — abstracts 
Journal of the National Cancer Institute., 
78-3277 
*Neoplasms — periodicals 
Journal of the National Cancer Institute., 
78-3277 


National cancer program; report of the 
Director submitted to the President of 
the United States for transmittal to the 
Congress., 78-15416 

Nepal — Imprints. 


Accessions list., 78-24194 


Library of Congress accessions list., 78- 
24194 
Nephelite — Statistics. 
Feldspar, nepheline syenite and aplite., 
78-4975, 78-21546 


Preprint from the 1975 Bureau of Mines 
Minerals Yearbook, 78-4975 


Preprint from the 1976 Bureau of Mines 
Minerals Yearbook, 78-21546 


Nephrology — Indexes — Periodicals. 
Kidney disease and nephrology index., 
78-3320 


*Nephrology — Research. 
Research needs in nephrology and urolo- 
gy., 78-21212 


Nervous system — Diseases — Bibliography 

— Periodicals. 

Bibliography: the collaborative study on 
cerebral palsy, mental retardation, and 
other neurological and sensory disor- 
ders of infancy and childhood., 78- 
23820 


*Nervous System Diseases — in infancy & 
childhood — bibliography. 

Bibliography: the collaborative study on 
cerebral palsy, mental retardation, and 
other neurological and sensory disor- 
ders of infancy and childhood., 78- 
23820 

Netherlands Antilles. 

Background notes., 78-21912 

Netherlands Antilles, 78-21912 

Nets (Geodesy) 
Control leveling /, 

*Nets (Mathematics) 

Heat conduction in three dimensions /, 
78-10841 


78-25054 


The relation of finite element and finite 
difference methods /, 78-18159 
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Neurologists. 

Manpower in basic neurologic and com- 
municative sciences : present status 
and future needs /, 78-8972 

Neurology manpower : 
port /, 78-7082 


Neurology — Reseach — United States 
Neurology manpower : a survey : a re- 
port /, 78-7082 
*Neurology — Research. 
Voluntary health agencies working to 
combat neurological and communica- 
tive disorders., 78-21214 


a survey : a re- 


*Neutron flux. 

Fusion materials irradiation testing facili- 
ty, Hanford Reservation, Richland, 
Washington : final environmental im- 
pact statement : (final of draft EIS, 
ERDA-1556-D, high flux neutron 
source facility)., 78-23260 

*Neutron sources. 

Atomic energy : intense neutron source : 
agreement between the United States 
of America and other governments, 
done at Paris May 20, 1976., 78- 
18429 

Neutrons. 

Neutron monitoring and_ electrode 
calorimetry experiments in the HIP-1 
hot ion plasma /, 78-7504 

*Neutrons — Spectra. 

Modification of iterative code for unfold- 
ing neutron spectra from multisphere 
data /, 78-13145 

Neutrons — Standards — Congresses. 

Neutron standards and applications 
proceedings of the International Spe- 
cialists Symposium on Neutron Stan- 
dards and Applications held at the Na- 
tional Bureau of Standards, Gaither- 
sburg, MD, March 28-31, 1977 /, 78- 
4139 

Nevada — Climate. 

Monthly averages of temperature and 
precipitation for state climatic divi- 
sions 1941-1970 : Nevada., 78-4231 


Monthly normals of temperature, 
precipitation, and heating and cooling 
degree days 1941-1970 : Nevada., 
78-4187 


Nevada, monthly averages of tempera- 


ture ..., 78-4231 


Nevada, monthly normals of temperature 
wy 78-4187 
Nevada — Climate — Periodicals. 
Climatological data, Nevada., 78-2767 
Nevada — Commerce — Periodicals. 
Commerce America Nevada., 78-2549 
Nevada — Economic conditions — 
Periodicals. 
Commerce America Nevada., 78-2549 
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Nevada — Industries. 
County business patterns., 
78-12493 


Nevada — Statistics, Vital. 
State life tables, 78-8982 


U.S. decennial life tables; State life ta- 
bles., 78-8982 


New Amsterdam, Guyana — Bridges. 

New Amsterdam streets and approaches 
and Canje River bridge project : agree- 
ment between the United States of 
America and Guyana, signed Geor- 
getown September 14, 1972 and 
amending agreement signed at Geor- 
getown November 6, 1975., 78-774 

New Amsterdam, Guyana — Streets. 

New Amsterdam streets and approaches 
and Canje River bridge project : agree- 
ment between the United States of 
America and Guyana, signed Geor- 
getown September 14, 1972 and 
amending agreement signed at Geor- 
getown November 6, 1975., 78-774 


78-1410, 


New Brunswick Laboratory. 
Annual progress report - New Brunswick 
Laboratory., 78-20939 


Research and development report - New 

Brunswick Laboratory., 78-20939 
New England — Climate. 

Monthly averages of temperature and 
precipitation for state climatic divi- 
sions 1941-1970 : New England., 78- 
4232 


Monthly normals of temperature, 
precipitation, and heating and cooling 
degree days 1941-1970 New En- 
gland., 78-4188 


New England, monthly averages of tem- 
perature ..., 78-4232 


New England, monthly normals of tem- 
perature ..., 78-4188 


New England — Climate — Periodicals. 
Climatological data, New England., 78- 
2768 


New England — Description and travel. 

Lakeside recreation in New England : a 
directory of recreation opportunities at 
U.S. Army Corps of Engineers pro- 
jects., 78-4463 

New England Power Company. 

Safety evaluation report by the Office of 
Nuclear Reactor Regulation, U.S. 
Nuclear Regulatory Commission in the 
matter New England Power Company, 
NEP nuclear generating station, unit 
nos. | and 2, docket nos. STN 50-568 
and STN 50-569., 78-18911 


Safety evaluation report related to con- 
struction of New England Power Pro- 
ject., 78-18911 
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*New Englanders — Handbooks, manuals, 
etc. 
Down Easter’s pocket credit guide., 78- 
10638 


New Hampshire — Industries. 


County business patterns., 78-12494 


New Hampshire — Population — Statistics. 
Estimates of the population of New 
Hampshire counties and metropolitan 
areas: July 1, 1975 (revised) and 1976 
(provisional), 78-8638 
Federal-state cooperative program for 
population estimates., 78-8638 


New Hampshire — Statistics, Vital. 
New Hampshire, 78-4848 


State life tables, 78-4848 


U.S. decennial life tables., 78-4848 


*New Hartford, Conn. — Floods. 

Floods on Still, East Branch, West 
Branch, & Farmington Rivers in Can- 
ton, New Hartford, & Barkhamsted, 
Connecticut., 78-23134 


New Jersey — Climate. 

Monthly averages of temperature and 
precipitation for state climatic divi- 
sions 1941-1970 : New Jersey., 78- 
4233 


Monthly normals of temperature, 
precipitation, and heating and cooling 
degree days 1941-1970 : New Jersey., 
78-4189 


New Jersey, monthly averages of tem- 
perature ..., 78-4233 


New Jersey, monthly normals of tem- 
perature ..., 78-4189 


New Jersey — Climate — Periodicals. 
Climatological data, New Jersey., 78- 
2769 


New Jersey — Industries. 
County business patterns., 
78-19692 


New Jersey — Population — Statistics. 
Estimates of the population of New Jer- 
sey counties and metropolitan areas: 
July 1, 1975 (revised) and 1976 
(provisional), 78-4075 


Federal-State cooperative program for 
population estimates., 78-4075 


78-16796, 


New Jersey — Statistics. 
County business patterns., 


New Jersey — Statistics, Vital. 
State life tables, 78-8983 


U.S. decennial life tables; State life ta- 
bles., 78-8983 


*New London, Conn. — Ferries — 

Environmental aspects. 

Docket no. W-1270 : Mascony Transport 
and Ferry Service, Inc. initial opera- 
tions, New London to Greenport, L.I., 
N.Y., 78-15652 


78-1411 





New Mexico — Climate. 

Monthly averages of temperature and 
precipitation for state climatic divi- 
sions 1941-1970 : New Mexico., 78- 
4234 

Monthly normals of temperature, 
precipitation, and heating and cooling 
degree days 1941-1970 : New Mexico., 
78-4190 


New Mexico, monthly averages of tem- 
perature ..., 78-4234 


New Mexico, monthly normals of tem- 
perature ..., 78-4190 


New Mexico — Climate — Periodicals. 
Climatological data, New Mexico., 78- 
2770 
New Mexico — Industries. 


County business patterns., 78-12495 


New Mexico — Population — Statistics. 
Estimates of the population of New Mex- 
ico counties and metropolitan areas: 
July 1, 1975 (revised) and 1976 
(provisional), 78-4076 
Federal-State cooperative program for 
population estimates., 78-4076 
New Mexico — Statistics. 
County business patterns., 78-1412 


New Mexico — Statistics, Vital. 
New Mexico, 78-4849 


State life tables, 78-4849 


U.S. decennial life tables., 78-4849 


New Orleans — Bridges — Environmental 
aspects. 

Draft environmental impact statement : 
Greater New Orleans Mississippi River 
Bridge No. 2 : Orleans Parish-Jefferson 
Parish, Louisiana /, 78-8046 


Greater New Orleans Mississippi River 


Bridge No. 2., 78-8046 


New Orleans — Harbor. 
The Port of New Orleans, Louisiana., 
78-23119 
*New River Gorge, W.Va. 
New River Gorge, W. Va. /, 78-19280 
*New towns — England. 
HUD international 
ment., 78-13580 


*New York Bight region. 

New York Bight suspended matter and 
oceanographic data, 1973-1974 : total 
suspended matter, Traverse Stations, 
June 1974, and prior cruises : total 
suspended matter and physical oceano- 
graphic data, June-July 1974 cruise : 
total suspended matter, 
1974 cruise /, 78-20696 


: new town supple- 


December, 


New York (City) 
The long-term fiscal outlook for New 
York City : report to the Congress /, 
78-1837 
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Long-term fiscal outlook for New York 
City, summary., 78-1838 


Most Federal assistance to New York 
City unlikely to be affected by city-in- 
itiated budget cuts report of the 
Comptroller General of the United 
States., 78-1843 


Summary - the long-term fiscal outlook 
for New York City : report to the Con- 
gress /, 78-1838 

New York (City) — Appropriations and 
expenditures. 

New York City’s efforts to improve its 
accounting systems : Department of 


Defense : report to Congress /, 78- 
1727 


New York (City) — Economic conditions. 
The long-term fiscal outlook for New 
York City : report to the Congress /, 
78-1837 


Long-term fiscal outlook for New York 
City, summary., 78-1838 

Report on the New York City loan pro- 
gram from the Committee on Banking, 
Housing, and Urban Affairs, United 
States Senate., 78-12315 


Summary - the long-term fiscal outlook 
for New York City : report to the Con- 
gress /, 78-1838 

New York (City) — Maps. 

Urban atlas, tract data for 
metropolitan statistical areas 
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and Saudi Arabia signed at Riyadh 
June 12, 1976., 78-7597 


Occupational training — Law and legislation 

— United States. 

Career education implementation incen- 
tive act, 1977 : hearings before the 
Subcommittee on Education, Arts, and 
Humanities of the Committee on 
Human Resources, United States 
Senate, Ninety-fifth Congress, first ses- 
sion, on S. 1328 ... June 6, 1977, Port- 
land, Maine, June 14, 1977, Washing- 
ton, D.C., 78-5584 





Compilation of the Comprehensive em- 
ployment and training act of 1973, as 
amended, and other related Federal 
laws /, 78-9925 


Comprehensive employment and training 
act amendments of 1978 : report to 
accompany S. 2570., 78-19496 


Comprehensive employment and training 
amendments of 1978 : hearings before 
the Subcommittee on Employment Op- 
portunities of the Committee on Edu- 
cation and Labor, House of Represen- 
tatives, Ninety-fifth Congress, second 
session, on H.R. 11086 ...,  78-22441 


Comprehensive employment and training 
amendments of 1978 : report together 
with additional and supplemental views 
to accompany H.R. 12452., 78-24713 


Employment and training programs : a 
report of the Commission on Federal 
Paperwork., 78-8196 


Fiscal stimulus appropriation _ bill 
hearings before subcommittees of the 
Committee on Appropriations, House 
of Representatives, Ninety-fifth Con- 
gress, first session., 78-16174 


Technical cooperation in manpower 
training and development : agreement 
between the United States of America 
and Saudi Arabia signed at Riyadh 
June 12, 1976., 78-7597 


Youth employment and training legisla- 
tion : hearing before the Subcommittee 
on Employment Opportunities of the 
Committee on Education and Labor, 
House of Representatives, Ninety-fifth 
Congress, first session, on H.R. 20 ... 


H.R. 1731 hearing held in New 
York, New York, March 25, 1977., 
78-1014 


*Occupational training — Oregon — 
Yachats. 
Angell Civilian Conservation Center, Star 
Route North-Box 900, Yachats, Ore., 
78-24104 


*Occupational training — United States. 
The Bureau of Indian Affairs needs to 
determine how well its Indian training 
program is working and assist tribes in 
their training efforts : report of the 
Comptroller General of the United 
States., 78-13207 


Comprehensive employment and training 
act : hearing before the Task Force on 
Human Resources of the Committee 
on the Budget, House of Representa- 
tives, Ninety-fifth Congress, first ses- 
sion, June 30, 1977., 78-985 

The Displaced homemakers act : hearing 
before the Subcommittee on Employ- 
ment Opportunities of the Committee 
on Education and Labor, House of 
Representatives, Ninety-fifth Congress, 
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first session, on H.R. 28 
1977., 78-1010 


Employment 
highlights 
78-18017 


Field report and guide for CETA prime 
sponsors., 78-18019 


Guidelines to effecting coordination 
WIN and CETA., 78-26285 


How to get started on evaluation : a field 
report and guide for CETA prime 
sponsors : final report /, 78-18019 


National employment and training pro- 
grams., 78-723 

Public service employment : CETA pro- 
gram models., 78-26292 

Questionable need for some Department 
of Labor training programs 
the Congress /, 78-17350 


The Work Incentive (WIN) Program and 
related experiences : a review of 
research with policy implications., 
78-13871 

Working together : CETA, ADAMHA., 
78-17632 


*Occupational training — United States — 
Addresses, essays, lectures. 
New outlooks for vocational education /, 
78-13441 


.. July 14, 


and training program 
: facts for the consumer., 


: report to 


Occupational training — United States — 

Bibliography. 

Manpower development : education and 
training : a subject bibliography from 
highway safety literature /, 78-26657 

*Occupational training — United States — 

Directories. 

Directory of Job Corps centers and cour- 
ses., 78-21759 


Training opportunities in Job Corps : a 
directory of Job Corps centers and 
courses., 78-21759 


Occupational training — United States — 
Evaluation. 
Evaluation of training., 78-4270 

A process for the evaluation of training., 
78-4270 


*Occupational training — United States — 

Handbooks, m Is, etc. 

Job Corps : Occupational training pro- 
gram occupational training hand- 
book., 78-17947 

Occupational training — United States — 

Management. 

Job training programs need more effec- 
tive management : report to the Con- 
gress /, 78-25784 


Occupational training — United States — 
Periodicals. 
ETA interchange., 





78-3558 


Job Corps happenings., 78-3560 
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*Occupational training — Washington 

(State) — Wauconda. 

Curlew Civilian Conservation Center, 
Star Route, Box 200, Wauconda, Wa., 
78-24103 

*Occupational training — Washington 

(State) — White Swan. 

Fort Simcoe Civilian Conservation 
Center, Route 1, White Swan, Wa., 
78-24106 

Occupations. 

Career thresholds : a longitudinal study 
of the educational and labor market 
experience of young men /, 78-9229 

Employment 
designers., 


outlook for 
78-17976 


interior 


Employment outlook for shoe repairers., 
78-17974 


Employment outlook in government oc- 
cupations Federal civilian employ- 
ment, State and local governments, 
Armed Forces., 78-17977 

Exploring careers., 78-15679 

Job families : a review and discussion of 
their potential utility for 
selection /, 78-16898 


The job outlook in brief /, 


personnel 


78-24156 
Job qualification system for trades and 
labor occupations., 78-10623 


Longitudinal study of educational and 
labor market experience 
men., 78-9229 


of young 


Occupational outlook for college gradu- 
ates., 78-24128 
*Occupations — Bibliography. 
Employment and 
17369 


occupations., 78- 


Occupations — Classification. 

An evaluation of 1970 census occupa- 
tional classification 
manpower survey 
study., 78-14853 

Occupations — Classification — Handbooks, 
manuals, etc. 

Occupational classification manual., 78- 
4032 
Standard 

manual., 


the postcensal 


census match 


occupational classification 


78-4032 
*Occupations — Dictionaries. 

Specific vocational preparation (SVP) 
estimates for occupations in the U.S. 
Department of Labor Dictionary of oc- 
cupational titles (DOT) fourth edition., 
78-18018 


Occupations — Handbooks, manuals, etc. 
Occupational outlook handbook., 78- 
13862 


Occupations — Statistical methods. 
Chapter 7 Occupational employment 
statistics., 78-712 


Page I-2211 





Occupational 
78-712 
Occupations — Statistics. 


Chapter 7 : Occupational employment 
statistics., 78-712 


employment 


employment _statistics., 


Occupational 
78-712 
Occupations — Statistics — Periodicals. 
Occupations in demand at Job Service 
offices., 78-3565 
Occupations — United States. 


Clerical jobs and your 
24112 


Ecology and your career., 


statistics., 


career., 78- 


78-24113 
78-24114 


Foreign languages and your career., 78- 
24115 


Liberal arts and your career., 


English and your career., 


78-24116 
78-24117 
Mechanics and your career., 78-24118 


The outdoors and your career., 78- 
24119 


Math and your career., 


Science and your career., 78-24121 


Social science and your career., 78- 
24122 


Ocean — Economic aspects — Addresses, 
essays, lectures. 

Remarks by Secretary of Commerce EIl- 
liot L. Richardson, at the Oceans 76 
Conference, Sheraton Park Hotel, 
Washington, D.C., 1:00 P.M., Sep- 
tember 13, 1976., 78-106 

*Ocean-atmosphere interaction. 

Wind-generated waves for laboratory stu- 

dies /, 78-12735 
Ocean-atmosphere interaction — 

Bibliography. 

Ocean-atmosphere 
9274 


interaction /, 


Ocean-atmosphere interaction — North 

Atlantic Ocean. 

The United States B-scale surface radia- 
tion subprogram of GATE : instrumen- 
tation and data validation /, 78-4154 

Ocean bottom. 

Bottom obstructions in the southwestern 
North Atlantic, Gulf of Mexico, and 
Caribbean Sea /, 78-4153 

Management of bottom sediments con- 
taining toxic substances : proceedings 
of the second U.S.-Japan Experts’ 
Meeting, October, 1976, Tokyo, Japan 
/, 78-1564 

Ocean bottom (Maritime law) 

Deep seabed hard minerals act : report 
together with dissenting, separate, and 
additional views to accompany H.R. 
3350 ..., 78-5727, 78-16340 

Deep seabed hard minerals resources act 

hearings and markup before the 
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Committee on International Relations 
and its Subcommittees on International 
Organizations and on_ International 
Economic Policy and Trade, House of 
Representatives, Ninety-fifth Congress, 
second session, on H.R. 3350 ...,  78- 
22514 


Deep seabed mining : hearings before the 
Subcommittee on Oceanography and 
the Committee on Merchant Marine 
and Fisheries, House of Representa- 
tives, Ninety-fifth Congress, first ses- 
sion ..., 78-1092 


Development of the hard mineral 
resources of the deep seabed : hearings 
before the Subcommittee on Mines 
and Mining of the Committee on In- 
terior and Insular Affairs, House of 
Representatives, Ninety-fifth Congress, 
first session on H.R. 3350 ... and H.R. 
3652 ..., 78-19165 


Promoting the orderly development of 
hard mineral resources in the deep 
seabed., 78-5727 

*Ocean circulation. 

Mode-I : an overview of the program and 
detailed description of the field experi- 
ment., 78-15802 

Ocean currents. 

A compilation of wind current, bottom- 
pressure, and STD-CTD measurements 
in the northeast Gulf of Alaska, 
February-May 1975 /, 78-1460 

Laboratory effects in beach studies., 
78-15097 


Movable-bed experiments 
0.021 (1970)., 78-15097 


*Ocean currents — Antarctic regions. 
Observations of the Antarctic polar front 
by a moored array during FDRAKE-76 
/, 78-19836 
Ocean currents — Bering Sea. 
Distribution of bottom sediments on the 
Continental Shelf, Northern Bering Sea 
/, 78-7272 
Ocean currents — Measurement. 
Electromagnetic current meter, 
CT/3, 78-10589 


Instrument fact sheet., 


with Hy/Ly 


model 


78-10589 


Measurement techniques for coastal 
waves and currents /, 78-15096 


Ocean currents — New York Bight — 

Mathematical models. 

An analytical sea current model for 
coastal regions with application to the 
New York Bight /, 78-8035 

*Ocean currents — Pacific Ocean. 

Surface currents as determined by drift 
card releases over the Continental 
Shelf off central and southern Califor- 
nia /, 78-14914 
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*Ocean engineering. 
Aramid fiber for use as oceanographic 
strength members /, 78-20386 


Ocean engineering — Abstracts — 
Periodicals. 
Ocean technology & engineering., 78- 
2719 


Weekly government abstracts., 78-2719 


Ocean mining. 
Deep ocean mining—actions needed to 


make it happen : report to the Con- 
gress /, 78-23671 


Deep seabed mining and the law of the 
sea : hearings before the Subcommit- 
tee on International Organizations of 
the Committee on International Rela- 
tions, House of Representatives, 
Ninety-fifth Congress, first session, 
May 17 and 18, 1977., 78-1081 


Ocean mining — Law and legislation — 

United States. 

Deep seabed hard minerals act : report 
together with dissenting, separate, and 
additional views to accompany H.R. 
3350 ..., 78-5727, 78-16340 


Deep seabed hard minerals resources act 
hearings and markup before the 
Committee on International Relations 
and its Subcommittees on International 
Organizations and on_ International 
Economic Policy and Trade, House of 
Representatives, Ninety-fifth Congress, 
second session, on H.R. 3350 ..., 78- 
22514 


Deep seabed mineral resources act : re- 
port of the Committees on Energy and 
Natural Resources: and Commerce, 
Science, and Transportation, United 
States Senate, together with minority 
views to accompany S. 2053., 78- 
24932 


Deep seabed mineral resources act : re- 
port to accompany S. 2053., 78- 
27107 


Deep seabed mining : hearings before the 
Subcommittee on Oceanography and 
the Committee on Merchant Marine 
and Fisheries, House of Representa- 
tives, Ninety-fifth Congress, first ses- 
sion ..., 78-1092 


Development of the hard mineral 
resources of the deep seabed : hearings 
before the Subcommittee on Mines 
and Mining of the Committee on In- 
terior and Insular Affairs, House of 
Representatives, Ninety-fifth Congress, 
first session on H.R. 3350 ... and H.R. 
3652 ..., 78-19165 


Explanation of Ways and Means Com- 
mittee amendment to H.R. 3350 
(Deep seabed hard mineral resources 
act) together with dissenting views /, 
78-26867 





International revenue sharing provisions 
in deep seabed mining legislation 
hearing before the Committee on 
Ways and Means, House of Represen- 
tatives, Ninety-fifth Congress, second 
session, on ... H.R. 3350 ... April 13, 
1978., 78-22569 


Mining of the deep seabed joint 
hearings before the Subcommittee on 
Public Lands and Resources of the 
Committee on Energy and Natural 
Resources and the Committee on 
Commerce, Science, and Transporta- 
tion, United States Senate, Ninety-fifth 
Congress, first session, on S. 2053 ... 
September 19, 20, and October 4, 
1977., 78-9936 


Promoting the orderly development of 
hard mineral resources in the deep 
seabed., 78-5727 

*Ocean mining — United States. 

Deep seabed minerals resources, 
diplomacy, and strategic interest /, 
78-16259 

Marine sand and gravel mining /, 78- 
21490 

*Ocean surface. 

High-resolution radar scattering charac- 
teristics of a disturbed sea surface and 
floating debris /, 78-25345 

Ocean temperature. 

Design report for PS-105 data acquisition 
system for biofouling studies of heat 
exchangers in seawater /, 78-25445 

Ocean thermal plants 

exchangers /, 


OTEC thermal resource 
western Gulf of Mexico., 


power 
78-6680 


heat 


report for 
78-23387 


*Ocean temperature — Antarctic regions. 
Observations of the Antarctic polar front 
by a moored array during FDRAKE-76 
/, 78-19836 


*Ocean temperature — California — San 
Diego. 
Sea surface temperature distributions ob- 
tained off San Diego, California, using 
an airborne infrared radiometer /, 78- 
19845 


*Ocean temperature — Georges Bank. 
Seasonal bottom-water temperature 
trends in the Gulf of Maine and on 
Georges Bank, 1963-75 /, 78-22918 
*Ocean temperature — Maine, Gulf of. 
Seasonal bottom-water temperature 
trends in the Gulf of Maine and on 
Georges Bank, 1963-75 /, 78-22918 
*Ocean temperature — Mexico, Gulf of. 
Seasonal description of winds and sur- 
face and bottom salinities and tem- 
peratures in the northern Gulf of Mex- 
ico, October 1972 to January 1976 /, 
78-19844 
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*Ocean temperature — Mexico, Gulf of — 

Charts, diagrams, etc. 

Expendable bathythermograph observa- 
tions from the NMFS/MARAD Ship of 
Opportunity Program for 1974 /, 78- 
14912 

*Ocean temperature — North Atlantic 

Ocean — Charts, diagrams, etc. 

Expendable bathythermograph observa- 
tions from the NMFS/MARAD Ship of 
Opportunity Program for 1974 /, 78- 
14912 

Ocean temperature — Pacific Ocean — 

Charts, diagrams, etc. 

Bulletin - Southwest Fisheries Center., 
78-2839 


Fishing information., 78-2840 


Ocean thermal power plants. 
Alternative energy transmission systems 


from OTEC [ocean thermal energy 
conversion] plants .../, 78-6613 


Alternative energy transmission systems 


from OTEC plants /, 78-13050, 78- 
20821 


Concurrent studies of enhanced heat 
transfer and materials for ocean ther- 
mal exchangers ... /, 78-6624, 78- 
13031 


Deep water pipe, pump and mooring 


study : ocean thermal energy conver- 
sion program .../, 78-20807 


Design and modeling of solar sea power 
plants by geometric programming /, 
78-290 


Design of cold water pipe for sea thermal 
power plants .../, 78-4591 


Effects of oceanic flow patterns on the 
thermal efficiency of ocean thermal 
energy conversion (OTEC) /, 78- 
13041 


Experimental and analytical research on 
the external fluid mechanics of ocean 
thermal energy conversion plants... /, 
78-13045 


Feasibility study of carbonaceous fuels 
synthesis on-board an OTEC [ocean 
thermal energy conversion] platform : 
project 8980 second topical report for 
the period for the period July 1976 
through March 1977 /, 78-13051 


Heat exchanger design using experimen- 
tal data on fluted vertical tubes, part | 
/, 78-13042 

Marine pastures : a by-product of large 
(100 megawatt or larger) floating 
ocean-thermal power plants /, 78-289 

Ocean thermal enegy conversion 
facilities study., 78-15224 

Ocean thermal energy conversion., 78- 
6547 


: test 
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Ocean thermal energy conversion 
(OTEC) power cycle and com- 
ponents plan., 78-8732 


Ocean thermal energy conversion plants : 
experimental and analytical study of 
mixing and recirculation /, 78-23293 

Operational sea state and design wave 
criteria for ocean thermal energy con- 
version projects., 78-23380 

OPSES-DEWAC : operational sea state 
and design wave criteria for ocean 


thermal energy conversion projects /, 
78-23380 


Optimization study of OTEC [ocean 
thermal energy conversion] delivery 
systems based on chemical-energy car- 
riers .../, 78-1594 


Renewable ocean energy sources., 78- 
18980 


Steady-state evaporator models of solar 
sea power plants .../, 78-10999 


System analysis and engineering studies 
for ocean thermal energy conversion : 
period covered January 1, 1976 to 
September 30, 1976 /, 78-11000 


Topical report on water flow transfer 
conductance enhancement in round 
tubes by means of flow modifying in- 
serts .../, 78-13164 


Transient behavior of a solar sea power 
plant /, 78-291 


Water flow heat transfer conductance 
enhancement in round tubes by means 
of flow modifying inserts., 78-13164 


Water pipe, pump, and mooring study : 
ocean thermal energy conversion pro- 
gram .../, 78-6625 


*Ocean thermal power plants — Congresses. 
Proceedings, third Workshop on Ocean 
Thermal Energy Conversion (OTEC), 
Houston, Texas, May 8-10, 1975 /, 
78-25705 


Ocean thermal power plants — 
Environmental aspects — United States. 
Environmental development plan 

(EDP)., 78-17014 


Ocean thermal energy conversion, 78- 
17014 


Ocean thermal power plants — Pacific 

Ocean. 

A study of fouling and _ corrosion 
problems related to a solar sea power 
plant., 78-25446 

Ocean thermal power plants — United 

States. 

Ocean thermal energy conversion 
(OTEC) test facilities study program ... 
final report /, 78-6861, 78-8833 

*Ocean waves. 

Comparison of remotely sensed continen- 

tal-shelf wave spectra with spectra 
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computed by using a wave refraction 
computer model /, 78-11716 

Floating breakwater field assessment pro- 
gram, Friday Harbor, Washington /, 
78-20298 

Minimal-resource computer program for 
automatic generation of ocean wave 
ray or crest diagrams in shoaling 
waters /, 78-18136 

Operational sea state and design wave 
criteria for ocean thermal energy con- 
version projects., 78-23380 

OPSES-DEWAC : operational sea state 
and design wave criteria for ocean 
thermal energy conversion projects /, 
78-23380 


Wave attenuation by artificial seaweed /, 
78-15094 


Wave climate at selected locations along 
U.S. coasts /, 78-12733 


reflection and transmission at 
permeable breakwaters /, 78-20293 
*Ocean waves — California — Torrey Pines 
Beach. 
Wave climate at Torrey Pines Beach, 
California /, 78-20290 
*Ocean waves — Florida — Marineland — 
Observations. 
Visual surf observations : Marineland ex- 
periment /, 78-20275 


Ocean waves — Mathematical models. 
Environmental wave data for determining 
hull structural loadings /, 78-2214 


Hull structural loadings: Environmental 
wave data for determining., 78-2214 


Wave 


*Ocean waves — Measurement. 
Diurnal variations in visually observed 
breaking waves /, 78-15093 
techniques for coastal 
waves and currents /, 78-15096 


*Ocean waves — Observations. 
Visual surf observations : Marineland ex- 
periment /, 78-20275 


Oceanographic buoys — Congresses. 

Free drifting buoys : AIAA Drift Buoy 
Symposium, Hampton, Va., May 22- 
23,1974 /, 78-24227 

Oceanographic buoys — Periodicals. 

Ocean engineering technical bulletin., 

78-2728 


Measurement 


*Oceanographic instruments. 
Performance evaluation of guideline 
model 8400 laboratory salinometer /, 
78-10584 


Self-contained digital tide measurement 
system /, 78-19850 


Versatile release timer for free vehicle 
instrumentation /, 78-4157 
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Oceanographic instruments — Bibliography. 

Index to National Oceanographic Instru- 

mentation Center publications, 78- 
10587 


Instrument fact sheet., 78-10587 


Oceanographic instruments — Periodicals. 
Automatic dissolved oxygen meter, 
model 2010-00A, 78-10591 


fieldlab dissolved 
78-10592 


Deep sea acoustic release transponder, 
model 096R, 78-10588 


Dissolved oxygen meter, model 57, 78- 
10590 


Electromagnetic current meter, model 
CT/3, 78-10589 


Index to National Oceanographic Instru- 
mentation Center publications, 78- 
10587 

Instrument fact sheet., 
10588, 78-10589, 
10591, 78-10592 


Oceanographic instruments — Testing — 
Periodicals. 
Test in progress sheet., 
22929 


Oceanographic research. 

International decade of ocean explora- 
tion : progress report [volume 1]- : 
January 1970 to July 1972-., 78-148 

Law of the Sea Conference : hearings be- 
fore the Subcommittee on Domestic 
and International Scientific Planning, 
Analysis, and Cooperation of the Com- 
mittee on Science and Technology, 
U.S. House of Representatives, Ninety- 


fifth Congress, first session, April 26, 
27, 28, 1977., 78-2296 


Beckman 
system, 


oxygen 


78-10587, 78- 
78-10590, 78- 


78-22928, 78- 


Mode-I : an overview of the program and 
detailed description of the field experi- 
ment., 78-15802 


NACOA, sea grant, ocean dumping 
hearings before the Subcommittee on 
Oceanography and the Subcommittee 
on Fisheries and Wildlife Conservation 
and the Environment of the Commit- 
tee on Merchant Marine and Fisheries, 
House of Representatives, Ninety-fifth 
Congress, first session ..., 78-1094 


Ocean studies program at the Woodrow 
Wilson International Center for 
Scholars., 78-7626 

The SEASAT-A project - where it stands 
today National Aeronautics and 
Space Administration, National 
Oceanic and Atmospheric Administra- 


tion : report to the Congress /, 78- 
4773 
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Oceanographic research — Bibliography — 

Periodicals. 

Survey of foreign fisheries, oceano- 
graphic, and atmospheric literature., 
78-2869 

Translated tables of contents of current 
foreign fisheries, oceanographic, and 
atmospheric publications., 78-2867 

*Oceanographic research — North Atlantic 

Ocean. 

Oceanographic observations, North At- 
lantic Ocean Station ECHO : terminal 
report, 1966-1973., 78-22228 

Oceanographic research — Translations into 

English — Bibliography — Periodicals. 

Received or planned current foreign 
fisheries, oceanographic, and _ at- 
mospheric translations., 78-2868 

*Oceanographic research — United States. 

Extending authorization of appropria- 
tions for the national sea grant pro- 
gram : joint report to accompany H.R. 
10822, together with the views of the 


Committee on Human Resources., 
78-19493 


International decade of ocean explora- 
tion : progress report [volume 1]- : 
January 1970 to July 1972-., 78-148 

Need for improving management of U.S. 


oceanographic assets : report /, 78- 
23615 


Reauthorization of the National Sea 
Grant Program : joint hearing before 
the Committee on Commerce, Science, 
and Transportation and the Subcom- 
mittee on Education, Arts, and Hu- 
manities of the Committee on Human 
Resources, United States Senate, 
Ninety-fifth Congress, second session, 


on S. 2938 April 7, 1978., 78- 
22429 


SEASAT (Cost, Performance and 
Schedule Review) : hearings before the 
Subcommittee on Space Science and 
Applications of the Committee on 
Science and Technology, U.S. House 
of Representatives Ninety-fifth Con- 
gress, first session, July 21, August 10, 
15, 1977., 78-5649 

Oceanographic research — United States — 

Periodicals. 

Sea grant annual feport., 
78-22927 


78-16828, 


Oceanographic research ships. 

Great Lakes research vessels : capabili- 
ties and preliminary 1977 schedule., 
78-8168 

Oceanographic ship operating schedules., 
78-12772, 78-12773 





Oceanographic research ships — 

Observations. 

Fishes and associated environmental data 
collected in New York Bight, June 
1974-June 1975 /, 78-144 

*Oceanographic research stations. 

Weather’ observations from ocean 
weather stations sample forms of 
records available at National Climatic 
Center, Federal Building, Asheville, 
North Carolina 28801, 78-19884 

*Oceanography. 

Acoustic tracking of Woodhead seabed 

drifters /, 78-15758 


Mode-I : an overview of the program and 
detailed description of the field experi- 
ment., 78-15802 

Oceanography — Charts, diagrams, etc. 

Marine climatic atlas of the world., 78- 

4497, 78-6505, 78-8723 


Oceanographic ship operating schedules., 
78-12772, 78-12773 


U.S. Navy marine climatic atlas of the 
world., 78-4497, 78-6505, 78- 
8723 


Oceanography — Collected works. 
Collected reprints - National Ocean Sur- 
vey., 78-16856 


Oceanography — Data processing. 

A compilation of wind current, bottom- 
pressure, and STD-CTD measurements 
in the northeast Gulf of Alaska, 
February-May 1975 /, 78-1460 


Oceanography — Environmental aspects — 
Alaska — Auke Bay. 
Annual physical and chemical oceano- 
graphic cycles of Auke Bay, southeast- 


ern Alaska /, 78-142 


*Oceanography — Equipment and supplies. 
Aramid fiber for use as oceanographic 
strength members /, 78-20386 


Oceanography — Gulf Stream — 
Periodicals. 


Gulfstream., 78-2736 


*Oceanography — Information services. 
ENDEX/OASIS user’s guide., 78-19877 


International decade of ocean explora- 
tion : progress report [volume 1]- : 
January 1970 to July 1972-., 78-148 

User’s guide to ENDEX/OASIS : En- 
vironmental Data Index and _ the 
Oceanic and Atmospheric Scientific 
Information System., 78-19877 


Oceanography — New York Bight. 
Fishes and associated environmental data 
collected in New York Bight, June 
1974-June 1975 /, 78-144 


Oceanography of the New York Bight /, 
78-22227 
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*Oceanography — Observations. 

Hourly observations and summary of day 
data (surface - land) : sample forms of 
records available at National Climatic 
Center, Federal Building, Asheville, 
North Carolina 28801., 78-19883 


Sample forms of records available at Na- 
tional Climatic Center, Federal Build- 
ing, Asheville, North Carolina 28801., 
78-19883 

Weather observations from ocean 
weather stations sample forms of 
records available at National Climatic 
Center, Federal Building, Asheville, 
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21009 


: a flexi- 


*Oil well drilling, Submarine — 

Environmental aspects. 

Atmospheric emission from offshore oil 
and gas development and production /, 
78-17053 

Oil well drilling, Submarine — 

Environmental aspects — Mexico, Gulf of. 

Draft environmental impact statement : 
proposed 1979 OCS oil and gas lease 
sale 58, western and central Gulf of 
Mexico., 78-26119 

1979 OCS oil and gas lease 
sale 58, western and central Gulf of 
Mexico., 78-26119 


Proposed 


*Oil well drilling, Submarine — 
Environmental aspects — United States. 
Inspection of petroleum operations on 

the Outer Continental Shelf., 78- 
21492 

Oil wells. 

Department of the Interior study of shut- 
in oil and gas well completions and 
leases — GAO observations : report of 
the Comptroller General of the United 
States., 78-6976 


*Oil wells — Colorado — Garfield County — 

Production methods. 

The Rulison field massive hydraulic frac- 
turing experiment : final report /, 78- 
23372 

*Oil wells — Hydraulic fracturing. 

An application of MHF technology to a 
tight gas sand in the Fort Worth Basin 
/, 78-20946 

Chemical explosives 
demonstrations 
13012 


field 
report /, 78- 


fracturing 
final 


Page I-2219 





The Rulison field massive hydraulic frac- 
turing experiment : final report /, 78- 
20484 


*Oil wells — Hydraulic fracturing — 
Mathematical models. 
A diffusivity model for fluid flow and 
heat conduction in porous media /, 
78-17260 


Oils and fats. 


FDA consumer memo., 78-21240 


Labeling of fats and oils, 78-21240 


*Oilseeds. 

Factors affecting imports of grains, oil- 
seeds, and oilseed products in Iran /, 
78-12451 

Oilseeds — Statistics — Periodicals. — 
aspects. 


Foreign agriculture circular., 78-2443 


Oilseeds and products, 78-2443 


*Oilseeds — United States. 

Stocks of grains, oilseeds, and hay : final 
estimates by states, 1969-75., 78- 
10298 

Oklahoma — Climate. 

Monthly averages of temperature and 
precipitation for state climatic divi- 
sions 1941-1970 Oklahoma., 78- 
4239 


Monthly normals of temperature, 
precipitation, and heating and cooling 
degree days 1941-1970 : Oklahoma., 
78-4195 


Oklahoma, monthly averages of tempera- 
ture ..., 78-4239 


Oklahoma, monthly normals of tempera- 


ture ..., 78-4195 


Oklahoma — Climate — Periodicals. 
Climatological data, Oklahoma., 78- 
2775 
*Oklahoma — Economic conditions. 
Economic development action plan., 
78-22352 
Oklahoma — Harrah — Tornado. 
Mesocyclone evolution and 
generation within the 
Oklahoma storm /, 78-25056 


tornado 
Harrah, 


Oklahoma — Industries. 
County business patterns., 
78-19707 


78-1414, 


Oklahoma — Population — Statistics. 
Estimates of the population of Oklahoma 
counties and metropolitan areas: July 
l, 1975 (revised) and 1976 
(provisional), 78-4080 
Federal-state cooperative program for 
population estimates., 78-4080 
Oklahoma — Public lands. 
Arkansas riverbed rights of Cherokee, 
Choctaw, and Chickasaw Indian Na- 
tions : hearing before the U.S. Senate 
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Select Committee on Indian Affairs on 
S. 660 ... May 25, 1977., 78-1058 
Oklahoma — Statistics, Vital. 
Oklahoma, 78-4854 


State life tables, 78-4854 


U.S. decennial life tables., 78-4854 


*Oklahoma City, Okla. — Floods. 

Bluff Creek and tributaries : floods in 
vicinity of Oklahoma City, Oklahoma., 
78-23140 

Olavere, Timmy Lao. 

Timmy Lao Olavere : report to accom- 

pany S.612., 78-6016 


*Old age — Research. 
Changes research on aging and the 
aged., 78-21223 


Old age — Study and teaching — United 
States. 
Education and training in aging 

hearings before the Select Committee 
on Aging, House of Representatives, 
Ninety-fourth Congress, second ses- 
sion, March 3 and 4, 1976., 78-8223 

*Old age assistance — Iowa. 

Older Americans programs oversight in 
Waterloo, lowa : hearing before the 
Select Committee on Aging, House of 
Representatives, Ninety-fifth Congress, 
second session, January 9, 1978 
78-22374 


Old age assistance — Ohio — Cleveland. 
The well-being of older people in Cleve- 
land, Ohio : report to the Congress /, 
78-4701 


eeey 


Old age assistance — Pennsylvania — 

Chester. 

Older Americans program oversight in 
Chester, Pa. : hearing before the Select 
Committee on Aging, House of 
Representatives, Ninety-fifth Congress, 
second session, Chester, Pa., March 3, 
1978., 78-26723 


Old age assistance — Planning — United 
States. 
Education and training in aging 

hearings before the Select Committee 
on Aging, House of Representatives, 
Ninety-fourth Congress, second ses- 
sion, March 3 and 4, 1976., 78-8223 
The nation’s rural elderly : hearing be- 
fore the Special Committee on Aging, 
United States Senate, Ninety-fourth 
Congress, second session., 78-5486 
Old age assistance — Tennessee — Memphis. 
Special needs and problems of the el- 
derly in Memphis : hearing before the 
Select Committee on Aging, House of 
Representatives, Ninety-fifth Congress, 
second session, Memphis, 
March 30, 1978., 78-24555 


Tenn., 
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Old age assistance — United States. 

Federal responsibility to the elderly : ex- 
ecutive programs and legislative ju- 
risdiction : charts /, 78-8225 

Federal responsibility to the elderly 
(executive programs and legislative ju- 
risdiction) : charts /, 78-14271 


Fragmentation of services for the elderly 
: hearing before the Select Committee 
on Aging, House of Representatives, 
Ninety-fifth Congress, first session, 
held April 4, 1977., 78-14273 


A guide to supplemental 
come., 78-4782 


Information & referral services 
findings /, 78-386 


security in- 
: research 


Locai area agencies help the aging but 
problems need correcting : Administra- 
tion on Aging, Department of Health, 
Education, and Welfare : report of the 
Comptroller General of the United 
States., 78-4707 


The need for health and social services 
in elderly housing : joint hearing be- 
fore the Select Committee on Aging 
and Subcommittee on Housing and 
Consumer Interests of the Select Com- 
mittee on Aging, House of Representa- 
tives, Ninety-fifth Congress, second 
session, April 12, 1978., 78-24556 


Older Americans programs oversight : 
hearings before the Select Committee 
on Aging, House of Representatives, 
Ninety-fifth Congress, first session, Au- 


gust 3 and September 15, 1977., 78- 
9882 


Older women 
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: a workshop guide., 78- 


Supplemental security income payment 
errors can be reduced : Social Security 
Administration, Department of Health, 
Education, and Welfare : report to the 
Congress /, 78-4677 


Old age homes — Law and legislation — 

United States. 

The national crisis in adult care homes : 
hearing before the Select Committee 
on Aging, House of Representatives, 
Ninety-fifth Congress, first 
June 8, 1977., 78-2233 


*Old age pensions — United States. 

Effect of the Employee retirement in- 
come security act on the termination 
of single employer defined benefit pen- 
sion plans : report to the Congress /, 
78-21035 

Railroad retirement and survivor benefits 
for railroad workers and their families., 
78-26437 


session, 


Rate of interest on individual retirement 
bonds report to accompany H.R. 
6635., 78-12288 





Social security financing proposals 
hearings before the Subcommittee on 
Social Security of the Committee on 
Finance, United States Senate, Ninety- 
fifth Congress, first session ..., 78- 
5566 


*Old age pensions — United States — 

Accounting. 

Opportunities for improving Army over- 
sight of pension plans at government- 
owned, contractor-operated ammuni- 
tion plants : report /, 78-21059 


*Old age pensions — United States — 
Addresses, essays, lectures. 
Effect of ERISA on non-qualified plans : 


the approach of the regulations /, 78- 
17954 


ERISA, a two year perspective : remarks 
of James D. Hutchinson, Administrator 
of Pension and Welfare Programs, U.S. 
Department of Labor at Midwest Pen- 
sion Conference, fourth annual Educa- 
tional Seminar, Minneapolis, Min- 
nesota, September 30, 1976., 78- 
17961 


Old age pensions — United States — 

Periodicals. 

Social security rulings on Federal old- 
age, survivors, disability, health in- 
surance, supplemental security income 
and miners benefits., 78-3256 


Old age pensions — United States — 
Statistics. 
Actuarial note., 


78-8920, 78-17409 


Retirement experience of old-age in- 


surance beneficiaries, 1966-1976, 78- 
8920 


Social security benefits after the June 
1976 automatic benefit increase, 78- 
17409 

Oleoresins. 

Concentrating dilute oleoresin samples 
for analysis on monoterpenes by gas 
chromatography /, 78-6162 

*Olive — Standards — United States. 

United States standards for grades of 
canned ripe olives : effective Septmber 
1, 1977., 78-10500 

Olive industry and trade — Statistics — 

Periodicals. 

Foreign agricultural 
olives, FOL., 


circular. Table 


78-2442 


Table olives, 78-2442 


Oliver, Earl, 

Nomination : hearings before the Com- 
mittee on Human Resources, United 
States Senate, Ninety-fifth Congress, 
first session on Earl Oliver ... to be a 
member of the Railroad Retirement 
Board, July 21, 1977., 78-5590 
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Olympic games. 

1984 summer Olympic games : hearings 
before the Subcommittee on Interna- 
tional Organizations of the Committee 
on International Relations, House of 
Representatives, Ninety-fifth Congress, 
first session, on H. Con. Res. 318, Sep- 
tember 23 and 29, 1977., 78-2281 


Olympic games — Environmental aspects — 

New York (State) 

Final environmental impact statement for 
1980 Olympic Winter Games : Village 
of Lake Placid, towns of North Elba 
and Wilmington and vicinity New 
York, U.S.A. /, 78-25048 

1980 Olympic winter games., 

Omaha, Neb. 

Papillion Creek and tributaries lakes, 

Nebraska., 78-6502 


Revised environmental statement, Papil- 
lion Creek and tributaries lakes, 
Nebraska., 78-6502 

Omaha Public Power District. 

Final environmental statement related to 
determination of the suitability of the 
Fort Calhoun site for eventual con- 
struction of the Fort Calhoun Station 
Unit No. 2 : Omaha Public Power Dis- 
trict : Docket no. 50-548., 78-16143 


Fort Calhoun Station : unit 2, Omaha 


Public Power District : construction- 
permit stage /, 78-20917 


Regulatory permits for the OPPD 
Nebraska City Power Station Unit No. 
1., 78-8717 


*Omega Navigation System — Tables. 
Area 01, Northern Europe, pair C-D 
(Hawaii, U.S.A.-North Dakota, 
U.S.A.), 78-23036 


Area Ol, Northern Europe station C 
(Hawaii)., 78-20034 

Area 01, Northern Europe station D 
(North Dakota)., 78-26035 

Area 02, central U.S.S.R., station D 
(North Dakota), 78-25120 

Area 02, central U.S.S.R. 
(Liberia)., 78-20037 

Area 02, central U.S.S.R. 
(Japan)., 78-20038 

Area 02, central USSR, pair A-D 
(Norway-North Dakota)., 78-4281 

Area 03, eastern USSR, pair A-D 
(Norway-North Dakota)., 78-4282 

Area 04, Alaska station C (Hawaii)., 
78-20024 


78-25048 


station B 


station H 


Area 04, Alaska, station H (Japan) 
Omega propagation correction tables., 
78-4287 

Area 05, Canada, pair A-D_ Nor- 
way—North Dakota, U.S.A.): Omega 
table., 78-4280 
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Area 05, 
Dakota)., 


Canada station D 
78-20025 

Area 07, Mediterranean Sea station H 
(Japan)., 78-20051 

Area 07, Mediterranean 
(Liberia)., 78-20026 

Area 08, Asia, pair E-H (Reunion - 
Japan)., 78-20027 

Area 08, Asia, station B (Liberia), 78- 
25122 

Area 08, Asia, station H (Japan), 78- 
25123 

Area 09, North Pacific station A 
(Norway) : Omega propagation cor- 
rection tables., 78-188 

Area 09, Northwest Pacific, station 
(Norway), 78-25124 


Area 09, Northwest Pacific, station 
(Hawaii), 78-25125 

Area 09, northwest Pacific, station 
(North Dakota), 78-25126 


Area 09, Northwest Pacific, station 
(Japan), 78-25127 


Area 10, Central Pacific, pair D-F 
(North Dakota, U.S.A. - Argentina)., 
78-20028 


Area 10, Central Pacific, pair D-H 
(North Dakota, U-.S.A.,-Japan) 
Omega table., 78-186 

Area 11, North America, pair G-D 
(Trinidad—North Dakota, U.S.A) 
Omega table., 78-4278 

Area 11, North America 
(Norway), 78-23039 

Area 12, eastern U.S.S.R. 
(Hawaii)., 78-20023 

Area 12, North Atlantic, pair B-E., 78- 
20031 

Area 13, Africa, station 
H(Japan) : Omega propagation cor- 
rection tables., 78-4284 

Area 17, East Pacific, 
(Liberia), 78-25128 

Area 17, East Pacific, station D (North 
Dakota), 78-23040 

Area 17, East Pacific, 
(Argentina), 78-25129 

Area 18, South Atlantic, pair A-B 
(Norway-Liberia), 78-23037 

Area 18, South Atlantic, Pair B-E 
(Liberia-Reunion), 78-23038 

Area 21, Victoria Land, pair C-H 
(Hawaii, U.S.A-Japan) : Omega table., 
78-25121 

Area 21, Victoria Land, pair E-F 
(Reunion - Argentina)., 78-20032 

Area 24, Weddell Sea, pair B-C (Liberia- 
Hawaii)., 78-4276 
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Page I-2221 





Area 24, Weddell Sea, pair C-D (Hawaii, 
U.S.A.-North Dakota, U.S.A.) : Omega 
table., 78-185 


Area 24, Weddell Sea, pair D-E (North 
Dakota, U.S.A.-Reunion), 78-4283 


Loran-C table : Mediterranean Sea., 
78-193 


Mediterranean Sea : Loran-C table., 
78-193 


Omega propagation correction tables for 
10.2 KHz : area 02, central U.S.S.R., 
station D (North Dakota)., 78-25120 


Omega propagation correction tables for 
10.2 kHz : area 03, eastern U.S.S.R. 
station C (Hawaii)., 78-20023 


Omega propagation correction tables for 
10.2 kHz : area 04, Alaska station C 
(Hawaii)., 78-20024 


Omega propagation correction tables for 
10.2 kHz : area 05, Canada station D 
(North Dakota)., 78-20025 


Omega propagation correction tables for 
10.2 kHz : area 07, Mediterranean sta- 
tion B (Liberia)., 78-20026 


Omega propagation correction tables for 
10.2 kHz : area 09, Northwest Pacific, 
station A (Norway)., 78-188 


Omega propagation correction tables for 
10.2 kHz: area 13, Southern Africa, 
station H (Japan)., 78-4284 


Omega propagation correction tables for 
13.6 kHz : area 01, Northern Europe 
station C (Hawaii)., 78-20034 


Omega propagation correction tables for 
13.6 kHz : area 01, Northern Europe 
station D (North Dakota)., 78-20035 


Omega propagation correction tables for 
13.6 kHz : area 02, central U.S.S.R. 
station B (Liberia)., 78-20037 


Omega propagation correction tables for 
13.6 kHz : area 02, central U.S.S.R. 
station H (Japan)., 78-20038 


Omega propagation correction tables for 
13.6 kHz : area 04, Alaska, station H 
(Japan)., 78-4287 


Omega propagation correction tables for 
13.6 kHz : area 07, Mediterranean sta- 
tion H (Japan)., 78-20051 


Omega propagation correction tables for 
13.6 kHz : area O08, Asia, station B 
(Liberia)., 78-25122 


Omega propagation correction tables for 
13.6 kHz : area 08, Asia, station H 
(Japan)., 78-25123 

Omega propagation correction tables for 


13.6 kHz : area 09, Northwest Pacific, 
station A (Norway)., 78-25124 


Omega propagation correction tables for 
13.6 kHz : area 09, Northwest Pacific, 
station C (Hawaii)., 78-25125 
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Omega propagation correction tables for 
13.6 kHz : area 09, Northwest Pacific, 
station D (North Dakota)., 78-25126 


Omega propagation correction tables for 
13.6 kHz : area 09, Northwest Pacific, 
station H (Japan)., 78-25127 

Omega propagation correction tables for 
13.6 KHz : area 11, North America 
station A (Norway)., 78-23039 


Omega propagation correction tables for 
13.6 kHz : area 17, East Pacific, sta- 
tion B (Liberia)., 78-25128 

Omega propagation correction tables for 
13.6 kHz : area 17, East Pacific, sta- 
tion D (North Dakota)., 78-23040 


Omega propagation correction tables for 
13.6 kHz : area 17, East Pacific, sta- 
tion F (Argentina)., 78-25129 


Omega table : Area 01, northern Europe, 
pair C-D (Hawaii, U.S.A.-North 
Dakota, U.S.A.)., 78-23036 

Omega table : area 02, central USSR, 
pair A-D (Norway-North Dakota, 
U.S.A.)., 78-4281 


Omega table : area 03, eastern USSR, 
pair A-D  (Norway-North Dakota, 
U.S.A.)., 78-4282 


Omega table : area 05, Canada, pair A-D 
(Norway—North Dakota, U.S.A)., 
78-4280 


Omega table : area 08, Asia, pair E-H 
(Reunion - Japan)., 78-20027 


Omega table : area 10, Center Pacific, 
pair D-H (North Dakota, U.-S.A.- 
Japan)., 78-186 


Omega table : area 10, Central Pacific, 
pair D-F (North Dakota, U.S.A. - Ar- 
gentina)., 78-20028 


Omega table : area 11, North America, 
pair G-D (Trinidad—North Dakota, 
U.S.A)., 78-4278 


Omega table : area 12, North Atlantic, 
pair B-E (Liberia - Reunion)., 78- 
20031 

Omega table : area 18, South Atlantic, 
pair A-B_- (Norway-Liberia-)., 78- 
23037 

Omega table : area 18, South Atlantic, 
pair B-E  (Liberia-Reunion)., 78- 
23038 

Omega table : area 21, Victoria Land, 
pair C-H, (Hawaii, U.S.A-Japan)., 
78-25121 

Omega table : area 21, Victoria Land, 
pair E-F (Reunion - Argentina)., 78- 
20032 


Omega table : area 24, Weddell Sea, pair 
B-C (Liberia-Hawaii, U.S.A.)., 78- 
4276 


Do not order from index; see indicated entry 





Omega table : area 24, Weddell Sea, pair 
C-D (Hawaii, U.S.A.-North Dakota, 
U.S.A.)., 78-185 


Omega table : area 24, Weddell Sea, pair 
D-E (North Dakota, 
U.S.A.—Reunion)., 78-4283 

*Omnirange system. 

Airborne measurements of VOR/localizer 
signal strength and desired to un- 
desired signal ratios /, 78-9696 


An analysis of radio navigation sensor 
accuracies associated with area naviga- 
tion (RNAV) /, 78-18711 


A comparison of measured data and its 
model predictions : VOR and TACAN 
signal strenghts /, 78-26618 


Effects of scattering by obstacles in the 
field of VOR/DVOR /, 78-15981 


A flight investigation of system accura- 
cies and operational capabilities of a 
general area navigation systems /, 78- 
16019 


Improvement to doppler VOR sideband 
antenna monitor, type FA-8142 /, 78- 
7980 


Operational and airworthiness approval 
of airborne Omega radio navigation 
systems as a means of updating self- 
contained navigation systems., 78- 
15959 


An operational evaluation of Omega for 
civil aviation oceanic navigation /, 
78-18747 


Study of NAVAIDS remote performance 
control and display : prototype design 
and operational characteristics for data 
logging, display and control of a 
NAFEC test model (ILS, VOR, 
TACAN) /, 78-7947 


Tests with Wilcox slotted-cylinder VOR 
antenna /, 78-11905 


VOR course errors resulting from 50 
kHz channel misselection [sic]., 78- 
7919 


Wide aperture (digtal) VOR /, 78-9705 
Omnirange system — Drawings. 
VOR installation drawings., 78-26590 
*On-line data processing. 
DAAS : Defense automatic addressing 
system., 78-12581 


Defense automatic addressing system., 
78-12581 


*Oncaeidae — Classification. 

Seven Lubbockia species (Copepoda: 
Cyclopoida) from the plankton of the 
Northeast Pacific : with a review of the 
genus /, 78-21989 

*Onchocerciasis — Africa. 

Regional onchocerciasis area satellite 
(LANDSAT) related study : agreement 
between the United States of America 





and the African Development Bank 
signed at Abidjan June 30, 1976., 78- 
11820 


Oncogenic viruses — Abstracts — 
Periodicals. 
DNA tumor viruses in 
systems., 78-3289 


RNA viruses associated with cancer., 
78-3288 
Oncogenic viruses — Research — United 
States. 
Summary report - Viral Oncology Pro- 
gram., 78-4802 
Oncogenic viruses — Research — United 
States — Periodicals. 
The virus cancer program., 


nonprimate 


78-21195 


*Oncology — Classification. 
SEER Program., 78-15401, 78-15402 


The self-instructional manual for tumor 
registrars /, 78-15401, 78-15402 
*Open spaces. 
Open space as an air resource manage- 
ment measure .../, 78-17032 
*Open spaces — United States. 
Open space reservation : Federal tax pol- 
icies encouraging donation of conser- 
vation easements /, 78-22784 


Open spaces — United States — 
Bibliography. 
Open space, parks, recreation, planning 


reports : 


a selected bibliography with 
abstracts., 


78-546 
Opera — Scholarships, fellowships, etc. — 
United States. 
Music program., 78-24246 
78-24246 
Opera — United States — Production and 
direction. 
Music program guidelines for opera com- 
panies and orchestras, 78-13973 
78-13973 
Operating room technicians. 
Commander’s manual : operating room 
specialist., 78-1506 


Operating room specialist., 


Opera guidelines, 


Opera orchestra., 


78-25178 

Operating room specialist : commander's 
manual., 78-1506 

room specialist 

78-1507 


Soldier’s manual : operation room spe- 
cialist., 78-1507 


*Operating systems (Computers) 

Computer/machine operator, 
1/2., 78-20184 

Computer/machine operator, 
3., 78-6459 

Soldier’s manual computer/machine 


operator, skill level 1/2, MOS 74D., 
78-20184 


Operating 
manual., 


soldier's 


skill level 


skill level 
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Soldier’s manual computer/machine 
operator, skill level 3, MOS 74D., 
78-6459 


Operating systems (Computers) — 
Standards. 
Guidelines for benchmarking ADP 
systems in the competitive procure- 
ment environment., 78-131 


Operations, Surgical — United States — 
Statistics. 
Surgical operations in short-stay hospitals 
: United States, 1975 /, 78-21285 


*Operations research — Safety measures — 
Research grants — United States. 
Inventory of Federal energy-related en- 

vironment and safety research for FY 
1976., 78-20838 

Ophthalmic assistants. 

Commander’s manual 
78-1526 
Eye specialist 
78-1526 


: eye specialist., 
: commander’s manual., 


Eye specialist 
1527, 


: soldier’s manual., 78- 
78-4377 
Soldier’s manual 

1527, 78-4377 


Opium trade — Asia, Southeastern. 

Opium production, narcotics financing 
and trafficking in Southeast Asia 
Asian survey : a report of the Select 
Committee on Narcotics Abuse and 
Control, April 7-20, 1977, Ninety-fifth 
Congress, first session., 78-2311 


Opium trade — Law and legislation — 
United States. 
Opium and narcotic laws /, 


: eye specialist., 78- 


78-9836 


Opthalmology — Research — Maryland — 

Periodicals. 

Annual report - Board of Scientific 
Counselors of the National Eye In- 
stitute, National Institutes of Health., 
78-25875 

*Optical communications. 

Fiber optics for applications : an assess- 
ment of present and near-term capa- 
bilities /, 78-10840 

Optical data processing. 

Optical and holographic storage proper- 
ties of Fe-, Cu- and Mg-doped lithium 
noibate /, 78-26376 

Optical industry — United States — Job 
descriptions. 

Federal personnel manual system., 78- 
23014 


Job grading system for trades and labor 
occupations, 78-23014 
*Optical instruments. 
Investigation of the operating charac- 


teristics of the lowa sediment concen- 
tration measuring system /, 78-20291 
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*Optical instruments — Catalogs. 
Scales, balances, and 
ments., 78-20113 


*Optical materials — Defects — Congresses. 
Laser induced damage in optical materi- 
als, 1976 : proceeding of a symposium 

/, 78-22860 


optical instru- 


Laser induced damage in optical materi- 
als, 1977 : proceeding of a symposium 
/, 78-19755 
Optical materials — Measurement — 
Congresses. 
Atmospheric aerosols 
perties and effects 


: their optical pro- 
: a digest of techni- 
cal papers presented at the topical 
meeting on Atmospheric Aerosols, 
Their Optical Properties and Effects, 
December 13-15, 1976, Williamsburg, 
Virginia /, 78-24228 
*Optical materials, Effect of radiation on — 
Congresses. 
Laser induced damage in optical materi- 
als, 1976 : proceeding of a symposium 
/, 78-22860 
Laser induced damage in optical materi- 
als, 1977 : proceeding of a symposium 
/, 78-19755 
*Optical measurements. 
Analytical procedure for evaluating 
speckle-effect instrumentation /, 78- 
11776 


*Optical pattern recognition — Congresses. 
Eighth annual Automatic Imagery Pat- 
tern Recognition Symposium 
proceedings on ‘*’’Emerging patterns in 
AIPR” [with] abstracts, April 3-4, 
1978, National Bureau of StanJards, 
Gaithersburg, Maryland., 78-19731 


Emerging patterns in AIPR., 78-19731 


*Optical scanners. 

Optical automatic car _ identification 
(OACI) : optical properties of labels /, 
78-22127 


Optical automatic car identification 
(OACI) : readability and scanner per- 
formance /, 78-22126 


Optical identification 
(OACI) : scanner system performance 
and cost improvements /, 78-22125 


automatic car 


Optical automatic car _ identification 
(OACI) : systems alternatives assess- 
ment /, 78-22128 

Optical trade — United States. 

Restrictive and anticompetitive practices 
in the eyeglass industry : hearings be- 
fore the Subcommittee on Monopoly 
and Anticompetitive Activities of the 
Select Committee on Small Business, 
United States Senate, Ninety-fifth Con- 
gress, first session ..., 78-1142 
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*Optical wave guides. 
Feasibility investigation of integrated op- 
tics Fourier transform devices /, 78- 
21846 


Operational and cost considerations in 
the use of optical waveguides in a local 
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78-2580, 


*Painting books. 
Dan and Sue meet the milk family., 78- 
14763 


The good foods coloring book., 78- 
12361 


Paiute Indians — Land transfers. 

An act to declare that all right, title, and 
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Background documents relating to the 
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Defense, maintenance and operation of 
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tration and government of the Canal 
Zone : hearings before the Committee 
on Armed Services, United States 
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session, January 24, 31, February 1, 
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Defense, maintenance, and operation of 
the Panama Canal, including adminis- 
tration and government of the Canal 
Zone : report ..., 78-12314 

New Panama Canal treaty : hearings be- 
fore the Committee on Merchant 
Marine and Fisheries, House of 
Representatives, Ninety-fifth Congress, 
first session ... August 17, 1977., 78- 
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Panama Canal treaties : hearings before 
the Committee on Foreign Relations, 
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95th Cong., Ist sess. ..., 78-16085 

Panama Canal treaty disposition of 
United States territory : hearing before 
the Subcommittee on Separation of 
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Panama Canal treaty ramifications 
hearings before the Subcommittee on 
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For the relief of Jack R. Misner : report 
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Pedestrians — Bibliography. 
Pedestrians : a subject bibliography from 
Highway safety literature /, 78-890 
*Pedestrians — Safety measures. 
Fixed illumination for pedestrian protec- 
tion : users manual /, 78-22085 


Threat detection training programs for 

child pedestrian safety /, 78-18789 
Pediatric cardiology — United States — 

Statistics. 

Cardiovascular conditions of children 6- 
11 years and youth 12-17 years 
United States, 1963-1965 and 1966- 
1970 /, 78-21284 


Pediatric respiratory diseases — Diagnosis. 
Methodologic problems in children’s 
spirometry /, 78-7104 
*Pediatrics. 
EPSDT : a how-to’ guide for Head Start 
programs., 78-23867 
Pediatrics — Psychosomatic aspects. 
Psychosomatic diabetic children 
their families., 78-505 


and 
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Penetrometer. 
Guidelines for cone penetration test 
performace and design., 78-7821 


Penn Central Transportation Company. 
Penn Central electrification : New York 
tunnels, 25 kV vs. 12.5/25 kV., 78- 
7839 


Penn Central Transportation Company — 

Finance. 

The financial condition of Penn Central 
Transportation Company: annual re- 
port to the President and the Con- 
gress., 78-11834 

Pennsylvania — Climate. 

Monthly averages of temperature and 
precipitation for state climatic divi- 
sions 1941-1970 : Pennsylvania., 78- 
4241 

Monthly normals of temperature, 
precipitation, and heating and cooling 


degree days 1941-1970 Pennsyl- 
vania., 78-4197 


Pennsylvania, monthly averages of tem- 
perature ..., 78-4241 


Pennsylvania, monthly normals of tem- 
perature ..., 78-4197 


Pennsylvania — Climate — Periodicals. 
Climatological data, Pennsylvania., 78- 
2777 
Pennsylvania — Industries. 


County business patterns., 
78-16799 


Pennsylvania — Population — Statistics. 
Estimates of the population of Pennsyl- 
vania counties and metropolitan areas: 
July 1, 1975 (revised) and 1976 
(provisional), 78-4081 
Federal-State cooperative program for 
population estimates., 78-4081 
Pennsylvania — Statistics, Vital. 
Pennsylvania, 78-4856 
78-4856 


U.S. decennial life tables., 


78-12484, 


State life tables, 
78-4856 


Pennsylvania Avenue Development 
Corporation. 
Annual report - Pennsylvania Avenue 
Development Corporation., 78-22353 


Pennsylvania Avenue Development Cor- 
poration audit : communication from 
the Comptroller General of the United 
States ..., 78-5679 


Pennsylvania Avenue Development 
Corporation — Appropriations and 
expenditures. 

Examination of financial statements of 
the Pennsylvania Avenue Development 
Corporation for fiscal year ended June 
30, 1975, and the 15-month period 
ended September 30, 1976 : report to 
the Congress /, 78-1738 
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Lowell National Park, archeological 
salvage, and PADC : hearing before 
the Subcommittee on Parks and 
Recreation of the Committee on Ener- 
gy and Natural Resources, United 
States Senate, Ninety-fifth Congress, 
second session, on S. 2566 ... S. 2699 

S. 2817 April 6, i978., 78- 
24599 


Pennsylvania Avenue Development Cor- 
poration report to accompany S. 
2566., 78-19443 


Pennsylvania Electric Company. 

Safety evaluation report related to opera- 
tion of Three Mile Island Nuclear Sta- 
tion, Unit 2, Metropolitan Edison 
Company, Jersey Central Power & 
Light Company, Pennsylvania Electric 
Company, supplement no. 2, docket 
no. 50-320., 78-16127 


Supplement no. 2 to the safety evalua- 
tion by the Office of Nuclear Reactor 
Regulation, United States Nuclear 
Regulatory Commission : in the matter 
of Metropolitan Edison Company, Jer- 
sey Central Power and Light Com- 
pany, [and] Pennsylvania Electric 
Company : Three Mile Island Nuclear 
Station, Unit no. 2 : docket number 
50-320., 78-16127 


Pennyslvania — Statistics. 


County business patterns., 78-1416 


Penobscot River, Me. 
Wild and scenic river recommendation : 
Penobscot River, Maine., 78-8381 


Penobscot River watershed — Floods. 
Flood plain information : Penobscot and 
Stillwater Rivers : Old Town and Mil- 
ford, Maine., 78-221 


Pension Benefit Guaranty Corporation. 
Amending title IV, Employee retirement 
income security act of 1974 : report 
together with additional views to ac- 
company S. 2125., 78-8494 


Annual report to the President and Con- 
gress, 78-14259 


Oversight of ERISA, 1977 : hearings be- 
fore the Subcommittee on Labor of 
the Committee on Human Resources, 
United States Senate, Ninety-fifth Con- 
gress, first session, on S. 2125 ... Oc- 
tober 11, 13, and 18, 1977., 78- 
16232 


PBGC annual report., 78-14259 


Pension Benefit Guaranty Corporation, 
amendments affecting single-employer 
and multiemployer defined benefit 
pians : hearing before the Subcommit- 
tee on Private Pension Plans and Em- 
ployee Fringe Benefits of the Commit- 
tee on Finance, United States Senate, 
Ninety-fifth Congress, second session, 
on S. 2019 ... S. 2125 ... H. Con. Res. 
369 ... October 14, 1977., 78-16211 
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Pension Benefit Guaranty Corporation 
insurance premiums : report to accom- 
pany H. Con. Res. 369 ..., 78-5814 


Revised coverage schedule for certain 
benefits guaranteed by the Pension 
Benefit Guaranty Corporation., 78- 
5814 


Pension trusts — New York (City) — 

Investments. 

New York City pension plan investments 
: hearings before the Subcommittee on 
Private Pension Plans and Employee 
Fringe Benefits of the Committee on 
Finance, United States Senate, Ninety- 
fifth Congress, second session, March 
7 and 8, 1978., 78-24606 


Pension trusts — Taxation — New York 

(City) 

New York City pension plan investments 
: hearings before the Subcommittee on 
Private Pension Plans and Employee 
Fringe Benefits of the Committee on 
Finance, United States Senate, Ninety- 
fifth Congress, second session, March 
7 and 8, 1978., 78-24606 


*Pension trusts — Taxation — United States. 
Individual retirement account : IRA plan 
for your retirement., 78-22355 


IRA _ plan for retirement., 78- 
22355 


your 


Pension requirements simplification act : 
report to accompany S. 2352., 78- 
10222 

Pension trusts — United States. 

Amending title IV, Employee retirement 
income security act of 1974 : report 
together with additional views to ac- 
company S. 2125., 78-8494 


Annual report to the President and Con- 
gress, 78-14259 


Central States Teamsters Fund : hearings 
before the Subcommittee on Oversight 
of the Committee on Ways and Means, 
House of Representatives, Ninety-fifth 
Congress, second session, March 22, 
1978., 78-26873 


Dual jurisdiction under ERISA : explana- 
tion and analysis of S. 901 /, 78-9941 


Effect of the Employee retirement in- 
come security act on the termination 
of single employer defined benefit pen- 
sion plans : report to the Congress /, 
78-21035 

Oversight of ERISA, 1977 : hearings be- 
fore the Subcommittee on Labor of 
the Committee on Human Resources, 
United States Senate, Ninety-fifth Con- 
gress, first session, on S. 2125 ... Oc- 
tober 11, 13, and 18, 1977., 78- 
16232 


PBGC annual report., 78-14259 


Page 1-2238 





Subject Index 


Pension Benefit Guaranty Corporation, 
amendments affecting single-employer 
and multiemployer defined benefit 
plans : hearing before the Subcommit- 
tee on Private Pension Plans and Em- 
ployee Fringe Benefits of the Commit- 
tee on Finance, United States Senate, 
Ninety-fifth Congress, second session, 
on S. 2019 ... §. 2125 ... H. Con. Res. 
369 ... October 14, 1977., 78-16211 


Pension laws /, 78-9837 


The public service employee retirement 
income security act of 1975 : hearings 
before the Subcommittee on Labor 
Standards of the Committee on Educa- 
tion and Labor, House of Representa- 
tives, Ninety-fourth Congress, first ses- 
sion, on H.R. 9155 ... H.R. 808 ..., 
78-1011 


Summary of testimony on proposals to 
amend ERISA /, 78-9942 


Teamsters’ Central State pension fund 
and general ERISA enforcement 
hearings before the Subcommittee on 
Oversight of the Committee on Ways 
and Means, House of Representatives, 


Ninety-fifth Congress, first session ..., 
78-8362 


Teamsters Central States pension fund : 
hearings before the Permanent Sub- 
committee on Investigations of the 
Committee on Governmental Affairs, 
United States Senate, Ninety-fifth Con- 


gress, first session, July 18 and 19, 
1977., 78-5582 


*Pension trusts — United States — 

Accounting. 

Opportunities for improving Army over- 
sight of pension plans at government- 
owned, contractor-operated amrmiuni- 
tion plants : report /, 78-21059 


*Pension trusts — United States — 

Addresses, essays, lectures. 

Remarks of James D. Hutchinson, Ad- 
ministrator of Pension and Welfare 
Benefits Programs at OEBS national 
training session, Milwaukee, Wiscon- 
sin, April 12, 1976, the Department of 
Labor’s investigative and compliance 
strategy under ERISA., 78-21709 

Pension trusts — United States — 

Investments. 

Pension simplification and investment 
rules : joint hearings before the Sub- 
committee on Private Pension Plans 
and Fringe Benefits of the Committee 
on Finance and the Select Committee 
on Small Business, United States 
Senate, Ninety-fifth Congress, first ses- 
sion, on §. 285 ... and S. 901 ..., 78- 
$564 
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*Pension trusts — United States — 
Investments — Addresses, essays, lectures. 
ERISA implementation : where do we 

stand? : remarks of James D. Hutchin- 
son, Administrator of Pension and 
Welfare Benefit Programs, U.S. De- 
partment of Labor before Mountain 
States Pension Conference, third an- 
nual Pension Institute, Salt Lake City, 
Utah, October 1, 1976., 78-17°63 

Pension trusts — United States — 
Periodicals. 

Administration of the Employee retire- 
ment income security act; report of the 


Secretary of Labor to the Congress., 
78-24101 


Employee retirement income security 
act, report to Congress, 78-24101 


ERISA, 78-24101 


Pensions. 

Contractor pension plan costs 
control could 
Defense millions 
gress /, 78-1881 


*Pensions — Law and legislation — United 
States. 
Guide to the Employee retirement in- 
come security act of 1974., 78-17948 


What you should know about the pen- 
sion and welfare law : a guide to the 
Employee retirement income security 
act of 1974., 78-17948 


Pensions — Taxation — United States. 
Tax information on pension and annuity 
income., 78-5259 


Pensions — United States. 

An act to amend title IV of the Em- 
ployee retirement income security act 
of 1974 to postpone ... the date on 
which the corporation first begins pay- 
ing benefits under terminated multiem- 
ployer plans., 78-8462 


Administration of the Welfare and pen- 
sion plans disclosure act, calendar year 
1974 : annual report of the Secretary 
of Labor to the Senate and House of 
Representatives pursuant to _ the 
WPPDA., 78-17945 


Amendment to the Employee retirement 
income security act of 1974 : report to 
accompany H.R. 9378., 78-10127 


Digest of selected pension plans., 78- 
3542, 78-24165 


Efforts to implement the Employee 
retirement income security act of 1974 
by the Department of Labor : report to 
the Senate Committee on Human 
Resources /, 78-4712 


more 
save Department of 
: report to the Con- 


ERISA oversight report of the Pension 
Task Force of the Subcommittee on 


Labor Standards /, 78-12075 


Pension laws /, 78-9837 





*Pensions — United States — Handbooks, 
manuals, etc. 
ERISA news : a guide to information ser- 
vices about ERISA., 78-21705 


Pensions, Military — Cost of living 
adjustments — United States. 

Making improvements in the survivor 
benefit program for retired military 
personnel : report to accompany H.R. 
3702., 78-27095 

Survivor benefit plan for the uniformed 
services., 78-20015 


Pensions, Military — Law and legislation — 

United States. 

Providing additional pension to recipients 
of the Congressional Medal of Honor : 
report to accompany H.R. 11889., 
78-26942 


*Pensions, Military — Philippine Islands. 
Veterans Administration benefits pro- 
grams in the Philippines need reassess- 
ment report of the Comptroller 
General of the United States., 78- 
13312 


Pensions, Military — United States. 

An act to amend title 38 of the United 
States Code to increase the rates of 
disability and death pension and to in- 
crease the rates of dependency and in- 
demnity compensation for parents, and 
for other purposes., 78-8457 


Analysis and evaluation of the non-ser- 
vice-connected pension program : a 
study /, 78-10039 


Authorizing retirement of certain reserve 
members after 20 years of active duty : 
report to accompany H.R. 10341., 
78-16342 


Dual compensation paid to retired 
uniformed services’ personnel in 
Federal civilian positions /, 78-19200 


Eligibility for veterans’ benefits pursuant 
to discharge upgradings: hearing be- 
fore the Committee on Veterans’ Af- 
fairs, United States Senate, Ninety-fifth 
Congress, first session on S. 1307 and 
related bills, June 23, 1977., 78- 
12186 


Eligibility for veterans’ benefits pursuant 
to upgrading discharges of 
former service members 
company H.R. 8698., 


certain 
: report to ac- 
78-1228 


Federal benefits for veterans and depen- 


dents., 


Full committee consideration of H.R. 
9691, to make certain disability retire- 
ment determinations by the Secretaries 
of the military department subject to 
review by the Secretary of Defense ... 
November 4, 1975., 78-14290 


Full committee consideration of H.R. 
10341, H.R. 10342, and H.R. 10340 : 


78-9828 
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legislation to correct the inequities in 
the application of the military retire- 
ment system and reprogramming ac- 
tion no. FY 78-5N, Army development 
of the general support rocket system /, 
78-19026 

Handbook for veterans benefits coun- 
selors., 78-11933 


The military retirement system 
for change /, 78-12211 


Military service credit under civil service 
retirement program hearing before 
the Subcommittee on Civil Service and 
General Services of the Committee on 
Governmental Affairs, United States 
Senate, Ninety-fifth Congress, second 
session, on S. 245 ... March 17, 1978., 
78-22482 


Recalculating the retired pay of certain 
senior enlisted advisers of the Marine 
Corps report to accompany H.R. 
10343., 78-14424 

Recalculation of retired pay for post- 
retirement active duty : report to ac- 
company H.R. 10342., 78-16343 


Review of the non-service-connected 
pension program : hearings before the 
Subcommittee on Compensation, Pen- 
sion, and Insurance of the Committee 
on Veterans’ Affairs, House of 
Representatives, Ninety-fifth Congress, 
second session ... February 7, 8 and 9, 
1978., 78-24661 


Summary of benefits for veterans with 
military service before February 1, 
1955, and their dependents., 78- 
11937, 78-11938 


Veterans’ and survivors’ pension im- 
provement act : report of the Commit- 
tee on Veterans’ Affairs, United States 
Senate, to accompany S. 2384., 78- 
27071 


Veterans’ and survivors’ pension im- 
provement act of 1978 : report to ac- 
company H.R. 10173., 78-19333 


Veterans’ benefits : [an act to deny entit- 
lement to veterans’ benefits to certain 
persons ...]., 78-2361 


Veterans’ disability compensation and 
survivor benefits act of 1977 : hearing 
before the Subcommittee on Compen- 
sation and Pension of the Committee 
on Veterans’ Affairs, United States 
Senate, Ninety-fifth Congress, first ses- 
sion, on S. 1703 and related bills, June 
21, 1977., 78-12188 


Veterans Services Division operations., 
78-11935 
The 20-year military retirement system 
needs reform : report to the Congress 
/, 78-13255 
Peonies. 
Growing peonies /, 


: options 


78-24947 
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*Percolation. 

Soil water depletion after four years of 
forest regrowth — in 
Wisconsin /, 78-10372 

Percussion music — Handbooks, manuals, 
etc. 

Percussion group leader soldier's 
manual [MOS 02R, skill level 4]., 
78-8694 

Pere Marquette River, Mich. 

Wild and scenic river recommendation : 
Pere Marquette River, Michigan /, 
78-8374 


southwestern 


Perez, Librado. 
Librado Perez 
330., 


: report to accompany S. 
78-6007 
Perforated structural members. 
Prefabricated structural members for cut- 
and-cover tunnels /, 78-842 


*Performance. 

Biographical data and job performance /, 
78-16899 

Interim report on the performance of 
400 megawatt and larger nuclear and 
coal-fired generating units per- 
formance through 1975., 78-23411 

Results of an organizational diagnostic 
survey of an army field facility work 
environment /, 78-20225 

*Performance — Analaysis — Audio-visual 
aids — Bibliography. 

Audio-visual proficiency testing : an- 
notated bibliography : interim report 
for period October 1976 - June 1977 /, 
78-15207 

Performance awards — United States — 

Periodicals. 

Federal incentive awards program, 78- 
25085 

Progress 
25085 


through achievements., 78- 


*Performance contracts — United States. 

Filing your contract and schedule : some 
questions and answers for the newly- 
authorized motor contract carrier., 
78-17884 

*Performance standards. 

A causal analysis of relationships 
between performance and satisfaction 
in eight airman specialities /, 78- 
23199 

Comparative occupational survey of 
civilian and military members in the 
pavements maintenance and construc- 
tion equipment operator specialists /, 
78-25359 

Development of a performance appraisal 
method based on the duty module con- 
cept/, 78-215 

Effects of alternative new source per- 
formance standards on flue gas desul- 
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furization system supply and demand /, 
78-23496 

Effects of specific vs. nonspecific and ab- 
solute vs. comparative feedback on 
performance and satisifaction /, 78- 
25364 

Electric, electronic handbook : en- 
gineered performance standards, 
public works maintenance., 78-6512 

Engineered performance standards facili- 
ties maintenance janitorial hand- 
book., 78-23182 

Engineered _ performance 
public works maintenance 
electronic handbook., 78-6512 

Engineered performance _ standards, 


public works maintenance : janitorial 
handbook., 78-6513 


Janitorial handbook : engineered per- 
formance standards, public works 
maintenance., 78-6513 

78-23182 


Jet engine mechanic - AFSC 426X2 : ex- 
perimental job performance tests /, 
78-23207 


*Performing arts — Vocational guidance. 
Performing arts and entertainment-re- 
lated occupations., 78-15712 
Perfumes, Synthetic — Statistics. 
Flavor and perfume materials, 78- 
22006 
Synthetic organic chemicals., 
*Periodicals. 
Registration for periodicals on form TX., 
78-11663 
*Periodicals — bibliography. 
List of journals indexed in 
medicus., 78-13505 
Periodicals — Bibliography — Catalogs. 
Catalog of copyright entries., 78-5143, 
78-7474, 78-7475, 78-18041 
Catalog of copyright entries, Periodicals, 


78-5143, 78-7474, 78-7475, 78- 
18041 


standards, 
: electric, 


Janitorial handbooks., 


78-22006 


Index 


List of periodicals currently received by 


78-1391 


New serial titles, classed subject arrange- 
ment., 78-3569 


78-5143, 


the Census Library /, 


Periodicals, 
7475 


Periodicals — Bibliography — Union lists. 
New serial titles; a union list of serials 
commencing publication after 
December 31, 1949., 78-3568, 78- 
9230 
*Periodicals — Use studies. 
‘Titian readership study in Indonesia., 
78-13819 
Perlite. 
Perlite., 


78-7474, 78- 


78-7325, 78-11572 
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Perlite — Statistics. 
Perlite., 78-4994, 78-15583 


Preprint from the 1975 Bureau of Mines 
Minerals Yearbook, 78-4994 


Preprint from the 1976 Bureau of Mines 
Minerals yearbook, 78-15583 
*Peroxides — Analysis. 
Effect of container material on several 


organic peroxides at 130°F /, 78- 
11843 


Hazard testing of organic peroxides : gas 

evolution /, 78-11842 
Perry, William James. 

Nomination of William J. Perry, Harold 
W. Chase, and George A. Peapples : 
hearing before the Committee on 
Armed Services, United States Senate, 
Ninety-fifth Congress, first session ... 
November 1, 1977., 78-22400 

Persecution — El Salvador. 

Religious persecution in El Salvador : 
hearings before the Subcommittee on 
International Organizations of the 
Committee on International Relations, 
House of Representatives, Ninety-fifth 
Congress, first session, July 21 and 29, 
1977., 78-1080 

*Pershing (Missile) 

Commander’s manual 


tronics material specialist/supervisor 
MOS 21G., 78-12657 

Comparison of the Pershing II program 
with the acquisition plan recom- 
mended by the Commission on 
Government Procurement Depart- 


ment of Defense : report to the Con- 
gress /, 78-4772 


Pershing electronics materiel specialist, 
skill level 1/2., 78-8680 

Pershing electronics materiel 
cialist/supervisor., 78-12657 


Pershing electronics materiel supervisor, 
skill level 3., 78-6445 


Soldier’s manual : MOS 21G, Pershing 
electronics material supervisor, skill 
level 3., 78-6445 


: MOS 21G, Pershing 
electronics materiel specialist, skill 
level 1/2., 78-8680 


*Pershing (Missile) — Maintenance and 
repair. 

Commander’s manual : Pershing electri- 
cal-mechanical repairer, MOS 2I1L, 
MOS 46N., 78-12661 

Pershing _ electronics/electrical-mechani- 
cal repairer., 78-12661 


Pershing electronics repairer., 


Pershing elec- 


spe- 


Soldier’s manual 


78-12658 


Pershing maintenance chief, MOS 21L, 
skill level 5 : soldier’s manual., 78- 
12660 
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Pershing maintenance supervisor, MOS 
21L, skill level 4 : soldier’s manual., 
78-12659 


Soldier’s manual : Pershing electronics 
repairer, MOS 21L, skill levels 1 and 
2., 78-12658 


*Pershing (Missile) — Maintenance and 
repair — Handbooks, manuals, etc. 
Pershing electrical-mechanical repairer., 

78-12677 


Pershing electrical-mechanical repairer, 
MOSC 46N, skill levels 1 and 2 : soldi- 
er’s manual., 78-12676 


Soldier’s manual Pershing electrical- 
mechanical repairer, MOSC 46N, skill 
level 3., 78-12677 

*Pershing (Missile) — Repairing. 


Pershing electronics repairer., 78-20162 


Soldier's manual : Pershing electronics 
repairer, MOS 21L, skill level 3., 78- 
20162 

Persian Gulf States. 

Area handbook for the Persian Gulf 

States /, 78-4422 


Persian Gulf States — Relations (military) 
with the United States. 
Limitations of military power in the Per- 
sian Gulf., 78-8671 


Petroleum and security : the limitations 
of military power in the Persian Gulf /, 
78-8671 


*Personal property. 

Personal property traffic management 
regulation., 78-10634, 78-10635, 
78-10636, 78-10637, 78-23029 


Personal property — Taxation. 
Credit sales by dealers in personal pro- 
perty., 78-7650 


*Personal property — Transportation. 
The do-it-yourself of moving personal 
property., 78-20209 


*Personal property — United States. 
Real and personal property of the De- 
partment of Defense as of 30 June 
1976., 78-16906 


Utilization and disposal of excess and 
surplus personal property., 78-7897, 
78-7898 

Personal rapid transit. 

Automated guideway transit : an assess- 
ment of PRT and other new systems, 
including supporting panel reports : 
prepared at the request of the Senate 
Committee on Appropriations, Trans- 
portation Subcommittee /, 78-26700 


Dynamic interactions and optimal design 
of PRT vehicles on elevated guideways 
/, 78-7717 


Personal rapid transit research conducted 
at The Aerospace Corporation /, 78- 
18778 





*Personal rapid transit — United States. 

Experimental design plan for the 
downtown people mover demonstra- 
tion projects /, 78-18779 

*Personal rapid transit — West Virginia — 

Morgantown. 

Morgantown personal rapid transit : lon- 
gitudinal control system design summa- 
ry/, 78-14199 

PRT impact study; pre-PRT phase., 78- 
16036 

Personality assessment. 

The Army adaptation § inventory 
Development and Standardization /, 
78-216 

*Personnel management. 

Alternatives in the world of work /, 78- 

22361 


Executive effectiveness 


and organiza- 
tional team building., 


78-16901 

Personnel administration career develop- 
ment program manual., 78-17949 

Plain talk about employee incentives : a 
manager’s guide to the Federal incen- 
tive awards program., 78-8658 


Planning your staffing needs 
book for personnel workers., 


: a hand- 
78-6336 
Personnel management — Bibliography. 
Assessment centers : an annotated 
bibliography : final report for period 
January 1976 - January 1977 /, 78- 
4552 


Equal opportunity in employment., 78- 
20004 

Executive personnel., 78-12556 

78-2967 


The personnel management function : or- 
ganization, staffing and evaluation., 
78-6362 


Personnel literature., 


Personnel management, 
counseling., 78-375 
Personnel policies and practices., 78- 

14952 


guidance and 


Personnel management — Film catalogs. 


Training film resources., 78-6333 


Personnel management — Handbooks, 
manuals, etc. 


Personnel guide for 
9031 


supervisors., 78- 


*Personnel management — Psychological 
aspects — Congresses. 
Report) on workshop for regional 
psychologists : November 4-8, 1974 /, 
78-14956 


*Personnel management — Study and 
teaching. 
Announcing general personnel manage- 


ment courses : January-March, 1976., 
78-16895 





December 1978 


Basic management functions : instruc- 
tor’s guide, including participant han- 
douts., 78-173 

Basic management functions : participant 
workbook, 1977 : a training course /, 
78-174 


Courses in personnel management : Oc- 
tober 1976-March 1977., 78-6364 


The employee development specialist 
curriculum plan : an outline of learn- 
ing experiences for the employee 
development specialist., 78-1493 


The employee development specialist 
curriculum plan : an outlineof learning 
experiences for the employee develop- 
ment specialist., 78-1494 

General Management 
course catalogue 
torneys, 
10630 

General 
6332 


Training Center 
: for executives, at- 
managers, supervisors., 78- 


personnel management., 78- 


Introduction to supervision 
workbook., 78-25088 


Personnel Management Training Center 
course schedule : October 1976-Sep- 
tember 1977., 78-12561 


A survey of State and local traning needs 
in technical areas of personnel selec- 
tion /, 78-12563 


Personnel management — Study and 
teaching — United States. 
Employee relations., 78-6326 


78-6331 


: participant 


Labor relations training., 


Supervisory/management 
tions curricula., 78-8657 


Personnel management — United States. 
Federal personnel manual system., 78- 
2943 


Heard from IPA?, 


communica- 


78-6329 


Improving municipal productivity : work 
measurement for better management., 
78-15820 


The Intergovernmental personnel act 
improving public service delivery., 
78-6330 

On the move : personnel systems im- 
provements in State and local govern- 
ments., 78-8656 

Personnel 
11804 


management project., 78- 

President's reorganization project : 
sonnel Management 
11804 


Per- 
Project., . 78- 
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Manual of analytical quality control for 
pesticides and related compounds in 
human and environmental samples : a 
compendium of systematic procedures 
designed to assist in the prevention 
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of the Committee on Agriculture, 
Nutrition and Forestry, United States 
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section 18 of the Alaska natural gas 
transportation act., 78-15309 


National crude oil supply and transporta- 
tion act of 1977 : hearings before the 
Subcommittee on Energy and the En- 
vironment of the Committee on Interi- 
or and Insular Affairs, House of 
Representatives, Ninety-fifth Congress, 
first session, on H.R. 9203, H.R. 8627, 
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Committee on Interior and Insular Af- 
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Petroleum — Transportation — Costs. 
Transportation charges for imported 
crude oil : an assessment of company 
practices and government regulation : 
report of the Comptroller General of 
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plan 


*Petroleum engineering — Problems, 
exercises, etc. 
Petroleum tank vehicle operations., 78- 
23096 


Do not order from index; see indicated entry 





Petroleum in submerged lands. 

Current oil and gas production from 
North American upper Cretaceous 
chalks /, 78-7264 


Opportunities to resolve some basic con- 
flicts over outer continental shelf leas- 
ing and development : report /, 78- 
15348 


*Petroleum in submerged lands — 
Environmental aspects — United States. 
Environmental planning for offshore oil 

and gas., 78-15613 


Petroleum in submerged lands — Great 

Britain. 

The United Kingdom's development of 
its North Sea oil and gas reserves : De- 
partments of State and the Interior : 
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products /, 78-21268 

Photocopying services in libraries — United 

States. 

Library photocopying in the United 
States with implications for the 
development of a copyright royalty 
payment mechanism /, 78-8181, 78- 
8182 

*Photoelectric cells. 

Analysis of small business participation 
in the photovoltaic area of solar 
technology., 78-23356 


Development of a thin film polycrystal- 
line solar cell for large scale terrestrial 
use /, 78-11017 


Heterostructure single crystal silicone 
photovoltaic cell : type A, semiconduc- 
tor heterojunction silicon devices., 
78-25534 

Laser damage in 8- to 14-micron mercu- 
ry-cadmiun-telluride photovoltaic de- 
tector material /, 78-10832 


Photovoltaic systems concept study 
final report /, 78-25438 


and __ related 
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Review of world experience and proper- 
ties of materials for encapsulation of 
terrestrial photovoltaic arrays., 78- 
11019 


Solar breeder : energy payback time for 
silicon photovoltaic systems /, 78- 
13074 


Thin polycrystalline films of indium 
phosphide on low-cost substrates /, 
78-17198 

Photogrammetry. 

Photogrammetric recording of cultural 

resources /, 78-647 


What is photogrammetry ?, 78-15072 


Photographers — United States — 
Handbooks, manuals, etc. 
The US Army Signal School apprentice- 
ship program for the trade of photog- 
rapher, still., 78-4438 


*Photographic chemicals — Toxicology. 
Criteria for a recommended standard, 
occupational exposure to hydroquin- 
one., 78-21296 


Occupational exposure to hydroquinone., 
78-21296 


*Photographic interpretation (Military 
science) 

The US Army Intelligence Center and 
School apprenticeship program for the 
trade of aerial photograph interpreter., 
78-20218 


Photographic interpretation (Military 
science) — Handbooks, manuals, etc. 
Image interpretation., 78-6469 


78-6468, 78-20191 


Image interpreter (MOS 96D) for skill 
level 5., 78-12687 


Soldier’s manual 
(MOS 96D)., 78-20191 


Soldier’s manual image 
(MOS 96D) for skill level 3., 78- 
6468, 78-6469, 78-12687 

Photographic surveying. 

LANDSAT non-U:S. standard catalog., 

78-3619 


LANDSAT U.S. standard catalog., 78- 
3618 


Photographic surveying — Abstracts — 
Periodicals. 
NASA earth resources survey program., 
78-2700 


Weekly government abstracts., 


Image interpreter., 


image interpreter 


interpreter 


78-2700 
Photographs — Catalogs. 


Selected news photo catalog., 
78-8749, 78-25703 


Selected photographs illustrating North 
American Indian life., 78-7613 
Photographs — Conservation and 
restoration. 
Procedures for salvage of water-damaged 
library materials /, 78-18031 


78-8748, 





Photography. 


Still photographic services., 78-5347 


*Photography — Apparatus and supplies. 
Beef import act of 1978 : report to ac- 
company H.R. 5052., 78-19419 


Temporary suspension of duty on photo- 
graphic color couplers and coupler in- 


termediates report to accompany 
H.R. 5052., 78-5699 


Photography — Apparatus and supplies — 

United States. 

Apprenticeship program for the trade of 
photographic equipment maintenance 
technician., 78-6488 

The US Army Signal School apprentice- 
ship program for the trade of photo- 
graphic equipment 
technician., 78-6488 

Photography — Maintenance and repair. 

Apprenticeship program for the trade of 
photographic equipment maintenance 
technician., 78-6488 

The US Army Signal School apprentice- 
ship program for the trade of photo- 
graphic equipment maintenance 
technician., 78-6488 

Photography — Masking — Inspection. 

Automated photomask inspection /, 78- 

19735 


*Photography — Patents. 

Classification definitions class 354 
photography established by the Office 
of Patent Classification, December 
1973., 78-19787 


Photography — Printing papers. 
Photographic color paper from Japan 
and West Germany : determination of 
no reasonable indication of injury in 
inquiries nos. AA1921-Ing.-11 and 
AA1921-Ing.-12 under the Anti-dump- 
ing act, 1921, as amended., 78-24340 


maintenance 


*Photography, Aerial. 
Guide to preselection of training samples 


and ground truth collection /, 78- 
12971 


Introduction to the U.S. Geological Sur- 
vey’s EROS Data Center, Sioux Falls, 
South Dakota /, 78-23978 


Overhead environmental monitoring with 
light utility aircraft 
and evaluation of the system /, 
12942 


demonstration 
78- 


Remote sensing of land use and water 
quality relationships, Wisconsin shore, 
Lake Michigan /, 78-25252 


Studying the earth from space., 78-616 


The US Army Intelligence Center and 
School apprenticeship program for the 
trade of aerial photograph interpreter., 
78-20218 
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Photography, Architectural. 
Photogrammetric recording of cultural 
resources /, 78-647 


Photography, Composite. 

Highway photomontage manual /, 78- 

7829 
*Photography, Infrared. 

Detecting structural heat losses with mo- 
bile infrared thermography /, 78- 
20268 

*Photography, Journalistic. 

Selected news photo catalog and selected 

new color slide catalog., 78-25556 
Photography, Time-lapse. 

A technique for measurement of delay at 

intersections /, 78-843 
Photography in archaeology. 

Handbook for archeologists and cultural 

resource managers., 78-21581 


Remote sensing : a _ handbook for 
archeologists and cultural resource 
managers /, 78-21581 


*Photography in highway engineering. 
Highway photomontage manual /, 78- 
18620 


Photography in highway engineering — Data 
processing. 
Highway photomontage manual /, 78- 
7829 


*Photometry. 

An interpretation of photometric 
parameters of bright desert regions of 
Mars and their dependence on 
wavelength /, 78-21815 

*Photons. 

Energy spectra from coupled electron- 

photon slowing down /, 78-13143 


Total photon absorption cross section 

measurements, theroretical analysis 

and evaluations for energies above 10 
MeV /, 78-22879 
*Photonuclear reactions. 

Total photon absorption cross section 
measurements, theroretical analysis 
and evaluations for energies above 10 
MeV /, 78-22879 

*Photonuclear reactions — Tables. 

Photonuclear data index, 1973-1977 /, 

78-22859 


*Photovoltaic power generation. 

Definition study for photovoltaic re- 
sidential prototype system /, 78- 
23558 


Energy requirement for the production 
of silicon solar arrays /, 78-17213 


Engineering study of the module/array 
interface for large terrestrial photovol- 
taic arrays /, 78-23557 

Methodology for designing accelerated 
aging tests for predicting life of 
photovoltaic arrays .../, 78-17209 
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Mission analysis of photovoltaic solar 
energy systems /, 78-11085 


National photovoltaic program plan 
February 3, 1978., 78-16978 


Photovoltaic applications in the 
Southwest for the National Park Ser- 
vice /, 78-11011 


Photovoltaic test and demonstration pro- 
ject /, 78-11027 


Solar electricity from photovoltaic con- 
version., 78-8734 


Studies of encapsulation materials for 
terrestrail photovoltaic arrays., 78- 
4595 


Photovoltaic power generation — 
Congresses. 
Proceedings of the ERDA Semiannual 
Photovoltaic Advanced Materials Pro- 
gram Review Meeting., 78-20800 


Proceedings of the ERDA semiannual 
solar photovoltaic program review 
meeting : silicon technology programs 
branch, University of California, San 
Diego, California, January 18-20, 1977 
/, 78-20799 

Photovoltaic power generation — 

Environmental aspects. 


Environmental development 
(EDP)., 78-17011 


Final report on terrestrial service en- 
vironments for selected geographic lo- 
cations /, 78-4596 


78-17011 


plan 


Photovoltaics, 


Terrestrial service environments for 


selected geographic locations., 78- 
4596 


Photovoltaic power generation — Research. 
Photovoltaic program; program summa- 
ry., 78-23243 
Phuntamala, Piphat. 
Piphat Phuntamala : report to accom- 
pany H.R. 7794., 78-2323 


*Physical education and training — 
Administration. 
Physical fitness programs for law en- 
forcement officers : a manual for po- 
lice administrators /, 78-17912 


Physical education and training — Law and 
legislation — Portugal. 

Cultural relations physical education 
and sports, protocol between the 
United States of America and Portugal 
signed at Lisbon December 22, 1976., 
78-5222 

Physical education and training — Law and 
legislation — United States. 

Cultural relations physical education 
and sports, protocol between the 
United States of America and Portugal 
signed at Lisbon December 22, 1976., 
78-5222 
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States — Periodicals. 
Physical fitness research digest., 78- 
3646 


*Physical fitness. 

Development of physical demand profiles 
for four airman career ladders : in- 
terim report for period 1 July 1972 - 1 
November 1974 /, 78-15146 

An introduction to physical fitness : in- 
cludes self-testing activities, graded ex- 
ercises, and a jogging program., 78- 
15813 

*Physical fitness — Bibliography. 

Physical fitness., 78-13418 

Physical fitness — Periodicals. 


Newsletter - President’s Council on 
Physical Fitness and Sports., 78-3645 


Physical fitness research digest., 78- 


3646 
Physical fitness — Testing. 

The physically underdeveloped child : 
identification, improving performance., 
78-753 

Physical laboratories — United States. 

Capsule summaries of plants and labora- 

tories, FY 1975 /, 78-6688 
*Physical measurements. 

Calibration and related measurement ser- 
vices of the National Bureau of Stan- 
dards /, 78-19732 

NBS measurement seminars : 

78-1426 


1978 se- 
ries., 
Standard reference materials : guide to 
United States reference materials /, 
78-14868 
Physical therapists. 

Commander’s manual : physical therapy 
specialist., 78-1530 
therapy specialist 
78-1511 
therapy 
mander’s manual., 


Physical 
manual., 


soldier’s 
Physicial specialist 
78-1530 
Soldier’s manual : physical therapy spe- 
cialist., 78-1511 
*Physical therapy — Vocational guidance. 
Physical therapy specialist 
manual., 78-20160 
Soldier’s manual 91J10/20, physical 


therapy specialist, skill levels 1/2 /, 
78-20160 


soldier’s 


*Physically handicapped. 
Add-on automotive adaptive equipment 
for passenger automobiles., 78-16068 
Program guide : Prosthetic and Sensory 
Aids Service add-on automotive 
adaptive equipment for passenger au- 
tomobiles., 78-16068 
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Physically handicapped — Employment — 

United States. 

Controls over vocational rehabilitation 
training services need improvement : 
Rehabilitation Services Administration, 
Department of Health, Education and 
Welfare : report to the Congress /, 
78-4680 


Employment of physically handicapped 
persons in the Federal service., 78- 
6351 


Physically handicapped — Transportation — 

United States. 

Mass transit for elderly and handicapped 
persons : Urban Mass Transportation 
Administration’s actions : Department 
of Transportation report of the 
Comptroller General of the United 
States., 78-1665 


*Physically handicapped — United States. 
People are asking about displaying the 
symbol access., 78-15822 


*Physically handicapped — United States — 
Transportation. 
Handicapped and elderly vertical move- 
ment assessment study /, 78-16038 


Physically handicapped children. 
The physically underdeveloped child 
identification, improving performance., 
78-753 


Physically handicapped children — Care 
and treatment — United States — 
Statistics. 

Children who received physicians’ ser- 
vices under the crippled children’s pro- 
gram : fiscal year 1973., 78-463 


*Physically handicapped children — 
Education — United States. 
What does PL 94-142 mean to Head 
Start?, 78-17664 


Physician and patient — Congresses. 

The doctor-patient relationship in the 
changing health scene : proceedings of 
an international conference sponsored 
by the John E. Fogarty Center for Ad- 
vanced Study in the Health Sciences, 
National Institutes of Health, held at 
the National Institutes of Health, 
Bethesda, Maryland, U.S.A., April 26- 
28, 1976 /, 78-17572 


*Physician and patient — United States. 
Health : a workshop guide., 78-16158 


Physician services utilization — United 
States — Statistics. 
National ambulatory medical care survey 
1975 summary United States, 
January-December, 1975 /, 78-11242 


Physicians — Employment — United States. 
Moving into NHSC-assisted health care 
practices : a guide for physicians : ad- 
ministrative requirements, recom- 
mended planning steps., 78-462 


Do not order from index; see indicated entry 





Physicians — In-service training — United 

States. 

Associate training programs in the medi- 
cal and biological sciences at the Na- 
tional Institutes of Health; catalog., 
78-17522 

Physicians — Salaries, pensions, etc. — 

United States. 

An act to amend the Veterans’ Adminis- 
tration physician and dentist pay com- 
parability act of 1975, as amended, in 
order to extend the authority to enter 
into special-pay agreements with physi- 
cians and dentists ..., 78-8454 

Federal physicians comparability  al- 
lowance act of 1978 : report to accom- 
pany S.990., 78-24819 


Federal physicians comparability al- 
lowance act, S. 990 : hearings before 
the Subcommittee on Civil Service and 
General Services of the Committee on 
Governmental Affairs, United States 
Senate, Ninety-fifth Congress, second 
session ... March 10, 1978., 78-22483 


Hearing on H.R. 7839, Extension of 
health professionals pay, before the 
Military Compensation Subcommittee 
of the Committee on Armed Services, 
House of Representatives, Ninety-fifth 
Congress, first session, June 21, 1977., 
78-5502 


Hearings to receive testimony on the ex- 
tension of the Veterans’ Administra- 
tion pay comparability act of 1975 : 
hearing before the Subcommittee on 
Medical Facilities and Benefits of the 
Committee on Veterans’ Affairs, 
House of Representatives, Ninety-fifth 
Congress, first session, [on] H.R. 
8175, H.R. 8176, July 27, 1977., 78- 
12184 


Improprieties in time and attendance 
practices at medical facilities : Bureau 
of Prisons, Public Health Service : re- 
port of the Comptroller General of the 
United States., 78-13229 


Physician and dentist special pay and 
other pay amendments : hearing before 
the Subcommittee on Health and 
Readjustment of the Committee on 
Veterans’ Affairs, United States 
Senate, Ninety-fifth Congress, first ses- 
sion, on S. 1775 and related bills, July 
1, 1977., 78-10040 


Recruiting and retaining Federal physi- 
cians and dentists : problems, progress, 


and actions needed for the future., 
78-10034 


Recruitment and retention of Federally 
employed physicians and dentists., 
78-10035 





*Physicians — Salaries, pensions, etc. — 
United States — Statistics. 
A study of physicians’ fees 

/, 78d15836 

Physicians — Supply and demand. 

Health manpower policies under five na- 
tional health care systems : insights for 
the United States from the experience 
of Australia, Belgium, Canada, Nor- 
way, and Poland /, 78-23843 

*Physicians — United States — Recruiting. 
Federal physicians comparability  al- 

lowance act of 1978 : report to accom- 
pany S.990., 78-24819 


Federal physicians comparability al- 
lowance act, S. 990 : hearings before 
the Subcommittee on Civil Service and 
General Services of the Committee on 
Governmental Affairs, United States 
Senate, Ninety-fifth Congress, second 
session ... March 10, 1978., 78-22483 

Recruiting and retaining Federal physi- 
cians and dentists : problems, progress, 


and actions needed for the future., 
78-10034 


Recruitment and retention of Federally 


employed physicians and dentists., 
78-10035 


Special allowances to enhance the 
recruitment and retention of physicians 
in the Federal Service 


: Staff report 


: hearings be- 


fore the Subcommittee on Compensa- 
tion and Employee Benefits of the 
Committee on Post Office and Civil 


Service, House of Representatives, 
Ninety-fifth Congress, second session, 
on H.R. 4620 January 24 and 
February 21, 1978., 78-19204 


Physicians — United States — Statistics. 
Research and statistics note., 78-8943 


1975 net incomes and work patterns of 
physicians in five medical specialities, 
78-8943 

*Physicians — United States — Supply and 
demand. 

Are enough physicians of the right types 
trained in the United States? : report 
to the Congress /, 78-21029 

A directory of preceptorship programs in 
the health professions /, 78-486 

Manpower in basic neurologic and com- 
municative sciences present status 
and future needs /, 78-8972 

Otorhinolaryngology 
resources and needs., 


manpower 

78-7083 

Physician manpower requirements., 78- 
7122 


Policy analysis for physician manpower 
planning : proceedings of a symposium 
held in conjunction with the Joint Na- 
tional Meeting of the Institute of 
Management Sciences and the Opera- 
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tions Research Society of America, 
San Francisco, Calif., May 10, 1977., 
78-7121 


Progress and problems in improving the 
availability of primary care providers 
in underserved areas : report to the 
Congress /, 78-25778 

*Physicians — United States — Supply and 
demand — Statistics. 

Supply and distribution of physicians and 
physician extenders., 78-13550 

Physicians, Foreign — United States. 

Foreign medical graduates : hearing be- 
fore the Subcommittee on Immigra- 
tion, Citizenship, and_ International 
Law of the Committee on the Judicia- 
ry, House of Representatives, Ninety- 
fifth Congress, first session, on Public 
Law 94-484 ... March 24, 1977., 78- 
24632 

Physicians’ assistants. 
Cost effectiveness of physicians assistants 


in a maximum-substitution model., 
78-17619 


Final report, cost effectiveness of physi- 
cian assistants in a maximum-substitu- 
tion model : phase II of a two-phase 
study., 78-17619 

Physicians’ assistants — Education. 

Commander’s manual : ear, 

throat specialist., 78-1521 


Commander’s manual 
78-1526 

Commander’s manual 
cialist., 78-1524 


nose and 
: eye specialist., 
: respiratory spe- 


Ear, nose and throat specialist 
mander’s manual., 78-1521 
Ear, nose and throat specialist : soldier’s 
manual., 78-1522, 78-1523 

Eye specialist : commander’s manual., 
78-1526 

Eye specialist : soldier’s manual., 78- 
1527, 78-4377 

Respiratory 
manual., 


: Com- 


specialist 

78-1524 

Respiratory specialist : soldier’s manual., 
78-1525, 78-4374 

Soldier’s manual : ear, nose and throat 
specialist., 78-1522, 78-1523 

Soldier’s manual : eye specialist., 78- 
1527, 78-4377 


commander’s 


Soldier’s manual : respiratory specialist., 
78-1525, 78-4374 
Physicians’ assistants — United States. 
Physician Extender Work Group report 
to HRA policy board., 78-464 


Report of the Physician Extender Work- 
group., 78-464 
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*Physicians’ assistants — United States — 

Bibliography. 

Review and analysis of State legislation 
and reimbursement practices of physi- 
cian’s assistants and nurse practitioners 
: annotated bibliography /, 78-11246 

*Physicians’ assistants — United States — 

States. 

Review and analysis of State legislation 
and reimbursement practices of physi- 
cian’s assistants and nurse practitioners 
: final report /, 78-17616 

*Physicians’ assistants — United States — 

Statistics. 

Supply and distribution of physicians and 
physician extenders., 78-13550 

Physics. 

Temperature distributions of a cesium- 
seeded hydrogen-oxygen 
free jet /, 78-26384 


Physics — Abstracts — Periodicals. 
Physics., 78-2720 


supersonic 


78-2720 
*Physics — Handbooks, manuals, etc. 
NTIS workshop manual for soft and hard 
sciences., 78-14900 
Physics — Periodicals. 
Journal of research of the National Bu- 
reau of Standards., 78-2651, 78- 
16809, 78-19765 


78-24484 


Weekly government abstracts., 


Physics, 


Physics and chemistry, 
16809, 78-19765 


Physics and mathematics, 
78-9873 


78-2651, 78- 
78-3860, 


USSR and Eastern Europe scientific ab- 
stracts., 78-3860, 78-9873, 78- 
24484 


*Physics as a profession — United States. 

Physical and life scientists., 78-15700 

*Physiognomy. 

Three-dimensional anthropometry of the 

adult face /, 78-18696 
*Phytoplankton. 

Phytoplankton sampling in quantative 
baseline and monitoring programs /, 
78-12891 

Phytoplankton — Alabama. 

Distribution of phytoplankton in 

Alabama lakes /, 78-252 
*Phytoplankton — Delaware. 

Distribution of phytoplankton in 

Delaware lakes /, 78-15260 
*Phytoplankton — Georgia. 

Distribution of phytoplankton in Georgia 

lakes /, 78-12889 
Phytoplankton — Illinois. 

Distribution of phytoplankton in Illinois 

lakes /, 78-23453 
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*Phytoplankton — Kentucy. 

Distribution of phytoplankton in Ken- 

tucky lakes /, 78-12890 
*Phytoplankton — Louisiana — Atchafalaya 

Bay region. 

Distribution and importance of 
phytoplankton in the Atchafalaya 
Basin /, 78-12886 

Phytoplankton — Maryland. 

Distribution of phytoplankton in Mary- 

land lakes /, 78-6566 


Phytoplankton — Mississippi. 
Distribution of phytoplankton in Missis- 
sippi lakes /, 78-1567 
*Phytoplankton — New Jersey. 
Distribution of phytoplankton in New 
Jersey lakes /, 78-15257 
Phytoplankton — Ohio. 
Distribution of phytoplankton in Ohio 
lakes /, 78-15258 
*Phytoplankton — Tennessee. 
Distribution of phytoplankton in Tennes- 
see lakes /, 78-15259 
Phytoplankton — Virginia. 
Distribution of phytoplankton in Virginia 
lakes /, 78-1566 
Phytoplankton — West Virginia. 
Distribution of phytoplankton in West 
Virginia lakes /, 78-1568 


Piaute Primitive Area, Ariz. 

The Paiute Primitive Area 
guide., 78-2084 

*Picketing — United States. 

Equal treatment of craft and industrial 
workers, 1977 : hearings before the 
Subcommittee on Labor of the Com- 
mittee on Human Resources, United 
States Senate, Ninety-fifth Congress, 
first session, on S. 924 ... March 17, 
18, and 22, 1977., 78-14337 

Pickles. 

Making pickles and relishes at home /, 

78-24946 
*Piezoelectric transducers. 

Piezoelectric polymer transducer for 
dynamic pressure measurements /, 
78-9787 

Piggyback transportation — United States. 

Combined truck/rail transportation ser- 
vice : action needed to enhance effec- 
tiveness : report to the Congress /, 
78-6904 

*Pigments. 


Nontoxic yellow traffic striping /, 78- 
24374 


Pigments — Statistics. 
Iron oxide pigments., 


visitors 


78-15577 


Preprint from the 1976 Bureau of Mines 
Minerals yearbook, 78-15577 
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Piling (Civil engineering) 

Wave equation analysis of pile driving : 
WEAP program /, 78-7823, 78- 
22107 

Piling (Civil engineering) — Cold weather 
conditions. 


Ice forces on vertical piles /, 78-4456 


Study of piles installed in polar snow /, 

78-25248 
*Piling (Civil engineering) — Mathematical 
models. 

Pile driving analysis wave equation 
user’s manual, TTI program /, 78- 
14082 

Pillaring (Mining) 

Comparative shortwall and room-and-pil- 

lar mining costs /, 78-644 
Pillowcases — Statistics — Periodicals. 

Sheets, pillowcases, and towels., 78- 

2600, 78-8619 
*Pilot guides. 

Summary of corrections : 
directions, coast pilots., 
78-15017 

*Pilot guides — Africa, East. 

Sailing directions (enroute) for East 
Africa and the South Indian Ocean., 
78-20020 

Pilot guides — Alaska. 

Pacific coast, Alaska. Dixon entrance to 
Cape Spencer, 78-22943 

United States coast pilot 8., 


charts, sailing 
78-15014, 


78-22943 


Pilot guides — Atlantic coast. 
Sailing directions (enroute) for the west 
coast of Europe and northwest Africa., 
78-25112 


Pilot guides — Atlantic coast (United States) 
United States coast pilot 1:, 78-22940 


78-22941 
78-19930 
78-19931 


United States coast pilot 2., 
United States coast pilot 3., 
United States coast pilot 4., 


Pilot guides — Atlantic Ocean. 

Sailing directions (enroute) for the west 
coast of Europe and northwest Africa., 
78-25112 

*Pilot guides — Australia. 

Sailing directions (enroute) for the west 

coasts of Australia., 78-12570 


West coasts of Australia., 78-12570 
Pilot guides — Baltic Sea. 
Sailing directions (enroute) for the Baltic 
Sea (southern part)., 78-12571 
*Pilot guides — Bengal, Bay of. 


India and the Bay of Bengal., 78-12569 


Sailing directions (enroute) for India and 
the Bay of Bengal., 78-12569 
*Pilot guides — Borneo. 
Sailing directions for Soenda Strait and 
the western and northeast coasts of 
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Borneo and off-lying 
20017 
Pilot guides — Bothnia, Gulf of. 

Sailing directions (enroute) for the Gulf 
of Finland and Gulf of Bothnia., 78- 
20021 

Pilot guides — Finland, Gulf of. 

Sailing directions (enroute) for the Gulf 
of Finland and Gulf of Bothnia., 78- 
20021 

Pilot guides — Great Lakes — Periodicals. 

United States coast pilot 6: Great Lakes, 
Lakes Ontario, Erie, Huron, Michigan, 
and Superior and St. Lawrence River., 
78-16855 

Pilot guides — Hawaii. 
United States coast pilot 7., 


*Pilot guides — India. 
India and the Bay of Bengal., 


islands., 78- 


78-19932 


78-12569 


Sailing directions (enroute) for India and 
the Bay of Bengal., 78-12569 


*Pilot guides — Indian Ocean. 
Indian Ocean., 78-15016 


Sailing directions (planning guide) for 
the Indian Ocean., 78-15016 
*Pilot guides — Indonesia. 
Sailing directions for New Guinea : in- 
cludes Halmahera and islands 
southward., 78-15015 


Pilot guides — Java Sea. 

Sailing directions for Java : Lesser Sun- 
das, south, southeast, and east coasts 
of Borneo, and Celebes excludes 
western end of Java between Tandjung 
Tjankuang and Udjung Krawang., 78- 
12567 

*Pilot guides — Kattegat. 

Sailing directions (enroute) for the 
Skagerrak and Kattegat., 78-10648 
Pilot guides — Mediterranean Sea. 

Eastern Mediterranean 
directions., 78-1499 

Sailing directions (enroute) for the East- 
ern Mediterranean., 78-1499 

Sailing directions (enroute) for the 
Western Mediterranean., 78-20019 


Pilot guides — Mexico, Gulf of. 
United States coast pilot 5., 


sailing 


78-22942 


Pilot guides — Negros Islands. 
Philippine Islands : sailing directions., 
78-187 


Sailing directions for the Philippine 
Islands : v.1. northern islands, includ- 
ing western Negros and _ northern 
Samar., 78-187 


*Pilot guides — New Guinea. 
Sailing directions for New Guinea : in- 
cludes Halmahera and islands 

southward., 78-15015 





*Pilot guides — New Zealand. 

Sailing directions for New Zealand : in- 
cludes Kermadec Islands and islands 
eastward and southward of New Zea- 
land., 78-20018 

Pilot guides — Pacific coast (United States 
and Canada) 

Pacific coast, Alaska. Dixon entrance to 
Cape Spencer, 78-22943 


United States coast pilot 7., 78-19932 


United States coast pilot 8., 78-22943 
Pilot guides — Pacific Islands. 

Sailing directions for the Pacific Islands : 
volume II, Santa Cruz and New 
Hebrides groups, New Caledonia, and 
adjacent islands., 78-25111 

Pilot guides — Periodicals. 

Notice to mariners., 78-2996 


Pilot guides — Persian Gulf. 
Sailing directions (enroute) for the Red 
Sea and the Persian Gulf., 78-25113 
Pilot guides — Philippine Islands. 
Philippine Islands : sailing directions., 
78-187 
Sailing directions for the Philippine 
Islands., 78-10646, 78-10647 
Sailing directions for the Philippine 
Islands : v.1. northern islands, includ- 
ing western Negros and _ northern 
Samar., 78-187 
Pilot guides — Puerto Rico. 
United States coast pilot 5., 


Pilot guides — Red Sea. 


Sailing directions (enroute) for the Red 
Sea and the Persian Gulf., 78-25113 


78-22942 


Pilot guides — Samar Islands. 

Philippine Islands : sailing directions., 
78-187 

Sailing directions for the Philippine 
Islands : v.1. northern islands, includ- 
ing western Negros and 
Samar., 78-187 

*Pilot guides — Skagerrak. 

Sailing directions (enroute) for the 

Skagerrak and Kattegat., 78-10648 
*Pilot guides — Soenda Strait. 

Sailing directions for Soenda Strait and 
the western and northeast coasts of 
Borneo and off-lying islands., 78- 
20017 

*Pilot guides — South China Sea. 

Sailing directions for Western Shores of 
South China Sea : Singapore Strait to 
Hong Kong., 78-12568 

South China Sea., 78-12568 


*Pilot guides — South Indian Ocean. 
Sailing directions (enroute) for East 
Africa and the South Indian Ocean., 
78-20020 


northern 
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Pilot guides — Virgin Islands of the United 
States. 


United States coast pilot 5., 78-22942 
*Pilot plants. 

Biological treatment of wastes from corn 

wet milling industry /, 78-20743 
Pilots and pilotage — United States. 

Pilotage in confined waterways of the 
United States : a preliminary study of 
pilot decision making /, 78-8039 

Pinch effect (Physics) — Research. 

Superfast heating of dense plasma in 

linear theta-pinch /, 78-314 
Pine. 

Developing extomycorrhizae on _ con- 

tainerized pine seedlings /, 78-6161 


Effects of chipping for oleoresin on 
volume of selected slash pine families 
/, 78-14715 

*Pine — Diseases and pests — Control — 

Florida. 

Field test of granular carbofuran for con- 
trol of the Nantucket pine tip moth in 
pine plantations /, 78-19540 

Pine — Diseases and pests — Florida. 
Pine tip moth and pine webworm control 


with carbofuran in north Florida /, 
78-14718 


*Pine — Diseases and pests — Mexico. 
Roundheaded pine beetle /, 78-14615 


*Pine — Diseases and pests — Southern 
States. 
Southwide tests of carbofuran for seed- 
bug control in pine seed orchards /, 
78-22701 


Tip moth attacks in 
southwide pine seed source plantations 
/, 78-14716 
*Pine — Diseases and pests — Southern 
States — Handbooks, manuals, etc. 
Southern pine seed and cone insects /, 
78-14755 


and webworm 


*Pine — Diseases and pests — Southwestern 
States. 
Roundheaded pine beetle /, 78-14615 
*Pine — Diseases and pests — United States. 
How to control pinyon needle scale in- 
sects., 78-14620 
How to identify and control pine en- 
graver beetle damage /, 78-22711 
Strobili and conelet losses in four species 
of southern pines /, 78-54 
*Pine — Florida. 
Evaluation of a Choctawhatchee sand 
pine plantation at age 35 /, 78-22700 
: early responses to row thin- 
78-19541 


Sand pine 
ning /, 


Slash, loblolly, longleaf, and sonderegger 
pines 20 years after planting on Leon 


sand 
16595 


in northeastern Florida /, 78- 
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Yields of veneer and associated products 
from unthinned, oil-field plantations of 
slash pine in the north Florida and 
south Georgia flatwoods /, 78-19536 

Pine — Georgia. 

Initial response of pine seedlings and 
weeds to dried sewage sludge in reha- 
bilitation of an eroded forest site /, 
78-3995 

Yields of veneer and associated products 
from unthinned, oil-field plantations of 
slash pine in the north Florida and 
south Georgia flatwoods /, 78-19536 

Pine — Kentucky. 

Growth and survival of hardwoods and 
pine interplanted with European alder 
/, 78-3983 

*Pine — Louisiana. 

Bedding poorly drained sites for planting 
loblolly and slash pines in southwest 
Louisiana /, 78-16600 

Pine — Michigan. 

Ground water differences on pine and 
hardwood forests of the Udell Experi- 
mental Forest in Michigan /, 78-8525 

Pine — Southern States. 

Identifying hardwoods growing on pine 
sites /, 78-22715 

Management of natural stands of slash 
pine /, 78-14663 

*Pine — United States. 

Effects of treating nothern and western 
conifers with paraquat /, 78-14601 

Harvesting costs for mechanized thinning 
systems in slash pine plantations /, 
78-14669 

Naval stores 
78-14599 


: silvichemicals from pine /, 


Pine fusiform rust. 
Pine overstory reduces fusiform rust in 
underplanted loblolly pine /, 78- 
14714 


Susceptibility to fusiform rust in slash 
pine seedlings depends upon fertiliza- 
tion and cumulative inoculum density 
in multiple inoculations /, 78-16617 

Three water-soluble fertilizers affect 
growth and susceptibility of loblolly 
pine seedlings to fusiform rust /, 78- 
52 

*Pink bollworm — Control — Arizona. 


Nonchemical control of pink bollworms 
/, 78-16725 
Pink bollworm — Control — United States. 
Evaluation of several techniques as com- 
ponents of an _ integrated control 
system for pink bollworm in Southwest 
/, 78-24952 
*Pink salmon. 
A quantitative geomorphic approach to 
predicting productivity of pink and 
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chum salmon streams 
Alaska /, 78-14646 
Pinus monticola. 
Delayed graft incompatibility in western 
white pine /, 78-6147 
Selecting western white pine leave-trees 
/, 78-14671 


*Pinus monticola — Diseases and pests — 

Idaho. 

Changes in ribonuclease activity resulting 
from stem infections of western white 
pine by blister rust /, 78-14676 

Pipe. 

Design of cold water pipe for sea thermal 

power plants .../, 78-4591 
*Pipe — Design and construction. 

Review and assessment of research rele- 
vant to design aspects of nuclear 
power plant piping systems : final re- 
port /, 78-18887 

Pipe — Welding. 

Residual stresses at girth-butt welds in 
pipes and pressure vessels : final report 
April 1, 1976-June 30, 1977 /, 78- 
2209 

*Pipe, Plastic. 

Plastic pipe in airport drainage systems /, 

78-16018 
*Pipe, Plastic — Standards. 

Investigation of standards, performance 
characteristics, and evaluation criteria 
for thermoplastic piping in residential 
plumbing systems /, 78-19768 

Pipe-fitting — Vocational guidance. 

The US Army Engineer School Ap- 
prenticeship Program for the trade of 
plumber/pipefitter., 78-4431 

Pipe-fittings — Standards — United States. 

Hose, pipe, and tube fittings, quick 

disconnect and self sealing /, 78-6414 


in southeast 


Pipe lines. 
Transport of solid 
freight pipeline /, 


commodities via 
78-5275 
Pipe lines — Accidents. 

Pipeline accident report : UGI Corpora- 
tion, national gas explosions and fires, 
Allentown, Pennsylvania, August 8, 
1976., 78-836 

Pipe lines — Alaska. 

Amending title 18, United States Code, 
to make a crime the willful destruction 
of any interstate pipeline system : re- 
port to accompany S. 1502., 78-5913 

Destruction of the trans-Alaska pipeline 


system : report to accompany S. 1496., 
78-5914 


*Pipe lines — Design and construction — 
Cold weather conditions. 
Lessons learned from constructing the 
trans-Alaska oil pipeline : report to the 
Congress /, 78-23624 
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*Pipe lines — Environmental aspects — 

Alaska. 

Channel erosion surveys along TAPS 
route, Alaska, 1976 /, 78-13733 

Pipe lines — Kansas — Conway — 

Accidents. 

Pipeline accident report : Mid America 
pipeline system anhydrous ammonia 
leak, Conway, Kansas, December 6, 
1973., 78-7745 


Pipe lines — Kansas — Conway — Safety 
measures. 

Pipeline accident report : Mid America 
pipeline system anhydrous ammonia 
leak, Conway, Kansas, December 6, 
1973., 78-7745 


Pipe lines — Law and legislation — Canada. 
Agreement with Canada 
transit pipelines : report to accompany 

Ex. F, 95-1., 78-8139 


Pipe lines — Law and legislation — United 
States. 
Agreement with Canada 
transit pipelines : report to accompany 
Ex. F, 95-1., 78-8139 


Pipe lines — Pennsylvania — Williamsport 

— Accidents. 

Pipeline accident report : Pennsylvania 
Gas and Water Company, natural gas 
explosions, Williamsport, Pennsylvania, 
January 25, 1977., 78-7747 


Pipe lines — Pennsylvania — Williamsport 

— Safety measures. 

Pipeline accident report : Pennsylvania 
Gas and Water Company, natural gas 
explosions, Williamsport, Pennsylvania, 
January 25, 1977., 78-7747 


Pipe lines — Safety measures. 
Analysis and management of a pipeline 
safety information system /, 78-7688 


Pipeline accident report : UGI Corpora- 
tion, national gas explosions and fires, 
Allentown, Pennsylvania, August 8, 
1976., 78-836 


*Pipe lines — Safety measures — Addresses, 
essays, lectures. 
Remarks /, 78-18559 


Pipe lines — Safety measures — Handbooks, 
manuals, etc. 

Pipeline safety : procedural guide for the 
pipeline safety grant program., 78- 
892 

Procedural guide for the pipeline safety 
grant program., 78-892 


Pipe lines — Safety measures — Periodicals. 
Advisory bulletin - Office of Pipeline 
Safety Operations., 78-3810 
Pipe lines — Safety regulations — United 
States. 
Pipeline safety : procedural guide for the 


pipeline safety grant program., 78- 
892 


concerning 


concerning 
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Procedural guide for the pipeline safety 
grant program., 78-892 


Pipe lines — Safety regulations — United 
States — Addresses, essays, lectures. 
Statement by James T. Curtis, Director, 

Materials Transportation Bureau, De- 
partment of Transportation before the 
House of Interstate and Foreign Com- 
merce Subcommittee on Energy and 
Power ... March 12, 1976., 78-9567 


Pipe lines — Texas — Robstown — 

Accidents. 

Pipeline accident report, Exxon Gas 
System, Inc. : natural gas explosion 
and fire, Robstown, Texas, December 
7, 1976., 78-7746 


*Pipe lines — United States — Safety 
measures. 
Pipeline safety - need for a stronger 
Federal effort : report /, 78-21006 


Pipe lines — United States — Statistics — 
Periodicals. 
Pipe lines, 

21624 


78-7393, 78-7399, 78- 


Transport statistics in the United States., 
78-7393, 78-7399, 78-21624 


Pipe lines — West Virginia — Charleston — 

Accidents. 

Pipeline accident report : Columbia Gas 
of West Virginia, Inc., Charleston, 
West Virginia, December 2, 1973., 
78-7744 


Pipe lines — West Virginia — Charleston — 

Safety measures. 

Pipeline accident report : Columbia Gas 
of West Virginia, Inc., Charleston, 
West Virginia, December 2, 1973., 
78-7744 

*Piscicides. 

Aquatic macroinvertebrates in a small 
Wisconsin trout stream before, during, 
and two years after treatment with the 
fish toxicant antimycin., 78-15617 

Effects of antimycin A and retenone on 
macrobenthos in ponds /, 78-15617 

*Pistons. 

Optimum step design for centering of 
pistons moving in an incompressible 
fluid /, 78-11712 

Placer deposits — The West. 

Depositional environment of 
Cretaceous black sandstones 
Western Interior /, 78-630 


Upper 
of the 


Planariidae. 

The planarians (Turbellaria: Tricladida 
Paludicola) of Lake Ohrid in 
Macedonia /, 78-26538 

*Planetary boundary layer. 

Microcomputer-controlled acoustic echo 

sounder /, 78-10580 





*Planets — Atmospheres. 
Space and planetary environment criteria 
guidelines for use in space vehicle 
development /, 78-18141 
Planets — Atmospheres — Tables. 

Table and charts of equilibrium normal- 
shock properties for hydrogen-helium 
mixtures with velocities to 70 km/sec /, 
78-7518 

*Planets — Exploration. 

A geological basis for the exploration of 

the planets /, 78-9396 
*Planets — Geology. 

A geological basis for the exploration of 
the planets /, 78-9396 

Significant achievements in the planetary 
geology program, 1975-1976 /, 78- 
18175 

Planets — Research. 

Significant achievements in the planetary 

program, 1976-1977 /, 78-26352 
Planing-mills — Safety measures. 

Health and safety guide for sawmills and 
planing mills., 78-7128 

NIOSH health and safety guide for saw- 
mills and planing mills., 78-7128 

*Plankton — Alaska. 

Ichthyoplankton composition and plank- 
ton volumes from inland coastal waters 
of southeastern Alaska, = April- 
November 1972 /, 78-19848 

Planning. 

Long-range analysis activities in seven 
Federal agencies : report to the Con- 
gress /, 78-1842 

Planning hulls. 

Compressive strength of ship hull girders 

/, 78-2213 
Plant-breeding — Periodicals. 

Official journal of the Plant Variety Pro- 

tection Office., 78-2484 
Plant communities — Washington (State) 

Meeks Table Research Natural Area : 
reference sampling and habitat classifi- 
cation /, 78-1349 

*Plant diseases. 
Agricultural 
17192 
Plant diseases — Periodicals. 
Plant disease reporter., 78-2459 
Plant diseases — United States — 
Periodicals. 
Cooperative plant pest report., 


pest control, plant., 78- 


78-2535 
Plant genetics. 
The national plant germplasm system /, 
78-3963, 78-16498 
*Plant introduction — Washington, D.C. 
Plant material introduced January | to 
December 31, 1976 : (nos. 405410 to 
414155) /, 78-14831 
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Plant physiology. 
Movement of mercury-203 in plants /, 
78-6565 


*Plant quarantine — Greece. 

[Plant quarantine import requirements 
of] Greece : change in entry require- 
ments., 78-14822 

*Plant quarantine — Malta. 


Plant quarantine import requirements of 
Malta., 78-12447 


*Plant quarantine — United States. 

Repeal of obsolete animal and plant 
quarantine notice requirements : re- 
port to accompany S. 286., 78-19439 

*Plant-soil relationships. 

Simulation of nitrogen movement, trans- 
formation, and uptake in plant root 
zone /, 78-17091 

Plant viruses. 
Effects of cyanophage 


SAM-1_ upon 
Microcystis aeruginosa /, 


78-1563 
*Plants — Assimilation. 

Soil, plant, food chain relationships of 
the transuranium elements 
annotated bibliography /, 

Plants, Edible — Bibliography. 

Edible wild plants /, 78-9278 


*Plants, Effect of air pollution on. 
Diagnosing vegetation injury caused by 
air pollution /, 78-23439 
Time series experiments for studying 
plant growth response to pollution /, 
78-20699 
*Plants, Effect of insecticides on — 
Handbooks, manuals, etc. 
Handbbook of plant tolerances to methyl 
bromide., 78-12446 


: selected 
78-24515 


Plants, Effect of photochemical smog on 
The effects of oxidant air pollutants on 


soybeans, snap beans and potatoes /, 
78-12884 


Photochemical oxidant air pollutant ef- 
fects on a mixed conifer forest 
ecosystem : a progress report, 1976 /, 
78-10926 

*Plants, Effect of pollution on. 

Lack of correlation between the com- 
postion of sediments and their toxicity 
to algae /, 78-20381 

Plants, Effect of radiation on — 

Bibliography. 

Biological effects of radiation /, 78- 
9255 

Plants, Effect of salt on. 

Reduction of salt damage to crops, soils, 

and waters., 78-6233 
Plants, Ornamental. 


Growing ornamentals in urban garden /, 
78-1338 


Do not order from index; see indicated entry 





*Plants, Protection of — Greece. 

[Plant quarantine import requirements 
of] Greece : change in entry require- 
ments., 78-14822 

Plants, Protection of — International 
cooperation. 

North American plant protection agree- 
ment between the United States of 
America and other governments signed 
at Yosemite October 13, 1976., 78- 
7602 


*Plants, Protection of — Law and legislation 

— Belize. 

Plant protection : agreement between the 
United States of America and Belize, 
signed at Washington, December 8, 
1976., 78-18435 

*Plants, Protection of — Law and legislation 

— Guatemala. 

Plant protection : agreement between the 
United States of America and Gu- 
atemala signed at Guatemala, February 
21, 1977., 78-21960 

*Plants, Protection of — Law and legislation 

— Honduras. 

Plant protection : agreement between the 
United States of America and Hondu- 
ras signed at Washington and Tegu 
cigalpa March 4 and April 18, 1977., 
78-21968 

*Plants, Protection of — Law and legislation 

— Mexico. 

Plant protection : agreement between the 
United States of America and Mexico 
signed at Mexico February 8, 1973, 
and amending agreements signed at 
Washington and Mexico September 10 
and October 9, 1973, and signed at 
Washington and Mexico July 15 and 
24, 1976., 78-15872 


Plants, Protection of — Law and legislation 

— North America. 

North American plant protection agree- 
ment between the United States of 
America and other governments signed 
at Yosemite October 13, 1976., 78- 
7602 


*Plants, Protection of — Law and legislation 

— Sudan. 

Plant protection : Quelea bird research : 
agreement between the United States 
of America and Sudan signed at Khar- 
toum, May 12, 1977., 78-21967 

Quelea bird research., 78-21967 


*Plants, Protection of — Law and legislation 

— United States. 

Plant protection : agreement between the 
United States of America and Mexico 
signed at Mexico February 8, 1973, 
and amending agreements signed at 
Washington and Mexico September 10 
and October 9, 1973, and signed at 
Washington and Mexico July 15 and 
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24, 1976., 78-15872, 
78-21960, 78-21968 


Plant protection : Quelea bird research : 
agreement between the United States 
of America and Sudan signed at Khar- 
toum, May 12, 1977., 78-21967 

Quelea bird research., 78-21967 


*Plants, Protection of — Malta. 
Plant quarantine import requirements of 
Malta., 78-12447 
Plants, Protection of — Pennsylvania. 
Devices to protect seedlings from deer 
browsing /, 78-1356 


Plasma (Ionized gases) 
Analysis of plasmas generated by fission 
fragments /, 78-9424 
Effect of anode-cathode geometry on 
performance of the HIP-1 hot ion 
plasma /, 78-26408 
Neutron monitoring and_ electrode 
calorimetry experiments in the HIP-1 
hot ion plasma /, 78-7504 
Overview of fy 77 accomplisments in ap- 
plied plasma physics., 78-12788 
*Plasma (Ionized gases) — Bibliography. 
Controlled fusion and plasma research : 
a literature search /, 78-13173 
Plasma (Ionized Gases) — Conductivity. 
Study of the electrical conductivity of a 
plasma in combustion products : scien- 
tific-technical report /, 78-310 
Plasma (Ionized gases) — Research. 
First measurements of plasma parameters 


on the tokamak-10 apparatus /, 78- 
303 


78-18435, 


Plasma (Ionized gases) — Research — 

Russia. 

Main results of investigations in the pro- 
gram “Physics of high-temperature 
plasmas and controlled thermonuclear 
fusion” in the USSR in 1974-75 /, 
78-293 

*Plasma (Ionized gases) — Research — 

United States. 

Survey of particle codes in the magnetic 
fusion energy program., 78-16972 

Plasma density — Research. 

First measurements of plasma parameters 
on the tokamak-10 apparatus /, 78- 
303 

Superfast heating of dense plasma in 
linear theta-pinch /, 78-314 

Plasma diagnostics — Research. 

Submillimeter interferometers for plasma 

diagnostics /, 78-302 
Plasma electrodynamics. 
Effect of anode-cathode geometry on 


performance of the HIP-1 hot ion 
plasma /, 78-26408 


Page I-2258 





Subject Index 


*Plasma heating. 
Plasma heating, fueling, and maintenance 
: a technical assessment /, 78-12805 


*Plasma heating — Congresses. 

Proceedings of the Plasma Heating 
Requirements Workshop, held at the 
Holiday Inn, Gaithersburg, Mad., 
December 5, 6, and 7, 1977 /, 78- 
25385 

Plasma jets. 

Temperature distributions of a cesium- 
seeded hydrogen-oxygen supersonic 
free jet /, 78-26384 


*Plasma proteins — Analysis — Congresses. 

Proceedings of the International 
Workshop on Technology for Protein 
Separation and Improvement of Blood 
Plasma Fractionation Reston, Vir- 
ginia, September 7-9, 1977 /, 78- 
17540 

Protein separation and plasma fractiona- 
tion., 78-17540 

*Plasma stability. 

Factors affecting ion kinetic temperature, 
number density, and containment time 
in the NASA _ Lewis bumpy-torus 
plasma /, 78-18088 

Plasma waves — Research. 

“Drift” oscillation of alfven waves by 
blocked electrons in a tokamak when 
BJ1 /, 78-295 

*Plastic foams. 

Prefabricated expandable foam/wood 
structures for theater of operations /, 
78-20308 

*Plasticity. 

An automatic recording plastometer for 

plastic properties of coal /, 78-23378 
*Plasticizers. 

Investigation of proprietary admixtures : 

final report /, 78-20242 
*Plastics. 

Gaseous emissions and toxic hazards as- 
sociated with plastics in fire situations : 
a literature review /, 78-18064 

Plastics — Data processing. 

Plastic data formats for a computerized 
material property data system /, 78- 
25109 

*Plastics in plumbing. 

Investigation of standards, performance 
characteristics, and evaluation criteria 
for thermoplastic piping in residential 
plumbing systems /, 78-19768 

*Plastics industry and trade. 


Plastics processing, state of the art., 78- 
17128 


Source assessment : plastics processing, 


state of the art /, 78-17128 


*Plastics industry and trade — Safety 
measures. 


Plastics., 78-11981 
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*Plastics industry and trade — United 

States. 

Summary of trade and tariff information 
prepared in terms of the tariff 
schedules of the United States : 
synthetic plastics materials, TSUS 
items 405.25 and 445.05-445.75 /, 
78-9549 


Plastics industry and trade — United States 
— Periodicals. 


Plastic bottles., 78-10538 


Plastics industry and trade — United States 
— Statistics — Periodicals. 
Plastics bottles., 78-2581 


Shipments of selected plastics products., 
78-8604 


*Plastics machinery. 
Plastics processing, state of the art., 78- 
17128 
Rubber and plastics working machinery., 
78-20116 
Source assessment 
state of the art /, 


: plastics processing, 
78-17128 
Plate girders. 
Compressive strength of ship hull girders 
/, 78-2213 
*Plate tectonics — Bibliography. 
Continental drift /, 78-9312 


*Plates, Iron and steel — Japan. 

Carbon steel plate from Japan : deter- 
mination of injury in investigation no. 
AA1921-179 under the Antidumping 
act, 1921, as amended, together with 
the information obtained in the in- 
vestigation., 78-22003 


*Plates, Iron and steel — Taxation — United 

States. 

Carbon steel plate from Japan : deter- 
mination of injury in investigation no. 
AA1921-179 under the Antidumping 
act, 1921, as amended, together with 
the information obtained in the in- 
vestigation., 78-22003 

*Plates (Engineering) 

Analytical structural efficiency studies of 
borsic/aluminum compression panels /, 
78-13901 

Brazed 
panels /, 


Borsic/aluminum 
78-11756 


Compressive strength of ship hull girders 
/, 78-2213 


Design procedures for flutter-free surface 
panels /, 78-18167 


Gross panel strength under combined 
loading /, 78-8211 


Minimum-mass design of filamentary 
composite panels under combined 
loads : design procedure based on a 


rigorous buckling analysis /, 78- 
18074 


structural 





Minimum-mass design of filamentary 
composite panels under combined 
loads : design procedure based on sim- 
plified buckling equations /, 78- 
13898 

Preliminary investigation of general-pur- 
pose mat/panel materials : final report 
/, 78-25232 

*Plating baths. 

Countercurrent rinsing on _ high-speed 

halogen tinplating line /, 78-17121 
Platinum — Identification. 

Marking of articles made wholly or in 

part of platinum., 78-1435 
Platinum — Physiological effect — 

Bibliography. 

Platinum complexes in the treatment of 
cancer /, 78-439 

Platinum — Standards. 
Standard thermocouple material, pt.-67, 
SRM-1967 /, 78-22858 
Platinum — Statistics — Periodicals. 
Platinum., 78-3457 
Platinum-group metals, 78-3457 
Platinum group. 

Electrodeposition of 

metals /, 78-638 


Platinum-group metals., 


platinum-group 


78-11540 


Platinum-group metals : a chapter from 
Mineral facts and problems /, 78- 
24011 

*Platinum group — Analysis. 

A manual on fire assaying and deter- 
mination of the noble metals in geolog- 
ical materials : detailed description of 
techniques and methods of analysis /, 
78-17780 

Platinum group — Statistics. 


Platinum-group metals., 78-4995 


Preprint from the 1975 Bureau of Mines 
Minerals Yearbook, 78-4995 


Platinum group — Statistics — Periodicals. 
Platinum., 78-3457 


Platinum-group metals, 78-3457 
Platyhelminthes — Ohrid Lake. 

The planarians (Turbellaria: Tricladida 
Paludicola) of Lake Ohrid in 
Macedonia /, 78-26538 

Play. 

Big big kids : for ages 10-12., 

Little big kids : for ages 3-5., 

Medium big kids 
2182 

*Play — Posters. 

Play happy, play safety., 


78-2184 
78-2183 
: for ages 6-9., 78- 


78-16099 


Say-hey says, “‘Play happy, play safely.”’, 
78-16099 


Playgrounds — Apparatus and equipment. 


Big big kids : for ages 10-12., 78-2184 
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A child-centered playground safety cur- 
riculum approach., 78-8149 


Little big kids : for ages 3-5., 78-2183 


Medium big kids : for ages 6-9., 78- 
2182 


Play happy, play safely., 78-8149 


Playgrounds — Apparatus and equipment — 
Handbooks, manuals, etc. 
Playground equipment handbook : a 
resource reference guide for teachers 
and group leaders., 78-2189 


Resource reference guide for teachers 
and group leaders., 78-2189 
*Playgrounds — Apparatus and equipment 
— Posters. 


Play happy, play safety., 78-16099 


Say-hey says, “Play happy, play safely.”’, 
78-16099 
Playgrounds — Safety measures. 


Big big kids : for ages 10-12., 78-2184 


A child-centered playground safety cur- 
riculum approach., 78-8149 


Little big kids : for ages 3-5., 78-2183 


Medium big kids : for ages 6-9., 78- 


2182 


Play happy, play safely., 78-8149 


Playgrounds — Safety measures — 
Handbooks, manuals, etc. 
Playground equipment handbook : a 
resource reference guide for teachers 
and group leaders., 78-2189 


Resource reference guide for teachers 
and group leaders., 78-2189 
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Representatives, Ninety-fifth Congress, 
first session, April 28 and May 9, 
1977., 78-1105 


*Postal service — United States — 
Addresses, essays, lectures. 
Postal Service—political birthright or 
economic choice? /, 78-21859 


Postal service — United States — 
Automation. 
Proceedings of the USPS Mechanization 
Seminar, October 27-28, 1976 /, 78- 
5165 


*Postal service — United States — 
Bibliography. 


Postal Service., 78-21075 


Postal service — United States — Book rates. 
Postage for books mailed to the Copy- 
right Office., 78-9236 


Special library postage rate for books 
mailed to the Copyright Office., 78- 
9237 


Postal service — United States — 
Directories. 
Directory of post 

codes), 78-13988 


*Postal service — United States — 
Employees. 
American Postal Workers Union plan, 
1976., 78-14943 


Mail handlers benefit plan, 1976., 78- 
14942 


Postal labor relations _ legislation 
hearings before the Subcommittee on 
Postal Facilities, Mail, and Labor 
Management of the Committee on 
Post Office and Civil Service, House of 
Representatives, Ninety-fourth Con- 
gress, first session ... March 13 and 18, 
1975., 78-14386 


Postal service — United States — Equipment 
and supplies — Handbooks, manuals, etc. 
Postal contracting manual., 78-3639 


offices; (with zip 
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Postal service — United States — Finance. 
Opinion of the Attorney General of the 
United States., 78-17906 


Postal reorganization act, investment of 
excess funds of the Postal Service, 
78-17906 


Research and development into elec- 
tronic mail concepts by the USPS : 
briefing before the Subcommittee on 
Postal Personnel and Modernization of 
the Committee on Post Office and 
Civil Servive, House of Representa- 
tives, Ninety-fifth Congress, first ses- 
sion, March 21, 1977., 78-8340 


Postal service — United States — 
Handbooks, manuals, etc. 


Instructions for mailers., 78-3640 


Postal service manual., 78-3638 
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Postal service — United States — Mail- 
messenger service. 

Research and development into elec- 
tronic mail concepts by the USPS : 
briefing before the Subcommittee on 
Postal Personnel and Modernization of 
the Committee on Post Office and 
Civil Servive, House of Representa- 
tives, Ninety-fifth Congress, first ses- 
sion, March 21, 1977., 78-8340 


*Postal service — United States — 
Management. 
Follow-up report on the 
management meetings., 


1978 field 
78-24273 


Postal service — United States — 
Periodicals. 


Postal bulletin., 78-3636 


Postal life; the magazine for postal em- 
ployees., 78-3643 


*Postal service — United States — 
Postmasters. 
Certain postmasters cahrged with postal 
deficiencies report to accompany 
H.R. 1613., 78-10203 


*Postal service — United States — Rates. 

Action of governors under 39 U.S.C., 
section 3625 and supporting record in 
the matter of the mail classification 
schedule, 1976, implementing legisla- 
tive amendments (Pub. L. 94-421), 
docket no. MC77-1 before the Postal 
Rate Commission., 78-22358, 78- 
22360 


Action of the governors under 39 U.S.C., 
section 3625, and suporting record in 
the matter of the mail classifiction 
schedule, 1976, before the Postal Rate 
Commission concerning _ stipulated 
proposal for zone-rated military mail, 
docket nos. MC76-1, MC76-2, MC76- 
3 and MC76-4., 78-22356 


Action of the governors under 39 U.S.C., 
section 3625, and supporting record in 


the matter of mail classification 





schedule, 1976, before the Postal Rate 
Commission concerning _ stipulated 
proposal for mailings of Alaskan gold, 
docket no. MC76-4., 78-22357, 78- 
22359 

Appendices to Opinion and 
mended decision., 78-16147 


Changes in rates of postage and fees, 
docket R77-1 before the Postal Rate 
Commission., 78-22360 

Docket No. MC76-4, concerning stipu- 
lated proposal for mailing of maps & 
the ... printed education reference 
chart ... before the Postal Rate Com- 
mission, action of the board of gover- 


nors under 39 U.S.C. sect. 3625., 78- 
18973 


Docket no. MC76-4, concerning stipu- 
lated proposal for mailings of Alaskan 
gold., 78-22357 

Docket no. MC77-1, further recommend 
decision on reconsideration implemen- 
tating legislative amendments and 


making related procedural disposition., 
78-22359 


recom- 


Docket no. MC77-1, mail classification 
schedule, legislative changes, before 


the Postal Rate Commission., 78- 
22358 


Docket nos. MC76-1, -2, -3, & -4, con- 
cerning stipulated proposal for zone- 
related military mail., 78-22356 

Docket Nos. MC76-1, MC76-2, MC76-3, 
MC76-4, concerning mail classification 
schedule, 1976, stipulated proposal for 
express mail and mailgram, before the 
Postal Rate Commission, action of the 
board of governors under 39 U.S.C., 
Sect. 3625., 78-14260 


Domestic postage rates, fees, and infor- 
mation., 78-18355 


Express mail and mailgram., 78-14260 


Mailing of maps., 78-18973 


Opinion and recommended decision 
(May 12, 1978) : postal rate and fee 
increases, 1977, docket no. R77-1, be- 
fore Chairman DuPont, Vice-Chairman 
Bright, Commissioners 0’Doherty and 
Villarreal /, 78-16147 

Postal rate and fee increases, 1977., 78- 
16147 


Pros and Cons of linking postage rates to 


the consumer price index : study by 
the staff of the U.S. General Account- 
ing Office., 78-13266 


The role of the Postal Rate Commission 
should be clarified report of the 
Comptroller General of the United 
States., 78-1764 
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Postal service — Wisconsin. 

Quality of mail service in southeastern 
Wisconsin : United States Postal Ser- 
vice., 78-1761 

Potash industry and trade — Statistics. 

Potash., 78-4996 


Preprint from the 1975 Bureau of Mines 
Minerals Yearbook, 78-4996 


Potash industry and trade — United States. 
Potash., 78-7318, 78-11561, 78- 
21573 


Potash, crop year annual., 78-26194 


Potash in crop year., 78-26194 


*Potassium compounds. 

Evaluation of potassium titanate as a 
component of alkaline 
matrices /, 78-15755 

The feasibility of utilizing a fluid energy 
mill in the grinding 
perchlorate /, 78-8822 

Potassium dichromate. 

Certification and use of acidic potassium 

dichromate solutions as an ultraviolet 


absorbance standard SRM 935 /, 78- 
8647 


fuel cell 


of potassium 


Standard reference materials, certifica- 
tion and use of acidic potassium 
dichromate solutions as an ultraviolet 
absorbance standard - SRM 935., 78- 
8647 

*Potato-beetle. 

Pesticide use observations in Kent Coun- 
ty, Delaware, June 2-7, 1976., 78- 
15241 

Potatoes. 

The effects of oxidant air pollutants on 
soybeans, snap beans and potatoes /, 
78-12884 

Potatoes — California — Packing — Costs. 

Operating costs at four potato packing 

plants /, 78-3972 


*Potatoes — Diseases and pests — United 
States. 


Market diseases of potatoes /, 78-14565 


Potatoes — Florida — Packing — Costs. 

Operating costs at four potato packing 
plants /, 78-3972 

*Potatoes — Idaho. 

Treatment and disposal of potato 
processing waste water by irrigation /, 
78-14577 

*Potatoes — Standards — United States. 

United States standards for grades of 
frozen hash brown potatoes 
November 15, 1976., 


Potatoes — United States. 
Potatoes and sweetpotatoes 1969-75 


production, disposition, value, stocks 
& utilization., 78-3956 


: effective 
78-12428 
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*Potatoes — United States — Grading. 
United States standards for grades of 
frozen hash brown potatoes 
November 15, 1976., 


: effective 

78-12428 

Potatoes — United States — Statistics — 
Periodicals. 


Potato stocks., 78-2495 


Potatoes and sweetpotatoes; production, 
disposition, value, stocks, & utiliza- 
tion., 78-16733 

*Potatoes, Frozen — Grading. 

United States standards for grades of 
frozen hash brown potatoes 
November 15, 1976., 


: effective 
78-12428 
*Potatoes, Frozen — Standards — United 
States. 
United States standards for grades of 
frozen hash brown potatoes : 
November 15, 1976., 


effective 
78-12428 
Potential scattering. 

Effect of potential scattering on the low- 
temperature spin-fluctuation resistivity 
/, 78-25326 

*Potentiometer. 

Potentiometeric determination of boric 
acid in elemental boron with a 
fluoroborate specific ion electrode 
research and development report /, 
78-25508 

Potomac Heritage Trail. 

National trail recommendation : Potomac 

Heritage Trail., 78-8385 
*Potomac National River. 

Proposed Potomac National River /, 

78-19285 


Potter, Imelda C Jayag. 
Imelda C. Jayag Potter : report to ac- 
company S. 579., 78-6012 
Pottery. 


FDA consumer memo., 78-21243 


Glazes and decals on dinnerware, 78- 
21243 
*Poultry. 
Cooking meat and poultry : storing meat 
and poultry., 78-12442 


How to buy poultry /, 78-1336 


*Poultry — Canada — Transportation. 
State-Federal health requirements 
regulations governing the 
and __ international 
livestock and poultry., 


and 
interstate 
movement of 
78-16745 
Poultry — Diseases — Periodicals. 
Exotic Newcastle 
program., 


disease surveillance 


78-10498 
*Poultry — Law and legislation — Canada. 
State-Federal health requirements 
regulations governing the 
and international 
livestock and poultry., 


and 
interstate 
movement of 
78-16745 
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*Poultry — Law and legislation — United 

States. 

State-Federal health requirements and 
regulations governing the _ interstate 
and__ international movement’ of 
livestock and poultry., 78-16745 

*Poultry — Prices — United States. 

Egg and poultry price spreads, 1971-76 /, 

78-10299 
*Poultry — Storage. 

Cooking meat and poultry : storing meat 

and poultry., 78-12442 
*Poultry — United States. 

Poultry and the United States Depart- 

ment of Agriculture., 78-14761 


Poultry — United States — Grading. 

List of plants operation under USDA 
poultry and egg grading and egg 
products inspection programs., 78- 
1380 


Poultry grading manual., 78-1320 


Poultry — United States — Preservation. 
Home canning of meat and poultry /, 
78-1327 
Poultry — United States — Statistics. 


Chickens and eggs : final estimates for 
1970-75., 78-8504 


Poultry : production, disposition, and in- 
come : final estimates, 1970-75., 78- 
12356 


Tables on hatchery and flock participa- 
tion in the National Poultry Improve- 
ment Plan : highlights for testing year 
1975-76., 78-16722 


Poultry — United States — Statistics — 
Periodicals. 
Eggs, chickens and turkeys., 


78-2487 


*Poultry — United States — Transportation. 
State-Federal health requirements and 
regulations governing the interstate 
and__ international movement of 
livestock and poultry., 78-16745 


78-2488 
Poultry slaughter., 


Poultry, Frozen. 

Cooked, boneless turkey rolls : the effect 
of ground skin and frozen storage on 
quality and acceptance /, 78-25298 

Poultry hatcheries — Directories. 

Participants in the National Poultry Im- 


provement Plan., 78-19590, 78- 
19591 
Poultry houses and equipment — Designs 
and plans. 
Broiler breeder house : double ‘“‘A”’., 
78-1317 
Layer house : 15,000 birds., 


78-6078 


78-1316 
Poultry houses., 





Poultry h 
Directories. 
Accepted meat and poultry equipment., 
78-2539, 78-10497 


and equipment — 
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Subject Index 


*Poultry industry. 

Proceedings of Symposium on Use of 
Solar Energy for Poultry and Livestock 
Production, Auburn University, Au- 
burn, Alabama, November 9-10, 
1976., 78-10976 

Poultry industry — Statistics — Periodicals. 

Foreign agriculture circular., 78-2444 


78-2444 


Poultry industry — United States. 
Production and marketing costs and mar- 
gins for poultry and eggs /, 78-6244 
Poultry industry — United States — 
Statistics. 
Poultry market statistics, annual summa- 
ty., 78-19503 
Poultry industry — United States — 
Statistics — Periodicals. 
Poultry; production, disposition & in- 
come., 78-16731 


Poultry and egg situation., 


Poultry and eggs, 


78-2522 


Poultry inspection — United States. 
A better way for the Department of 
Agriculture to inspect meat and 


poultry processing plants : report to 
the Congress /, 78-6906 


Foreign meat & poultry inspection pro- 
gram., 78-12444 


Issuances of the meat and poultry inspec- 
tion program., 78-2541 


List of plants operation under USDA 
poultry and egg grading and egg 


products inspection programs., 78- 
1380 


Meat and poultry inspection manual., 
78-2534 


Meat and poultry inspection regulations., 
78-2533 


Meat and poultry inspection; report of 
the Secretary of Agriculture to the 
Committee on Agriculture, House of 
Representatives, Committee on 


Agriculture and Forestry, U.S. Senate., 
78-19523 


Poultry inspection — United States — 
Directories. 
Meat and poultry inspection directory., 
78-2540, 78-22772 


Poultry inspection — United States — 
Statistics — Periodicals. 
Poultry slaughter., 78-2487 


*Poultry pests. 
Chicken lice 
78-24941 


: how to control them /, 


*Poultry plants — Equipment and supplies. 
Attenuation of noise from steam injec- 


tion in poultry scald tanks /, 78- 
14803 
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*Poultry processing. 

Recycling of water in poultry processing 
plants : interim technical report /, 78- 
17140 

Trace elements in coal : occurrence and 
distribution /, 78-17164 

*Poultry research — United States. 

Poultry research focused on feeding 

mankind., 78-12409 
Powell, Claude. 

Recommending that the case of Claude 
Powell, Jr., be certified to the U.S. at- 
torney for contempt of Congress : re- 
port., 78-16381 

*Power (Mechanics) 

Commander’s manual : power generation 
equipment repairer, MOS 52 D., 78- 
20145 


Energy from the winds., 78-16983 


78-15716 


Power generation equipment repairer., 
78-20145 


Technical report on D.C. power supplies 
in nuclear power plants., 78-18886 
Power (Mechanics) — Bibliography — 
Periodicals. 
Energy; a continuing bibliography with 
indexes., 78-3611 
*Power (Mechanics) — Statistics. 
Tradeoffs of supply vs. end-use technolo- 
gies., 78-13128 


Using net energy methodology for energy 
planning : tradeoffs of supply vs. end- 
use technologies., 78-13128 


Power Authority of the State of New York. 
Greene County Nuclear Power Plant : 
Power Authority of the State of New 
York : construction-permit stage /, 
78-20918 


Safety evaluation report /, 


Energy-producing industries., 


78-935 


Power electronics. 
Some comments. on 
biner/switch matrices /, 


power com- 
78-25321 
Power lawn mowers — Maintenance and 
repair. 
Power mower maintenance and storage 
tips., 78-8153 
Power lawn mowers — Safety measures. 
Facts and ideas on how power lawn 
mower salespersons and repair can 
promote lawn and supply., 78-9847 


Power lawnmower : safety kit for dis- 
tributive education, industrial arts, and 
other vocational education classrooms 
: teacher manual., 78-2185 


Power mower maintenance and storage 
tips., 78-8153 

Safety, sales, and services : selling your 
customers on power mower safety : 
facts and ideas on how power lawn 





mower salespersons and repairpersons 


can promote lawn mower lawn safety., 
78-9847 


Selling your customers on power lawm 
safety., 78-9847 


Shopping for a power mower? : look for 
safety too., 78-2187 


Tips for better, safer mowing., 78-2186 


Power lawn mowers — Safety measures — 

Handbooks, manuals, etc. 

Safe mowing is better mowing! : (a 
reference book) : a handy reference 
for power mower owners and users., 
78-8154 

Power lawn mowers — Safety measures — 

Posters. 

Hazards and safety practices for power 
mowers., 78-8156 

Power mower hazards and safety fea- 
tures., 78-8157 

*Power-plants. 

Effect of a flyash conditioning agent on 
power plant emissions /, 78-20750 

Magnesia FGD process testing on a coal- 
fired power plant /, 78-12919 

Ocean thermal 

exchangers /, 


power 
78-6680 


plants heat 


Summary report of three powerplant 


productivity studies., 78-15312 


*Power-plants — Environmental aspects. 
Alternatives to chlorination for control 


of condenser tube bio-fouling /, 78- 
12962 


MAP3S [Multistate Atmospheric Power 
Production Pollution Study] : studying 
the transport, transformation, and fate 


of atmospheric energy-related pollu- 
tants /, 78-16968 


Wet/dry cooling systems for fossil-fueled 
power plants : water conservation and 
plume abatement /, 78-17171 


*Power-plants — Environmental aspects — 
Arizona. 

Final environmental statement 

Project : 


: Cholla 
powerplant expansion, coal 
mine expansion, transmission line., 
78-16648 


Powerplant expansion, coal mine expan- 


sion, transmission line., 78-16648 
*Power-plants — Environmental aspects — 
lowa — Woodbury County. 

Coal conversion program : lowa Public 
Service Company, George Neal 
Generating Station, power plant no. 1, 
Woodbury County, lowa., 78-20472 

lowa Public 
20472 


Service Company., 78- 
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*Power-plants — Environmental aspects — 

Kansas. 

(50 MW) combustion turbine Kansas 53 
Central : draft environmental impact 
statement., 78-14787 

*Power-plants — Environmental aspects — 

Kansas — Wyandotte County. 

Final environmental statement regarding 
application for a Department of the 
Army permit by the Board of Public 
Utilities of Kansas City, Kansas : Near- 
man Creek steam-electric generating 
station, Wynadotte County, Kansas., 
78-23159 


Nearman Creek steam-electric generating 
station., 78-23159 


*Power-plants — Environmental aspects — 
Kentucky — Boone County. 
Draft environmental impact statement : 
East Bend station, units 1 and 2., 78- 
23152 


East Bend station, units | 
23152 


and 2., 78- 


*Power-plants — Environmental aspects — 
Louisiana. 

Big Cajun No. 2 : 

impact statement., 


final environmental 
78-14783 


*Power-plants — Environmental aspects — 

Minnesota — Lake County. 

Final environmental impact statement : 
power plant discharge structure, delta 
stabiliation [i.e. stabilization] dike, and 
on-land taconite tailings disposal 
Reserve Mining Company, Silver Bay, 
Lake County, Minnesota., 78-23154 


Reserve Mining Company., 78-23154 


*Power-plants — Environmental aspects — 

Montana — Colstrip. 

The bioenvironmental impact of a coal- 
fired power plant : third 
port, Colstrip, Montana, 
1977 /, 78-17088 


interim re- 
December 


*Power-plants — Environmental aspects — 

Oklahoma. 

(280MW) Anadarko Combined Cycle 
Unit, Oklahoma 32 Commache : final 
environmental impact statement., 78- 
14786 


*Power-plants — Environmental aspects — 
United States. 
An assessment of mercury emissions 
from fossil fueled power plants /, 78- 
23512 

Environmental monitoring at major U.S. 
Energy Research and Development 
Administration contractor sites, calen- 
dar year 1976 : a compilation /, 78- 
320 

MAP3S [Multistate Atmospheric Power 
Production Pollution Study] : studying 
the transport, transformation, and fate 
of atmospheric energy-related pollu- 
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tants : addendum, project listings for 
FY 1977/, 78-15219 


*Power-plants — Environmental aspects — 

Virginia — Portsmouth. 

Coal conversion program : Virginia Elec- 
tric Power Company, Portsmouth 
Generating Station, power plants 1, 2, 
3, & 4, Portsmouth, Virginia. 78- 
20471 

Virginia Electric Power Company., 78- 
20471 

Power-plants — Environmental aspects — 

West Virginia — New Haven. 

Final environmental impact statement : 
Project 1301, new power plant on the 
Ohio River, New Haven, West Vir- 
ginia., 78-25291 

Project 
Ohio 
ginia., 


1301, new power plant on the 
River, New Haven, West Vir- 
78-25291 
*Power-plants — Environmental aspects — 
Wisconsin. 
Alma Unit No. 6 and related 161 kV 
transmission lines : final environmental 
impact statement., 78-14782 


*Power-plants — Environmental aspects — 

Wyoming. 

Missouri Basin Power Project : Wheat- 
land Generating Station Units |, 2, and 
3, and associated transmission, and 
Grayrocks Reservoir : draft environ- 
mental impact statement., 78-14784, 
78-14785 


Power-plants — Equipment and supplies. 
Heat sink design and cost study for fossil 
and nuclear power plants /, 78-24431 


Power-plants — Law and legislation — 

United States. 

Coal conversion legislation : hearings be- 
fore the Subcommittee on Energy 
Production and Supply of the Commit- 
tee on Energy and Natural Resources, 
United States Senate, Ninety-fifth Con- 
gress, first session, on S. 272 ... S. 273 

78-5553 


*Power-plants — Licenses — United States. 
Nuclear powerplant licensing : need for 
additional improvements report to 
the Congress /, 78-21012 


Power-plants — United States. 

An evaluation of the Federal Power 
Commission’s rulemaking on utilities’ 
construction work in progress : report 
of the Comptroller General of the 
United States., 78-4635 

*Power resources. 
An analysis of Federal incentives used to 


stimulate energy production /, 78- 
25521 


An analysis of Federal incentives used to 
stimulate energy production : an ex- 
ecutive summary to Division on Con- 
servation and Solar Applications, De- 
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partment of Energy, Washington D. C. 
/, 78a25520 


An assessment of the role of magnetic 
mirror devices in fusion power 
development /, 78-6689 

Benefit-cost evaluation of the ERDA fos- 
sil energy combustion and advanced 
power development program /, 78- 
6820 

Commander’s manual : power generation 


equipment repairer, MOS 52 D., 78- 
20145 


DOE role in support of small-scale ap- 
propriately distributed technology and 
addendum official transcript of public 
briefing, January 26, 1978, Washing- 
ton, D.C., 78-20457 

The energy crisis : Communist propagan- 
da strategy., 78-5098 

Energy from the winds., 78-20476 

78-12796 

78-15716 


An evaluation of the use of agricultural 
residues as an energy feedstock : a ten 
site survey /, 78-25551 

Instruction and information on _ used 
energy-related laboratory equipment 
grants for educational institutions of 
higher learning., 78-25558 

LEM-SEAS compatibility test /, 78- 
25547 


NASA and energy., 


Energy in focus : basic data., 


Energy-producing industries., 


78-26313 


Power generation equipment repairer., 
78-20145 


Project interdependence : U.S. and world 
energy outlook through 1990 : a sum- 
mary report... /, 78-1016 


Regional requirements of capital, man- 
power, materials, and equipment for 
selected energy futures /, 78-8826 


Renewable ocean energy sources., 78- 
18980 


Resource requirements, impacts, and 
potential constraints associated with 
various energy futures /, 78-8827 


The role of foreign governments in the 
energy industries., 78-4556 


Power resources — Abstracts — Indexes. 
ERDA energy research abstracts., 78- 
4624 


Power resources — Abstracts — Periodicals. 
Energy., 78-2709 


Energy abstracts for policy analysis., 
78-3130 


Weekly government abstracts., 78-2709 


*Power resources — Addresses, essays, 
lectures. 


Energy excerpts., 78-23218 
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Power resources — Alaska. 
The 1976 Alaska power survey ... 
port /, 78-8849 


Power resources — Bibliography. 
Energy conservation and resources., 78- 
359 


Energy crisis : an overview /, 


: a re- 


78-9290 


Power resources — Bibliography — 
Catalogs. 
Technical books & monographs., 78- 
20979 


Power resources — Bibliography — 
Periodicals. 
Energy; a continuing bibliography with 
indexes., 78-3611 
Energy abstracts for policy analysis., 
78-3130 


Power resources — Congresses. 

Index to conference titles : selected con- 
ferences cited in the ERDA data base, 
1972-1977 /, 78-6877 

*Power resources — Film catalogs. 

Energy films on conservation, environ- 
ment, fusion, general, geothermal, his- 
tory, nuclear, solar, transportation for 


television, schools, clubs, meetings., 
78-20475 


*Power resources — Great Plains. 
A socioeconomic profile of the northern 
Great Plains coal region /, 78-12369 


*Power resources — Iceland — Information 
services — United States. 

Information exchange on utilization of 
energy from geothermal sources 
agreement between the United States 
of America and Iceland signed at 
Reykjavik, November 12, 1973 and 
amending agreement signed at Ger- 
mantown and Reykjavik, December 
18, 1974 and January 20, 1975., 78- 
18421 


*Power resources — Information services. 
ERDA Energy Information Data Base : 
subject categories., 78-13174 


How to operate an energy advisory ser- 
vice .../, 78-20616 


Power resources — Information services — 

United States. 

Index to conference titles : selected con- 
ferences cited in the ERDA data base, 
1972-1977 /, 78-6877 

*Power resources — International 
cooperation. 

Egypt-United States cooperative energy 
assessment report on_ preliminary 
discussions February 14-22, 1978, 
Cairo, Egypt., 78-20458 

Power resources — Law and legislation — 

Cases — United States. 

Decision list - Federal Energy Adminis- 
tration, Office of Exceptions and Ap- 
peals., 78-3144 
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Power resources — Law and legislation — 
United States. 
Annual report - Federal Power Commis- 
sion., 78-17295 


Department of Energy fiscal year 1979 
authorization (energy production and 
supply) : hearings before the Subcom- 
mittee on Energy Production and 
Supply of the Committee on Energy 
and Natural Resources, United States 
Senate, Ninety-fifth Congress, second 
session, on S. 2692 ... April 13 and 14, 
1978., 78-22456 


The Energy industry competition and 
development act of 1977, S. 1927 : 
hearings before the Subcommittee on 
Antitrust and Monopoly of the Com- 
mittee on the Judiciary, United States 
Senate, Ninety-fifth Congress, first ses- 
sion, on S. 1927 and S. 1916 ..., 78- 
14375 


Energy Research and Development Ad- 
ministration : statutes and legislative 
histories /, 78-12167 


ERDA-—statutes and legislative histories., 
78-12167 


Federal energy guidelines., 78-3141 


Federal Power Commission annual re- 
port, 78-17295 


Inland energy development pact 
assistance act of 1977 : hearings be- 
fore the Subcommittee on Regional 
and Community Development of the 
Committee on Environment and Public 
Works, United States Senate, Ninety- 
fifth Congress, first session, on S. 1493 

. August 2, 1977, Washington D.C. 
[and] August 27, 1977, Alburquerque, 
N. Mex., 78-5640, 78-24647 


Legal-institutional implications of wind 
energy conversion systems (WECS)., 
78-2112 


National energy act : hearings before the 
Subcommittee on Energy and Power of 
the Committee on Interstate and 
Foreign Commerce, House of 
Representatives, Ninety-fifth Congress, 
first session ...., 78-2275 


Powerplant and industrial fuel use 
ference report to 
5146., 78-22645 


Public energy competition act : hearings 
before the Subcommittee on Energy 
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Media treatment of President Ford by 
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Measurements of surface-pressure and 
wake-flow fluctations in the flow field 
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report /, 78-20248 


Wind-tunnel pressure data at Mach num- 
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Experimental investigation of means for 
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Improved ultrasonic nondestructive test- 
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progress report, August 1, 1975 - July 
31,1976 /, 78-5474 

Pressure vessels — Welding. 

Residual stresses at girth-butt welds in 
pipes and pressure vessels : final report 
April 1, 1976-June 30, 1977 /, 78- 
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*Pressurized water reactors. 

Reactor containment analysis for BWR 
suppression systems quarterly 
progress report, January 5, 1976 - 
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terly progress report., 78-22350 


Technology, safety and costs of decom- 
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Pressurized water reactors reference 
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Standardized technical specifications for 
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Standardized technical specifications for 
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Durability and behavior of prestressed 
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Pretrial release and detention : hearings 
before the Subcommittee on Govern- 
mental Efficiency and the District of 
Columbia of the Committee on 
Governmental Affairs, United States 
Senate, Ninety-fifth Congress, second 
session, on H.R. 7747 ... January 31 
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Pretrial release or detention : hearings 
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on Judiciary and the Committee on the 
District of Columbia, House of 
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first session ..., 78-2251 
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Report of the National Heart, Lung, and 
Blood Advisory Council., 78-11217, 
78-11218 


*Price discrimination — United States. 

Recent proposals to amend the Robin- 
son-Patman Act : hearings before the 
Subcommittee on Antitrust, Con- 
sumers, and Employment of the Com- 
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Representatives, Ninety-fifth Congress, 
first session ... September 7 and 8, 
1977., 78-19229 

Price indexes. 

Relative importance of components in 
the consumer price index : December 
1976., 78-9219 

Price indexes — Periodicals. 

Chartbook on prices, wages, and produc- 

tivity., 78-3546 
Price, Melvin, 

Unveiling of a portrait of the Honorable 
Melvin Price ... : proceedings before 
the Committee on Armed Services, 
Wednesday, February 16, 1977., 78- 
8367 


*Price policy — United States. 
Energy policies : price impacts on the 
U.S. food system /, 78-19520 


*Price regulation — United States. 
Commodity program provisions under 
the Food and Agriculture Act of 
1977., 78-10322 
Dairy price policy : setting, problems, al- 
ternatives /, 78-12370 
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Prices — United States. 
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vey of users., 78-5125 
Library of Congress study on imports 
and consumer prices., 78-1151 
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CPI detailed report., 78-3529 


78-2896 
78-3539 
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78-3538 


Prices — United States — Statistics — 
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Tuesday spot market price indexes and 
prices., 78-3537 


Priday, Lester Bruce. 
Lester Bruce Priday : report to accom- 
pany H.R. 1446., 78-24763 
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The use of nonhuman primates in space : 
proceedings of a symposium held at 
Ames Research Center, Moffett Field, 
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An act to extend the authority for the 
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ty of the Federal Reserve system, and 
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Revision of the pelagic amphipod genus 
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*Printing — Standards — United States. 

Graphic standards system., 78-12853 
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Graphic industries 
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equipment in the 

78-19966 

Market research summary : graphic in- 
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Exhibitions. 
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Defense industrial base industrial 
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: hearings before the Joint Committee 
on Defense Production, Congress of 
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gress, second session ..., 78-22437 


Defense materials system and defense 
priorities system., 78-152 


DOD procurement practices., 78-22437 


Keeping defense programs on schedule., 
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*Prision — United States — Officials and 
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Prison employee unionism : the impact 
on correctional administration and 
programs /, 78-15672 

Prison discipline. 

Prisoner management and control /, 78- 
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Prison periodicals. 


Island lantern., 78-3506 


*Prison sentences — United States — 
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Determinate sentencing reform or 
regression? : proceedings of the Spe- 
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Prisoner management and control /, 78- 
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U.S. citizens in foreign jails on drug re- 
lated charges : hearing before the Sub- 
committee on Foreign Assistance of 
the Committee on Foreign Relations, 
United States Senate, Ninety-fifth Con- 
gress, first session October 14, 
1977., 78-16216 


*Prisoners — Employment — United States. 
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aspects of prison industry., 78-21645 


Study of the economic and rehabilitative 
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tasks and results., 78-24083 
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Providing the implementation of treaties 
for transfer of offenders to or from 


foreign countries : report to accom- 
pany S. 1682., 78-5781 


Transfer of offenders and administration 
of foreign penal sentences : hearings 
before the Subcommittee on Peniten- 
tiaries and Corrections of the Commit- 
tee on the Judiciary, United States 
Senate, Ninety-fifth Congress, first ses- 
sion on S. 1682 ... July 13 and 14, 
1977., 78-5626 


Transfer of offenders for the administra- 
tion of foreign penal sentences : report 
to accompany S. 1682., 78-5950 


Treaties for the transfer of offenders to 
or from foreign countries., 78-10168 


*Prisoners — Legal status, laws, etc. — 
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Prisoner transfer : treaty between the 
United States of America and Mexico 
signed at Mexico, November 25, 
1976., 78-21936 
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Civil and human rights in Oregon State 
prisons : a report of the Oregon Ad- 
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United States. 

Implementation of treaties for the 
transfer of offenders to or from foreign 
countries : hearings before the Sub- 
committee on Immigration, Citizen- 
ship, and International Law of the 
Committee on the Judiciary, House of 
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first session, on H.R. 7148 Sep- 
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Prisoner transfer : treaty between the 
United States of America and Mexico 
signed at Mexico, November 25, 
1976., 78-21936 


Recommended procedures for handling 
prisoner civil rights cases in the 
Federal courts : tentative report., 78- 
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*Prisoners — United States. 
Assessment of coeducational corrections 
/, 78-21672 


U.S. citizens in foreign jails on drug re- 
lated charges : hearing before the Sub- 
committee on Foreign Assistance of 
the Committee on Foreign Relations, 
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gress, first session October 14, 
1977., 78-16216 


Prisoners — United States — Accidents. 
Code of Federal regulations., 78-11144 
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Prisoners — United States — Statistics. 

Prisoners in state and Federal institu- 
tions., 78-17918 

Prisoners — United States — Statistics — 
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Statistical report. U.S. Department of 
Justice, Federal Prison System., 78- 
21679 

Prisoners’ writings — Periodicals. 

Island lantern., 78-3506 


*Prisons — Standards — United States. 
Draft Federal standards for corrections., 
78-17911 


Federal standards for corrections, draft., 
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*Prisons — United States. 
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Grievance mechanisms in State cor- 
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Housing Federal prisoners in non-Federal 
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A look at the Federal prison system., 
78-17901 


Prison population and policy choices /, 
78-7406 


Judicial administration, 


The role of prisons in society : hearings 
before the Subcommittee on Peniten- 
tiaries and Corrections of the Commit- 
tee on the Judiciary, United States 
Senate, Ninety-fifth Congress, first ses- 


sion, October 5 and 6, 
22529 


What can be done about overcrowding in 
long-term Federal correctional facili- 
ties : study by the staff of the U.S. 
General Accounting Office., 78- 
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1977., 78- 
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Overcrowding in correctional institutions 
: a selected bibliography /, 78-17914 
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National Institute of Corrections finan- 
cial management guidelines for gran- 
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Selected foreign national data protection 
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Data on Privacy act and Freedom of in- 
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enforcement agencies : report /, 78- 
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Patient privacy in VA health care facili- 
ties., 78-5437 

Planning and operating under the Privacy 
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Challenges of protecting personal infor- 
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puter network environment 
the Congress /, 78-25796 


A citizen’s guide on how to use the 
Freedom of Information Act and the 
Privacy Act in requesting government 
documents : thirteenth report /, 78- 
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Confidentiality and privacy : a report of 
the Commission on Federal Paper- 
work., 78-8195 


Electronic funds transfer and financial 
privacy : hearings before the Subcom- 
mittee on Financial Institutions of the 
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Urban Affairs, United States Senate, 
Ninety-fifth Congress, second session, 
on S. 2096 ... S. 2293 ... S. 1460 ... 
April 18 and 20 and May 17, 1978., 
78-26745 


Final report of the Privacy Protection 
Study Commission : joint hearing be- 
fore the Committee on Governmental 
Affairs, United States Senate and a 
subcommittee of the Committee on 
Governmental Operations, House of 
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first session, July 12, 1977., 78-5580 

Lawsuits against the Government relating 
to a bill to amend the Privacy act of 
1974 : Department of Justice : report 
of the Comptroller General of the 
United States., 78-1765 


78-8907 


system of 


Privacy act issuances., 


Privacy act 
25353 


Privacy issues and supplemental security 
income benefits : report of the Comp- 
troller General of the United States., 
78-6940 


records., 78- 


The Report of the Privacy Protection 
Study Commission [appendices]., 78- 
938 

VA’s new computer system has potential 
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ing benefits : report /, 78-25791 
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Annual report on the Privacy act of 
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Federal personal data systems subject to 
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*Private flying — Accidents. 

An epidemiologic investigation of occu- 
pation, age, and exposure in general 
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Private flying — United States. 
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utilization characteristics /, 
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78-5399 
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U.S. Customs guide for private flyers., 
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Operational system for predicting severe 
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An updated objective forecast technique 
for Colorado downslope winds /, 78- 
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78-14842 
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Probation and parole activities need to 
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systems., 78-15669 
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Role of the private sector in international 
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: report /, 78-21041 


World monetary conditions in relation to 
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Produce trade — Angola. 
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Agricultural trade development and 
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ture, Nutrition, and Forestry, United 
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House of Representatives, Ninety-fifth 
Congress, first session, on H.R. 6266 
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U.S. foreign agricultural trade statistical 
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*Product safety. 
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design : final report May 31, 1977 /, 
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Banned products., 78-24436 


The Consumer Product Safety Commis- 
sion needs to issue safety standards 
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Findings and recommendations on the 
Consumer Product Safety Commis- 
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programs /, 78-899 
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product safety program., 78-8151 


National Electronic Injury Surveillance., 
78-18833 
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NEISS : National Electronic Injury Sur- 
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program., 78-8151 
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78-2188 
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resource reference guide for teachers 
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Resource reference guide for teachers 
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*Product safety — Law and legislation. 
Better regulation through labeling., 78- 
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Handbook & standard for manufacturing 
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15 of the 
safety act., 78- 
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United States Senate, Ninety-fifth Con- 
gress, first session, on S. 1265, S. 
1267, and S. 1273, October 17, 1977., 
78-16227 


Administration of repair contracts needs 
improvement : General Services Ad- 
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ministration : report to the Congress /, 
78-1851 


Bid protests at GAO 
guide., 78-6978 


Circumstances surrounding solicitations 
and contract award to assist minority 
businesses : Department of Commerce 
: report of the Comptroller General of 
the United States., 78-1639 


Code of Federal regulations., 
78-8911, 78-11148 


Compensation of professional employees 
on service contracts : hearing before a 
subcommittee of the Committee on 
Government Operations, House of 
Representatives, Ninety-fifth Congress, 
second session, on H.R. 4873 ... March 
15, 1978., 78-19120 


Competition for negotiated government 
procurement can and should be im- 
proved : report to the Congress /, 78- 
4775 


a descriptive 


78-7034, 


Contract administration manual for con- 
tract administration § services., 78- 
12643, 78-16943 


Contract disputes : hearings before the 
Subcommittee on Administrative Law 
and Governmental Relations of the 
Committee on the Judiciary, House of 
Representatives, Ninety-fifth Congress, 
first session, on H.R. 664 and related 
bills ... November 10 and 11, 1977., 
78-19186 


Contract dredging : hearing before the 
Subcommittee on Water Resources of 
the Committee on Environment and 
Public Works, United States Senate, 
Ninety-fifth Congress, second session, 
on H.R. 7744 ... January 24, 1978., 
78-19211 


Contract dredging : report together with 
additional views to accompany H.R. 
7744., 78-16423 


Contracting for military exchange con- 
cessions : report of the Comptroller 
General of the United States., 78- 
15349 


Contracting for Navy ship repairs and 
overhaul—need for change : Depart- 
ment of Defense, Department of the 
Navy : report to the Congress /, 78- 
1863 


Contracting out of jobs and services : 
hearings before the Subcommittee on 
Employee Ethics and Utilization of the 
Committee on Post Office and Civil 
Service, House of Representatives, 
Ninety-fifth Congress, first session ..., 
78-12157 


Contracting with the United States De- 
partment of Transportation., 78-9551 





Cost principles applicable to grants and 
contracts with State and local govern- 
ments., 78c15379 


Development of a uniform reporting 
system for Federal consultants and 
contractors : hearings before the Sub- 
committee on Reports, Accountings, 
and Management of the Committee on 
Governmental Affairs, United States 
Senate, Ninety-fifth Congress, first ses- 
sion, on S. 619 ... September 13 and 
15, 1977., 78-9961 


FAA quality control system certification 
program., 78-5352 


Federal acquisition act of 1977 : hearings 
before the Subcommittee on Federal 
Spending Practices and Open Govern- 
ment of the Committee on Govern- 
mental Affairs, United States Senate, 
Ninety-fifth Congress, first session, on 
S. 1264 ..., 78-19124 


Federal agencies’ contracting for 
research and development in the 
private profitmaking sector : report of 
the Comptroller General of the United 
States., 78-1871 


Federal agencies should be given general 
multiyear contracting authority for 
supplies and services : report to the 
Congress /, 78-11139 


Federal Energy Administration's contract 
with the Advertising Council, Inc., for 
a public relations campaign on the 
need to save energy : report to the 
Chairman, Subcommittee on Energy 
and Power, House Committee on In- 
terstate and Foreign Commerce /, 78- 
13367 


Federal Supply Service not buying goods 
at lowest possible price : General Ser- 
vices Administration report to the 
Congress /, 78-1872 


Financial status of major acquisitions 
June 30, 1976 : report to the Congress 
/, 78-1870 


Government grantees as contractors of 
subcontractors within Local public 
works capital development and invest- 
ment act of 1976, 78-17907 


Guide to the Service contract act., 78- 
11652 


Inquiry into allegations made by the 
General Contractor’s Association of 


Sacramento, Inc. 
Defense., 78-1806 


Department of 


The labor surplus policy : is it effective 
in providing government contracts to 
high employment areas and jobs for 
the disadvantaged? : Departments of 
Defense and Labor, General Services 
Administration : report to the Con- 
gress /, 78-1891 
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Late payments to contractors by Federal 
agencies : hearing before the Select 
Committee on Small Business, United 
States Senate, Ninety-fifth Congress, 
first session ... Portland, Oreg., August 
26, 1977., 78-5656 

The Maritime Administration’s evalua- 
tion of the products of research and 
development contracts with private, 
profitmaking firms., 78-13369 


Minority business opportunities : U.S. 


Dept. of Transportation program., 
78-7687 


Minority contracting : joint hearing be- 
fore the Select Committee on Small 
Business, United States Senate, and the 
Subcommittee on Minority Enterprise 
and Genera! Oversight of the Commit- 
tee on Small Business, 
Representatives, Ninety-fifth Congress, 
second session ... February 6, 1978., 
78-19235 


Need to improve administration of a car- 
cinogen testing and carcinogenesis 
research contract report of the 
Comptroller General of the United 
States., 78-13316 


Need to improve AID’s project manage- 
ment and contracting practices and 
procedures : report /, 78-13333 

Opinion of the Attorney General of the 
United States., 78-17907 


An organized approach to improving 
Federal procurement and acquisition 


practices : report to the Congress /, 
78-4774 


Oversight hearing on the implementation 
of the Service contract act : hearing 
before the Subcommittee on Labor- 
Management Relations of the Commit- 


tee on Education and Labor, House of 


Representatives, Ninety-fifth Congress, 
second session ... August 10, 1978., 
78-26773 


Performance of dredging by contract : 
hearing before the Subcommittee on 
Water Resources of the Committee on 
Public Works and _ Transportation, 
House of Representatives, Ninety-fifth 
Congress, first session, on H.R. 7744 
... July 13, 1977., 78-1122 

Preliminary report on the revitalization 
of the Federal contract compliance 
program., 78-718 

Procurement : a report of the Commis- 
sion on Federal Paperwork., 78-8203 

Pubic contracts and property manage- 
ment, 78-8911 

Public contracts and property manage- 
ment, 78-7034, 78-11148 

Questions continue as to prices in con- 
tracting for architectural-engineering 
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services under the Environmental Pro- 
tection Agency construction grants 
program : report /, 78-25732 


Review of compliance with labor stan- 
dards for service contracts by Defense 
and Labor Departments : report of the 
Comptroller General of the United 
States., 78-13304 


Revitalization of the Federal contract 
compliance program., 78-718 
River and harbor work by contract : re- 


port to accompany H.R. 7744., 78- 
2314 


Rivers and harbors, improvements : [an 
act to amend the acts of Augusi 11, 
1888, and March 2, 1919, pertaining 
to carrying out projects for improve- 
ments of rivers and harbors by con- 
tract or otherwise]., 78-19374 


Service contract act., 78-11652 


Service contract act professionals 
hearings before the Subcommittee on 
Labor-Management Relations of the 
Committee on Education and Labor, 
House of Representatives, Ninety-fifth 
Congress, first session, on H.R. 314 
and H.R. 7388 ... June 14, 15, 1977., 
78-5551 


Should aircraft depot maintenance be in- 
house or contracted? 
revised criteria needed 
of Defense., 78-6927 


controls and 
Department 


Small business procurement expansion 
and simplification act : hearings before 
the Subcommittee on Government 
Procurement of the Select Committee 
on Small Business, United States 
Senate, Ninety-fifth Congress, second 
session, on S. 2259 ... February 7 and 
April 18, 1978., 78-22560 

Statewide services contract policy and 
practice manual., 78-520 


Ways to increase the number, type, and 
timeliness of 8(a) procurement con- 
tracts report of the Comptroller 
General of the United States., 78- 
13208 
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Bid opening report., 78-11864 
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Contract audit manual, 78-23033 


Defense contract audit manual., 78- 
2989, 78-23033 


Public contracts — United States — 


Management. 
A NHTSA procurement and contracts 


primer for contact technical managers 
/, 78-9803 
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Annual procurement report., 78-21847 


Consolidated list of persons or firms cur- 
rently debarred for violations of vari- 
ous public contracts acts incorporating 
labor standards provisions., 78-3213 

Public contracts — United States — 

Statistics. 

Annual procurement operations report., 
78-23399 

*Public defenders — United States. 

Evaluation design for public defender of- 

fices /, 78-9204 


Guide to establishing a defender system 
/, 78-24085 


How does your defender office rate? : 
self-evaluation manual for public de- 
fender offices /, 78-7414 


*Public depositaries — United States. 

Tax and loan accounts : report together 
with views of the Committee on 
Finance, to accompany H.R. 5675., 
78-10195 

Public health. 


Basic concepts of environmental health., 
78-7084 


Health implications of sewage treatment 
facilities /, 78-25642 


Health training resources material for 
Peace Corps volunteers., 78-10511 
Occupational diseases : a guide to their 
recognition /, 78-4874 
Public health — Abstracts — Periodicals. 


Clearinghouse on Health Indexes cumu- 
lated annotations, 78-3348 


Cumulated annotations - Clearinghouse 


on Health Indexes., 78-3348 


Public health — Administration. 

Problems in administration of two health 
grant projects in Region VIII: report /, 
78-25782 

*Public health — Africa. 

Growing awareness of population and 
health issues in Africa., 78-19216 

Report of the Honorable James H. 
Scheuer on the growing awareness of 
population and health issues in Africa 
/, 78-19216 

Public health — Africa, Central. 

Public health delivery systems in Central 
and West Africa : agreement between 
the United States of America and 
World Health Organization and other 
governments, opened for signature 
March 26, 1975 and amending agree- 
ment opened for signature June 22, 
1976., 78-2132 

Public health — Africa, West. 

Public health delivery systems in Central 

and West Africa : agreement between 
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the United States of America and 
World Health Organization and other 
governments, opened for signature 
March 26, 1975 and amending agree- 
ment opened for signature June 22, 
1976., 78-2132 
*Public health — Bibliography. 
Public health., 78-13383 


*Public health — Congresses. 
Changing national-subnational relations 
in health opportunities and con- 
straints /, 78-21222 


Public health — International cooperation — 
Periodicals. 


Annual report of international activities, 
78-17571 


National Institutes of Health annual re- 
port of international activities., 78- 
17571 


*Public health — Jamaica. 
Syncrisis; the dynamics of health., 78- 
17401 


Public health — Morocco. 
Syncrisis; the dynamics of health., 78- 
13425 


Public health — Periodicals — Bibliography. 
Current bibliography of epidemiology; a 
guide to the literature of epidemiology, 
preventive medicine, and_ public 
health., 78-13508 


*Public health — Research — United States. 

The National cancer program : hearing 

before a subcommittee of the Commit- 

tee on Government Operations, House 

of Representatives, Ninety-fifth Con- 
gress, first session., 78-12094 


Public health — Research grants — United 
States — Indexes — Periodicals. 
Research awards index., 78-13475 


*Public Health — U.S. — directories 
Grants for training, construction, medical 
libraries., 78-13476 


NIH grants for training, construction & 
medical libraries, 78-13476 


*Public health — United States. 

Better health care for America begins 
here : U.S. Health and Nutrition Ex- 
amination Survey : you are an impor- 
tant part of the picture., 78-11239 


Conditions for change in the health care 
system., 78-1951 


Fundamental improvements needed for 
timely promulgation of health program 
standards Department of Health, 
Education, and Welfare : report of the 
Comptroller General of the United 
States., 78-4687 


Health care services under the medicare 
program : hearings before a task force 
of the Subcommittee on Health, Com- 
mittee on Ways and Means, House of 
Representatives, Ninety-fifth Congress, 
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first session ... May 6, 1977, Cleve- 
land, Ohio; May 7, 1977, Cincinnati, 
Ohio., 78-1159 


Regional health needs assessment data 
book., 78-21118 


The swine flu program - an_un- 
precedented venture in _ preventive 
medicine : Department of Health, Edu- 
cation, and Welfare report to the 
Congress /, 78-4714 

Words into deeds implementing the 
Resources conservation and recovery 
act of 1976., 78-20690 


Public health — United States — 
Bibliography. 
Publications of the Bureau of Communi- 
ty Health Services., 78-13527 


Public health — United States — Finance. 
Health services amendments of 1978 : 
report /, 78-26931 


Problems in administration of two health 
grant projects in Region VIII : report /, 
78-25782 

Public health — United States — Periodicals. 

Health resources news., 78-3345 


Public health — United States — Statistical 
services. 
Facts at your finger tips — almost : a 
guide to sources of statistical informa- 
tion on major health topics., 78-8984 


Public health — United States — Statistical 
services — Periodicals. 
News of the Cooperative 
Statistics System., 78-3347 


Public health — United States — Statistics. 
Health characteristics by geographic re- 
gion, large metropolitan areas and 
other places of residence, United 
States, 1973-74 /, 78-7106 


Public health — United States — Statistics — 
Bibliography. 
Vital and health statistics., 


Health 


78-368 


Public health administration — Belgium. 
Health manpower policies in the Belgian 
health care system /, 78-8985 
Public health administration — Norway. 
Manpower in the health care system of 
Norway /, 78-8987 


*Public health administration — United 

States. 

Report to the Secretary of Health, Edu- 
cation and Welfare on fundamental 
improvements needed for timely 
promulgation of health program regu- 
lations : Department of Health, Educa- 
tion and Welfare., 78-13298 


Public health administration — United 
States — Data processing — Periodicals. 
Annual report - Parklawn Computer 

Center., 78-17588, 78-17589 


Up with data processing, 78-17589 





Public health advisory groups — United 
States — Directories. 
NIH public advisory groups; authority, 
structure, functions, members., 78- 
15403 


Public health advisory groups — United 

States — Periodicals. 

HRA, HSA, CDC, ADAMHA public ad- 
visory committees; authority, structure, 
functions, members., 78-3344 

Public health laboratories — United States 

— Directories. 

Directory of personnel responsible for 
radiological health programs., 78- 
7095, 78-23822 

Public health laws — United States. 

An act to amend the Public Health Ser- 
vice act to extend through the fiscal 
year ending September 30, 1978 ... to 
amend the Community mental health 
center act to extend it through the 
fiscal year ending September 30, 1978; 
to extend the assistance programs for 
home health services; and for other 
purposes., 78-10166 

Code of Federal regulations., 
78-21096 


78-17384, 


Compilation of selected acts within the 
jurisdiction of the Committee on In- 
terstate and Foreign Commerce 
prepared for the use of the House 
Committee on Interstate and Foreign 
Commerce., 78-12123 


Food, drug, and cosmetic act amend- 
ments of 1977 : hearings before the 
Subcommittee on Health and Scientific 
Research of the Committee on Human 
Resources, United States Senate, 
Ninety-fifth Congress, first session, on 
S. 1831 ... and related bills, July 26 
and 27, 1977., 78-22488 

Health services amendments of 1978 : 
report /, 78-26931 


Health services extension and primary 
health care act of 1978 : report to ac- 


78-19479 

Hospital survey and construction act with 
amendments contains of the 
79th through the 94th, 2d session, 
Congresses /, 78-9834 

National Institutes of Health Care 
Research act of 1978 : hearing before 
the Subcommittee on Health and 
Scientific Research of the Committee 
on Human Resources, United States 
Senate, Ninety-fifth Congress, second 
session, on §S. 2466 February 7, 
1978., 78-26807 


company S. 2474., 


laws 


The National Institutes of Health Care 
Research act of 1978 : report to ac- 
company S. 2466., 78-19467 
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Voluntary family planning services, 
population research, and sudden infant 
death syndrome amendments of 1978 : 
report of the Committee on Human 
Resources, United States Senate, to ac- 
company S. 2522., 78-19454 

*Public health nursing. 

The new nurse in industry : a guide for 
the newly employed 
health nurse /, 78-17627 

*Public health nursing — Study and 
teaching. 

The development and implementation of 
a curriculum model for community 
nurse practitioners., 78-13548 

Public health personnel — In-service 
training. 

Problem solving in EPSDT 
guide B/, 78-531 


*Public health personnel — Poland. 
Health manpower in the socialist health 
care system of Poland /, 78-15439 


Public health personnel — United States — 

Directories. 

Directory of personnel responsible for 
radiological health programs., 78- 
7095, 78-23822 

Public health research — Research grants — 

United States — Periodicals. 

Public Health Service grants and awards., 
78-13474, 78-23759 


Public housing — California — Los Angeles 
— Evaluation. 
A profile of the crime problem in Wil- 
liam Nickerson Jr. Gardens, Los An- 
geles, Calif., 78-7182 


occupational 


training 


Victimization, fear of crime and altered 
behavior a profile of the crime 
problem in William Nickerson Jr. 
Gardens, Los Angeles, California /, 
78-7182 

*Public housing — Georgia — Atlanta. 

The construction and demolition of the 
Rockdale Apartment Project, Atlanta, 
Ga. : hearing before the Subcommittee 
on Housing and Community Develop- 
ment of the Committee on Banking, 
Finance and Urban Affairs, House of 
Representatives, Ninety-fifth Congress, 
second session, February 22, 1978., 
78-22407 


Public housing — Massachusetts — Boston 

— Finance. 

Problems in multifamily subsidized hous- 
ing in Boston : hearings before the 
Committee on Banking, Housing, and 
Urban Affairs, United States Senate, 
Ninety-fifth Congress, first session ... 
Boston, April 18, 1977., 78-980 

Public housing — Ohio — Akron. 

Acquisition of public housing by the 
Akron Metropolitan Housing Authori- 
ty, Akron, Ohio : Department of Hous- 
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ing and Urban Development /, 78- 
1785 
*Public housing — United States. 

Housing for low income families : HUD’s 
new section 8 housing assistance pay- 
ments program., 78-17681 

HUD’s new section 8 housing assistance 
payments program., 78-1768! 


Low-income public housing moderniza- 
tion pogram processing handbook., 
78-11358 

Low-income public housing moderniza- 
tion program handbook., 78-11357 


Management of housing., 78-7181 


Office of General Counsel, 78-11340 


The valuation analysis handbook for pro- 
ject mortgage insurance., 78-11340 


Welfare reform and housing programs 
hearings before the Committee on 
Banking, Housing, and Urban Affairs, 
United States Senate, Ninety-fifth Con- 
gress, first session ... 
tember 8 and 9, 1977., 


August 8, Sep- 

78-14298 

*Public housing — United States - 

Evaluation. 

Section 236 rental housing : an assess- 
ment of HUD’s comments on GAO's 
evaluations : report /, 78-21055 

Public housing — United States — Finance. 

Direct loan program for the elderly or 
handicapped., 78-17702 

Low-rent housing financing handbook., 
78-11359 

Mortgage insurance for the purchase or 
refinancing of 
housing projects., 


existing multifamily 
78-17701 


Project fiscal procedures., 78-11337 


Summary of the Housing and community 
development act of 1977., 78-540 


Public housing — United States - 
— Handbooks, m Is, etc. 
Additional assistance program for pro- 

jects with HUD-insured or HUD-held 
mortgages., 78-11336 


Finance 





Housing assistance payments program., 

78-11336 
Public housing — United States — 

Management. 

Management of HUD-insured multifamily 
projects under Section 221(d)(3) and 
Section 236 of the National housing 
act., 78-11335 


*Public housing — United States — Social 
aspects. 

Distressed Hud-subsidized multifamily 
housing projects : hearings before the 
Committee on Banking, Housing, and 
Urban Affairs, United States Senate, 
Ninety-fifth Congress, first session 
October 14 and 17, 1977., 78-9913 
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Periodicals. 
Annual report - National Capital Housing 
Authority., 78-25379 


Public housing in transition, 78-25379 


Public institutions — Law and legislation — 

United States. 

Civil rights of institutionalized persons : 
hearings before the Subcommittee on 
the Constitution of the Committee on 
the Judiciary, United States Senate, 


Ninety-fifth Congress, first session, on 
S. 1393 ..., 78-5623 


Civil rights of institutionalized persons : 
report of the Committee on the Judici- 
ary, United States Senate, on S. 1393 
together with minority views., 78- 
24889 


Public institutions — United States. 
Code of Federal regulations., 78-7030 


Parks, forests, and public property, 78- 
7030 


Public libraries — United States — Finance. 
Library services and construction act 
amendments of 1977 : conference re- 

port to accompany S. 602., 78-2315 


Library services and construction act 
amendments of 1977 : hearings before 
the Subcommittee on Education, Arts, 
and Humanities of the Committee on 
Human Resources, United States 
Senate, Ninety-fifth Congress, first ses- 
sion, on S. 602 ... Washington, D.C., 
March 9, 1977, New York, N.Y., 
March 18, 1977, Providence, R.I., 
March 19, 1977., 78-2271 


Public libraries — United States — Statistics. 
Survey of public libraries, LIBGIS 1, 
1974 /, 78-7067 


Public officers — Directories. 

Reference aid, Chiefs of State, and 
cabinet members of foreign govern- 
ments., 78-3653 

Public opinion — Australia. 

Australian public opinion on foreign in- 
vestment and trade., 78-5083 

Australian public opinion on regional 
alignment and _ U.S.-Australian 
tions., 78-13824 


Australian public opinion on the Pre- 
sident’s forthcoming visit to China., 
78-5080 


Public opinion in Australia on U.S. 
standing and President Nixon’s USSR 
visit., 78-5087 

Public opinion — China. 

Media treatment of President Ford by 

the People’s Republic of China : Au- 


gust 8, 1974-November 7, 1975., 78- 
5092 


rela- 
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*Public opinior. — Colombia. 
Opinions regarding foreign investment in 
Colombia., 78-13834 


Public opinion — Europe. 
European views of the United States in 
mid-1976., 78-7383 


*Public opinion — Europe, Western. 
European views of NATO after the 
Italian election., 78-13832 


General and educated opinion on inter- 
national economic issued in western 
Europe and Japan., 78-7373 

Public opinion — France. 

French public opinion on significant in- 

ternational issues., 78-7378 


French public opinion on the President’s 
forthcoming visits to China and the 
USSR., 78-5077 


Public opinion in France on U.S. stand- 
ing and President Nixon’s USSR visit., 
78-5086 

Public opinion — Germany, West. 

Public opinion in West Germany on U.S. 
standing and the forthcoming USSR 
visit., 78-5084 

U.S. standing in West Germany between 


the President’s China and USSR visits., 
78-13836 


West German public opinion on some in- 
ternational issues., 78-13822 
Public opinion — Great Britain. 
British public opinion on the President’s 


forthcoming visits to China and the 
USSR., 78-5078 


U.S. standing in Britain between the Pre- 
sident’s China and USSR visits., 78- 
13835 

Public opinion — India. 

Attitudes of Indian university graduates 

toward India’s nuclear test., 78-5096 


Public opinion — Israel. 
Israeli opinion following the disengage- 
ment agreement with Syria 
1974., 78-5095 


June 


Israeli opinion on issues affecting peace 
negotiations : August 1974., 78-5097 


Public opinion in Israel on U.S. standing 
and the President’s USSR visit., 78- 
5089 


Public opinion — Italy. 
The image of American society among 
Italian influentials., 78-7385 


Italian public opinion on the President’s 
forthcoming visits to China and the 
USSR., 78-5079 


Public opinion in Italy on U.S. standing 
and the forthcoming USSR visit., 78- 
5082 
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General and educated opinion on inter- 
national economic issued in western 
Europe and Japan., 78-7373 


Japanese public opinion on the Pre- 
sident’s forthcoming visits to China 
and the USSR., 78-5075 


Public opinion in Japan : awareness and 
expectations from President Nixon’s 
visit to China., 78-5091 


Public opinion in Japan on U.S. standing 
and the forthcoming USSR visit., 78- 
5085 


Public opinion — Kenya. 
Public opinion in Nairobi, Kenya on U.S. 
standing and the USSR visit., 78- 
5090 


Relevance of the American experience to 
Kenyan audiences., 78-7366 


*Public opinion — Latin America. 
Latin American food-population exhibit : 
an evaluation., 78-15640 


*Public opinion — Russia. 
Five Soviet views of the American 
Revolution /, 78-13825 


Soviet writings on the “first”? American 
Revolution and the Bicentennial /, 
78-7382 

Public opinion — Spain. 

Some indicators of Spanish public 
opinion on issues relating to the U.S. 
and Western Europe., 78-5094 


*Public opinion — United States. 

Assessment of public opinion and public 
expections concerning the Government 
and the economy : hearing before the 
Subcommittee on Economic Growth 
and Stabilization of the Joint 
Economic Committee, Congress of the 
United States, Nineth-fifth Congress, 
first session, June 22, 1977., 78- 
12067 


Changing public attitudes on govern- 
ments and taxes : a Commission sur- 
vey, 1977., 78-14233 


Expressing concern about the recent acts 
of repression by the government of the 
Republic of South Africa : report to 
accompany H. Con. Res. 388., 78- 
10148 


The police and public opinion : an analy- 
sis of victimization and attitude data 
from 13 American cities /, 78-2091 


Public attitudes toward the U.N. : hear- 
ing before the Subcommittee on Inter- 
national Operations of the Committee 
on Foreign Relations, United States 
Senate, Ninety-fifth Congress, first ses- 
sion ... July 27, 1977., 78-14322 


Public opinion about crime the at- 
titudes of victims and nonvictims in 
selected cities /, 78-678 





Public opinion — Venezuela. 

Public opinion in Caracas, Venezuela re- 
garding U.S. standing and the Pre- 
sident’s forthcoming visit to the 
USSR., 78-5088 


Venezuelan opinion on nationalization of 
oil and attitudes toward foreign invest- 
ment., 78-17876 


Public opinion — Washington, D.C., region. 
Results of an opinion survey concerning 
the limited operations of the Concorde 
supersonic airplane at Dulles Interna- 
tional Airport., 78-7874 


*Public policy (Law) — United States. 
Public policy and technology transfer : 
viewpoints of U.S. business., 78- 
24285 


*Public prosecutors — United States — 
States. 
State and local prosecution and civil at- 
torney systems., 78-21670 
Public records — Law and legislation — 
United States. 
Education : report of the Commission on 
Federal Paperwork., 78-2211 


Paperwork and the Older Americans act 
: problems of implementing accounta- 
bility : staff information paper /, 78- 
22370 

The Report of the Privacy Protection 
Study Commission [appendices]., 78- 
938 

*Public records — Law and legislation — 

United States — Statistics. 

Availability of census records about in- 
dividuals., 78-14856 


Factfinder for the Nation : availability of 
census records about individuals., 78- 
14856 


Public records — United States. 
History of paperwork reform efforts : a 
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hearing before the Subcommittee on 
Livestock and Grains of the Commit- 
tee on Agriculture, House’ of 
Representatives, Ninety-fifth Congress, 
first session, on H.R. 2521, February 
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Veto of H.R. 2521 : message from the 
President of the United States ...,  78- 
10100 

Rabbits — Inspection — United States. 
Meat and poultry inspection regulations., 
78-2533 
Rabies — United States — Statistics — 
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Rabies surveillance report, 
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78-3355 
78-3355 
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Zoonoses surveillance., 
Zoonosis surveillance., 


Race — Statistics. 
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July 1, 1973 and 1975, 78-12477 
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Race discrimination — United States. 
Annual report - Community Relations 
Service., 78-26252 


Hearing before the United States Com- 
mission on Civil Rights : hearing held 
in Corpus Christi, Texas August 17, 
1976., 78-6317 


Hearing before the United States Com- 
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in Denver, Colorado February 17-19, 
1976., 78-6318 


Hearing before the United States Com- 
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1977., 78-6320 


Hearing before the United States Com- 
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Hearing before the United States Com- 
mission on Civil Rights : hearing held 
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78-6325 


Hearing before the United States Com- 
mission on Civil Rights : hearings held 
in Louisville, Kentucky, June 14-16, 
1976., 78-6321 
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Perceptions of equal opportunity and 
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the business community., 78-7432 
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National urban recreation studies : Mil- 
waukee, Racine., 78-24072 


*Racketeering — United States. 

Racketeering in the sale and distribution 
of cigarettes : hearing before the Sub- 
committee on Criminal Laws and 
Procedures of the Committee on the 
Judiciary, United States Senate, 
Ninety-fifth Congress, first session, on 
S. 1487, October 21, 1977., 78- 
19193 


Racketeering in the sale and distribution 
of cigarettes : report to accompany S. 
1487., 78-22640 
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Analytical determination of 
TACAN/DME system performance in 
a DABS environment /, 78-15984 


ATCRBS antenna modification kit /, 
78-7987 


ATCRBS improvement program reflector 
antenna development /, 78-11911 


A comparison of present day ATCRBS 
performance with that of the proposed 
ATCRBS/DABS /, 78-18750 


Computer simulations of ATCRBS 
processing equipment for use with the 
AIMS and transient effects per- 
formance prediction models /, 78- 
18710 


The development of an ATCRBS 
monopulse measurement capability at 
the Transportation Systems Center : 
fiscal year 1974 /, 78-11909 


Measurement of the ATCRBS suface in- 
terrogation environments at Chicago 
O'Hare and Los Angeles International 
Airports /, 78-8002 


A preliminary evaluation of the ATCRBS 
signal format for the BCAS data link /, 
78-9679 


A review and analysis of the Litchford 
beacon collision avoidance system /, 
78-18728 


Stagger/destagger modification for the air 
traffic control radar beacon system /, 
78-18704 


Summary of transponder data, June 1975 
through August 1976 /, 78-8015 

Test and evaluation of ATCRBS elec- 
tronic scan antenna : ( field environ- 
ment test) /, 78-15975 


Test and evaluation of the air traffic con- 
trol radar beacon system electronic 
scan antenna : (specification tests) /, 
78-18706 
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Test and evaluation of the beacon 
processing subsystem of the automated 
radar terminal system (ARTS Ill) all- 
digital tracking level system /, 78- 
11915 

*Radar. 

Absolute calibration of the RADSCAT 
scatterometer using precision spheres / 
William L. Grantham, Lyle C. 
Schroeder, and John L. Mitchell 
Langley Research Center., 78-11678 


Analysis of problems in the application 
of radar sensors to automotive colli- 
sion prevention 
/, 78-9788 


Collision avoidance radar _ braking 
systems investigation : Phase II study /, 
78-18787 


: (Executive summary) 


Detection of moisture 
materials /, 78-10765 

A fidelity and stability investigation of 
solid-state transceiver modules /, 78- 
25336 

An improved algorithm for 
processing /, 78-10843 

Improved azimuth and heading estimates 


using range and azimuth measurements 
/, 78-10831 


MTI noise integration loss /, 


in construction 


adaptive 


78-25346 
Radar microwave link pilot system up- 
grade and evaluation /, 78-9704 
*Radar — Antennas. 
Angle measurements for 
array radars /, 78-23187 
Antenna tilting experiments over radar 
microwave links /, 78-8012 
ARSR-2 radar dual feedhorn antenna 
modification /, 78-15971 
ATCBI SLS_ omnidirectional antenna 


group : type I system FA-8044, serial 
nos. 1-37., 78-7887 


broad-beam- 


ATCRBS improvement program reflector 
antenna development /, 78-11911 


High-resolution radar scattering charac- 
teristics of a disturbed sea surface and 
floating debris /, 78-25345 


Improvement to doppler VOR sideband 
antenna monitor, type FA-8142 /, 78- 
7980 


Investigation into the capability of moni- 
toring a phased open-array antenna /, 
78-16001 

An investigation into the capability of 


monitoring the NADIF antenna /, 78- 
11913 


Non-Rayleigh sea clutter : properties and 
detection of targets /, 78-25324 


RTA TACAN antenna modification for 
azimuth performance /, 78-18745 
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78-11914 

Test and evaluation of the air traffic con- 
trol radar beacon system electronic 
scan antenna : (specification tests) /, 
78-18706 

*Radar — Antennas — Testing. 

Test and evaluation of ATCRBS elec- 
tronic scan antenna : ( field environ- 
ment test) /, 78-15975 

Radar — Bibliography. 
Radar and radio., 78-13399 
Radar — Data processing. 

Evaluation of the production improved 
radar quantizer group modifaction to 
the production common digitizer /, 
78-7981 

Radar — Equipment and supplies. 

Commander’s manual : defense acquisi- 

tion radar crewman., 78-205 


Defense acquisition radar crewman 
commander’s manual., 78-205 


Radar — Handbooks, manuals, etc. 
Field artillery radar systems., 78-25176 


Radio & radar reference data., 78-4400 


Radar — Interference. 
Evaluation of a correlation-sensitive au- 
tomatic clutter eliminator /, 78-8011 


Performance of a _ correlation-sensitive 
radar detection technique /, 78- 
15993 


*Radar — Maintenance and repair — Study 
and teaching. 

Soldier’s manual : Vulcan/FAAR system 
mechanic [MOS 24M]., 78-15059 

Vulcan/FAAR system mechanic, MOS 
24M., 78-15059 

Radar — Repairing. 

The US Army Missile and Munitions 
Center and School Apprenticeship 
Program for the trade of electronics 
technician (radar)., 78-4429 

Radar — Study and teaching. 

Commander’s manual : defense acquisi- 
tion radar crewman., 78-205 

Commander’s manual : FA 
crewman, MOS 17B., 78-20152 

Defense acquisition radar crewman 
commander’s manual., 78-205 


MOS 17B., 78- 
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FA radar crewman, 
20152 


FA radar crewman, skill level 3., 78- 
20154 


Soldier’s manual : MOS17B : FA radar 
crewman, skill level 3., 78-20154 
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TS-148 radar test set training : final- 
training program for 24 June 1974 -23 
September 1975 /, 78-10854 

Radar — United States — Installation on 
ships — Periodicals. 

Cutter Radar Project newsletter., 78- 
3799 


*Radar air traffic control systems. 
The aeronautical radar video map : a 
necessary tool for the air traffic con- 
troller /, 78-19926 


Air route surveillance radar (ARSR-3) 
standard drawings., 78-18669, 78- 
26588 


Air traffic control radar beacon system 
(ATCRBS) improvement program 
(RIS: AF 6360-2)., 78-5359 


Airspace configuration and 
evaluation configuration and 
procedures : terminal ATC digital dis- 


play systems errors, ARTS Ill /, 78- 
18721 


An analysis of radio frequency surveil- 
lance systems for air traffic control /, 
78-7986, 78-15980 


ARSR-2 radar dual feedhorn antenna 
modification /, 78-15971 


Assessment of the performance of an ac- 
tive ATCRBS mode for beacon colli- 
sion avoidance /, 78-5409 


separation 


ATC/airborne CAS compatibility : an 
analysis of field derived data /, 78- 
15976 


ATC radar controller : soldier’s manual., 
78-6442 


ATCBI SLS_ omnidirectional antenna 


group : type I system FA-8044, serial 
nos. 1-37., 78-7887 


ATCRBS antenna modification kit /, 
78-7987 


ATCRBS improvement program reflector 
antenna development /, 78-11911 


Automated radar terminal system, ARTS 
Il : preliminary site adaption plan., 
78-7872 


A comparison of present day ATCRBS 
performance with that of the proposed 
ATCRBS/DABS /, 78-18750 


Computer simulations of ATCRBS 
processing equipment for use with the 
AIMS and transient effects per- 
formance prediction models /, 78- 
18710 


The development of an ATCRBS 
monopulse measurement capability at 
the Transportation Systems Center : 
fiscal year 1974 /, 78-11909 

Direct access radar channel 
specification., 78-9681 
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The evaluation of two rank-order quan- 
tizers as modifications to the common 
digitizer /, 78-18709 


An investigation into the capability of 
monitoring the NADIF antenna /, 78- 
11913 


Long range radar compatibility analysis 
in the 1300-1350 MHz frequency band 
/, 78-870 


Maintenance of NAS enroute stage A - 
air traffic control system., 78-18668 


Measurement of the ATCRBS suface in- 
terrogation environments at Chicago 
O’Hare and Los Angeles International 
Airports /, 78-8002 


Performance and flight tests of the type 


1 flight inspection monitor (FIM-1) /, 
78-7989 


Plan view display (PVD) background 
lighting /, 78-11910 


A preliminary evaluation of the ATCRBS 
signal format for the BCAS data link /, 
78-9679 


Radar microwave link pilot system up- 
grade and evaluation /, 78-9704 


Radar monitor /, 78- 
15990 


performance 


A review and analysis of the Litchford 
beacon collision avoidance system /, 
78-18728 


Soldier’s manual : ATC radar controller., 
78-6442 


Specification : direct access radar chan- 
nel (DARC)., 78-9681 


Stagger/destagger modification for the air 
traffic control radar beacon system /, 
78-18704 


Surveillance and data link enhancement 
program /, 78-22166 


Test and evaluation of ATCRBS elec- 
tronic scan antenna : ( system test) /, 
78-11914 


Test and evaluation of the air traffic con- 
trol radar beacon system electronic 
scan antenna : (specification tests) /, 
78-18706 


*Radar air traffic control systems — Data 
processing. 
Comparison testing of an analog and 
digital rank order quantizer /, 78- 
18727 


Controller/computer interface with an 
air-ground data link /, 78-15985 


Terminal information processing system 
concept testing (control tower) /, 78- 
15997 


Radar air traffic control systems — 
Specifications. 
Specification : site construction of an air 
route surveillance radar facility 
(ARSR-3)., 78-862 
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*Radar defense networks — Handbooks, 
manuals, etc. 

Ground surveillance radar crewman for 
skill levels 4/5., 78-10727 

Soldier's manual : ground surveillance 
radar crewman for skill levels 4/5., 
78-10727 

*Radar in aeronautics. 

Flight service station system moderniza- 
tion : hearing before the Subcommittee 
on Aviation of the 
Public Works and _ Transportation, 
House of Representatives, Ninety-fifth 
Congress, first session, on H.R. 7699 
... October 3, 1977., 78-14399 

Flight test and evaluation of MDEC 
(McDonnell Douglas Electronics Cor- 
poration) collision avoidance system /, 
78-15977 


Committee on 


Performance of 
radar 
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detection technique /, 78- 
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Assessment of the performance of an ac- 
tive ATCRBS mode for beacon colli- 
sion avoidance /, 78-5409 

A flight investigation of system accura- 
cies and operational capabilities of a 
general area navigation systems /, 78- 
16019 

GSFC short pulse radar, JONSWAP-75 /, 
78-9344 

Non-Rayleigh sea clutter : properties and 
detection of targets /, 78-25324 
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tegrated with PRANS marine position- 
ing system /, 78-16026 

Study of the performance of aids to 
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theory approach /, 78-26635 
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Airspace configuration and 
evaluation configuration and 
procedures : terminal ATC digital dis- 
play systems errors, ARTS Ill /, 78- 
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separation 


Evaluation of a remote weather 
display /, 78-22195 

Plan view display (PVD) 
lighting /, 78-11910 

*Radar meteorology. 

An analysis of weather spectra variance 
in a tornado storm /, 78-10577 

A comparison of the frequency distribu- 
tion of four-hour totals of manually 
digitized radar data with flooding over 
a portion of the southeastern United 
States /, 78-4161 

Evaluation of a remote weather radar 
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Computer software for the assessment of 
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Radar meteorology — Tropics — Atlases. 


GATE international meteorological radar 
atlas /, 78-1472 


*Radar meteorology — United States. 
Radar weather observations., 78-19887 


Radar operators — Certification. 

The US Army Air Defense School ap- 
prenticeship program for the trade of 
electronic technician (radar)., 78- 
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Radar operators — Education. 

Commander’s manual : defense acquisi- 

tion radar crewman., 78-205 


Defense acquisition radar crewman 
commander’s manual., 78-205 


*Radar operators — Handbooks, manuals, 
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FA radar crewman, skill level 1/2., 78- 
20153 


Soldier’s manual : MOS 17B, FA radar 
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*Radar operators — Vocational guidance. 
The US Army Intelligence Center and 
School apprenticeship program for the 
trade of electronic technician (radar)., 
78-20217 
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Performance of a range-ambiguous MTI 

and doppler filter system /, 78-25325 
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*Radiation. 

The Environmental Protection Agency 
needs Congressional guidance and sup- 
port to guard the public in a period of 
radiation proliferation : report to the 
Congress /, 78-13202 

An instrument for non-invasive mAs 
measurement /, 78-17592 

Radiation — Dosage. 

Age-specific radiation dose commitment 
factors for a one-year chronic intake /, 
78-8187 

Dental x-ray data., 78-15432 

Ichiban : radiation dosimetry for the sur- 
vivors of the bombings of Hiroshima 
and Nagasaki /, 78-23590 
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NEXT : medical x-ray data., 78- 
15431 
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operations /, 78-21796 


Radiological quality of the environment 
in the United States, 1977., 78-4581 


*Radiation — Dosage — Computer 
programs. 

BEIRMOD, a computer program for cal- 
culating the effects of exposure to 
ionizing radiation /, 78-18917 

*Radiation — Dosage — Data processing. 

Computer program for organ doses in 

diagnostic radiology /, 78-21266 


*Radiation — indexes 
BRH publications index., 78-7093 


Radiation — Instruments. 

Formerly utilized MED/AEC sites 
remedial action program : radiological 
survey of site A, Palos Park Forest 
Preserve, Chicago, Illinois., 78-25393 


Formerly utilized MED/AEC sites 
remedial action program : radiological 
survey of the former Vitro Rare Metals 
Plant, Canonsburg, Pennsylvania., 78- 
12786 


Formerly utilized MED/AEC _ sites, 
remedial action program : final report., 
78-25392 


Radiological survey of site A, Palos Park 
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78-25393 


Radiological survey of the Ashland Oil 
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Radiological survey of the former Linde 
Uranium Refinery, Tonawanda, New 
York., 78-25392 


Radiological Survey of the former Vitro 
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Radiological survey of the Seaway Indus- 
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Radiation — Measurement. 

Formerly utilized MED/AEC sites 
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Formerly utilized MED/AEC _ sites, 
remedial action program : final report., 
78-25392 

Formerly utilized MED/AEC _ sites 
remedial action program : radiological 
survey of the Middlesex Sampling 
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tation and data validation /, 78-4154 


Radiation — Physiological effect. 
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cinogenic properties of ionizing and 
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The effects of nuclear weapons /, 78- 
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Radiation health and safety : hearings be- 
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look at FDA’s program to protect the 
American consumer from radiation., 
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Agency to protect the public from en- 
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Information on inspection and enforce- 
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American National Standard N433.1 
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Safe design and use of self-contained, dry 
source storage gamma _irradiators 
(Category 1), 78-25025 
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Radiological defense instructor workshop 
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Radiation — Safety regulations — United 
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The Bureau of Radiological Health : a 
look at FDA’s program to protect the 
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A look at FDA’s program to protect the 
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Ichiban : radiation dosimetry for the sur- 
vivors of the bombings of Hiroshima 
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the Eastern United States /, 78-23538 


Do not order from index; see indicated entry 





Radiation dosimetry — History. 
Ichiban : radiation dosimetry for the sur- 
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Congress, first session ... Septembr 27, 
28, and October 4, 1977., 78-19155 


The legislative history of the railroad 
retirement and railroad unemployment 
insurance systems /, 78-26438 


Local rail service continuation assistance 
: hearings before the Subcommittee on 
Transportation and Commerce of the 
Committee on Interstate and Foreign 
Commerce, House of Representatives, 
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the National Bureau of Standards, 
Boulder, Colorado, October 3-4, 1977 
/, 78-19754 


*Refrigeration and refrigerating machinery 
— Maintenance and repair. 
The refrigeration-11 plant : an evaluation 
of residue formation and chemical 
cleaning methods /, 78-25348 


*Refrigeration and refrigerating machinery 
— Safety measures — United States. 
What to do when your home freezer 
stops /, 78-14548 


Refrigeration and refrigerating machinery 
— Statistics — Periodicals. 
Air-conditioning and refrigeration equip- 

ment, including warm air furnaces., 
78-12467 


*Refrigeration and refrigerating machinery 

— Vocational guidance. 

The US Army Engineer School ap- 
prenticeship program for the trade of 
Refrigeration/Air conditioning 
repairer-servicer., 78-10743 


Refrigerator ships. 
Unitized versus hand loading of van con- 
tainers for exporting Florida grapefruit 
/, 78-3971 


*Refrigerators — Maintenance and repair. 
Refrigerator and freezer doors., 78- 
11988 


*Refrigerators — Safety measures. 
Refrigerator and freezer doors., 78- 
11988 


*Refugees — Asia, Southeastern. 


Final report to the President., 78-11801 


Supplemental appropriation for refugee 
assistance : communication from the 
President of the United States ...,  78- 
8403 


Refugees — Cyprus. 
Displaced persons in Cyprus : report of a 
Special Study Mission to Cyprus /, 
78-8325 


Refugees — Education — United States. 

A manual for Indochinese refugee educa- 

tion, 1976-1977 /, 78-7050 
Refugees — Indochina. 

Domestic resettlement of Indochinese 
refugees - struggle for self-reliance : 
Department of State, Department of 
Health, Education, and Welfare : re- 
port to the Congress /, 78-4690 


Indochinese refugees program processing 
guide., 78-24096 





A manual for Indochinese refugee educa- 
tion, 197611977 /, 78-7050 


Report to Congress., 78-11158 


Refugees — Indochina — Addresses, essays, 
lectures. 
Admission of 15,000 Indochinese : 
ment /, 78-9495 


Refugees — Indochina — Statistics. 
Research and statistics note., 78-8933 


Supplemental security income payments 
to Indochina refugees, January 1976, 
78-8933 

Refugees — Israel. 

U.S. assistance provided for resettling 

Soviet refugees : Departments of State 


and Justice : report to the Congress /, 
78-4729 


*Refugees — Legal status, laws, etc. — 
United States. 
Indochina migration and _ refugee 
assistance act of 1977 : report to ac- 
company S. 2108., 78-10201 


Indochina refugee children’s assistance 
act amendments of 1977 : hearing be- 
fore the Committee on Human 
Resources United States Senate, 
Ninety-fifth Congress, first session on 
S. 2108 ... September 22, 1977., 78- 
9964 


Refugees — Russia. 


state- 


U.S. assistance provided for resettling 


Soviet refugees : Departments of State 
and Justice : report to the Congress /, 
78-4729 

Refugees — United States. 

Domestic resettlement of Indochinese 
refugees - struggle for self-reliance : 
Department of State, Department of 
Health, Education, and Welfare : re- 
port to the Congress /, 78-4690 

Final report to the President., 78-11801 

78-6520 
78-11158 


Refugees — United States — Statistics. 
Research and statistics note., 78-8933 


Supplemental security income payments 
to Indochina refugees, January 1976, 
78-8933 

Refugees — Vietnam. 

Operation new arrivals., 


Operation new arrivals., 


Report to Congress., 


78-6520 


Refugees, Political — Legal status, laws, etc. 

— United States. 

An act to authorize the creation of a 
record of admission for permanent re- 
sidence in the cases of certain refugees 
from Vietnam, Laos, or Cambodia, 
and to amend the Indochina migration 
and refugee assistance act of 1975 ..., 
78-5873 


Extension of Indochina 
assistance program 


refugee 
: hearings before 
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the Subcommittee on Immigration, 
Citizenship, and International Law of 
the Committee on the Judiciary, House 
of Representatives, Ninety-fifth Con- 
gress, first session, on H.R. 9133, and 
H.R. 9134, and H.R. 9110 


Sep- 
tember 23 and 27, 1977., 


78-12146 
Indochinese refugees program processing 
guide., 78-24096 


Refuse and refuse disposal. 

Biological conversion of organic refuse 
to methane : final report covering the 
period July 1, 1973 to November 30, 
1976 /, 78-1593 


Final environmental impact statement : 
waste management operations, Idaho 
National Engineering 
Idaho., 78-330 


Management of gas and leachate in land- 
fills ; proceedings of the third Annual 
Municipal Solid Waste Research Sym- 
posium held at St. Louis, 
March 14, 15 and 16, 
1552 


Laboratory, 


Missouri, 
1977 /, 78- 


A method of manure disposal for a beef 
packing operation first 
technical report /, 78-1570 

Operation breakthrough site management 
systems and pneumatic trash collection 
: executive summary /, 78-15248 


Idaho 


interim 


Waste management 
National Engineering Laboratory, 
Idaho final environmental impact 
Statement., 78-330 

Refuse and refuse disposal — Abstracts. 

Monthly abstracts bulletin, 78-3105 


78-3105 


operations, 


Solid waste management., 


Refuse and refuse disposal — Bibliography. 
Environmental information resources for 
state and local elected officials 
waste., 78-4567 


78-4567 


: solid 


Solid waste., 


Refuse and refuse disposal — Bibliography 
— Periodicals. 
Available information 

12870, 78-23446 


materials, 78- 


Solid waste management., 
78-23446 


*Refuse and refuse disposal — C 
programs. 

Computerized slope stability analysis of 
refuse piles and impoundments by the 
simplified Bishop method /, 78- 
21614, 78-26229 


Refuse and refuse disposal — Congresses. 
Proceedings of the Fifth National Con- 
gress : waste management technology 


and resource and energy recovery., 
78-240 


78-12870, 
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Refuse and refuse disposal — Economic 
aspects — Illinois — Chicago. 
Economics of municipal 

management : 
25576 


Refuse and refuse disposal — Handbooks, 
manuals, etc. 
Solid waste management., 


solid waste 
the Chicago case, 78- 


78-25105 


*Refuse and refuse disposal — Information 
services. 
Worldwide solid waste literature 
tion/retrieval services available from 
EPA /, 78-10922 


Refuse and refuse disposal — Law and 

legislation — United States. 
Oversight-Resource conservation and 
recovery act of 1976 : hearings before 
the Subcommittee on Transportation 
and Commerce of the Committee on 
Interstate and Foreign Commerce, 
House of Representatives, Ninety-fifth 
Congress, first session ... April 26, May 
18 and 19, 1977., 78-5603 


: collec- 


Public meeting on the Resource conser- 
vation and recovery act of 1976; subti- 
tle C, hazardous waste management, 
October 13 and 14, 1977, St. Louis, 
Missouri : transcript., 78-17082, 78- 
17083 


*Refuse and refuse disposal — Management. 
Areawide waste treatment management 
planning., 78-25595 


*Refuse and refuse disposal — New Jersey 

— Jersey City. 

Evaluation of the refuse management 
system at the Jersey City operation 
breakthrough site /, 78-17135 

Refuse and refuse disposal — United States. 

Improving military solid waste manage- 
ment : economic and environmental 
benefits : report to the Congress /, 
78-1810 


Joint public meeting on the development 
of regulations for the transportation of 
hazardous waste, October 26, 1977, 
Des Plaines, Illinois : transcript /, 78- 
25613 


Public meeting of the Resource Conser- 
vation Committee on solid waste 
product charge issue, November 17, 
1977, Washington, D.C. : transcript /, 
78-25614, 78-25615, 78-25616 

Solid waste facts., 78-20693 


Words into deeds implementing the 
Resources conservation and recovery 
act of 1976., 78-20690 


Refuse and refuse disposal — United States 

— Congresses. 

Symposium on Physical-Chemical Treat- 
ment from Municipal and Industrial 
Sources, Taft Center, Cincinnati, Ohio, 
November 12-14, 1975 : addenda /, 
78-17057 
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*Refuse as fuel. 
Antimony, arsenic, and mercury in the 
combustible fraction of municipal solid 
waste /, 78-24014 


Biological conversion of organic refuse 
to methane : final report covering the 


period July 1, 1973 to November 30, 
1976 /, 78-1593 


Energy conservation, waste utilization 
research and development plan : ap- 
pendix C /, 78-25489 

Refuse as fuel — Bibliography. 

Organic fuels /, 78-9293 


Refuse compactors — Noise control — 

United States. 

Information in support of the proposed 
regulation for truck-mounted solid 
waste compactors /, 78-4580 

Regeneration (Biology) 

Natural regeneration of northern hard- 
woods in the northern Great Lakes /, 
78-8526 

*Regional economics. 

The BEA economic areas : structural 
changes and growth, 1950-73., 78- 
19984 

*Regional medical programs — United 

States. 

Regional health needs assessment data 
book., 78-21118 


Regionalization & health policy /, 78- 
7103 
*Regional planning. 
Human resource and regional economic 


development : a staff report /, 78- 
22912 


Involving citizens in metropolitan region 
transportation planning., 78-7748 


Land use impacts of rapid transit : impli- 


cations of recent experience /, 78- 
9591 


Regional planning — Abstracts — 
Periodicals. 


Urban technology., 78-2704 


Weekly government abstracts., 78-2704 


Regional planning — Alaska. 
Alaska Multiple Use Advisory Board 
minutes, December 9 & 10, 1976, 
Anchorage, Alaska., 78-7350 


Alaska village workshops on Alaska Na- 
tional interest lands legislation /, 78- 
16203 


Regional planning — Appalachian 
Mountains. 
Annual report - Appalachian Regional 
Commission., 78-18831 
Regional planning — Bibliography — 
Periodicals. 


Housing and planning references., 
3382 
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*Regional planning — California — Orange 

County. 

Aliso Water Management Agency re- 
gional wastewater treatment system., 
78-20774 

Final environmental impact statement : 
Aliso Water Management Agency re- 
gional wastewater treatment system /, 
78-20774 


*Regional planning — Chicago. 

Final environmental impact statement for 
the tunnel component of the tunnel 
and reservoir plan (TARP) proposef 
by the Metropolitan Sanitary District 
of the Greater Chicago, mainstream 
tunnel system, 59th Street to Addison 
Street /, 78-20767 


Tunnel component of the tunnel and 

reservoir plan proposed by _ the 
Metropolitan Sanitary District of 
Greater Chicago., 78-20767 


Regional planning — Citizen participation. 
Citizen participation : building a con- 
stituency for public policy /, 78- 
25847 
*Regional planning — Colorado. 
Draft environmental statement 
authorized Fruitland Mesa project, 
Colorado., 78-26163 


Fruitland Mesa project, Colorado., 78- 
26163 


*Regional planning — Colorado — El Paso 
County. 
Final environmental statement; Palmer 
Lake Sanitation District, Palmer Lake,, 
78-20773 


Palmer Lake Sanitation District., 78- 
20773 


*Regional planning — Colorado — Granby. 
Draft environmental impact statement on 
wastewater treatment facilities, Granby 
Sanitation District, Granby, Colorado 
.. /, 78-20780 


Wastewater treatment facilities, Granby 
Sanitation District., 78-20780 


*Regional planning — Idaho. 
Challis grazing unit., 78-23975 


Draft supplemental environmental state- 
ment on a revised range management 


program for the Challis planning unit., 
78-23975 


Revised range management program for 
the Challis grazing unit /, 78-23975 


*Regional planning — Illinois — Chicago. 
Draft environmental impact statement ; 
tunnel component of tunnel and reser- 
vior plan proposed by the the 
Metropolitan Sanitary District of 
Greater Chicago, mainstream tunnel 


system, 59th Street to Addison /, 78- 
20777 
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Tunnel component of the tunnel and 
reservoir plan (TARP) proposed by 
the Metropolitan Sanitary District of 
Greater Chicago., 78-20777 


*Regional planning — lowa — Des Moines 
region. 
Des Moines 208 areawide waste treat- 
ment management., 78-20768 


Final environmental impact statement for 
the Des Moines 208 areawide waste 
treatment management plan, Des 
Moines metropolitan area, Dallas, 
Polk, and Warren Counties, Iowa /, 
78-20768 


*Regional planning — Mathematical models. 

Growth effects of major land use projects 
ed /, 78-12829, 78-15234, 78- 
17048 


*Regional planning — Nebraska — Scotts 

Bluff County. 

Draft environmental impact statement 
for the proposed expansion of existing 
wastewater treatment facilities at 
Scottsbluff, Gering, and Terrytown, 
Scotts Bluff County, Nebraska /, 78- 
20781 


Proposed expansion of existing waste- 
water treatment facilities, Scottsbluff, 
Gering & Terrytown, Nebraska., 78- 
20781 


*Regional planning — Ohio — Delaware 

County. 

Final environmental impact statement for 
the Delaware County, Ohio Board of 
Commissioners, Olentagy Environmen- 
tal Control Center and Interceptor 
System /, 78-20771 


Olentagy Environmental Control Center 
and Interceptor System., 78-20771 


*Regional planning — Oregon — Lincoln 
County. 


Bay to Bay Sanitary District., 78-20776 


Draft environmental statement, waste- 
water treatment systems for the Bay- 
to-Bay Sanitary District, Lincoln Coun- 
ty, Oregon .../, 78-20776 


Final environmental impact statement, 
wastewater treatment systems for the 
Southwest Lincoln County Sanitary 
District ... /, 78-20770 


Southwest Lincoln County Sanitary Dis- 
trict., 78-20770 


Wastewater treatment systems for the 
Bay to Bay Sanitary District., 78- 
20776 

Regional planning — Pennsylvania. 

Study of the feasibility of a regional rail- 
road system for northwest Pennsyl- 
vania /, 78-9590 


*Regional planning — Southwest, Old. 
Economic development action plan., 
78-22352 





Regional planning — United States. 

Annual report - Economic Development 
Administration., 78-19808, 78- 
19809 

Federally assisted areawide planning - 
need to simplify policies and practices 
: Office of Management and Budget 
and other Federal agencies : report to 
the Congress /, 78-1766 

Perspectives on prime lands 
background papers for Seminar on the 
Retention of Prime Lands, July 16-17, 
1975 /, 78-14545 


Regional boundaries study /, 78-18956 


Regional development and plan evalua- 
tion : the use of input-output analysis 
/, 78-16508 

Regionalism revisted : recent areawide 
and local responses : a brief update of 
the Commission’s series of reports on 
substate regionalism and the Federal 
system, published 1973-74., 78-896 

Regionalization & health policy /, 78- 
7103 


Regional planning — United States — 
Abstracts — Periodicals. 
Urban & regional technology & develop- 
ment., 78-2705 


Weekly government abstracts., 78-2705 


Regional planning — United States — 
Congresses. 
Proceedings of the conference : air quali- 
ty impact analysis for application in 
land use and transportation planning, 


June 24-26, 1974, Berkeley, California 
/, 78-23425 


Regional planning — United States — 
Mathematical models. 
The interrelationships of transportation 


development and land development /, 
78-9605 


Regional planning — Utah — Washington 
County. 
Department of the Interior final environ- 
mental statement on grazing manage- 
ment in the Dixie Resource Area Hot 


Desert /, 78-26116 


Grazing management in_ the 
Hot 


Dixie 
Resource Desert., 78- 


26116 


Area 


“Regional planning — Virginia — 

Chesterfield County. 

Draft environmental impact statement : 
upgrading and expansion of the Falling 
Creek wastewater treatment facility, 

Chesterfield County, Virginia /, 78- 

20779 

Upgrading and expansion of the Falling 


Creek wastewater treatment facility., 
78-20779 
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Regional planning — Washington 
metropolitan area — Periodicals. 
Quarterly review of commission 

proceedings., 78-3621 

*Regional planning — Washington (State) — 
King County. 

Final environmental statement for Orton 
Road _ Interceptor, King County, 
Washington /, 78-20772 

Orton Road Interceptor., 78-20772 


Regionalism — United States. 

Regionalism revisted : recent areawide 
and local responses : a brief update of 
the Commission’s series of reports on 
substate regionalism and the Federal 
system, published 1973-74., 78-896 

Registers of births, etc. — United States — 

Directories. 

Where to write for birth and death 
records, United States and outlying 
areas., 78-23832 

Rego Park, N.Y. — Office buildings. 

Further improvements to a_ building 
leased for the Social Security Adminis- 
tration should not be made if the ac- 
tivities will be consolidated elsewhere : 
Department of Health, Education, and 
Welfare, General Services Administra- 
tion report of the Comptroller 
General of the United States., 78- 
1811 


*Regression analysis. 
HIER-GRP: a computer program for the 
hierarchical grouping of 
equations /, 78-25365 


Predicting job difficulty in high aptitude 
career ladders with standard score 
regression equations : interim report 
for the period of April 1971 - 28 
February 1977 /, 78-20437 


A procedure for estimating enrollment 
and cost factors at potential AFROTC 
host-sites : interim technical memoran- 
dum for period February 1975 - June 
1975 /, 78-15149 


An updated objective forecast technique 
for Colorado downslope winds /, 78- 
14917 


regression 


*Regression analysis — Computer programs. 
Automatic interaction detector-version 4 
(AID)-4 reference manual addendum 
1 : final report for period October 
1973-April 1977 /, 78-20440 
Rehabilitation — Law and legislation — 

United States. 

Rehabilitation extension amendments of 
1977 : hearings before the Subcommit- 
tee on the Handicapped of the Com- 
mittee on Human Resources, United 
States Senate, Ninety-fifth Congress, 
first session, on S. 1712 ... and S. 1596 

78-8299 
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Rehabilitation — United States. 
Federal assistance for programs serving 
the handicapped., 78-1914 


Review of programs for the handicapped, 
1977 : hearings before the Subcommit- 
tee on the Handicapped of the Com- 
mittee on Human Resources, United 
States Senate, Ninety-fifth Congress, 
first session ..., 78-2270 

Rehabilitation — United States — 

Bibliography. 

Quarterly indices - Rehabilitation Ser- 
vices Administration, 78-3259 


Rehabilitation Services Administration 
quarterly indices., 78-3259 


Rehabilitation — United States — 
Periodicals. 


American rehabilitation., 78-3252 


Annual report of the U.S. Department of 
Health, Education, and Welfare to the 
President and the Congress on federal 
activities related to the administration 
of the Rehabilitation act of 1973 as 
amended., 78-13430 


Programs for the 
3239 


Rehabilitation — United States — States — 
Statistics — Periodicals. 
State vocational rehabilitation agency., 
78-13431 


Rehabilitation, Rural — Appalachian region. 
Appalachia., 78-3825 


Rehabilitation, Rural — United States. 
Energy policy and strategy for rural 
development : hearings before the Sub- 
committee on Rural Development of 
the Committee on Agriculture, Nutri- 
tion, and Forestry, United States 
Senate, Ninety-fifth Congress, first ses- 
sion ..., 78-5497 
Rehabilitation nursing. 
Commander’s manual : physical therapy 
specialist., 78-1530 


Physical therapy specialist 
manual., 78-1511, 78-20160 


handicapped., 78- 


soldier's 


Physicial therapy 
mander’s manual., 


specialist 
78-1530 


com- 


Soldier’s manual : 
cialist., 78-1511 


physical therapy spe- 

Soldier’s manual 91J10/20, physical 
therapy specialist, skill levels 1/2 /, 
78-20160 

*Rehabilitation of criminals. 

Treaty with Mexico on the execution of 
penal sentences and Treaty with 
Canada the execution of penal sen- 
tences : report together with individual 


views to accompany Ex. D, 95-1 and 
Ex. H., 95-1., 78-11955 
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*Rehabilitation of criminals — Maryland — 

Montgomery County. 

Exemplary project: Montgomery County 
work release/pre-release program., 
78-15663 

Montgomery County work release/pre- 
release program : Montgomery Coun- 
ty, Maryland., 78-15663, 78-21652 

*Rehabilitation of criminals — United 

States. 


Treatment programs for sex offenders /, 
78-15662 


Rehabilitation of juvenile delinquents — 
Colorado — Denver. 
Exemplary project: Project New Pride, 
Denver, Colorado., 78-667 
Project New Pride: Denver, Colorado /, 
78-667 


*Rehabilitation of juvenile delinquents — 

United States. 

Cost and service impacts of deinstitu- 
tionalization of status offenders in ten 
States : ““Responses to angry youth”’ /, 
78-15653 


Learning disabilities : the link to 
delinquency should be determined, but 
schools should do more now, Depart- 
ments of Justice and Health, Educa- 
tion, and Welfare : report to the Con- 
gress /, 78-4673 

Little sisters and the law., 78-15658 
78-15653 


Rehabilitation research — United States — 
Handbooks, manuals, etc. 
Grants administration; 

manual., 78-3237 


Grants administration manual, 


Responses to angry youth., 


Dept. _ staff 


78-3237 
*Reinforced concrete. 
Internally sealed concrete material 


characterization and heat treating stu- 
dies /, 78-18592 


*Reinforced concrete — Corrosion. 
Sampling and testing for chloride ion in 
concrete /, 78-22092 
*Reinforced concrete construction — Safety 
regulations — United States. 
Reliability basis of load and resistance 
factors for reinforced concrete design 
/, 78-14878 
*Reinforced concrete construction — 
Standards — United States. 
Reliability basis of load and _ resistance 
factors for reinforced concrete design 
/, 78-14878 
*Reinforced plastics. 
MM&T, pultruded composite structural 
elements /, 78-23171 
*Reinforced plastics — Testing — Data 
processing. 
Guidelines for the generation and use of 
data in military handbook 17A, part 1 
/, 78-23035 
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*Relaxation. 
Plain talk about the art of relaxation., 
78-17644 


*Release timer. 

Versatile release timer for free vehicle 

instrumentation /, 78-4157 
Reliability (Engineering) — Computer 
programs. 

FRANTIC : a computer code for time 
dependent unavailability analysis /, 
78-8188 

*Religions — Handbooks, manuals, etc. 

Religious requirements and practices of 
certain selected groups : a handbook 
for chaplains /, 78-20210 

Religious liberty — El Salvador. 

Religious persecution in El Salvador : 
hearings before the Subcommittee on 
International Organizations of the 
Committee on International Relations, 
House of Representatives, Ninety-fifth 
Congress, first session, July 21 and 29, 
1977., 78-1080 


*Religious liberty — United States. 
American Indian religious freedom 
hearings before the United States 
Senate Select Committee on Indian Af- 
fairs, Ninety-fifth Congress, second 
session, on S.J. Res. 102 ... February 
24 and 27, 1978., 78-19139 


American Indian religious freedom : re- 


port to accompany H.J. Res. 738., 
78-26947 


Joint resolution, American Indian reli- 
gious freedom., 78-27021 


Native Americans’ right to believe and 
exercise their traditional native reli- 
gions free of Federal Government in- 
terference : report to accompany S.J. 
Res. 102., 78-14536 


*Relocation (Housing) — United States. 
Changes needed in the Relocation act to 
achieve more uniform treatment of 
persons displaced by Federal programs 
: report to the Congress /, 78-13283 
Relocation policies and procedures., 
78-11307 


Relocation of the Town of Nelson, Tioga 

County, Pennsylvania. 

Environmental information supplement 
to the Cowanesque Lake EIS : reloca- 
tion of the Town of Nelson, Tiog2 
County, Pennsylvania., 78-25283 

Remarriage — United States — Statistics. 

Marriage, divorce, widowhood, and 
remarriage by family characteristics, 
June 1975, 78-4047 


Population characteristics., 78-4047 


Remedial teaching. 
The effects of 
development., 


services. on 
78-415 


student 
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*Remote control. 

Evaluation of radio remote control 
systems for airport visual aids /, 78- 
9709 

*Remote sensing. 

Techniques for using Diazo materials in 
remote sensor data analysis /, 78- 
18230 


*Remote sensing — Data processing. 
MIDAS, prototype Multivariate Interac- 
tive Digital Analysis System for large 
area earth resources surveys /, 78- 
21837 


*Remote sensing systems. 


Aerial sensor specialist., 78-20192 


Application of photographic remote sen- 
sors to an environmental management 
problem., 78-6492 


Comparison of four unattended ground 
sensor displays /, 78-214 

Earth resources information systems : re- 
port /, 78-10022 


Earth resources technology 
ERTS/LANDSAT, data., 


satellite, 
78-19891 


Evaluation of the correlation spectrome- 
ter as an era SO,monitor /, 78-8738 


Fallout predictions computed from satel- 
lite derived winds /, 78-20323 


Laboratory measurements of radiance 
and reflectance spectra of dilute pri- 
mary-treated sewage sludge /, 78- 
26360 


Landsat policy issues still unresolved : re- 
port to the Congress /, 78-21058 


Morphological analysis of underwater 
sensing for Coast Guard applications /, 
78-26639, 78-26640 


Morphological analysis of underwater 
sensing for Coast Guard applications : 
appendix C /, 78-26641 


A nomogram for computing optical den- 
sity contrast., 78-6493 


A procedure for detection and measure- 
ment of interfaces in remotely 
acquired data using a digital computer 
/, 78-9320 


Procedures for the systematic evaluation 
of remote sensor performance and 
quantitative mission planning /, 78- 
25226 

Quantitative analysis of aircraft mul- 
tispectral-scanner data and mapping of 
water quality parameters in the James 
River in Virginia /, 78-18262 

Remote sensing for earth resources 
agreement between the United States 
of America and Brazil effected by 
exchange of notes signed at Brasilia 
May 26, 1976 with memorandum of 


understanding and_ related letters 





signed at Brasilia May 14, 1976., 78- 
2120 


Remote sensing of accumulated frazil 
and brash ice in the St. Lawrence 
River /, 78-4454 

Soldier’s manual : aerial sensor specialist 
(OV-1D) for skill levels 1/2/3/4, MOS 
96H., 78-20192 


The use of remote sensing devices for 
acquiring data for environmental 
management purposes : Report 2, ap- 
plication of photographic remote sen- 
sors to an environmental management 
problem /, 78-6492 


The use of remote sensing systems for 
acquiring data for environmental 
management purposes : Report 3, a 
nomogram for computing optical den- 
sity contrast /, 78-6493 


*Remote sensing systems — Bibliography. 
Remote sensing : an overview /, 78- 
9299 


Remote sensing systems — Handbooks, 
manuals, etc. 
Commander’s manual 

specialist., 78-8700 
Ground surveillance radar crewman for 
skill levels 4/5., 78-10727 
Remote sensor specialist for skill levels 
1/2/3., 78-6467 


Soldier’s manual : ground surveillance 
radar crewman for skill levels 4/5., 
78-10727 


Soldier’s manual : remote sensor spe- 
cialist for skill levels 1/2/3., 78-6467 


remote sensor 


Renal insufficiency — Economic aspects — 
United States. 
Review of Medicare payments to renal 


physicians 
method of 
12190 


*Rendering industry — Environmental 
aspects. 

Economic analysis of proposed effluent 
guidelines : independent rendering seg- 
ment of the meat industry /, 78- 
12859 


under the alternative 
reimbursement /, 78- 


Renegotiation of government contracts — 
United States. 
Annual report - Renegotiation Board., 
78-18371 2 


Extension of the Renegotiation act 
hearings before the Committee on 
Banking, Housing, and Urban Affairs, 
United States Senate, Ninety-fifth Con- 
gress, first session, on S. 1594 and 
H.R. 5959 ...., 78-5525 


Renegotiation abeyance act of 1978 : re- 


port together with additional views to 
accompany S. 2791., 78-19400 
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Renegotiation Board regulations under 
the Renegotiation Act of 1951., 78- 
3659 


Renegotiation exemption act report 
together with additional views to ac- 
company S. 2790., 78-19399 

Renegotiation of government contracts — 

United States — Cases. 

Policies and procedures of the 
Renegotiation Board a review of 
selected cases: areport/, 78-8248 

*Renewable natural resources. 

Systems study of fuels from sugarcane, 
sweet sorghum, and sugar beets /, 78- 
20797 

Renewable natural resources — Law and 
legislation — United States. 

An act to direct the Secretary of Agricul- 
ture to carry out forest and rangeland 
renewable resources research, and for 
other purposes., 78-27008 


Forest and _ rangeland renewable 
resources research act of 1978 : report 
to accompany S. 3034., 78-27048 


Renewable resources extension act of 


1978 report to accompany H.R. 
11779., 78-26927 


Renewable resources extension act of 
1978 : report to accompany S. 3035., 
78-27049 


*Renewable natural resources — United 
States. 
Final environmental statement & renewa- 
ble resource program, 1977-2020., 
78-12372 


Forest and rangeland renewable 
resources research act of 1978 : report 
to accompany H.R. 11778., 78-26925 


Implementation of the Forest and range- 
land renewable resources planning act 
of 1974: report /, 78-14274 


Summary : a summary of a renewable 
resource assessment and a_ recom- 
mended renewable resource program : 
as required by the Forest and range- 
land renewable resources planning act 
of 1974., 78-12373 


Summary of a renewable resource assess- 
ment and a recommended renewable 
resource program., 78-12373 


*Renewable natural resources — United 

States — Congresses. 

Integrated inventories of renewable natu- 
ral resources proceedings of the 
workshop : January 8-12, 1978, Tuc- 
son, Arizona., 78-16641 


1976  inter-university 
renewable 


symposium on 
resource assessment and 
programming : executive summarty., 
78-14748 
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Rent charges — United States. 

The General Services Administration’s 
rental rates (standard level 
charges) for Federal agencies 
78-25806 

*Rent subsidies — United States. 

Housing for low income families : HUD’s 
new section 8 housing assistance pay- 
ments program., 78-17681 

HUD’s new section 8 housing assistance 
payments program., 78-17681 


Lower income housing assistance pro- 
gram (section 8) : interim findings of 
evaluation research., 78-13579 

Section 236 rental housing : an evalua- 
tion with lessons for the future : report 
to the Congress /, 78-11136 

Rental housing — United States 

Integrating the handicapped 
housing., 78-9023 

Rental and cooperative housing for lower 
income families., 78-11341 


Study and evaluation of integrating the 
handicapped in HUD housing /, 78- 
9023 

*Repairing — Amateurs’ manuals. 

Simple home _ repairs, outside., 78- 

14563 


user 
: study /, 


in HUD 


*Repairing — Equipment and supplies — 

Catalogs. 

Miscellaneous maintenance and 
shop _ specialized 
20119 

Repairing — Handbooks, manuals, etc. 

F&E systems repairman., 78-25185 


repair 
equipment., 78- 


*Repairing fabrics. 
Commander’s manual : fabric repairman, 
MOS 43M., 78-20171 


Fabric MOS 43M., 78- 
20171 


repairman, 


*Repairing trades — Vocational guidance. 
Aircraft powertrain 


repairer/nondestructive _inspector., 
78-10735 


Fabric repairman., 78-10703 


Soldier’s manual 
repairer/ 
MOS 68B, 
10735 


aircraft powertrain 
nondestructive inspector, 
skill levels 1/2/3., 78- 


Soldier's manual : 
78-10703 


The US Army Engineer School ap- 
prenticeship program for the trade of 
electrician repairer., 78-10745 

The US Army Engineer School ap- 
prenticeship program for the trade of 
Refrigeration/Air conditioning 
repairer-servicer., 78-10743 


fabric repairman., 
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*Repairing trades — Vocational guidance — 
Handbooks, manuals, etc. 
Aircraft pneudraulic repairer, MOS 68H, 
skill levels 1/2/3., 78-12692 
Fabric repairman, MOS 43M skill levels 
1 and 2., 78-10702 


LCSS test specialist/lance repairer, MOS 
27B, skill level 3 : soldier’s manual., 
78-12664 


Soldier’s manual : aircraft pneudraulic 
repairer, MOS 68H, skill levels 1/2/3., 
78-12692 


Soldier’s manual fabric repairman, 
MOS 43M skill levels 1 and 2., 78- 
10702 


Reparation — United States. 

Compensating victims of violent crime : 
potential costs and coverage of a na- 
tional program /, 78-17921 

Repellents. 

Be safe from insects in recreation areas /, 

78-24949 
Report writing. 


Report writing., 78-1496, 78-6335 


that analyze effects of 
proposed programs on arms control 
need improvement : report to the Con- 
gress /, 78-6948 

Tactical SIGINT reporting., 

78-7698 


Reporters and reporting. 
Analysis of news agency coverage of the 
U.S. supplied to the Near East and 
North Africa /, 78-7363 


Analysis of newspaper coverage of the 
U.S. in the Near East, North Africa 
and South Asia /, 78-7364 

Representation in administrative 
proceedings — United States — 

Periodicals. 

Service organizations’ representative cur- 
rently recognized in the presentation 
of claims before the VA., 78-24423 


Statements 


78-16946 
Writing guide /, 


Reproduction — Bibliography. 
Population sciences., 78-3321 
Reproduction — Indexes. 


Population sciences., 78-3321 


Reptiles — Llanos Orientales, Colombia and 
Venezuela. 
Breeding biology of the  spectacled 
caiman, Caiman crocodilus crocodilus, 
in the Venezuelan Llanos /, 78-654 
Reptiles — Reproduction. 
Breeding biology of the  spectacled 
caiman, Caiman crocodilus crocodilus, 
in the Venezuelan Llanos /, 78-654 
Reptiles — The West — Geographical 
distribution. 
Distribution of mammals, reptiles, and 
amphibians by BLM -physiographic re- 
gions and A.W. Kuchler’s associations 
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for the eleven western states /, 78- 
657 
Reptiles — Venezuela. 
Breeding biology of the  spectacied 
caiman, Caiman crocodilus crocodilus, 
in the Venezuelan Llanos /, 78-654 
*Requisitions, Military. 
DAAS : Defense automatic addressing 
system., 78-12581 
Defense automatic addressing system., 
78-12581 


Foreign military sales (FMS) customer 
procedures., 78-20131 


MILSTRIP foreign military sales (FMS) 
customer procedures., 78-20131 


Quartermaster equipment repairman., 
78-10695 


Soldier’s manual MOS 63J quarter- 
master equipment repairman, _ skill 
level one/two., 78-10695 

Rescue work. 

If defense and civil agencies work more 
closely together, more _ efficient 
search/rescue and coastal law enforce- 
ment could follow : report to the Con- 
gress /, 78-1833 

Research. 

The A.I.D. research program 1962-1971 
: project objectives and results., 78- 
791 

*Research — abstracts 

Energy research abstracts., 

78-25395 


ERDA energy research abstracts., 78- 
3133 


*Research — Antarctic regions — Costs. 

Financing research in Antarctica : tighter 
control of logistic support costs needed 
: report to the Committee on Foreign 
Relations, United States Senate /, 78- 
11126 

*Research — Collected works. 

Science, technology, and the modern 
Navy thirtieth anniversary, 1946- 
1976 /, 78-15125 

Thirtieth anniversary, 1946-1976 
science, technology, and the modern 
Navy., 78-15125 


78-16969, 


*Research — Economic aspects — Egypt. 
Science and technology research : agree- 
ment between the United States of 
America and Egypt, signed at Cairo, 


March 29, 1977., 

*R ch — Ec 
States. 

Science and technology research : agree- 

ment between the United States of 


America and Egypt, signed at Cairo, 
March 29, 1977., 78-24309 


78-24309 
ic aspects — United 
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Research — Economic aspects — United 

States — Addresses, essays, lectures. 

A review of the relationship between 
research and development and 
economic growth/productivity /, 78- 
15804 

Research — France. 

European oversight trip : report of the 
Committee on Science and Technolo- 
gy, U.S. House of Representatives, 
Ninety-fifth Congress, first session., 
78-1129 

Research — Germany, West. 

European oversight trip : report of the 
Committee on Science and Technolo- 
gy, U.S. House of Representatives, 
Ninety-fifth Congress, first session., 
78-1129 

Research — Great Britain. 

European oversight trip : report of the 
Committee on Science and Technolo- 
gy, U.S. House of Representatives, 
Ninety-fifth Congress, first session., 
78-1129 


*Research — indexes. 
Government reports annual index., 78- 
16825 


Research — International cooperation. 

International activities of the Energy 
Research and Development Adminis- 
tration : hearing before a subcommit- 
tee of the Committee on Government 
Operations, House of Representatives, 
Ninety-fifth Congress, first session, 
May 12, 1977., 78-1040 


Research — Law and legislation — United 

States. 

A Legislative history of the National 
science and technology policy, or- 
ganization, and priorities act of 1976 /, 
78-8258 


Research — Outer space. 
Applications of space flight in materials 
science and technology /, 78-25023 


*Research — periodical. 


Tox-tips, Toxicology testing in progress., 
78-3332 


Toxicology testing in progress, 78-3332 


*Research — periodicals. 


Annual report of international activities, 
78-13509 


National Institutes of Health annual re- 
port of international activities., 78- 
13509 


Research — United States. 

Applications of R&D in the civil sector : 
the opportunity provided by the 
Federal grant and cooperative agree- 
ment act of 1977., 78-26698 


Basic research in the mission agencies, 
agency perspectives on the conduct 
and support of basic research, 78- 
26420 





Current and future utilization of scien- 
tific and technical personnel in energy- 
related activities, 78-18344 


78-24268 
Environmental biology, 


Engineering, 
78-24270 


Grants and 78-15810, 78- 


24261 


A look behind research grant titles., 78- 
18338 


National Science Foundation grants and 
awards., 78-15810, 78-24261 


The NSF science development 
grams., 78-748 


Program report., 78-24267, 
78-24269, 78-24270 


Program report - National Science Foun- 
dation, 78-24267, 78-24268, 78- 
24269, 78-24270 


Report of the National Science Board., 
78-26420 


Review of the interagency coordination 
of Federal scientific research and 
development : special oversight report 
no. 8 /, 78-14400 


Reviews of data on science resources., 
78-18344, 78-18345 


The role of demonstrations in Federal 
R&D policy., 78-26695 


Science resources studies, 


awards, 


pro- 


78-24268, 


78-24269 


Scientific and technical personnel in 
private industry, 1960-70 and 1975, 
78-18345 


Social sciences, 78-24267 


Summaries of projects completed., 78- 
26425 


Research — United States — Abstracts — 
Periodicals. 


SOS abstract reports, 78-13977 


Student-originated studies projects; ab- 
Stract reports., 78-13977 


*Research — United States — Bibliography. 
An inventory of Congressional concern 
with research and development : a 
bibliography /, 78-16225 
Research — United States — Costs. 


National survey of compensation, 78- 
18832 


National survey of compensation paid 
scientists and engineers engaged in 
research and development activities, 
78-18832, 78-20834, 78-23262 


Report on national survey of compensa- 
tion paid scientists and engineers en- 
gaged in research and development ac- 


tivities to the United States Atomic 
Energy Commission., 78-18832 
*Research — United States — directories. 


Toxicology research projects directory., 
78-3244 
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Research — United States — Finance. 
Expenditures for scientific activities at 
universities and colleges., 78-13982 


78-3629 


Need for a Government-wide budget 
classification structure for Federal 
research and development information 
: appendix IV : report to the Congress 
/, 78-11134 

Need for a Government-wide budget 
classification structure for Federal 
research and development information 
: report to the Congress /, 78-1841 

78-3629 

Research — United States — Finance — 
Periodicals. 

An analysis of Federal R&D funding by 
function., 78-13980, 78-18350 

Research — United States — Finance — 
Statistics. 

Academic R&D expenditures up 9 per- 
cent in FY 1976, 78-9473 


Defense and energy spur Federal R&D 
growth from FY 1974 to FY 1978, 
78-9475 


Science resources studies highlights., 
78-9473, 78-9475 
Research — United States — Indexes. 


Government reports annual index., 78- 
16825 


Research — United States — Periodicals. 
Annual report - National Science Foun- 
dation., 78-24249 


NSF annual report, 


Grant policy manual, 


NSF grant policy manual., 


78-24249 


US. 
78-12714 


78-3274 


Research — United States — Statistics. 
Annual report of the National Science 
Board, 78-15812 


Report of the National Science Board., 
78-15812 


Science indicators, 


Research in progress - 
Research Office., 


Research resources report., 


Army 


78-15812 


Research — Yugoslavia — Abstracts. 
NBS Special Foreign Currency Program 
in Yugoslavia 1973-1978 /, 78-25032 


*Research, Industrial. 
Methodology of evaluating research and 
development projects : final report /, 
78-11012 


Research, Industrial — Costs. 

Workshop on Enzyme Economics 
proceedings, October 15-17, 1975 /, 
78-9470 

Research, Industrial — Israel — 

International cooperation. 

Binational industrial research and 
development foundation : agreement 
between the United States of America 
and Israel, signed at Jerusalem March 
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3, 1976 with exchange of letters, 
signed at Washington May 18, 1977., 
78-2139 


*Research, Industrial — Laboratories — 
Directories. 
Science, engineering, 
development directory, September 
1975., 78-21982 


Research, Industrial — United States — 
Costs — Statistics. 
Energy increase of 18 percent paces in- 
dustrial R&D spending in 1975, 78- 
9478 


research and 


Science resources studies highlights., 
78-9478 


Research, Industrial — United States — 
Costs — Statistics — Periodicals. 
Research and development in industry; 
funds, scientists & engineers., 78- 
15811 


Research, Industrial — United States — 

International cooperation. 

Binational industrial research and 
development foundation agreement 
between the United States of America 
and Israel, signed at Jerusalem March 
3, 1976 with exchange of letters, 
signed at Washington May 18, 1977., 
78-2139 


Research and development contracts. 
U.S. S. Coast Guard 
and development., 


: efforts in research 
78-9723 


Research and development contracts — 
Bibliography. 


Science policy /, 78-9254 


*Research and development contracts — 
United States. 
Contract research & 

gram., 78-23183 


Federal agencies’ contracting for 
research and development in the 
private profitmaking sector : report of 
the Comptroller General of the United 
States., 78-1871 


Government patent policy : (the owner- 
ship of inventions resulting from 
federally funded research and develop- 
ment) : hearings before the Subcom- 
mittee on Domestic and International 
Scientific Planning and Analysis of the 
Committee on Science and Technolo- 
gy, U.S. House of Representatives, 
Ninety-fourth Congress, second session 
sig PELs 

The Maritime Administration’s evalua- 
tion of the products of research and 
development contracts with private, 
profitmaking firms., 78-13369 

NASA obligations to educational institu- 
tions., 78-18050 


NASA's university program., 


technology pro- 


78-18143 
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Need for a Government-wide budget 
classification structure for Federal 
research and development information 
: report to the Congress /, 78-1841 


Solar heating and cooling : research and 
development project summaries., 78- 
25416 


1985 R & D funding projections., 78- 
15806 


*Research and development contracts — 

United States — Bibliography. 

An inventory of Congressional concern 
with research and development : a 
bibliography /, 78-16225 

Research and development contracts — 

United States — Periodicals. 

Research and development contracts., 
78-17521 


Summary of awards, program of universi- 
ty research., 78-26561 


78-26561 


Research grants — United States. 
Daily congressional notification of grants 
and contracts awarded., 78-3632 


Experimental program for opportunities 
in advanced study and research in edu- 
cation., 78-25861 


Extramural research programs supported 
by the Food and Drug Administration : 
July 1, 1975 - September 30, 1976 : 
research grants, contracts, interagency 
agreements, PL 480 projects /, 78- 
447 


University research., 


FDA extramural research programs., 
78-447 


A look behind research grant titles., 78- 
18338 


Minority biomedical support program : a 
directory of the research projects /, 
78-7073 


NASA grant handbook, 78-24218 


78-18143 


National Aeronautics and Space Ad- 
ministration grant handbook., 78- 
24218 

Research grants — United States — 

Handbooks, manuals, etc. 

Grants administration; 
manual., 78-3237 


Grants administration manual, 


NASA’s university program., 


Dept. _ staff 


78-3237 


PHS grants policy memorandum., 78- 
3238 


Public Health Service supplementation to 
the DHEW Grants administration 
manual, 78-3238 


Research grants — United States — 
Periodicals. 
Awards to academic 
26559 


institutions., 78- 
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*Research institutes — United States — 

Directories. 

Voluntary health agencies working to 
combat neurological and communica- 
tive disorders., 78-21214 

Research natural areas — United States. 

Experimental ecological reserves : a 

proposed national network /, 78-2111 
Research natural areas — United States — 

Directories. 

A directory of research natural areas on 
Federal lands of the United States of 
America., 78-18850 


Research natural areas on Federal lands 
of the United States of America., 78- 
18850 

*Research Support — directories. 

National Institute of Dental 

programs., 78-23819 


National Institute of Dental Research 
programs; grants, awards, contracts, 
and intramural projects., 78-13500 

*Research Support — periodicals. 

National cancer program; report of the 
Director submitted to the President of 
the United States for transmittal to the 
Congress., 78-15416 

*Research support — Statistics. 
National Institutes of Health statistical 


reference book of international activi- 
ties, 78-17574 


Research 


Statistical reference book of international 
activities., 78-17574 


Reservoir drawdown — Environmental 


aspects — South Dakota — Francis Case, 

Lake. 

Lake Francis Case, 
reservoir : 


River 

changes in the fish popula- 
tion in 1954-75, and suggestions for 
management /, 78-2082 

*Reservoir sedimentation. 

Sediment deposition in U.S. reservoirs : 
summary of data reported 
1975 /, 78-14555 

*Reservoirs. 

Hydrologic 
water 
23148 


a Missouri 


through 


engineering methods for 
resources development., 78- 


Reservoirs and induced seismicity at 
Corps of Engineers projects final re- 


port /, 78-15083 

Sugar Pine Dam, Reservoir & Conduit : 
final environment statement : Auburn- 
Folsom South unit, American River 
Division, Central Valley project., 78- 
26162 

Unobligated and unutilized reservoir 


storage at federally controlled dams /, 
78-24050 
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*Reservoirs — Environmental aspects — 
Colorado. 

Draft environmental statement 
authorized Fruitland Mesa _ project, 
Colorado., 78-26163 


Fruitland Mesa project, Colorado., 78- 
26163 


Reservoirs — Environmental aspects — 
Wyoming — Powder River. 
Draft environmental impact statement 
for the proposed reservoir on the mid- 
dle fork of the Powder River., 78- 
26226 


Reservoirs — Missouri. 

Clarence Cannon Dam and Reservoir : 
cost, schedule, and safety problems : 
Corps of Engineers (Civil Functions), 

: report to 


Department of the Army 
Congress /, 78-1890 


*Reservoirs — South Dakota — Yankton — 

Hygienic aspects. 

Reconnaissance malaria and encephalitis 
control survey report on the proposed 
Gavins Point Reservoir near Yankton, 
South Dakota., 78-20993 


*Reservoirs — Susquehanna River 
watershed — Data processing. 
Reservoir systems analysis : Susquehanna 
River Basin flood control review 
study., 78-12720 


Susquehanna River Basin flood control 
review study : reservoir systems analy- 
sis., 78-12720 

Reservoirs — Tennessee Valley — Tables — 

Periodicals. 

Operation of 
24525 


Reservoirs — Texas — Jackson County. 
Palmetto Bend Dam and Reservoir - 
need for improved analysis of alterna- 
tives and cost data : report to the Con- 
gress /, 78-6975 


Reservoirs — United States. 
Computer program for reservoir-water 
budgets /, 78-8571 
Residual stresses. 
Residual stresses at girth-butt welds in 
pipes and pressure vessels : final report 


April 1, 1976-June 30, 1977 /, 78- 
2209 


TVA _reservoirs., 78- 


Residual stresses at weld repairs in pres- 
sure vessels : quarterly progress report 
September 1-December 1, 1977 /, 
78-18948 

Residual stresses at weld repairs in pres- 
sure vessels : second quarterly progress 
report /, 78-18960 

Resolutions, Legislative — United States — 

Periodicals. 

Digest of public general bills and resolu- 
tions., 78-3579 





Resonators. 
Fluid mechanical model of the Helmholt 
resonator /, 78-7519 


*Respiration — Simulated methods. 
Simulation of man’s respiratory and 
metabolic functions by the automated 
breathing metabolic simulator /, 78- 
15563 
Respirators. 
NASA firefighters breathing system pro- 
gram report /, 78-9342 
Respiratory organs — Diseases. 
Interviewing guides for specific disabili- 
ties : respiratory impairments., 78- 
9228 


Respiratory care manual., 78-222 


Respiratory care, theory and practice., 
78-222 


Respiratory impairments., 78-9228 


Respiratory therapy services available at 
WRAMC., 78-222 


Spirometric assessment of potential 
respiratory impairment in general avia- 
tion airmen /, 78-22188 

*Restaurants, lunch rooms, etc. 

Energy audit workbook for restaurants., 

78-25429 


*Restaurants, lunch rooms, etc. — Design 
and construction. 

The Jolly Tiger : an experiment in ener- 
gy-conserving restaurant design., 78- 
25419 

Restaurants, lunch rooms, etc. — 

Employees. 

Fast food services : 
teaching module., 


competency based 
78-408 


Restaurants, lunch rooms, etc. — Employees 
— Taxation — United States. 
Reporting your tips for Federal tax pur- 


poses., 78-11826 


Restaurants, lunch rooms, etc. — 
Washington, D.C. — Auditing and 
inspection. 

Audit of the House of Representatives 
restaurant revolving fund, July 4, 
1976, to October 8, 1977., 78-23642 

Audit of the United States Senate restau- 
rants revolving fund, October 3, 1976 
to October 1, 1977 : Architect of the 
Capitol : report /, 78-23644 

*Restitution — United States. 

Restitution by juvenile offenders : an al- 
ternative to incarceration., 78-15656 

*Resumes (Employment) 
Merchandising your job 
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talents., 78- 


*Retail trade — Maryland — Statistics. 
Area statistics, Maryland., 78-19945 
1972 Census of Retail Trade 

statistics, Maryland., 78-19945 


area 
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*Retail trade — Massachusetts — Statistics. 
Major retail centers in standard 
metropolitan statistical areas, Mas- 
sachusetts., 78-19947 
1972 Census of Retail Trade : major 
retail centers in standard metropolitan 
Statistical areas, Massachusetts., 78- 
19947 
*Retail trade — New Hampshire — 
Statistics. 
Area statistics, 
19946 


1972 Census of Retail Trade 
statistics, New Hampshire., 
Retail trade — Puerto Rico 
Retail trade industry in Puerto Rico : an 
economic report., 78-24177 


Retail trade — Records and correspondence. 
Federal recordkeeping requirements for 
television receiver dealers and distribu- 
tors., 78-8975 
*Retail trade — Security measures. 
Reducing shoplifting losses /, 78-24317 
Retail trade — United States. 

Guidelines for delineating major retail 
centers : 1977 census of distributive 
trades, retail trade., 78-110 

Retail trade — United States — 

Management. 

Checklist for going into business., 78- 
9527 


Retail trade — United States — Periodicals. 
Monthly retail trade, sales and accounts 
receivable., 78-2554 
Retail trade — United States — Statistics. 
Current survey statistics : available from 
the Bureau of the Census., 78-113 


: retail trade 


New Hampshire., 78- 


area 
78-19946 


Factfinder for the Nation 
Statistics., 78-19729 


Market center shifts : movement of retail 
sales in selected standard metropolitan 
Statistical areas., 78-14930 


Monthly retail sales: January 1967-Au- 
gust 1977 (revised)., 78-6266 


Movement of retail sales in selected stan- 
dard metropolitian statistical areas., 
78-14930 


Retail trade statistics., 78-19729 
Retail trade — United States — Statistics — 
Periodicals. 


Advance monthly retail sales., 78-2555 


Annual sales and purchases, year-end in- 
ventories, and accounts reveivable by 
kind of retail store, 78-16860 

Annual sales, purchases, and year-end in- 
ventories, by kind of retail store, 78- 
16770 


Monthly department store 
selected areas., 78-2631 


78-16770, 


sales in 
Retail trade., 78-16860 
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Weekly 
22805 


Retail trade as a profession. 
Checklist for going into business., 78- 
9527 
*Retaining walls. 
Effect of horizontal reinforcement on 


stability of earth masses : final report /, 
78-20257 


Lateral support systems and_ un- 
derpinning /, 78-9622 


Retaining wall practice and selection for 
low volume forest roads /, 78-16539 


*Retired military personnel — Employment 

— United States. 

Dual compensation, retired military per- 
sonnel in Federal civilian positions : 
hearings before the Subcommittee on 
Investigations of the Committee on 
Post Office and Civil Service, House of 
Representatives, Ninety-fifth Congress, 
first session, July 26, 28, and Sep- 
tember 21, 1977., 78-12158 


*Retired military personnel — Legal status, 
laws, etc. — United States. 

Authorizing retirement of certain reserve 
members after 20 years of active duty : 
report to accompany H.R. 10341., 
78-16342 


Full committee consideration of H.R. 
10341, H.R. 10342, and H.R. 10340 : 
legislation to correct the inequities in 
the application of the military retire- 
ment system and reprogramming ac- 
tion no. FY 78-5N, Army development 
of the general support rocket system /, 
78-19026 


retail sales., 78-2556, 78- 


Hearings on miscellaneous retirement 
legislation correcting inequities ... be- 
fore the Military Compensation Sub- 
committee of the Committee on 
Armed Services, House of Representa- 
tives, Ninety-fifth Congress, first ses- 
sion, November 2, 1977., 78-9902 

Legislation in 94th Congress affecting 
Federal civil service and _ military 
retirement programs, 78-8939 

78-8939 


Reserve survivors’ benefits act of 1978 : 
report to accompany H.R. 11797., 
78-26899 
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Hydraulic characteristics of 
selected grate inlets 
grades., 78-24375 

Road drainage — Maintenance and repair. 

Deferred maintenance : roadside vegeta- 
tion and drainage facilities /, 78-7813 

Roadside vegetation and drainage facili- 
ties, deferred maintenance., 78-7813 


78-847, 


three 
on continuous 
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Road machinery — Maintenance and repair. 
Grader road motorized, 
DSL,DRVN,HVY 6x4, front wheel 
steer, model 440 HA, NSN: 3805-00- 
931-7881, LIN: J74852., 78-4403 

Maintenance and repair parts : consump- 
tion planning guide for contingency 
operations : grader road motorized, 
DSL DRVN, HVY 6x4, front wheel 
steer, model 440 HA, NSN: 3805-00- 
931-7881, LIN: J74852., 78-4403 

*Road markings. 

Cost-effectiveness and safety of alterna- 
tive roadway delineation treatments for 
rural two-lane highways /, 78-22098, 
78-24376 

Delineation conference : narrative sum- 
mary, part I-IV., 78-18614 


Driver’s visibility requirements for road- 
way delineation /, 78-24373 


Field evaluation of selected delineation 
treatments on two-lane rural highways 
/, 78-7809 


Field evaluation of selected delineation 
treatments on two-lane rural highways, 
executive summary /, 78-9628 


Glass beads for highway paint stripes /, 
78-18611 


Integrated motorist information system 
(IMIS) feasibility and design study : 
phase | : feasibility /, 78-848 

Nontoxic yellow traffic striping /, 78- 
24374 

State-of-the-art on roadway delineation 
systems /, 78-22086 

*Road materials. 

Guidelines for use of incinerator residue 
as highway construction material /, 
78-22097 

Highway construction usage factors for 
aggregates, 1973-74-75., 78-7750 

Highway construction usage factors for 
cement, bitumens, concrete pipe and 
clay pipe., 78-5278 

Highway construction usage factors for 
steel., 78-5277 

Highway construction usage factors for 
steel, 1973-74-75., 78-7751 

Road materials — Testing. 
Do’s and don’ts of sampling., 78-26565 
Road-rollers — Rigging. 

Airdrop of supplies and equipment 

rigging road rollers., 78-8691 


Rigging road rollers., 78-8691 
*Roads. 

Effects of pavement grooving on friction, 
braking, and vehicle control /, 78- 
18589 

Measuring highway improvement needs 
and priority analysis., 78-7762 
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Programs for road network planning /, 
78-22712 


Roads — Alaska — Maintenance and repair. 

Reconstruction of Alaska highway 
agreement between the United States 
of America and Canada, effected by 
exchange of notes, signed at Ottawa 
January 11 and February 11, 1977., 
78-2149 

Roads — Appalachian region — Finance. 

To increase the authorized Federal share 
of certain projects of the Appalachian 
highway system : hearing before the 
Subcommittee on Surface Transporta- 
tion of the Committee on Public 
Works and Transportation, House of 
Representatives, Ninety-fifth Congress, 
first session, on H.R. 3746 and related 
bills ... June 28, 1977., 78-1121 

Roads — Colorado — Location. 

Draft environmental impact statement 
for Project I 76-1(35) I 25 to Wad- 
sworth, Adams, Denver, and Jefferson 
Counties /, 78-7822 

Roads — Crash cushions. 

Establishment of interim standards for 
bridge rails required to contain heavy 
vehicles /, 78-7771 

Frequency and severity of side impacts 
with steel drum impact attenuators /, 
78-7755 

Nonrigid barrier design for assessment of 
automobile aggressiveness /, 78-7946 

Roads — Design. 

Design of surface mine haulage roads : a 

manual /, 78-7301 


Roadway design system, metric 
manual., 78-9616 


Water-in-pavements : script for slide-tape 
presentation /, 78-9615 


: user 


*Roads — Design — Data processing. 
Roadway design system 
78-11853 


*Roads — Drawings. 


Highway photomontage manual /, 78- 
18620 


: user manual., 


Roads — Economic aspects — United States. 
Radial freeways and the growth of office 
space in central cities /, 78-7754 


*Roads — Environmental aspects. 
Air pollution and roadway 
design and operation 
view /, 78-14079 
Highway air pollution dispersion model- 
ing : preliminary evaluation of thirteen 
models /, 78-22025 


Qualification of dust entrainment from 
paved roadways /, 78-12817 


location, 
: project over- 





*Roads — Environmental aspects — 

Colombia. 

Pan American Highway Darien Gap, 
Tocumen, Panama, to Rio Leon, 
Colombia : administrative action : final 
environmental impact statement., 78- 
11861 


Roads — Environmental aspects — 

Colorado. 

Draft environmental impact statement 
for Project I 76-1(35) I 25 to Wad- 
sworth, Adams, Denver, and Jefferson 
Counties /, 78-7822 


Final environmental/4(f) statement, pro- 
ject I 70-2(11), Dotsero-West., 78- 
11859 

*Roads — Environmental aspects — 

Colorado — Colorado Springs. 

Project M 5313(1), Union Boulevard, 
Colorado Springs, Colorado, El Paso 
County : administrative action, final 


environmental impact statement /, 
78-22106 


Project M 5313(1), Union Boulevard in 
Colorado Springs, Colorado : adminis- 
trative action, combined draft environ- 
mental impact statement and location 
report /, 78-11860 


*Roads — Environmental aspects — 
Colorado — Vail Pass. 
I-70 in a mountain environment 
Pass, Colorado /, 78-18609 


Roads — Environmental aspects — Delaware 
— New Castle County. 
New Castle County 

growth corridor, draft 
vironmental impact 
1997 


*Roads — Environmental aspects — 

Minnesota — Winona County. 

Draft environmental statement for Min- 
nesota Route 43 in Winona County, 
Minnesota : Minnesota project RF-U 
042-1, from Interstate 90 at Wilson to 
U.S. 61 in Winona /, 78-18616 


*Roads — Environmental aspects — 

Panama. 

Pan American Highway Darien Gap, 
Tocumen, Panama, to Rio Leon, 
Colombia : administrative action : final 
environmental impact statement., 78- 
11861 


*Roads — Environmental aspects — Study 
and teaching — United States. 
Planning and environment : highway en- 
gineer training program, September 
21-September 30, 1976., 78-22065 


*Roads — Environmental aspects — United 

States. 

Methodology for evaluation of the en- 
vironmental consequences of alterna- 
tive national highway investment pro- 
grams executive summary /, 78- 
14071 


: Vail 


1-95/Route 40 
: areawide en- 
statement., 78- 
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Roads — Environmental aspects — 

Wyoming — Rock Springs. 

Administrative action for Wyoming pro- 
ject M-4304 Elk Street (U.S. 187) Jct. 
U.S. 30 to Jct. 1-80, Sweetwater Coun- 
ty, Wyoming : final environmental im- 
pact statement., 78-9635 

*Roads — Estimates and costs — Data 
processing. 

Highway investment 
(HIAP) /, 78-22076 


*Roads — Estimates and costs — United 
States. 
Methodology for evaluation of the en- 
vironmental consequences of alterna- 
tive national highway investment pro- 


grams executive summary /, 78- 
14071 


analysis package 


Roads — Estimates and costs — West 

Virginia. 

The Appalachian development highway 
system in West Virginia - too little 
funding too late? Appalachian Re- 
gional Commission : report to the Con- 
gress /, 78-1849 


*Roads — Interchanges and intersections. 
Control strategies for signalized diamond 
interchanges : technology sharing re- 
port., 78-18608 


Motor vehicle accidents in relation to 


geometric and _ traffic 
highway intersections /, 


features of 
78-18585 
A technique for measurement of delay at 
intersections /, 78-843 


Urban intersection 
pedestrian 
24370 


*Roads — Kentucky — Maintenance and 
repair. 
Case studies of pavement performance : 
phase 1, Kentucky /, 78-24369 
Roads — Lighting. 
Effectiveness of highway arterial lighting 
: design guide /, 78-7793 


Effectiveness of highway arterial lighting 
: final report /, 78-7792 

Fixed illumination for pedestrian protec- 
tion : users manual /, 78-22085 


improvements for 
safety /, 78-22096, 78- 


*Roads — Lighting — Break-away supports 
— Testing. 
Safer sign and luminaire supports /, 78- 
15939 


*Roads — Maintenance and repair. 
Integration of maintenance needs into 


preconstruction procedures /, 78- 
18613 


Road improvement : agreement between 
the United States of America and Jor- 
dan signed at Amman July 22, 1976., 
78-14024 
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Roads — Maintenance and repair — Safety 
measures. 

Traffic controls for construction and 
maintenance worksites a research 
reference report /, 78-7784 

Roads — Periodicals. 

Public roads; a journal 

research and development., 


*Roads — Riding qualities. 

Laboratory measurement of vehicle 
characteristics for predicting highway 
behavior /, 78-22081 

*Roads — Right of way — Multiple use. 

Accommodation of utility plant within 
the rights of way of urban streets and 
highways., 78-22071 

Acquisition of land for joint highway and 
community development /, 78-7766 


Acquisition of land for joint highway and 


community development : case studies 
/, 78-18569 


of highway 
78-3740 


*Roads — Safety measures. 
Cost-effectiveness and safety of alterna- 
tive roadway delineation treatments for 
rural two-lane highways /, 78-22098, 
78-24376 
Identification of hazardous locations : a 
user’s manual., 78-7797 


Identification of hazardous locations : ex- 
ecutive summary., 78-7796 


of hazardous 
78-7798 


Identification 
final report /, 


locations: 


Roads — Safety measures — Costs. 
Production efficiency study of slipformed 
concrete median barrier construction /, 
78-7830 
*Roads — Snow and ice control. 
A computer model of municipal snow 
removal /, 78-10769 


Deicing-chemical rates on open-graded 
pavements : final report [of studies in 
Maine, Michigan, Utah, Vermont] /, 
78-22101 

Optimization and testing of highway 
materials to mitigate ice adhesion : in- 
terim report., 78-15274 

Snow and ice control operations : com- 
bined state studies of selected main- 
tenance activities : a cooperative anal- 
ysis by teams from Colorado, Pennysl- 
vania, Utah, California /, 78-22099 

Snow and ice detection and warning 
systems /, 78-18578 


*Roads — Snow and ice control — Data 
processing. 
Economic impact of highway snow and 


ice control user's manual /, 78- 
14077 
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*Roads — Snow and ice control — Economic 
aspects. 
Economic impact of highway snow and 


ice control : executive summary /, 
78-14078 


Economic impact of highway snow and 
ice control : final report /, 78-14076 


Economic impact of highway snow and 
ice control user’s manual /, 78- 
14077 


*Roads — Social aspects — United States. 
Social impact assessment : a sourcebook 
for highway planners /, 78-18580 


Roads — Technological innovations. 
Technology transfer : a report of new 
ideas recently implemented by highway 
agencies in FHWA Region 3 /, 78- 
9612 


Roads — United States. 

Interstate gap study : report of the Secre- 
tary of Transportation to the United 
States Congress, prepared in  ac- 
cordance with section 102(b) of the 


Federal-aid highway act of 1976., 78- 
1118 


Methodology for estimating the impacts 
of changes in highway performance : 
prepared for U.S. Dept. of Transporta- 
tion, Federal Highway Administration 
/, 78-9634 


Route log and finder list : interstate 
system., 78-24366, 78-24367 


Study of effective state secondary road 
units., 78-22069 


Roads — United States — Design. 
Radioluminescent lane delineators for 
wet-night visibility /, 78-9627 
*Roads — United States — Finance. 
Direct Federal highway program 
evaluation., 78-15936 


Federal aid highway act of 1978 
hearings before the Subcommittee on 
Transportation of the Committee on 
Environment and Public Works, 
United States Senate, Ninety-fifth Con- 
gress, first session ..., 78-12161, 78- 
19206 


Federal-aid highway act of 1978 : report 
of the Committee on Environment and 
Public Works, United States Senate, to 
accompany S. 3073., 78-19462 

The Federal-aid highway program., 78- 
22060 


Financial implications for the highway 


trust 
22568 


fund under H.R. 11733., 78- 


Financing Federal-aid highways revisited 
/, 78-22059 

Highway assistance programs 
cal perspective /, 78-19262 

78-22075 


: a histori- 
Highway statistics., 
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Highway statistics charts., 78-11855 


Highway trust fund, annual report., 78- 
24691 


Historic preservation and the Federal-aid 
highway program., 78-837 


Report to the Committee on Ways and 
Means on the financial implications for 
the highway trust fund under H.R. 
11733 /, 78-22568 


Surface transportation assistance act of 
1978 : report of the Committee on 
Public Works and_ Transportation 
together with minority, supplemental, 
and separate views, on H.R. 11733 ..., 
78-24780 

Roads — United States — Finance — 

Addresses, essays, lectures. 

Statement of Norbert T. Tieman, Ad- 
ministrator, Federal Highway Adminis- 
tration, Department of Transportation 
before the Senate Appropriations Sub- 
committee on Transportation, March 
17, 1976., 78-7765 

Roads — United States — Finance — 

Periodicals. 


Bid opening report., 78-11864 


Roads — United States — Maintenance and 
repair. 
Improving and maintaining federal-aid- 
roads : Department of Transportation 
action needed., 78-1662 


Maintenance and highway safety hand- 
book., 78-9633 


*Roads — United States — Snow and ice 
control. 
Snow and ice control : materials storage 
and handling /, 78-18577 


Roads — United States — Statistics. 
Highway statistics, summary to 1975., 
78-9619 


Roads — United States — Statistics — 
Periodicals. 
Highway 

24368 


Statistics., 78-22075, 78- 


Highway statistics charts., 78-11855 


Roads — United States — Tables, 
calculations, etc. 

Tables of geometry for low-standard 
roads for watershed management con- 
siderations, slope staking, and end 
areas /, 78-14742 

Roads — West Virginia — Finance. 

The Appalachian development highway 
system in West Virginia - too little 
funding too late? Appalachian Re- 
gional Commission : report to the Con- 
gress /, 78-1849 

Roads, Gravel. 

Microscopic and x-ray examination of 

rock for durability testing /, 78-7791 
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*Roadside improvement. 
Highway beautification training manual /, 
78-22073 


*Roadside improvement — Data processing. 
Effectiveness of roadside safety improve- 
ments /, 78-18572 


Roadside improvement — Maintenance and 
repair. 
Deferred maintenance : roadside vegeta- 
tion and drainage facilities /, 78-7813 
Roadside vegetation and drainage facili- 
ties, deferred maintenance., 78-7813 
*Roadside improvement — Texas. 


Effectiveness of roadside safety improve- 
ments /, 78-18572 


*Roadside improvement — United States. 
Obstacles to billboard removal : report to 
the Congress /, 78-15339 
Roadside rest areas — United States — 
Directories. 
Highway rest areas for 
travelers., 78-755 
Robert S. Kerr Dam, Okla. 
Robert S. Kerr Lock & Dam & Lake., 
78-25212 
Robots, Industrial. 
An architecture for a robot hierarchical 
control system /, 78-4140 


handicapped 


Computer science & technology, an 
architecture for a robot hierarchical 


control system., 78-4140 
*Robots, Industrial — Congresses. 
Proceedings of the NBS/RIA Workshop 
on Robotics Research held at William- 
sburg, Virginia, July 12-13, 1977 /, 
78-19744 
*Rock bolts. 
An evaluation of the design and applica- 


tions of yieldable rock bolts /, 78- 
20258 


A flexible helical rock bolt /, 


*Rock bursts. 
Humidity : a cyclic effect in coal mine 
roof stability /, 78-24013 


Prediction of failures in mines 
view /, 78-17804 


Rock deformation — California — Leona 
Valley. 
Postcrystalline deformation of the Pelona 
Schist bordering Leona Valley, 
southern California /, 78-17788 


78-26175 


: an over- 


Rock mechanics. 

Effects of time between exposure and 
support on mine roof stability, Bear 
Coal Mine, Somerset, Colo. /, 78- 
26174 


Geotechnical and strong motion 
earthquake data from U.S. accelero- 
graph stations /, 78-18874 





Iterative approximation techniques for 


microseismic source location /, 78- 
2072 


Laboratory tests of foundation rock core 

for Auburn Dam /, 78-7293 
Rock mechanics — Research. 

Test procedures for nonlinearly elastic 
stress-relief overcomes / /c by James 
R. Aggson., 78-640 

Rock pressures. 

Test procedures for nonlinearly elastic 
stress-relief overcomes / /c by James 
R. Aggson., 78-640 

*Rock slopes. 

Rock slope engineering planning, 
design, construction and maintenance 
of rock slopes of highways and rail- 
ways., 78-18566 

*Rocket engines. 

Effects of entrained water and strong tur- 
bulence on afterburning within solid 
rocket motor plumes /, 78-18297 

Heat-transfer distributions on a 0.013- 
scale shuttle solid rocket booster at 
Mach 3.70 and angles of attack from 0 
to 180 /, 78-11752 

Research in the use of electrets in mea- 
suring effluents from rocket exhaust of 
the space shuttle (6.4 percent scaled 
model) and Viking I launch /, 78- 
18283 

*Rocket engines — Fuel systems. 

Experimental measurements of the 
ground cloud effluents and cloud 
growth for the May 20, 1975, Titan 
IIIC launch at Air Force Eastern Test 
Range, Florida /, 78-18132 

Ground cloud effluent measurements 
during the May 30, 1974, Titan Ill 
launch at the Air Force eastern test 
range /, 78-13935 

*Rocket engines — Testing. 

Final environmental statement for the 
Space Shuttle Solid Rocket Motor 
DDT & E Program at 
Thiokol/Wasatch Division, 
ry, Utah., 78-9450 

Rocket engines — Thrust. 
6670-newton attitude-control _ thruster 


using hydrogen-oxygen propellant /, 
78-7502 


Promonto- 


*Rocketry — History. 
Max Valier - a pioneer of space travel /, 
78-21794 


Rocketry — History — Congresses. 

Essays on the history of rocketry and as- 
tronautics : proceedings of the third 
through the sixth history symposia of 
the International Academy of As- 
tronautics /, 78-7521 
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*Rockets, Sounding. 

Final environmental impact statement for 
National Aeronautics and Space Ad- 
ministration, Office of Space Science : 
sounding rocket program., 78-18252 

*Rockets (Aeronautics) 

Space processing applications rocket pro- 

ject : SPAR final report /, 78-18116 
Rockets (Aeronautics) —- Bibliography. 
Rockets and satellites., 78-1903 


*Rockets (Aeronautics) — Launching. 
Effects of entrained water and strong tur- 
bulence on afterburning within solid 
rocket motor plumes /, 78-18297 


Ground cloud effluent measurements 
during the May 30, 1974, Titan III 
launch at the Air Force eastern test 
range /, 78-13935 

*Rocks. 

The Cenozoic rocks : a discussion to ac- 
company the geologic map of the 
United States /, 78-17786 

Engineering and design, 
shafts in rock., 78-23118 

Research on the physical properties of 


geothermal reservoir rocks ... /, 78- 
11001 


tunnels and 


Rock, frozen soil and ice breakage by 
high-frequency electromagnetic radia- 
tion : areview /, 78-20270 


78-23118 


Verification of subsurface conditions at 
selected “‘rock” accelerograph stations 
in California /, 78-22347 


Tunnels and shafts in rock., 


*Rocks, Carbonate. 

Progress report on geology of the Ed- 
wards aquifer, San Antonio area, 
Texas, and preliminary interpretation 
of borehole geophysical and laboratory 
data on carbonate rocks /, 78-21487 

Rocks, Metamorphic. 

Metamorphic rocks of the Quadrilatero 
Ferrifero, Minas Gerais, Brazil : a 
study of the metamorphic events that 
have affected the Precambrian igneous 
and metasedimentary rocks of the 
Brazilian shield /, 78-7271 

Paleozoic-Mesozoic boundary in the 
Berry Creek quadrangle, northwestern 
Sierra Nevada, California /, 78-7277 

Stillwater Complex, Montana : rock suc- 
cession, metamorphism and structure 
of the complex and adjacent rocks /, 
78-631 

Rocky Mountain region — Economic 
conditions — Statistics — Periodicals. 

Employment in the Mountain States., 
78-3533 

*Rodent control — Arizona. 
Desert rodent abundance in southern 


Arizona in relation to rainfall /, 78- 
14711 
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Rodenticides. 
EPA compendium of registered pesti- 
cides., 78-3127 


Rodenticides and mammal, bird and fish 
toxicants, 78-3127 
Rohini. 
Rohini : report to accompany S. 2243., 
78-24855 


*Roller bearings. 

Estimation of stiffening effect of shaft 
and housing material outside projected 
area of a rolling element bearing /, 
78-18087 


*Roller bearings — Testing. 

Performance of large-bore tapered-roller 
bearings under combined radial and 
thrust load at shaft speeds to 15 000 
rpm /, 78-18072 

Rolling (Aerodynamics) 

Numerical study of transonic flow over 
oscillating airfoils using the full poten- 
tial equation /, 78-26368 


Subsonic wind tunnel tests of a canard- 


control missile configuration in pure 
rolling motion /, 78-20352 


Wind-tunnel investigations at Mach num- 
bers from 1.90 to 2.86 of a canard- 
controlled missile with ram-air-jet 
spoiler roll control /, 78-26370 

Rolling contact. 

The influence of tire geometry on the 
rolling efficiency of commercial vehi- 
cle tires /, 78-7706 


Proceedings of conference on tire rolling 
resistance : Akron, Ohio, June 1976 /, 
78-7716 


Rolling resistance forces in pneumatic 
tires /, 78-7713 


*Rolling-mill machinery — Catalogs. 

Rolling mills, drawing machines and 

metal finishing equipment., 78-20111 
Rollins, Hazel Reid, 

FEA nomination hearing before the 
Committee on Energy and Natural 
Resources, United States Senate, 
Ninety-fifth Congress, first session ... 
July 29, 1977., 78-1020 

Romania. 

Background notes., 


78-14019 


*Romania — Administrative and political 
divisions — Posters. 
Socialist Republic of Romania, govern- 
ment structure., 78-15831 


Romania — Emigration and immigration. 
Disapproval of extension of Presidential 
authority to waive freedom of emigra- 
tion requirements under section 402 of 
the Trade Act of 1974 with respect to 
Romania : adverse report to accom- 
pany H. Res. 534., 78-5718 


78-14019 


Romania, 
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Romania — Foreign economic relations — 

United States. 

Continuing most-favored-nation _ tariff 
treatment of imports from Romania, 
1977 : hearing before the Subcommit- 
tee on International Trade of the Com- 
mittee on Finance, United States 
Senate, Ninety-fifth Congress, first ses- 
sion, June 27, 1977., 78-5565 


Disapproval of extension of Presidential 
authority to waive freedom of emigra- 
tion requirements under section 402 of 
the Trade Act of 1974 with respect to 
Romania : adverse report to accom- 
pany H. Res. 534., 78-5718 


Economic, industrial, and_ technical 
cooperation : agreement beteween the 
United States of America and the So- 
cialist Republic of Romania, signed at 
Bucharest November 21, 1976., 78- 
2145 


Further extension of United States- 
Romanian trade agreement : message 
from the President of the United States 
wy 78-8387 


Most-favored-nation treatment with 
respect to the products of the Socialist 
Republic of Romania : hearing before 
the Subcommittee on Trade of the 
Committee on Ways and Means, 
House of Representatives, Ninety-fifth 
Congress, first session July 18, 
1977., 78-5665 

Romanian Communist Party — Registers. 

Socialist Republic of Romania, party 

structure., 78-21864 
Romero, Antonio Angeles. 

Jesusa Navarro Romero and Antonio An- 
geles Romero : report to accompany S. 
2379., 78-24826 

Romero, Jesusa Navarro. 

Jesusa Navarro Romero and Antonio An- 
geles Romero : report to accompany S. 
2379., 78-24826 

*Roofing. 

Elastomeric roofing 

22880 


National apprenticeship standards for 
roofers, damp, and waterproof wor- 
kers., 78-21743 


Roofing farm buildings /, 


: a survey /, 78- 


78-22653 


Water absorption of insulation in pro- 
tected membrane roofing systems /, 
78-25255 

*Roofing — Moisture. 

Effects of moisture in built-up-roofing : a 
state-of-the-art literature survey /, 78- 
19775 

*Roofing, Bituminous. 

Effects of moisture in built-up-roofing : a 
state-of-the-art literature survey /, 78- 
22877 
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Roofing, Bituminous — Statistics — 
Periodicals. 
Asphalt and tar roofing and siding 
products., 78-8603, 78-19676 
*Roofs. 
Detection of moisture 
materials /, 78-10765 
Roof loads resulting from rain-on-snow /, 
78-4458 
*Roofs — Thermal properties. 
Mid-winter installation of protected 


membrane roofs in Alaska /, 78- 
15089 


Observation and analysis of protected 
membrane roofing systems /, 78-4457 
Roosevelt, Franklin Delano, — Monuments, 
etc. 
The Franklin Delano Roosevelt Memori- 
al : report to the President and Con- 
gress /, 78-26691 


*Roosevelt National Forest, Colo. 
Boulder-Grand Divide Unit : draft en- 
vironmental statement., 78-16666 


Final environmental statement for Winter 
Park Management Unit Arapaho- 
Roosevelt National  Forests., 78- 
16665 

*Root-rot. 

Laminated root rot : a guide for reducing 
and preventing losses in Oregon and 
Washington forests /, 78-22684 


*Roots (Biology) — Morhphology. 
Root strength changes after logging in 
southeast Alaska /, 78-14684 


*Roots (Botany) — Diseases and pests — 

New Mexico. 

The effects of endomycorrhizae on 
growth of rabbitbrush, fourwing §salt- 
bush, and corn in coal mine spoil 
material /, 78-14708 

Rose culture — Bibliography. 

Rose culture /, 78-9256 


in construction 


*Rose hips. 
Rose hips : a possible high-energy food 
for wintering mule deer? /, 78-14673 
*Roseau River, Minn. and Man. — Water 
rights. 
Coordinated water use and control in the 
Roseau River basin., 78-15862 


Roseau River basin; coordinated water 
use and control in., 78-15862 
Roses — Bibliography. 
Rose culture /, 78-9256 
*Ross Sea — Navigation — Tables. 
Area 21, Victoria Land, pair 
(Reunion - Argentina)., 78-20032 


Area 22, Ross Sea, station C (Hawaii), 
78-10650 


Omega propagation correction tables for 
10.2 kHz : area 22, Ross Sea, station C 
(Hawaii)., 78-10650 
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Omega table : area 21, Victoria Land, 
pair E-F (Reunion - Argentina)., 78- 
20032 

*Rossby waves. 

Aeolian features of southern California : 
a comparative planetary geology guide- 
book /, 78-13893 

Rossi, Ermelinda. 

Ermelinda Rossi : report to accompany 

S.455., 78-1273, 78-5760 
*Rotational motion. 

The effect of boattail shape on magnus /, 

78-20348 


Rotor ships. 

Rotorcraft external-load operations in ac- 
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for panaceas : a research paper., 78- 
14005 
Russia — Economic policy — Periodicals. 
Translations on USSR economic affairs., 
78-918, 78-3848, 78-5461, 78- 
16106, 78-22307, 78-24472 
Russia — Economic policy — 1971- 
Allocation of resources in the Soviet 
Union and China—1977 : hearings be- 
fore the Subcommittee on Priorities 
and Economy in Government of the 
Joint Economic Committee, Congress 
of the United States, Ninety-fifth Con- 
gress, first session ...., 78-1006, 78- 
19085 


*Russia — Economic policy — 1976- 
Soviet economic problems and prospects 
:astudy/, 78-12073 
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Sacramento River between Orbend 


and 





and Glenn, Butte and Glenn Counties, 
California /, 78-21493 
Safety appliances — Testing. 
Tests of plastic plano safety spectacles /, 
78-7123 
*Safety consultants — Employment — 
United States. 
Manpower analysis in 
safety /, 78-18541 


*Safety education. 
Bicycle safety education 
resources and materials., 78-14240 


Bike-ed °77 : a conference report, May 
4-6, 1977, Washington, D.C. : a Na- 
tional Bicycle Safety Education Con- 
ference /, 78-14238 


Safety education — United States. 
Because you care for kids., 78-897 


Power lawnmower : safety kit for dis- 
tributive education, industrial arts, and 
other vocational education classrooms 
: teacher manual., 78-2185 


transportation 


a guide to 


*Safety goggles. 
Visual evaluation of smoke-protective 
devices /, 78-22183 


*Safety goggles — Testing. 
Development of criteria and test methods 
for eye and face protective devices /, 
78-11260 


*Safety hats — Testing. 
Development of criteria and test methods 
for eye and face protective devices /, 
78-11260 


Model performance criteria for structural 
firefighters’ helmets., 78-1489 


Safety helmet performance investigation 
/, 78-16058 


Safety regulations — Bibliography. 
Accidents and accident prevention., 78- 
25831 


*Safety regulations — United States. 
General safety criteria., 78-11142 


Sagebrush. 

Snow accumulation and melt in sprayed 
and undisturbed big sagebrush vegeta- 
tion /, 78-8545 

Saginaw Bay, Mich. 

Survey of chemical factors in Saginaw 

Bay (Lake Huron) /, 78-6567 


Saint Elizabeths Hospital, Washington, D.C. 
St. Elizabeths Hospital : hearings before 
the Subcommittee on Fiscal and 
Government Affairs and the Commit- 
tee on the District of Columbia, House 
of Representatives, Ninety-fifth Con- 
gress, first session, on H.R. 3335 
...March 28, 29, and April 25, 1977., 
78-996 
Salemme, Attilio, — Exhibitions. 
Attilio Salemme : inhabitant of a dream., 
78-18468 
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Sales — United States — Taxation. 
Credit sales by dealers in personal pro- 
perty., 78-7650 
Tax information on_ installment 
deferred-payment sales., 78-7659 


and 


Sales accounting. 

Tax treatment of returns of magazines, 
paperbacks, and records : report to ac- 
company H.R. 3050., 78-26903 

*Sales personnel — Vocational guidance. 

Sales occupations., 78-15693 


Sales tax — United States. 
Sales and other dispositions of assets., 
78-7661 


*Salesmen and salemanship — Ability 
testing. 
Measuring sales force performance /, 
78-21984 


Salesmen and salesmanship — Salaries, 
commission, etc. 

Executive, administrative, professional, 
and outside sale exemptions under the 
Fair labor standards act., 78-5135 

*Saline water conversion. 

Scale-free-vapor-compression 

tion., 78-23976 
*Saline water conversion — Colorado River. 
Integrating desalination and agricultural 


salinity control alternatives /, 78- 
17146 


evapora- 


Saline water conversion — Ion exchange 
process. 
Ion-exchange pretreatment of water after 
resin regeneration with reverse osmosis 
reject brine /, 78-26161 


*Saline water conversion — United States. 
An investigation of the potential for 
utilization of saline ground water in 
energy related processes., 78-13129 
Saline water conversions. 


The A-B-C of desalting., 78-2059 


Saline waters — Demineralization. 

Prediction of mineral quality of irrigation 
return flow /, 78-275 

*Salinity. 

Minimizing salt ‘n return flow through ir- 
rigation management : interim report /, 
78-15268 

Performance evaluation of guideline 


model 8400 laboratory salinometer /, 
78-10584 


*Salinity — Colorado River. 
Integrating desalination and agricultural 
salinity control alternatives /, 78- 
17146 


The mineral quality problem in_ the 
Colorado River Basin : appendix., 78- 
17036 


Natural and man-made conditions affect- 
ing mineral quality., 78-17036 
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Physical and economic 


17036 


*Salinity — Mexico, Gulf of. 

Seasonal description of winds and sur- 
face and bottom salinities and tem- 
peratures in the northern Gulf of Mex- 
ico, October 1972 to January 1976 /, 
78-19844 


*Salinity — Mexico, Gulf of — Charts, 
diagrams, etc. 

Expendable bathythermograph observa- 
tions from the NMFS/MARAD Ship of 
Opportunity Program for 1974 /, 78- 
14912 


*Salinity — North Atlantic Ocean — Charts, 
diagrams, etc. 

Expendable bathythermograph observa- 
tions from the NMFS/MARAD Ship of 
Opportunity Program for 1974 /, 78- 
14912 


*Salinity — Wyoming — Green River Basin. 
An analysis of salinity in streams of the 
Green River Basin, Wyoming /, 78- 
11451 
*Saliva. 
Antarctic 


impacts., 78- 


isolation 
changes in salivary 
20356 

Salmon. 

The Snake River salmon and steelhead 
crisis : its relation to dams and the na- 
tional energy crisis /, 78-25069 

*Salmon National Forest, Idaho. 

Final environmental statement Twel- 
vemile Planning Unit, Salmon National 
Forest., 78-16652 


Twelvemile Planning Unit, Salmon Na- 
tional Forest., 78-16652 


Salmon River, Idaho. 
Wild and scenic river recommendation : 
Salmon River, Idaho /, 78-8377 


Salmonellosis — United States — Statistics — 
Periodicals. 
Salmonella 

3356 


*Salmonidae. 

Probability-of-use criteria for the family 

Salmonidae /, 78-24057 
Salt. 

Effects of salt and sodium 
tripolyphosphate on texture, organic 
volatiles and sensory characteristics of 
irradiated and nonirradiated pork rolls 
/, 78-25299 

*Salt — Storage. 

Snow and ice control : materials storage 

and handling /, 78-18577 
Salt — Tables. 

Thermodynamic properties of the coex- 
isting phases and thermochemical pro- 
perties of the NaCl component in boil- 
ing NaCl solutions /, 78-7261 


and associated 
bacteria /, 78- 


surveillance; report., 78- 
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Salt-bush. 

Characteristics and hybridization of im- 
portant intermountain shrubs /, 78- 
14630 

Salt domes — Gulf States. 

Engineering feasibility study of un- 
derground storage in existing leached 
caverns in salt formations., 78-1625 


Final report, project II engineering 
feasibility study of underground 
storage in existing leached carverns in 
salt formations., 78-1625 


Final report, project I : investigation of 
new leached caverns in salt domes., 
78-1626 


Investigation of new leached caverns in 
salt domes., 78-1626 


*Salt domes — Louisiana. 

Final environmental impact statement : 
strategic petroleum reserve : Capline 
Group Salt Domes : Iberia, Napoleon- 
ville, Weeks Island Expansion, Bayou 
Choctaw Expansion, Chacahoula, 
Iberia, Iberville, and Lafourche 
Parishes, Louisiana., 78-25410 


78-25410 


Salt domes — Louisiana — Assumption 
Parish. 
Strategic 


Strategic petroleum reserve., 


petroleum reserve, Capline 
Group Salt Domes : draft environmen- 
tal impact statement., 78-338 


Salt domes — Louisiana — Calcasieu Parish. 


Draft environmental impact statement 
for Sulphur Mines salt dome., 78-336 


Final environmental impact statement : 
strategic petroleum reserve : Sulphur 
Mines Salt Dome, Calcasieu Parish, 
Louisiana., 78-12792 


Strategic petroleum reserve., 
78-12792 


Salt domes — Louisiana — Cameron Parish. 
Strategic petroleum reserve, Texoma 
Group salt domes : draft environmen- 

tal impact statement., 78-337 


78-336, 


*Salt domes — Texas — Brazoria County. 
Final environmental impact statement : 
strategic petroleum reserve : 
Group salt domes (Bryan Mound Ex- 
pansion, Allen, Nash, Damon Mound, 
and West Columbia), Brazoria County, 


Seaway 


Texas., 78-20469 

Strategic petroleum reserve, Bryan 
Mound Salt Dome, Brazoria County, 
Texas final environmental impact 
statement., 78-8846 

Strategic petroleum 
Group salt domes., 


reserve, 
78-20469 
petroleum reserve, Seaway 


Group Salt Domes : draft environmen- 
tal impact statement., 78-339 


Seaway 


Strategic 
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Salt domes — Texas — Fort Bend County. 
Strategic petroleum reserve, Seaway 
Group Salt Domes : draft environmen- 
tal impact statement., 78-339 
Salt domes — Texas — Jefferson County. 
Strategic petroleum reserve, Texoma 
Group salt domes : draft environmen- 
tal impact statement., 78-337 


Salt industry and trade — Statistics. 
Preprint from the 1976 Bureau of Mines 
Minerals Yearbook, 78-17818 
Salt., 78-17818 


Salt industry and trade — United States. 
Salt., 78-7326, 78-11573 
Salt industry and trade — United States — 
Statistics. 
Preprint from the 1975 Bureau of Mines 
Minerals Yearbook, 78-11488 


Salt., 78-11488 


Salt mines and mining — United States. 
Questionable suitability of certain salt 
caverns and mines for the strategic 
petroleum reserve : report to the Con- 
gress /, 78-25747 


Saltwater encroachment — Texas. 
Natural salt pollution control 
Brazos River basin, Texas : communi- 
cation from the Acting Assistant 
Secretary of the Army (Civil Works) 
.-» 78-5672 


*Saltwater encroachment — United States. 
Salt water intrusion in the United States 
/, 78-10910 
*Salvage (Waste, etc.) 
An assessment of anaerobic digestion in 
U.S. agriculture /, 78-16752 


Current activities in DOE’s commercial 
waste management program., 78- 
12789 


Design 


study, 


requirements for uranium ion 
exchange from ammonium bicarbonate 
solutions in a fluidized system /, 78- 
24012 


Development of a polymeric cementing 
and encapsulating process for manag- 
ing hazardous wastes /, 78-257 


A fluxless method for reclaiming alu- 
minum from dross /, 78-21531 


Waste flow characteristics and resource 
recovery /, 78-8765 
Sampling. 


Do’s and don’ts of sampling., 78-26565 


Entironmental assessment sampling and 
analysis phased approach and 
techniques for level 1 /, 78-12915 

Macroinvertebrate sampling techniques 
for streams in semi-arid regions : com- 
parison of the Surber method and a 
unit-effort traveling kick method /, 
78-23484 
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Procedures manual for environmental as- 
sessment of fluidized-bed combustion 
processes /, 78-6585 

Sampling techniques for measuring and 
forecasting crop yields /, 78-19624 

Technical manual for inorganic sampling 
and analysis /, 78-6575 

Technicas de muestreo para la medicion 
y pronosticacion de los rendimientos 
de los cultivos /, 78-19625 

*Sampling (Statistics) 

Considerations for sampling nuclear 
materials for SNM accounting mea- 
surements /, 78-18965 

Effect of handling procedures on sample 
quality /, 78-23494 

EPA/IERL-RTP interim procedures for 
level 2 sampling and analysis of or- 
ganic materials /, 78-23493 

Occupational safety and health statistics : 
concepts and methods., 78-15723 

Source assessment sampling 
design and development /, 


system 
78-23495 


San Andreas Fault. 


The San Andreas fault /, 78-7260 


San Antonio Missions National Historical 

Park, Tex. 

San Antonio Missions National Historical 
Park, Texas, Absaroka-Beartooth Wil- 
derness, Montana, and Chat- 
tachoochee River National Recreation 
Area, Georgia hearing before the 
Subcommittee on Parks and Recrea- 
tion of the Committee on Energy and 
Natural Resources, United States 
Senate, Ninety-fifth Congress, first ses- 
sion, on S. 1156 ... S. 1671 ... S. 1791 
... September 23, 1977., 78-9933 


*San Antonio Missions National Historical 
Parks, Tex. 
Proposed San Antonio Missions National 
Historical Park, Tex. /, 78-19281 


San Antonio, Texas — Government 
property. 

Greater control by Congress needed over 
real property exchanges : the San An- 
tonio case : General Services Adminis- 
tration, Department of Housing and 
Urban Development : Report to the 
Committee on Government operations, 
House of Representatives /, 78-1809 

*San Carlos Indian Reservation, Arizona. 

A sample tribal specific comprehensive 
health plan for the San Carlos Indian 
Reservation., 78-21274 

San Diego, Calif. — Maps. 

Urban atlas, tract data for 
metropolitan statistical 
Diego, Calif., 78-6265 


standard 
areas San 





San Diego, Calif. — Population — Maps. 

Urban atlas, tract data for standard 
metropolitan statistical areas San 
Diego, Calif., 78-6265 

*San Francisco Bay National Wildlife 

Refuge, Calif. 

An act to extend until October 1, 1980, 
the appropriation authorizations for 
the Great Dismal Swamp and San 
Francisco Bay National Wildlife 
Refuges., 78-24792 

San Joaquin River watershed. 

An act authorizing additional appropria- 
tions for prosecution of projects in cer- 
tain comprehensive river basin plans 
for flood control, water conservation, 
recreation, hyroelectric and 
other purposes., 78-2352 


San Marino (Republic) 
Andorra, San Marino, 


power 


78-21900 
78-21900 


Sanctions (International law) 
Implementation of economic sanctions 
against Rhodesia : report of the Comp- 
troller General of the United States., 
78-4749 


*Sanctions (Law) — United States. 
Mandatory traffic law sanctions., 78- 
16054 


Background notes., 


Sand. 
Bed forms generated in the laboratory 


78-4459 


Densification and hysteresis of sand 


under cyclic shear : final report /, 78- 
15086 


under an oscillatory flow., 


Errata for Technical memorandum no. 
28, June 1969 : bed forms generated 
in the laboratory under an oscillatory 
flow analytical and experimental 
study., 78-4459 


A laboratory study of the stability of 
sand-filled nylon bag breakwater struc- 
tures /, 78-12734 


Liquefaction potential of dams and foun- 
dations., 78-20263 


Sand resources on the Inner Continental 
Shelf of the Cape Fear Region, North 
Carolina /, 78-15098 

Saturated sand as an inelastic two-phase 
medium /, 78-20265 

Size analysis of sand samples from 
southern New Jersey beaches /, 78- 
20287 


Study and evaluation of remedial sand 
bypassing procedures : final report /, 
78-15085 


*Sand — New York (State) — Long Island. 
Geomorphology, shallow = subbottom 
structure and sediments of the Atlantic 
inner continental shelf off Long Island, 
New York /, 78-15100 
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Sand — Testing. 

Laboratory investigation of undisturbed 
sampling of cohesionless material 
below the water table : final report /, 
78-25242 

Sand and gravel industry — Statistics. 

Preprint from the 1975 Bureau of Mines 

Minerals Yearbook, 78-4998 


78-4998 


*Sand and gravel industry — United States. 
Marine sand and gravel mining /, 78- 
21490 


Sand and gravel., 


Sand and gravel., 


78-11584 
Sand and gravel industry — United States — 
Accidents — Statistics. 


Injuries at sand and gravel plants, 78- 
21615 


Injury experience and worktime data for 
the sand and gravel industry, 78- 
21615 


MESA safety reviews., 78-21615 


Sand and gravel industry — United States — 
Accidents — Statistics — Periodicals. 
Injury experience in the sand and gravel 

industry., 78-17875, 78-24076 

*Sand-bars. 

Nearshore disposal : onshore sediment 
transport /, 78-20280 

Sediment handling and beach fill design 
/, 78-20284 


Sand-blast — Job descriptions. 
Federal personnel manual system., 78- 
23014 


Job grading system for trades and labor 
occupations, 78-23014 
Sand-dunes. 


Bed forms generated in the laboratory 
under an oscillatory flow., 78-4459 


Errata for Technical memorandum no. 
28, June 1969 : bed forms generated 
in the laboratory under an oscillatory 
flow analytical and experimental 
study., 78-4459 


Planting guidelines for dune creation and 
stabilization /, 78-10779 

Planting guidelines for dune creation and 
stabilization [errata]., 78-25270 

Stochastic analysis of particle movement 
over a dune bed /, 78-4960 

Sand-dunes — California. 

Simulation model of erosion and deposi- 

tion on a barchan dune /, 78-5158 
Sand-dunes — Texas — Padre Island. 

Monitoring of foredunes on Padre Island, 

Texas /, 78-10770 
*Sand-dunes — Wyoming. 

Evaluation of wind-energy sites from 
aeolian geomorphologic features 
mapped from Landsat imagery : first 
results /, 78-13078 


Do not order from index; see indicated entry 





Sandstone — Testing. 

Full-scale laboratory drilling tests on 
sandstone and dolomite : final report /, 
78-23277 

Sandstone — The West. 

Depositional environment of Upper 
Cretaceous black sandstones of the 
Western Interior /, 78-630 


*Sandstone — United States. 

Source assessment : crushed sandstone, 
quartz, and quartzite ; state of the art 
/, 78-23461 

Sandwich construction. 

Toughening of graphite-expoxy 
posites by interlaminar 
Mylar films /, 78-26331 

Sanitary engineering. 

Management of bottom sediments con- 
taining toxic substances : proceedings 
of the second U.S.-Japan Experts’ 
Meeting, October, 1976, Tokyo, Japan 
/, 78-1564 

*Sanitary engineering — Study and 
teaching. 

Rural sanitation manpower development 
: agreement between the United States 
of America and Indonesia signed at 
Jakarta, October 28, 1976., 78-18430 


Sanitary landfills. 

Management of gas and leachate in land- 
fills ; proceedings of the third Annual 
Municipal Solid Waste Research Sym- 
posium held at St. Louis, Missouri, 
March 14, 15 and 16, 1977 /, 78- 
1552 


Sanitary landfills — California — San 
Bernardino. 
Successful sanitary landfill siting : county 
of San Bernardino, California / by, 
78-244 


*Sanitary landfills — United States. 
Liners for sanitary landfills and chemical 


and hazardous waste disposal sites /, 
78-23485 


A study of vegetation problems as- 
sociated with refuse landfills /, 78- 
23474 

Sanitation — Bibliography. 

Sanitation and sewage., 


com- 
perforated 


78-373 


Sanitation — Michigan — Detroit. 
Improved sanitation practice for control 
of Dutch elm disease /, 78-1347 


*Santa Ana River, Calif. — Floods. 

Review report on the Santa Ana River 
main stem : including Santiago Creek 
and Oak Street Drain, for flood con- 
trol and allied purposes., 78-23163 


Santa Fe Trail. 

The Santa Fe Trail communication 
from the Secretary of the Interior 
transmitting the final report on the ad- 
dition of the Santa Fe Trail to the Na- 
tional Trails System ..., 78-8390 
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Santa Monica Mountain and Seashore 

Urban National Park, Calif. 

To establish the Santa Monica Mountains 
and Seashore Urban National Park, 
California : hearing before the Sub- 
committee on National Parks and 
Recreation of the Committee on Interi- 
or and Insular Affairs, House of 
Representatives, Ninety-fourth Con- 
gress, second session, on H.R. 14665, 
H.R. 3201, and S. 1640 ... September 
16, 1976., 78-8308 

Sao Paulo, Brazil (State) 

Scientific and technical assistance 
memorandum of understanding 
between the United States of America 
and the State of Sao Paulo, Brazil, 
signed at Gaithersburg and Sao Paulo 
June 13 and September 4, 1975 and 
amending and extending agreement 
signed at Gaithersburg and Sao Paulo 
September 2 and 5, 1976., 78-5207 

*Sap. 

Coniferous understory influences sugar 
maple (Acer saccharum Marsh.) sap 
production /, 78-16581 


Increasing the efficiency of maple sap 
evaporators with heat exchangers /, 
78-6132 

Sarcoma — Abstracts — Periodicals. 

Diagnosis and treatment of sarcomas and 

related tumors., 78-3312 
Sarcoma — Diagnosis — Abstracts — 

Periodicals. 

Diagnosis and treatment of sarcomas and 
related tumors., 78-3312 

Sarsiellidae. 

West African myodocopid Ostracoda 
(Sarsiellidae, Rutidermatidae) /, 78- 
9531 

*Satellite solar power stations. 

The ATS-6 power system : hardware im- 
plementation and orbital performance 
/, 78-13965 

Final report of the ERDA Task Group 
on Satellite Power Stations., 78-8771 


Satellite power system (SPS) concept 
development and evaluation program 
plan, July 1977-August 1980... /, 78- 
16977 


Survey of satellite power stations ... /, 
78-4592 


Satellite solar power stations — Law and 
legislation — United States. 

Establishment of a solar power satellite 
research, development, and demonstra- 
tion program : report together with ad- 
ditional and dissenting views to accom- 
pany H.R. 12505., 78-26908 

Satellite solar power stations — Research — 

United States. 

Establishment of a solar power satellite 
research, development, and demonstra- 
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tion program : report together with ad- 

ditional and dissenting views to accom- 

pany H.R. 12505., 78-26908 
Satellites. 

Communications technology satellite out- 
put-tube design and development /, 
78-7488 

Satellite power system (SPS) concept 
development and evaluation program 
plan, July 1977-August 1980... /, 78- 
16977 

Satellites — Bibliography. 

Rockets and satellites., 

Saudi Arabia. 
Background notes., 


Saudi Arabia, 


78-1903 


78-14020 
78-14020 


Saudi Arabia — Economic conditions. 
Housing and urban development in Saudi 
Arabia., 78-547 
Saudi Arabia — Relations (general) with the 
United States. 
Access to oil : the United States relation- 


ships with Saudi Arabia and Iran /, 
78-8273 


Savannah, Ga. — Historic houses, etc. 
Historic preservation plan for the central 
area general neighborhood renewal 
area, Savannah, Georgia., 78-25920 


Saving and investment — Addresses, essays, 
lectures. 

Capital formation in an uncertain finan- 

cial environment remarks /, 78- 
8880 


Remarks of Arthur F. Burns, Chairman, 
Board of Governors of the Federal 
Reserve System at Chancellor Helmut 
Schmidt’s dinner honoring Dr. Karl 
Klasen, on the occasion of his retire- 
ment as President of the Deutsche 
Bundesbank, Bonn, Germany, May 11, 
1977., 78-8877 


Saving and investment — United States — 
Statistics — Periodicals. 


Savings & home financing source book., 
78-17293 


Summary of savings accounts by geo- 
graphic areas, FSLIC-insured savings 
and loan associations., 78-23596 

Volume and composition of individuals’ 
saving., 78-3200 

*Savoonga, Alaska. 

Savoonga : its history, population and 

economy., 78-21520 
*Sawing. 

Investment opportunity 
face sawing /, 78-16568 

Is there a “‘best” sawing method? /, 78- 
14622 

Sawmills — United States. 

Predicted cubic-foot yields of lumber, 

sawdust, and sawmill residue from the 


best opening 
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sawtimber portions of hardwood trees 
/, 78-6131 
Sawmills — United States — Computer 
programs. 

SOLVE II : a technique to improve effi- 
ciency and solve problems in hard- 
wood sawmills /, 78-3987 

*Sawmills — United States — Production 
standards. 

Individual log yields by eight sawing 
systems /, 78-16566 

Sawmills — United States — Safety 
measures. 

Health and safety guide for sawmills and 
planing mills., 78-7128 

NIOSH health and safety guide for saw- 
mills and planing mills., 78-7128 

*Saws — Catalogs. 


Metalworking saws and filing machines., 
78-20121 


*Sawtooth National Recreation Area, Idaho. 

Final environmental statement Saw- 

tooth National Recreation Area, Sav- 
tooth National Forest., 78-16664 


Sawtooth National Recreation Area : re- 
port to accompany S. 791., 78-8479 
Sawtooth National Recreation Area, 
Sawtooth National Forest., 78-16664 
Sayoc, Gaspar Louis. 
Gaspar Louis Sayoc : report to accom- 
pany S. 142., 78-5908 
Scales (Weighing instruments) 


Weight scaling for southwestern pon- 
derosa pine /, 78-6139 


*Scales (Weighing instruments) — Catalogs. 
Scales, balances, and optical 
ments., 78-20113 


Scaling laws (Nuclear physics) 

Modeling of pool swell 

progress report, March 
26676 


instru- 


dynamics 
1977 /, 78- 


MPLAW : a multipulse-scaling-law code 
using data-base interpolation /, 78- 
25337 


Small scale modeling of hydrodynamic 
forces in pressure suppression systems 
: final report /, 78-18927 

Scanning systems. 

Data-handling considerations for ad- 
vanced high-resolution multispectral 
scanners /, 78-9337 

Multipath and _ performance 
TRSB receivers /, 78-8014 


Near-field antenna measurements on a 
cylindrical surface : a source scatter- 
ing-matrix formulation /, 78-4144 


Procedures for the systematic evaluation 
of remote sensor performance and 
quantitative mission planning /, 78- 
25226 


tests of 





Visual scanning : comparisons between 
student and instructor pilots : final re- 
port for period | December 1974 - 1 
December 1975 /, 78-15161, 78- 
20421 

*Scarfing (Metals) 

Control of steel plant scarfing emissions 
using wet electrostatic precipitators /, 
78-20701 


Scaridae — Behavior. 

Sexual patterns in the labroid fishes of 
the Western Caribbean, II : the parrot- 
fishes (Scaridae) /, 78-15902 

*Scattering (Mathematics) 

Scattering theory for the acoustic wave 
equation in an arbitrary exterior 
domain /, 78-20384 

*Scattering (Physics) 

Effects of scattering by obstacles in the 

field of VOR/DVOR /, 78-15981 


Microwave emission from polar firn /, 
78-26412 


Near-field antenna measurements on a 
cylindrical surface : a source scatter- 
ing-matrix formulation /, 78-4144 

*Schedules, School — Washington, D.C 

1978-1979 FSI schedules of courses., 

78-21872 
Schell, William J 

Membrane applications to coal conver- 
sion processes /, 78-1603, 78-1604, 
78-1605 

Scheutz, Georg, 


Georg Scheutz and the first printing cal- 
culator /, 78-814 


Schists — California — Leona Valley. 
Postcrystalline deformation of the Pelona 


Schist bordering 
southern California /, 


Leona Valley, 
78-17788 
*Schizophrenia — Chemotherapy. 


Antischizophrenic drug use., 78-16070 


Program guide Mental Health and 
Behavioral Sciences Service : an- 
tischizophrenic drug use., 78-16070 


Schizophrenia — Periodicals. 
Schizophrenia bulletin., 78-3361 


Schlesinger, James R 

Nomination of Dr. James R. Schlesinger 
to be the nation’s first Secretary of 
Energy : hearing before the Committee 
on Energy and Natural Resources, 
United States Senate, Ninety-fifth Con- 
gress, first session ... August 3, 1977., 
78-1025 


Scholars — Salaries, pensions, etc. — 
Taxation. 
Foreign scholars and educational and 
cultural exchange visitors., 78-7651 
Scholars — Salaries, pensions, etc. — United 
States — Taxation. 
Tax information for American scholars in 
the U.S. and abroad., 78-7652 
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Scholarships. 
Active duty personnel Army ROTC 
scholarships are available., 78-4333 


Annual report - Board of Foreign 
Scholarships., 78-24458 


Report on exchanges, annual report., 
78-24458 
*Scholastic aptitude test. 
Development of a screening methodology 
for entry into medical technical train- 
ing courses /, 78-15205 
*School attendance — United States. 
Declining enrollment : 
the coming decade /, 


the challenge of 
78-17441 
Disability days : United States, 1975 /, 


78-21283 


School bonds — United States — Statistics — 
Periodicals. 
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Creek and Anacostia River basins, 
Montgomery County, Maryland, 1962- 
74 /, 78-17787 


Sediment transport — Mathematical models. 
Stochastic analysis of particle movement 
over a dune bed /, 78-4960 


Sediment transport — New Mexico — 

Atrisco Feeder Canal. 

Transport and dispersion of fluorescent 
tracer particles for the dune-bed con- 
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European waste-to-energy systems case 
study of the thermal complex of Tou- 
louse-Le Mirail (France)., 78-6606 


Sewage disposal plants — Germany — 

Munich. 

European waste-to-energy systems case 
study of Munich : Munich 1A & 1B, 
Munich II, Munich South IV & V., 
78-6608 


*Sewage disposal plants — Handbooks, 
manuals, etc. 
Manual for evaluating secondary impacts 
of wastewater treatment facilities /, 
78-12935 


Operations manual : sludge handling and 


conditioning /, 78-25698 


Sludge handling and conditioning., 78- 
25698 


Stabilization ponds /, 78-12994 
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Sewage disposal plants — Maintenance and 
repair — Handbooks, manuals, etc. 
Maintenance management systems for 


municipal wastewater facilities., 78- 
25699 


Sewage disposal plants — Management — 
Handbooks, manuals, etc. 
Maintenance management systems for 
municipal wastewater facilities., 78- 
25699 


*Sewage disposal plants — Massachusetts — 

Boston. 

Draft environmental impact statement : 
proposed sludge management plan, 
Metropolitan District Commission, 
Boston, Massachusetts., 78-23520 


Proposed sludge management 


Metropolitan _ District 
Boston, Massachusetts., 


plan, 
Commission, 
78-23520 


*Sewage disposal plants — Minnesota — Ely. 
Energy consumption of advanced waste- 
water treatment at Ely, Minnesota /, 
78-12983 


*Sewage disposal plants — Missouri — St. 

Louis. 

Secondary treatment of municipal waste- 
water in the St. Louis area : minimal 
impact expected : report to the Con- 
gress /, 78-20999 


*Sewage disposal plants — New Hampshire 

— Winnipesaukee River watershed. 

Final environmental impact statement : 
proposed wastewater collection and 
treatment facilities, Winnepesaukee 
River Basin, New Hampshire., 78- 
23519 


Wastewater collection and treatment 
facilities, Winnipesaukee River Basin, 


New Hampshire., 78-23519 


Sewage disposal plants — New York (State) 

— Long Island — Costs. 

Suffolk County sewer project, Long 
Island, New York : reasons for cost in- 
creases and other matters, Environ- 
mental Protection Agency : report of 
the Comptroller General of the United 
States., 78-1670 


*Sewage disposal plants — Oregon — 

Lincoln County. 

Final environmental impact statement : 
wastewater treatment systems for the 
Bay to Bay Sanitary District, Lincoln 
County, Oregon ; prepared by U.S. En- 
vironmental Protection Agency, Re- 
gion X, with technical assistance by 
Jones & Stokes Associates, Inc., in as- 
sociation with Don Owen & Associates 
and Gruen Gruen and Associates., 
78-17186 


*Sewage disposal plants — Oregon — 
Lincoln County — Finance. 
Bay to Bay Sanitary District., 78-20776 
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Draft environmental statement, waste- 
water treatment systems for the Bay- 
to-Bay Sanitary District, Lincoln Coun- 
ty, Oregon ... /, 78-20776 

Final environmental impact statement, 
wastewater treatment systems for the 
Southwest Lincoln County Sanitary 
District ... /, 78-20770 


Southwest Lincoln County Sanitary Dis- 
trict., 78-20770 


Wastewater treatment systems for the 
Bay to Bay Sanitary District., 78- 
20776 


*Sewage disposal plants — Pennsylvania — 
Montgomery County. 
Expansion of the Oaks wastewater treat- 
ment facilities, Montgomery County, 
Pennsylvania., 78-25694 


Final environmental impact statement : 
expansion of the Oaks 
treatment facilities, 
County, Pennsylvania., 


wastewater 
Montgomery 
78-25694 
*Sewage disposal plants — Standards. 
An approach for establishing best availa- 
ble technology economically achieva- 
ble (BATEA) under public law 92-500 
with applications to the organics, 


synthetics and plastics industry., 78- 
20665 


Sewage disposal plants — United States. 
Congressional clarification needed on 
eligibility for waivers of non-Federal 
contributions for dredged material 
confined disposal plants : report of the 
Comptroller General of the United 
States., 78-6902 


Continuing need for improved operation 
and maintenance 
treatment plants : 
tection Agency : 
gress /, 78-15337 


of municipal waste 
Environmental Pro- 
report to the Con- 


European waste-to-energy systems : case 
study of Geneva-Cheneniers, Switzer- 
land /, 78-10982 


Guidance for preparing a facility plan., 
78-23433 


Municipal wastewater treatment works, 
construction grants program., 78- 
23433 


Package wastewater treatment plant 


descriptions, performance, and cost., 
78-21345 


Sewage disposal plants — United States — 
Congresses. 
Symposium on Physical-Chemical Treat- 
ment from Municipal and Industrial 
Sources, Taft Center, Cincinnati, Ohio, 


November 12-14, 1975 : addenda /, 
78-17057 
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*Sewage disposal plants — United States — 

Costs — Congresses. 

National Conference on Less Costly 
Wastewater Treatment Systems for 
Small Communities, U.S. Environmen- 
tal Protection Agency, Date: April 12, 
13, and 14, 1977, Location: Reston, 
Virginia., 78-17073 

*Sewage disposal plants — United States — 

Finance. 

Audit guide for construction grant pro- 
gram., 78-20692 


*Sewage irrigation — Florida — Lakeland. 
Effects on ground-water quality from ir- 
rigating pasture with sewage effluent 
near Lakeland, Florida., 78-15541 
*Sewage irrigation — Michigan. 
Survival and early growth of selected 


trees on waste water application sites /, 
78-16605 


Sewage lagoons. 

Control of odors from anaerobic lagoons 
treating food processing waste-waters 
/, 7178-25637 

*Sewage sludge. 

Composting sewage sludge by high-rate 
suction aeration techniques : the 
process as conducted at Bangor, 
Maine, and some guides of general ap- 
plicability /, 78-12872 

Control schemes for the activated-sludge 
/ by Robert Smith, Richard G. Eilers., 
78-10945 


Draft environmental impact statement 
for sludge disposal and land reclama- 
tion in Fulton County, Illinois /, 78- 
23521 


Gold, silver, and other resources in the 
ash of incinerated sewage sludge at 
Palo Alto, California : a preliminary 
report /, 78-26140 


Handling and disposal of sludges from 
combined sewer overflow treatment : 
phase Il, impact assessment /, 78- 
17112 


Initial response of pine seedlings and 
weeds to dried sewage sludge in reha- 
bilitation of an eroded forest site /, 
78-3995 


National Training and Operational 
Technology Center operational control 
procedures for the activated sludge 
process /, 78-23532 


Operational control procedures for the 
activated sludge process., 78-23532 


Operations manual : sludge handling and 


78-25698 

Sewage sludge entrenchment system for 
use by small municipalities /, 78- 
15272 

Sludge disposal and land reclamation in 
Fulton County, Illinois., 78-23521 


conditioning /, 
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Sludge handling and conditioning., 78- 
25698 


Soluble organic nitrogen characteristics 
and removal /, 78-20726 


Transport of sewage sludge /, 78-12925 


*Sewage sludge — Congresses. 
Handling, treatment and disposal of 
wastewater sludge., 78-10911 


USA/USSR Symposium: Handling, Treat- 
ment and Disposal of Wastewater 
Sludge, Moscow, USSR, May 13-16, 
1975 /, 78-10911 

*Sewage sludge digestion. 

Updated summary of the operational 
control procedures for the activated 
sludge process /, 78-25591 

Seward, Alaska — Harbor. 

The ports of Anchorage, Nikiski, Seward, 
Whittier, Valdez, and Ketchikan, 
Alaska /, 78-8668 

Sewer design. 

Alternatives for small wastewater treat- 

ment systems., 78-6591 


Evaluation of trenchless sewer construc- 


tion at South Bethany Beach, 
Delaware /, 78-12928 


*Sewer design — Handbooks, manuals, etc. 

Sewer system evaluation, rehabilitation 
and new construction : a manual of 
practice /, 78-17108 

Sewerage. 

Alternatives for small wastewater treat- 

ment systems., 78-6591 
Sewerage — Costs. 

Conventional and advanced sewer design 
concepts for dual purpose flood and 
pollution control : a preliminary case 
study, Elizabeth, New Jersey /, 78- 
25624 


Sewerage — Delaware — South Bethany 
region. 
Evaluation of trenchless sewer construc- 
tion at South Bethany Beach, 
Delaware /, 78-12928 


Sewerage — Environmental aspects. 
Control of sewer overflows by polymer 
injection /, 78-279 
*Sewerage — Environmental aspects — 
Washington (State) — King County. 
Final environmental statement for Orton 
Road Interceptor, King County, 
Washington /, 78-20772 


78-20772 
Sewerage — Purification — Filtration. 

Sewer infiltration and inflow control 
product and equipment guide/, 78- 
286 

*Sewerage — United States. 


Sewer moratoria : causes, effects, alter- 
natives., 78-21346 


Orton Road Interceptor., 
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*Sewing. 
Commander’s manual : fabric repairman, 
MOS 43M., 78-20171 


Fabric MOS 43M., 78- 
20171 


*Sewing machines — Handbooks, manuals, 
etc. 
Textile industries machinery and industri- 
al sewing machines., 78-16936 


repairman, 


Sex and law. 


Victims of sexual assault., 78-213 


Sex crimes. 


Victims of sexual assault., 78-213 


Sex crimes — United States. 
Rape., 78-2229 


Research into violent behavior : overview 
and sexual assaults : hearings before 
the Subcommittee on Domestic and In- 
ternational Scientific Planning, Analy- 
sis, and Cooperation of the Committee 
on Science and Technology, U.S. 
House of Representatives, Ninety-fifth 
Congress, second session, January 10, 
11, 12, 1978., 78-24655 


Treatment programs for sex offenders /, 
78-15662 


Sex differences (Psychology) 
Women and mathematics : research per- 
spectives for change /, 78-1925 


Sex differences in education. 
Taking sexism out of education., 78- 
25852 


Sex discrimination — Law and legislation — 
United States. 
Equal rights amendment : 
guide /, 78-2221 


International 
2223 


Sex discrimination — United States. 
Hearing before the United States Com- 
mission on Civil Rights : hearing held 
in Corpus Christi, Texas August 17, 
1976., 78-6317 


Hearing before the United States Com- 
mission on Civil Rights : hearing held 
in Denver, Colorado February 17-19, 
1976., 78-6318 ° 


Hearing before the United States Com- 
mission on Civil Rights : hearing held 
in Los Angeles, California, March 16, 
1977., 78-6320 


Hearing before the United States Com- 
mission on Civil Rights : hearing held 
in Memphis, Tennessee May 9, 1977., 
78-6322 


Hearing before the United States Com- 
mission on Civil Rights : hearing held 
in Tampa, Florida March 29-31, 1976., 
78-6325 


Hearing before the United States Com- 
mission on Civil Rights : hearings held 


a workshop 


interdependence., 78- 





in Louisville, Kentucky, June 14-16, 
1976., 78u6321 
Sex discrimination against women. 
Hearing before the United States Com- 
mission on Civil Rights : hearing held 
in Chicago, Illinois., 78-166 
International interdependence., 78- 
2223 


Problems in assessing the impact of Edu- 
cation Division programs on girls and 
women for the National Advisory 
Council on Women’s Educational Pro- 
grams /, 78-8161 


Strategies for change., 78-2225 


Women : the path to equal employment., 
78-2196 


Sex discrimination against women — Law 
and legislation — United States. 
Amending title VII, Civil rights acts of 

1964 : report, together with supple- 
mental views, to accompany S. 995., 
78-5912 


Civil rights act of 1964. Title 7, 78- 
5912 


Discrimination on the basis of pregnancy, 
1977 : hearings before the Subcommit- 
tee on Labor of the Committee on 
Human Resources, United States 
Senate, Ninety-fifth Congress, first ses- 
sion, on S. 995 ... April 26, 27, and 
29, 1977., 78-1056 


The Displaced homemakers act : hearing 
before the Subcommittee on Employ- 
ment Opportunities of the Committee 


on Education and Labor, House of 
Representatives, Ninety-fifth Congress, 
first session, on H.R. 28 ... July 14, 
1977., 78-1010 


Education legislation and regulations., 
78-22294 


Interpretation of the equal rights amend- 
ment in accordance with 
history., 78-24462 

Legislation to prohibit sex discrimination 
on the basis of pregnancy : hearing be- 
fore the Subcommittee on Employ- 
ment Opportunities of the Committee 
on Education and Labor, House of 
Representatives, Ninety-fifth Congress, 
first session, on H.R. 5055 and H.R. 
6075 ..., 78-12078 


Prohibition of sex discrimination based 
on pregnancy : report together with 
dissenting views to accompany H.R. 
6075., 78-14446 

Sex bias : education legislation and regu- 
lations /, 78-22294 


Sex discrimination against women — Law 
and legislation — United States — States. 
State equal rights amendments., 78- 

5131 


legislative 
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Sex discrimination against women — United 
States. 

American women on the move., 78- 
8216 


Education : a workshop guide., 78-2219 


Efforts toward sex fairness in the use of 
education division funds /, 78-9848 


Employment : a workshop guidelines., 


78-2220 


Employment opportunities in the schools 
: job patterns of minorities and women 
in public elementary and secondary 
schools, 1975., 78-2194 

Equal rights amendment 
guide /, 78-2221 


The equal rights amendment and alimony 
and child support laws., 78-12007 

The Federal Bureau of Investigation 
needs better representation of women 
and minorities : report /, 78-23637 

78-16158 


Improving the status of women in the 
arts and humanities workshop 
guidelines., 78-2216 


Insurance : a workshop guide., 


: a workshop 


Health : a workshop guide., 


78-2232 


Job patterns of minorities and women in 
public elementary and _ secondary 
schools., 78-2194 


Older women 
2227 


Questions and answers concerning the 
EEOC guidelines on discrimination 
because of sex., 78-2195 


in America., 78- 


: a workshop guide., 78- 


Report on women 
15847 


Sexual preference., 78-2228 


Women in business : report of the Sub- 
committee on Minority Enterprise and 
General Oversight of the Committee 
on Small Business., 78-5734 


Sex discrimination in consumer credit. 
Women and credit histories., 78-25725 


Sex discrimination in consumer credit — 
United States. 


Credit : a workshop guide., 78-2218 


*Sex discrimination in education. 
Steps toward sex equity in vocational 
education : an inservice training design 
/, 78-21110 
Taking sexism out of education., 78- 
25852 


*Sex discrimination in education — Law and 
legislation — United States. 


Education legislation and regulations., 
78-22294 


Sex bias : education legislation and regu- 
lations /, 78-22294 


Sex discrimination in education — United 
States. 
Education : a workshop guide., 78-2219 
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Efforts toward sex fairness in the use of 
education division funds /, 78-9848 


Employment opportunities in the schools 
: job patterns of minorities and women 
in public elementary and secondary 
schools, 1975., 78-2194 

An equal chance : a parent’s introduc- 
tion to sex fairness in vocational edu- 
cation., 78-23715 

Job patterns of minorities and women in 
public elementary and secondary 
schools., 78-2194 

Sex discrimination in guidance & coun- 
seling report review and action 
recommendations., 78-8160 

Women’s participation in management 
and policy development in the educa- 
tion division /, 78-2191 

Sex discrimination in education — United 

States — Bibliography. 

Resources in women’s educational equity 
: abstracts, citations for the year 1976., 
78-7057 

Sex discrimination in insurance — United 

States. 

Insurance : a workshop guide., 78-2232 

Sex ratio — Mathematical models. 

Impact of red fox predation on the sex 

ratio of prairie mallards /, 78-2081 
Sex role. 

Freedom of reach for young children : 
nonsexist early childhood education /, 
78-1919 

*Sex role in mass media. 

Shattering sex role stereotypes 

tions for growth., 78-21308 


*Sexism — United States. 
Shattering sex role stereotypes : 
tions for growth., 78-21308 


: founda- 


founda- 


Sexism in textbooks. 
Taking sexism out of education., 78- 
25852 


*Sexual behavior in animals. 
Sexual patterns in the labroid fishes of 
the western Caribbean /, 78-18457 
Seychelles. 


Background notes., 78-21915 


Seychelles, 78-21915 
Shade trees. 
Protecting shade trees during home 
struction /, 78-1326 
Selecting and growing shade trees /, 
16514 


*Shafting. 
Bolted shaft coupling : friction test., 
24005 
*Shafts (Excavations) 
Engineering and design, 
shafts in rock., 78-23118 


Tunnels and shafts in rock., 


tunnels and 
78-23118 
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*Shale. 
Engineering properties of clay shales., 
78-20254 


Study of hydrocarbon-shale interaction., 

78-25516 
*Shale — Illinois. 

Geologic and geochemical studies of the 
New Albany Group (Devonian black 
shale) in Illinois to evaluate its charac- 
teristics as a source of hydrocarbons., 
78-23375 

Shale — United States. 

Three lick bed useful stratigraphic 
marker in the upper Devonian Shale in 
eastern Kentucky and adjacent areas 
of Ohio, West Virginia and Tennessee 
/, 78-8818 


*Shale — West Virginia — Jackson County 

— Analysis. 

Petrography of selected Devonian shale 
core samples from the CGTC 20403 
and CGSC 11940 wells, Lincoln and 
Jackson Counties, West Virginia /, 
78-20924 


*Shale — West Virginia — Lincoln County 

— Analysis. 

Petrography of selected Devonian shale 
core samples from the CGTC 20403 
and CGSC 11940 wells, Lincoln and 
Jackson Counties, West Virginia /, 
78-20924 


*Shale oils. 
Characterization and analysis of Devoni- 
an shales as related to release of gase- 
ous hydrocarbons., 78-13157 


Quarterly progress report, ERDA Con- 
tract No. EY-76-C-05-5194 /, 78- 
20644 


Separation and identification of some al- 
kylpyridines from thermally cracked 
shale-oil naphtha /, 78-20621 

*Shale oils — Analysis. 

Sampling and analysis research program 
at the Paraho shale oil demonstration 
plant /, 78-23502 

*Shale oils — Bibliography. 

A bibliography of publications dealing 
with oil shale and shale oil from U.S. 
Bureau of Mines, 1917-1974, and the 
ERDA_ Laramie Energy Research 
Center, 1975-1976., 78-23365 


Oil shales and tar sands : a bibliography., 
78-20643 


*Shale oils — Refining. 
Effects of space velocity on quality and 
quantity of gas from oil shale retorting 
/, 78-12149 
A study of true in situ oil shale technolo- 
gy /, 78-20559 
Shapers — Catalogs. 
Planers and shapers (including shapers; 
formerly part of FSC 3419)., 78- 
25157 
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Sharks — Bibliography. 
Sharks /, 78-9266 
*Shasta National Forest, Calif. 
Environmental statement : Shasta-Trinity 
National Forest : timber management 
plan., 78-16653 
Shasta-Trinity National Forest, 
management plan., 78-16653 


timber 


Shear flow. 
A field study of wind over a simulated 
block building /, 78-9435 
Shear dispersion in time varying flows /, 
78-14907 
*Shear strength of soils. 
Densification and hysteresis of sand 


under cyclic shear : final report /, 78- 
15086 


Effect of frictionless caps and bases in 
the cyclic triaxial test : final report /, 
78-15087 

Effect of horizontal reinforcement on 


stability of earth masses : final report /, 
78-20257 


*Shear strength of soils — Testing. 
Engineering properties of clay shales., 
78-20254 
Shear strength of surface-mine spoils 
measured by triaxial and direct shear 
methods /, 78-16637 
Sheep — United States. 
Raising a small flock of sheep /, 78- 
6060 
Structural characteristics and costs of 
producing sheep in the northcentral 
states, 1975 /, 78-16758 
Sheep — United States — Statistics. 
Sheep, lambs, and goats : final estimates 
for 1970-75., 78-8501 
Sheep — United States — Statistics — 
Periodicals. 


Sheep and goats., 78-10479 


*Sheep houses and equipment. 

Housing and equipment for sheep /, 78- 

22654 
Sheet-metal, Corrugated. 

Pressure and heating-rate distributions on 
a corrugated surface in a supersonic 
turbulent boundary layer /, 78-26358 

Sheets — Statistics — Periodicals. 

Sheets, pillowcases, and towels., 78- 

2600, 78-8619 
*Sheffield, Mass. — Floods. 

Floods on Housatonic River, Hubbard & 
Schenob’- Brooks, Sheffield, Mas- 
sachusetts., 78-23143 

Sheldon, Georgiana H , 

FPC nominations : hearing before the 
Committee on Energy and Natural 
Resources, United States Senate, 
Ninety-fifth Congress, first session ... 
August 2, 1977., 78-1019 
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*Shellfish — Bacteriology. 

Effects and interactions of 
polychlorinated biphenyl (PCB) with 
estuarine microorganisms and shellfish 
/, 78-12879 

*Shellfish — Miscellanea. 

Being a bouillabaisse of fascinating facts 
about fish : the most-asked questions., 
78-19858 

Shellfish fisheries — United States. 

The molluscan shell fish industries and 
water quality : problems and opportu- 
nities., 78-1475 

Shellfish trade — Canada — Directories. 

Interstate certified shellfish shippers list; 
fresh and frozen oysters, clams, and 
mussels., 78-3337 

Shellfish trade — United States — 

Directories. 

Interstate certified shellfish shippers list; 


fresh and frozen oysters, clams, and 
mussels., 78-3337 


Shellfish trade — United States — Statistics 
— Periodicals. 
Shellfish market review and outlook., 
78-2862 


Shells (Engineering) 
Compressive strength of ship hull girders 
/, 78-2213 


Effect of end-ring stiffness on buckling of 
pressure-loaded stiffened conical shells 
/, 78-15779 
Sheltered workshops — Certification. 
A Guide to sheltered workshop certifica- 
tion., 78-7450 


*Sheltered workshops — United States. 
Stimulating government utilization of 
sheltered workshops /, 78-17670 


*Sheltered workshops — United States — 

Statistics. 

Sheltered workshop study : a nationwide 
report on sheltered workshops and 
their employment of handicapped in- 
dividuals., 78-11654 

Shenandoah National Park, Va. — 

Congresses. 

Shenandoah National Park; Annual She- 
nandoah Research Symposium., 78- 
21588, 78-21589 

Shenandoah River. 

Flood hazard analyses : North Fork She- 
nandoah River and tributaries, 
Rockingham County, Virginia., 78-89 

*Shielding (Electricity) 

Grounding, bonding, and shielding prac- 
tices and procedures for electronic 
equipments and facilities /, 78-18707 

*Shielding (Electricity) — Bibliography. 

Grounding, bonding, and _ shielding 


bibliography, 1930 to 1971., 78- 
15999 





Shielding (Heat) 
Pressure and heating-rate distributions on 
a corrugated surface in a supersonic 
turbulent boundary layer /, 78-26358 
*Shielding (Radiation) 
Building design for radiation shielding 
and thermal efficiency., 78-10675 


Design, fabrication, and structural testing 
of a lightweight shadow shield for 
deep-space application /, 78-11698 

Implication of outer-zone radiations on 
operations in the geostationary region 
utilizing the AE4_— environmental 
model, 78-21812 

Shielding (Radiation) — Computer 
programs. 

Improved analysis of electron penetration 
and numerical procedures for space 
radiation shielding /, 78-9351 

*Shift systems. 

Physiological and psychological aspects 

of night and shift work /, 78-21291 


*Shift systems — Physiological aspects. 


Health consequences of shift work /, 
78-21301 


*Shift systems — Psychological aspects. 
Health consequences of shift work /, 
78-21301 


Shigellosis — Statistics — Periodicals. 
Shigella surveillance., 78-13560 


Shigella surveillance; report., 78-3357, 


78-17624 
Shih, Fox-Chiau. 

Fox-Chiau Shih : report to accompany S. 

336., 78-6008 
*Shiloh National Military Park, Tenn. 

Shiloh National Military Park, Tennes- 

see., 78-13787 
*Ship-building. 

Survey of structural tolerances in the 
United States commercial shipbuilding 
industry /, 78-22366 

World shipbuilding : facing up to over- 


capacity : a research paper., 78- 
14002 


*Ship-building — Addresses, essays, 
lectures. 

Remarks by Howard F. Casey, Dupty 
Assistant Secretary of Commerce for 
Maritime Affairs, 32nd Mississippi Val- 
ley World Trade Conference, Fairmont 
Hotel, New Orleans, La., 10:15 A.M., 


Thusday, June 9, 1977., 78-14891 
Ship-building — Costs — Periodicals. 
Relative cost of shipbuilding; a report to 
the Congress on the relative cost of 
shipbuilding in the various coastal dis- 
tricts of the United States., 78-16813 
Ship-building — Finance. 
The maritime aids of the 
maritime nations., 78-1444 


six major 
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Ship-building — Research. 
The maritime aids of the six major 
maritime nations., 78-1444 


Ship-building — United States. 

The depressed condition of the U.S.-flag 
tanker industry : hearing before the 
Committee on Commerce, United 
States Senate, Ninety-fourth Congress, 
first session ... February 7, 1975., 78- 
12058 


Hearing on shipbuilding programs before 
the Seapower and Strategic and Criti- 
cal Materials Subcommittee of the 
Committee on Armed Services, House 
of Representatives, Ninety-fifth Con- 
gress, first session, May 25, 1977., 
78-969 

Shipbuilding, 
claims 


ship maintenance, and 
hearings before the Task 
Force on National Security and Inter- 
national Affairs of the Committee on 
the Budget, House of Representatives, 
Ninety-fifth Congress, first session, Oc- 
tober 4 and 5, 1977., 78-12056 


Tanker construction oversight and cargo 
equity : hearing before the Committee 
on Merchant Marine and Fisheries, 
House of Representatives, Ninety-fifth 
Congress, first July 13, 
1977., 78-5628 


Update : domestic LNG vessel construc- 
tion /, 78-19803 


Ship-building — United States — Costs. 
Economics of defense procurement 

shipbuilding claims : hearings before 
the Subcommittee on Pricrities and 
Economy in Government of the Joint 
Economic Committee, Congress of the 
United States, Ninety-fourth Congress, 
second session, and Ninety-fifth Con- 
gress, first session ..., 78-26762 


Ship-building — United States — Periodicals. 
Relative cost of shipbuilding; a report to 
the Congress on the relative cost of 
shipbuilding in the various coastal dis- 
tricts of the United States., 78-16813 
Ship-building — United States — Statistics. 
New ship construction., 78-19805 


session 


Ship-building subsidies. 
The maritime aids 
maritime nations., 


of the 
78-1444 
*Ship handling — Data processing. 

First season results from ship response 
instrumentation aboard the SL-7 class 
containership S.S. Sea-Land McLean 
in North Atlantic service /, 78-18978 


six major 


Ship registers — Periodicals. 
Supplement to merchant vessels of the 
United States., 78-3791 


Ship registers — United States. 
Vessel inventory report., 78-14892 
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Ship registers — United States — 
Periodicals. 
Merchant vessels of the United States; 
(including yachts)., 78-22225 
Shipfitting — Job descriptions. 
Federal personnel manual system., 78- 
23014 


Job grading system for trades and labor 
occupations, 78-23014 


*Shipment of goods. 


Factors influencing the demand for 
goods movement /, 78-22017 


GSA can improve traffic management 
practices : report /, 78-25797 


Small shipments : rights, remedies and al- 
ternatives., 78-17882 


*Shipment of goods — Data processing. 
Automated monthly reporting program 
for exporters., 78-22948 


*Shipment of goods — Standards. 
Personal property traffic management 
regulation., 78-10634, 78-10635, 
78-10636, 78-10637, 78-23029 


Shippers’ guide — United States. 
Shippers guide to hazardous materials 
regulations (water mode)., 78-878 
*Shipping. 
Air and water transportation occupa- 
tions., 78-15695 


Regional market, industry and transpor- 
tation impacts of waterway 
charges /, 78-24350 


Relative costs of U.S. and foreign nodule 
transport ships /, 78-19833 


U. S. life lines : imports of essential 
materials-1967, 1971, 1975 and the 
impact of waterborne commerce on 
the nation., 78-23180 


*Shipping — Addresses, essays, lectures. 

Remarks of Otto J. Kirse, Assistant 
Managing Director for Consumer Af- 
fairs, before the International Trade 
Association, Dallas, Texas, March 9, 
1977., 78-15322 

Remarks of Otto J. Kirse, Assistant 
Managing Director for Consumer Af- 
fairs, before the Propeller Club of Gol- 
den Gate luncheon, San Francisco, 
California, February 23, 1977., 78- 
15321 


Shipping — Bibliography. 
Shipping and transportation., 


user 


78-356 


*Shipping — Energy conservation. 

Energy conservation in the U.S. maritime 
industry : ocean shipping operations., 
78-19799 

Energy conservation in the U.S. maritime 
industry : shoreside operations., 78- 
19801 

Ocean shipping operations., 78-19799 


Shoreside operations., 78-19801 
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*Shipping — Energy consumption — United 
States. 
Evaluation of maritime industry energy 
consumption profiles /, 78-19796 
*Shipping — Great Lakes — Energy 
conservation. 
Energy conservation in the U.S. maritime 
industry : Great Lakes shipping opera- 
tions., 78-19797 


Great Lakes shipping operations., 
19797 


Shipping — Great Lakes — Statistics — 
Periodicals. 
Transportation lines on the Great Lakes 
system., 78-23120 


Shipping — Great Lakes region — Statistics 
— Periodicals. 
U.S. Great Lakes ports; statistics for 
overseas and Canadian waterborne 
commerce., 78-3800 


Shipping — Mississippi River — Statistics — 
Periodicals. 
Transportation lines on the Mississippi 
River system and the Gulf intracoastal 
waterway., 78-12721 


Shipping — Rates — Addresses, essays, 
lectures. 

Remarks by Federal Maritime Commis- 
sion Chairman Karl E. Bakke prepared 
for delivery at a luncheon of the 
Seatrade Conference on Trade Ships 
and Politics, Hilton Hotel, New York 
City ... November 8, 1976., 78-342 


Remarks by the Honorable Karl E. 
Bakke, Chairman, Federal Maritime 
Commission at the annual meeting of 
the American Importers Association, 
Plaza Hotel, New York City ... May 
25, 1976., 78-15319 


*Shipping — Russia — Addresses, essays, 
lectures. 

Remarks by the Honorable Karl E. 
Bakke, Chairman, Federal Maritime 
Commission, before the National 
Defense Transportation League, 
Seamen’s Church Institute, New York, 
N. Y., August 20, 1976., 78-15320 


Shipping — Taxation. 
The maritime aids of the 
maritime nations., 78-1444 


78- 


six major 


Shipping — Texas. 

Vessel traffic service, Houston-Galveston 

: Operating manual., 78-9735 
Shipping — United States. 

Service guide °78 : ship your cargo on 

U.S. flag ships., 78-25046 
*Shipping — United States — Addresses, 
essays, lectures. 

Remarks by the Honorable Karl E. 
Bakke, Chairman, Federal Maritime 
Commission, before the National 
Defense Transportation League, 
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Seamen’s Church Institute, New York, 
N. Y., August 20, 1976., 78-15320 


Shipping — United States — Bibliography. 

Ships, shipping, and shipbuilding., 78- 
25829 

*Shipping — United States — Energy 
conservation. 

Energy conservation in the U.S. maritime 
industry : Great Lakes shipping opera- 
tions., 78-19797 

Energy conservation in the U.S. maritime 


industry : inland towing operations., 
78-19798 


Energy conservation in the U.S. maritime 
industry shipyard operations., 78- 
19800 

Great Lakes shipping operations., 78- 
19797 


Shipyard operations., 78-19800 


*Shipping — United States — Finance. 
Construction reserve fund., 78-22907 


Shipping — United States — Rates. 

Control carriers : hearings before the 
Subcommittee on Merchant Marine of 
the Committee on Merchant Marine 
and Fisheries, House of Representa- 
tives, Ninety-fifth Congress, second 
session, on H.R. 9998 ...,  78-26843 

Ocean shipping act of 1978 : report to 
accompany H.R. 9998., 78-26961 

Shipping — United States — Statistics — 

Periodicals. 

Revenue and traffic of Class A and B 
water carriers., 78-26243, 78-26244 

U.S. waterborne exports and general im- 
ports., 78-2619, 78-16858 

Vessel entrances and clearances., 
16785 

Vessel entrances and clearances; type of 
vessel and tonnage., 78-22950 

Waterborne commerce of the United 
States., 78-20234 

*Shipping bounties and subsidies — United 

States. 

Construction reserve fund., 


78- 


78-22907 


Costs of cargo preferences : report of the 
Comptroller General of the United 
States., 78-11135 


Shipping conferences. 

Annual report - Shipping Coordinating 
Committee, Subcommittee on Code of 
Conduct for Liner Conferences., 78- 
26458 


Shipping conferences — Periodicals. 
Approved conference, rate, intercon- 
ference, pooling and joint service 
agreements and_ selective major 
cooperative working arrangements of 
steamship lines in the foreign com- 
merce of the United States., 78- 
25719 
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Ships — Bibliography. 
Ships, shipping, and shipbuilding., 78- 
25829 
Ships — Cargo. 
Environmental wave data for determining 
hull structural loadings /, 78-2214 


Hull structural loadings: Environmental 
wave data for determining., 78-2214 


Maritime cargo theft liability study 
development of a maritime cargo loss 
reporting system /, 78-9555 


Tanker construction oversight and cargo 
equity : hearing before the Committee 
on Merchant Marine and Fisheries, 
House of Representatives, Ninety-fifth 
Congress, first session July 13, 
1977., 78-5628 


Ships — Cargo — Periodicals. 
A report to the President on the National 
cargo security program., 78-22029 


Ships — Cargo — Safety measures. 
Prediction of extreme ammunition cargo 
forces at sea /, 78-9739 


Ships — Electronic equipment. 
Electrician’s mate 3 & 2, 78-4503 


Ships — Electronic equipment — Safety 
regulations. 
Electrical engineering regulations., 78- 
8027 


*Ships — Inspection. 
Marine investigating officer’s regulation 
handbook., 78-22220 


*Ships — Inspection — United States. 
Marine safety : hearings before the Sub- 
committee on Coast Guard and 
Navigation of the Committee on 
Merchant Marine and Fisheries, House 
of Representatives, Ninety-fifth Con- 
gress, first session .... 78-14382 


Rules and regulations for foreign vessels 
operating in the navigable waters of 
the United States., 78-26630 


Ships — Inspection — United States — 
Periodicals. 
List of inspected tank barges & tank- 
ships., 78-14177, 78-24397 


*Ships — Maintenance and repair. 

Changes in navy ship overhaul practices 
could improve fleet capability and 
crew effectiveness Department of 
Defense, Department of the Navy., 
78-13253 


The Navy’s intermediate ship main- 
tenance program can be improved : re- 
port to the Congress /, 78-353 


78-1544 


378 foot class high endurance cutter 
preventive maintenance manual., 78- 
22218 


378 foot class high endurance cutter 
preventive maintenance manual : main 
propulsion division., 78-22217 


The weapons officer., 





*Ships — Maneuverability. 

Sea-Land McLean: static structural 
calibration of ship response instrumen- 
tation system aboard., 78-18977 

Static structural calibration of ship 
response instrumentation system 


aboard the Sea-Land McLean /, 78- 
18977 


Ships — Manning — Safety regulations. 
Rules and regulations for manning of 
vessels., 78-8031 
Ships — Registration and transfer — United 
States — Statistics. 
Foreign flag merchant ships owned by 
U.S. parent companies., 78-22909 


78-19805 


Ships — Safety measures — Handbooks, 
manuals, etc. 
Shipboard lookout manual., 


New ship construction., 


78-9732 
Ships — Safety regulations. 


Electrical engineering regulations., 78- 
8027 


Rules and regulations for cargo and 
miscellaneous vessels., 78-8029 


Rules and regulations for manning of 
vessels., 78-8031 


Ships — Safety regulations — Periodicals. 
Fathom; surface ship & submarine safety 
review., 78-3056 


Ships — Safety regulations — United States. 
Marine safety manual., 78-8032, 78- 
11926, 78-22221 


Rules and regulations for foreign vessels 
operating in the navigable waters of 
the United States., 78-26630 


Rules and regulations for small passenger 


vessels (under 100 gross tons)., 78- 
877 


Safety for small passenger vessels., 78- 
8030 


Safety manual., 78-9730 


Ships — Safety regulations — United States 
— Research. 
RDT&E plan for marine safety /, 78- 
880 


Shipwrecks. 
Cultural resources evaluation of the 


northern Gulf of Mexico continental 
shelf /, 78-9179 


Marine casuality report : SS Transhuron, 
stranding at Kiltan Island on 26 Sep- 
tember 1974 without loss of life /, 
78-7743 


Marine casualty report SS Edmund 
Fitzgerald; sinking in Lake Superior on 
November 10, 1975 with loss of life /, 
78-2169 


*Shipwrecks — Mexico, Gulf of. 


Marine casualty report : SS V.A. Fogg, 
sinking in the Gulf of Mexico on 1 





December 1978 


February 1972 with loss of life /, 78- 
22046 


SS V. A. Fogg sinking in the Gulf of 

Mexico., 78-22046 
*Shipwrecks — Mississippi River. 

Marine casualty report : SS Keytrader 
and SS Baune (Norwegian) collision in 
the Mississippi River on 18 January 
1974 with loss of life /, 78-22047 

*Shipwrecks — New York Harbor. 

Marine casualty report : SS C.V. Sea 
Witch - SS Esso Brussels (Belgium), 
collision and fire in New York Harbor 
on 2 June 1973 with loss of life /, 78- 
22048 


*Shipwrecks — North Pacific Ocean. 

Marine casualty report : SS Silver Dove, 
cargo shift and sinking in the North 
Pacific Ocean on 2 April 1973 without 
loss of life /, 78-22049 


SS Silver Dove, cargo shift and sinking in 
the North Pacific Ocean., 78-22049 


*Shipwrecks — Rhode Island — Point 
Judith. 
Foundering of the motor vessel Comet 
off Point Judith, R.I., 78-22050 


Marine casualty report : foundering of 
the motor vessel Comet off Point Ju- 
dith, Rhode Island on 19 May 1973 
with loss of life /, 78-22050 


*Shipyards — United States — Energy 
conservation. 

Energy conservation in the U.S. maritime 
industry shipyard operations., 78- 
19800 

Shipyard operations., 

*Shirts, Men’s. 

Industry wage survey report : men’s and 

boys’ shirts (except work shirts) and 


nightwear New York State, June 
1974., 78-21742 


Men’s and boys’ shirts (except work 
shirts) and nightwear, New York State, 
June 1974., 78-21742 

Shiskin, Julius, 

Nomination : hearing before the Com- 
mittee on Human Resources, United 
States Senate, Ninety-fifth Congress, 
first session, on Julius Shiskin to be 
Commissioner of Labor Statistics, De- 


partment of Labor, October 6, 1977., 
78-14343 


*Shoalwater Bay Indian Reservation, Wash. 
— Economics conditions. 
Analysis of Shoalwater Bay Indian tribal 
development proposals., 78-21523 
Shoalwater Bay Indian tribal develop- 
ment proposals., 78-21523 
Shock (Mechanics) — Abstracts. 


The Shock and vibration digest., 78- 
2995 


78-19800 
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Shock models — Mathematical waves. 

Wake-shock interaction at a 
number of 6 /, 78-24235 

*Shock tubes. 

Description and operating performance 
of a parallel-rail electric-arc system 
with helium driver gas for the Langley 
6-inch expansion tube /, 78-18114 


Mach 


Shock waves. 
Chemical kinetic modeling of propane 
oxidation behind shock waves /, 78- 
9343 


Coupled gasdynamics and kinetics during 


condensation by a rarefaction wave /, 
78-7297 


An experimental investigation of shock 
wave-turbulent boundary layer interac- 
tions with and without boundary layer 
suction : a data summary report /, 
78-18183 

The refraction of a plane shock wave at 
an air-water interface /, 78-20402 


Shock heating studies ... /, 78-6780, 


78-13103, 78-20880 


Shock wave compression of an alumina- 
filled epoxy /, 78-20344 


Shock waves — Experiments. 
Dynamic fracture and fragmentation of 
cylinders /, 78-4492 


Dynamic yield stress and elastic wave 
velocity measurements for HF-1 steel 
/, 78-4495 


The spikeducer : a time-of-arrival pin 
configuration for shock wave experi- 
ments /, 78-4494 


*Shock waves — Measurement. 
Calibration of quartz stress gauge current 
in impace experiments /, 78-20342 


Muzzle-flange alignment technique for 
precision impact planarity in gas gun 
experiments /, 78-20349 

The NSWC gas fun facility for shock ef- 
fects in materials /, 78-20338 


Shock waves — Tables. 

Table and charts of equilibrium normal- 
shock properties for hydrogen-helium 
mixtures with velocities to 70 km/sec /, 
78-7518 


Tables and charts of equilibrium normal- 
shock and shock-tube properties for 
pure carbon dioxide with velocities 
from | to 16 km/sec /, 78-9399 


Tables and charts of equilibrium normal- 
shock properties for pure hydrogen 
with velocities to 70 km/sec /, 78- 
9398 


*Shooting, Military — Problems, exercises, 
etc. 
Realtrain validation for rifle squads : mis- 
sion accomplishment /, 78-20226 
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*Shoplifting. 


Reducing shoplifting losses /, 78-24317 


*Shopping. 
Changing minority markets., 
Shopping malls — United States. 
People movement for downtown im- 
provement., 78-9749 
Shore birds — Gulf States. 
Nesting colonies of seabirds and wading 


birds, coastal Louisiana, Mississippi, 
and Alabama /, 78-26210 


78-19957 


Shore-lines. 
Laboratory investigation of tidal inlets on 
sandy coasts /, 78-25265 
A numerical hindcast model for wave 
spectra on water bodies with irregular 
shoreline geometry report /, 78- 
10755 
Shore-lines — Washington metropolitan 
area. 
Shoreline acquisition and development 
policies and programs /, 78-26415 
*Shore protection. 
Designing for bank erosion control with 
vegetation /, 78-20276 


A laboratory study of the stability of 
sand-filled nylon bag breakwater struc- 
tures /, 78-12734 

Nearshore disposal : onshore sediment 
transport /, 78-20280 


Overlay of large, placed quarrystone and 


boulders to increase riprap stability /, 
78-20300 


Preliminary analysis of tidal inlet hydrau- 
lics and stability., 78-25271 
Procedures for preliminary analysis of 


tidal inlet hydraulics and stability /, 
78-25271 


Sediment handling and beach fill design 
/, 78-20284 


Survey of coastal revetment types /, 78- 
15092 

Tidal inlet hydraulics and stability., 78- 
25271 


Wave attenuation by artificial seaweed /, 
78-15094 


Wave reflection and transmission at 
permeable breakwaters /, 78-20293 


*Shore protection — California — Imperial 
Beach. 
Breakwater stability study, Imperial 

Beach, California : hydraulic model in- 
vestigation, final report /, 78-10750 

*Shore protection — California — Point 
Pedernales. 

Beach nourishment 
20246 


techniques., 78- 


Page I-2370 





Subject Index 


Shore protection — Environmental aspects 
— Puerto Rico. 
Coastal management program for the 
Commonwealth of Puerto Rico., 78- 
25062 


*Shore protection — North Carolina — Fort 

Fisher. 

Fort Fisher and vicinity, North Carolina : 
letter from the Secretary of the Army, 
transmitting, a letter from the Chief of 
the Engineers, Department of the 
Army, dated October 10, 1975, sub- 
mitting a report, together with accom- 
panying papers and an illustration on 
Fort Fisher and_ vicinity, North 
Carolina, requested by a resolution of 
the Committee on Public Works, 
United States Senate, adopted Sep- 
tember 30, 1964., 78-12725 


*Shore protection — Pennsylvania — 

Presque Isle. 

Presque Isle Peninsula, Erie, Pennsyl- 
vania : letter from the Secretary of the 
Army, transmitting, a letter from the 
Chief of Engineers, Department of the 
Army, dated April 8, 1976, submitting 
a report, together with accompanying 
papers and illustrations, on Presque 
Isle Peninsula, Erie, Pennsylvania, 
requested by a resolution of the Com- 
mittee on Public Works, United States 
Senate, adopted May 14, 1968., 78- 
12727 


*Shore protection — Texas — Galveston 
Bay. 
Vegetation establishment and shoreline 
stabilization : Galveston Bay, Texas /, 
78-15102 


Shore protection — United States. 
Shore protection manual., 78-8712 
*Shore protection — United States — 
History. 
The history of the Beach Erosion Board, 


U.S. Army, Corps of Engineers, 1930 - 
63 /, 78-10771 


Shore protection — United States — 
Periodicals. 
CERCular, 78-3037 


The quarterly CERCular information bul- 
letin., 78-3037 


Short, Angelita. 


Mrs. Angelita Short : report to accom- 
pany H.R. 1428., 78-1177 


*Short take-off and landing aircraft. 
Airworthiness criteria development for 
powered-lift aircraft : a program sum- 
mary /, 78-13951 


Development of an integrated configura- 
tion management/flight director system 
for piloted STOL approaches /, 78- 
13959 


Status of the Navy’s vertical short takeoff 
and landing aircraft : report to the 
Congress /, 78-13375 
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Wind-tunnel investigation of internally 
blown jet-flap STOL airplane model /, 
78-11696 


Short-term memory. 
Effects of lithium carbonate on per- 
formance and biomedical functions /, 
78-868 


*Shoshone National Forest, Wyo. 
Popo Agie Wilderness, Shoshone Na- 
tional Forest, Wyoming., 78-14594 


A_ proposal Popo Agie Wilderness, 
Shoshone National Forest, Wyoming : 
beyond civilization lies wilderness, 
where the earth and its community of 
life are untrammeled by man, where 
man himself is a visitor who does not 
remain., 78-14594 


Shoshonean Indians — Land transfers. 

An act to declare that all right, title, and 
interest of the United States in two 
thousand seven hundred acres, more 
or less, are hereby held in trust for the 
Paiute and Shoshone Tribes of the Fal- 
lon Indian Reservation and Colony, 
Fallon, Nevada ..., 78-27019 


Declaring certain federally owned land 
held in trust by the United States for 
the Te-Moak Bands of Western 
Shoshone Indians : report to accom- 
pany S. 667., 78-10117 


Declaring that all right, title, and interest 
of the United States in 2,700 acres ... 
are hereby held in trust for the Paiute 
and Shoshone Tribes of the Fallon In- 
dian Reservation and Colony, Fallon, 
Nev. ... : report to accompany S. 785., 
78-22596 


Fallon Paiute and Shoshone land transfer 
bill : report to accompany S. 785., 
78-5940 


Federally owned land in Nevada held in 
trust for the Paiute and Shoshone 
tribes of the Fallon Indian Reservation 
: hearing before the U.S. Senate Select 
Committee on Indian Affairs, on S. 
785 ... July 19, 1977., 78-1060 

Shoshoni Indians. 

An act to declare certain federally 
owned land held in trust by the United 
States for the Te-Moak Bands of 
Western Shoshone Indians., 78-5870 


Shot (Pellets) — Environmental aspects — 

United States. 

Steel shot : hearings before the Subcom- 
mittee on Fisheries and Wildlife Con- 
servation and the Environment of the 
Committee on Merchant Marine and 
Fisheries, House of Representatives, 
Ninety-fifth Congress ... November 11, 
1977, Fairfield, Calif., May 6, 1978, 
Easton, Md., 78-26841 


Show-windows. 
Window treatment services 


: competency 
based teaching module., 


78-4795 





*Shower-baths — Accidents. 


Bathtub and shower injuries., 78-11967 


Shrimp fisheries — Atlantic coast (United 
States) — Statistics — Periodicals. 
Shrimp landings, annual summary., 78- 
16848 


Shrimp fisheries — Gulf coast (United 

States) — Statistics — Periodicals. 

Gulf coast shrimp data, annual summa- 
ty., 78-19904 

Gulf coast shrimp data reported by depth 
and area of capture, species, size, 
number of trips, and days fished, 78- 
19904 


Shrimp landings, annual summary., 78- 
16848 


Shrimp fisheries — Gulf States — Statistics 
— Periodicals. 


Gulf coast shrimp data., 78-2859 


Shrimp fisheries — Law and legisiation — 

Brazil. 

Fisheries : shrimp : agreement between 
the United States of America and 
Brazil, effected by exchange of notes 
signed at Brasilia, May 1, 1977 with 
agreed minute signed at 
March 1, 1977., 78-26494 

Shrimp fisheries — Law and legislation — 

Mexico. 

Fisheries off the United States coasts : : 
agreement between the United States 
of America and Mexico, signed at 


Washington, August 26, 1977., 78- 
26495 


Brasilia, 


Shrimp fisheries — Law and legislation — 
United States. 


Fisheries : shrimp : agreement between 
the United States of America and 
Brazil, effected by exchange of notes 
signed at Brasilia, May 1, 1977 with 
agreed minute signed at 
March 1, 1977., 78-26494 


Fisheries off the United States coasts : : 
agreement between the United States 
of America and Mexico, signed at 
Washington, August 26, 1977., 78- 
26495 


Shrimp fisheries — United States — 
Statistics — Periodicals. 
Shrimp landings., 78-2855 


Brasilia, 


*Shrimps. 

Studies on the time course of salinity and 
temperature adaptation in the com- 
mercial brown shrimp penaeus aztecus 
ives : final report /, 78-10757 

Shrubs — Minnesota. 

Biomass estimation for some shrubs from 

northeastern Minnesota /, 78-6151 
*Shrubs — Oregon. 

Ammonium thiocyanate does not in- 
crease herbicidal control of salmonber- 
ry /, 78-14685 





December 1978 


Shrubs — United States. 

Characteristics and hybridization of im- 
portant intermountain shrubs /, 78- 
14630 

Transplanting ornamental 
shrubs /, 78-21 

Shuttle cars (Mine haulage) 

Splice flexure performance factors in 

shuttle car trailing cables /, 78-639 


trees and 


Siberia — Natural resources. 

Siberia and Alaska 1974 report on 
technical exchange visits of environ- 
mental workgroups of U.S.A. and 
U.S.S.R. for cooperative protection of 
northern ecosystems ; 
U.S.A.—U.S.S.R. environmental pro- 
tection agreement, Area V, nature and 
preserves, Project 2, protection of 
northern ecosystems, August and Sep- 
tember 1974., 78-26222 


Sick children — Psychology. 
The Child’s emotions : how physical ill- 
ness can affect them /, 78-501 


*Sick leave — United States. 
Disability days : United States, 1975 /, 
78-21283 


Federal personnel manual system., 78- 
2947 


Reviewing and acting on medical infor- 
mation, 78-2947 
*Sickle cell anemia. 
The aeromedical significance of sickle- 
cell trait : a review /, 78-22187 


Directory of national, Federal, and local 
sickle cell disease programs., 78- 
21210 


Your employee with sickle cell., 78- 
23817 


Sickle cell anemia — Bibliography. 
Comprehensive Sickle Cell Center pro- 
gram : a bibliography, 1972-1977 /, 
78-1940 


Sickle cell anemia /, 78-9251 


*Sickle cell anemia — Congresses. 
Proceedings of the first National Sickle 
Cell Educational Symposium May, 
1976, St. Louis, Missouri., 78-17541 
Sidney Lanier, Lake, Ga. 
Lake Sidney Lanier and Buford Dam., 
78-25219 
Sierra Leone. 


Background notes., 78-24293 


78-24293 
Sierra National Forest, Calif. 
An act to authorize the Secretary of 
Agriculture to convey certain lands in 
the Sierra National Forest, California, 


to the Madera Cemetery District., 
78-5881 


Sierra Leone, 


Authorizing the Secretary of Agriculture 
to convey certain lands in the Sierra 
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National Forest, Calif., to the Madera 
Cemetery District : report to accom- 
pany H.R. 2527., 78-6003 


*Signal generators — Testing — 

Programmed instruction. 

SG-299 B/U signal generator training : 
final-training program for 24 June 
1974 - 23 September 1975 /, 78- 
10865 


URM-25D signal generator 
final-training program for 


1974 -23 September 
10861 


training 
24 June 
1975 /, 78- 


*Signal processing. 
Airborne measurements of VOR/localizer 
signal strength and cesired to un- 
desired signal ratios /, 78-9696 


ELF nonlinear processing experimental 
measurements /, 78-10838 


*Signal theory (Telecommunication) 

Access area switching and signaling 
concepts, issues, and alternatives /, 
78-22986 

*Siksika Indians — Economic conditions. 

The Blackfeet Reservation, its land and 

people., 78-13769 
Silane. 

Floating substrate process : large area sil- 
icon sheet task, low-cost silicon solar 
array project /, 78-4600, 78-6660, 
78-11020 


Large area silicon sheet task, low-cost 
silicon solar array., 78-4600, 78- 
11020 


Large area silicon sheet task, low-cost 
silicon solar array project /, 78-17210 


Low cost silicon solar array project /, 
78-6655 


Low cost silicon solar array project, task 
I : establishment of the feasibility of a 
process capable of low cost, high 
volume production of silane, SiH4 ... /, 
78-6654, 78-13056 


Synthesis of silane and silicon in a non- 
equalibrium plasma jet ... /, 78-6673, 
78-11025, 78-11026 

*Siletz Indians. 

Restoring the Confederated Tribes of 
Siletz Indians of Oregon as a federally 
recognized sovereign Indian _ tribe, 
restoring to the Confederated Tribes of 
Siletz Indians of Oregon and its mem- 
bers those Federal services and 
benefits furnished to federally recog- 
nized American Indian tribes and their 
members, and for other purposes : re- 
port to accompany H.R. 7259., 78- 
10116 


Siletz Indians — Legal status, laws, etc. 
An act to restore the Confederated 
Tribes of Siletz Indians of Oregon as a 
federally recognized sovereign Indian 
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tribe, to restore to the Confederated 
Tribes of Siltez Indians of Oregon and 
its members those Federal services and 
benefits furnished to federally recog- 
nized American Indian tribes and their 
members ...., 78-5896 

Siletz Indian Tribe restoration : hearing 
before the United States Senate, Select 
Committee on Indian Affairs, Ninety- 
fifth Congress, first session, on S. 1560 
... July 13, 1977., 78-1061 


*Silicon. 
Analysis of effects of impurities inten- 
tionally incorporated into silicon., 78- 
13076, 78-20829 


Chemical vapor deposition growth /, 
78-4604, 78-11021 


Determination of a definition of solar 
grade silion ... /, 78-4597 


Development of a process for high 
capacity arc heater production of sil- 
icon for solar arrays., 78-13071, 78- 
13072 


Dip coating process silicon growth 
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Impact of the President’s tax proposal on 
small business hearing before the 
Subcommittee on SBA and SBIC 
Authority and General Small Business 
Problems of the Committee on Small 
Business, House of Representatives, 
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Small business proceedings : Conference 
on Business Opportunities for Small 
R&D Firms in Energy Research, 
Development, and Demonstration (Las 
Vegas, Nevada, June 29 & 30, 1977) 
/, 78-25383 


*Small colleges — United States — Statistics. 
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tion of P. R. Smith to be 
Assistant Secretary for Marketing Ser- 
vices, February 24, 1978., 78-22383 
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Calendar of the Smithsonian Institution., 
78-3687 


A checklist of keyboard instruments at 
the Smithsonian Institution /, 78- 
7619 


Construction of museum support facili- 
ties by the Smithsonian Institution : 
hearing before the Committee on 
Rules and Administration, United 
States Senate, Ninety-fifth Congress, 
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tion., 78-19379 
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company S.J. Res. 106., 


: report to ac- 
78-10285 

Providing for the reappointment of A. 
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*Smokemeters — Handbooks, manuals, etc. 
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*Snow fences. 
Evaluation and recommendations for 
snowdrift control at FAA ILS facilities 


in Barrow and Deadhorse, Alaska /, 
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Summary of snow survey measurements 
for Utah: report /, 78-16684 
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Snow surveys — Wyoming — Periodicals. 


Water supply outlook for Wyoming, 78- 
2417 





Water supply outlook for Wyoming and 
Federal-State-private cooperative snow 
surveys., 78-2417 
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sident of the United States ..., 78- 
12255 


Laws relating to social security and 
unemployment compensation : 9lst 
through 94th Congress /, 78-9838 
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the Congress (P.L. 95-216) /, 78- 
22464 


Summary of the Conference agreement 
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Simulation model of women under social 


security initial model file /, 78- 
25845 


Social security : agreement between the 
United States of America and Kenya, 
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hot water systems., 78-3379, 78- 
17704 

*Solar wind. 

Geomagnetic forecasting based on EUV 

coronal intensity /, 78-14906 
Solarex Corporation. 

Final technical report, Solarex Corpora- 

tion., 78-20974 
Soldiers. 

Report of the Army Scientific Advisory 
Panel, Ad Hoc Group for Predicting 
Soldier Success., 78-25208 

Soldiers — Civil status — United States. 

Soldiers’ and sailors’ civil relief act of 

1940 and amendments /, 78-9839 
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*Soldiers — Education, Non-military — 

United States. 

Guide to the evaluation of educational 
experience in the Armed Service 76 : 
1977 supplement., 78-20232 

Guide to the evaluation of educational 
experiences in the armed services., 
78-25103 


A need to address illiteracy problems in 
the military services : Department of 
Defense., 78-13245 


*Soldiers — United States. 


The bachelor military tenant., 78-20011 


78-20013 
*Soldiers’ bodies, Disposition of — 
Handbooks, manuals, etc. 
Commander’s manual : graves registra- 
tion specialist, MOS 57F ., 78-10707 
Graves ___ registration _—specialist., 78- 
10707, 78-10709 


Graves registration specialist, MOS 57F 
skill level 1 and 2., 78-10708 


Graves registration specialist, MOS 57F 
skill level 4., 78-10710 


The family military tenant., 


Soldier’s manual : graves registration spe- 
cialist, MOS 57F skill level 1 and 2., 
78-10708, 78-10709, 78-10710 


Soldiers’ homes — Law and legislation — 

United States. 

State veterans’ home assistance act of 
1977 and fee-basis health care eligibili- 
ty : hearing before the Subcommittee 
on Health and Readjustment of the 
Committee on Veterans’ Affairs, 
United States Senate, Ninety-fifth Con- 
gress, first session ... April 27, 1977., 
78-2304 


Solid lubricants — Testing. 
Lubrication and failure mechanisms of 
graphite fluoride films /, 78-26405 


*Solid propellant rockets. 
Instrumention of sampling aircraft for 
measurement of launch vehicle ef- 

fluents /, 78-9362 


Some physical and thermodynamic pro- 
perties of rocket exhaust clouds mea- 
sured with infrared scanners /, 78- 
18267 


Solid propellant rockets — Combustion. 
Design criteria for rocket exhaust scrub- 
bers /, 78-25670 


Final environmental statement for the 
Space Shuttle Solid Rocket Motor 
DDT & E Program at 
Thiokol/Wasatch Division, Promonto- 
ry, Utah., 78-9450 


*Solid propellant rockets — Combustion — 

Mathematical models. 

A computer simulation of the afterburn- 
ing processes occurring within solid 
rocket motor plumes in the tropo- 
sphere /, 78-11691 





Solid propellants. 

Design criteria for rocket exhaust scrub- 
bers /, 78-25670 

*Solid-state lasers. 

Solid-state laser wavelength identification 
using a reference absorber /, 78- 
20320 

*Solids. 

Environmental assessment of 
residues from  fluidized-bed 
processing /, 78-23488 

Low-temperature pyrolysis of synthoil 
centrifuged solids /, 78-13162 

*Solubility. 
Dissolution techniques /, 


*Solution (Chemistry) 
Dissolution techniques /, 


solid 
fuel 


78-20627 


78-20627 


Kinetics of actinide oxidation-reduction 
reactions., 78-6881 


The kinetics of the oxidation-reduction 
reactions of uranium, neptunium, plu- 
tonium, and americium in aqueous 
solutions /, 78-6881 

Solution (Chemistry) — Tables. 

Thermodynamic properties of the coex- 
isting phases and thermochemical pro- 
perties of the NaCl component in boil- 
ing NaCl solutions /, 78-7261 

Solution mining. 

Ground-water elements of in situ leach 

mining of uranium /, 78-26689 
Solvation. 

Solvent refined coal (SCR) process 
development of a process for produc- 
ing an ashless, low-sulfur fuel from 
coal /, 78-25455 

Solvent abuse. 

Review of inhalants 

dysfunction /, 78-7149 


euphoria to 


*Solvents. 
Reclaiming 
12930 


Solvent refined coal (SRC) process /, 
78-20842 


Solvent refined coal (SRC) process 
operation of solvent refined coal pilot 
plant at Wilsonville, Alabama ... /, 
78-6794, 78-11054 


Source assessment 
solvents 


of waste solvents., 78- 


: reclaiming of waste 
: state of the art /, 78-12930 


Use of organic solvents in textile sizing 


and desizing /, 78-15267 


Solvents — Safety measures. 

Criteria for a recommended standard, 
occupational exposure to Refined 
Petroleum Solvents., 78-1976 

Occupational exposure to 
petroleum solvents., 78-1976 

Solvents — Toxicology. 

Bioassay of 1,2-dichloroethane for possi- 

ble carcinogenicity., 78-23766 


refined 
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Bioassay of 1 ,4-dioxane for possible car- 
cinogenicity., 78-23774 
Epichlorohydrin manufacture and use : 
industrial hygiene survey /, 78-21300 
*Somalia — Maps. 
Somalia and Djibouti., 78-21862 
Sonic boom. 
Design and demonstration of a system 
for routine, boomless supersonic flights 
/, 78-9710 
A study of the sonic-boom characteristics 
of a blunt body at a Mach number of 
4.14/, 78-7523 


A wind-tunnel study of the applicability 
of far-field sonic-boom theory to the 
space shuttle orbiter /, 78-26398 


*Sonic boom — Computer programs. 
Test and evaluation of a real-time simu- 
lated transcontinental 


supersonic 
boomless flight system /, 


78-9695 

Sook, Lee Myong. 
Lee Myong Sook 
S. 2237., 


*Sorbents. 

Development of ultrafiltration and inor- 
ganic adsorbents for reducing volumes 
of low-level and _ intermediate-level 
liquid waste, April-June 1977 /, 78- 
25507 

*Sorbents — Testing. 

Selection and evaluation of sorbent 
resins for the collection of organic 
compounds /, 78-12963 


: report to accompany 
78-24828 


Sorghum. 
Systems study of fuels from sugarcane, 
sweet sorghum, and sugar beets ... : 
task 77 final report /, 78-1582 


*Sorghum — United States. 

Sorghum and millet crop improvement : 
agreement between the United States 
of America and the Yemen Arab 
Republic dated at San‘a’, March 31, 
1976., 78-21954 


Sudangrass and  sorghum-sudangrass 

hybrids for forage /, 78-24939 
*Sorghum — Yemen. 

Sorghum and millet crop improvement : 
agreement between the United States 
of America and the Yemen Arab 
Republic dated at San‘a’, March 31, 
1976., 78-21954 

*Sorting devices — Maintenance and repair. 

Maintenance handbook for multi-position 
letter sorting machines : models 120 
and 121., 78-18356 

Sound. 

Noise transmission through plates into an 
enclosure /, 78-26392 

The refraction of a plane shock wave at 
an air-water interface /, 78-20402 
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Sound — Measurement. 

Comparison of various methods for pre- 
dicting the loudness and acceptability 
of noise /, 78-1553 

Human response to sound : the calcula- 
tion of perceived level, PLdB 
(noisiness or loudness) directly from 
physical measures /, 78-15979 

*Sound — Speed — Data processing. 

Computer program for obtaining sound 
speeds from digitized environmental 
data /, 78-20377 

*Sound — Transmission. 

Finite-difference theory for sound 
propagation in a lined duct with 
uniform flow using the wave envelope 
concept /, 78-18254 

Sound studios — Finance. 

Audit of the House recording studio 
revolving fund for the fiscal year 
ended March 31, 1978 /, 78-25773 

Audit of the Senate recording studio 
revolving fund for the fiscal 
ended March 31, 1978 /, 

Sound-waves. 

Fluid mechanical model of the Helmholt 

resonator /, 78-7519 
*Sound-waves — Damping. 

Dispersive effects of liners on nonlinear 
wave propagation in ducts /, 78- 
11836 

Soundproofing. 

Feasibility, practicality and cost of the 
soundproofing of schools, hospitals, 
and public health facilities located 
near airports., 78-7884 


How to accurately predict the sound in- 
sulation of partitions /, 78-14604 


Noise criteria for buildings 
view /, 78-12511 


Report to Congress : 


year 
78-25772 


: a critical 


study : the feasibili- 
ty, practicability, and cost of the 
soundproofing of schools, hospitals, 
and public health facilities located 
near airports., 78-7884 

*Sour cherry — Standards — United States. 

United States standards for grades of 
canned red tart pitted cherries : effec- 
tive May 12, 1976., 78-12417 

*Sour cherry — United States — Grading. 

United States standards for grades of 
canned red tart pitted cherries : effec- 
tive May 12, 1976., 78-12417 

South Africa. 
Background notes., 78-7568 
South Africa, 78-7568 
South Africa — Armed Forces. 

United States-South Africa relations 
arms embargo implementation 
hearings before the Subcommittee on 
Africa of the Committee on interna- 
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tional Relations, House of Representa- 
tives, Ninetysfifth Congress, first ses- 
sion, July 14, and 20, 1977., 78- 
26824 

*South Africa — Foreign economic relations 

— United States. 

Export-Import Bank and trade with 
South Africa : hearing before the Sub- 
committee on International Trade, In- 
vestment, and Monetary Policy of the 
Committee on Banking, Finance, and 
Urban Affairs, House of Representa- 
tives, Ninety-fifth Congress, second 
session, February 9, 1978., 78-22402 

*South Africa — Foreign opinion, American. 

Expressing concern about the recent acts 
of repression by the government of the 
Republic of South Africa : report to 
accompany H. Con. Res. 388., 78- 
10148 


Resolutions to investigate Steve Biko’s 
death and to condemn the Govern- 
ment of South Africa for massive 
violations of the civil liberties of the 
people of South Africa : hearing be- 
fore the Subcommittee on Africa of 
the Committee on International Rela- 
tions, House of Representatives, 
Ninety-fifth Congress, first session, on 
H. Res. 809 and H. Con. Res. 398, Oc- 
tober 26, 1977., 78-22505 


South Africa — Foreign relations — United 

States. 

United States-South Africa relations 
arms embargo’ implementation 
hearings before the Subcommittee on 
Africa of the Committee on Interna- 
tional Relations, House of Representa- 
tives, Ninety-fifth Congress, first ses- 
sion, July 14, and 20, 1977., 78- 
26824 

United States-South Africa relations 
nuclear cooperation : hearings before 
the Subcommittee on Africa of the 
Committee on International Relations, 
House of Representatives, Ninety-fifth 
Congress, first session, June 30, and 
July 12, 1977., 78-26822 

*South Africa — Politics and government — 

1961- 

Conditions in South Africa : hearing be- 
fore the Subcommittee on African Af- 
fairs of the Committee on Foreign 
Relations, United States Senate, 
Ninety-fifth Congress, second session, 
on February 3, 1978 ..., 78-16219 

*South Africa — Race question. 

Conditions in South Africa : hearing be- 
fore the Subcommittee on African Af- 
fairs of the Committee on Foreign 
Relations, United States Senate, 
Ninety-fifth Congress, second session, 
on February 3, 1978 ..., 78-16219 
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South America — Foreign relations — 
United States. 
United States in the Western Hemisphere 
: report of a Study Mission to Colom- 
bia, Ecuador, Peru, Chile, Argentina, 
and Brazil, August 9 to 23, 1977 to 
the Committee on International Rela- 
tions, U.S. House of Representatives., 
78-26826 
South Atlantic Ocean — Navigation — 
Tables. 
Area 18, South Atlantic, pair 
(Norway-Liberia), 78-23037 


Area 18, South Atlantic, Pair 
(Liberia-Reunion), 78-23038 


: area 18, South Atlantic, 
(Norway-Liberia-)., 78- 


A-B 
B-E 


Omega table 
pair A-B 
23037 

Omega table 
pair B-E 
23038 

South Carolina — Climate. 

Monthly averages of temperature and 
precipitation for state climatic divi- 
sions 1941-1970 : South Carolina., 
78-4243 


Monthly normals of temperature, 
precipitation, and heating and cooling 
degree days 1941-1970 South 
Carolina., 78-4199 

South Carolina, 
temperature ..., 


: area 18, South Atlantic, 
(Liberia-Reunion)., 78- 


monthly averages of 

78-4243 

South Carolina, monthly normals of tem- 
perature ..., 78-4199 


South Carolina — Climate — Periodicals. 
Climatological data, South Carolina., 
78-2779 
South Carolina — Industries. 


County business patterns., 
78-19709 


South Carolina — Population — Statistics. 
Estimates of the population of South 
Carolina counties and metropolitan 
areas: July 1, 1975 (revised) and 1976 
(provisional), 78-4082 
Federal-State cooperative program for 
population estimates., 78-4082 


South Carolina — Statistics, Vital. 
South Carolina, 78-4858 


78-4858 
U.S. decennial life tables.., 


South Dakota — Climate. 
Monthly averages of temperature and 
precipitation for state climatic divi- 


sions 1941-1970 : South Dakota., 78- 
4244 


Monthly normals of temperature, 
precipitation, and heating and cooling 
degree days 1941-1970 South 
Dakota., 78-4200 


78-4106, 


State life tables, 
78-4858 
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South Dakota, monthly averages of tem- 
perature ..., 78-4244 
South Dakota, monthly normals of tem- 
perature ..., 78-4200 
South Dakota — Climate — Periodicals. 
Climatological data, South Dakota., 78- 
2780 
South Dakota — Industries. 
County business patterns., 
78-12498 
South Dakota — Population — Statistics. 
Estimates of the population of South 
Dakota counties and metropolitan 
areas: July 1, 1975 (revised) and 1976 
(provisional), 78-4083 
Federal-State cooperative program for 
population estimates., 78-4083 
South Dakota — Statistics, Vital. 
South Dakota, 78-4859 


78-4859 


U.S. decennial life tables.., 


78-1417, 


State life tables, 
78-4859 


South Pacific Regional Fishery Agency. 

Fishery conservation and management 
authorizations hearing before the 
Committee on Commerce, Science, 
and Transportation, United States 
Senate, Ninety-fifth Congress, second 
session, on S. 2832 ... S. 2878 ... April 
24, 1978., 78-26754 


Southeast Asian periodicals — Bibliography 
— Catalogs. 


Accessions list., 78-13877 


Cumulative list of Malaysia, Singapore, 
and Brunei serials, 78-13877 


Southern Mississippi Transportation 

Company. 

Final environmental impact statement : 
finance docket no. 28324, the 
Southern Mississippi Transportation 
Company, construct and operate a line 
of railroad located in Harrison County, 
Mississippi : finance docket no. 28543, 
the Illinois Central Gulf Railroad Com- 
pany, acquire and operate a line of 
railroad located in Harrison County, 
Mississippi., 78-9194 


Finance docket no. 28324 : the Southern 
Mississippi Transportation Company 
construct and operate a line of railroad 
located in Harrison County, Mississip- 
pi., 78-660 

Southern pine beetle. 

Contact toxicity of 29 insecticides to 
southern pine beetle adults /, 78- 
6164 


Key to mites commonly associated with 
the southern pine beetle /, 78-14725 
Southern pine beetle survival in trees 


felled by the cut and top-cut and leave 
method /, 78-10387 





Weight, moisture, and lipid changes dur- 
ing life cycle of the southern pine bee- 
tle /, 78-14720 


Southern States — Economic conditions — 
1945- 


Consumer income., 78-22837 


Money income and poverty status in 
1975 of families and persons in the 
United States and the South region, by 
divisions and states, spring 1976 survey 
of income and education., 78-22837 

Soviet Union. Council of Ministers — 

Registers. 

USSR Council of Ministers., 

*Soybean. 

Analysis of soybean shipments at U.S. 
origin and overseas destination /, 78- 
16521 

The effects of oxidant air pollutants on 
soybeans, snap beans and potatoes /, 
78-12884 

*Soybean — Statistics. 

Soybeans and soybean products., 

24341 


78-18366 


78- 


Summary of trade and tariff information 
prepared in terms of the _ tariff 
schedules of the United States 
soybeans and soybean products : TSUS 
items 175.48, 175.49, 176.52, and 
TSUSA item 184.5270 (pt.), 78- 
24341 


*Soybean — United States — Marketing. 


The East European market for U.S. 
soybeans and products /, 78-16717 


*Soybean meal — Statistics. 


Soybeans and soybean products., 78- 
24341 


Summary of trade and tariff information 
prepared in terms of the tariff 
schedules of the United States 
soybeans and soybean products : TSUS 
items 175.48, 175.49, 176.52, and 
TSUSA item 184.5270 (pt.), 78- 
24341 


*Soybean oil — Statistics. 
Soybeans and soybean products., 78- 
24341 


Summary of trade and tariff information 
prepared in terms of the _ tariff 
schedules of the United States 
soybeans and soybean products : TSUS 
items 175.48, 175.49, 176.52, and 
TSUSA item 184.5270 (pt.), 78- 
24341 


*Soybean products — United States. 
Soy protein use can increase by 71% by 
1985., 78-10470 
*Soybean products — United States — 
Marketing. 
The East European market for U.S. 
soybeans and products /, 78-16717 
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Soyer, Raphael, 
Raphael Soyer 
colors., 78-5241 


*Space biology — Congresses. 

Bioprocessing in space : proceedings of 
the 1976 NASA _ Colloquium on 
Bioprocessing in Space, Houston, 
Texas, March 10-12, 1976 /, 78- 
18129 


Space biology — Periodicals. 
Space biology and aerospace medicine., 
78-3839, 78-8171, 78-22297 
*Space biology — Research. 
American experiments on Cosmos 782., 
78-9394 
*Space environment. 
Joint document concerning geological 
studies from 1971-1975 /, 78-18130 


Space and planetary environment criteria 
guidelines for use in space’ vehicle 
development /, 78-18141 

Space processing applications rocket pro- 
ject SPAR : final report., 78-26324 

Space Environmental Services Center. 

Watch upon a star., 78-4150 


drawings and water- 


Space flight. 
Information for payload specialist 
nominees, NASA class III space flight : 
medical evaluation., 78-26314 


The role of the payload specialist in the 
space transportation system for NASA 
or NASA-related payloads., 78-24207 


Space processing applications rocket pro- 
ject SPAR : final report., 78-26324 


Space transportation system: past, 
present, future : National Aeronautics 
and Space Administration, Department 
of Defense : report to the Congress /, 
78-1885 


Status of the Mariner Jupiter/Saturn 
1977 project : National Aeronautics 
and Space Administration : report to 
the Congress /, 78-1883 


Technology requirements for advanced 
earth-orbital transportation systems : 
final report /, 78-18181 


*Space flight — Environmental aspects. 
Environmental statement for National 
Aeronautics and Space Administration, 
Office of Space Science : Viking 1975 
program., 78-9458 


Environmental statement for the Mariner 
Jupiter/Saturn 1977 program., 78- 
11792 


Integrally regulated solar array demon- 
stration using an_ Intel 8080 
microprocessor /, 78-9382 


Mariner Jupiter/Saturn 1977 program., 
78-11792 


Viking 1975 program., 78-9458 
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Space flight — Handbooks, manuals, etc. 
Space transportation system user hand- 
book., 78-3609, 78-18146 


Space flight — Physiological effect. 
Biomedical results from Skylab /, 78- 
5149 
The use of nonhuman primates in space : 
proceedings of a symposium held at 
Ames Research Center, Moffett Field, 
California, December 2-4, 1974 /, 
78-18236 
*Space flight to Jupiter. 
Announcement of opportunity for out-of- 
ecliptic mission., 78-13962 
Opportunity for out-of-ecliptic mission., 
78-13962 
Voyager : journey to the outer planets., 
78-742 
Space flight to Mars. 


Viking pictures of Mars: set no. 1., 78- 
24224 


*Space flight to Mars — Addresses, essays, 
lectures. 

Why man explores : a symposium held at 
Beckman Auditorium, California In- 
stitute of Technology, Pasadena, July 
2,1976/, 78-18147 

Space flight te Mars — Bibliography. 

Mars (Planet) /, 78-9257 


*Space flight to Mars — Posters. 

Viking : across the threshold to Mars : 
Viking/Mars display package., 78- 
24223 

Space flight to Venus. 

National Aeronautics and Space Ad- 
ministration should provide the Con- 
gress with more information on the 
Pioneer Venus project : report to the 
Congress /, 78-6970 

*Space heaters. 

Space heaters and wood and coal burn- 

ing heating stoves., 78-11977 
Space law. 

Space law : selected basic documents : 

staff report /, 78-8221 
Space medicine. 

Biomedical results from Skylab /, 78- 

5149 


Preliminary analysis of the implications 
of natural radiations on geostationary 
operations /, 78-21796 

Space medicine — Periodicals — Indexes. 

Aerospace medicine and biology; a con- 
tinuing bibliography with indexes., 
78-3612 

*Space sciences. 

Apollo-Soyuz [experiments in space] /, 

78-11784 


Materials science experiments in space /, 
78-26343 
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More emphasis needed on data analysis 
phase of space science programs : Na- 
tional Aeronautics and Space Adminis- 


tration : report to the Congress /, 78- 
1886 


Reports of planetary geology program, 
1976-1977 /, 78-9363 


Space sciences — Australia — International 
cooperation. 

Space research program agreement 
between the United States of America 
and Australia, effected by exchange of 
notes dated at Canberra, September 
20, 1976, and January 14, 1977., 78- 
26483 


*Space sciences — Economic aspects. 
Cost-benefit analysis of space technology 
/, 78-11767 


*Space sciences — Film catalogs. 
Skylab science demonstration films for 


science classrooms [announcement] /, 
78-13894 


Space sciences — International cooperation. 
World-wide space activities ... report /, 
78-1131 


Space sciences — Russia — International 
cooperation. 

Space cooperation : agreement between 
the United States of America and the 
Soviet Socialist Republics, signed at 
Geneva, May 18, 1977, with summary 
of discussion results dated at Moscow, 
January 21, 1971., 78-26467 


Union of Soviet Socialist Republics, 
space cooperation., 78-26467 


*Space sciences — United States. 

Space industrialization : hearing before 
the Subcommittee on Space Science 
and Applications of the Committee on 
Science and Technology, U.S. Con- 
gress, first session, September 29, 
1977., 78-12174 


*Space sciences — United States — 

Congresses. 

Symposium on the Future of Space 
Science and Space Applications : hear- 
ing before the Subcommittee on 
Science, Technology, and Space of the 
Committee on Commerce, Science, 
and Transportation, United States 
Senate, Ninety-fifth Congress, second 
session February 7, 1978., 78- 
19068 

Space sciences — United States — 

International cooperation. 

Space cooperation : agreement between 
the United States of America and the 
Soviet Socialist Republics, signed at 
Geneva, May 18, 1977, with summary 
of discussion results dated at Moscow, 
January 21, 1971., 78-26467 

Space research program agreement 
between the United States of America 
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and Australia, effected by exchange of 
notes dated at Canberra, September 
20, 1976, and January 14, 1977., 78- 
26483 


Union of Soviet Socialist Republics, 
space cooperation., 78-26467 
*Space simulators — Charts, diagrams, etc. 
Graphical method for predicting life of a 
rocket thrust chamber with half-hard 
zirconium copper liner and_ elec- 
troformed nickel closeout /, 78- 
18125 
Space stations. 
Spacelab users guide : a short introduc- 
tion to spacelab and its use., 78-744 


Space stations — Industrial applications. 
Space processing applications rocket pro- 
ject SPAR III final report., 78- 
26325 


SPAR Space processing applications 
rocket project., 78-26325 
*Space trajectories. 
Analysis of separation of the space shut- 


tle orbiter from a large transport air- 
plane /, 78-18123 


Optimal reusable-tug and expendable- 
-kickstage trajectories for high-energy 
planetary missions including correction 
for nodal precession /, 78-11734 


*Space trajectories — Mathematical models. 
Capabilities and applications of the pro- 
gram to optimize simulated trajectories 
(POST) : program summary document 

/, 78-9419 


NSEG : a segmented mission analysis 
program for low and high speed air- 
craft /, 78-9438, 78-15769 

*Space vehicles. 


An active nutation damper for spacecraft 
/, 78-18295 


Apparatus for experimental investigation 
of aerodynamic radiation with absorp- 
tion by ablation products /, 78-11772 


Comparison of capabilities and costs of 
dedicated airplane and spacecraft mis- 
sions for remote water monitoring of 
U.S. coastal zones /, 78-13942 


Experimental evaluation of a breadboard 
heat and_ product-water removal 
system for a space-power fuel cell 
designed with static water removal and 
evaporative cooling /, 78-9334 


An integrated circuit floating point accu- 
mulator /, 78-13923 

JPL profile., 78-743 

Purging of a multilayer insulation with 
Dacron tuft spacer by gas diffusion /, 
78-13931 

Space transportation system : hearings 
(including report) before the Subcom- 
mittee on Space Science and Applica- 
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tions of the Committee on Science and 
Technology, U.S. House of Represen- 
tatives, Ninety-fifth Congress, first ses- 
sion, May 17, 18, 1977., 78-12170 

A study of the unification of ground and 
inflight wind criteria for the space 
shuttle /, 78-5163 


Summary report of evaluation of coated 
columbium alloy heat shields for space 
shuttle thermal protection system ap- 
plication /, 78-5154 

Technology requirements for advanced 
earth-orbital transportation systems : 
summary report /, 78-26344 


Voyager : journey to the outer planets., 
78-742 


*Space vehicles — Atmospheric entry. 
Correlation of self-contamination experi- 
ments in orbit and scattering return 
flux calculations /, 78-11749 


Entry dynamics of space shuttle orbiter 
with lateral-directional stability and 
control uncertainties at supersonic and 
hypersonic speeds /, 78-18258 


Entry dynamics of space shuttle orbiter 
with longitudinal stability and control 
uncertainties at supersonic and hyper- 
sonic speeds /, 78-9464 


Inviscid nonadiabitic flow fields over 
blunt, sonic cornor bodies for outer 
planet entry conditions by a method of 
integral relations /, 78-26371 


Lidar detection of subvisible reentry 


vehicle erosive atmospheric material /, 
78-20317 


A real-time digital computer program for 
the simulation of automatic spacecraft 
reentries /, 78-9361 


*Space vehicles — Auxiliary power supply. 
Apollo telescope mount electrical power 
system., 78-9390 


Power supply sharing in 
telescope mount 
system /, 78-9390 


Space vehicles — Auxiliary power supply — 
Congresses. 
Report on the status and prospects of the 
NASA space power and propulsion 


research and technology program., 
78-26315 


Space power and electric propulsion : a 
report for the National Aeronautics 
and Space Administration /, 78- 
26317 

*Space vehicles — Batteries. 

Integrally regulated solar array demon- 
stration using an_ Intel 8080 
microprocessor /, 78-9382 


Space vehicles — Control systems. 
Evaluation of a laboratory test model an- 
nular momentum control device /, 
78-26374 


the Apollo 
electrical power 





*Space vehicles — Design and construction. 

Terrestrial environment (climatic ) 
criteria guidelines for use in aerospace 
vehicle development : 1977 revision /, 
78-9389 

*Space vehicles — Design and construction 

— Data processing. 

PCSYS, the optimal design integation 
system picture drawing system with 
hidden line algorithm capability for 
aerospace vehicle configurations /, 
78-18205 

*Space vehicles — Materials. 

Effect of simulated earth reentry expo- 
sure on mechanical properties of 
several oxide dispersion strengthened 


and superalloy sheet materials /, 78- 
9339 


Space vehicles — Nuclear power plants. 


Environmental development 
(EDP)., 78-17029 


Environmental statement : reactor testing 
- FY 1972, Nuclear Rocket Develop- 
ment Station, Nevada., 78-9456 


78-25413 


testing - FY 1972, Nuclear 
Rocket Development Station, Nevada : 
environmental statement., 78-9456 


78-17029 


Space vehicles — Propulsion systems. 
Comparison of thermal analytic model 
with experimental test results for 30- 
centimeter-diameter engineering model 

mercury ion thruster /, 78-7513 
Effects of propulsion 
teristics 


plan 


Nuclear power in space., 


Reactor 


Space applications, 


system charac- 
performance of 
dual-fueled single-stage earth-to-orbit 
transports /, 78-18299 


on ascent 


An evaluation of composite propulsion 
for single-stage-to-orbit vehicles 
designed for horizontal take-off /, 78- 
18127 


lon propulsion for spacecraft., 78-2105 


Launch vehicle and propulsion programs 


responsibilities 
5146 


and services., 78- 
Mass study for modular approaches to a 


solar electric propulsion module /, 
78-11774 


Technology requirements for advanced 
earth-orbital transportation systems , 
duel-mode propulsion /, 78-26345 

Space vehicles — Propulsion systems — 

Congresses. 

Ad Hoc Panel on Advanced and Conven- 
tional Propulsion Systems NASA 
Research and Technology Advisory 
Committee on Space Propulsion and 
Power final report presented Sep- 
tember 25, 1972 /, 78-26316 
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Report on the status and prospects of the 
NASA space power and propulsion 
research and technology program., 
78-26315 


Space power and electric propulsion : a 
report for the National Aeronautics 
and Space Administration /, 78- 
26317 


*Space vehicles — Propulsion systems — 

Environmental aspects. 

Environmental statement for the Na- 
tional Aeronautics and Space Adminis- 
tration, Office of Space Science, 
Launch Vehicle and Propulsion Pro- 
grams., 78-9455 

Space vehicles — Solar engines. 

Comparison of thermal analytic model 
with experimental test results for 30- 
centimeter-diameter engineering model 
mercury ion thruster /, 78-7513 

Space vehicles — Testing. 

A study of the sonic-boom characteristics 
of a blunt body at a Mach number of 
4.14/, 78-7523 

Spain. 
Background notes., 


78-21917 


Spain — Foreign relations — United States. 

Friendship and cooperation : treaty and 
supplementary agreements between the 
United States of America and Spain 
signed at Madrid, January 24, 1976, 
and exchange of notes signed at 
Madrid, January 24 and February 3, 
1976., 78-26460 

*Spanish American — Census. 

Minutes, Census Advisory Committee on 
the Spanish Origin Population for the 
1980 Census, September 25-26, 1975., 
78-19653 


*Spanish Americans. 
American association of spanish-speaking 
and national association of minority 


certified public accounting firms., 78- 
10528 


78-21917 
Spain, 


A list of speakers on issues concerning 
Hispanic women., 78-1495 

Publicaciones en 
publications)., 


Espanol 
78-370 
Spanish publications, 
raphy., 78-370 
*Spanish Americans — Census, 1970 — 
Indexes. 
Data on the Spanish ancestry population 
: available from the 1970 census of 
population and housing., 78-14926 


Spanish Americans — Employment. 
Improving Hispanic unemployment data : 
the Department of Labor's continuing 
obligation : a report of the United 
States Commission on Civil Rights., 
78-25084 


(Spanish 


subject _ bibliog- 
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Spanish Americans — Employment — 

United States. 

Hispanic employment : a 
sources booklet., 78-6328 

A profile of Hispanic employment 
1974-1976., 78-10625 

Spanish Americans in the United States — 

Education — Congresses. 

Desegregation and education concerns of 
the Hispanic community : conference 
report, June 26-28, 1977, Washington, 
D.C., 78-413 


recruitment 


Spanish Americans in the United States — 
Employment — Periodicals. 
Noticias de la semana; a news summary 
for Hispanos., 78-3520 
Spanish Americans in the United States — 
Employment — Statistics. 
Trabajadores de origen hispano : libro de 
graficos., 78-21716 


Workers of Spanish origin 
/, 78-21715 


*Spanish Americans in the United States — 
Statistics. 
Data on the Spanish ancestry population 
: available from the 1970 census of 
population and housing., 78-14926 
Persons of Spanish origin in the United 
States, March 1976, 78-4045 


Persons of Spanish origin in the United 
States, March 1976, advance report, 
78-4042 


: a chartbook 


Persons of Spanish origin in the United 
States: March 1977, 78-8629 


Population 78-4042, 


78-4045, 


characteristics., 

78-8629 

Veterans for 
5128 


hire, good busines., 78- 


Women of Spanish origin in the United 
States., 78-5133 

*Spanish language — Abbreviations. 

Latin American press., 78-22322 

Reference aid abbreviations in 
78-22322 
*Spanish language — Acronyms. 

Latin American press., 78-22322 


Latin American press., 


Reference aid abbreviations in 


Latin American press., 78-22322 
*Spanish language — Dictionaries — 
English. 
A glossary of agricultural terms 
Spanish, Spanish-English /, 


: English- 
78-10516 
Glossary of environmental 
Spanish-English, 
78-10520 


terms 
English-Spanish /, 


*Spanish Sahara — Politics and government. 

The question of self-determination in 
western Sahara : hearing before the 
Subcommittees on International Or- 
ganizations and on Africa of the Com- 
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mittee on International Relations, 
House of Representatives, Ninety-fifth 
Congress, first session, October 12, 
1977., 78-14368 


*Special operations (Military science) 
Commander’s manual : LCSS test spe- 
cialist/lance repairer, MOS 27B., 78- 
12662 
LCSS 
12663 


LCSS test specialist/lance repairer., 78- 
12662 


MOS 63F, recovery specialist, skill level 
one/two., 78-12678 


Soldier’s manual LCSS test spe- 
cialist/lance repairer, MOS 27B, skill 
levels 1 and 2., 78-12663 

Soldier’s manual : MOS 63F, Recovery 
specialist, skill level one/two., 78- 
12678 

*Specific gravity. 
Cryogenic fluids, density reference 


system provisional accuracy state- 
ment /, 78-19770 


specialist/lance repairer., 78- 


Specifications. 

Index of specifications and standards., 
78-3010, 78-16944, 78-25161, 78- 
25162 

Specifications — Indexes. 

Index of Federal specifications and stan- 

dards., 78-3222 
Spectacled caiman. 

Breeding biology of the  spectacled 
caiman, Caiman crocodilus crocodilus, 
in the Venezuelan Llanos /, 78-654 

*Spectral energy distribution. 

ATS-6 NOAA solid state proton experi- 
ment : mean energy of a finite energy 
passband /, 78-10578 

*Spectral theory (Mathematics) 

Statistical properties of fast Fourier 
transform coefficients computed from 
real-valued, covariance-stationary, 
periodic random sequences /, 78- 
20294 

*Spectrometer. 

The Braff crystal spectrometer as a diag- 

nostic tool /, 78-20389 
*Spectrophotometry. 

Observations of the ultraviolet spectral 

reflectance of snow /, 78-15091 
*Spectrum, Solar — Data processing. 

A spectral atlas of the sun between 1175 

and 2100 angstroms /, 78-20388 
*Spectrum analysis. 

Frequency spectrum analyzer for Dop- 
pler lidar /, 78-14908 

Laboratory measurements of radiance 
and reflectance spectra of dilute pri- 
mary-treated sewage sludge /, 78- 
26360 
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Optimal spectral estimates /, 78-10836 


A _ special reflectance _— estimation 
technique using multispectral data 
from the Viking lander camera /, 78- 
11686 

The statistical anatomy of ocean wave 
spectra /, 78-15101 


Study of the structure and element com- 
position of group components of 
petroleum residues using infrared spec- 
troscopy /, 78-297 

Temperature distributions of a cesium- 
seeded hydrogen-oxygen supersonic 
free jet /, 78-26384 


Wave climate at Torrey Pines Beach, 

California /, 78-20290 
*Specular reflectance. 

Laboratory measurements of upwelled 
radiance and reflectance spectra of 
Calvert, Ball, Jordan, and Feldspar soil 
sediments /, 78-18266 


Reflective materials evaluation : final re- 
port, task III, July 1975-April 1977., 
78-13033 


Speech, Disorders of — Study and teaching. 
Speech pathology and audiology : man- 
power resources and needs : a report /, 
78-433 


*Speech perception. 
The ability of mildly hearing-impaired in- 
dividuals to discriminate speech in 
noise /, 78-15231 


Development of the speech reception 
test /, 78-4823 


*Speech processing systems. 

Recommended modifications to improve 
CVSD speech-encoding performance /, 
78-20398 

Speech synthesis. 

Listener preference and comprehension 

tests of stress algorithms for a text-to- 


phonetic speech synthesis program /, 
78-25328 


Speech synthesis — Data processing. 
Single-channel voice-response-system 
program documentation /, 78-26623 


*Speeches, addresses, etc. — Handbook, 
manuals, etc. 


Don’t talk, coummunicate., 78-15113 


*Speed limits — United States. 
Reaching a limit., 78-16050 


Report to the President on compliance 
with the 55 mph speed limit /, 78- 
14056 


Restraint system/speed limit public infor- 
mation materials catalog no. 1 /, 78- 
24412 


Speed limit 55 : is it achievable? : De- 
partment of Transportation : report to 
the Congress /, 78-1659 
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Vehicle detector placement for high- 
speed isolated traffic actuated intersec- 
tion /, 78-7790 


55 mph fact book., 78-16049 


55 MPH fact book : gallons of gasoline 
saved, fatalities., 78-5420 


78-16050 


*Speed limits — United States — 

Bibliography. 

Traffic safety effects of fuel shortage and 
speed limits : a subject bibliography 
from Highway safety literature., 78- 
14212 


Speed limits — United States — Periodicals. 
Traffic laws commentary., 78-9801 


Traffic speed limit in the United States, 
78-9801 


Speed limits — United States — States. 
A special report on highway vehicle 
speeds, 1973-1974 /, 78-18567 


Speedometers. 
Correlation of laser velocimeter measure- 
ments over a wing with results of two 
prediction techniques /, 78-26388 


Speedy trial — United States. 
Pretrial services agencies : report to ac- 
company S.2937., 78-27056 


Report on the implementation of Title I 
and Title II of the Speedy trial act of 
1974., 78-17936 


Spice trade — Statistics — Periodicals. 
Essential oils, 78-2448 


Foreign agriculture circular., 
78-2448 


*Spiders — United States. 
Controlling the brown recluse spider /, 
78-10302 


*Spillways. 

Chute spillway for Cowanesque Dam, 
Cowanesque River, Pennsylvania 
hydraulic model investigation : final re- 
port /, 78-25223 


Spillway vibration, pressure and velocity 
measurements, Ozark Lock and Dam, 
Arkansas River, Arkansas : final report 
/, 78-6490 


Spillways — Design and construction. 
Hydraulic model studies of Amaluza 
Dam spillway /, 78-26164 


55, reaching a limit., 


78-2448 


Tea and spices, 


*Spin (Aerodynamics) 
Aerodynamic characteristics of airplanes 
at high angles of attack /, 78-9388 


Spin-tunnel investigation of the spinning 
characteristics of typical single-engine 
general aviation airplane designs /, 
78-26363 


Spin temperature. 
Effect of potential scattering on the low- 


temperature spin-fluctuation resistivity 
/, 7178-25326 





*Spinal cord — Growth. 

Cost of spinal cord injuries in the United 
States and progress in spinal cord 
regeneration : study by the staff of the 
Comptroller General of the United 
States., 78-13310 


*Spinal cord — Wounds and injuries. 

Cost of spinal cord injuries in the United 
States and progress in spinal cord 
regeneration : study by the staff of the 
Comptroller General of the United 
States., 78-13310 


Spinal cord — Wounds and injuries — 
Bibliography. 


Spinal cord injury : a selected bibliog- 


raphy supplement, 1971-1975., 78- 
5441 


Spinal cord — Wounds and injuries — 
Research — United States — Periodicals. 
The NINCDS spinal cord injury research 

program., 78-7080 


*Spiny lobsters — Economic aspects — 
United States. 


American and spiny lobsters., 78-12537 


Basic economic indicators American 
and spiny lobsters, 1947-1973., 78- 
12537 

Spirometry. 

Methodologic 
spirometry /, 


problems in 
78-7104 


Spirometry — United States — Statistics. 
Forced vital capacity of children 6-11 
years, United States /, 78-13540 


children’s 


*Spiroscope and spiroscopy. 

Spirometric assessment of potential 
respiratory impairment in general avia- 
tion airmen /, 78-22188 

*Spoilers (Airplanes) 

Flight evaluation of a spoiler roll control 
system on a light twin-engine airplane 
/, 78-18222 

Low-speed wind-tunnel investigation of 
flight spoilers as trailing-vortex-allevia- 
tion devices on a medium-range wide- 
body tri-jet airplane model /, 78- 
11720 

Simulator evaluation of a flight-path- 
angle control system for a transport 
airplane with direct lift control /, 78- 
26367 

Wind-tunnel investigations at Mach num- 
bers from 1.90 to 2.86 of a canard- 
controlled missile with ram-air-jet 
spoiler roll control /, 78-26370 

*Spokane, Wash. — Water-supply. 

Metropolitan Spokane region resources 

study : public brochure., 78-15071 
Sports — Bibliography. 

Sports : a selected list of books that have 
appeared in Talking book topics and 
Braille book review., 78-9249 
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*Sports — Law and legislation — United 

States. 

Amateur sports act : hearings before the 
Committee on Commerce, Science, 
and Transportation, United States 
Senate, Ninety-fifth Congress, first ses- 
sion on S. 2036 ... October 18 and 19, 
1977., 78-19064 


Amateur sports act of 1978 : report of 
the Senate Committee on Commerce, 
Science, and Transportation, on S. 
2727 ..., 78-19416 

Sports — Taxation — United States. 

Tax information for sponsors of contests 

and sporting events., 78-7666 


Sports — United States — Periodicals. 

Physical fitness research digest., 78- 
3646 

*Sports and state — United States. 

Amateur sports act of 1978 : report of 
the Senate Committee on Commerce, 
Science, and Transportation, on S. 
2727 ..., 78-19416 

*Spotting (Cleaning) 

Removing stains 

14571 


*Spray nozzles. 
Comparison of the Ohio State University 
and Penn State University skid system 
water nozzle /, 78-18607 


*Spray painting — Safety measures. 
Airless paint spray guns., 78-12002 

Spraying and dusting in agriculture — 
Safety measures. 
Rules for flagmen., 


from fabrics /, 78- 


78-26272 
Spraying and dusting residues in agriculture 
— Periodicals. 
Pesticides monitoring journal., 78-3655 
Spraying equipment. 
Evaluation of hose-end sprayers used for 
applying liquid pesticides /, 78-25700 
*Spraying equipment — Safety measures. 
Airless paint spray guns., 78-12002 
*Spread spectrum communications — 
Bibliography. 
Spread spectrum : an annotated bibliog- 
raphy /, 78-22984 
Springs — Oklahoma. 
Ground-water records for southeastern 
Oklahoma., 78-7258 
Springs — Washington, D.C. 
Washington, D.C.’s vanishing springs and 
waterways /, 78-2064 
Sprinkler irrigation. 
Separation of algal cells from wastewater 
lagoon effluents /, 78-25625 
Sprinkler irrigation industry — Morocco. 
Doukkala-Zemamra sprinkler irrigation 
system agreement between the 
United States of America and Moroc- 
co, signed at Rabat June 14, 1976., 
78-778 
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*Sprinklers. 

Comparison of the Ohio State University 
and Penn State University skid system 
water nozzle /, 78-18607 

Spruce — Alaska. 

The spruce beetle in white spruce forests 

of Alaska /, 78-1364 


Spruce — Alaska — Diseases and pests. 
The spruce beetle in white spruce forests 
of Alaska /, 78-1364 


Spruce — New Hampshire. 
Distribution of tree species in an 
undisturbed northern hardwood-spruce 
fir forest, The Bowl, N.H. /, 78-1357 


Spruce — Southwestern States. 
How to tell Engelmann from blue spruce 
in the Southwest /, 78-6175 


Spruce bark-beetles. 

Guidelines for minimizing spruce beetle 
populations in logging residuals /, 78- 
6143 

*Spruce budworm — Control — Maine. 

Effects of Orthene on songbird brain 
cholinerterase in Maine, 1977 /, 78- 
19553 


*Spruce budworm — Maine. 

Cooperative pilot control project of 
Dylox, Matacil, and Sumithion for 
spruce budworm control in Maine., 
78-16541 


Efficacy of Orthene forest spray, Dylox 
4, and Sevin 4 oil in controlling spruce 
budworm a pilot control project, 
Maine, 1976., 78-22678 


1975 Cooperative pilot control project of 
Dylox, Matacil, and Sumithion for 


spruce budworm control in Maine., 
78-16541 


*Spruce budworm — United States. 
Sexing spruce budworm pupae /, 78- 
19539 


*Spruce budworm — Washington (State) 
Addendum to the final 1976 cooperative 
western spruce budworm pest manage- 
ment plan., 78-16657 


Cooperative western spruce budworm 
pest management plan., 78-16656 


USDA _ Environmental statement 
cooperative western spruce budworm 
pest management plan., 78-16656 


USDA 1977 final environmental state- 
ment : addendum to the final 1976 
cooperative western spruce budworm 
pest management plan., 78-16657 


*SPSS (Electronic computer system) 
Explanations of some SPSS procedures., 
78-17362 


Spurrier, Susan. 
Susan Spurrier : 
H.R. 4404., 


report to accompany 
78-2320 
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Sputtering (Physics) 

Friction and wear of radiofrequency- 
sputtered borides, silicides, and car- 
bides /, 78-26380 

Scanning-electron-microscopy observa- 
tions and mechanical characteristics of 


ion-beam-sputtered surgical implant 
aloys /, 78-9374 


X-ray photoelectron spectroscopy study 
of radiofrequency-sputtered refractory- 
compound—steel interfaces /, 78- 
26383 

Sri Lanka — Imprints. 

Accessions list., 78-11659, 

78-24195 


Library of Congress accessions list., 78- 
11659, 78-11660, 78-24195 
Sri Lanka — Population. 
Sri Lanka., 78-1425 


*St. Joe River, Idaho. 
St. Joe River, Idaho, wild and scenic 
rivers study : communication from the 
Secretary of Agriculture ..., 78-19291 


St. Lawrence Island, Alaska — Economic 
conditions. 
Gambell, its history, 
economy., 78-21521 


Savoonga : its history, population and 

economy., 78-21520 
St. Lawrence River — Navigation. 

Draft environmental statement : fiscal 
years 1978 and 1979 navigation season 
extension demonstration program., 
78-25290 

St. Lawrence Seaway. 

Annual report - Saint Lawrence Seaway 

Development Corporation., 78-14191 


78-11660, 


population, and 


St. Lawrence Seaway Development 
Corporation. 
Audit of the Saint Lawrence Seaway 
Development Corporation., 78-8401 


St. Lawrence Seaway Development 

Corporation — Accounting. 

Audit of financial statements of Saint 
Lawrence Seaway Development Cor- 
poration, calendar year 1976 : report 
to the Congress /, 78-4650 


St. Mary’s Junior College, Minneapolis, 

Minn. — Administration. 

A study of selected developing colleges 
and universities /, 78-15392 

*Stability. 

Effect of coefficient changes on stability 
of linear retarded systems with con- 
stant time delays /, 78-11743 

*Stability of airplanes. 

Aerodynamic characteristics of airplanes 
at high angles of attack /, 78-9388 

Analytical study of ride smoothing 
benefits of control system configura- 
tions optimized for pilot handling 
qualities /, 78-18310 


Page I-2402 





Subject Index 


Characterization of nongaussian  at- 
mospheric turbulence for prediction of 
aircraft response statistics /, 78- 
18206 

Effects of control inputs on the estima- 
tion of stability and control parameters 
of a light airplane /, 78-18269 


Effects of winglets on first-generation jet 
transport wing /, 78-26385 


Flight evaluaion of the transonic stability 
and control charcteristics of an air- 
plane incorporating a_ supercritical 
wing /, 78-26387 

Mechanical characteristics of stability- 


bleed valves for a supersonic inlet /, 
78-9360 


Stability and control of maneuvering 
high-performace aircraft /, 78-18164 


*Stability of airplanes, Longitudinal. 
A theoretical analysis of airplane longitu- 
dinal stability and control as affected 
by wind shear /, 78-18098 
*Stability of helicopters. 
Aeroelastic analysis for rotorcraft in 
flight or in a wind tunnel /, 78-13925 


Effect of rotor wake on aerodynamic 
characteristics of a 1/6-scale model of 


the rotor systems research aircraft /, 
78-9372 


Hydrofluidic stability | augmentation 
system (HYSAS): operational suitabili- 
ty demonstration final report for 
period March 1973-March 1977 /, 
78-10817 


*Stability of space vehicles. 
Dynamic stability characteristics of the 
combination space shuttle orbiter and 
ferry vehicle /, 78-18124 


Static aerodynamic characeristics of a 
single-stage-to-orbit vehicle with low 
planform loading at Mach numbers 
from 0.3 to 4.63 /, 78-18133 


Static and dynamic stability analysis of 
the Space Shuttle Vehicle-Orbiter /, 
78-26394 


*Stairs — Safety measures. 


Older consumers and stairway accidents., 
78-11982 


*Stalling (Aerodynamics) 
Aerodynamic characteristics of airplanes 
at high angles of attack /, 78-9388 


Analysis of strong-interaction dynamic 
stall for laminar flow on airfoils /, 78- 
26354 


Analysis of the development of dynamic 
stall based on oscillating airfoil experi- 
ments /, 78-11730 


Comparison of dynamic stall phenomena 
for pitching and vertical translation 
motions /, 78-18165 
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Dynamic stall experiments on the NACA 
0012 airfoil /, 78-26364 


Water-tunnel experiments on an oscillat- 
ing airfoil at RE 21,000 /, 78-26326 
*Standardization. 
Centralized direction needed for calibra- 
tion program : Office of Management 
and Budget., 78-13345 


Standardization directory [FSC class 
and area assignments] : defense stan- 
dardization program., 78-4323 

Standardization — Bibliography — 

Periodicals. 


NBS publications newsletter., 78-2654 


Standardization — Law and legislation — 

United States. 

Voluntary standards and accreditation 
act of 1977, S. 825 : hearings before 
the Subcommittee on Antitrust and 
Monopoly of the Committee on the Ju- 
diciary, United States Senate, Ninety- 
fifth Congress, first session ..., 78- 
9999 


Standardization — United States — History. 
United States standards of weights and 
measures : their creation and creators 
/, 78-18463 
*Standards, Engineering. 

Building standards and energy conserva- 
tion in public school buildings : an 
overview of three states, Colorado, 
Rhode Island, Virginia /, 78-13178 

Presentation of building plans 
specifications., 78-14781 


Stare decisis — United States — Addresses, 
essays, lectures. 
Stare decisis /, 


and 


78-686 


Stars. 


Watch upon a star., 78-4150 


*Stars — Identification. 
Recognition of compact astrophysical ob- 
jects /, 78-18153 


*State aid to education. 
Plain talk about school finance /, 78- 
21116 


State aid to education — United States. 
Model state legislation continuing 
professional education for school per- 
sonnel /, 78-7064 


State aid for special education : 
benefits?, 78-17442 


State departments of education — 
Directories. 
Education 

17459 
State education agency officials, 
17458, 78-17459 
*State governments. 


Alternative financing 
18879 


who 


directory., 78-17458, 


methods., 





Final task force report on the agreement 
States program., 78-18898 


Nuclear power plant licensing : a New 
England perspective /, 78-18878 


State legislative organizational and 
procedural changes in 1968., 78- 
8141 


Study of effective state secondary road 
units., 78-22069 


The Washington Advisory Council on 
State Government Productivity : a case 
study /, 78-7172 


*State governments — Administration. 
Program evaluation and analysis : a 
management report for State and local 
governments., 78-11286 


Program evaluation and analysis : a 
technical guide for State and local 
governments., 78-11290 


State governments — Minority officials and 
employees. 
State and local government functional se- 
ries., 78-2197, 78-18845 


1973 state and local government func- 
tional series., 78-2197, 78-18845 


*State governments — Officials and 
employees. 


Government occupations., 78-15720 


A survey of State and local traning needs 


in technical areas of personnel selec- 
tion /, 78-12563 


State governments — Officials and 
employees — Salaries, allowances, etc. — 
Statistics — Periodicals. 

State salary survey., 78-23009 


State governments — Records and 
correspondence. 
Impact of Federal paperwork on State 


and local governments, an assessment., 
78-8198 


A report to the Commission on Federal 
Paperwork : impact of Federal paper- 
work on State and local governments, 
an assessment /, 78-8198 


*State governments — Statistics. 
Preliminary guide to 1977 census of 
governments., 78-19655 


State governments — United States — 
Abstracts — Periodicals. 
Problem-solving information for state & 
local governments., 78-2723 


Weekly government abstracts., 78-2723 


State governments — United States — 
Officials and employees — Statistics. 
Minorities and women in state and local 

government., 78-8163 


Statesmen — United States — Biography. 


Life of Franklin /, 78-13876 





December 1978 


*Statistical thermodynamics — Data 
processing. 

GASPLOT, a computer graphics pro- 
gram that draws a variety of ther- 
mophysical property charts /, 78- 
21822 

Statistics. 

Data on foreign ownership of property 
within the United States : hearing be- 
fore the Subcommittee on Census and 
Population of the Committee on Post 
Office and Civil Service, House of 
Representatives, Ninety-fifth Congress, 
first session, on H.R. 7411 ... July 15, 
1977., 78-2287 

*Statistics — Data processing. 
Report on statistical disclosure and dis- 


closure-avoidance techniques., 78- 
19647 


*Statistics — Examination, questions, etc. 
Why should I report?, 78-12438 


*Statistics — Study and teaching. 
Statistics for para-professionsals I., 78- 
12560 


*Status offenders — United States. 
Cost and service impacts of deinstitu- 
tionalization of status offenders in ten 


States : “Responses to angry youth”’ /, 
78-15653 


Responses to angry youth., 


*Statutes — United States. 

Compilation of statutes relating to soil 
conservation, set aside, acreage diver- 
sion, marketing quotas and allotments, 
wheat certificates, Commodity Credit 
Corporation, price support, export and 
surplus removal, Public Law 480, crop 
insurance, sugar payments and quotas, 
marketing agreements and _ orders, 
school lunch, child nutrition, food 
stamp, and related  statutes., 78- 
19514 


Statutes., 


78-15653 


78-23607 


Statutes — Washington, D.C. 

Authorizing a bust or statue of Martin 
Luther King, Jr., to be placed in the 
Capitol : report to accompany H. Con. 
Res. 60., 78-5704 

*Steam. 
Steam-water mixing and system 

hydrodynamics program, task 4 : quar- 

terly progress report., 78-22350 

and economic feasiblity of 

solar augmented process steam genera- 

tion ... /, 78-4589 


*Steam-boilers — Cleaning. 


PWR steam generator chemical cleaning 
/, 78-25501 


*Steam-boilers — Hydrodynamics. 
MHD studies conducted at the U-25 
facility (V)., 78-23544 


Technical 
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*Steam-boilers — Testing. 
Steam generator tube integrity program., 
78-26687 


Steam-engines — Bibliography. 
Steam engines /, 78-9271 


*Steam-engines — Design. 

Design of reciprocating cylinder expan- 
ders for steam ; final report /, 78- 
17065 

*Steam power-plants. 

Comparative evaluation of technical and 
economic indices for MHD and ther- 
mionic toppers for steam turbine facili- 
ties /, 78-10978 

*Steam power-plants — Design and 
construction. 

Moduler 5 MW geothermal power plant 
design considerations and guidelines /, 
78-13180 


Steam power-plants — Environmental 
aspects. 
Fuel gas environmental impact : 
port /, 78-25675 


Steam power-plants — United States. 
A corrosion critique of the 2 1/4 Cr-l 
Mo steel for LMFBR steam generation 

system applications /, 78-8191 


*Steam power-plants — United States — 
Cooling. 
Effect of water treatment on the com- 
parative costs of evaporative and dry 
cooled power plants /, 78-10990 


*Steam power-plants — United States — 
Environmental aspects. 
Energy consumption of environmental 
controls fossil fuel, 
generating industry /, 


final re- 


steam electric 
78-12972 


Steam power-plants — United States — 
Environmental aspects — Statistics. 
Migrant and wintering populations, steam 

plant sites, 78-14263 


Waterfowl monitoring investigations., 
78-14263 


Steam power-plants — United States — 

Maintenance and repair. 

A procedure for estimating nonfuel 
operating and maintenance costs for 
large steam-electric power plants., 
78-317 


*Steam power-plants — United States — 

Water supply. 

Progress report 2 : using power plant 
discharge water in controlled environ- 
ment greenhouses /, 78-16156 

Steam-turbine disks. 

Some aspects of interpreting two-phase 
flow measurements in instrumented 
piping spool pieces /, 78-26675 

Steam-turbines. 

Combined cycle research program /, 

78-6840 
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Steamboat lines — Great Lakes — 

Periodicals. 

Transportation lines on the Great Lakes 
system., 78-23120 

Steamboat lines — Gulf States — 

Periodicals. 

Transportation lines on the Mississippi 
River system and the Gulf intracoastal 
waterway., 78-12721 

Steamboat lines — Mississippi River — 

Periodicals. 

Transportation lines on the Mississippi 
River system and the Gulf intracoastal 
waterway., 7%-12721 

Steamboat lines — United States — 

Directories. 

Service guide °78 : ship your cargo on 
U.S. flag ships., 78-25046 

Steamboat lines — United States — 

Periodicals. 

Transportation lines on the Atlantic, 
Gulf, and Pacific coasts., 78-12722 

*Steel. 

Effect of horizontal reinforcement on 
stability of earth masses : final report /, 
78-20257 


Highway construction usage factors for 
steel, 1973-74-75., 78-7751 
Iron and steel : a chapter from Mineral 
facts and problems /, 78-24010 
Steel — Analysis. 
Effect of carbon content on friction and 
wear of cast irons /, 78-7524 
Steel — Corrosion. 
A corrosion critique of the 2 1/4 Cr-1 
Mo steel for LMFBR steam generation 
system applications /, 78-8191 


Stress corrosion susceptibility of highway 
bridge construction steels : phase IIB /, 
78-7786 


*Steel — Fatigue. 

Effect of double vacuum melting and 
retained austenite on rolling-element 
fatigue life of AMS 5749 bearing steel 
/, 78-15776 


Effects of section size on the fatigue 
crack growth rate of A516-60 pressure 
vessel steel /, 78-20378 


Fatigue crack propagation in rail steels /, 
78-7856 
Ultimate load behavior 
highway truss bridges /, 
Steel — Fatigue — Testing. 
Characterization of wear debris 


generated in accelerated rolling-ele- 
ment fatigue tests /, 78-26409 


of full-scale 
78-7773 


*Steel — Fracture. 

Critical experiments, measurements, and 
analyses to establish a crack arrest 
methodology for nuclear pressure ves- 
sel steels : quarterly report, April-June 
1977 /, 78-18962 
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Critical experiments, measurements, and 
analyses to establish a crack arrest 
methodology for nuclear pressure ves- 
sel steels : quarterly report, January- 
March 1977 /, 78-18961 

Critical experiments, measurements and 
analyses to establish a crack arrest 
methodology for nuclear pressure ves- 
sel steels : third annual progress re- 
port, October 1976-September 1977 /, 
78-18953 

Effects of section size on the fatigue 
crack growth rate of A5S16-60 pressure 
vessel steel /, 78-20378 


Fracture behavior of bridge steels /, 78- 
9631 


Steel — Pickling — Waste disposal. 
Potential effects of deep-well waste 
disposal in western New York /, 78- 
21510 


Steel — Prices — United States. 
Prices and costs in the United States 
steel industry., 78-757 


Report to the President on prices and 
costs in the United States steel indus- 
try., 78-757 

*Steel, Bearing. 

Effect of double vacuum melting and 
retained austenite on rolling-element 
fatigue life of AMS 5749 bearing steel 
/, 78-15776 


*Steel, Effect of radiation on. 

Irradiation effects on fatigue 
propagation in austenitic 
steels /, 78-10848 

*Steel, Heat resistant. 

Effect of hold time and thermal aging on 
elevated temperature fatigue crack 
propagation in austenitic stainless 
steels /, 78-10849 

Irradiation effects on 
propagation in 
steels /, 78-10848 

*Steel, Stainless. 

Inherent corrosion resistance and 
response to cathodic protection in sea- 
water of recently developed stainless 
steel alloys /, 78-20380 

*Steel, Stainless — Fatigue. 

Effect of hold time and thermal aging on 
elevated temperature fatigue crack 
propagation in austenitic stainless 
steels /, 78-10849 

Irradiation effects on 
propagation in 
steels /, 78-10848 

SEM observations of fracture surfaces of 
fatigue specimens of annealed type 
316 stainless steel /, 78-25347 


crack 
stainless 


crack 
stainless 


fatigue 
austenitic 


crack 
stainless 


fatigue 
austenitic 


*Steel, Stainless — Testing. 
Magnetic fusion energy materials 
technology program annual progress 
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report for period ending June 30, 1976 
/, 78-17270 


X-ray photoelectron  spectrososcopic 
study of surface chemistry of dibenzyl- 
disulfide on steel under mild and 
severe wear conditions /, 78-18084 

*Steel, Structural — Testing. 

Mechanical and chemical properties of 
selected steels used in bridge struc- 
tures /, 78-18574 

*Steel alloys. 

Inherent corrosion’ resistance and 
response to cathodic protection in sea- 
water of recently developed stainless 
steel alloys /, 78-20380 

*Steel alloys — Corrosion. 

Oxidation and corrosion behavior of 
modified-composition, low-chromium 
304 stainless steel alloys /, 78-18083 


*Steel alloys — Testing. 
Oxidation and corrosion behavior of 
modified-composition, low-chromium 
304 stainless steel alloys /, 78-18083 


*Steel casting — Statistics. 

The steel castings industry a com- 
prehensive study profiling the steel 
casting industry’s structure and 
production capability., 78-19975 

Steel forgings — Statistics — Periodicals. 

Commercial steel forgings., 78-22816 


*Steel foundries — United States — 

Statistics. 

The steel castings industry a com- 
prehensive study profiling the steel 
casting industry’s structure and 
production capability., 78-19975 


*Steel industry and trade. 
Closed loop system for the treatment of 
water pickle liquor /, 78-10938 


Environmental assessment of steelmaking 
furnace dust disposal methods /, 78- 
10934 


World steel trade : current trends and 
structural problems : hearings before 
the Subcommittee on Trade of the 
Committee on Ways and Means, 
House of Representatives, Ninety-fifth 
Congress, first session ... September 
20, 1977., 78-5667 


Steel industry and trade — Environmental 
aspects. 
Desulfurization of steel mill sinter plant 
gases /c by Gary D. Brown ... [et al.]., 
78-6573 


Glass container manufacturing plants., 
78-6573 


Steel industry and trade — Statistics. 
Iron and steel., 78-4982 


Preprint from the 1975 Bureau of Mines 
Minerals Yearbook, 78-4982 





Steel industry and trade — United States. 

Administration’s comprehensive program 
for the steel industry : hearings before 
the Subcommittee on Trade of the 
Committee on Ways and Means, 
House of Representatives, Ninety-fifth 
Congress, second session ... January 25 
and 26, 1978., 78-24665 


Aluminum, iron, and steel, and foundry 
industries., 78-17983 


Control of steel plant scarfing emissions 
using wet electrostatic precipitators /, 
78-20701 


Iron and steel., 78-26190 


Recommendations for future govern- 
ment-sponsored energy conservation 
research and development in the paper 
and steel industries /, 78-10996 


SBA 8(a) program and EDA steel indus- 
try reprograming : hearings before a 
subcommittee of the Committee on 
Appropriations, United States Senate, 
Ninety-fifth Congress, second session 
wy 7178-26735 


Steel shipping drums and pails., 78- 
8594 


The United States steel industry and its 
international rivals : trends and factors 
determining international competitive- 
ness : staff report /, 78-15336 


*Steel industry and trade — United States — 

Addresses, essays, lectures. 

Employment Security and Plant Produc- 
tivity Committee ten coordinating 
steel companies : a presentation /, 
78-11798 


*Steel industry and trade — United States — 

Costs. 

The Council on Wage and Price Stabili- 
ty’s steel industry report : hearing be- 
fore the Subcommittee on Economic 
Stabilization of the Committee on 
Banking, Finance, and Urban Affairs, 
House of Representatives, Ninety-fifth 
Congress, first session, October 18, 
1977., 78-12048 


Prices and costs in the United States 
steel industry., 78-757 


Report to the President on prices and 
costs in the United States steel indus- 
try., 78-757 


Steel industry and trade — United States — 
Inventories. 
Inventories of steel mill shapes., 78- 
2589, 78-22812 


*Steel industry and trade — United States — 

Labor productivity — Statistics. 

The steel castings industry a com- 
prehensive study profiling the steel 
casting industry’s structure and 
production capability., 78-19975 
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Steel industry and trade — United States — 
Statistics. : 


Steel mill products., 78-16776 


Steel industry and trade — United States — 
Statistics — Periodicals. 
Iron and steel foundries and steel ingot 
producers., 78-8592 


Steel mill products., 78-22815 


Steel shipping drums and pails., 78- 
2591 


Steel ingots — Statistics — Periodicals. 
Iron and steel foundries and steel ingot 
producers., 78-8592 


*Steel piling — Corrosion. 
Corrosion and protection of steel piles in 


a natural seawater environment 
{errata]., 78-22873 


*Steel-works — Environmental aspects — 
New York (State) — Buffalo. 
The Republic Steel Corporation, Buffalo, 
N.Y. : January 23 to February 24, 
1950 : a study of the characteristics of 


liquid wastes from a steel mill /, 78- 
20991 


*Steel works — Waste disposal. 

Managing and disposing of residues from 
environmental control facilities in the 
steel industry /, 78-17103 

Steelhead (Fish) 

The Snake River salmon and steelhead 
crisis : its relation to dams and the na- 
tional energy crisis /, 78-25069 


*Stehekin, Wash. — Desciption — Tours. 
Stehekin : a wilderness journey into the 
North Cascades /, 78-13784 


*Stenographers. 

Secretaries, stenographers, typists : as- 
signment, Washington, D.C. with the 
U.S. Department of State : an equal 
opportunity employer., 78-14008 

Stephan, Boulos Hanna. 


Boulos Stephan : report to accompany 
H.R. 2292., 78-1165 


Stereotype (Psychology) 
Age sterotyping and television : hearing 
before the Select Committee on Aging, 
House of Representatives, Ninety-fifth 


Congress, first session, September 8, 
1977., 78-5493 


Sterling Heights, Mich. — Population — 
Statistics. 
Special census of Sterling Heights, 
Michigan, September 21, 1976, 78- 
8644 


Special censuses., 78-8644 


Steroid hormones — Abstracts — 
Periodicals. 
Steroid hormones in 
biology., 78-3285 


cancer-related 


Do not order from index; see indicated entry 





Stewart, Milton D , 

Nomination of Milton D. Stewart to be 
Chief Counsel for Advocacy of the 
Small Business Administration : report 
together with a minority view ...,  78- 
22285 . 

Nomination of Milton Stewart to be 
Chief Counsel for Advocacy of the 
Small Business Administration 
hearings before the Select Committee 
on Small Business of the United States 
Senate, Ninety-fifth Congress, second 
session ... April 14 and 25, 1978., 78- 
26863 

*Stilling basins. 

Hydraulic design of stilling basins and 

energy dissipators /, 78-17801 


Stillwater River watershed — Floods. 

Flood plain information : Penobscot and 
Stillwater Rivers : Old Town and Mil- 
ford, Maine., 78-221 

Stingel, Donald Eugene, 

Nomination of Donald E. Stingel : hear- . 
ing before the Committee on Banking, 
Housing, and Urban Affairs, United 
States Senate, Ninety-fifth Congress, 
first session ... October 31, 1977., 78- 
8251 

*Stirling engines — Congresses. 

Highway Vehicle Systems Contractors 
Coordination Meeting, Oct. 4, 5, 6, 
1977, Dearborn, Michigan : thirteenth 
summary report /, 78-12781 

Stirling engines — Mathematical models. 

A Stirling engine computer model for 

performance calculations /, 78-23296 
*Stochastic analysis. 

Stochastic analysis of Air Force man- 
power : a research prospectus : final 
report for period August 30, 1976- 
January 31, 1977 /, 78-20446, 78- 
23205 

*Stochastic processes. 

Modifications processing procedures : a 
generalized stochastic network model 
/, 78-20307 

Stochastic analysis of particle movement 
over a dune bed /, 78-4960 

Stochastic processes — Handbooks, manuals, 
etc. 

Stochastic processes, estimation theory 
and image enhancement /, 78-24211 

Stock and stock -breeding — Periodicals. 

Foreign agriculture circular., 78-2438 


78-2438 


Stock and stock-breeding — Statistics — 
Periodicals. 
Foreign agricultural circular., 


78-2439 


Livestock and meat, 


78-2439 


Livestock and meat, 
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*Stock and stock-breeding — Tennessee 
Valley. 
The regional comparative advantage of 
agricultural production in the Tennes- 
see Valley : a study., 78-18983 
*Stock companies — United States — 
Directories. 
Transfer agent directory as of June 30, 
1976., 78-18451 


Stock-exchange — United States — 

Addresses, essays, lectures. 

Basic questions, when are we going to 
answer them? : remarks by A. A. Som- 
mers, Jr. Commissioner, Securities and 
Exchange Commission, [before ] 
Finanical Executive Institute, Michigan 
Association of CPA’s - Indiana As- 
sociation of CPA’s and the National 
Accountants Association, University of 
Notre Dame, South Bend, Indiana, 
March 17, 1976., 78-810 


Capital markets today and tomorrow : an 
address by Ray Garrett, Jr., Chairman, 
Securities and Exchange Commission, 
March 22, 1974, [before] Executives 
Club of Chicago, LaSalle Hotel, 
Chicago, Illinois., 78-801 


Differential disclosure, to each his own : 
an address by A. A. Sommer, Jr. Com- 
missioner, Securities and Exchange 
Commission, [before] Second Emanuel 
Saxe Distinguished Accounting Lec- 
ture, Baruch College, New York, New 
York, March 19, 1974., 78-813 


A glance at the past, a probe of the fu- 
ture : remarks by A. A. Sommers, Jr. 
Commissioner, Securities and 
Exchange Commission, [before] Mid- 
Continental District of Securities In- 
dustry Association, Chicago, Illinois, 
March 18, 1976., 78-809 

A look ahead: an address by Ray Gar- 
rett, Jr., Chairman, Securities and 
Exchange Commission, March 14, 
1974, [before] Mutual Funds and In- 
vestment Management Conference, 
Hotel Del Coronado, San _ Diego, 
California., 78-800 

Stock-exchange — United States — Law. 

Laws relating to securities commission 
exchanges and holding companies 
(with indices) /, 78-5446 

Oversight of the functioning and adminis- 
tration of the Securities acts amend- 
ments of 1975 : report together with 
additional views /, 78-14349 

Stock-exchange — United States — 

Periodicals. 


SEC news digest., 78-3684 


*Stock-ranges — Arizona — Black 
Mountains. 
Draft environmental statement, proposed 
livstock grazing program, Cerbat/Black 
Mountain planning units., 78-21608 
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Proposed livestock grazing program, Cer- 
bat/Black Mountain planning units., 
78-21608 


*Stock-ranges — Arizona — Cerbat 
Mountains. 
Draft environmental statement, proposed 
livstock grazing program, Cerbat/Black 
Mountain planning units., 78-21608 


Proposed livestock grazing program, Cer- 
bat/Black Mountain planning units., 
78-21608 


*Stock-ranges — Oklahoma — Craig 
County. 
Greener grass for the “green country” : 
Craig County, Oklahoma., 78-16155 


*Stock transfer — United States. 
Transfer agent directory as of June 30, 
1976., 78-18451 


*Stock-yards. 

Stockyard rate regulation : hearings be- 
fore the Subcommittee on Livestock 
and Grains of the Committee on 
Agriculture, House of Representatives, 
Ninety-fifth Congress, second session 
on H.R. 9482, January 18, 1978, Fort 
Smith, Ark., March 14, 1978, 
Washington, D.C., 78-19005 

*Stockholders — United States. 

The role of the shareholder in the cor- 
porate world : hearings before the Sub- 
committee on Citizens and Sharehol- 
ders Rights and Remedies of the Com- 
mittee on the Judiciary, United States 
Senate, Ninety-fifth Congress, first ses- 
sion ..., 78-12150 

Stockholders’ voting — United States. 

Voting rights in major corporations : a 

staff study /, 78-8294 
Stocks — United States — Periodicals. 
List of OTC margin stocks., 78-17321 


*Stockton, Calif. — Floods. 
Floods northwest 
Stockton, California., 


stream 
78-10805 


Stockton, Calif. — Government Property. 
Evaluation of Forest Service plans for 
carrying out activities of the Stockton, 
California, Regional Equipment Depot 
: Department of Agriculture : report of 
the Comptroller General of the United 
States., 78-1675 


group, 


*Stomata. 

Gas exchange of detached needles of 
southern pine and certain hybrids /, 
78-14667 

Stomatology. 

Fluorine in stomatology and hygiene : 
Ftor v stomoatologii i gigiene /, 78- 
7077 

Stomatopoda. 

New and rare stomatopod Crustacea 
from the Indo-West-Pacific region /, 
78-15905 
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*Stone, Crushed. 
Source assessment : 
78-23459 


Stone and Webster Engineering 

Corporation. 

Pressurized water reactors reference 
nuclear power plant : standard safety 
analysis report (SWESSAR-P1) : Stone 
& Webster Engineering Corporation /, 
78-20913 

Stone industry and trade. 

Stone., 78-7317 


Stone industry and trade — Statistics. 
Preprint from the 1975 Bureau of Mines 
Minerals Yearbook, 78-5000 
78-5000 


Stone industry and trade — United States. 
Stone., 78-11559 
Stoping (Mining) 
Electrokinetic densification of hydraulic 
backfill, a field test /, 78-26172 
Hydraulic backfill., 78-26172 


*Storage and moving trade. 
The do-it-yourself of moving personal 
property., 78-20209 


Storage batteries. 
Low temperature lithium/sulfur seconda- 
ry battery ..., 78-4587 


*Storage batteries — Bibliography. 
Secondary aerospace batteries and bat- 
tery materials : a bibliography (1969- 
1974) /, 78-9402 


*Storage batteries — Congresses. 

Second Annual Battery and _ Elec- 
trochemical Technology Conference, 
June 5, 6, & 7, 1978, Arlington, Va. /, 
78-20459 


*Storage batteries — Maintenance and 
repair. 
Preventive maintenance of lead-acid bat- 
teries : the ‘lectric factory., 78-20220 
Storage batteries — Safety measures. 
Lithium batteries used 
locator transmitters., 


crushed stone /, 


Stone., 


in emergency 
78-7909 
*Storage battery industry. 

Engineering of a 20 MW lead-acid bat- 
tery energy storage demonstration 
plant /, 78-17201 

Storage battery industry — United States — 

Safety measures. 

Health and safety guide for storage bat- 
tery manufacturers., 78-1971 


*Storage in the home — Safety measures — 

Posters. 

[Be on the poison lookout : Safety Sadie 
says poison-proof your bathroom, 
kitchen, and storage area : teaching 
poison prevention, posters], 78- 
24437 

Safety Sadie 
24437 


says poison-proof., 78- 





Teaching poison prevention., 
*Stores, Retail. 
Energy audit workbook for retail stores., 
78-25433 
Simple breakeven analysis for 
stores /, 78-26530 


Stores, Retail — Design and construction — 
Bibliography. 
Small store planning and design., 
794 


*Stores, Retail — Energy consumption. 
Total integrated energy system (TIES) 
feasibility analysis for the downtown 
redevelopment project, Pasadena, 
California /, 78-13165 
Stores, Retail — Planning — Bibliography. 
Small store planning and design., 78- 
794 
Storm sewers. 


Catchbasin technology overview and as- 
sessment /, 78-17111 


The construction, technical evaluation, 
and fictional determination of an alu- 


minum storm sewer system /, 78- 
23463 


Microorganisms in Urban Stormwater /, 
78-262 


Stormwater runoff on urban areas of 
steep slope /, 78-269 


Treatment of combined sewer overflows 
by high gradient magnetic separation /, 
78-17107 

Storm sewers — Costs. 

Conventional and advanced sewer design 
concepts for dual purpose flood and 
pollution control : a preliminary case 


study, Elizabeth, New Jersey /, 78- 
25624 


Nationwide evaluation of combined 
sewer overflows and urban stormwater 
discharges /, 78-258, 78-259 

Storm sewers — Mathematical models. 

Nationwide evaluation of combined 
sewer overflows and urban stormwater 
discharges /, 78-258, 78-259 

*Storm sewers — Technological innovations. 

Urban stormwater management and 
technology : update and users’ guide /, 
78-12855 

*Storm surges. 

The statistical anatomy of ocean wave 

spectra /, 78-15101 


*Storm surges — Data processing. 
Storm surge simulation in transformed 
coordinates /, 78-20286 


*Storm surges — Louisiana — 
Pontchartrain, Lake. 
Hurricane surge 

hydraulic model 
20247 


78-24437 


small 


78- 


control _ structures, 
investigation., 78- 
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Hydraulic characteristics of Rigolets 
Pass, Louisiana, hurricane surge con- 
trol structures : hydraulic model in- 
vestigation, final report /, 78-20247 

*Storm surges — North America. 

The strategic role of perigean spring 
tides : in nautical history and North 
American coastal flooding, 1635-1976 
/, 78-19928 

*Storms. 

Automated prediction of thunderstorms 

and severe local storms /, 78-10575 


Federal plans for cooperative backup 
among operational processing centers., 
78-141 

Gradients of meteorological parameters 


in convective and nonconvective areas 
/, 78-13952 


Operational system for predicting severe 
local storms two to six hours in ad- 
vance /, 78-4162, 78-10586 

Severe storm pattern recognition from 
meteorological satellite data : a report 
on current status and prospects /, 78- 
20314 

Storms — Atlantic States. 

National east coast winter storms opera- 

tions plan., 78-25051 
Storms — Sierra Leone. 

Disaster relief, case report 
Leone-tropical storm, June 
78-5234 


Sierra Leone tropical storm., 


Sierra 
1975., 


78-5234 
*Storms — Tropics. 

A relationship between weakening of 
tropical cyclone cloud patterns and 
lessening of wind speed /, 78-10582 

*Storms — United States. 

National severe local storms operations 

plan., 78-14903 
78-2740 


Storms — United States — Periodicals. 
National severe local storms operations 
plan., 78-12532 


Stoves — Energy conservation. 
Energy management for furnaces, kilns, 
and ovens /, 78-19761 
*Stoves — Safety measures. 
Kitchen ranges., 78-11970 
Space heaters and wood and coal burn- 
ing heating stoves., 78-11977 
*Stoves, Wood — Safety measures. 
Space heaters and wood and coal burn- 
ing heating stoves., 78-11977 


Storm data., 


*Strain gages. 

Transducer preparation gage assembly of 
the Bureau of Mines three-component 
borehole deformation gage /, 78- 
15561 
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*Strain gages — Calibration. 

Calibration of quartz stress gauge current 

in impace experiments /, 78-20342 
*Strains and stresses. 

The changeable interaction between soils 
and pressure cells : tests and reviews at 
the Waterways Experiment Station : 
final report /, 78-20255 


A circular transducer array for ultrasonic 
inspection of plates and sheets /, 78- 
25344 

Concepts of fracture 
structural integrity /, 


toughness and 


78-20394 


DESAP |: a structural design program 
with stress and displacement con- 
straints /, 78-9433 


Evaluation of nonlinear resilient moduli 
of unbound granular materials from 
accelerated traffic test data /, 78- 
7992 


Fatigue life analysis for traction drives 
with application to a toroidal type 
geometry /, 78-11721 


strength under combined 
78-8211 


Machine stress rating : practical concerns 
for lumber producers /, 78-16629 


Photoelastic studies of crack progagation 
and crack arrest, 78-933 


A structural design program with stress 
and buckling constraints., 78-9433 


Strains and stresses — Charts and diagrams. 
Compressive strength of ship hull girders 
/, 78-2213 


Strains and stresses — Mathematical 
models. 
Mechanical constitutive models for en- 
gineering materials : final report /, 
78-25235 


Strategic Arms Limitation Talks. 
Briefings on SALT 
hearings before the Committee on 
Foreign Relations, United States 
Senate, Ninety-fifth Congress, first ses- 
sion ... November 3 and 29, 1977., 
78-26790 


SALT one, compliance ... 
verification ..., 78-15861 


The SALT process., 78-21881 


SALT TWO ratification issues /, 78- 
23042 


Soviet compliance with certain provisions 
of the 1972 SALT I agreements : hear- 
ing before the Subcommittee on Arms 
Control of the Committee on Armed 
Services, United States Senate, Ninety- 
fourth Congress, first session, March 6, 
1975., 78-8242 


Strategic Arms Limitation Talks 
Press conference : major topics, arms 
control, SALT, Middle East, human 


Gross panel 
loading /, 


negotiations 


: SALT two, 
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rights, South Africa, China /, 78- 
15857 


*Strategic materials. 
A study of critical materials for the U.S. 
Coast Guard /, 78-26633 


Study of critical materials for the U.S. 
Coast Guard, supplement., 78-26634 


Supplement to a study of critical materi- 
als for the U.S. Coast Guard /, 78- 
26634 


Strategic materials — Law and legislation — 

United States. 

General stockpile policy : hearing before 
the Subcommittee on Military Con- 
struction and Stockpiles of the Com- 
mittee on Armed Services, United 
States Senate, Ninety-fifth Congress, 
first session, on S. 1198 ... S. 1810 ... 
September 9, 1977., 78-8243 


Hearings on H.R. 9486, to authorize a 
contribution by the United States to 
the tin buffer stock established under 
the Fifth International Tin Agreement, 
before the Seapower and Strategic and 
Critical Materials Subcommitte of the 
Committee on Armed Services, House 
of Representatives, Ninety-fifth Con- 
gress, second session, May 15, 1978., 
78-22395 


National defense stockpile act : report to 
accompany H.R. 4895., 78-16464 


The Strategic and critical materials 
transaction act of 1978 report 
together with additional views to ac- 
company S. 2635., 78-27058 


To authorize a contribution by the 
United States to the tin buffer stock 
established under the Fifth Interna- 
tional Tin Agreement : hearing before 
the Subcommittee on Economic Sta- 
bilization of the Committee on Bank- 
ing, Finance, and Urban Affairs, House 
of Representatives, Ninety-fifth Con- 
gress, second session, on H.R. 9486 ... 
May 11, 1978., 78-22409 


U.S. contribution to 


buffer stock : report to accompany 
H.R. 9486., 78-22579 


United States contribution to interna- 
tional tin buffer stock., 78-22579 


Strategic materials — United States. 
Economic value of present tobacco pro- 
gram : hearing before the Subcommit- 
tee on Tobacco of the Committee on 
Agriculture, House of Represen- 
tatibves, Ninety-fifth Congress, first 
session, October 6, 1977., 78-5495 


Expansion of the strategic pertroleum 
reserve : amendment no. 2, energy ac- 
tion DOE no. 1., 78-23393 


A Federal look at the needs for energy- 
related materials research and develop- 
ment /, 78-20831 


international tin 
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Materials policy : hearings before the 
Subcommittee on Science, Technolo- 
gy, and Space of the Committee on 
Commerce, Science and Transporta- 
tion, United States Senate, Ninety-fifth 
Congress, first session ... July 14 and 
19, 1977., 78-5534 

Materials policy handbook : legislative is- 
sues of materials research and 
technology /, 78-1128 

Stockpile information., 78-3232 


The strategic and critical materials 
stockpile will be deficient for many 
years : report to the Congress /, 78- 
25748 

U. S. life lines : imports of essential 
materials-1967, 1971, 1975 and the 
impact of waterborne commerce on 
the nation., 78-23180 


Strategic materials — United States — 
Periodicals. 
Stockpile report to the Congress., 78- 
21105 
*Strategy. 
Strategic nuclear parity and NATO 
defense doctrine /, 78-20054 
Stratified flow. 
Analysis of the displacement field for lo- 
calized disturbances in a stratified fluid 
with shear /, 78-25335 


Draft (net displacement) produced by 
density perturbations in stratified fluids 
/, 7178-25327 

*Stratosphere. 

Calculation of selected atmospheric com- 
position parameters for the mid- 
latitude, September stratosphere /, 
78-20318 

Characteristics of the motions, turbu- 
lence intensity, diffusivity, flux of mo- 
mentum and sensible heat in the upper 
atmosphere /, 78-9428 


Chlorofluoromethanes and _ the 
sphere /, 78-13968 


The NASA Ames Research Center one- 
and two-dimensional stratospheric 
models., 78-18255, 78-24231 


Stratosphere — Charts, diagrams, etc. 
High-latitude photodissociation rates and 


predicted solar flux intensities ... /, 
78-25305 


Synoptic analyses, 5-, 2-, and O.4-mil- 
libar surfaces for July 1973 through 
June 1974 a joint NASA-NOAA 
publication prepared for NASA Wal- 
lops Flight Center by the staff, Upper 
Air Branch, National Weather Service, 
Camp Springs, Maryland under Wal- 
lops Flight Center purchase order 
number P-55946(G)., 78-9400 


strato- 
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Stratosphere — Periodicals. 

Actions in the United States of America 
related to stratospheric monitoring; 
semiannual report to the Secretary of 
Transportation., 78-26459 

*Strawberries — Diseases and pests — 

United States. 


Strawberry diseases /, 78-10293 


*Stream channelization — Alaska. 
Effects of permafrost on stream channel 
behavior in Arctic Alaska /, 78- 
21512 


*Stream channelization — Environmental 
aspects. 
Impact of nearstream vegetation and 
stream morphology on water quality 
and stream biota /, 78-10925 


*Stream channelization — Environmental 
aspects — United States. 

The potential effects of clearing and 
snagging on stream ecosystems /, 78- 
21593 

Stream channelization — Washington — 

Columbia River watershed. 

The channeled scabland : a guide to the 
geomorphology of the Columbia Basin, 
Washington : prepared for the Com- 
parative Planetary Geology Field Con- 
ference held in the Columbia Basin, 
June 5-8, 1978 /, 78-24217 


*Stream conser vation. 


Promising strategies for reserving in- 
stream flows /, 78-24048 


Stream ecology. 
Nonpoint source - stream nutrient level 
relationships : a nationwide study /, 
78-12883 


*Stream ecology — United States. 
The potential effects of clearing and 
snagging on stream ecosystems /, 78- 
21593 


Stream ecology —. West Virginia — Turtle 

Creek. 

Stress and recovery of aquatic organisms 
as related to highway construction 
along Turtle Creek, Boone County, 
West Virginia /, 78-13749 

*Stream ecology — Wisconsin. 

Aquatic macroinvertebrates in a small 
Wisconsin trout stream before, during, 
and two years after treatment with the 
fish toxicant antimycin., 78-15617 


Effects of antimycin A and retenone on 
macrobenthos in ponds /, 78-15617 


*Stream measurements. 

Development and evaluation of weighted 
criteria, probability-of-use curves for 
instream flow assessments : fisheries /, 
78-24056 


Methods of assessing instream flows for 
recreation /, 78-26220 


Probability-of-use criteria for the family 
Salmonidae /, 78-24057 





Stream measurements — Arizona — 
Periodicals. 
Water supply outlook for Arizona, 78- 
2410 


Water supply outlook for Arizona and 
Federal-State-private cooperative snow 
surveys., 78-2410 

*Stream measurements — California — 

Sacramento River. 

Determination of channel capacity of the 
Sacramento River between Orbend 
and Glenn, Butte and Glenn Counties, 
California /, 78-21493 


Stream measurements — California — 
Yearbooks. 


Water resources data for California., 
78-17793, 78-17794 


Stream measurements — Colorado — 
Periodicals. 
Daily weather and river summary, Al- 
buquerque, New Mexico., 78-2732 
Stream measurements — Colorado — 
Yearbooks. 
Water resources data for Colorado., 78- 
11452 


Stream measurements — Delaware — 
Yearbooks. 
Water resources data for Maryland and 
Delaware., 78-11453 


Stream measurements — Florida. 


Water resources data for Florida., 78- 
23995 


Stream measurements — Georgia — 
Yearbooks. 
Water resources data for Georgia., 78- 
7283 


Stream measurements — Gulf States — 
Periodicals. 


River summary and forecast., 78-2733 


Stream measurements — Hawaii. 


Hawaii and other Pacific areas, 78- 
13750 


Surface water supply of 
States., 78-13750 


Stream measurements — Hawaii — 
Yearbooks. 
Water resources data for Hawaii and 
other Pacific Areas., 78-7284 


Stream measurements — Illinois — 
Yearksoks. 
Wats: resources data for Illinois., 78- 
21519 


Stream measurements — lowa — Yearbooks. 
Water resources data for lowa., 78- 
21518 
Stream measurements — Islands of the 
Pacific. 
Hawaii 
13750 


Surface water supply of the United 
States., 78-13750 


the United 


and other Pacific areas, 78- 





December 1978 


Stream measurements — Maryland — 

Montgomery County. 

Effects of urbanization on streamflow 
and sediment transport in the Rock 
Creek and Anacostia River basins, 
Montgomery County, Maryland, 1962- 
74 /, 78-17787 

Stream measurements — Maryland — 

Yearbooks. 

Water resources data for Maryland and 
Delaware., 78-11453 

Stream measurements — Michigan — 

Yearbooks. 

Water resources data for Michigan., 78- 
11454 


*Stream measurements — Minnesota. 
Small-stream flood investigations in Min- 
nesota : October 1958 to September 
1975 /, 78-17773 
Stream measurements — Mississippi — 
Yearbooks. 
Water resources data for Mississippi., 
78-13763 


Stream measurements — Mississippi River. 

Stages and discharges of the Mississippi 
River and tributaries and other 
watersheds in the New Orleans dis- 
trict., 78-16951 

Stages and discharges of the Mississippi 
River and tributaries in the Memphis 
district., 78-16950 


Stages and discharges of the Mississippi 
River and tributaries in the Vicksburg 


district., 78-16949 


Stream measurements — Mississippi River 
— Periodicals. 
Missouri-Mississippi River summary and 
forecasts., 78-2731 


River summary and forecast., 78-2733 


Stream measurements — Missouri River — 
Periodicals. 
Missouri-Mississippi River summary and 
forecasts., 78-2731 


Stream measurements — Montana — 
Statistics — Periodicals. 
Annual peak discharges 

drainage areas in 
26132 


Stream measurements — Nebraska — 
Yearbooks. 
Water resources data for Nebraska., 
78-13764 


Stream measurements — Nevada — 
Yearbooks. 


Water resources data for Nevada., 78- 
23996 


from small 
Montana., 78- 


Stream measurements — New Mexico — 
Periodicals. 
Daily weather and river summary, AIl- 
buquerque, New Mexico., 78-2732 
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| Stream measurements — New York (State) 


— Yearbooks. 
Water resources data for New York., 
78-17795 
Stream measurements — Northeastern 
States — Periodicals. 
Water supply outlook for the Northeast- 
ern United States., 78-2735 
Stream measurements — Northwest, Pacific 
— Periodicals. 
Current discharge at selected stations in 
Pacific Northwest: report., 78-3411 


78-3407 
Stream measurements — Oceanica — 
Yearbooks. 


Water resources data for Hawaii and 
other Pacific Areas., 78-7284 


Stream measurements — Ohio — Yearbooks. 
Water resources data for Ohio., 78- 
7285 


Stream measurements — Ohio River — 
Periodicals. 


Ohio River summary and forecasts., 
2730 


Stream measurements — Oklahoma — 
Yearbooks. 


Water resources data for Oklahoma., 
78-11456 


Weekly runoff report:, 


Stream measurements — Pennsylvania — 
Yearbooks. 
Water resources data for Pennsylvania., 
78-11457 


Stream measurements — South Dakota — 
Yearbooks. 
Water resources data for South Dakota., 
78-7286 


Stream measurements — The West. 
Water supply outlook for the Western 
United States., 78-2734 


Stream measurements — The West — 
Periodicals. 


Fall water supply summary., 78-22732 


Federal-State-private cooperative snow 
surveys. Basic data summary of snow 
survey and soil moisture measurements 
for Western United States, including 
Columbia River drainage in Canada., 
78-22734 


Snow survey and soil moisture measure- 
ments, basic data summary for 
Western United States, including 
Columbia River drainage in Canada, 
78-22734 

Stream measurements — United States. 

Guidelines for collection and field analy- 

sis of ground-water samples for 


selected unstable constituents, 78- 
13752 


Macroinvertebrate sampling techniques 
for streams in semi-arid regions : com- 
parison of the Surber method and a 
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unit-effort traveling kick method /, 
78-23484 

Maximum floodflows in 
minous United States /, 


the conter- 
78-7267 


Methods for collection and analysis of 
aquatic biological and microbiological 
samples, 78-26144 

Methods for determination of radioactive 


substances in water and fluvial sedi- 
ments, 78-26145 


Techniques of water-resources investiga- 
tions of the United States Geological 
Survey., 78-13752, 78-26144, 78- 
26145 

Stream measurements — United States — 

Periodicals. 

River forecasts provided by the National 
Weather Service., 78-12535 


Stream measurements — Utah — Yearbooks. 
Water resources data for New Mexico., 
78-11455 


Water resources data for 
11458 


*Stream measurements — Washington 

(State) — Kitsap County. 

Low-flow characteristics of streams on 
the Kitsap Peninsula and selected ad- 
jacent islands, Washington /, 78- 
21488 


*Stream measurements — Wisconsin — 
Wisconsin River watershed. 
Low-flow characteristics of streams in 
the Lower Wisconsin River basin /, 
78-21513 


Stream measurements — Wisconsin — 
Yearbooks. 
Water resources data for Wisconsin., 
78-11459 


*Streambank planting. 

Guidelines for monitoring and reporting 
demonstration projects section 32 
program Streambank erosion control 
evaluation and demonstration act of 
1974, final report /, 78-10756 

Street-lighting — United States. 

Energy report., 78-24094 


Street lighting, energy conservation and 
crime, 78-24094 


Utah., 78- 


Street signs. 

Standard alphabets for highway signs and 
pavement markings : a_ reference 
guide., 78-7759 

Streets — Maintenance and repair — 

Management. 

A user’s manual for a management con- 
trol system for street maintenance., 
78-7826 

Streets — United States — Design. 

Simplified guidelines for major street 

planning., 78-7757 
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*Strength of materials. 
Concepts of fracture 
structurai integrity /, 


toughness and 


78-20394 


*Streptococcus. 
Survival of microflora in precooked 


frozen meals during frozen storage /, 
78-20312 


*Streptococcus pneumoniae. 


Pneumococcal infections., 78-13498 


Stress (Physiology) — Testing. 
Effects of lithium carbonate on _per- 
formance and biomedical functions /, 
78-868 


Stress (Psychology) 
Methodology to assess psychological 
stress and its impact in the air combat 
environment /, 78-23208 


Stress in air traffic controllers : effects of 
ARTS-Ill /, 78-22186 


Stress (Psychology) — Congresses. 
Occupational stress : proceedings of the 
Conference on Occupational Stress, 
Los Angeles, November 3, 1977., 78- 
25904 


Reducing occupational stress 
proceedings of a conference, May 10- 
12, 1977, Westchester Division, New 
York Hospital-Cornell Medical Center 
/, 78-23846 


Stress concentration. 
Ball to separator contact forces in angu- 
lar contact ball bearings under thrust 
and radial loads /, 78-26355 


Stress corrosion. 

A Program to discover materials suitable 
for service under hostile conditions ob- 
taining in equipment for the gasifica- 
tion of coal and other solid fuels ... /, 
78-8799, 78-8800, 78-20510, 78- 
20858, 78-23311 


Stress corrosion susceptibility of highway 
bridge construction steels : phase IIB /, 
78-7786 


Stress waves. 
Elastodynamic analysis of propagating 
finite crack /, 78-24511 


*Strikes and lockouts — Coal mining — 

United States. 

Effects of coal strike : hearing before the 
Subcommittee on Energy Production 
and Supply of the Committee on Ener- 
gy and Natural Resources, United 
States Senate, Ninety-fifth Congress, 
second session ... March 6, 1978., 
78-26774 


Strikes and lockouts — United States — 
Statistics — Periodicals. 
Work stoppages., 78-3540 

String octets (violins (4), violas (2), 
violoncellos (2)) 


Octet for strings, opus 20., 78-21767 
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[Octet, 4 violins, 2 violas & 2 Violoncel- 
los, op. 20, E major], 78-21767 


Strip mining. 
Design of surface mine haulage roads : a 
manual /, 78-7301 


Strip mining — Atlantic States — Planning. 
User’s manual for premining planning of 
eastern surface coal mining /, 78- 
25687 
Strip mining — Bibliography. 
Environmental information resources for 
state and local elected officials : sur- 
face mining., 78-4566 


78-4566 


Strip mining — Economic aspects — United 
States. 
Preliminary economics of mining a thick 
coal seam by dragline, shovel-truck, 
and scraper mining systems /, 78- 
7302 


*Strip mining — Environmental aspects — 

Appalachian region. 

Strip mining and the flooding in Ap- 
palachia : hearing before a subcommit- 
tee of the Committee on Government 
Operations, House of Representatives, 
Ninety-fifth Congress, first session, 
July 26, 1977., 78-12091 


Strip mining — Environmental aspects — 
Kentucky. 
Effect of strip mining on water quality in 
small streams in eastern Kentucky, 
1967-1975 /, 78-44 


*Strip mining — Environmental aspects — 
North Dakota. 
Extraction of North Dakota Lignite., 
78-25704 


Regional studies program : extraction of 
North Dakota lignite : environmental 
and reclamation issues /, 78-25704 


Strip mining — Environmental aspects — 
The West. 
Coal surface mining reclamation costs in 
the Western United States /, 78- 
11463 


Surface mining., 


An environmental guide to western sur- 
face mining /, 78-7343 


*Strip mining — Environmental aspects — 
United States. 
Plant performance on surface coal mine 
spoil in Eastern United States., 78- 
16691 


Preliminary guidance for estimating ero- 
sion on areas disturbed by surface min- 
ing activities in the interior western 
United States /, 78-10905 


Strip mining — Environmental aspects — 
Utah — Kane County. 
Alton Coal Field, Kane County, Utah., 
78-7351, 78-11590 





Energy mineral rehabilitation inventory 
and analysis : Alton Coal Field, Kane 
County, Utah., 78-7351 


Energy mineral rehabilitation inventory 
and analysis : summary reort, Alton 
Coal Field, Kane County, Utah., 78- 
11590 


Summary, Utah study site, resource and 
potential reclamation evaluation, Alton 
study site, Alton Coal Field., 78- 
11590 


Utah study site, resource and potential 
reclamation evaluation, Alton study 
site, Alton Coal Field., 78-7351 

*Strip mining — Kansas. 
Black walnut on Kansas strip mine spoils 
some observations 25 years after 
pruning /, 78-10351 
Strip mining — Kentucky — Breathitt 

County. 

Surface mining and the flood of April 
1977 /, 78-50 


Strip mining — Law and legislation — 

United States. 

An act to amend the Surface mining con- 
trol and reclamation act of 1977 
(Public Law 95-87) to raise certain 
authorized funding levels contained 
therein, and for other purposes., 78- 
27023 


Implementation of the Surface mining 
control and reclamation act of 1977 : 
oversight hearings before the Subcom- 
mittee on Energy and the Environment 
of the Committee on Interior and Insu- 
lar Affairs, House of Representatives, 
Ninety-fifth Congress, second session 


January 


is 19 and 20, 
24625 


1978., 78- 


Increasing authorizations in the Surface 
mining control and reclamation act of 
1977 : report to accompany S. 2463., 
78-19428 


Reclamation practices and environmental 
problems of surface mining : hearings 
before the Subcommittee on Energy 
and the Environment of the Commit- 
tee on Interior and Insular Affairs, 
House of Representatives, Ninety-fifth 
Congress, first session, on H.R. 2 ..., 
78-2278, 78-12133 


Surface mining control and reclamation 
act of 1977., 78-2278, 78-12133 


Strip mining — Law and legislation — 

United States — States. 

State surface mining laws : a survey, a 
comparison with the proposed Federal 
legislation, and background informa- 
tion /, 78-2259 


*Strip mining — Mathematical models. 
Economics of large-scale surface coal 
mining using simulation models /, 78- 





December 1978 


15292, 
15295 


Strip mining — Planning — Handbooks. 
User’s manual for premining planning of 
eastern surface coal mining /, 78- 
25687 


Strip mining — United States. 

Evaluation of the analysis supporting 
President Ford’s veto of H.R. 25, the 
Surface mining control and reclama- 
tion act of 1975 : Department of the 
Interior, Federal Energy Administra- 
tion : report to the Congress /, 78- 
4643 


78-15293, 78-15294, 78- 


Permanent regulatory program imple- 
menting section 501(b) of the Surface 
mining control and reclamation act of 
1977 : draft environmental statement., 
78-26121 


Strip mining — West Virgina — Raleigh 
County. 
Surface mining and the flood of April 
1977 /, 78-50 


*Strip transmission lines. 

Computer-aided analysis of dissipation 
losses in isolated and coupled transmis- 
sion lines for microwave and millime- 
ter-wave integrated-circuit applications 
/, 78-20379 

Stroke patients — Rehabilitation. 

Fundamentals of stroke care /, 78- 

17609 


Guide-lines for stroke care /, 78-471 


*Strontium — Analysis. 

Determination of environmental levels of 
Pu-239, 240, Am-241, Cs-137 and Sr- 
90 in large volume sea water samples 
/, 78-13142 

Strontium compounds. 

Temporary suspension of duty on stronti- 
um nitrate : report to accompany H.R. 
5044., 78-26955 

*Structural design. 
DESAP 1: a structural design program 


with stress and displacement con- 
straints /, 78-9433 


DESAP 2 : a structural design program 
with stress and buckling constaints /, 
78-9434 


Design methods for reducing the risk of 
progressive collapse in buildings 
[errata]., 78-22872 

Development of a design of a relocatable 
command and control bunker : final 
report /, 78-20264 


Masonry structural design for buildings., 
78-12652 


A structural design program with stress 
and buckling constraints., 78-9433, 
78-9434 
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*Structural design — Automation — 

Congresses. 

Standardization, certification, main- 
tainance, and dissemination of large 
scale engineering software systems : a 
panel discussion held as part of the 
Second National Symposium on Com- 
puterized Structural Analysis and 
Design sponsored by NASA Langley 
Research Center, Hampton, Virginia 
and the National Science Foundation 
at the George Washington University, 
Washington, D.C., March 29-31, 1976 
/, 78-18241 


*Structural design — Congresses. 

Summary report : Research Workshop 
on Progressive Collapse of Building 
Structures : held at Joe C. Thompson 
Conference Center, The University of 
Texas at Austin, November 18-20, 
1975 /, 78-24252 

Structural design — Repairing — 

Handbooks, manuals, etc. 

Soldier’s manual aircraft structural 
repairer, MOS 68G, skill levels 1/2/3., 
78-4416 

*Structural dynamics. 

Determination of Strouhal characteristics 
and power spectrum for elastically 
restrained H-shape sections /, 78- 
18602 


Effect of low-velocity impact damage on 
the compressive strength of graphite- 
epoxy hat-stiffened panels /, 78- 
21810 


Guidelines for evaluating the seismic re- 


sistance of existing buildings /, 78- 
20306 


Hydrodynamic damping and “added 
mass”’ for flexible offshore platforms /, 
78-20299 


Substrcuture coupling for dynamic analy- 
sis and testing /, 78-9427 


Three-dimensional finite-element analysis 


of finite-thickness fracture specimens /, 
78-21811 


Structural engineering. 
Observations on the behavior of 
buildings in the Romania earthquake 
of March 4, 1977., 78-1430 
Survey of structural tolerances in the 
United States commercial shipbuilding 
industry /, 78-22366 
*Structural engineering — Computer 
programs — Directories. 
Civil and structural engineering, 1970- 
January 1978., 78-19830 


A directory of computer software appli- 
cations : civil & structural engineering, 
1970-January 1978., 78-19830 
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*Structural engineering — Handbooks, 
manuals, etc. 
Design manual : structural engineering., 
78-15124 


Structural engineering., 78-15124 


Structural frames — Testing. 
State-of-the-art of structural test methods 
for walls, floors, roofs, and complete 
buildings [errata]., 78-22870 
*Structural stability. 
Coal mine floor heave in the Beckley 
coalbed, an analysis /, 78-15555 


Design and construction of large-panel 
concrete structures /, 78-17674 


Implementing remote sensing techniques 
for evaluating mine ground stability /, 
78-13809 


Modeling and parameter uncertainties 
for aircraft flight control system design 
/, 78-9446 


Remote sensing techniques for evaluating 
mine ground stability., 78-13809 


Stand-up time of tunnels in squeezing 
ground /, 78-5271 


*Structural stability — Congresses. 
Summary report : Research Workshop 
on Progressive Collapse of Building 
Structures : held at Joe C. Thompson 
Conference Center, The University of 
Texas at Austin, November 18-20, 
1975 /, 78-24252 


Structured programming. 
User’s guide for SFTRAN/1100 /, 78- 
26407 


*Structures, Theory of — Computer 
programs. 
Sixth NASTRAN Users’ Colloquium held 
at Lewis Research Center, Cleveland, 
Ohio, October 4-6, 1977., 78-9453 


*Structures, Theory of — Computer 
programs — Congresses. 

Standardization, certification, main- 
tainance, and dissemination of large 
scale engineering software systems : a 
panel discussion held as part of the 
Second National Symposium on Com- 
puterized Structural Analysis and 
Design sponsored by NASA Langley 
Research Center, Hampton, Virginia 
and the National Science Foundation 
at the George Washington University, 
Washington, D.C., March 29-31, 1976 
/, 78-18241 


*Structures, Theory of — Data processing — 
Congresses. 
NASTRAN, users’ experience : [selected 
papers prepared for] Fifth Colloquium 
held at Ames Research Center, Moffet 


Field, California., 
Struts (Engineering) 

A method for calculating strut and 
splitter plate noise in exit ducts 
theory and verification /, 78-26351 


78-11754 
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*Student aid. 
Federal student financial aid : where do 
you fit in?, 78-23716 


*Student aid — Law and legislation — 
United States. 
College opportunity act of 1978 : report 
together with additional views to ac- 
company S. 2539., 78-12323 


Family contribution schedule for the 
basic educational opportunity grant 
program, 1977 : hearing before the 
Subcommittee on Education, Arts, and 
Humanities of the Committee on 
Human Resources, United States 
Senate, Ninety-fifth Congress, first ses- 
sion September 21, 1977., 78- 
16231 


Middle income student assistance act : 
report together with additional views, 
individual views, and dissenting views 
to accompany H.R. 11274., 78-12294 


Oversight hearings on all forms of 
Federal student finanical assistance : 
oversight hearings before the Subcom- 
mittee on Postsecondary Education of 
the Committee on Education and 
Labor, House of Representatives, 
Ninety-fifth Congress, first session ..., 
78-5552 


*Student aid — United States. 

Basic educational opportunity grant pro- 
gram, 1978-79 family contributions 
schedule : hearing before the Subcom- 
mittee on Postsecondary Education of 
the Committee on Education and 
Labor, House of Representatives, 
Ninety-fifth Congress, first session ... 
September 12, 1977., 78-12076 


Federal aid to postsecondary students : 
tax allowances and alternative sub- 
sidies /, 78-10047 


Federal assistance for postsecondary edu- 


cation : options for fiscal year 1979., 
78-19267 


Student aid — United States — 
Bibliography. 


Financial aid to students., 78-363 


Student aid — United States — Directories. 
Postsecondary institutions eligible for the 
basic grants program., 78-23717 
Student aid — United States — Handbooks, 
manuals, etc. 
Basic educational opportunity grant stu- 
dent guide; basic grants., 78-23722 
Basic grant student guide, 78-23722 
78-23722 


Student aid — United States — Periodicals. 
Basic educational opportunity grant pro- 
gram., 78-17419 


Determination of eligibility index, basic 


educational opportunity grant pro- 
gram., 78-17419 


Basic grants., 
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Student aspirations — United States — 

Statistics. 

Fulfillment of short-term educational 
plans and continuance in education : 
national longitudinal study of high 
school seniors /, 78-416 

National Longitudinal study of high 
school seniors., 78-416 


Student counselors. 
Sex discrimination in guidance & coun- 
seling report review and action 
recommendations., 78-8160 


Student employment. 
Students, graduates, and dropouts in the 
labor market, October 1976., 78- 
2097 


Student loan funds — United States. 
Collection efforts not keeping pace with 
growing number of defaulted student 
loans : Office of Education, Depart- 
ment of Health, Education, and Wel- 
fare., 78-6895 


Examination of financial operations for 
fiscal year 1975 shows need for im- 
provements in the Guaranteed Student 
Loan program : Office of Education, 
Department of Health, Education, and 
Welfare : report to the Congress /, 
78-1732 


List of LEEP participating institutions : 
program year 1977-78., 78-17922 


The National direct student loan pro- 
gram requires more attention by the 
Office of Education and participating 
institutions : Office of Education, De- 
partment of Health, Education, and 
Welfare., 78-13302 


Status of Office of Education’s national 
direct student loan funds at selected 
post-secondary education institutions : 
report /, 78-21036 


Student loan defaults : oversight hearing 
before the Subcommittee on Post- 
secondary Education of the Committee 
on Education and Labor, House of 
Representatives, Ninety-fifth Congress, 
first session, ... October 26, 1977., 
78-9929 


Student volunteers in social service — 
Periodicals. 
Synergist., 78-2544 

Student volunteers in social service — 
United States. 


University year for ACTION., 78-6257 


*Students — Handbooks, manuals, etc. 
It’s academic : student handbook., 78- 
20139 


Students — Legal status, laws, etc. — United 
States. 

Your legal rights & responsibilities : a 

guide for public schoolstudents., 78- 
9012 





Students — Terminology. 

Standard terminology and guide for 
managing student data in elementary 
and secondary schools, community 
/junior colleges, and adult education /, 
78-8960 

Students — United States — Psychology. 

Group profiles on self-esteem, locus of 

control, and life goals., 78-417 


National longitudinal study of high 
school seniors., 78-417 


Students — United States — Statistics. 
Population characteristics., 78-4043 


School enrollment, social and economic 
characteristics of students, October 
1975, 78-4043 


Students, Foreign — United States. 

Defense action to reduce charges for 
foreign military training will result in 
the loss of millions of dollars : Depart- 
ment of Defense : report of the Comp- 


troller General of the United States., 
78-1728 


Millions of dollars of costs incurred in 
training foreign military students have 
not been recovered : Department of 
Defense : report to the Congress /, 
78-1723 

Student reaction to IMV program : “If 
you want to study in the U.S.”, 78- 
13817 

Students, Transfer of — United States. 

Characteristics of U.S. citizens seeking 
transfer from foreign to U.S. medical 
schools in 1975 via COTRANS : final 
report /, 78-482 

Students, Transfer of — United States — 

Statistics. 

National longitudinal study of high 
school seniors., 78-419 


Transfer students in institutions of higher 


education : national longitudinal study 
of high school seniors /, 78-419 


Students’ socio-economic status — United 
States — Statistics. 
Population characteristics., 

78-12473 


78-12472, 


School enrollment, social and economic 
characteristics of students, October 
1976, 78-12472 


School enrollment, social and economic 
characteristics of students, October 
1977 (advance report), 78-12473 

Stunt flying. 

Acrobatics : precision flying with a pur- 

pose., 78-7921 
Stygobromus. 

Systematics of the 
phipod genus 
(Crangonyctidae) /, 


subterranean am- 
Stygobromus 
78-18462 
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*Subject headings. 
ERDA Energy Information Data Base : 
subject thesaurus., 78-8837, 78- 
13175 


Library of Congress subject headings in 
microform, 78-3584 

Subject headings 
3584 


Subject thesaurus : 
mation Data 
13175 


Supplement to LC subject headings., 
78-3583, 78-21780 


Subject headings — Aeronautics. 
FAA standard subject 
system., 78-5341 


Subject headings — Medicine — Periodicals. 
Medical and health related sciences thes- 
aurus., 78-13479 


Medical subject headings., 
78-11223 


Subject headings — Military science. 
Military review., 78-3044 


Subject headings — Science — Data 
processing. 

Accessing numeric data via flags and tags 
: a final report on a real world experi- 
ment /, 78-26338 

Submarine boats. 

Status of the Trident submarine and mis- 
sile programs Department of the 
Navy : report to the Congress /, 78- 
1860 


*Submarine boats — Equipment and 
supplies. 
SQUID ELF receiving antenna for sub- 
marine applications 
78-20399 


Submarine boats — Maintenance and repair 

— Costs. 

Submarine supply support costs can be 
greatly reduced without impairing 
readiness : Department of the Navy : 
report to the Congress /, 78-4756 

Submarine boats — Safety appliances — 

Periodicals. 

Fathom; surface ship & submarine safety 
review., 78-3056 

Submarine geology. 

Clay fabric and geotechnical properties 
of selected submarine sediment cores 
from the Mississippi Delta /, 78-145 


Initial reports of the Deep Sea Drilling 
Project; a project planned by and car- 
ried out with the advice of the Joint 
Oceanographic Institutions for Deep 
Earth Sampling., 78-2113, 78- 
13986, 78-21858, 78-26424 

*Submerged lands. 

Implications of submergence for coastal 

engineers /, 78-20281 


in microform., 78- 


ERDA Energy Infor- 
Base., 78-8837, 78- 


classification 


78-11222, 


: final report /, 
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*Subpoena. 


Analysis of subpoenaed television data /, 
78-22293 


Subpoenaed television data., 


*Subsidences (Earth movements) 
Some data points on shoreline retreat at- 
tributable to coastal subsidence /, 78- 
20285 


*Subsidences (Earth movements) — 
California, Southern. 
Recent elevation change 

California /, 78-10583 

*Substitution reactions. 

Interfacial effects in the recovery of 


residual oil by displacement : studies at 
Northwestern University /, 78-10985 


78-22293 


in Southern 


Suburban homes — Fires and fire 
prevention. 
Firesafety systems analysis for residential 
occupancies., 78-7167 


*Subversive activities — Latin America. 
Subversion : Uruguayan Armed Forces 
summary of subversive movement in 
Latin America., 78-12212 


Uruguayan Armed Forces summary of 
subversive movement in Latin Amer- 
ica., 78-12212 


*Subversive activities — Uruguay. 
Subversion : Uruguayan Armed Forces 
summary of subversive movement in 

Latin America., 78-12212 


Uruguayan Armed Forces summary of 
subversive movement in Latin Amer- 
ica., 78-12212 

*Subways. 

Assessment of disruptive effects as- 
sociated with urban transportation tun- 
nel construction /, 78-16034 


Subways — Design and construction. 
Alternative concepts for underground 
rapid transit systems : executive sum- 
mary /, 78-9572 


Guidelines for improved rapid transit 
tunneling safety and environmental im- 
pact /, 78-14198 


*Subways — Stations — Designs and plans. 

Criteria for evaluating alternative transit 
station designs /, 78-15922 

Subways — United States -- Design and 
construction. 

Design of transportation interface facili- 
ties : a procedural guide /, 78-832 

Design of transportation interface facili- 
ties : a procedural guide : executive 
summary /, 78-833 

Success. 

Report of the Army Scientific Advisory 
Panel, Ad Hoc Group for Predicting 
Soldier Success., 78-25208 

Sudan. 
Background notes., 78-9508 
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78-9508 


Sudan — Commerce. 
Marketing in the Sudan /, 


Sudan, 


78-4261 


Sudan grass. 

Sudangrass and  sorghum-sudangrass 

hybrids for forage /, 78-24939 
*Sudden death in infants. 

The examination of the sudden infant 
death syndrome infant : investigative 
and autopsy protocols : special report 
/, 78-21270 

Facts about sudden infant death syn- 
drome., 78-23825 


Los hechos sobre el sindrome de la 
muerte infantil repentina., 78-21271 


Sudden unexplained infant death : 1970 
through 1975, an evolution 
derstanding /, 78-11233 

*Sudden Infant Death — Congresses. 

Impact of infant death on parents and 
siblings, 78-17548 

Research Planning Workshops on the 
Sudden Infant Death Syndrome., 78- 
17548 

*Suffrage — United States. 

The last suffrage frontier : enfranchising 
mental hospital residents : a report /, 
78-19997 

Sugar. 


Report on world sugar supply and de- 
mand : 1980 and 1985., 78-4012 


USSR sugar : today and tomorrow /, 
78-19587 


in un- 


World sugar supply and demand., 78- 
4012 


*Sugar — Manufacture and refining — By- 
products. 

Systems study of fuels from sugarcane, 
sweet sorghum, and sugar beets /, 78- 
20797 

*Sugar — Marketing. 

A history of sugar marketing through 

1974 /, 78-12367 
*Sugar — Prices. 

International sugar agreement, 1977 
message from the President of the 
United States ...,_ 78-11957 

Sugar — Statistics -- Periodicals. 

Foreign agriculture circular., 


78-2446 


Sugar — Taxation — United States. 

Import relief to the domestic sugar indus- 
try : hearing before the Subcommittee 
on Trade of the Committee on Ways 
and Means, House of Representatives, 
Ninety-fifth Congress, first session, on 
H. Con. Res. 231 ... July 27, 1977., 
78-2306 


78-2446 
Sugar, 
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Sugar beet. 

Systems study of fuels from sugarcane, 
sweet sorghum, and sugar beets ... : 
task 77 final report /, 78-1582 

*Sugar beet — Diseases and pests — Control 

— United States. 

Sugarbeet insects : how to control them 
/, 78-24938 

Sugar-cane. 

Systems study of fuels from sugarcane, 
sweet sorghum, and sugar beets ... : 
task 77 final report /, 78-1582 


*Sugar-cane — Florida — Varieties. 
Sugarcane variety tests in Florida, 1976- 
77 harvest season /, 78-10440 


*Sugar laws and legislation — United States. 

An act to lower the duty on levulose 

until the close of June 30, 1980., 78- 
24795 


Reduced duty on levulose until July 1, 
1980 report to accompany H.R. 
5176., 78-5701 

Reduction of the import duty on levulose 


: report to accompany H.R. 5176., 
78-19434 


Sugar stabilization act of 1978 : hearing 
before the Subcommittee on Tourism 
and Sugar of the Committee on 
Finance, United States Senate, Ninety- 
fifth Congress, second session, on S. 
2990 ... May 11, 1978., 78-26785 


Sugar stabilization act of 1978 : hearings 
before the Committee on Agriculture, 
House of Representatives, Ninety-fifth 
Congress, second session , on H.R. 
12486 ...,  78-26730 


*Sugar-maple. 
Coniferous understory influences sugar 


maple (Acer saccharum Marsh.) sap 
production /, 78-16581 


Economic values for growth and grade 
changes of sugar maple in the Lake 
States /, 78-22689 

Genetic variation in 


characters in 
22692 


Root-crown relations of young sugar 
maple and yellow birch /, 78-8540 


Sugar maple and yellow birch seedling 


growth after simulated browsing /, 
78-14636 


*Sugar-maple — Diseases and pests — 
United States. 
How to control 

sugar maple /, 


seed and fruit 


sugar maple /, 78- 


sapstreak disease of 
78-19548 
Sugar trade — Economic aspects — United 

States. 

Sugar stabilization act of 1978 : hearing 
before the Subcommittee on Tourism 
and Sugar of the Committee on 
Finance, United States Senate, Ninety- 
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fifth Congress, second session, on S. 
2990 ... May 11, 1978., 78-26785 
Sugar trade — Statistics — Periodicals. 
Foreign agriculture circular., 78-2446 


78-2446 


*Sugar trade — United States. 

International sugar agreement and U.S. 
sugar policy : hearings before the Sub- 
committee on Foreign Economic Pol- 
icy of the Committee on Foreign Rela- 
tions, United States Senate, Ninety- 
fifth Congress, second session, Burley, 
Idaho, February 13, 1978., 78-26792 

Sugar and sweetener report., 78-2386 

Suggestion systems — United States — 

Periodicals. 

Federal incentive awards program, 78- 
25085 

Progress 
25085 

Suh, Jin Syen. 

Jin Syen Suh : report to accompany S. 

1154., 78-6038 
*Suites (Wind ensemble) — To 1800. 

Gran partita, K.361., 78-21765 

[Serenade, K.370a (361) Bb major], 
78-21765 

*Sulphates. 

Evaluation of  sulfate-bearing waste 
material from fluidized bed com- 
bustion of coals for soil stabilization /, 
78-22094 

Factors influencing formation of alkali 


sulfates in fossil fuel combustion /, 
78-23366 


Research and development relating to 
sulfates in the atmosphere /, 78- 
16284 


Use of waste sulfate for remedial treat- 

ment of soils /, 78-18587 
Sulphates — Physiological effect. 

Research and development relating to 
sulfates in the atmosphere /, 78- 
16284 

*Sulphides. 

Carbon disulfide, carbonyl sulfide 
literature review and environmental as- 
sessment /, 78-25573 

Removal and recovery of sulfide tannery 
wastewater /, 78-17109 

Spontaneous oxidation and combustion 
of sulfide ores in underground mines : 
a literature survey /, 78-21540 

*Sulphite. 

Feasibility of producing elemental sulfur 

from magnesium sulfite /, 78-20751 


Sugar, 


through achievements., 78- 


*Sulphite pulping process. 


Acid sulphite pulping., 78-15247 


Background document : acid sulfite pulp- 


ing /, 78-15247 





Energy and protein production from pulp 
mill wastes ... /, 78-11006, 78- 
23553 

Sulphones — Toxicology. 

Bioassay of dapsone for possible car- 
cinogenicity., 78-1934 

Bioassay of 3-sulfolene for possible car- 
cinogenicity., 78-21204 

Sulphur. 

Direct substitution of sulfur for asphalt in 

paving materials /, 78-26176 


Feasibility of producing elemental sulfur 
from magnesium sulfite /, 78-20751 


Low temperature lithium/sulfur seconda- 
ry battery ..., 78-4587 

State implementation plan emission regu- 
lations for sulfur oxides : fuel com- 
bustion /, 78-25592 


Sulfur removal in fluidized-bed com- 
bustion /, 78-23572 

Sulfuric acid versus elemental sulfur as 
by-products /, 78-20532 

*Sulphur — Environmental aspects — 

United States. 

Proposed standards of performance for 
petroleum sulfur recovery plants., 78- 
25589 

Standards support and environmental im- 
pact statement., 78-25589 


Sulphur — Statistics — Periodicals. 
Frasch and recovered sulfur, 78-3446 


Sulfur., 78-3446 


Sulphur dioxide. 
Controlling SO,emissions for coal-fired 
steam-electric generators : solid waste 
impact /, 78-25661, 78-25662 


Controlling SO,emissions from coal-fired 
steam-electric generators : water pollu- 
tion impact /, 78-23513, 78-25663 

EPA industrial boiler FGD survey., 78- 
23499 


Equilibrium partical pressure of sulfur 
dioxide in alkaline scrubbing processes 
/, 78-20712 


Evaluation of the correlation spectrome- 
ter as an era SO,monitor /, 78-8738 
Flue gas desulfurization systems : design 


and operating considerations /, 78- 
25652 


Guidelines for evaluating supplementary 


control systems., 78-25605 


Improvements to single-source model /, 
78-12836, 78-15237 

Optimum site exposure criteria for 
SO,monitoring /, 78-1556 

Physical coal cleaning for utility boiler 
SO,emission control /, 78-25656 

Regeneration of calcium-based SO2 sor- 
bents for fluidized-bed combustion : 
engineering evaluation /, 78-25659 
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Technial support document : sulfur diox- 
ide control strategy for the State of 
Ohio., 78-23427 

Testing and evaluation of model im- 
provements., 78-15237 


Time series experiments for studying 
plant growth response to pollution /, 
78-20699 

An_ ultraviolet video technique for 
visualization of stack plumes and for 
measuring sulfur dioxide concentration 
and effluent velocity /, 78-18260 

Sulphur industry — By-products. 

Potential abatement production market- 
ing of byproduct sulfuric acid in the 
U.S. /, 78-25671 

Sulphur industry — Statistics. 

Preprint from the 1975 Bureau of Mines 

Minerals Yearbook, 78-5001 


Preprint from the 1976 Bureau of Mines 
Minerals Yearbook, 78-21549 


78-21549 
78-5001 


Sulphur industry — United States. 

Sulfur., 78-7313, 78-11534, 78- 

21571 
*Sulphuric acid. 

Final guideline document : control of sul- 
furic acid mist emissions from existing 
sulfuric acid units., 78-15253 

Sulfuric acid versus elemental sulfur as 
by-products /, 78-20532 


Sulphuric acid industry — By-products. 

Potential abatement production market- 
ing of byproduct sulfuric acid in the 
U.S. /, 78-25671 

*Sulphuric acid industry — Fume control. 

Molecular sieve tests for control of sul- 

furic acid plant emissions /, 78-17094 
Sulphuric acid industry — United States — 

Competition. 

Competition in the sulfuric acid industry 
/, 78-347 

*Sulphuric acid industry — United States — 

Standards. 

Inspection manual for the enforcement 
of new source performance standards : 
as applied to contact catalyst sulfuric 
acid plants: /, 78-12863 


78-12863 
Sulphuric acid industry — United States — 
Statistics — Periodicals. 
Sulfuric acid., 78-19672 
*Summer employment. 
Information on the summer youth em- 
ployment program Department of 
Labor /, 78-21030 


Park areas and employment opportuni- 
ties for summer 1978., 78-11586 


Sulfur and pyrites., 
Sulphur and pyrites., 


Sulfuric acid plants., 
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Summer employment — New York (City) 
Payment problems in the summer youth 
employment program in New York 
City : Department of Labor /, 78- 
6939 
Sun. 


Ephemeris, 78-24060 


Ephemeris of the sun, Polaris and other 
selected stars with companion data and 
tables., 78-24060 


Solar and magnetospheric science /, 78- 
11759 
*Sun — Corona. 
Geomagnetic forecasting based on EUV 
coronal intensity /, 78-14906 
*Sun — Maps. 
Snyoptic radio maps 
3.3mm, 1970-1973 /, 
Sun — Observations. 
Watch upon a star., 
*Sun-baths. 
Sunbathing and skin cancer /, 


of the sun at 
78-22931 


78-4150 


78-15429 

*Sun Day. 

Joint resolution proclaiming May 3, 
1978, “Sun Day.”, 78-14504 


Sun Day : report to accompany H.J. Res. 
715., 78-10250, 78-10289 
Sun-spots. 


Watch upon a star., 78-4150 


*Sunset reviews of government programs — 
Law and legislation — United States. 
Program evaluation act of 1977 and 

Federal spending control act of 1977 : 
hearings before the Committee on 
Rules and Administration, United 
States Senate, Ninety-fifth Congress, 
first and second sessions, on S. 2 ... 
and S. 1244 ... September 28, 1977, 
April 19, and June 8, 1978., 78- 
22546 


The Program reauthorization and evalua- 
tion act of 1978 : report of the Com- 
mittee on Rules and Administration 
together with additional views to ac- 
company S. [2] ..., 78-24846 

Recommendations for improving pro- 
gram review by Senate committees : 
report of the staff working group on S. 
2 and S. 1244 to the Committee on 
Rules and Administration., 78-19215 


“Sunset” legislation : hearing before a 
subcommittee of the Committee on 
Government Operations, House of 
Representative, Ninety-fifth Congress, 
first session, on H.R. 1756 and related 
bills... October 17, 1977.,  78-12101 

Superconducting magnets. 

Conceptual design and analysis of the 

tracked magnetically levitated vehicle 


technology program (TMLYV) : repul- 
sion scheme., 78-11872 
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Superconducting magnet 
for tokamaks +ad mirrors 
assessment /, 78-6543 


Tracked magnetically levitated vehicle 
technology program (TMLV), 78- 
11872 

*Superconductivity. 

The role of superconductivity in the 
space program an assessment of 
present capabilities and future poten- 
tial /, 78-22890 

Superconductivity — Bibliography — 

Periodicals. 

Superconducting devices & materials., 
78-2655 

Superconductors. 

An improved superconductor for trans- 
mission line applications : phase II /, 
78-6609 


Superconducting power transmission line 
materials research and conductor 
development /, 78-23577 


Superconductors — Bibliography — 
Periodicals. 
Superconducting devices & materials., 
78-2655 


*Superconductors — Congresses. 
Applications of closed-cycle crycoolers 
to small superconducting devices 
proceedings of a conference held at 
the National Bureau of Standards, 
Boulder, Colorado, October 3-4, 1977 

/, 78-19754 


development 
: a technical 


*Superconductors — Thermal properties. 
Helium research in support of supercon- 


ducting power transmission : annual 
report for the period, July 1975-Sep- 
tember 1976 /, 78-10984 


Supermarkets — United States. 
The profit and price performance of 
leading food chains, 1970-74 : a study 
/, 78-2252 


Supersonic diffusers. 

Performance of a short annular dump 
diffuser using suction-stabilized vor- 
tices at inlet Mach numbers to 0.41 /, 
78-26402 


*Supersonic planes. 

Aerodynamic characteristics at Mach 
numbers from 0.6 to 2.16 of super- 
sonic cruise fighter configuration with 
a design Mach mumber of 1.8 /, 78- 
13937 


Evaluation of structural design concepts 
for an arrow-wing supersonic cruise 
aircraft /, 78-9407 

Low-speed wind-tunnel tests of 1/9-scale 
model of a variable-sweep supersonic 
cruise aircraft /, 78-13908 


Low-speed wind-tunnel tests of 1/10- 
scale model of a blended-arrow super- 
sonic cruise aircraft /, 78-13909 
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Proceedings of the SCAR [Supersonic 
Cruise Aircraft Research] Conference 
held at Langley Research Center, 
Hampton, Virginia, November 9-12, 
1976., 78-18235 

*Supersonic planes — Bibliography. 

Bibliography of supersonic cruise aircraft 
research (SCAR) program from 1972- 
to mid-1977 /, 78-11793 

*Supersonic planes — Data processing. 

Bibliography of supersonic cruise aircraft 
research (SCAR) program from 1972- 
to mid-1977 /, 78-11793 


*Supersonic planes — Environmental 
aspects. 

Draft environmental impact statement : 
noise regulation and type certification 
alternatives for civil supersonic air- 
craft., 78-22181 

Noise regulation and type certification 
alternatives for civil supersonic air- 
craft., 78-22181 

*Supersonic planes — Noise. 

Draft environmental impact statement : 

noise regulation and type certification 


alternatives for civil supersonic air- 
craft., 78-22181 


Noise regulation and type certification 
alternatives for civil supersonic air- 
craft., 78-22181 


Test and evaluation of a real-time simu- 
lated transcontinental = supersonic 
boomless flight system /, 78-9695 

*Supersonic transport planes. 
Analysis of separation of the space shut- 


tle orbiter from a large transport air- 
plane /, 78-18123 


Effects of upper-surface blowing and 
thrust vectoring on low-speed 
aerodynamic characteristics of a large- 
scale supersonic transport model /, 
78-11687 


Ground-based and in-flight simulator stu- 
dies of low-speed handling charac- 
teristics of two supersonic cruise trans- 
port concepts /, 78-26414 


Low-speed wind-tunnel investigation of a 
large-scale advanced arrow-wing super- 
sonic transport configuration with en- 
gines mounted above wings for upper- 
surface blowing /, 78-11714 


Progress in supersonic cruise aircraft 
technology /, 78-26335 


*Supersonic transport planes — Landing. 
Media coverage, Secretary Coleman’s 
Concorde decision., 78-22007 
Supervision of employees. 
Introduction to supervision : participant 
workbook., 78-25088 
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*Supervision of employees — Study and 
teaching. 
Improved Hawk maintenance chief., 
78-20163 


Pershing maintenance supervisor, MOS 
21L, skill level 4 : soldier’s manual., 
78-12659 


Soldier’s manual : improved Hawk main- 
tenance chief, MOS 24V, skill level 4., 
78-20163 


*Supervision of employees — Study and 
teaching — Handbooks, manuals, etc. 
Aircraft component repair supervisor., 

78-12693 


Commander’s manual aircraft com- 
ponent repair supervsior, MOS 68K.., 
78-12693 


Commander’s manual MOS 63Z, 
mechanical maintenance supervisor., 
78-20169 

Construction equipment repair super- 
visor, MOS 62B, skill level 4 : soldier’s 
manual., 78-15046 

Land combat missile maintenance super- 
visior., 78-12665 

Mechanical 
78-20169 


maintenance supervisor., 


Mechanical maintenance supervisor, skill 
level 5., 78-12679 


Soldier’s manual : land combat missile 
maintenance supervisor, MOS 27B, 


skill level 4., 78-12665 


Soldier’s manual : MOS 63Z, mechanical 
maintenance supervisor, skill level 5., 
78-12679 


*Supervision of employees — Study and 
teaching — United States. 
Federal Judicial Center correspondence 
course : supervision : lesson 1, units III 
& IV., 78-21700 


Supervision, Federal Judicial Center cor- 
respondence course., 78-21700 


Supervisors. 
Personnel 
9031 


*Supervisors — Recruiting. 

Ratings of first-term airmen on super- 
visory potential and technical com- 
petence in AFSCs 462XO and 812XO 
: interim report for period July 1973- 
1974 /, 78-15139 


Supervisors — United States — Periodicals. 

The first line; a newsletter for Federal 
supervisors and midmanagers., 78- 
2977 

Supplementary employment — United 

States. 

Hearings and markup on H.R. 716, H.R. 
4795, and H.R. 7890 ... and markup 
on H.R. 8647 ... before the Military 
Personnel Subcommittee of the Com- 


guide for supervisors., 78- 





mittee on Armed Services, House of 
Representatives, Ninetytfifth Congress, 
first session, October 19, 1977., 78- 
9898 


Testimony relating to H.R. 8647, to 
establish a ceiling for payments to 
physicians under campus [i.e. CHAM- 
PUS], before the Military Personnel 
Subcommittee of the Committee on 
Armed Services, House of Representa- 
tives, Ninety-fifth Congress, first ses- 
sion, May 17, June 26, and October 
13, 1977., 78-8239 


*Supplementary employment — United 
States — Statistics. 


Multiple jobholders in May 1977 /, 78- 
17997 


Support (Domestic relations) — United 
States. 
Amending title 5, United States Code : 
report to accompany H.R. 8771., 78- 
24911 


Child support enforcement : supplemen- 
tal report to the Congress for the 
period ending September 30, 1976., 
78-21106 


The equal rights amendment and alimony 
and child support laws., 78-12007 

Payments to former spouses 
accompany H.R. 8771., 


: report to 
78-10128 
*Surface active agents. 

Study to determine the technical and 
economic feasibility of reclaiming 
chemicals used in micellar polymer 
and low tension surfactant flooding ; 
final report /, 78-23345 


Surfactant effects on pesticide 
photochemistry in water and soil /, 
78-23455 


Thermodynamics 
dodecyl sulfate /, 


of aqueous sodium 
78-23543 
Surface active agents — Statistics. 


Surface-active agents, 78-14053 


Synthetic organic chemicals., 78-14053 
Surface chemistry. 

X-ray photoelectron spectroscopy study 
of radiofrequency-sputtered refractory- 
compound—steel interfaces /, 78- 
26383 

Surface, Munnie. 

Munnie Surface : report to accompany S. 

2209., 78-24870 
Surface-to-air missiles. 

Analysis and compilation of missile 
aerodynamic data., 78-9441 

Commander's manual Hercules fire 
control crewman., 78-6476 

Commander’s manual Hercules fire 
control crewman, MOS 16C, change 
no. |., 78-20198 

Commander’s manual : Hercules Missile 
crewman., 78-4406 
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Defense : development of an advanced 
surface-to-air missile system 
memorandum of understanding 
between the United States of America 
and the Federal Republic of Germany 
signed at Washington and Bonn July 
16 and 22, 1976., 78-15867 

Defense : production and acquisition of 
Sparrow ship-to-air missile : agreement 
between the United States of America 
and Japan, effected by exchange of 


notes signed at Tokyo, July 12, 1977., 
78-26515 
Development of an advanced surface-to- 
air missile system., 78-15867 
Hercules fire control 
20198 


Hercules fire control crewman 
mander’s manual., 78-6476 
Hercules Missile crewman : commander’s 

manual., 78-4406 

NATO Seasparrow surface missile system 
: agreement between the United States 
of America and other governments 
done May 20, 1977., 78-26507 

*Surfaces, Isothermic. 

Synoptic and mean monthly 20C 
topographies in the eastern Gulf of 
Mexico /, 78-19851 

Surfaces (Technology) 

Bolted shaft coupling friction text /, 78- 

7296 
Surgery. 
Background report on surgery in state 


medicaid programs : staff report /, 
78-1068 


crewman., 78- 


: com- 


Surgery — Complications and sequelae. 

Comparing incidence of diseased tissue 
and use of blood between military and 
civilian hospitals : report to the Sub- 
committee on Retirement and Em- 
ployee Benefits, Committee on Post 
Office and Civil Service, House of 
Representatives /, 78-1784 


Surgery — United States — Quality control. 
Quality of surgical care : hearings before 
the Subcommittee on Oversight and 
Investigations of the Committee on In- 
terstate and Foreign Commerce, House 
of Representatives, Ninety-fifth Con- 
gress, first session, on important cost 
and quality issues of health care .. 
78-12125 


Surgery, Elective — United States. 

Quality of surgical care : hearings before 
the Subcommittee on Oversight and 
Investigations of the Committee on In- 
terstate and Foreign Commerce, House 
of Representatives, Ninety-fifth Con- 
gress, first session, on important cost 
and quality issues of health care .. 
78-12125 
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Surgery, Military. 
Commander's manual 
specialist., 78-1506 


Operating room specialist : commander's 
manual., 78-1506 


room = specialist 
78-1507 


Soldier’s manual : operation room spe- 
cialist., 78-1507 


Surgery, Outpatient — Arizona — Phoenix 

— Evaluation. 

Comparative evaluation of costs, quality, 
and system effects of ambulatory sur- 
gery performed in alternative settings : 
executive summary., 78-23859 

*Surgical instruments and apparatus. 

Aneurysm clip data collection and in 

vitro testing : final report /, 78-23823 


*Surplus agricultural commodities — Law 
and legislation — Syria. 

Agricultural commodities agreement 
between the United States of America 
and Syria signed at Damascus April 
20, 1976 with minutes of negotiations 
and amending agreements effected by 
exchange of letters signed at Damascus 
May 11 and 16, 1976, and exchange of 
letters signed at Damascus June 2 and 
3, 1976, and exchange of letters signed 
at Damascus September 28 and 29, 
1976., 78-15880 


Surplus agricultural commodities — United 
States. 
Agricultural trade 
assistance act of 
ments /, 78-9830 


: Operating room 


Operating 
manual., 


soldier’s 


development and 
1954 and amend- 


The impact of Federal commodity dona- 
tions on the school lunch program : 
Department of Agriculture : report to 
the Committee on  Educationand 
Labor, House of Representatives /, 
78-1663 


New approach needed to control produc- 
tion of major crops if surpluses again 
occur : Department of Agriculture : re- 
port to the Congress /, 78-1677 


Surplus agricultural commodities, 

American. 

Agricultural commodities : transfer under 
Title I agreement between the 
United States of America and the 
World Food Programme, signed at 
Washington and Rome, July 9 and 23, 
1976., 78-26502 

*Surplus agricultural commodities, 

American — Bolivia. 

Agricultural commodities transfers 
under title Il, agreement between the 
United States of America and Bolivia, 
signed at Washington, September 22 
and October 18, 1976., 78-24300 
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*Surplus agricultural commodities, 

American — Cape Verde. 

Agricultural commodities transfers 
under title II : agreement between the 
United States of America and Cape 
Verde, signed May 21, 1977., 78- 
21970 


Surplus agricultural commodities, American 

— Egypt. 

Agricultural commodities agreement 
between the United States of America 
and Egypt amending the agreement of 
October 28, 1975, as amended, ef- 
fected by exchange of notes signed at 
Cairo September 28, and 29, 1976., 
78-5226, 78-21975 


Commodity import program : agreement 
between the United States of America 
and Egypt, signed at Cairo, March 6, 
1977., 78-24307 


*Surplus agricultural commodities, 

American — Ghana. 

Agricultural commodities transfers 
under title Il ; agreement between the 
United States of America and Ghana, 
signed at Accra May 24, 1977., 78- 
21971 

Surplus agricultural commodities, American 

— Guinea. 

Agricultural commodities agreement 
between the United States of America 
and Guinea, signed at Conakry May 8, 
1975, with memorandum of un- 
derstanding signed at Conakry October 
7, 1975., 78-765, 78-790 

Agricultural commodities : transfer under 
Title Il agreement between the 
United States and Guinea, amending 
the agreement of September 22, 1976, 
effected by exchange of notes dates at 


Conakry, June 13 and 15, 1977., 78- 
26505 


Surplus agricultural commodities, American 

— Haiti. 

Agricultural commodities agreement 
between the United States of America 
and Haiti, signed at Port-au-Prince 
March 20, 1975., 78-2133, 78-2134 

Surplus agricultural commodities, American 

— India. 

Agricultural commodities agreement 
between the United States of America 
and India signed at New Delhi Februa- 
ry 3, 1977, with agreed minutes., 78- 
7592 

Surplus agricultural commodities, American 

— Indonesia. 

Agricultural commodities agreement 
between the United States of America 
and Indonesia signed at Jakarta May 


17, 1977, with agreed minutes., 78- 
7600 
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Surplus agricultural commodities, American 

— Jamaica. 

Agricultural commodities agreement 
between the United States of America 
and Jamaica, signed at Kingston Sep- 
tember 30, 1976., 78-784 

*Surplus agricultural commodities, 

American — Jordan. 

Agricultural commodities agreement 
between the United States of America 
and Jordan amending the agreement of 
November 29, 1976, effected by 
exchange of notes signed at Amman 
August 10, 1977, with minutes of 
negotiation., 78-21973 

*Surplus agricultural commodities, 

American — Korea. 

Agricultural commodities agreement 
between the United States of America 
and the Republic of Korea, signed at 
Seoul July 21, 1977.,  78-21972 

Surplus agricultural commodities, American 

— Law and legislation — Egypt. 

Agricultural commodities agreement 
between the United States of America 
and Egypt amending the agreement of 
October 26, 1976, effected by 
exchange of notes, signed at Cairo 
February 14, 1977., 78-5192 


*Surplus agricultural commodities, 
American — Law and legislation — 
Ethiopia. 
Agricultural commodities agreement 

between the United States of America 

and Ethiopia signed at Addis Ababa 

June 15, 1976., 78-15879 


Surplus agricultural commodities, American 
— Law and legislation — Guinea. 
Agricultural commodities agreement 

between the United States of America 
and Guinea, signed at Conakry April 
21, 1976 with memorandum of un- 
derstanding., 78-5182 


Surplus agricultural commodities, American 
— Law and legislation — Indonesia. 
Agricultural commodities agreement 

between the United States of America 
and Indonesia amending the agreement 
of April 19, 1976, as amended, ef- 
fected by exchange of notes signed at 
Jakarta November 15 and 17, 1976., 
78-5183 


Surplus agricultural commodities, American 
— Law and legislation — Jamaica. 
Agricultural commodities agreement 

between the United States of America 
and Jamaica amending the agreements 
of April 16, 1975, as amended, and 
September 30, 1976, effected by 
exchange of letters, signed at Kingston 
December 3 and 15, 1976., 78-5187 
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*Surplus agricultural commodities, 
American — Law and legislation — 
Mozambique. 

Agricultural commodities transfers 
under title II, agreement between the 
United States of America and Mozam- 
bique signed at Maputo September 14, 
1976, with related note., 78-15877 


*Surplus agricultural commodities, 
American — Law and legislation — 
Pakistan. 

Agricultural commodities transfers 
under title II, agreement between the 
United States of America and Pakistan 
signed at Islamabad December 9, 
1976, with minutes., 78-15876 


*Surplus agricultural commodities, 
American — Law and legislation — Peru. 
Agricultural commodities transfers 

under title II, agreement between the 
United States of America and Peru 
signed at Lima and Washington July 
21 and August 8, 1976, and amending 
agreement signed at Lima December 
14 and 20, 1976., 78-15875 


Surplus agricultural commodities, American 

— Lebanon. 

Agricultural commodities agreement 
between the United States of America 
and Lebanon signed at Beirut Apr. 25, 
1977., 78-7599 


Surplus agricultural commodities, American 

— Philippines. 

Agricultural commodities agreement 
between the United States of America 
and the Philippines, signed at Manila 
May 12, 1977, with agreed negotiation 
minutes., 78-7604 


*Surplus agricultural commodities, 

American — Portugal. 

Agricultural commodities agreement 
between the United States of America 
and Portugal amending the agreement 
of October 22, 1976, effected by 
exchange of notes signed at Lisbon 
April 15 and 26, 1977, and exchange 
of notes signed at Lisbon, August 17 
and 18, 1977., 78-21965 


Surplus agricultural commodities, American 

— Senegal. 

Agricultural commodities : transfer under 
Title Il agreement between the 
United States of America and Senegal, 
signed at Washington and Dakar, 
November 6, 1974 and May 28, 1975 
and amending agreement signed at 
Washington and Dakar, March 2 and 
May 28, 1976., 78-26504 


Surplus agricultural commodities, American 

— Somalia. 

Agricultural commodities : transfer under 
Title Il agreement between the 
United States of America and Somalia, 
signed at Mogadiscio, June 7, 1976., 
78-26501 





Surplus agricultural commodities, American 

— Sudan. 

Agricultural commodities agreement 
between the United States of America 
and Sudan, signed at Khartoum, 
February 21, 1977., 78-26499 

*Surplus agricultural commodities, 

American — Syria. 

Agricultural commodities: agreement 
between the United States of America 
and Syria, signed at Damascus March 
3, 1977., 78-15881 

*Surplus agricultural commodities, 

American — Tanzania. 

Agricultural commodities agreement 
between the United States of America 
and Tanzania, signed at Dar es Salaam, 
March 19, 1977., 78-24301 


Agricultural commodities : transfer under 
Title Il agreement between the 
United States of America and Tan- 
zania, signed at Dar es Salaam, April 
13, 1976., 78-26503 

Surplus agricultural commodities, American 

— Tunisia. 

Agricultural commodities agreement 
between the United States of America 
and Tunisia, signed at Tunis January 
21, 1977., 78-7575 

Agricultural commodities agreement 
between United States and Tunisia 
amending the agreement of January 
21, 1977 effected by exchange of 
notes dates at Tunis, July 27 and 28, 
1977., 78-26479 

*Surplus agricultural commodities, 

American — Zaire. 

Agricultural commodities agreement 
between the United States of America 
and Zaire signed at Kinshasa May 24, 


1977, with memorandum of un- 


derstanding and amending agreements 
effected by exchange of notes signed 
at Kinshasa August 15 and 19, 1977, 


and exchange of notes signed at 
Kinshasa September 19 and 20, 1977., 
78-21966 


Commodity import program : agreement 
between the United States of America 
and Zaire, signed at Kinshasa June 29, 
1976., 78-2135 

*Surplus agricultural commodities, 

American — Zambia. 

Agricultural commodities agreement 
between the United States of America 
and Zambia, signed at Lusaka, 
December 3, 1976, with minutes., 
78-21945 

*Surplus government property. 

Utilization and disposal of excess and 

surplus personal property., 78-18663 
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*Surplus government property — Law and 
legislation — United States. 

Distribution of Federal surplus property 
to State and local organizations 
source book amendments to the 
Federal property and administrative 
services act of 1949 made by Public 
Law 94-519 (with regulations and 
statutes) /, 78-12100 


*Surplus government property — United 

States. 

Prospectus for Federal building at Lagu- 
na Niguel, Calif., and review of GSA 
procedures in property exchanges 
hearings before the Subcommittee on 
Public Buildings and Grounds of the 
Committee on Public Works and 
Transportation, House of Representa- 
tives, Ninety-fifth Congress, first ses- 
sion ..., 78-19212 


Surplus property act of 
amendments /, 78-9840 


*Surplus government property, American — 
United States. 
Disposal of surplus real property, for 
public and private use., 78-17378 


*Surplus military property — Law and 
legislation — United States. 

Distribution of Federal surplus property 
to State and local organizations 
source book amendments to the 
Federal property and administrative 
services act of 1949 made by Public 
Law 94-519 (with regulations and 
statutes) /, 78-12100 


Surplus military property — United States. 
Initiatives to improve free asset manage- 
ment : Department of Defense : report 
to the House Committee on Armed 
Services /, 78-1831 


1944, and 


Surplus property act of 
amendments /, 78-9840 


*Surplus military property, American. 

How to buy surplus personal property 
from the Department of Defense., 
78-23043 

*Surveillance radar. 

Air route surveillance radar (ARSR-3) 
standard drawings., 78-18669, 78- 
26588 


1944, and 


Long range radar compatibility analysis 
in the 1300-1350 MHz frequency band 
/, 78-870 


Surveillance radar — Handbooks, manuals, 
etc. 
Ground surveillance radar crewman for 
skill levels 1/2/3., 78-6466 
Ground surveillance radar crewman for 
skill levels 4/5., 78-10727 
Ground _ surveillance 


MOS 17K 
78-15056 


radar crewman, 
: commander's manual., 
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Soldier's manual : ground surveillance 
radar crewman for skill levels 1/2/3., 
78-6466, 78-10727 


Surveillance radar — Mathematical models 
— Handbooks, manuals, etc. 
Surveillance radar systems evaluation 
model (SURSEM) handbook /, 78- 
25332 


*Surveillance radar — Study and teaching. 
Ground surveillance radar crewman, 
MOS 17K : commander's manual., 

78-15056 


Surveying — Bibliography. 


Surveying and mapping., 78-8898 


*Surveying — Instruments — Specifications. 
Drafting, surveying, and mapping instru- 
ments., 78-12597 
Surveying — Public lands — United States. 
Eliminating a conflict between the offi- 
cial cadastral survey and a private sur- 
vey of the so-called Wold Tract within 
the Medicine Bow National Forest, 
State of Wyoming : report to accom- 
pany H.R. 2501., 78-6033 


*Surveying — Vocational guidance — United 

States. 

The US Army Engineer School ap- 
prenticeship program for the trade of 
surveyor (engineering)., 78-10742 

Surveyors — United States — Handbooks, 
manuals, etc. 

The US Army Field Artillery School ap- 
prenticeship program for the trade of 
surveyor (artillery), 78-4433 

*Surveys — Methodology. 

The archeological survey : methods and 

uses /, 78-21616 


Survival (after airplane accidents, 
shipwrecks, etc.) 

Passenger flow rates between compart- 
ments : straight-segmented stairways, 
spiral stairways, and passageways with 
restricted vision and changes of at- 
titude /, 78-9691 


Survival and emergency equipment. 
Flotation and survival equipment studies 
/, 78-9689 


Flotation and survival equipment studies 
{errata] /, 78-9690 


*Survivors’ benefits — Cost-of-living 
adjustments — United States. 

Survivor benefit plan for the uniformed 
services., 78-20015 

Survivors’ benefits — Law and legislation — 

United States. 

Reserve survivors’ benefits act of 1978 : 
report to accompany H.R. 11797., 
78-26899 

Survivors’ benefits — United States. 

An act to amend title 38 of the United 
States Code to increase the rates of 
disability and death pension and to in- 
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crease the rates of dependency and in- 
demnity compensation for parents, and 
for other purposes., 78-8457 


An act to amend title 38, United States 
code, to increase the rates of disability 
compensation for disabled veterans, to 
increase the rates of dependency and 
indemnity compensation for their sur- 
vivors, and for other purposes., 78- 
5862 


CHAMPYV A : civilian health and medical 
program of the Veterans Administra- 
tion : VA health benefits services for 
dependents and survivors., 78-8128 


Civil service employees : [an act to pro- 
vide for the reinstatement of civil ser- 
vice retirement survivor annuities for 
certain widow and widowers whose 
remarriages occurred before July 18, 
1966 ...]., 78-24802 


Civil service retirement annuities : [an 
act to amend chapter 83 of title 5, 
United States Code, to grant an annui- 
tant the right to elect within one year 
after remarriage whether such annui- 
tant’s new spouse shall be entitled, if 
otherwise qualified, to a survivor an- 
nuity ...]., 78-24801 


Correction of survivor annuity inequities 
: report to accompany H.R. 3447., 
78-19497 


Hearings on survivor benefits for 
reservists, H.R. 97, H.R. 4203, and 
H.R. 6797, before the Military Com- 
pensation Subcommittee of the Com- 
mittee on Armed Services, House of 
Representatives, Ninety-fifth Congress, 
first session, September 15, 20, 1977., 
78-14291 


Increased rates of dependency and in- 
demnity compensation for needy 
parents : report to accompany H.R. 
11887., 78-26940 


Making improvements in the survivor 
benefit program for retired military 
personnel : report to accompany H.R. 
3702., 78-27095 


Providing dependency and _ indemnity 
compensation benefits for certain sur- 
vivors of service-connected veterans 
rated totally and permanently disabled 
at time of death : report to accompany 
H.R. 11890., 78-26943 


Railroad retirement and survivor benefits 
for railroad workers and their families., 
78-18375 


Restoration of survivor annuities for cer- 
tain widows and widowers : report to 
accompany H.R. 3755., 78-16473 

Review of the non-service-connected 
pension program : hearings before the 
Subcommittee on Compensation, Pen- 
sion, and Insurance of the Committee 
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on Veterans’ Affairs, House of 
Representatives, Ninety-fifth Congress, 
second session ... February 7, 8 and 9, 
1978., 78-24661 

Veterans’ and survivors’ pension im- 
provement act : report of the Commit- 
tee on Veterans’ Affairs, United States 
Senate, to accompany S. 2384., 78- 
27071 

Veterans’ and survivors’ 
provement act of 1978 
company H.R. 10173., 


pension im- 
: report to ac- 
78-19333 
Veterans’ disability compensation and 
survivor benefits act of 1977 : hearing 
before the Subcommittee on Compen- 
sation and Pension of the Committee 
on Veterans’ Affairs, United States 
Senate, Ninety-fifth Congress, first ses- 
sion, on S. 1703 and related bills, June 
21, 1977., 78-12188 
Veterans disability compensation and 
survivor benefits act of 1977 : report 
of the Committee on Veterans’ Affairs, 
United States Senate, to accompany 
H.R. 1862., 78-5935 


Veterans’ disability compensation and 
survivor benefits act of 1978 : report 
to accompany H.R. 11886., 78-19334 


Veterans disability compensation and 
survivors benefits improvements act of 
1978 : report of the Committee on 
Veterans’ Affairs, United States 
Senate, to accompany S. 2828., 78- 
27078 

Survivors’ benefits — United States — 

Statistics. 

Initial awards to widowed 
beneficiaries, 78-8930 


Research and statistics note., 
78-8947 


Social 


father 
78-8930, 


security 
representative 
8947 


Swamps — South Carolina. 
Microbial populations in flooded swamp 
soils of South Carolina /, 78-6159 


beneficiaries under 
payment, 1973, 78- 


Swaziland. 
Background notes., 78-14021 

78-14021 

Sweden — Commerce. 
Marketing in Sweden /, 


Swaziland, 


78-4262 


*Sweet cherry — Standards — United States. 
United States standards for grades of 


canned sweet cherries : effective May 
12, 1976., 78-12418 


*Sweet cherry — United States — Grading. 
United States standards for grades of 
canned sweet cherries : effective May 
12, 1976., 78-12418 
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Sweet potatoes — United States. 
Potatoes and sweetpotatoes 1969-75 
production, disposition, value, stocks 
& utilization., 78-3956 


Sweet potatoes — United States — Statistics 

— Periodicals. 

Potatoes and sweetpotatoes; production, 
disposition, value, stocks, & utiliza- 
tion., 78-16733 

Sweeteners. 


Sugar and sweetener report., 78-2386 


*Swelling soils. 
Evaluation of laboratory suction tests for 
prediction of heave in foundation soils 
: final report /, 78-10752 
Swiderski, Jozef. 
Jozef Swiderski : report to accompany S. 
1951., 78-24876 


*Swimming pools — Designs and 
construction. 
Certain above-ground swimming pools., 
78-18502 


In the matter of certain above-ground 
swimming pools investigation no. 
337-TA-25 Commission memoran- 
dum opinion in support of the Com- 
mission action., 78-18502 

*Swimming pools — Japan — Design and 
construction. 

Metal-walled above-ground swimming 
pools from Japan : determination of 
likelihood of injury in investigaton no. 
AA1921-165 under the Antidumping 
act, 1921, as amended, together with 
the information obtained in the in- 
vestigation., 78-18507 

Swine. 


Corn and Hog farming., 78-68 


People on the farm : corn and hog farm- 
ing., 78-68 
Swine — Feeding and feeds — Statistics — 
Periodicals. 
National status on control of garbage- 
feeding., 78-2458 
*Swine — United States. 
Hog slaughter : do it yourself forecasts., 
78-14814 


Swine production., 78-6229 


Swine — United States — Diseases. 
Preventing and_ controlling 
parasites of hogs /, 78-6062 
Swine — United States — Statistics. 
Hogs and pigs : final estimates for 1970- 
75., 78-8502 
Swine — United States — Statistics — 
Periodicals. 
Hogs and pigs., 


internal 


78-2504 


Swine influenza. 
The swine flu) program - an_un- 
precedented venture in preventive 
medicine : Department of Health, Edu- 





cation, and Welfare 
Congress /, 78-4714 


*Swine influenza — United States. 

Review and evaluation of the swine flu 
immunization program : hearing before 
the Subcommittee on Health and the 
Environment of the Committee on In- 
terstate and Foreign Commerce, House 
of Representatives, Ninety-fifth Con- 
gress, first session ... September 16, 
1977., 78-9975 

Swine influenza — United States — 

Preventive inoculation. 

FDA consumer memo., 


: report to the 


78-7092 


Swine flu vaccine, 78-7092 


*Switching circuits. 

Logistics support plan DCS automatic 
digital network (AUTODIN), auto- 
matic switching centers., 78-20219 

A survey of packet switching techniques 
for broadcast media /, 78-20385 

*Switching theory. 

Access area switching and signaling 
concepts, issues, and alternatives /, 
78-22986 

Switzerland. 


Background notes., 78-21918 


78-21918 
*Sycamore — Diseases and pests — United 

States. 

Sycamore pests : a guide to major in- 
sects, diseases, and air pollution /, 
78-16559 

Syed, Arif Raza Zaidi. 

Opposing the granting of permanent re- 
sidence in the United States to Arif 
Raza Zaidi Syed : report to accompany 
H. Res. 796., 78-5765 

Symphony orchestras — United States. 

Music program guidelines for opera com- 

panies and orchestras, 78-13973 
78-13973 


*Synoptic meteorology. 
Ballistic sphere techniques for measuring 
atmospheric parameters /, 78-20324 
Snyoptic radio maps of the 
3.3mm, 1970-1973 /, 


South America 


Switzerland, 


Opera orchestra., 


sun at 
78-22931 


selected 
78-8729 

Subsynoptic scale dynamics as revealed 
by use of filtered surface data /, 78- 
25055 


Summary of synoptic meteorological ob- 
servations for Great Lakes areas /, 
78-25064, 78-25065 


and island 


coastal marine areas., 


Summary of synoptic meteorological ob- 
servations (SSMO) : South America 
and selected island coastal marine 
areas : east coast /, 78-8729 
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Synoptic analyses, 5-, 2-, and O.4-mil- 
libar surfaces for July 1973 through 
June 1974 a joint NASA-NOAA 
publication prepared for NASA Wal- 
lops Flight Center by the staff, Upper 
Air Branch, National Weather Service, 
Camp Springs, Maryland under Wal- 
lops Flight Center purchase order 
number P-55946(G)., 78-9400 


Synoptic meteorology — Periodicals. 
Daily series, synoptic weather maps., 
78-2742 


Synoptic weather maps., 78-2742 


*Synthesis gas. 

Allocation of petroleum feedstock : Bal- 
timore Gas and Electric Company, Sol- 
lers Point SNG Plant, Sollers Point, 
Baltimore County, Maryland : final en- 


vironmental impact statement., 78- 
25406 


Development studies on selected conver- 
sion of synthesis gas from coal to high 
octane gasoline /, 78-13107, 78- 
20893 


Synthetic drugs — Statistics. 
Medicinal chemicals, 78-14049 


Synthetic organic chemicals., 78-14049 


*Synthetic fabrics. 

Impression fabric of manmade fiber from 
Japan : negative determination of “‘No 
reasonable indication of injury”’ in 
inquiry no. AA1921-ing.-6 under the 
Antidumping act, 1921, as amended., 
78-18504 

*Synthetic fuels. 

Allocation of petroleum feedstock, Bal- 
timore Gas and Electric Company, Sol- 
lers Point, Maryland, SNG Plant : draft 
environmental impact statement., 78- 
20978 


Assessment, selection, and development 
of procedures for determining the en- 
vironmental acceptability of synthetic 
fuel plants based on coai /, 78-23316 


The denitrogenation of coal liquids /, 
78-23282 


Draft environmental impact statement : 
allocation of petroleum feedstock, Bal- 
timore Gas and Electric Company, Sol- 
lers Point, Maryland, SNG Plant., 78- 
20978 


Feasibility study of carbonaceous fuels 
synthesis on-board an OTEC [ocean 
thermal energy conversion] platform : 
project 8980 second topical report for 
the period for the period July 1976 
through March 1977 /, 78-13051 


Fusion energy applied to synthetic fuel 
production : a report to the DOE Divi- 
sion of Magnetic Fusion Energy based 
on a preliminary study by an AD-Hoc 
Advisory Group /, 78-10874 
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Issued relative to the development and 
commercialization of a _ coal-derived 
synthetic liquids industry : executive 
summary /, 78-11040 


Mass spectrometric analytical services 
and research activities to support coal- 
liquid characterization research., 78- 
23546 


Project Pogo : total coal utilization, COG 
refinery design criteria., 78-25459 


Refining and upgrading of synfuels from 
coal and oil shales by advanced cata- 
lytic processes., 78-20551, 78- 
20552 


Refining upgrading of synfuels from coal 
and oil shales by advanced catalytic 
processes /, 78-8813 


Report to the DOE Division Magnetic 
Fusion Energy based on a preliminary 
study by an Ad-Hoc Advisory Group : 
fusion energy applied to synthetic fuel 
production., 78-10874 


Research and development of an ad- 
vanced process for the conversion of 
coal to synthetic gasoline and other 
distillate motor fuels /, 78-20549 


Systems study of fuels from sugarcane, 
sweet sorghum, and sugar beets ... : 
task 77 final report /, 78-1582 


Synthetic fuels — Environmental aspects. 
Advanced fossil fuels and the environ- 
ment : an executive report., 78-6589 


Synthetic fuels — Evaluation. 
Alternative fuels demonstration 
gram., 78-6594 


Synthetic fuels — United States. 

First Federal attempt to demonstrate a 
synthetic fossil energy technology : a 
failure report of the Comptroller 
General of the United States., 78- 
4645 


Socioeconomic impact statement : a 
methodology applied to synthetic fuels 
/, 78-20599 


*Synthetic gas. 

National gas survey report to the 
Federal Energy Regulatory Commis- 
sion by the Technical Advisory Task 
Force on _ Synthesized Gaseous 
Hydrocarbon Fuels., 78-23400 

Synthesized gaseous hydrocarbon fuels., 
78-23400 

*Synthetic prod ucts. 

Identification of components of energy- 
related wastes and effluents /, 78- 
17175 

Issued relative to the development and 
commercialization of a_ coal-derived 
synthetic liquids industry /, 78-6740 

Synthetic products — Statistics. 

Cyclic intermediates, 78-14051 

78-14052 


pro- 


Dyes, 
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Flavor 
22006 


Medicinal chemicals, 


and perfume materials, 78- 


78-14049 
78-14050 
78-14053 


78-14049, 
78-14052, 


Miscellaneous chemicals, 
Surface-active agents, 


Synthetic organic chemicals., 
78-14050, 78-14051, 
78-14053, 78-22006 

Synthetic products — Statistics — 

Periodicals. 


Synthetic organic chemicals., 78-11832 


Synthetic training devices. 

A study to determine those areas in 
which vessel simulation may be effec- 
tively applied to the accomplishment 
of Coast Guard vessel operational 
training /, 78-8025 

Tradevman 1 &C., 78-1542 


Syria — Boundaries — Turkey. 


Syria - Turkey boundary., 78-26447 


Syria — Relations (general) with the United 

States. 

Cultural relations : agreement between 
the United States of America and 
Syria, signed at Damascus May 12, 
1977., 78-2151 

System analysis. 

Development study - VA hospital build- 
ing system : application of the princi- 
ples of systems integration to the 


design of VA hospital facilities /, 78- 
9822 


A systems approach to 
baseline studies /, 78-26215 


*System analysis — Study and teaching. 
Process and layout flow charting for 
analysis : workbook., 78-10627 


ecological 


*System theory. 

Application of organization and systems 
theory to human services reform /, 
78-17403 

Systems Control, inc. 

Occupational exposure sampling strategy 

manual /, 78-1970 
Systems engineering — Periodicals. 

Systems engineering for power; program 

report., 78-23241 


T 


Tableware. 
An update study of disposable vs per- 
manent mess gear on board navy ships 
/, 78-25304 
*Tacoma, Wash. — Recreation areas. 
National urban recreation study, Seat- 
tle/Everett/Tacoma., 78-17862 
Tactics. 
Initial validation of realtrain with Army 
combat units in Europe /, 78-218 
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A questionnaire-based analysis of order- 
of-battle elements /, 78-23112 


Realtrain validation for rifle squads : mis- 
sion accomplishment /, 78-20226 

Tactical and materiel innovations., 78- 
25205 

Tactical order of battle 
art survey /, 78-20221 


Tactical SIGINT reporting., 78-16946 


Vietnam studies : tactical and materiel 
innovations /, 78-25205 


*Tactics — Computer-assisted instruction. 
Application of tactical data systems for 
training : DEVTOS feasibility deter- 
mination and selection of an instruc- 
tional operating system /, 78-20222 
Tactics — Handbooks, manual, etc. 
Tactical deception., 78-25196 


*Tahoe, Lake, Calif. and Nev. 
Trails of the Lake Tahoe basin : 
Tahoe Visitor Center., 78-19525 


Tailings (Metallurgy) 
Design guide for metal and nonmetal 
tailing disposal /, 78-7300 


Eiectrokinetic densification of hydraulic 
backfill, a field test /, 78-26172 


Hydraulic backfill., 78-26172 


Tailoring — Study and teaching. 
Clothing alterations : competency based 
teaching module., 78-4790 


*Taipei, Taiwan — Fairs. 

Market research study : pollution control 
equipment exhibition, United States 
Trade Center, Taipei, Taiwan, July 18- 
22, 1977., 78-19968 


*Taiwan. 
Study mission 
Taiwan : 
Foreign 
Senate /, 


: a state of the 


Lake 


to Japan, Korea, and 
report to the Committee on 
Relations, United States 
78-14320 
Talc — Statistics. 
Preprint from the 1976 Bureau of Mines 
Minerals yearbook, 78-17822 


Talc and pyrophyllite., 78-17822 
Talc — United States — Statistics. 

Preprint from the 1975 Bureau of Mines 
Minerals Yearbook, 78-11491 

Talc, soapstone and pyrophyllite., 78- 
11491 

Talking books. 

Talking books for physically handicapped 

readers., 78-9248 
Talking books — Bibliography. 

Sports : a selected list of books that have 
appeared in Talking book topics and 
Braille book review., 78-9249 

Talking books — Bibliography — Catalogs. 

Cassette books., 78-13891 


For younger readers; braille and talking 


books., 78-15745 
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Talking books adult., 78-24199 


Talking books — Bibliography — 
Periodicals. 
Braille book review., 78-3580 


Talking books — Periodicals. 
Talking book topics., 78-3581 


Tam, John Alexis L S 

Dr. John Alexis L. S. Tam and Yeut 
Shun Tam : report to accompany H.R. 
2558., 78-5716 

Tam, Yeut Shun. 

Dr. John Alexis L. S. Tam and Yeut 
Shun Tam : report to accompany H.R. 
2558., 78-5716 

Tan, Derrick Mariano. 

Derrick Tan : report to accompany H.R. 

2939., 78-24769 
Tan, Gloria Siao. 

Dr. Kok Liong Tan, and his wife, Gloria 
Siao Tan : report to accompany S. 
140., 78-24851 

Tan, Kok Liong. 

Dr. Kok Liong Tan, and his wife, Gloria 
Siao Tan : report to accompany S. 
140., 78-24851 

*Tank-cars — Cleaning. 

Rail tank car, tank truck, and drum 

cleaning : state of the art., 78-17147 


Source assessment : rail tank car, tank 
truck, and drum cleaning : state of the 
art /, 78-17147 
*Tank-cars — Design and construction. 
Evaluation of prototype head shield for 
hazardous material tank car /, 78- 
14091 


Tank gunnery. 
The tank and mechanized infantry bat- 
talion task force., 78-4417 


Tank gunnery, M60A2., 78-4396 
*Tank trucks. 


Cargo tank bottom loading of flammable 
liquids /, 78-18570 


Control of hydrocarbons from tank truck 
gasoline loading terminals., 78-23441 


Rail tank car, tank truck, and drum 
cleaning : state of the art., 78-17147 


Review and analysis of mechanical 
systems on cargo tank trucks used in 
bottom loading with regard to impact 
protection., 78-18570 


Source assessment : rail tank car, tank 
truck, and drum cleaning : state of the 
art /, 78-17147 


*Tank trucks — Fires and fire prevention. 
Analysis of cargo tank integrity in rol- 
lovers: /, 78-22079 
*Tank trucks — Testing. 


Analysis of cargo tank integrity in rol- 
lovers: /, 78-22079 





Tank-vessels — Safety regulations — United 

States — Periodicals. 

Activities relating to Title II, Ports and 
waterways safety act of 1972., 78- 
14190 

Tankers. 

Cargo tanks : bottom loading of flamma- 

ble liquids /, 78-841 


Liquefied gas carrier : statistical analysis 
of ambient design temperatures for the 
United States /, 78-9720 


Review and analysis of liquid level con- 
trol systems used in bottom loading of 
flammable liquids into cargo tanks., 
78-841 

Rules and regulations for tank vessels., 
78-876 


Tanker construction oversight and cargo 
equity : hearing before the Committee 
on Merchant Marine and Fisheries, 
House of Representatives, Ninety-fifth 
Congress, first session July 13, 
1977., 78-5628 


Update : domestic LNG vessel construc- 

tion /, 78-19803 
*Tankers — Congresses. 

Background and summary regarding the 
International Conference on Tanker 
Safety and Pollution Prevention held in 
London, England, 6-17 
1978., 78-18756 

*Tankers — Design and construction. 

Draft environmental impact statement : 
regulations requiring double bottoms 
on new tankers and segregated ballast 


on new and existing tankers., 78- 
18772 


February, 


Regulations requiring double bottoms on 
new tankers and segregated ballast on 
new and existing tankers., 78-18772 


Summary of development for LNG tank 
design acceleration rules /, 78-16025 


Tanker structural analysis for minor col- 
lisions /, 78-18765 


*Tankers — Environmental aspects. 
Final environmental impact statement, 
Maritime Administration bulk chemi- 
cal carrier construction program., 78- 
19806 
Maritime Administration bulk chemical 
carrier construction program., 78- 
19806 
*Tankers — Environmental aspects — 
United States. 
Draft environmental impact statement., 
78-19807 


Maritime Administration title XI, tank 


vessels engaged in domestic trade., 
78-19807 





December 1978 


*Tankers — Fires and fire prevention. 
Ignition of flammable gases in crude-oil 
tankers as a result of metal fracture /, 
78-10835 


Tankers — Inspection — United States. 
List of inspected tank barges & tank- 
ships., 78-8026 


*Tankers — Law and legislation — United 

States. 

Port safety and tank vessel safety act of 
1978 : report together with minority 
views to accompany H.R. 13311., 78- 
24729 


Tankers — Loading and unloading. 

Tankers and oil transfer operations on 
the Delaware River and Bay : U. S. 
Coast Guard, Department of Transpor- 
tation report of the Comptroller 
General of the United States., 78- 
1706 


Tankers — Registers. 

List of inspected tank barges & tank- 

ships., 78-14177, 78-24397 
Tankers — Safety regulations — United 

States. 

Port safety and tank vessel safety 
hearings before the Subcommittee on 
Coast Guard and Navigation of the 
Committee on Merchant Marine and 
Fisheries, House of Representatives, 
Ninety-fifth Congress, second session 

78-26840 


Tanks (Military science) 
The Army’s proposed close combat ar- 
mored vehicle team : report to the 
Congress /, 78-6974 


Department of Defense considerations of 
West Germany’s Leopard as_ the 
Army’s new main battle tank : report 
to the Congress /, 78-11137 


Hearings on Army reprograming request 
no. 78-14 P/A, FRG smooth bore 120- 
mm gun and XM-1 tank before the In- 
vestigations Subcommittee of the Com- 
mittee on Armed Services, House of 
Representatives, Ninety-fifth Congress, 
second session ..., 78-26738 


Oversight hearings on the status of the 
Army XM-1 tank program, before the 
Investigations Subcommittee of the 
Committee on Armed Services, House 
of Representatives, Ninety-fifth Con- 
gress, first session, March 25, 28, 
1977., 78-2244 


Report of the oversight hearings on the 
status of the Army XM-1I tank pro- 
gram before the Investigations Sub- 
committee of the Committee on 
Armed Services, House of Representa- 
tives, Ninety-fifth Congress, first ses- 
sion, October 18, 1977., 78-8237 


Selecting production site for Army’s new 
main battle tank Department of 
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Defense : report of the Comptroller 
General of the United States., 78- 
1884 


Tank gunnery for M728 combat engineer 
vehicle (CEV)., 78-4397 
Tanks (Military science) — Cost of 
operation. 
Comparative life cycle cost : a case study 
: study /, 78-25811 
*Tanks (Military science) — Handbooks, 
manuals, etc. 
Soldier’s manual : MOS 45K, tank turret 
repariman, skill level one/two., 78- 
10691 


Tank turret repairman., 78-10691 


Tanks (Military science) — Maintenance and 
repair. 

Maintenance and repair parts consump- 
tion planning guide for contingency 
operations recovery vehicle, full 
tracked: medium M88; NSN: 2350-00- 
678-5772; LIN: R50681., 78-8702 


Maintenance and repair parts for con- 
sumption planning guide for contingen- 
cy Operations : troop support: bridge, 
armor vehicle launch, scissor type, 
M60 series tank chassis, transporting: 
NSN: 5420-00-88902020; 5420-00- 
522-9599: LIN: L43664; C20414., 
78-20194 


Recovery vehicle, full tracked: medium 
M88; NSN: 2350-00-678-5772; LIN: 
R50681., 78-8702 


Tanks (Military science) — Turrets. 
Commander's manual : turret repairman, 
MOS 45K., 78-4382 


Turret repairman, MOS 45K 
mander’s manual., 78-4382 


*Tanks (Military science) — Turrets — 

Handbooks, manuals, etc. 

Commander’s manual MOS 45R, 
[missile tank turret mechanic], MOS 
45N [tank turret mechanic], MOS 
45PN [Sheridan turret mechanic]., 
78-20186 


Missile tank turret mechanic., 78-20186 


Missile tank turret mechanic MOS 45R, 
skill levels one/two., 78-8697 


Sheridan M551 turret mechanic MOS 
45P., 78-10724 


Sheridan turret mechanic., 78-20186 


Soldier’s manual missile tank 
mechanic MOS 45R, skill 
one/two., 78-8697 


Soldier’s manual : Sheridan M551 turret 
mechanic MOS 45P, Skill levels 
one/two., 78-10724 


Soldier’s manual : tank turret mechanic 
MOS 45N, skill levels one/two., 78- 
10723 


turret 
levels 
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Tank turret mechanic., 
20186 


*Tanks (Military science) — Vocational 
guidance. 

Shillelagh repairer : MOS 27H : 
mander’s manual., 78-20164 

Shillelagh repairer : MOS 27H, skill level 
: soldier’s manual., 78-12675 

Shillelagh repairer MOS 27H, skill 
levels 1 and 2 : soldier’s manual., 78- 
12674 

*Tanning — Waste disposal. 

Biological treatment, effluent reuse, and 
sludge handling for the side leather 
tanning industry /, 78-23462 

Removal and recovery of sulfide tannery 
wastewater /, 78-17109 

Tantalum — Statistics. 

Columbium and tantalum., 


78-10723, 78- 


com- 


78-4973 


Preprint from the 1975 Bureau of Mines 
Minerals Yearbook, 78-4973 


Tantalum — United States. 

An act to suspend until the close of June 
30, 1980, the duty on synthetic tan- 
talum/columbium concentrate, and for 
other purposes., 78-2368 


Columbium and tantalum., 78-11579 


Tantalum — United States — Statistics. 
Columbium and tantalum., 78-15573 


Preprint from the 1976 Bureau of Mines 
Minerals yearbook, 78-15573 


*Target-practice. 
Cannon/missile senior 
13Y., 78-20150 


Cannon/missile senior sergeant : Soldier's 
manual., 78-20151 


Commander’s manual : FA _ target 
acquisition senior sergeant, MOS 13W 
: cannon/missile senior sergeant MOS 
13Y., 78-20150 


FA target acquisition senior sergeant., 
78-20150 


sergeant, MOS 


Field artillery target acquisition senior 
sergeant., 78-20151 

Soldier’s manual : MOS 13W, MOS 13Y, 
skill level 5 field artillery target 
acquisition senior sergeant, can- 
non/missile senior sergeant., 78- 
20151 

*Targets (Shooting) 

High-resolution radar scattering charac- 
teristics of a disturbed sea surface and 
floating debris /, 78-25345 

Tariff — Columbia — Law. 

General agreement on tariffs and trade : 
process-verbal extending the declara- 
tion of July 23, 1975, on provisional 
accession of Columbia to the general 


agreement, done at Geneva November 
12, 1976., 78-7591 
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*Tariff — United States. 

Denial of import relief for the U.S. bolt, 
nut, and large screw industry : commu- 
nication from the President of the 
United States ..., 78-12249 

Denial of import relief for the U.S. high 
carbon ferrochromium industry : com- 
munication from the President of the 
United States ..., 78-12247 


Import duties and taxes : improved col- 
lection, accounting, and cash manage- 
ment needed : report to the Congress 
/, 7178-25759 


Import relief for the citizen band radio 
transceiver industry : communication 
from the President of the United 
States..., 78-26886 


Library of Congress study on imports 
and consumer prices., 78-1151 


Resolution disapproving denial of import 
relief to the domestic industrial 
fastener industry : hearing before the 
Subcommittee on International Trade 
of the Committee on Finance, United 
States Senate, Ninety-fifth Congress, 
second session, on S. Con. Res. 66 ... 
April 4, 1978., 78-26783 


Summary of trade and tariff information 
prepared in terms of the tariff 
schedules of the United States 
synthetic plastics materials, TSUS 
items 405.25 and 445.05-445.75 /, 
78-9549 


*Tariff — United States — Bibliography. 
Foreign trade and tariff., 78-13384 


Tariff — United States — Cases. 
Cases decided in United States Court of 


Customs and Patent Appeals., 78- 
24099 


U.S. Court of Customs and Patent Ap- 
peals reports, 78-24099 


Tariff — United States — Cases — 
Periodicals. 


Customs bulletin, 78-5242 


Customs bulletin; treasury decisions 
under customs and other laws., 78- 
5242 


Treasury decisions under customs and 
other laws, 78-5242 


Tariff — United States — Law. 

An act to amend the Tariff schedules of 
the United States to provide duty-free 
treatment of any aircraft engine used 
as a temporary replacement for an air- 
craft engine being overhauled within 
the United States if duty was paid ... 
during a previous importation., 78- 
8452 

An act to lower the duty on levulose 
until the close of June 30, 1980., 78- 
24795 
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Beef import act of 1978 : report to ac- 
company H.R. 5052., 78-19419 


Description of tariff bills listed for 
hearings, July 14, 1977 /, 78-8280 


Duty-free entry of competition bobsleds 
and luges : report to accompany H.R. 
5146., 78-5700 


Duty-free treatment of certain Canadian 


petroleum : report to accompany H.R. 
5858., 78-5738 


Medicare-medicaid administrative and 
reimbursement reform act : report to 
accompany H.R. 5285., 78-24929 


Reduced duty on levulose until July 1, 
1980 report to accompany H.R. 
5176., 78-5701 


Reduction of the import duty on levulose 
: report to accompany H.R. 5176., 
78-19434 


Tariff schedules of the United States an- 
notated., 78-3728, 78-7677 


Temporary suspension of duty on photo- 
graphic color couplers and coupler in- 
termediates report to accompany 
H.R. 5052., 78-5699 


Various tariff bills : hearing before the 
Subcommittee on International Trade 
of the Committee on Finance, United 
States Senate, Ninety-fifth Congress, 
first session ... July 14, 1977., 78- 
5567 


Tariff on boots and shoes — United States. 
Waiver of countervailing duties on non- 
rubber footwear from Uruguay : com- 
munication from the Acting General 
Counsel of the Treasury ..., 78-24690 


*Tariff on lithographs — Mexico. 
Multimetal lithographic plates from Mex- 
ico : affirmative determination of “‘no 
reasonable indication of injury’’ in 
inquiry no. AA1921-ing.-4 under the 
Antidumping act, 1921, as amended., 
78-22004 


*Tariff on textile fabrics — United States. 

Probable domestic impact of changing 
from the chief value method of classi- 
fying textile imports to the chief 
weight method : report to the Pre- 
sident on investigation no. 332-82 
under section 332 of the Tariff act of 
1930., 78-9548 


Tariff on textile fabrics — United States — 

Statistics. 

Correlation : Textile and apparel catego- 
ries with tariff schedules of the United 
States annotated /, 78-6304, 78- 
14931, 78-14932 


Textile and apparel categories with tariff 
schedules of the United States an- 
notated., 78-6304, 78-14931, 78- 
14932 





Tariff on wood products — United States. 
Summary of trade and tariff information 
prepared in terms of the tariff 
schedules of the United States : wood 
doors, TSUS item 206.30., 78-24342 
Temporary suspension of duty on wood 
excelsior : report to accompany H.R. 
2692., 78-5697 
*Tariff on wool — United States. 
Tuition tax relief act of 1978 : report to 
accompany H.R. 3946., 78-12322 


Task Force on Rail Transportation. 
Annual report - Task Force on Rail 
Transportation., 78-26570 


Cooperative program of experiments in- 
volving changes in railroad operations, 
78-26570 

Tax accounting. 


Tax information on accounting periods 
and methods., 78-5253 


*Tax administration and procedure — 

Trinidad and Tobago. 

Technical assistance in tax administration 
: agreement between the United States 
of America and Trinidad and Tobago 
extending the agreement of June 20, 
1968, as amended and extended, ef- 
fected by exchange of notes dated at 
Port of Spain, November 10 and 


December 7, 1976, and January 13, 


1977., 78-21969 


*Tax administration and procedure — 

United States. 

Extending the tax assessment period 
why, how often, and what improve- 
ments can be made : Internal Revenue 
Service, Department of the Treasury : 
report to the Joint Committee on Tax- 


ation, Congress of the United States /, 
78-13265 


Technical assistance in tax administration 
: agreement between the United States 
of America and Trinidad and Tobago 
extending the agreement of June 20, 
1968, as amended and extended, ef- 
fected by exchange of notes dated at 
Port of Spain, November 10 and 
December 7, 1976, and January 13, 
1977., 78-21969 


Tax administration and procedure — United 

States — Data processing. 

A proposed automated tax administration 
system for Internal Revenue Service : 
an evaluation of costs and benefits : 
report to the Congress /, 78-1802 

Safeguarding taxpayer information : an 
evaluation of the proposed compu- 
terized tax administration system : De- 
partment of the Treasury, Internal 
Revenue Service : report to the Con- 
gress /, 78-1803 





December 1978 


Tax administration and procedure — United 
States — Periodicals. 
Cumulative bulletin, 

21998 


Internal revenue cumulative bulletin., 

78-11825, 78-21998 
*Tax auditing — United States. 

Allegations that IRS harassed Mississippi 
civil rights activists unsupported : re- 
port of the Comptroller General of the 
United States., 78-11115 

Audit of individual income tax returns by 
the Internal Revenue Service : Depart- 
ment of the Treasury : report to the 
Joint Committee on Internal Revenue 
Taxation Congress of the United 
States /, 78-4670 

Audit of returns, 
claims for refund., 


78-11825, 78- 


appeal rights, 
78-7664 

How the Internal Revenue Service selects 
individual income tax returns for audit, 
Department of the Treasury : report to 
the Joint Committee on _ Internal 
Revenue Taxation, Congress of the 
United States /, 78-4671 


Repetitive IRS audits of taxpayers are 
justified : report to the Joint Commit- 
tee on Taxation, Congress of the 
United States /, 78-6934 


and 


Revision de las declaraciones de im- 
puesto, derecho de apelacion y 
reclamaciones de devolucion (Audit of 
returns, appeal rights, and claims for 
refund)., 78-18497 

*Tax collection — United States. 

IRS can improve its programs to collect 
taxes withheld by employers : report to 
the Joint Committee on Taxation, 
Congress of the United States /, 78- 
15353 


IRS seizure of taxpayer property : effec- 
tive , but not uniformly applied : re- 
port /, 78-25769 


Tax collection — United States — Statistics 

— Periodicals. 

Delinquent returns and disposition of 
cases closed by district Audit Division 
and time applications by audit techni- 
cians., 78-26550 


*Tax consultants — United States. 
Final report to the Honorable Meade 
Whitaker, Chief Counsel, Internal 

Revenue Service., 78-21997 


Service’s taxpayer 
programs, monitoring of 
commercial tax return preparers and 
tax form simplification efforts : hearing 
before a subcommittee of the Commit- 
tee on Government Operations, House 
of Representatives, Ninety-fifth Con- 
gress, second session, March 22, 
1978., 78-19122 


Internal Revenue 
assistance 
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Tax credits. 
Federal fuel tax credit or refund for non- 
highway and transit users., 78-7644 


*Tax credits — United States. 
Additional carryover of certain invest- 


ment credits : report to accompany 
H.R. 3790., 78-19498 


Foreign tax credits claimed by USS. 
petroleum companies : hearings before 
a subcommittee of the Committee on 
Government Operations, House of 
Representatives, Ninety-fifth Congress, 
first session ..., 78-14328 


for employers hiring 

78-9224 

Jobs tax credit for employers hiring more 
workers., 78-725 


Miscellaneous deductions and credits., 
78-7655 


Protecting older Americans against over- 
payment of income taxes : a revised 
checklist of itemized deductions for 
use in taxable year 1977 /, 78-14270 


Review of the Better jobs and income 
bill: report /, 78-25786 


Tax benefit for low-income individuals., 
78-7670 


Tax credit for the elderly., 


Jobs tax credit : 
more workers., 


78-5251 


Treatment of certain payments for credit 
for household and dependent care ex- 
penses : report together with dissenting 
views to accompany H.R. 8535., 78- 
26904 


Tuition tax credit act of 1978 
ference report to accompany 
12050., 78-27127 


Tuition tax credit act of 1978 : report 
together with additional, dissenting, 
and minority views to accompany H.R. 
12050., 78-24709 


Tuition tax relief act of 1978 : adverse 
report together with additional and 
minority views to accompany H.R. 
3946., 78-24898 


Tuition tax relief act of 1978 : report to 
accompany H.R. 12050., 78-24899 


Tuition tax relief act of 1978 : report to 
accompany H.R. 12050 [errata]., 78- 
24900 


Tuition tax relief act of 1978 : report to 
accompany H.R. 3946., 78-12322 


Tuition tax relief bills : hearings before 
the Subcommittee on Taxation and 
Debt Management Generally of the 
Committee on Finance, United States 
Senate, Ninety-fifth Conress, second 
session January 18, 19, and 20, 
1978., 78-16215 


*Tax credits — United States — Addresses, 
essays, lectures. 
Address /, 78-17428 


: con- 


H.R. 
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Tax deductions. 
Tax withholding and declaration of esti- 
mated tax., 78-5244 


Tax deductions — Canada. 
Canadian tax provisions on U.S. broad- 
casting : report to accompany S. Res. 
152., 78-5928 


Tax deductions — United States. 


Miscellaneous deductions and credits., 
78-7655 


Tax evasion — United States. 
IRS seizure of taxpayer property : effec- 
tive , but not uniformly applied : re- 
port /, 78-25769 


Tax expenditures — United States. 
Five-year budget _projections., 78- 
14419, 78-14420 
Tax protests and appeals — United States. 
Audit of returns, appeal rights, and 
claims for refund., 78-7664 


Revision de las declaraciones de im- 
puesto, derecho de apelacion y 
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tries., 78-15719 

Feasibility evaluation solar heated textile 


process water : final report /, 78- 
25531 


Use of organic solvents in textile sizing 
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Floods in Thayer, Missouri., 78-10806 


Warm Fork Spring River, floods in 
Thayer, Missouri., 78-10806 


The West — Economic conditions. 
Consumer income., 78-22838 


Money income and poverty status in 
1975 of families and persons in the 
United States and the West region, by 
divisions and states, spring 1976 survey 
of income and education, 78-22838 

*Thelotremataceae. 

A revision of the lichen family Thelotre- 

mataceae in Panama /, 78-18464 


*Theodolites — Data processing. 
Maximum likelihood solution to 
theodolite data /, 78-15114 


Therapeutics — Abstracts — Periodicals. 
Clinical experience abstracts, 78-3335 


FDA clinical experience abstracts., 78- 
3335 


*Thermal analysis. 
Laser damage in 8- to 14-micron mercu- 
ry-cadmiun-telluride photovoltaic de- 
tector material /, 78-10832 


Little Tom thermal recovery demonstra- 
tion project, Zavala County, Texas : 
final report ;, 78-6596 


*Thermal diffusivity — Mathematical 
models. 
A diffusivity model for fluid flow and 
heat conduction in porous media /, 
78-17260 


Thermal pollution of rivers, lakes, etc. — 

Environmental aspects. 

Verification of a model for predicting the 
effect of inconstant temperature on 
embryonic development of lake white- 
fish (Coregonus clupeaformis) /, 78- 
656 


Thermal pollution of rivers, lakes, etc, — 

United States. 

Implementation of the Federal water pol- 
lution control act, 1977 (thermal pol- 
lution and other water impacts from 
steam electric power generation) 
hearings before the Subcommittee on 
Investigations and Review of the Com- 
mittee on Public Works and Transpor- 
tation, U.S House of Representatives /, 
78-1116 

Thermal stresses. 

The cause of thermal fatigue cracking in 

Metroliner wheels :/, 78-7857 


Effect of hold time and thermal aging on 
elevated temperature fatigue crack 
propagation in austenitic stainless 
steels /, 78-10849 

The thermal decomposition of 
commercially available 
300 C /, 78-11844 


thirty 
materials at 
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*Thermionic converters. 

Comparative evaluation of technical and 
economic indices for MHD and ther- 
mionic toppers for steam turbine facili- 
ties /, 78-10978 

MHD sstudies conducted at the U-25 
facility (V)., 78-23544 

Thermistors. 

Test and development of inflatable 
spheres instrumented with miniaturized 
thermistors, accelerometers and pres- 
sure transducers /, 78-26353 

*Thermobalance. 
Experimental program for the develop- 


ment of peat gasification /, 78-17248, 
78-25478 


Study of coal reactivities ... /, .78- 
15298, 78-20567 
Thermochemistry — Tables, etc. 
Thermodynamic properties of the coex- 
isting phases and thermochemical pro- 
perties of the NaCl component in boil- 
ing NaCl solutions /, 78-7261 
Thermocouples. 
The Nicrosil versus Nisil thermocouple : 
properties and thermoelectric 
reference data /, 78-25029 


Thermocouple readout instrument /, 
78-8745 


Thermocouples — Standards. 


Standard thermocouple material, pt.-67, 


SRM-1967 /, 


*Thermodynamics. 

Evaluation of three thermal protection 
systems in a hypersonic high-heating- 
rate environment induced by an elevon 
deflected 30/, 78-18137 


High-temperature thermodynamic pro- 
perties of sodium /, 78-25502 


Thermodynamic properties of 
NiBr[SUB2] and NiSo[SUB4] from 10 
to 1,200 K /, 78-15552 


Thermodynamics — Computer programs. 

Computer program for obtaining ther- 
modynamic and transport properties of 
air and products of combustion of 
ASTM-A-1 fuel and air /, 78-26382 

Thermodynamics — Tables, calculations, 

etc. 

Thermodynamic properties of minerals 
and related substances at 298.15k and 
| bar (10%pascals) pressure and at 
higher temperatures /, 78-13742 

Thermoelectric apparatus and appliances. 

An apparatus for rapid and precise sur- 
face area measurements of uncon- 
solidated geologic materials /, 78- 
23283 

Recovery and radiation corrections and 
time constants of several sizes of 
shielded and unshielded thermocouple 


78-22858 
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probes for measuring gas temperature 
/, 78-18292 
Thermogravimetry. 

Study of the mechanism of the hydrogen 
sulfide/dolomite reaction /, 78-6815, 
78-20901 

*Thermolumi 

The application of the donor-acceptor 

model of thermoluminescence to ther- 


moluminescence dosimeters /, 78- 
13140 


The response of LiF thermoluminescence 
dosimeters to natural environmental 
radiation /, 78-20594 

*Thermometers and thermonetry — 

Calibration. 

Calibration of time response of ther- 


mometers : concepts and model calcu- 
lations /, 78-14881 





ence. 


Thermostat. 
Energy savings through automatic ther- 
mostat controls., 78-6538 
*Thesauri. 
ERDA Energy Information Data Base : 
subject thesaurus., 78-8837, 78- 
13175 


Subject thesaurus : 
mation Data 
13175 


Thieves — United States. 
Crime-specific analysis : an empirical ex- 
amination of burglary offender charac- 

teristics /, 78-674 


Empirical examination of burglary of- 

fender characteristics., 78-674 
Thin films. 

Thin films of gallium arsenide on low- 
cost substrates /, 78-6864, 78- 
11089, 78-13167, 78-13168, 78- 
20963, 78-23579 


Thin films of silicon on low-cost sub- 
strates /, 78-6863, 78-23581, 78- 
25535, 78-25536 


Thin polycrystalline films of indium 
phosphide on low-cost substrates /, 
78-17198 


Thin sections (Geology) — Catalog and 
collections. 
The Reinhardt Thiessen coal thin-section 
slide collection of the U.S. Geological 
Survey : catalog and notes /, 78-625 


ERDA Energy Infor- 
Base., 78-8837, 78- 


Thorium. 
Rare-earth elements, yttrium, and thori- 
um., 78-11582 
Thorium — Congresses. 
Short papers of the U.S. Geological Sur- 
vey Uranium-Thorium Symposium, 
1977 /, 78-627 
Uranium-Thorium Symposium., 
Thorium — Statistics. 
Preprint from the 1976 Bureau of Mines 
Minerals yearbook, 78-15585 


78-627 
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Thorium., 78-15585 


Thorne, Robert Douglas, 

Nomination of Robert D. Thorne to be 
Assistant Secretary for Energy 
Technology of the Department of 
Energy : report together with minority 
views., 78-18827 

Robert D. Thorne and John M. Deutch 
nominations hearings before the 
Committee on Energy and Natural 
Resources, United States Senate, 
Ninety-fifth Congress, second session 
... November 2, 1977, March 15, and 
20, 1978., 78-26775 


Thrombosis — Bibliography — Periodicals. 
Hemostasis and thrombosis; a_bibliog- 
raphy., 78-3314, 78-17542 

Thrombosis — Congresses. 
Animal models of thrombosis 
hemorrhagic diseases., 78-17507 


and 


*Thrombosis — indexes. 
Hemostasis and thrombosis; a_bibliog- 
raphy., 78-3314 
*Thunderstorms. 
Alaskan lightning storm characteristics /, 
78-8537 


Automated prediction of thunderstorms 
and severe local storms /, 78-10575 


Detection of gust fronts using surface 
sensors /, 78-10579 


Forecasting thunderstorms over a 2- to 
5-hour period by statistical methods /, 
78-18221 


Operational system for predicting severe 
local storms two to six hours in ad- 
vance /, 78-10586 


Thunderstorm-outflow kinematics 
dynamics [errata]., 78-22919 


78-9706 


Wind shear modeling for aircraft hazard 
definition /, 78-9707, 78-24395 


*Thunderstorms — Florida — Kennedy 
Space Center. 
Preliminary test program in chaff disper- 
sal within thunderstorms at Kennedy 
Space Center /, 78-10576 


Thunderstorms — New Mexico — White 

Sands Missile Range. 

An empirical method of forecasting thun- 
derstorms for the White Sands Missile 
Range /, 78-8675 

Ticks — Indexes. 

Index-catalogue of medical and veterina- 

ry zoology., 78-22748 
Ticks as carriers of disease — Indexes. 

Index-catalogue of medical and veterina- 

ry zoology., 78-22748 
*Tidal currents — North America. 

The strategic role of perigean spring 

tides : in nautical history and North 


and 


Wind shear characterization /, 





American coastal flooding, 1635-1976 
/, 78-19928 
*Tidal marshes. 

Animal colonization of man-initiated salt 

marshes on dredge spoil /, 78-20292 
*Tidal power. 

Final report on tidal power study for the 
United States Energy Research and 
Development Administration /, 78- 
20820, 78-23554 

Tidal power — Bibliography. 
Tidal power /, 78-9287 
*Tidal power-plants — United States. 

Final report on tidal power study for the 
United States Energy Research and 
Development Administration /, 78- 
20820, 78-23554 

*Tide-gages. 

Self-contained digital tide measurement 

system /, 78-19850 
Tides — Africa — Yearbooks. 

Tide tables, high and low water predic- 

tions, Europe and West Coast of 


Africa, including the Mediterranean 
Sea., 78-16854 


Tides — Atlantic coast (North America) — 
Yearbooks. 
Tidal current tables, Atlantic coast of 
North America., 78-22944 


Tides — Atlantic Ocean — Yearbooks. 

Tide tables, high and low water predic- 
tions, east coast of North and South 
America, including Greenland., 78- 
22938 


Tide tables, high and low water predic- 


tions, Europe and West 
Africa, including the 
Sea., 78-16854 


*Tides — Connecticut — Long Island Sound. 
Tidal current charts : Long Island Sound 
and Block Island Sound., 78-19933 


Tide and tidal current observations from 
1965 through 1967 in Long Island 
Sound, Block Island Sound, and tribu- 
taries /, 78-19935 


Tides — Europe — Yearbooks. 

Tide tables, high and low water predic- 
tions, Europe and West Coast of 
Africa, including the Mediterranean 
Sea., 78-16854 

Tides — Indian Ocean — Yearbooks. 

Tide tables, high and low water predic- 
tions, Central and Western Pacific 
Ocean and Indian Ocean., 78-14925, 
78-22939 

Tides — Long Island Sound. 

Computerized tidal currents of Long 
Island Sound for search and rescue 
planning /, 78-8034 

Tides — Mathematical models. 

Ocean tides in the equations of motion 

of the TERRA system of computer 


Coast of 
Mediterranean 
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programs for satellite geodesy /, 78- 
4496 
*Tides — Measurement. 
Self-contained digital tide measurement 
system /, 78-19850 
*Tides — New York (State) — Long Island 
Sound. 
Tidal current charts : Long Island Sound 
and Block Island Sound., 78-19933 


Tide and tidal current observations from 
1965 through 1967 in Long Island 
Sound, Block Island Sound, and tribu- 
taries /, 78-19935 


*Tides — North America. 
The strategic role of perigean spring 
tides : in nautical history and North 


American coastal flooding, 1635-1976 
/, 78-19928 


Tides — Pacific coast (America) — 

Yearbooks. 

Tide tables, high and low water predic- 
tions, West coast of North and South 
America, including the 
Islands., 78-10600 


Tides — Pacific coast (North America) — 
Yearbooks. 
Tidal current tables, Pacific coast of 
North America and Asia., 78-22945 


Tides — Pacific Ocean — Yearbooks. 
Tidal current tables, Pacific coast of 
North America and Asia., 78-19934, 
78-22945 


Tide tables, high and low water predic- 
tions, Central and Western Pacific 
Ocean and Indian Ocean., 78-14925, 
78-22939 


*Tides — Rhode Island — Block Island 
Sound. 
Tidal current charts : Long Island Sound 
and Block Island Sound., 78-19933 


Tide and tidal current observations from 
1965 through 1967 in Long Island 
Sound, Block Island Sound, and tribu- 
taries /, 78-19935 


*Tides — South Carolina — Little River 

Inlet. 

Improvements for Little River Inlet, 
South Carolina : hydraulic model in- 
vestigation : final report /, 78-20233 

Tides — Tables — Yearbooks. 

Tidal current tables, Atlantic coast of 

North America., 78-22944 


Tidal current tables, Pacific coast of 
North America and Asia., 78-19934, 
78-22945 


Hawaiian 


Tide tables, high and low water predic- 
tions, Central and Western Pacific 
Ocean and Indian Ocean., 78-14925, 
78-22939 

Tide tables, high and low water predic- 
tions, east coast of North and South 
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America, 
22938 


including Greenland., 78- 


Tide tables, high and low water predic- 
tions, Europe and West Coast of 
Africa, including the Mediterranean 
Sea., 78-16854 

Tide tables, high and low water predic- 
tions, West coast of North and South 
America, including the 
Islands., 78-10600 

*Tile-fish. 

Systematics and biology of the tilefishes 
(Perciformes, Branchiostegidae and 
Malacanthidae) with description of 
two new species /, 78-19843 


Hawaiian 


*Tillage — Research. 

Research progress and needs conserva- 
tion tillage Council Bluffs, 
January 6-7, 1976., 78-10437 

*Timber. 

An act to amend section 
National forest 
1976., 78-12298 


lowa, 


14(e) of the 
management act of 


Coping with uncertainty : 
approach for timber 
planning /, 78-65 


a conceptual 
management 


Program review 
research 


timber management 
Pacific Northwest Forest 
and Range Experiment Station, July 
12-30, 1976 /, 78-3981 


Timber bidding procedures 
hearings before the Subcommittee on 
Public Lands and Resources of the 
Committee on Energy and Natural 
Resources, United States Senate, 
Ninety-fifth Congress, first session, on 
S. 1360 ..., 78-1023 

*Timber — Alabama. 

Alabama's timber 

1975 /, 78-14730 
Timber — Arizona. 


Arizona timber 
residues, 1974 /, 


sales 


resources updating, 


production and _ mill 


78-8533 

Productivity of skidders in selection cuts 
of southwestern ponderosa pine /, 78- 
16613 

*Timber — Arkansas. 

Timber, browse, and herbage on selected 
loblolly-shortleaf pine-hardwood forest 
stands /, 78-10390 

*Timber — California. 

Prospects for sawtimber output in 
California’s north coast, 1975-2000 /, 
78-19545 

Timber resources of the Sacramento 
area, California, 1972 /, 78-10395 

Timber — Colorado. 

Colorado timber production and _ mill 

residues, 1974 /, 78-8535 
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Timber — Florida. 

Changes in output of industrial timber 
products in Florida, 1969-1975 /, 78- 
3997 

*Timber — Louisiana. 

Timber, browse, and herbage on selected 
loblolly-shortleaf pine-hardwood forest 
stands /, 78-10390 

Timber — Maryland. 

The timber industries of Maryland /, 

78-1361 
*Timber — Missouri. 

Glossary to terms used in resource bul- 
letins reporting Missouri’s 1972 
timber resource., 78-14736 

Missouri’s 1972 timber resource., 78- 
14736 


Timber — New Mexico. 

New Mexico timber production timber 
production and mill residues, 1974 /, 
78-8534 

*Timber — North Carolina — Statistics. 

Average timber characteristics of the 
better stocked, natural stands in North 
Carolina and eastern Virginia /, 78- 
16620 

Timber — Oregon — Statistics. 


Timber resources of west-central Oregon 
/, 78-22713 


*Timber — Pacific States. 

A management contract to improve 
timber sale slash treatment brush 
disposal activity review action plan and 
report : Pacific Northwest Region., 
78-10340 


Timber — Prices — United States — 
Statistics. 
Stumpage prices for sawtimber sold from 
National forests, by selected species 
and region., 78-2393 
Timber — South Dakota. 
Western South Dakota timber production 
and mill residues, 1974 /, 78-8536 
Timber — United States. 
A preview of “Virginia’s timber, 1977” /, 
78-3996 
Skyline harvesting in Appalachia /, 78- 
14643 


Stretching our nation’s timber supply : 


close timber utilization /, 78-12 


Timber sale preparation guide for 
helicopter logging., 78-24957 
*Timber — Utah. 
Utah timber production 
residues, 1974 /, 78-10367 
*Timber — Virginia. 
Coastal Virginia’s timber resource 
trends, present conditions, and oppor- 
tunities for improvement /, 78-12381 


and mill 
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*Timber — Virginia — Statistics. 

Average timber characteristics of the 
better stocked, natural stands in North 
Carolina and eastern Virginia /, 78- 
16620 

Virginia’s timber, 1977 /, 
78-19546 

*Timber — Washington (State) 

Timber sale, co-operator road & trail 
construction action plan : 1975-1978., 
78-16543 

*Time. 

NBS time and frequency broadcast ser- 
vice : radio stations WWV, WWVH, 
WWVB, WWVL., 78-22892 

Time — Systems and standards. 

Frequency standards and clocks 

torial introduction /, 78-125 


From sundials to atomic clocks : un- 
derstanding time and frequency /, 78- 
14879 

Time-series analysis. 

The analysis of single and related time 
series into components proposals for 
improving X-11 : for presentation at 
the National Bureau of Economic 
Research/Bureau of the Census Con- 
ference on Seasonal Analysis of 
Economic Time Series, Washington, 
D.C. September 9-10, 1976 /, 78- 
14844 


Seasonal adjustment when both deter- 
ministic and stochastic seasonality are 
present : for presentation at the Na- 
tional Bureau of Economic 
Research/Bureau of the Census Con- 
ference on Seasonal Analysis of 
Economic Times Series, Washington, 
D.C., September 9-10, 1976., 78- 
14846 


Time-sharing computer systems. 
Time-sharing in commercial banks /, 
78-18847 
Time signals. 
Frequency standards and clocks 
torial introduction /, 78-125 
Timekeeping — United States. 
Headquarters monthly time 
system., 78-11313 
How to keep time and pay records under 
the Fair labor standards act., 78-5136 


78-17690 


78-16625, 


: a tu- 


> a tu- 


reporting 


Timekeeper’s handbook., 


Timilty, Joseph F , 

Nominations of Stella B. Hackel and 
Joseph F. Timilty : hearing before the 
Committee on Banking, Housing, and 
Urban Affairs, United States Senate, 
Ninety-fifth Congress, first session ... 
November 3, 1977., 78-14296 

*Tin. 

Hearings on H.R. 9486, to authorize a 

contribution by the United States to 
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the tin buffer stock established under 
the Fifth International Tin Agreement, 
before the Seapower and Strategic and 
Critical Materials Subcommitte of the 
Committee on Armed Services, House 
of Representatives, Ninety-fifth Con- 
gress, second session, May 15, 1978., 
78-22395 


Tin — Statistics. 
Preprint from the 1976 Bureau of Mines 
Minerals Yearbook, 78-17821 
Tin., 78-17821 


Tin — United States. 
Tin., 78-11550 


Tin industry — Law and legislation. 
International tin agreement, 1975, 
between the United States of America 
and other governments, done at 
Geneva June 21, 1975., 78-5212 


*Tin industry — Law and legislation — 

United States. 

To authorize a contribution by the 
United States to the tin buffer stock 
established under the Fifth Interna- 
tional Tin Agreement : hearing before 
the Subcommittee on Economic Sta- 
bilization of the Committee on Bank- 
ing, Finance, and Urban Affairs, House 
of Representatives, Ninety-fifth Con- 
gress, second session, on H.R. 9486 ... 
May 11, 1978., 78-22409 


U.S. contribution to 


buffer stock report to accompany 
H.R. 9486., 78-22579 


United States contribution to interna- 
tional tin buffer stock., 78-22579 


United States international commodity 
policies, tin : hearings and markup be- 
fore the Committee on International 
Relations, House of Representatives, 
and its Subcommittee on International 
Economic Policy and Trade, Ninety- 
fifth Congress, second session, on H.R. 
9486 ..., 78-19177 

*Tin industry — Russia. 

Soviet tin industry : recent developments 
and prospects through 1980., 78- 
13994 


Tin industry — United States. 
Tin., 78-3471 


Tin industry — United States — Statistics. 
Preprint from the 1975 Bureau of Mines 
Minerals Yearbook, 78-11490 


Tin., 78-11490 


Tinicum National Environmental Center. 
An act to provide for certain additions to 
the Tinicum National Environmental 
Center., 78-2365 


Tipping — United States. 


Reporting your tips for Federal tax pur- 
poses., 78-11826 


international tin 





Tires, Rubber. 
Effect of tire wear on skid resistance /, 
78-7807 


Effects of intermixing of bias, bias 
belted, and radial ply passenger tires 
on vehicle dynamics and driver/vehicle 
responses /, 78-18801 

Effects of tire properties on truck and 
bus handling appendix C /, 78- 
16059 

The influence of tire geometry on the 
rolling efficiency of commercial vehi- 
cle tires /, 78-7706 


Proceedings of conference on tire rolling 
resistance : Akron, Ohio, June 1976 /, 
78-7716 


Rolling resistance forces in pneumatic 
tires /, 78-7713 


Rolling resistance of truck tires measured 
under equilibrium and transient condi- 
tions on Calspan’s tire research facility 
/, 78-5272 

Three rules for maximum tire life 
fact sheet .... 78-22273 


Tire break-in procedures for handling 
tests : final report /, 78-9794 

Tire-pavement interface variability /, 
78-8087 

Tire treadwear validation 
summary report /, 78-9795 

Uniform tire quality grading treadwear 
course monitoring /, 78-887 

Tires, Rubber — Bibliography. 
Tires : a bibliography /, 78-9813 


: a tire 


executive 


Tires, Rubber — Noise. 
Noise and traction characteristics of bias- 
ply and radial tires for heavy duty 

trucks /, 78-5273 


Tires, Rubber — Retreading and recapping. 
Proof pressure evaluation of worn pas- 


78-9818 
*Tires, Rubber — Taxation — United States. 
Excise tax on tires and tread rubber : re- 
port to accompany H.R. 5103., 78- 
12297 
Tires, Rubber — Testing. 
Proof pressure evaluation of worn pas- 
senger car tire carcasses /, 78-9818 
Tire parameter determination /, 78- 
8086 
*Tires, Rubber — Traction. 
Aircraft hydroplaning or aquaplaning on 
wet runways., 78-14127 
A summary of runway friction changes 
due to high-pressure water-jet cleaning 
Operations at four airports /, 78- 
15974 
Tires, Rubber — Traction — Testing. 
Effects of tire properties on truck and 
bus handling /, 78-8085 


senger car tire carcasses /, 
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*Tiros (Meteorological satellite) 
The Tiros-N/NOAA satellite series /, 
78-19855 
Titanium. 
Acoustic imaging of a titanium casting /, 
78-25329 
Effects of fabrication and joining 
processes on compressive strength of 
boron/aluminum and _ borsic/aluminum 
panels /, 78-26369 
Effects of service environments on alu- 
minum-brazed titanium (ABTi) /, 78- 
18228 
Investigation of moisture in titanium 
metal powder by pulsed NMR /, 78- 
20935 


Titanium., 78-26186 


Titanium — Statistics — Periodicals. 

Titanium ingot, mill 
castings., 78-2560 

Titanium — United States. 
Titanium., 78-11543 


Titanium alloys — Fatigue. 

Enhancement of fatigue crack growth 
and fracture resistance in Ti-6A1-4V 
and Ti-6A1-6V-2SN through micros- 
tructural modification /, 78-25334 

Fatigue crack propagation resistance of 
beta-annealed Ti-6A1-4V alloys of dif- 


fering interstitial oxygen contents /, 
78-10845 


products, and 


Titanium alloys — Fracture. 

Enhancement of fatigue crack growth 
and fracture resistance in Ti-6A1-4V 
and Ti-6A1-6V-2SN through micros- 
tructural modification /, 78-25334 


Titanium alloys — Heat treatment. 
Enhancement of fatigue crack growth 
and fracture resistance in Ti-6A1-4V 
and Ti-6A1-6V-2SN through micros- 
tructural modification /, 78-25334 


Warm-die-forming of beta titanium alloy 
strip/, 78-219 
Titanium industry — Statistics. 
Preprint from the 1975 Bureau of Mines 
Minerals Yearbook, 78-5002 
Preprint from the 1976 Bureau of Mines 
Minerals Yearbook, 78-21550 
78-5002, 78-21550 
Titanium industry — United States — 
Periodicals. 
Titanium., 


Titanium., 


78-3460 


Titanium industry — United States — 
Statistics. 
Titanium 

castings., 


ingot, mill 
78-16771 
Tlingit Indians — Tribal government. 
Consolidating Alaska natives governing 
bodies hearings before the United 
States Senate, Select Committee on In- 
dian Affairs, Ninety-fifth Congress, 


products, and 
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first session, on S. 1920 ... S. 2046 ..., 
78-26810 


*Tobacco — Analysis and chemistry. 

Report of “tar” and nicotine content of 
the smoke of 169 varieties of 
cigarettes., 78-11098 

Tobacco — Diseases and pests — Control — 

United States. 


Cotton and tobacco insect control., 78- 
6223 


Tobacco — Law and legislation — United 
States. 
Alcohol, tobacco and firearms bulletin., 
78-3719 


Alcohol, tobacco products and firearms, 
78-7019 


ATF cumulative bulletin, 78-14047 


78-7019 


Cumulative bulletin - Bureau of Alcohol, 
Tobacco, and Firearms., 78-14047 


Emergency lease and transfer of tobacco 
allotments : report to accompany H.R. 
9143., 78-10118 


Leasing of flue-cured tobacco marketing 
quotas : hearing before the Subcom- 
mittee on Tobacco of the Committee 
on Agriculture, House of Representa- 
tives, Ninety-fifth Congress, first ses- 
sion, on H.R. 3416, March 15, 1977., 
78-16167 


Code of Federal regulations., 


Leasing of flue-cured tobacco quotas : 
report to accompany H.R. 3416., 78- 
1270 


Tobacco tax guide., 78-3707 


Tobacco — Physiological effect. 
Facts : smoking and health., 
78-21289 


Smoking and health., 


78-1980, 


78-1980 


The Smoking digest : progress report on 
a nation kicking the habit., 78-15404 


Tobacco — Physiological effect — Abstracts. 
Smoking and health bulletin., 78-3358 


Tobacco — Physiological effect — Addresses, 
essays, lectures. 
Address /, 78-8915 


Tobacco — Physiological effect — 

Bibliography. 

Smoking and _ health an annotated 
bibliography of public and professional 
education materials /, 78-25890 

Tobacco — Physiological effect — Periodicals 

— Bibliography. 

Bibliography on smoking and health., 
78-11191, 78-13467, 78-15400 

Tobacco — Statistics — Periodicals. 

Foreign agriculture circular., 78-2447 


78-2447 
Tobacco — Taxation — United States. 


Alcohol and tobacco excise taxes : laws 
and audits need modernizing : Bureau 


Tobacco, 
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of Alcohol, Tobacco and Firearms, 
Department of the Treasury : report to 
the Joint Committee on Taxation, 
Congress of the United States /, 78- 
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adjudication 

systems manual., 78- 
16064 

Seminar on 
systems 
16063 


Traffic courts., 


traffic case adjudication 
participant’s manual., 78- 


78-9810 


Do not order from index; see indicated entry 





Traffic engineering. 
Accident and speed studies in construc- 
tion zones /, 78-852 


Alternative surveillance concepts and 
methods for freeway incident manage- 
ment /, 78-7794 


Assessment of the application of auto- 
matic vehicle identification technology 
to traffic management: /, 78-7799 

Assessment of the application of auto- 
matic vehicle identification technology 
to traffic management : Appendix B, 
Evaluation of potential applications of 
automatic vehicle identification to traf- 
fic management /, 78-7800 

Assessment of the application of auto- 
matic vehicle identification technology 
to traffic management : Appendix C, 
Evaluation of potential applications of 
automatic vehicle monitoring to traffic 
management /, 78-7801 


Auto restricted zone/multi-user vehicle 
system study /, 78-16039, 78-16040 


Evaluation of potential applications of 
automatic vehicle identification to traf- 
fic management., 78-7800 


Evaluation of potential applications of 
automatic vehicle monitoring to traffic 
management., 78-7801 


Locating detectors for advanced traffic 


control strategies : handbook /, 78- 
15938 


Military police traffic operations : an 
Army training literature production /, 
78-6462 


Selection of traffic controls for severe 
weather conditions /, 78-849 


Technical guidelines for the control of 
direct access to arterial highways /, 
78-7778, 78-22087 


Vehicle detection : phase III passive bus 
detector/intersection priority 
development /, 78-7776 


system 


Vehicle detector placement for high- 
speed isolated traffic actuated intersec- 
tion /, 78-7790 

Traffic engineering — Data processing. 

Simulation studies for an urban traffic 

corridor /, 78-7814 


Third generation control software : urban 
traffic control system (UTCS) software 
support project /, 78-5281, 78- 
5282, 78-5283, 78-5284, 78-5285, 
78-5286 

Urban traffic control system traffic adap- 
tive network signal timing program /, 
78-22089 

Urban traffic control system (UTCS) 
software support project., 78-18586 


Page I-2449 





Variable message signing for traffic sur- 
veillance and control : a state of the 
art report /, 78-7804 


2CG sensitivity study : urban traffic con- 
trol system (UTCS) : software support 
project /, 78-18586 
Traffic engineering — Florida — Miami. 
Traffic control of car pools and buses on 
priority lanes on Interstate 95 in 
Miami., 78-7812 
Traffic engineering — New York (State) — 
Long Island — Mathematical models. 
Integrated motorist information system 
(IMIS) feasibility and design study : 
phase 1 : feasibility /, 78-848 


*Traffic engineering — Oregon — Portland. 
Banfield high occupancy vehicle lanes /, 
78-18605 


Banfield high occupancy vehicle lanes : 

appendices /, 78-18606 
*Traffic engineering — Study and teaching 

— United States. 

Design and traffic operations : highway 
engineer training program, January 27- 
February 5, 1976., 78-22056 
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78-7783 


Urban traffic control system traffic adap- 
tive network signal timing program /, 
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Proceedings of the first National Con- 
ference on Strengthening Organiza- 
tional Capabilities for Transportation 
Planning /, 78-15923 


Transportation planning — United States — 

Congresses. 

Planning and training conference : Na- 
tional Defense Executive Reserve, Re- 
gional Directors-designate and Mem- 
bers, Headquarters Group, OST Unit, 
Regional Emergency Transportation 
Coordinators Secretarial Representa- 
tives : summary report, February 9-10, 
1976., 78-7690 


preliminary 


Planning conference : National Defense 
Executive Reserve, Regional Directors- 
designate, Regional Emergency Trans- 
portation Coordinators Secretarial 
Representatives summary report, 
February 3-5, 1975., 78-7689 


Proceedings - TSC Workshop on Attitu- 
dinal Surveys for Transportation 
Planning and Evaluation /, 78-14200 


Proceedings of the Southwest Con- 
ference on Coordinating Mobility Pro- 
grams for the Transportation Disad- 
vantaged /, 78-9575 


Transportation planning — United States — 
Data processing. 
Computer code for transportation net- 
work design and analysis /, 78-9587 


Transportation Systems Center — 
Bibliography. 
Reports bibliography : supplement July 
1975-June 1976 /, 78-22018 
Transportation Systems Center. Technical 
Information Center. 
Bulletin - Transportation Systems Center, 
Technical Information Center., 78- 
3729 


DOT/TSC Technical Information Center 
bulletin, 78-3729 


Technical Information Center bulletin, 
78-3729 
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*Transportaton, Military — Handbooks, 
manuals, etc. 

Defense European and Pacific redistribu- 
tion activity (DEPRA) procedures., 
78-25151 

Military standard requisitioning and issue 
procedures., 78-25151 

*Transuranium elements. 

Determination of environmental levels of 

Pu-239, 240, Am-241, Cs-137 and Sr- 


90 in large volume sea water samples 
/, 78-13142 


Proposed guidance on dose limits for 
persons exposed to transuranium ele- 
ments in the general environment 
summary report., 78-10961 

Transuranium element transport in 
agricultural systems : soil to food chain 
transfer of nuclear fuel cycle 
radionuclides : annual report July 1, 
1976-September 30, 1977 /, 78- 
24514 


*Transuranium elements — Bibliography. 
Soil, plant, food chain relationships of 
the transuranium elements : selected 
annotated bibliography /, 78-24515 
Trautvetter, Ricky Lee. 
Ricky Lee Trautvetter : report to accom- 
pany H.R. 2944., 78-1191 
*Travel. 
User evaluation of 
research /, 78-9413 


Travel — Addresses, essays, lectures. 

Statement of Irwin P. Halpern, Deputy 
Assistant Secretary for Policy, Plans 
and International Affairs, U.S. Depart- 
ment of Transportation, before the 
Subcommittee on Foreign Commerce 
and Tourism of the Senate Committee 
on Commerce, April 2, 1976., 78- 
9568 


ride technology 


Travel — Hygienic aspects — Periodicals. 
Health information for international 
travel., 78-11257, 78-23845 
*Travel agents. 
The benefits of using a travel agent : 


consumer’s guide to travel informa- 
tion., 78-19819 


Consumer’s guide to travel information., 
78-19819 


Consumer’s guide to travel information : 
State & territorial tourism offices., 
78-10573, 78-16815 


State & territorial tourism offices., 78- 
10573, 78-16815 


*Travel agents — Law and legislation — 

United States. 

Federal regulation of the travel agents : 
hearings before the Subcommittee on 
Transportation and Commerce of the 
Committee on Interstate and Foreign 
Commerce, House of Representatives, 
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Ninety-fifth Congress, first session, on 
. Sep- 
78-16245 


H.R. 9068 and H.R. 6222 
tember 20 and 21, 1977., 


Travel costs. 

Acceptance and reporting of travel ex- 
penses paid for by third parties under 
Senate Rule 51 : report to accompany 
S. Res. 319., 78-6042 


Temporary duty travel in the manage- 
ment and operation of Department of 
Defense programs report to the 
Senate Committee on Appropriations 
/, 78-13256 


Travel in the management and operation 
of federal programs : Federal Aviation 
Administration, National Institutes of 
Health, Department of State : report to 
the Committee on Government Opera- 
tions, House of Representatives /, 78- 
1751 


Use of discount airline 
teleticketing would help 
government travel expenses : 
the Congress /, 78-25758 


*Travel research — Congresses. 

United States Government activities in 
travel research : a one-day seminar /, 
78-19817 

*Travelers. 

Travelers’ tips on bringing food, plant, 
and animal products into the United 
States., 78-16497 


*Travelers — Belgium — Statistics. 
Belgium : a study of the international 
travel market /, 78-19823 


A study of the international travel mar- 
ket., 78-19823 


Travelers — Canada — Periodicals. 
Vacation travel by Canadians in the 
United States., 78-12527, 78-12528, 
78-12529 
*Travelers — France. 
France a study of the international 
travel market /, 78-12530 


*Travelers — Germany, West — Statistics. 
A study of the International travel mar- 
ket., 78-19827 


West Germany : a study of the interna- 
tional travel market /, 78-19827 


fares and 
save on 
report to 


*Travelers — Great Britain. 
United Kingdom : a study of the interna- 
tional travel market /, 78-19826 
*Travelers — Italy. 
Explore! Italy : Capri, Pozzuoli, Ischia, 
Naples., 78-20370 
Explore! Italy : Roccaraso, Abruzzi Na- 
tional Park., 78-16954 


Sorrento, Pompeii, Mt. 
Amalfi Coast., 78- 


Explore! Italy : 
Vesuvius, the 
20371 


Italy : a study of the international travel 
market /, 78-19824 
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*Travelers — Japan. 
Japan : a study of the international travel 
market /, 78-12531 


*Travelers — Mexico. 

Mexico : a study of the international 
travel market : results of a sampling 
survey among residents of Mexico, in- 
dicating their domestic and interna- 
tional travel habits and patterns, at- 
titudes and preferences for foreign 
travel, and their demographic, psycho- 
graphic, and trip characteristics /, 78- 
14899 


Study of the international travel market., 
78-14899 


*Travelers — Netherlands. 
Netherlands : a study of the international 
travel market /, 78-19825 


*Travelers — Sweden — Statistics. 
A study of the international travel mar- 
ket., 78-16824 


Sweden : a study of the international 
travel market /, 78-16824 


Travelers — United States. 
International tourism : 1975, more visi- 
tors to USA than ever before., 78- 
1447 


Trademark information for travelers., 
78-823 


Travelers — United States — Periodicals. 
Vacation travel by Canadians in the 
United States., 78-12527, 78-12528, 
78-12529 


*Travelers, Australia. 
Australia : a study of the international 
travel market /, 78-19822 


Travelers, Venezuela. 
Venezuela : a study of the international 
travel market /, 78-6296 


Traveling-wave tubes. 
Computer program for analysis of cou- 
pled-cavity traveling-wave tubes /, 
78-9338 


User’s manual for computer program for 
one-dimensional analysis of coupled- 
cavity traveling wave tubes /, 78- 
9381 


Travertine — Wyoming — Mammoth Hot 

Springs. 

Geology and thermal history of Mam- 
moth Hot Springs, Yellowstone Na- 
tional Park, Wyoming geology of 
travertine deposits and summary of 
hot-spring activity since 1871 /, 78- 
21496 

Treaties. 

United States treaties and other interna- 

tional agreements., 78-24312 
Treaties — Catalogs. 

Treaties in force; a list of treaties and 
other international agreements of the 
United States., 78-24313 





Treaties — Collections. 
Treaties and other international acts se- 
ries., 78-3676 


United States treaties and other interna- 
tional agreements., 78-7607, 78- 
26519 

*Treaties — Ratification. 

The role of the Senate in treaty ratifica- 
tion a staff memorandum to the 
Committee on Foreign Relations, 
United States Senate., 78-16221 

Tree breeding — Periodicals. 
Tree planters’ notes., 78-2392 


*Tree elements — Data processing. 
SAVLOC, computer program for auto- 
matic control and analysis of x-ray 
fluorescence experiments /, 78-18070 


*Tree planting — Great Plains — History. 

Trees, prairies, and people : a history of 
tree planting in the Plains States /, 
78-16544 

*Tree planting — Idaho. 

Effects of different tree packages vary 
with species and habitat types /, 78- 
16603 

Tree planting — Periodicals. 
Tree planters’ notes., 78-2392 
*Tree seeds. 

A “cartbench” and track system for 
greenhouse’ production of  con- 
tainerized tree seedlings /, 78-14696 

Tree seeds — Storage — Directories. 

Equipment and supplies for collecting, 
processing, storing, and testing forest 
tree seed /, 78-66 

Tree seeds — Testing — Directories. 

Equipment and supplies for collecting, 
processing, storing, and testing forest 
tree seed /, 78-66 

*Trees. 

Modeling the probability of individual 

tree mortality /, 78-16573 


Physical, mechanical, and other proper- 


ties of selected secondary species 
located in Surinam, Peru, Colombia, 
Nigeria, Gabon, Philippines, and 
Malaysia /, 78-21979 

Trees — Bibliography. 


Trees and forest management., 78-364 


Trees — Congresses. 

METRIA:1 : proceedings of the first con- 
ference of the Metropolitan Tree Im- 
provement Alliance (METRIA), held 
at Lanham, Maryland, July 27, 1976., 
78-22676 

Proceedings of the first conference of the 
Metropolitan Tree Improvement Al- 
liance., 78-22676 

Trees — Diseases and pests. 

Forest pest conditions in 

Northwest., 78-10337 


the Pacific 
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Trees — Diseases and pests — Northeastern 
States — Periodicals. 
Forest pest conditions in the Northeast., 
78-10338 


*Trees — Diseases and pests — Ohio. 
A trap for tree-inhabiting cerambycids /, 
78-22706 


*Trees — Diseases and pests — 
Southwestern States. 
Forest insect and disease conditions in 
the Southwest, 1977 /, 78-16562 


*Trees — Diseases and pests — United 
States. 
Effect of light quality on development of 
fruiting bodies of Panus fragilis /, 78- 
14629 


How to identify and control noninfec- 
tious diseases of trees /, 78-14738 


Sycamore pests : a guide to major in- 
sects, diseases, and air pollution /, 
78-16559 


Trees — Diseases and pests — United States 
— Periodicals. 
Forest insect and disease conditions in 
the United States., 78-10336 
Trees — Florida — Maps. 


Atlas of United States trees /, 78-24942 


*Trees — Growth — Congresses. 
Proceedings of the Symposium on the Ef- 
fect of Growth Acceleration on the 
Properties of Wood., 78-16551 
Trees — Hawaii. 
Adaptability of selected tree species 
planted in Hawaii forests /, 78-10396 
*Trees — Louisiana. 
Tree sizes harvested in different thin- 
nings : another look /, 78-10362 


*Trees — Montana — Mathematical models. 
An equation for [estimating the (value 
and / volume) of (western larch 
trees)] /, 78-14647 
*Trees — New Jersey. 

Precipitation and runoff water quality 
from an urban parking lot and implica- 
tions for tree growth /, 78-16609 

*Trees — Puerto Rico. 

Trees of the Caribbean National Forest, 

Puerto Rico /, 78-24958 


*Trees — Tahoe, Lake, Calif. and Nev. 
Trees of the Lake Tahoe Basin., 78- 
14612 


Trees — United States. 


How trees help clean the air., 78-10310 


forest trees of the United 


78-14569 


Program HTVOL : the determination of 
tree crown volume by layers /, 78- 
14639 


Tree failures and accidents in recreation 


areas : a guide to data management for 
hazard control /, 78-16640 


Important 
States /, 
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Veneer-log production 
North Central region, 
19543 

*Trees — United States — Handbooks, 
manuals, etc. 

Field reference handbook for 
foresters /, 78-14608 
Trees — United States — Maps. 

Atlas of United States trees /, 

*Trees — Washington (State) — 

Mathematical models. 

An equation for [estimating the (value 
and / volume) of (western larch 
trees)] /, 78-14647 

*Trees — Wisconsin — Growth. 

Three tools for measuring height growth 
in field plantings compared /, 78- 
22703 

*Trees, Care of. 
How to root tree cuttings /, 


and receipts, 
1976 /, 78- 


service 


78-8506 


78-14613 


Your tree’s trouble may be you., 78- 
16499 


*Trees in cities. 
Emission factor development for 
burning /, 78-15228 


Trees in cities — United States. 

Collection and publication of world 
population data : hearings before the 
Subcommittee on Census and Popula- 
tion of the Committee on Post Office 
and Civil Service, House of Represen- 
tatives, Ninety-fifth Congress, first ses- 
sion, on H.R. 3950 ... March 30 and 
April 25, 1977., 78-2238 


Trenton Integrated Community Energy 
System. 
Trenton ICES., 78-20817 


*Trenton, N.J. — Recreation areas. 
National urban recreation study, 
Philadelphia/Wilmington/Trenton., 
78-17861 


Tri-State Motor Transit Co. 
Tri-State Motor Transit Co. 
accompany H.R. 3314., 
78-10187 


*Trials (Military offenses) — United States. 
Military justice : trial procedure., 78- 
20207 
Tribhuban University. Institute of 
Agriculture and Animal Sciences. 
Institute of Agriculture and Animal 
Sciences agreement between the 
United States of America and Nepal, 
signed at Kathmandu, August 4, 1977., 
78-26481 


Tribhuvan University. Institute of 

Agriculture and Animal Sciences. 

Physical facilities at Tribhuvan Universi- 
ty, Institute of Agriculutre and Animal 
Sciences agreement between the 
United States of America and Nepal, 
signed at Kathmandu, January 13, 
1976., 78-781 


leaf 


: report to 
78-10106, 
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Tribhuvan University. Institute of Medicine. 
Facilities at Tribhuvan University, In- 
stitute of Medicine agreement 
between the United States of America 
and Nepal, signed at Kathmandu, 
February 4, 1976., 78-786 
Trichinosis — United States — Statistics — 
Periodicals. 


Trichinosis surveillance., 78-13552 


*Trichloroethane — Toxicology. 

Bioassay of 1,1,2-trichloroethane for 

possible carcinogenicity., 78-17527 
Trident (Fleet ballistic missile weapons 
system) 

Trident : Trident system., 78-8722 

Trident (Weapons systems) 

Review of Navy’s fiscal year 1979 ap- 
propriation request for funds to con- 
struct Trident base suppu.t facilities 
and for community impact assistance : 
report /, 78-23666 

Trimethylphosphate — Toxicology. 

Bioassay of trimethylphosphate for possi- 

ble carcinogenicity., 78-23775 
Trinidad and Tobago. 


Background notes., 78-9509 


Trinidad and Tobago., 78-9509 
*Trinity National Forest, Calif. 
Environmental statement : Shasta-Trinity 
National Forest : timber management 
plan., 78-16653 
Shasta-Trinity National Forest, 
management plan., 78-16653 


timber 


Trinity River, Tex. 

Filling and emptying system for medium- 
lift locks, Trinity River, Texas 
hydraulic model investigation : final re- 
port /, 78-6491 


Hydraulic model investigation: filling and 
emptying system for medium-lift locks, 


Trinity River, Texas., 78-6491 
Tritium. 

Reduction of weighing errors caused by 
tritium decay heating /, 78-25549 
instrumentation for a_ fusion 

reactor power plant /, 78-17267 
Tritium waste control, April-September 
1977., 78-2337] 


‘Tritium waste control project : 
1976-March 1977 /, 


Tritium 


October 
78-11074 


Tritium waste control project progress 
report : July-September, 1976 /, 78- 
11071 

Tritium waste control project progress 
report, April-June 1976 /, 78-20933 

Tritium waste control project progress 
report, January-March, 1976 /, 78- 
20928 

Volume reduction of tritiated liquid 
wastes with super slurper /, 78-11075 
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Tritium dating. 
Tritium retention by cows and steers and 
transfer to milk /, 78-250 


*Trombone — Studies and exercises — 
Handbooks, manuals, etc. 
Soldier’s manual : trombone player, skill 
levels 1-2-3., 78-10716 


Trombone player, skill levels 1-2-3., 78- 

10716 
*Tropical fruit. 

Cultivation of neglected tropical fruits 

with promise /, 78-10438 
Tropical medicine. 

Pathology of tropical and extraordinary 

diseases /, 78-6367, 78-25108 
*Tropical plants — Puerto Rico. 

Extraction and germination of kadam 

seed /, 78-10368 
*Tropics. 

Preliminary design and_ construction 
guidelines for vertical construction in 
desert and tropical theaters of opera- 
tions /, 78-15107 

*Troposphere. 

An_ investigation of the temporal 
character of mesoscale perturbations 
in the troposphere and stratosphere /, 
78-13915 

*Trout. 


Biology and management of threatened 


and endangered western trouts /, 78- 
14750 


*Trout — Diseases. 

Aquatic macroinvertebrates in a small 
Wisconsin trout stream before, during, 
and two years after treatment with the 
fish toxicant antimycin., 78-15617 


Effects of antimycin A and retenone on 
macrobenthos in ponds /, 78-15617 


Truck tractors — Maintenance and repair 
— Handbooks, manuals, etc. 
Consumption planning guide for contin- 

gency operations, truck tractor., 78- 
4404 


Maintenance and repair parts : consump- 
tion planning guide for contingency 
operations : truck tractor, 10 ton 6x6, 
w/midship winch, w/low mtd 5th wheel 
w/e, M123C & MI123AIC., 78-4404 

Truck trailers. 


Truck trailers., 78-2595, 78-22813 


*Truck trailers — Dynamics — Data 
processing. 
Modified articulated vehicle simulation /, 
78-22262 
Truckee River watershed. 
Environmental statement of the proposed 
operating criteria for the Lower 


Truckee-Lower Carson River basins., 
78-2061 
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Truesdale, John C , 
Nomination : hearing before the Com- 
mittee on Human Resources, United 
States Senate, Ninety-fifth Congress, 
first session on John C. Truesdale ... to 
be member of the National Labor 
Relations Board, October 6, 1977., 
78-8298 
Trusses — Testing. 
Ultimate load behavior 
highway truss bridges /, 


of full-scale 
78-7773 
Trust companies — United States. 
Comptroller’s handbook for 
trust examiners., 78-26548 


Trust companies — United States — 
Statistics — Periodicals. 
Trust assets of insured 

banks., 78-14247 


*Trust indentures — Law and legislation — 
United States. 
Trust indenture act of 1939 as in effect 
June 4, 1975., 78-18453 


Trusts, Industrial. 

International uranium cartel : hearings 
before the Subcommittee on Oversight 
and Investigations of the Committee 
on Interstate and Foreign Commerce, 
House of Representatives, Ninety-fifth 
Congress, first session ..., 78-5604, 
78-22500 


Trusts, Industrial — United States. 

Clayton act amendment : hearing before 
the Subcommittee on Monopolies and 
Commercial Law of the Committee on 
the Judiciary, House of Representa- 
tives, Ninety-fifth Congress, first ses- 
sion, on H.R. 6001 ... June 16, 1977., 
78-1087 


*Trusts, Industrial — United States — Law. 
Federal Trade Commission : careers for 
attorneys in consumer protection & 
anti-trust law., 78-17324 
Trusts and trustees — United States. 
Airport and airway trust fund, annual re- 
port., 78-24692 


Annual report of the Board of Trustees 
of the Federal Supplementary Medical 
Insurance Trust Fund., 78-8368, 78- 
24695 


national 


commercial 


Highway trust fund, annual report., 78- 
24691 


*Trypanosomiasis — United States — 
Bibliograpy. 
Trypanosomiasis 

14824 

*Tryptophan — Toxicology. 

Bioassay of L-tryptophan for possible 
carcinogenicity., 78-23770 


bibliography., 78- 


*Tsunamis. 
Tsunami-wave elevation frequency of oc- 
currence for the Hawaiian Islands : 
final report /, 78-20252 





*Tuba music — Handbooks, manuals, etc. 
Soldier’s manual : tuba player, skill levels 
1-2-3., 78-12684 
Tuba player., 78-12684 
Tuberculin test — United States — Statistics. 
Tuberculin skin test 
adults 25-74 years 
1971-1972 /, 78-478 
*Tuberculosis. 
Tuberculosis, TB., 


reaction among 
United States, 


78-11190 


*Tuberculosis — occurrence — U.S. — 
periodicals. 
Tuberculosis in the United States., 78- 
23850 


Tuberculosis — United States — Statistics — 
Periodicals. 
Tuberculosis in the United States., 78- 
23850 


Tuberculosis in cattle — Statistics — 
Periodicals. 
Cooperative State-Federal bovine  tu- 

berculosis eradication program, statisti- 
cal tables., 78-12448 
*Tubes — Aerodynamics. 


Reevaluation of compressible-flow 
Preston tube calibrations /, 78-13934 


*Tug Fork, W.Va.-Ky. — Floods. 

Tug Fork Valley flood problems : hear- 
ing before the Subcommittee on Water 
Resources of the Committee on En- 
vironment and Public Works, United 
States Senate, Ninety-fifth Congress, 
second session, February 3, 1978., 
78-22537 

*Tugboats — Safety regulations — United 

States. 

The need for engineering personnel 
aboard uninspected towing vessels in 
the United States /, 78-11922 

*Tulalip Indian Reservation, Wash. 
Preliminary assessment of the water 

resources of the Tulalip Indian Reser- 

vation, Washington /, 78-26135 


Tully, Patricia Roussel. 


Patricia R. Tully : report to accompany 


H.R. 2661., 78-6046 


Tumor antigens — Abstracts — Periodicals. 
Antigens associated with cancer-related 
viruses., 78-3291 


Oncofetal proteins., 78-3279 


Tumor associated antigens., 78-3283 
Tumors — Abstracts — Periodicals. 
Diagnosis and treatment of sarcomas and 
related tumors., 78-3312 
Regulation of cell kinetics in vitro and in 
vivo., 78-3287 
Structural and functional aspects of cell 
membranes., 78-3284 
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Tumors — Diagnosis — Abstracts — 
Periodicals. 
Diagnosis and treatment of sarcomas and 
related tumors., 78-3312 
Tumors — Immunological aspects — 
Abstracts — Periodicals. 
Tumor antibodies., 78-3286 


*Tumors — Reporting — United States. 
SEER Program., 78-15401, 78-15402 


The self-instructional manual for tumor 

registrars /, 78-15401, 78-15402 
*Tumors, Radiation-induced. 

A current literature report on the car- 
cinogenic properties of ionizing and 
non-ionizing radiation., 78-21298 

Tumors in children — Abstracts — 

Periodicals. 

Childhood solid tumors and lymphomas., 
78-3311 


*Tuna fisheries — Pacific Ocean. 
Collection of tuna baitfish papers /, 78- 
14909 


*Tuna fishing. 

Collection of tuna baitfish papers /, 78- 

14909 
*Tungsten. 

Feasibility study of tungsten as a diffu- 
sion barrier between nickel-chromium- 
aluminum and {gamma/gamma’- 
delta] eutectic alloys /, 78-18307 


Tungsten., 78-11538 


Tungsten — Safety measures. 
Criteria for a recommended standard, 
occupational exposure to tungsten and 
cemented tungsten carbide., 78-4877 


Occupational exposure to tungsten and 
cemented tungsten carbide., 78-4877 


Tungsten — Statistics. 
Preprint from the 1975 Bureau of Mines 
Minerals Yearbook, 78-5003 


Tungsten., 78-5003 


Tungsten carbide — Safety measures. 
Criteria for a recommended standard, 
occupational exposure to tungsten and 
cemented tungsten carbide., 78-4877 
Occupational exposure to tungsten and 
cemented tungsten carbide., 78-4877 
Tungsten mines and mining — United States 
— Periodicals. 
Tungsten., 78-3450 


Tunisia — Diplomatic and consular service 

— United States. 

Telecommunications : embassy facilities : 
agreement between the United States 
of America and Tunisia, effected by 
exchange of notes dated at Washington 
May 28, 1975 and May 13, 1976., 
78-5191 
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*Tunnel detection. 

Using cross-borehole 
probing to locate a 
18544 

*Tunneling. 

Assessment 


electromagnetic 
tunnel /, 78- 


of disruptive effects as- 
sociated with urban transportation tun- 
nel construction /, 78-16034 


Development of design procedures for 
stabilized soil support systems for soft 
ground tunneling /, 78-5269 

of aerial remote sensing 

techniques for defining critical geolog- 


ic features pertinent to tunnel location 
and design /, 78-7777 


Evaluation 


Hydraulic transportation and __ solids 
separation of excavated materials in 


tunnels /, 78-5270, 78-7712 


Muck utilization planning : urban trans- 
portation tunneling : a handbook of ra- 
tional practices for planners 
designers /, 78-26648 


and 


A new sensing system for pre-excavation 
subsurface investigation for tunnels in 
rock masses /, 78-7787 


Single-entry development for longwall 
mining : research approach and results 
at Sunnyside No. 2 mine, Carbon 
County, Utah /, 78-2071 


Stand-up time of tunnels in squeezing 
ground /, 78-5271 


Subsurface exploration methods for soft 


ground rapid transit tunnels /, 78- 
16032 


Tunneling - the state of the industry /, 
78-22024 


*Tunneling — Congresses. 

Proceedings : Seminar on Underground 
Construction Problems, Techniques 
and Solutions : Chicago, Illinois, Oc- 
tober 20-22, 1975 /, 78-14197 


Proceedings Workshop on Materials 
Handling for Tunnel Construction, 
Keystone, Colorado, August 3-5, 1977 
/, 78-24399 


Transportation tunneling program review 
: second annual Conference on DOT 
Research and Development in Tunnel- 
ing Technology, Easton, 
September 15-17, 1976., 


Maryland, 
78-9571 
*Tunneling — Environmental aspects — 

Georgia — Decatur. 

MARTA tunnel construction in Decatur, 

Georgia : 
78-22240 


a case study of impacts /, 


*Tunneling — Environmental impact. 
Guidelines for improved rapid transit 
tunneling safety and environmental im- 
pact /, 78-16035 
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*Tunneling — Safety measures. 

Guidelines for improved rapid transit 
tunneling safety and environmental im- 
pact /, 78-14198, 78-16035 

Tunnels. 

Combined _utility/transportation tunnel 
systems : economic, technical and in- 
stitutional feasibility /, 78-9576 


Engineering and design, tunnels and 


shafts in rock., 78-23118 


Tunnels and shafts in rock., 78-23118 


*Tunnels — Aerodynamics. 
Vehicle-tunnel entry at subsonic speeds 
/, 78-22136 


*Tunnels — California. 
Seismic instrumentation of transportation 
tunnels in California: /, 78-15940 


Tunnels — Design and construction. 
Development of design procedures for 
stabilized soil support systems for soft 
ground tunneling /, 78-5269 


Stand-up time of tunnels in squeezing 
ground /, 78-5271 


*Tunnels — Georgia — Decatur. 

MARTA tunnel construction in Decatur, 
Georgia : a case study of impacts /, 
78-22240 

Tunnels — New York (City) 

Penn Central electrification : New York 
tunnels, 25 kV vs. 12.5/25 kV., 78- 
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Tunnels — United States — Design. 
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Turbidity. 

Enhancement of releases from a 
stratified impoundment by localized 
mixing, Okatibbee Lake, Mississippi : 
final report /, 78-25229 

Turbines. 

Baseline gas turbine development pro- 

gram .../, 78-6631, 78-6632 


Cold-air investigation of 3 1/2-stage fan- 
drive turbine with a stage loading fac- 
tor of 4 designed for an integral lift en- 
gine : Il, Performance of 2-, 3-, and 3 
1/2-stage configurations /, 78-11779 

Cold-air investigation of 4 1/2-stage tur- 
bine with stage loading factor of 4.66 
and high specific work output : I, 
Overall performance /, 78-11783 

Cold-air performance of a tip turbine 
designed to drive a lift fan : III - Effect 
of simulated fan leakage on turbine 
performance /, 78-18296 

Cold-air performance of a tip turbine 
designed to drive a lift fan : IV - Effect 
of reducing rotor tip clearance /, 78- 
18304 

Development of high-temperature 
subsystem technology to a technology 
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Development of high-temperature 
subsystem technology to a technology 
readiness state : phase I., 78-23329 


Development of high-temperature 


subsystem technology to a technology 
readiness state : phase I... /, 78-6803 


Development of high temperature tur- 
bine subsystem technology to a 
“technology readiness status,” : phase 
I., 78-8802, 78-23317, 78-25461 

Effect of reducing rotor tip clearance., 
78-18304 


Effect of simulated fan leakage on tur- 
bine performance., 78-18296 


Effects of film injection angle on turbine 
vane cooling /, 78-18290 


Effects of temperature transients at fan 
inlet of a turbofan engine/, 78-18264 


Estimating reversible pump-turbine 
characteristics /, 78-13774 


Final environmental impact statement : 
wind turbine generator system : Block 
Island, Rhode Island., 78-25408 


Flow visualization of film cooling with 
spanwise injection from a small array 
of holes and compound-angle injection 
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High temperature turbine technology 
program : phase I, final report, com- 
bined cycle electric power plant with 
coal derived low BTU gas or coal- 
liquid fuel, Book 2., 78-20542 


High temperature turbine technology 
program : phase I, program and system 
definition., 78-17236 

High temperature turbine technology 
program : phase 1., 78-16990 

High temperature turbine technology 
program, phase I : program and system 
definition., 78-6801, 78-6802 

Method for calculating convective heat- 
tranfer coeffecients over turbine vane 
surfaces /, 78-15785 

Organic Rankine kilowatt isotope power 
system /, 78-20941 


phase 1 ... /, 78- 


Project SAGE: solar assisted gas energy 
project., 78-6618 

Self-regulating 
wind turbine /, 


composite 
78-8759 
Variability in aircraft 
emission measurements /, 


bearingless 


turbine engine 
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Wake characteristics of an_ eight-leg 
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/, 78-20496 


Wind turbine generator 
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system., 78- 
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Cold-air performance of a tip turbine 
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performance /, 78-11766 

Cold-air performance of a tip turbine 
designed to drive a lift fan : II, partical 
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Turbines — Blades. 
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Two-dimensional cold-air cascade study 
of a film-cooled turbine stator blade : 
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and multirow ejection /, 78-11761 
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*Turbodrills. 
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*Turbomachines. 

Effect of casing treatment on overall per- 
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bomachinery /, 78-7490 
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Two-dimensional cold-air cascade study 


of a film-cooled turbine stator blade /, 
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*Turbomachines — Mathematical models. 
Development and verification of real- 
time, hybrid computer simulation of 
F100-PW-100(3) turbofan engine /, 
78-9461 
*Turbulence. 
Acoustic radiation and surface pressure 
characteristics of an airfoil due to in- 
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A field study of wind over a simulated 
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Model predictions of wind and turbu- 
lence profiles associated with an en- 
semble of aircraft accidents /, 78- 
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perturbation Reynolds 
structure-turbulence 
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Turbulence — Mathematical models. 

Development of relaxation turbulence 
models /, 78-9429 

*Turbulence — Measurement. 

An experimental study of chemically 
reacting turbulent free shear layers /, 
78-17246, 78-25474 

Mean velocity, turbulence intensity and 
turbulence convection velocity mea- 
surements for a convergent nozzle in a 
free jet wind tunnel /, 78-26349 


stress near 
interface /, 78- 


Turbulent boundary layer. 
Calculation methods for compressible 
turbulent boundary layers—1976 /, 
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Calculation of laminar and _ turbulent 
boundary layers for two-dimensional 


time-dependent flows /, 78-18174 


Downstream influence of swept slot in- 
jection in hypersonic turbulent flow /, 
78-18103 
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celerated boundary layers /, 78- 
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Experimental and theoretical investiga- 
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boundary 


three-dimensional turbulent 
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Performance and boundary-layer evalua- 
tion of a sonic inlet /, 78-15754 


Turbulent diffusion (Meteorology) 

A Transformation relating temporal and 
spatial spectra of turbulent 
energy /, 78-1455 

Turkey — Boundaries — Iran. 

Iran - U.S.S.R. boundary 

26445 


Turkey — Boundaries — Syria. 
Syria - Turkey boundary., 


kinetic 


study., 78- 


78-26447 
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Marketing in Turkey, 78-16870 


78-16870 
*Turkeys — United States — Grading. 
Methods and facilities for grading 
broilers and turkeys /, 78-22668 
Turkeys — United States — Statistics. 
Tables on hatchery and flock participa- 
tion in the National Poultry Improve- 
ment Plan : highlights for testing year 
1975-76., 78-16722 
Turkeys : final estimates for 1970-75., 
78-22655 


Overseas business reports., 


*Turkish language — Abbreviations. 
Reference aid : abbreviations, acronyms, 
and special terms in the Turkish press 
of Turkey and the TFSC., 78-22321 
Turkish press of Turkey and the TFSC., 
78-22321 
*Turkish language — Acronyms. 
Reference aid : abbreviations, acronyms, 
and special terms in the Turkish press 
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Turkish press of Turkey and the TFSC., 
78-22321 
*Turkish language — Terms and phrases. 
Reference aid : abbreviations, acronyms, 
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*Tuskegee Institute National Historic Site, 
Ala. 
Tuskegee Institute National Historic Site, 
Alabama., 78-21583 
Tutors and tutoring. 
Tutorial assistance for veterans, depen- 
dents and service personnel under the 
GI bill., 78-16073 
*Two-phase flow — Congresses. 
Two-Phase Flow Instrumentation Review 
Group meeting : proceedings of meet- 
ing January 13-14,1977 /, 78-16134 
*Two-phase flow — Mathematical models. 
Virtual mass effects in two-phase flow /, 
78-18940 
Two-phase flow — Measurement. 
Some aspects of interpreting two-phase 
flow measurements in instrumented 
piping spool pieces /, 78-26675 
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Two-phase flow phenomena in nuclear 
reactor technology., 78-26685 

Two-phase flow phenomena in nuclear 
reactor technology : quarterly report 
September 1-November 30, 1977 /, 
78-18947 

Two-phase phenomena in nuclear reactor 
technology., 78-26680 

Type specimens (Natural history) 

A catalog of the type-specimens of 
recent Cephalopoda in the National 
Museum of Natural History /, 78- 
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*Typists. 

Secretaries, stenographers, typists : as- 
signment, Washington, D.C. with the 
U.S. Department of State : an equal 
opportunity employer., 78-14008 

Tzotzil Indians — Legends. 

Of cabbages and kings 

cantan /, 78-9534 
Tzotzil language — Texts. 

Of cabbages and kings 
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Background notes., 78-24294 
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States. 

United States-Uganda relations : hearings 
before the Subcommittees on Africa, 
International Organizations, and Inter- 
national Economic Policy and Trade of 
the Committee on International Rela- 
tions, House of Representatives, 
Ninety-fifth Congress, second session 
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Pipeline accident report : UGI Corpora- 
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*Ultra-violet rays — Physiological effect. 
Wavelength dependence of ultraviolet- 
enhanced reactivation and induction of 
mammalian viruses /, 78-17594 
*Ultrafiltration. 
Development of ultrafiltration and inor- 
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Sources : proceedings of a conference 
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Ultrasonics. 
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Effects and 
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Symposium on Biological Effects and 
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Sources : proceedings of a conference 
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1977 /, 78-13515 
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Certification and use of acidic potassium 
dichromate solutions as an ultraviolet 


absorbance standard SRM 935 /, 78- 
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Observations of the ultraviolet spectral 
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Standard reference materials, certifica- 
tion and use of acidic potassium 
dichromate solutions as an ultraviolet 
absorbance standard - SRM 935., 78- 
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Umatalla Indian Reservation, Ore. 

Umatilla Indian Reservation land con- 
solidation, development, and __ in- 
heritance of trust : hearing before the 
United States Senate, Select Commit- 
tee on Indian Affairs, Ninety-fifth Con- 
gress, first session, on S. 470 ... $.471 
... July 5, 1977., 78-5594 

*Umatilla Indians — Land tenure. 

An act pertaining to the inheritance of 
trust or restricted lands on the Umatil- 
la Indian Reservation., 78-16415 


Pertaining to land consolidation and 
development on the Umatilla Indian 
Reservation report to 


accompany 
H.R. 2539.,  78-10152 


Pertaining to the inheritance of trust or 
restricted lands on the Umatilla Indian 
Reservation report to accompany 

H.R. 2540.,  78-10153 
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mental impact statement : final., 78- 
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Grande Ronde Planning Unit, a land 
management plan., 78-16658 
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resource plan 

Forest., 78-22720 


Land management plan for the Umpqua 
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: timber 
Umpqua _ National 
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Umpqua River entrance, Oregon., 78- 
25216 


*Uncompahgre River watershed. 

Draft environmental statement proposed 
domestic livestock grazing program for 
the Uncompahgre basin resource area., 
78-11591 


Uncompahgre basin resource area., 78- 
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Underdeveloped areas. 
Communist states and developing coun- 


tries, aid and trade., 78-21891, 78- 
21892 


Planning for internal migration : a review 
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countries., 78-112 


United States energy policy toward 
developing countries : hearing before 
the Subcommittees on _ International 
Security and Scientific Affairs and on 
International Economic Policy and 
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tional Relations, House of Representa- 
tives, Ninety-fifth Congress, first ses- 
sion, October 28, 1977., 78-16260 
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developed areas: planning guidelines 
developed in conjunction with a case 
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78-15921 


Underdeveloped areas — Economic policy — 
Addresses, essays, lectures. 
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*Underdeveloped areas — Education. 
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Department of State and other Federal 
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*Underdeveloped areas — Housing. 
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*Underdeveloped areas —- Investments, 
Foreign. 
An analysis of U.S. foreign direct invest- 
ment policy and economic develop- 
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Underdeveloped areas — Investments, 
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The labor surplus policy : is it effective 
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for economic growth and 
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of the Executive Seminar on Employ- 
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Progress and problems in improving the 
availability of primary care providers 
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cial and economic change in develop- 
ing countries : a new direction for U.S. 
assistance : report to the Congress of 
the United States /, 78-17354 
Underdeveloped areas — Standardization — 

Congresses. 

Standardization in support of develop- 
ment : proceedings of a seminar held 
at the National Bureau of Standards, 
Gaithersburg, Maryland, October 17- 
18,1977 /, 78-19753 

Underdeveloped areas — Statistics — 
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Selected economic data for the less 
developed countries., 78-26520, 78- 
26521 


Underdeveloped areas — Statistics, Vital. 
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developed countries /, 78-25013 


*Underdeveloped areas — Unemployed. 
Manpower and employment development 
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Underdeveloped areas — Urbanization. 
The challenge of meeting shelter needs 
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Address by the Honorable Henry A. 
Kissinger, Secretary of State, before 
the fourth ministerial meeting of the 
United Nations Conference on Trade 
and Development, Nairobi, 
May 6, 1976., 78-18396 
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Work-sharing initiatives at home and 
abroad /, 78-21722 
*Underemployment — United States. 
Work-sharing initiatives at home and 
abroad /, 78-21722 
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Subsurface exploration methods for soft 
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Tunneling - the state of the industry /, 
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Threshold test ban and peaceful nuclear 
explosion treaties : hearings before the 
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Committee on Foreign Relations and 
the Subcommittee on Arms Control, 
Oceans, and International Environment 
of the Committee on Foreign Rela- 
tions, United States Senate, Ninety- 
fifth Congress, first session, on Execu- 
tive N, 94th Cong., 2d sess. ..., 78- 
12090 


Treaties on the limitation of underground 
nuclear weapon tests 
derground nuclear 
peaceful purposes., 


and on un- 
explosions for 

78-12454 

Underground nuclear explosions — 

Addresses, essays, lectures. 

Ratification recommended for treaties 
with U.S.S.R. restricting nuclear test- 
ing : following are statements by Paul 
C. Warnke, Director, Arms Control 
and Disarmament Agency and Philip 
C. Habib, Under Secretary of State for 
Political Affairs, made before the 
Senate Committee on Foreign Rela- 
tions on July 28., 78-9499 

Underground nuclear explosions — 

Environmental aspects. 

Final environmental impact statement : 
Nevada Test Site, Nye 
Nevada., 78-325 

Nevada Test Site, Nye County, Nevada : 


final environmental impact statement., 
78-325 


County, 


*Underground utility lines. 

Accommodation of utility plant within 
the rights of way of urban streets and 
highways., 78-22071 

*Underground utility lines — Safety 
measures — Addresses, essays, lectures. 

Remarks /, 78-18559 


*Undertakers and undertaking — Law and 
legislation — United States. 

Funeral industry practices : final staff re- 
port to the Federal Trade Commission 
and proposed trade regulation rule (16 
CFR part 453), 78-20994 

*Underwater acoustics. 

Implantable acoustic-beacon automatic 

fish-tracking system /, 78-18099 
Underwater acoustics — Congresses. 

International Workshop on _ Low- 
Frequency Propagation and Noise, 
Woods Hole, Massachusetts, 14-19 Oc- 
tober, 1974., 78-6503 

Low-frequency propagation and noise., 
78-6503 

Underwater acoustics — Instruments. 

Deep sea acoustic release transponder, 
model 096R, 78-10588 

Instrument fact sheet., 78-10588 


*Underwater acoustics — Measurement. 
Phase-difference processing incorporat- 
ing time-alignment and time-compres- 
sion techniques /, 78-25349 
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Morphological analysis of underwater 
sensing for Coast Guard applications /, 
78-26639, 78-26640 

Morphological analysis of underwater 
sensing for Coast Guard applications : 
appendix C /, 78-26641 

*Underwater exploration — United States. 

Underwater recreation., 78-16820 


Underwater physiology. 

United States underwater 

Sstatistics., 78-22915 
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78-8600, 78-19675 

*Unemployed. 

Jobs search of the unemployed, May 
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*Unemployed — California. 

Comprehensive employment and training 
act : hearing before the Subcommittee 
on Employment Opportunities of the 
Committee on Education and Labor, 
House of Representatives, Ninety-fifth 
Congress, first session Oakland, 
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*Unemployed — United States. 

Addressing continuing high levels of 
unemploymennt : an interim report to 
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ments report to accompany H.R. 
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Creating jobs through construction of 
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force., 78-714 


Employment perspective : job loss and 
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ment and training act : message from 
the President of the United States ..., 
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If imports cost you your job, apply for 
worker adjustment assistance., 78- 
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vestment act : joint hearings before the 
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tation, House of Representatives, 
Ninety-fifth Congress, first session, 
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vice jobs : report /, 78-13321 
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for Manpower Policy., 78-16120 
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ties : hearing before the Subcommittee 
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fifth Congress, first session, January 
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study /, 78-2253 
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1799] 

Presentation by the Honorable Ray 
Marshall, Secretary of Labor, at the 
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Remarks prepared for delivery by Under 
Secretary of Labor Robert J. Brown 
before the American Men’s Club, 
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Geographic profile of employment and 
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Labor force and unemployment /, 78- 
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: a chartbook 


for labor-manage- 
ment relations : part 2, unfair labor 
practices : a video-assisted basic super- 
vision course., 78-8129 
Unfair labor practices — United States — 
Indexes. 
Classified index of dispositions of ULP 
charges, 78-3601 
Classified index of dispositions of ULP 
charges by the General Counsel of the 
National Labor Relations Board., 78- 
3601 
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*Unified operations (Military science) 

Full committee consideration of repro- 
graming action on FY 78-25 P/A, 
stategic air command digital network 
(SACDIN) program and reprograming 
action no. FY 78-26 N, battleground 
exploitation and target acquisition 
(BETA) project /, 78-19030 


Uniformed Services University of the Health 

Sciences. 

Department of Defense appropriations 
for 1978 : hearings before a subcom- 
mittee of the Committee on Ap- 
propriations, House of Representatives, 
Ninety-fifth Congress, first session ..., 
78-964 


Hearings on the need for continuation of 
the Uniformed Services University of 
the Health Sciences, before the In- 
vestigations Subcommittee of the Com- 
mittee on Armed Services, House of 
Representatives, Ninety-fifth Congress, 
first session, March 16, 24, and 29, 
1977., 78-2245 


Need for continuation of the Uniformed 
Services University of the Health 
Sciences : report of the Subcommittee 
on Investigations of the Committee on 
Armed Services, House of Representa- 
tives, with dissenting views, Ninety- 
fifth Congress, first session., 78-968 


*Uniforms, Civil — United States. 
Survey of clothing requirement for 
uniformed law enforcement officers /, 
78-19741 


Uniforms, Military. 
The eagle, globe, and anchor, 1868-1968 
/, 78-4514 


Military clothing and textiles required for 
war reserves can be reduced : Defense 
Logistics Agency, Department of 
Defense : report to the Senate Com- 
mittee on Appropriations /, 78-4765 


*Unit pricing — United States. 
Consumer awareness and use of unit 
pricing /, 78-22782 


Unit price standards handbook /, 78- 
10818, 78-10819 


United Arab Emirates. 


Background notes., 78-24296 


78-24296 


United Brotherhood of Carpenters and 

Joiners of America. 

Mortality experience of the AFL-CIO 
United Brotherhood of Carpenters and 
Joiners of America, 1969-1970 and 
1972-1973 /, 78-21304 


United Daughters of the Confederacy. 
An act granting an extension of patent to 


the United Daughters of the Con- 
federacy., 78-5880 


United Arab Emirates, 





Design patent of the United Daughters of 
the Confederacy : report to accom- 
pany S. 810., 78-5798 


Granting an extension of patent to the 
United Daughters of the Confederacy : 
report to accompany S. 810., 78- 
5899 


United Kingdom. 


Background notes., 78-11813 


United Kingdom, 78-11813 


United Nations. 
Proposals for United Nations reform : re- 
port /, 78-19116 


Public attitudes toward the U.N. : hear- 
ing before the Subcommittee on Inter- 
national Operations of the Committee 
on Foreign Relations, United States 
Senate, Ninety-fifth Congress, first ses- 
sion ... July 27, 1977., 78-14322 


Reform and restructing of the United 
Nations system., 78-19116 


United Nations. Commission on Human 

Rights. 

Review of the United Nations 33d Com- 
mission on Human Rights : hearing be- 
fore the Subcommittee on _ Interna- 
tional Organizations of the Committee 
on International Relations, House of 
Representatives, Ninety-fifth Congress, 
first session, May 19, 1977., 78-1083 

United Nations — Economic assistance. 

Trust fund for Africa agreement 
between the United States of America 
and the United Nations 
Washington June 17, 
26462 


signed at 
1976., 78- 


United Nations. General Assembly. Special 
Session, 1978. 
U.N. special session on disarmament 
hearing before the Subcommittee on 


Arms Control, Oceans, and Interna- 
tional Environment of the Committee 
on Foreign Relations, United States 
Senate, Ninety-fifth Congress, second 
session ... April 13, 1978., 78-22466 
UNGA Special Session on Disarmament 
/, 78-21925 
United Nations — Officials and employees. 
Greater U.S. government efforts needed 
to recruit qualified candidates for em- 
ployment by U.N. organizations : De- 
partment of State and other Federal 
agencies : report to the Senate Com- 
mittee on Governmental Affairs /, 
78-4739 
United Nations — United States. 
Report on the United Nations, 
26442 


78- 


U.S. participation in the UN; report by 
the President to the Congress., 78- 
26442 





December 1978 


United Nations Conference on Science and 

Technology for Development, 1979. 

U.S. preparation for the 1979 U.N. Con- 
ference on Science and Technology for 
Development : hearing before the Sub- 
committee on Science, Technology, 
and Space of the Committee on Com- 
merce, Science, and Transportation, 
United States Senate, Ninety-fifth Con- 
gress, first session December 15, 
1977., 78-19069 

United Nations Conference on the Law of 
the Sea. 

Deep seabed minerals resources, 
diplomacy, and strategic interest /, 
78-16259 

United Nations Conference on the Law of 

the Sea, 3d, New York, N.Y., etc, 1973- 

Law of the Sea Conference : status re- 
port : hearing before the Committee 
on International Relations, House of 
Representatives, Ninety-fifth Congress, 
first session, July 25, 1977., 78- 
16258 


Results of the third Law of the Sea Con- 
ference, 1974 to 1976 : Department of 
State : report to the Congress /, 78- 
1797 

Review of the Third Law of the Sea Con- 
ference, together with dissenting views 
: special oversight report /, 78-16285 

United Nations Conference on the Law of 

the Sea, 3d, New York, N.Y., etc., 1973- 

Status report on law of the sea con- 
ference : Hearing before the Subcom- 
mittee on Public Lands and Resources 
of the Committee on Energy and Natu- 
ral Resources, United States Senate, 
Ninety-fifth Congress, first session ..., 
78-12081 

United Nations Educational, Scientific and 

Cultural Organization. 

UNESCO and the U.S. National Com- 
mission for UNESCO 
ments., 78-9490 


basic docu- 


United Nations Educational, Scientific, and 
Cultural Organization — Addresses, 
essays, lectures. 

Goals for UNESCO : following is a state- 
ment /, 78-18404 

United Spanish War Veterans. 

National Encampment, United Spanish 
War Veterans., 78-16321 

Proceedings of the stated convention of 
the National Encampment, United 
Spanish War Veterans., 78-16321 

*United States. 

Mental health statistical note., 78-7141 

United States. Adjutant General’s Office — 
Rules and practice. 

The Adjutant General's 
20231 


Office., 78- 
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United States. Administration for Children, 

Youth, and Families. 

Administration for Children, Youth, and 
Families need to better use its 
research results and clarify its role : re- 
port to the Congress /, 78-15355 

United States. Administration on Aging — 

Bibliography. 

Publications of the 
Aging., 78-15390 


United States. Administration on Aging — 

Records and correspondence. 

Actions needed to improve the nutrition 
program for the elderly 
13322 

*United States — Administrative and 
political divisions. 

Guide to. the 1972 census of govern- 
ments., 78-22955 


Administration on 


: report /, 78- 


1972 census of governments., 78-22955 


United States. Administrative Conference. 
Code of Federal regulations., 78-23690 


General provisions, 78-23690 


Report - Administrative Conference of 
the United States., 78-24427 
United States. Administrative Conference — 
Appropriations and expenditures. 
An act to amend the Administrative 
Conference act., 78-24788 
Administrative Conference act : hearing 
before the Subcommittee on Adminis- 
Rela- 
tions of the Committee on the Judicia- 
ry, House of Representatives, Ninety- 
fifth Congress, first session, on H.R 
7662 ... July 26, 1977., 78-19182 


trative Law and Governmental 


Administrative Conference authorization 
: hearing before the Subcommittee on 
Administrative Practice and Procedure 
of the Committee on the Judiciary, 
United States Senate, Ninety-fifth Con- 
gress, first session, on S. 1792 ... Au- 

gust 2, 1977., 78-5620 


Amendment of the Administrative Con- 
ference Act : 
1792., 


report to accompany S 
78-10215 


Authorizing appropriations for the Ad- 
ministrative Conference of the United 
States H.R. 
7662., 


report to 
78-5797 


accompany 


United States. Administrative Office of the 

United States Courts. 

Annual report of the director of the Ad- 
ministrative Office of the United States 
Courts., 78-21689, 78-21690 

United States. Advisory Commission on 

Information. 

Report - United States Advisory Com- 
mission on Information., 78-14230, 
78-14231 
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United States. Advisory Commission on 
International Educational and Cultural 
Affairs. 

Annual report on closed meetings, 78- 
24428 


Report - Advisory Commission on Inter- 
national Educational and Cultural Af- 
fairs., 78-14234, 78-14235 


Report - United States Advisory Com- 
mission on International Educational 
and Cultural Affairs., 78-24428 


78-14235 


United States. Advisory Committee on 
International Intellectual Property. 
Annual report - Advisory Committee on 

International Intellectual Property., 
78-26454 


United States. Advisory Committee on the 
Law of the Sea. 
Annual report - Advisory Committee on 
the Law of the Sea., 78-24299 


United States. Advisory Committee on 

Timber Sales Procedure. 

Timber sales bidding procedures 
hearings before the Subcommittee on 
Public Lands and Resources of the 
Committee on Energy and Natural 
Resources, United States Senate, 
Ninety-fifth Congress, first session, on 
S. 1360 ..., 78-1023 


United States. Advisory Committee to 
United States Section, International North 
Pacific Fisheries Commission. 

Annual report - Advisory Committee to 
United States Section, International 
North Pacific Fisheries Commission., 
78-21927 


United States. Advisory Panel on 
International Law. 
Annual report - Secretary’s Advisory 
Panel on _ International Law., 78- 
26455 


United States. Agency for Consumer 

Advocacy. 

Agency for Consumer Protection 
hearings before a subcommittee of the 
Committee on Government Opera- 
tions, House of Representatives, 
Ninety-fifth Congress, first session, on 
H.R. 6118 ... April 20 and 21, 1977., 
78-1038 


Unfinished agenda, 


United States. Agency for International 

Development. 

For a better world : AID’s partnership 
with private and voluntary organiza- 
tions /,  78-21977 

Legislative changes urged in loan pro- 
gram of the Agency for International 
Development : report to the Congress 
/, 78-11123 


Need to improve AID’s project manage- 
ment and contracting practices and 


procedures : report /, 78-13333 
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Rethinking United States foreign policy 
toward the developing world : hearings 
before the Committee on International 
Relations and its Subcommittee on In- 
ternational Development, House of 
Representatives, Ninety-fifth Congress, 
first session ... August 4, October 12, 
and November 1, 1977., 78-14369 


Status of foreign currency funds ad- 
ministered by the Agency for Interna- 
tional Development., 78-24314 


A survey of A.I.D. educational coopera- 
tion with developing countries., 78- 
24315 


U.S. participation —_in 
agricultural research 
Congress /, 78-11125 


United States. Agency for International 
Development — Appropriations and 
expenditures. 

Improved management needed over the 
Agency for International Develop- 
ment’s operating costs., 78-13331 

United States. Agency for International 
Development — Bibliography. 

A.I.D. research and development ab- 
Stracts., 78-3680 


United States. Agency for International 
Development — Directories — Telephone. 
Telephone directory. Dept. of State, 

Agency for International Development, 
Arms Control and Disarmament Agen- 
cy, Overseas Private Investment Cor- 
poration., 78-14009, 78-14010, 
78-14011, 78-26441 


United States. Agricultural Marketing 
Service — Bibliography. 
Informaion available from USDA's 
Agricultural Marketing Service., 78- 
22761 


Marketing information from USDA., 
78-16730 


United States. Agricultural Marketing 
Service. Dairy Division — Employees. 
Dairy Division : listing of key personnel., 

78-14808 

United States. Agricultural Research 
Center. 

Welcome to the Agricultural Research 
Center., 78-92 


United States. Agricultural Research 

Service. 

Agricultural Research Service of United 
States Department of Agriculture., 
78-12407 

The Beltsville Agricultural 
Center, Beltsville, Maryland 
tion & program., 78-16721 

Know your Agricultural Research Ser- 
vice., 78-10309 


Management of agricultural research 
need and opportunities for improve- 


international 
: report to the 


Research 
: Organiza- 
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ment : Department of Agriculture : re- 
port to the Joint Economic Committee 
/, 78-6899 


United States. Agricultural Research Service 
— Employees. 
Chemists in the Agricultural Research 
Service., 78-6215 


Soil, water, air sciences directory., 78- 
14791, 78-14792 


United States. Agricultural Stabilization and 
Conservation Service. 
The Agricultural Stabilization and Con- 
servation Service., 78-10457 


Compilation of statutes relating to soil 
conservation, set aside, acreage diver- 
sion, marketing quotas and allotments, 
wheat certificates, Commodity Credit 
Corporation, price support, export and 
surplus removal, Public Law 480, crop 
insurance, sugar payments and quotas, 
marketing agreements and _ orders, 
school lunch, child nutrition, food 
stamp, and_ related statutes., 78- 
19514 


United States. Agricultural Stabilization and 
Conservation Service. Caribbean Area 
Office. 

Annual report of Carribean Area Office, 
United States Department of Agricul- 
ture, Agricultural Stabilization and 
Conservation Service., 78-19599 


Caribbean 
19599 


United States. Agricultural Stabilization and 
Conservation Service — Officials and 
employees. 

Extending certain benefits to former em- 
ployees : report to accompany S. 408., 
78-24908 


area, annual report, 78- 


Extension of certain benefits to former 
employees of county committees 
hearing before the Subcommittee on 
Civil Service and General Services of 
the Committee on Governmental Af- 
fairs, United States Senate, Ninety-fifth 
Congress, second session, on S. 408 ... 
March 17, 1978., 78-22477 


United States. Agricultural Trade Office. 
Agricultural export trade expansion act 
of 1978 report to accompany S. 
3447., 78-27097 


Agricultural trade act of 1978 : hearings 
before the Subcommittee on Depart- 
ment Investigations, Oversight, and 
Research of the Committee on 
Agriculture, House of Representatives, 
Ninety-fifth Congress, second session 
... February 28, March 1, and May 31, 
1978., 78-24558 


Agricultural trade act of 1978 : report 
together with dissenting and supple- 
mental views to accompany H.R. 
19584 /, 78-26951 





United States — Air defenses. 

An act to authorize appropriations dur- 
ing fiscal year 1978, in addition to 
amounts previously authorized, for 
procurement of aircraft and missiles 
for the Navy and the Air Force and for 
research, development, test, and 
evaluation for the Air Force and 
Defense agencies, and for other pur- 
poses., 78-8446 

*United States — Air defenses, Military. 

ADA operations and __ intelligence 

assistant., 78-20199 


ADA signal operatons battalion., 78- 
20182 


The air cavalry combat brigade., 78- 
23097 


Commander’s manual : ADA operations 
and intelligence assistant [{ MOS 16B], 
78-20199 


Counterforce issues for the U.S. strategic 
nuclear forces /, 78-12202 


Defense : development of an advanced 
surface-to-air missile system 
memorandum of understanding 
between the United States of America 
and the Federal Republic of Germany 
signed at Washington and Bonn July 
16 and 22, 1976., 78-15867 


Defense : region operations control cen- 
ters : ageement between the United 
States of America and Canada, signed 
at Ottawa and Washington, March 5 
and April 11, 1977., 78-26506 


Development of an advanced surface-to- 
air missile system., 78-15867 


US Army air defense artillery employ- 


ment, Hawk., 78-6477 


*United States — Air defenses, Military — 
Maintenance and repair — Handbooks, 
manuals, etc. 

Light air defense systems maintenance 
chief, MOS 27G, skill level 4 : soldier's 
manual., 78-12673 


United States. Air Force. 
Aerospace safety., 78-3088 
Air power in three wars [WWII, Korea, 
Vietnam] /, 78-16958 


Cognitive pretraining of the T-37 over- 
head traffic pattern : final report for 
period May 1974 - June 1975 /, 78- 
20414 


Development and validation of the Air 
Force technical training student survey 
: interim report for period March 1973 
- February 1977 /, 78-20438 

Investigation of electronic generation of 
visual images for Air Force technical 
training interim report for period 
May 1974 - October 1975 /, 78- 
20416 





December 1978 


Perceptions of equal opportunity and 
race relations among military person- 
nel /, 78-4529 


United States Air Force management 
process., 78-25352 


USAF management process., 78-25352 


United States. Air Force — Accounting. 
The Air Force audit agency can be made 


more effective : report to the Congress 
/, 78-6921 


Loss of accounting integrity in Air Force 
procurement appropriations : report to 
the House Committee on Appropria- 
tions report of the Comptroller 
General of the United States., 78- 
13234 


United States. Air Force — Accounting — 
Periodicals. 


The Air Force comptroller., 78-3093 


United States. Air Force — Afro-Americans 
— History. 
The Air Force integrates, 1945-1964 /, 
78-10853 


United States. Air Force — Air police. 
Screening for entry into the security po- 
lice career field final report for 
period January 1974 - December 1977 
/, 78-15215 


United States. Air Force — Airmen. 

Airman job performance estimated from 
task performance rating : final report 
for period January 1968 - December 
1972 /, 78-4534 


Airman job performance estimated from 
task performance ratings : final report 
for period January 1968 - December 
1972 /, 78-15189 


Assessment location preference of air- 
men : final report for period 1 March 
1974 - 30 June 1975 /, 78-15134 


Background and interest measures as 
predictors of success in undergraduate 
pilot training : [errata], 78-4522 

Background and interest measures as 
predictors of success in undergraduate 
pilot training : final report for period 
28 August 1972 - Dec. 1975 /, 78- 
4524, 78-15160 


Development of physical demand profiles 
for four airman career ladders : in- 
terim report for period | July 1972 - | 
November 1974 /, 78-15146 


Factors related to the 
disciplinary actions 
personnel /, 78-4521 

Project constant growth, pilot attitudes : 
final report for period October 1975 - 
July 1975 /, 78-4551 


Relation of airmen job attitudes to par- 
ticipation in sports and leisure activi- 
ties : interim report for period | July 
1974 - 30 June 1975 /, 78-15145 


incidence of 
among. enlisted 
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Review of an Air Force job satisfaction 
research project : status report through 
September 1976 final report for 
period | July 1971 30 September 
1976 /, 78-4537, 78-15191 

Similarities and differences among su- 
perior, marginal, and eliminated un- 
dergraduate pilot training students : in- 
terim report for period January 1974 - 
October 1974 /, 78-15163 

United States. Air Force — Airmen — 

Ability testing. 

Comparison of test retest results of male 
and female enlistees on the Armed ser- 
vices vocational aptitude battery : final 
report for period July 1974 - October 
1975 /, 78-15177 


Task factor benchmark scales for train- 
ing priority analysis : overview and 
developmental phase for administra- 
tive/general aptitude area : interim re- 
port for period | November 1974 - 30 
November 1975 /, 78-15166 


United States. Air Force — Appointment, 
qualifications, tenure, etc. 

Longitudinal inferences of job attitude 
and tenure relationships from cross- 
sectional data interim report for 
period 1 October 1974 - 31 March 
1976 /, 78-15178 


United States. Air Force — Appointments 
and retirements. 

Nomination of John Arnot Hewitt, Jr. : 
hearing before the Committee on 
Armed Services, United Senate, 
Ninety-fifth Congress, second session 
... February 23, 1978., 78-19035 


United States. Air Force — Appropriations 
and expenditures. 

Air force requirements for electronic 
warfare operational test and training 
equipment : report /, 78-13378 

USAF military personnel costing 
problems and approaches : final report 
for period June 1973-December 1976 
/, 78-20442 

United States. Air Force — Aviation supplies 
and stores. 

Full committee consideration of H.R. 
6954 ... H.R. 6966 ... Reprograming 
action nos. 77-44 P/A and 77-45 P/A, 
H.R. 2637, mark-up ..., 78-9896 

United States. Air Force — Barracks and 
quarters. 

Civil engineering - general, guide specifi- 
cations for military family housing 
(MFH)., 78-12776 

Guide specifications for military family 
housing (MFH)., 78-12776 

United States. Air Force — Bibliography. 

United States Air Force manuals., 78- 

13407 
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United States. Air Force — Communication 
systems. 

Analysis aptitude test for selection of air- 
men for the radio communications 
analysis specialist course develop- 
ment and validation /, 78-15213 

United States. Air Force — Computer- 
assisted instruction. 

Computer assisted instruction 
Force medical training : preliminary 
findings interim report for period 
February 1974 - March 1976 /, 78- 
20432 


United States. Air Force — Directories. 
Administrative communications, Air 
Force directory of unclassified ad- 
dresses., 78-15127 


Air Force directory of unclassified ad- 
dresses., 78-15127 


United States. Air Force — Education. 
Development of the armed services voca- 
tional aptitude battery : forms 8, 9., 
and 10 : final report for period 19 
December 1975 - 31 January 1977 /, 
78-15200 


in Air 


A job-oriented reading program for the 
Air Force development and field 
evaluation : final report for period 1 


July 1975 - 30 April 1977 /, 78- 
15202 


A job-oriented reading program for the 
Air Force development and field 
Operation : final report for period 1 
July 1975 - 30 April 1977 /, 78- 
23198 


United States. Air Force — Equipment and 
supplies. 
Air force requirements for electronic 

warfare operational test and _ training 
equipment : report /, 78-13378 

United States. Air Force — Examinations. 

Flexilevel 
final report for 
March 1977 /, 


adaptive testing paradigm 
period May 1975- 
78-2044 1 


Sociolinguistic and measurement con- 
siderations for construction of armed 
services selection batteries /, 78- 
23206 

United States. Air Force — Facilities. 

Air Force child care program activities., 
78-23194 

Consolidation of the Air Force’s environ- 
mental and radiological health labora- 
tories : Department of Defense : report 
of the Comptroller General of the 
United States., 78-1827 

Recreation : Air Force child care pro- 
gram activities., 78-23194 

United States. Air Force — Handbooks, 

manuals, ete. 

Handbook for the design and implemen- 
tation of Air Force learning center 
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programs : interim report for period 
April 1975 - September 1975 /, 78- 
20413 


United States. Air Force — History. 

Aces and aerial victories : the United 
States Air Force in Southeast Asia, 
victories, 1965-1973 /, 78-4520 

The United States Air Force in Southeast 
Asia, 1961-1973 /, 78-4517 

The United States Air Force in Southeast 
Asia, 1965-1975., 78-4520 

United States. Air Force — In-service 
training — Evaluation — Bibliography. 

Economics of on-the-job training : an- 
notated bibliography and _ literature 
review : final report for period Oc- 


tober 1974 - November 1976 /, 78- 
15195 


United States. Air Force — In-service 
training — Finance — Bibliography. 
Economics of on-the-job training : an- 

notated bibliography and _ literature 
review : final report for period Oc- 
tober 1974 - November 1976 /, 78- 
15195 


United States. Air Force — Job analysis. 
Task factor benchmark scales for train- 
ing priority analysis overview and 
developmental phase for administra- 
tive/general aptitude area : interim re- 
port for period | November 1974 - 30 
November 1975 /, 78-15166 


United States. Air Force — Job descriptions. 

Historical task analysis of C-130E per- 

sonnel : final report for the period 
June 1976 - June 1977 /, 78-20448 


Historical task analysis of C-130E per- 
sonnel : final report fore period June 
1976 - June 1977 /, 78-15130 


Potential uses of the functional account 
code (FAC) in describing job require- 
ments : final report for period March 
1974 - June 1975 /, 78-15136 


Short tour rotation indices for identifying 
airman overseas skill imbalance : final 
report for period 15 September 1974 - 


78-15159 


United States. Air Force — Job descriptions 

— Evaluation. 

Comparative analysis of the 
validity for subjective 
scales /, 78-15143 

United States. Air Force. Judge Advocate 

General. 

Annual report of the U.S. Court of Mili- 
tary Appeals and the Judge Advocates 
General of the Armed Forces and the 
General Counsel of the Department of 
Transportation pursuant to the uniform 
code of military justice., 78-20009 

Annual report submitted to the Commit- 
tees on Armed Services of the Senate 


15 September 1975 /, 


relative 


time rating 
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and the House of Representatives and 
to the Secretary of Defense and Secre- 
tary of Transportation and the Secreta- 
ries of the Departments of the Army, 
Navy, and Air Force pursuant to the 
Uniform Code of Military Justice., 
78-20009 


United States. Air Force — Management. 
United States Air Force management 
process., 78-25352 


USAF management process., 78-25352 


United States. Air Force — Medical care. 

Comparative analysis of nurse and medi- 
cal service personnel : final report for 
period 2 January 1974 - 31 July 1975 
/, 78-4528 

United States. Air Force — Medical 
examinations. 

Characteristics of medically disqualified 
airman applicants in calender years 
1973 and 1974 /, 78-15970 

Development of an enlisted psychomo- 
tor/perceptual test battery : final re- 
port for period June 1972 - July 1975 
/, 78-15141 


United States. Air Force — Military 
construction operations. 
Civil engineering - general, guide specifi- 
cations for military family housing 
(MFH)., 78-12776 


Comparative occupational survey of 
USAF civilian and military members in 
three civil engineering specialites 
final report for period 1 October 1975 
- 31 August 1977 /, 78-15214 

Guide specifications for military family 
housing (MFH)., 78-12776 

United States. Air Force — Military 

construction operations — Periodicals. 

Air Force engineering & services quar- 
terly., 78-3091 

Engineering and services quarterly, 78- 
3091 

United States. Air Force — Non- 

commissioned officers. 

Development of a senior NCO promotion 
system final report for period 17 
March 1975 - 30 April 1976 /, 78- 
15180 


Senior noncommissioned officers’ APR 
opinion survey : final report for period 
1 March 1972 - 7 December 1976 /, 
78-4546 
United States. Air Force. Office of 
Comptroller. 
The Air Force audit agency can be made 
more effective : report to the Congress 
/, 78-6921 
United States. Air Force — Officer efficiency 
reports. 
Comparisons between abbreviated and 
controlled officer effectiveness reports 





: final report for period 15 December 
1975 i 31 March 1976 /, 78-15182 
Officer effectiveness report development 
- 1971 through 1972 : final report for 
period 18 November 1970 - 30 April 
1974 /, 78-4532 

Officer effectiveness report development 
- 1971 through 1972 : interim report 
for period 18 November 1970 - 30 
April 1974 /, 78-15186 

Report on the 1975 officers’ OER 
opinion survey : final report for period 
July 1975 - August 1976 /, 78-15203 

United States. Air Force — Officers. 

Determination of officer grade require- 
ments by management engineering 
teams : final report for period 1 Au- 


gust 1974 - 31 December 1975 /, 78- 
15151 


Matching job education 
with candidates’ 
ments 


requirements 

educational attain- 

: a pilot methodological study : 
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sideration of S. 1306 : report to ac- 
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pany S. Res. 286., 78-5981 


Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
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company S. Res. 546., 78-27114 


Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 2083 : report to ac- 
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Armed Forces : report together with 


supplemental views to accompany S. 
274 /, 78-24700 


relating to H.R. 8647, to 
establish a ceiling for payments to 
physicians under campus [i.e. CHAM- 
PUS], before the Military Personnel 
Subcommittee of the Committee on 
Armed Services, House of Representa- 
tives, Ninety-fifth Congress, first ses- 
sion, May 17, June 26, and October 
13, 1977., 78-8239 


Testimony 


U.S. tactical air forces : overview and al- 
ternative forces fiscal years, 1976-81 /, 
78-19257 


Uniformed services personnel travel and 
transportation., 78-4418 

What Defense says about issues in 
Defense Manpower Commission report 
: a summary : Department of Defense : 
report to the Congress /, 78-1752 

United States — Armed Forces — Afro- 

Americans. 

Changes in black and white perceptions 
of the army’s race relations/equal op- 
portunity programs— 1972 to 1974 /, 
78-4444 
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*United States — Armed Forces — 
Appointments and retirements. 
The 20-year military retirement system 
needs reform : report to the Congress 
/, 78-13255 
United States — Armed Forces — 
Appropriations and expenditures. 
Authorizing appropriations during the 
fiscal year 1978 for procurement of 
aircraft and missiles, and research, 
development, test, and evaluation for 
the Armed Forces, and for other pur- 


poses : report to accompany S. 1863., 
78-5961 


Fiscal year 1978 supplemental military 
authorization hearings before the 
Subcommittee on Research and 
Development of the Committee on 
Armed Services, United States Senate, 
Ninety-fifth Congress, first session, on 
S. 1683 ..., 78-5510 


United States — Armed Forces — Aviation 
supplies and stores — Costs. 

Determining requirements for war 
reserve spares and repair parts : im- 
portance of the wartime planning 
process : report /, 78-25808 

*United States — Armed Forces — Barracks 
and quarters. 


The bachelor military tenant., 78-20011 


The family military tenant., 78-20013 


Large savings possible in mortgage in- 
surance premium payment system 
Departments of Defense and Housing 
and Urban Development 


: report to 


the Congress /, 78-6918 


The military services are constructing un- 
needed family housing : report to the 
Congress /, 78-11101 


Savings possible through further design 
standardization of bachelor enlisted 
quarters : report /, 78-13354 


United States — Armed Forces — 
Bibliography. 


Armed forces., 78-371 


*United States — Armed Forces — 

Buildings. 

Military construction standards should be 
updated to better meet user needs and 
save money : report /, 78-17355 

*United States — Armed Forces — Data 
processing. 

DAAS : Defense automatic addressing 
system., 78-12581 


Defense automatic addressing system., 
78-12581 


United States — Armed Forces — Education. 
Summary of research findings on the 
military general educational develop- 
ment program /, 78-4530, 78-15183 
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*United States — Armed Forces — 
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Centrifugals, separators and filters., 78- 
16939 


Emergency power generators used ana 
managed inefficiently by Department 
of Defense., 78-15360 


Movement of military impedimenta by 
commercial carriers., 78-4338 
*United States — Armed Forces — 
Equipment — Maintenance and repair. 
Procurement quality assurance for main- 
tenance and overhaul of major items 
and components : appendix B., 78- 
23079 
*United States — Armed Forces — 
Equipment — Quality control. 
Procurement quality assurance for main- 
tenance and overhaul of major items 
and components : appendix B., 78- 
23079 
*United States — Armed Forces — Europe. 
Benefits and problems associated with 
improving the ratio of U.S. combat 
troops to military support personnel in 
Europe : report to the Congress /, 
78-25809 


Nato and U.S. security : report of the 
Committee Delegation to NATO /, 
78-967 


Report on overseas military banking 
facilities : report of the chairman of 
the Subcommittee on General Over- 
sight and Renegotiation of the Com- 
mittee on Banking, Finance, and 
Urban Affairs, House of Representa- 
tives, 95th Congress, second session., 
78-19041 


United States — Armed Forces — 

Examinations. 

Comprehensive occupational data analy- 
sis programs (CODAP) : use of REX- 
ALL to identify divergent raters., 78- 
6526 


Simulated and empirical studies of flex- 
ilevel testing in Air Force technical 
training courses /, 78-6535 


*United States — Armed Forces — Facilities. 

Armed Forces recreation areas travel 
guide., 78-20016 

DOD problems in joining civilian sewer 
systems : report /, 78-25798 

Military construction standards should be 
updated to better meet user needs and 
save money: report /, 78-17355 

Questionable practices of the military 
minor construction program., 78- 
13344 


Recreation 
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areas travel guide., 78- 


Storage and warehousing facilities and 
services., 78-25102 
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Costs of the all-volunteer force : hearing 
before the Subcommittee on Man- 
power and Personnel of the Committee 
on Armed Services, United Siates 
Senate, Ninety-fifth Congress, second 
session, February 6, 1978., 78-24573 

Defense manpower and the all-volunteer 
force : hearings before the Task Force 
on National Security and International 
Affairs of the Committee on the 
Budget, House of Representatives, 
Ninety-fifth Congress, first session, 
July 12 end 13, 1977., 78-986 


*United States — Armed Forces — Finance 
— Handbooks, manuals, etc. 
Accounting and finance manual., 78- 
12640, 78-12641, 78-12642, 78- 
16941, 78-20130 


*United States — Armed Forces — Foreign 
countries. 
Japanese public opinion on U.S. troops 
in Korea and related Korean issues., 
78-11597 


Movement of household goods : hearings 
before the Subcommittee on Merchant 
Marine and Fisheries, House of 
Representatives, Ninety-fifth Congress, 
second session January 25, 26, 
1978., 78-26842 

*United States — Armed Forces — Fuel. 
Procedures for the management of 
petroleum products., 78-12632 
United States — Armed Forces — Fuel — 
Periodicals. 
DFSC fuel line., 78-3012 


78-3012 


United States — Armed Forces — 
Handbooks, manuals, etc. 
Maintenance of waterfront facilities., 
78-25106 


Solid waste management., 


Fuel line, 


78-25105 


*United States — Armed Forces — Korea. 

Review of the policy decision to 
withdraw United States ground forces 
from Korea : report of the Investiga- 
tions Subcommittee of the Committee 
on Armed Services, House of 
Representatives, with dissenting and 
supplementary [sic] views, Ninety-fifth 
Congress, second session., 78-19031 

United States — Armed Forces — Medals, 
badges, decorations, etc. 

Establishing a uniform standard for 
awarding the Gold Star lapel button : 
report to accompany H.R. 6966., 78- 
5770 

Full committee consideration of H.R. 
6954 ... H.R. 6966 ... Reprograming 


action nos. 77-44 P/A and 77-45 P/A, 
H.R. 2637, mark-up ..., 78-9896 


Page I-2480 





Subject Index 


Hearing on H.R. 6966, to amend title 10 
of the United States code to provide a 
more equitable standard for awarding 
the gold star lapel button, before the 
Military Personnel Subcommittee of 
the Committee on Armed Services, 
House of Representatives, Ninety-fifth 
Congress, first session, September 15, 
1977., 78-5504 


United States — Armed Forces — Medical 
care. 

Amending title 10 of the United States 
Code, to establish a ceiling for pay- 
ments to physicians under CHAMPUS 
: report to accompany H.R. 8647., 
78-5838 

Annual report of the Surgeon General, 
78-23 167 


Annual report, the Surgeon General, 
United States Army., 78-23167 


CHAMPUS basic program., 78-8665 


CHAMPUS contractors CHAMPUS, 
civilian health and medical program of 
the uniformed services., 78-6369 


CHAMPUS program for the handicapped 
: CHAMPUS, civilian health and medi- 
cal program of the uniformed services., 
78-8664 


CHAMPYVA : civilian health and medical 
program of the Veterans Administra- 
tion : VA health benefits services for 
dependents and survivors., 78-8128 


Commander’s manual : psychiatric spe- 
cialist., 78-195 


Full committee consideration of H.R. 
8647 ... H.R. 9713 ... reprogramming 
request no. FY 78-1 P/A, standard in- 
ertial navigation system /, 78-9901 


Information on use of Medicare reimbur- 
sement method to determine hospital 
payments under the Civilian health and 
medical program of the uniformed ser- 
vices : Department of Defense : report 
of the Comptroller General of the 
United States., 78-11117 


Loss of millions of dollars in revenue 
because of inadequate charges for 
medical care, Department of Defense : 
report to the Congress /, 78-1724 


Nursing care under the CHAMPUS basic 
program : CHAMPUS, civilian health 
and medical program of the uniformed 
services., 78-8665 


Orthopedic specialist : soldier’s manual., 
78-197 


Psychiatric 
manual., 


specialist 
78-195 


Psychiatric specialist : soldier’s manual., 
78-196 


Soldier’s manual : orthopedic specialist., 
78-197 


commander’s 
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Soldier’s manual : psychiatric specialist., 
78-196 


Soldier’s manual : X-ray specialist., 78- 
198 

X-ray specialist 
198 

United States — Armed Forces — Medical 
care — Costs. 

New strategy can improve process for 
recovering certain medical care costs : 
Department of Defense : report to the 
Congress /, 78-4716 


United States — Armed Forces — Military 
construction operations. 

An act to authorize certain construction 
at military installations for fiscal year 
1979, and for other purposes., 78- 
27032 


Before construction of military projects - 
more economic analyses needed : De- 
partment of Defense., 78-13341 

Full committee consideration of H.R. 
12602, to authorize certain construc- 
tion at military installations for fiscal 
year 1979, and for other purposes /, 
78-22394 


Hearings on H.R. 11167 (H.R. 12602), 
to authorize certain construction at 
military installations, and for other 
purposes, before Military Installations 
and Facilities Subcommittee of the 
Committee on Armed Services, House 
of Representatives, Ninety-fifth Con- 
gress, second session ..., 78-19028 


Military construction appropriation bill, 


1979 report to accompany H.R. 
12927., 78-19336, 78-24877 


: soldier’s manual., 78- 


Military construction appropriations 
conference report to accompany H.R. 
12927., 78-24782 


Military construction appropriations for 
fiscal year 1979 : hearings before a 
subcommittee of the Committee on 
Appropriations, United States Senate, 
Ninety-fifth Congress, second session., 
78-19024 


Military construction appropriations for 
1979 : hearings before a subcommittee 
of the Committee on Appropriations, 
House of Representatives, Ninety-fifth 
Congress, second session /, 78-16178, 
78-19019 

Military 
1979., 


construction 
78-19024 


Military construction authorization act, 
1979 report to accompany H.R. 
12602., 78-19316, 78-24770 


Military construction authorization fiscal 
year 1978 : hearings before the Sub- 
committee on Military Construction 
and Stockpiles of the Committee on 
Armed Services, United States Senate, 


appropriations, 





Ninety-fifth Congress, first session, on 
S. 1164 ... April 5-6, 1977., 78-5507 


Military construction authorization, fiscal 
year 1979 : hearings before the Sub- 
committee on Military Construction 
and Stockpiles of the Committee on 
Armed Services, United States Senate, 
Ninety-fifth Congress, second session, 
on S. 2636 ... April 11, 12, and 19, 
1978., 78-22396 


Military construction authorization fiscal 
year 1979 : report to accompany S. 
3079., 78-19473 

*United States — Armed Forces — 

Mebilization. 

U.S. projection forces 
scenarios, and options., 


requirements, 
78-19265 
*United States — Armed Forces — Officers. 
Attitudes of military officers toward 
promotion : interim memorandum for 
period March 1974 - September 1975 
/, 78-15154 


Attitudes of military officers toward 
promotion : interim report for period 
March 1974 - September 1975 /, 78- 
4523 


Defense officer personnel management 
act : report of the Committee on 
Armed Services, House of Representa- 
tives, to accompany H.R. 5503., 78- 
5720 


Defense officer personnel management 


act : report to accompany H.R. 5503., 
78-5721 


Hearing on H.R. 5503, DOPMA 
(Defense officer personnel manage- 
ment act) before the Military Compen- 
sation Subcommittee of the Committee 
on Armed Services, House of 
Representatives, Ninety-fifth Congress, 
first session, June 27, 1977., 78-970 


Reassignment of senior military officers 
can be managed better : report /, 78- 
15352 


*United States — Armed Forces — 
Ordnance and ordnance stores. 
Specialized ammunition and ordnance 

machinery., 78-20120 


*United States — Armed Forces — 
Ordnance and ordnance stores — Security 
measures. 

Commander’s manual : MOS 63J : quar- 
termaster equipment repairman., 78- 
20168 

Quartermaster 
MOS 633J., 


Quartermaster equipment 
MOS 63J, skill level 3 
manual., 78-4385 

Soldier’s manual : quartermaster equip- 
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3., 78-4385 


equipment 
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United States — Armed Forces — 

Organization. 

Evaluation of the Department of the 
Army’s personnel and cost estimates 
for an_ electronics research and 
development command : report of the 
Comptroller General of the United 
States., 78-6952 


Relationships between U.S. and NATO 
military command structures : need for 
closer integration : report to the Con- 
gress /, 78-6961 

United States — Armed Forces — Pay, 
allowances, etc. 

Adjustments in levels of compensation 
for members of the uniformed services 
: message from the President of the 
United States ..., 78-10086 


Compensation elements and related man- 
power cost items, their purpose and 
legislative background., 78-6368 

Defense manpower and the all-volunteer 
force : hearings before the Task Force 
on National Security and International 
Affairs of the Committee on the 
Budget, House of Representatives, 
Ninety-fifth Congress, first session, 
July 12 and 13, 1977., 78-986 


Extending the special pay provisions for 
physicians and dentists in the 
uniformed services and reinstating the 
special pay provisions for optometrists 
and veterinarians : report to accom- 
pany S. 1731., 78-5926, 78-16329 


Full committee consideration of H.R. 
583 : to amend chapter 5 of title 37, 
United States Code, to extend the spe- 
cial pay provisions for reenlistment 
and enlistment bonuses /, 78-5501 

Full committee consideration of H.R. 
8647 ... H.R. 9713 ... reprogramming 
request no. FY 78-1 P/A, standard in- 
ertial navigation system /, 78-9901 


Hearing on H.R. 7839, Extension of 
health professionals pay, before the 
Military Compensation Subcommittee 
of the Committee on Armed Services, 
House of Representatives, Ninety-fifth 
Congress, first session, June 21, 1977., 
78-5502 


Military compensation background 
papers : compensation elements and 
related manpower cost items, their 
purpose and legislative background., 
78-6368 

Military compensation should be 
changed to salary system : Department 
of Defense : report to the Congress /, 
78-4659 

Need to better inform military personnel 
of compensation changes : report to 
the Congress /, 78-23633 
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Pay and allowances of the uniformed ser- 
vices, pursuant to title 37, United 
States code (Public Law 87-649 (76 
STAT. 451)) as amended through 
June 30, 1977, and supplementary 
material : prepared for the Committee 
on Armed Services, U.S. House of 
Representatives., 78-971 


Repealing provisions of title 10, United 
States Code, which impose certain 
restrictions on enlisted members of the 
Armed Forces and on members of 
military bands : report together with 
dissenting views to accompany H.R. 
9713., 78-5836 


Special pay provisions for physicians and 
dentists in the uniformed services : 
hearing before the Committee on 
Armed Services, United States Senate, 
Ninety-fifth Congress, first session, on 
S. 1731 ... August 1, 1977., 78-8241 


Uniformed services, medical officers, 
special pay provisions : [an act extend- 
ing the special pay provisions for 
physicians and dentists in_ the 
uniformed services and reinstating the 
special pay provisions for optometrists 
and veterinarians in the uniformed ser- 
vices]., 78-2356 

United States — Armed Forces — 

Periodicals. 

Commanders digest., 


Profile., 78-2988 


United States — Armed Forces — Personnel 
management. 
Alternatives in controlling Department of 
Defense manpower costs 
the Congress /, 78-1840 


Defense officer personnel management 
act : report of the Committee on 
Armed Services, House of Representa- 
tives, to accompany H.R. 5503., 78- 
5720 


78-2992 


: report to 


Defense officer personnel management 
act : report to accompany H.R. 5503., 
78-5721 


Department of Defense appropriations 
for 1978 : hearings before a subcom- 
mittee of the Committee on Ap- 
propriations, House of Representatives, 
Ninety-fifth Congress, first session /, 
78-2241 


Determining requirements for aircraft 
maintenance personnel could be im- 
proved : peacetime and wartime : De- 
partment of Defense : report to the 
Senate Committee on Appropriations 
/, 78-1832 

Hearing on H.R. 5503, DOPMA 
(Defense officer personnel manage- 
ment act) before the Military Compen- 
sation Subcommittee of the Committee 
on Armed Services, House of 
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Representatives, Ninety-fifth Congress, 
first session, June 27, 1977., 78-970 


Inadequate methods used to account for 
and recover personnel costs of the 
foreign military sales program : report 
to the Senate Committee on Armed 
Forces /, 78-6920 


Millions being spent to apprehend milita- 
ry deserters most of whom are 
discharged as unqualified for retention 
: Department of Defense., 78-13246 


Reassignment of senior military officers 
can be managed better: report /, 78- 
15352 


*United States — Armed Forces — 
Personnel management — Handbooks, 
manuals, etc. 

Personnel policy manual for 
propriated fund instrumentalities., 
78-23030, 78-25104 

*United States — Armed Forces — Postal 
service. 

Action of the governors under 39 U.S.C., 
section 3625, and suporting record in 
the matter of the mail classifiction 
schedule, 1976, before the Postal Rate 
Commission concerning _ stipulated 
proposal for zone-rated military mail, 
docket nos. MC76-1, MC76-2, MC76- 
3 and MC76-4., 78-22356 

Docket nos. MC76-1, -2, -3, & -4, con- 
cerning stipulated proposal for zone- 
related military mail., 78-22356 

United States — Armed Forces — 
Procurement. 

An act to authorize appropriations for 
fiscal year 1978, for procurement of 
aircraft, missiles, naval vessels, tracked 
combat vehicles, torpedoes, and other 
weapons, and research, development, 
test, and evaluation for the Armed 
Forces ..., 78-5849 


Air Force ASPR supplement, 


nonap- 


78-2985 


Aircraft maintenance and repair shop, 


specialized equipment., 78-20114 


Analysis of Department of Defense 
unobligated budget authority : report 
to the Task Force on National Security 
and International Affairs, House Com- 
mittee on the Budget /, 78-13359 

Chemical analysis and laboratory instru- 
ments., 78-20115 


Code of Federal regulations., 78-7022 


Contract administration manual for con- 
tract administration’ services., 78- 
12643, 78-16943 


A critique of the performance of the 
Defense Systems Acquisition Review 
Council : billions in public funds in- 
volved : report to the Congress /, 78- 
11138 

Defense procurement circular., 78-2986 
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Department of Defense appropriation 
authorization act, 1979 : conference 
report to accompany H.R. 10929., 
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Department of Defense appropriation 
authorization act, 1979 report 
together with separate, additional, and 
dissenting views to accompany H.R. 
10929., 78-14496 


Department of Defense supplemental ap- 
propriation authorization act, 1978 : 
report together with dissenting views 
to accompany H.R. 8390., 78-2316 


Department of Defense supplemental ap- 
propriation authorization for fiscal 
year 1978 : conference report to ac- 
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Fiscal year 1978 supplemental military 
authorization hearings before the 
Subcommittee on Research and 
Development of the Committee on 
Armed Services, United States Senate, 
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Grinding machines., 78-20127 
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of Defense : report to the Congress by 
the Comptroller General of the United 
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Full committee consideration of H.R. 
583 : to amend chapter 5 of title 37, 
United States Code, to extend the spe- 
cial pay provisions for reenlistment 
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Department of Defense : report to the 
Congress / by the Comptroller General 
of the United States., 78-4663 


United States — Armed Forces — Reserves. 
An act to authorize appropriations for 
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aircraft, missiles, naval vessels, tracked 
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test, and evaluation for the Armed 
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Annual report of the Secretary of 
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Department of Defense appropriation 
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together with separate, additional, and 
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reservists, H.R. 97, H.R. 4203, and 
H.R. 6797, before the Military Com- 
pensation Subcommittee of the Com- 
mittee on Armed Services, House of 
Representatives, Ninety-fifth Congress, 
first session, September 15, 20, 1977., 
78-14291 


Reserve medical program., 78- 


Improving the readiness of the Army 


reserve and National 
framework for debate /, 


Guard : a 
78-19263 

Occupational analysis of Air Force 
Reserve and Air National Guard nur- 


ses : final report for period January 
1974 - July 1975 /, 78-15144 
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Reserve forces, 78-23027 


Reserve survivors’ benefits act of 1978 : 


report to accompany H.R. 11797., 
78-26899 


Retired pay eligibility for certain other- 


wise ineligible reserves : report to ac- 
company H.R. 11823., 78-26898 


Serve with your neighbors in the Army 
National Guard., 78-25163 
*United States — Armed Forces — Supplies 
and stores. 
Defense disposal manual., 
78-12594, 78-12595, 
78-23059, 78-23060 


Defense integrated material management 


manual for consumable items : com- 
modity oriented items., 78-25149 


78-12593, 
78-12596, 


Federal item name directory for supply 
cataloging., 78-3002 

Federal supply classification,, 
78-2998 


78-2997, 


Military clothing and textiles required for 
war reserves can be reduced : Defense 
Logistics Agency, Department of 
Defense : report to the Senate Com- 
mittee on Appropriations /, 78-4765 

Military standard requisitioning and issue 
procedures., 78-12611, 78-12612, 
78-12613, 78-12614, 78-12615, 
78-12616, 78-12617, 78-12618, 
78-12619, 78-12628, 78-12629, 
78-15029, 78-15030, 78-16922, 
78-16928 

MILSTRIP., 
78-16928 


MILSTRIP routing identifier codes., 78- 
12611, 78-12612, 78-12613, 78- 
12614, 78-12615, 78-12616, 78- 
12617, 78-12618, 78-12619, 78- 
15029, 78-15030, 78-16922, 78- 
25150 

National 
4298 


78-12628, 78-12629, 


security management., 78- 


Prohibit the sale of certain defense arti- 
cles from the stocks of the Department 
of Defense : hearing before the Sub- 
committee on General Legislation of 
the Committee on Armed Services, 
United States Senate, Ninety-fifth Con- 
gress, second session, on S. 1708 ... 
April 26, 1978., 78-26739 


78-4298 
United States — Armed Forces — Supplies 
and stores — Bibliography. 


Index of Federal catalog system publica- 
tions., 78-3009 


Supply management /, 


Quarterly listing of numbered letters., 
78-3007, 78-3008 
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*United States — Armed Forces — Supplies 
and stores — Classification. 
Aircraft and vehicular steering, axle, 


wheel, and tract components., 78- 
12579 


Aircraft launching, landing, and ground 
handling equipment., 78-20057 


Alarm and signal system., 78-23044 
Anodes., 78-20058 

Antenna., 78-20059 

Antenna parts., 78-20060 

Aprons, dresses, and skirts /, 78-6383 


Automobiles, buses, and trucks., 78- 
12580, 78-20061, 78-23045 


Bags, envelopes, and shipping sacks., 
78-23046 


Bands, markers, plates, and signs /, 78- 
6384 


Batteries /, 78-6385, 78-12582, 78- 
23047 


Bearing and bushing, plain., 78-20062 
Bearing, antifriction /, 78-23048 


Belts, straps, and related items., 78- 
23049 


Biologicals., 78-25135 
Bolt, fluid passage., 78-20063 
Boxes and crates /, 78-23050 


Brackets /, 78-6387, 78-6388, 78- 
20064 


Brush, electrical contact /, 78-23051 
Business machines., 78-23052 
Cabinets and racks., 78-23053 


Cable assemblies, electrical and elec- 
tronic., 78-20065 


Capacitor-resistor., 78-20067 
Capacitors, fixed., 78-20068 

Caps and plugs., 78-23054 

Caps, radiator and tank /, 78-4299 
Cards /, 78-4300, 78-20066 


Cartridge and _ propellant actuated 
devices and components., 78-12585 


Cartridges, weapon /, 78-4301, 78- 


12583, 78-12584 
Chain and wire rope., 78-20069 
Chain, power transmission /, 78-23055 
Charger, battery., 78-23056 
Chemical products /, 78-4302 


Chests, cases, packages, special con- 
tainers, shipping and storage con- 
tainers /, 78-6389, 78-20070 

Cloth /, 78-4303, 78-25136 


Coats and coat-like garments /, 78- 
4304 


Coils, reactors, suppressors, and transfor- 
mers /, 78-23057 
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Conduit electrical /, 78-6390 
Conduit outlets., 78-12588 


Connector, electrical., 78-15020, 78- 
15021 


Connectors and couplers, electronic and 
electrical /, 78-6392 


Control light /, 78-6391 


Controls and associated equipment /, 
78-6393, 78-25138 


Coveralls, 
12590 


Covers and doors, access., 78-12589 


pajamas, and = suits., 78- 


Covers and pads, individual equipment /, 
78-4305 


Cranes and crane-shovels /, 78-1500 
Deflectors., 78-20075 


Drafting, surveying, and mapping instru- 
ments., 78-12597 


Drill bits, counterbores, and countersinks 
/, 78-23061 


Dummy load, electrical., 78-20076 
Electrical connector parts /, 78-6396 
Electrical control equipment /, 78-4306 
Electrical fittings., 78-12598 


Electrical rotating machinery /, 78- 
4307, 78-12599 


Electrodes and welding rods., 78- 
15026, 78-20080, 78-23062 


Electron tubes and related hardware., 
78-20077 


Electronic circuitry devices., 78-20079 


Engine fuel and cooling system com- 
ponents /, 78-6397 


Fans and impellers., 78-12600 


Fastening devices /, 78-6398, 78- 
6399, 78-12601 


Federal catalog system policy manual., 
78-23031 


Federal supply classification, 78-20056 
Filters, electrical /, 78-6400 


Fittings - hose, pipe, and tube., 78- 
12606 


Furnaces and space heaters., 78-20081 
Furniture, miscellaneous /, 78-4308 
Fuseholders /, 78-6401, 78-20082 
Fuses, electrical., 78-20083 

Fuzes and primers., 78-25145 


Gaskets, packings, and seals /, 78-6402, 
78-23063 


Gears and gear clusters /, 78-6403, 
78-6404 


Glass figures, corrugated, plate, sheet, 
and spandrel., 78-20084 


Gloves, mittens, and sleeves /, 78-6405 





Goggles and related protective devices /, 
78-6406 


Grenades /, 78-6407, 78-25146 


Guns and related components /, 78- 
6408 


Hand tools, powered and non-powerea., 
78-20086 


Handles /, 78-6409, 78-20085 
Handwear /, 78-4309 


Hardware - builders and cabinet., 78- 
12602, 78-20090 


Hardware - bumpers, bushings, mounts, 
and pads., 78-20087 


Hardware - seats, shims, and spacers., 
78-20088 


Headset, electrical., 78-20091 
Headwear., 78-12603 
Heat exchanger, fluid /, 78-6413 


Heat exchangers and steam condensers /, 
78-6412 


Heating elements electrical, immersion, 
and nonimmersion /, 78-6410, 78- 
6411, 78-12604 


Holders, retainers, and shields, for elec- 
trical and electronic components., 
78-20092 


Holders, supports, and brackets, electri- 
cal and electronic., 78-20093 


Hose, pipe, and tube fittings /, 78-4310 


Hose, pipe, and tube fittings, quick 
disconnect and self sealing /, 78-6414 


Hose, pipe, and tube specialties., 78- 
12605, 78-20095 


Hose, pipe, and tubing., 78-20094 


Hospital and medical bags, cases, covers, 
and pads /, 78-6416 


Hospital furniture, equipment, utensils, 
and supplies /, 78-6415 


Insulation sleeving, electrical /, 78- 
4311, 78-6417 


Jacks and plugs., 78-12607 

Junction boxes /, 78-23064 

Keys and pins /, 78-23065, 78-25147 
Knobs, dials and pointers., 78-12608 


Laboratory vessels, adapters, and con- 
nectors., 78-12609 


Lamps., 78-20096, 78-25148 
Lens, lighting., 78-20097 


Lift trucks, fork, platform, and pallet /, 
78-23066 


Lights., 78-12610 
Lights, general purpose., 78-15027 
Lubrication fittings., 78-20098 


Medical and surgical instruments, equip- 
ment, and supplies /, 78-6419 


Medicaments., 78-15028 
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Metal bars, rods, wires, sheets, plates, 
and shapes., 78-23067 


Miscellaneous covers /, 
23058 


Miscellaneous electrical power and dis- 
tribution equipment /, 78-20078 


78-20089 
78-6420, 78- 


78-6394, 78- 


Miscellaneous hardware., 


Miscellaneous 
6421 

Miscellaneous materials handling equip- 
ment /, 78-6418 

Miscellaneous 
supports /, 


items /, 


retainers, hangers, 
78-4313, 78-6427 


Motor vehicle maintenance and repair 
shop equipment., 78-12630 

Nuts /, 78-6422 

Paints, dopes, varnishes, 
products., 78-23070 

Paving breaker and rock drill accesso- 
ries., 78-12631 

Pest control agents and disinfectants /, 
78-4312 


Pharmaceutical 
sules/tablets.., 


and 


and related 


dosage 
78-15031 


dosage 
78-15032 


Projectiles and propelling charges., 78- 
12633 


Propellers and test clubs /, 


Radio and 
equipment., 


forms, cap- 


Pharmaceutical 
liquids/semisolids., 


forms, 


78-6423 


television communication 


78-23072 
Radio navigation equipment., 78-23073 


Recreational and athletic equipment /, 
78-6424 


Regulator, engine generator /, 
78-23074 


Relays, electromagnetic, reed, and reso- 
nant reed /, 78-6426 


fixed 


78-6425, 


Resistors, 
15033 


Resistors, variable /, 


and adjustable., 78- 
78-23075 


Rivets, rivet and collars., 78- 


20100 
Sets, kits, and outfits /, 
Shafts /, 78-6429 


Shirts and Shirt-like garments /, 78- 
6430, 78-15034 


caps, 


78-6428 


Socket, plug-in electronic components., 
78-12634 


Springs 
6431 


and component parts /, 78- 


Surgical catheters, drains, and tubes., 


78-12635 
Synchros and resolvers /, 78-4314 


Telephone and telegraph equipment., 
78-12636 


Tents and tarpaulins /, 78-4315 
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Test strips and color charts (medical)., 
78-23077 


Threaded fasteners /, 78-6386 
Threaded studs :, 78-6432, 78-15035 


Trousers and trouser-like garments /, 
78-6433 


Vacuum pumps /, 78-6434 


78-23078 


Warheads, rockets, launchers, and com- 
ponents., 78-12637, 78-12638 


Washers /, 78-6435 
78-23076 


Woodworking machinery 
ment., 78-12639 


X-ray equipment and supplies : medical, 
dental, and veterinary /, 78-4316 


United States — Armed Forces — Supplies 
and stores — Classification — Periodicals. 
Report to the Congress of the Depart- 

ment of Defense in accordance with 
section 2455, Title 10, U.S.C. of the 
Defense cataloging and standardization 
act of 1952., 78-16183 


*United States — Armed Forces — Supplies 
and stores — Directories. 
Defense retail interservice support pro- 
gram : single points of contacts., 78- 
12578 


United States — Armed Forces — Supplies 
and stores — Identification. 

Consolidated Federal supply catalog 
identification list : hospital furniture, 
equipment, utensils, and supplies., 
78-4322 


Valve seats., 


Wearing rings., 


and equip- 


Hospital furniture, equipment, utensils, 
and supplies., 78-4322 


United States — Armed Forces — Supplies 
and stores — Periodicals. 
Consolidated master cross reference list., 
78-12644, 78-12645, 78-12646, 
78-20132 


MCRL, 78-12644, 
12646, 78-20132 


United States — Armed Forces — Supplies 
and stores — Standards. 
Federal supply classification listing of 
DOD standardization documents., 78- 
3011, 78-23083 


United States — Armed Forces — Supplies 
and stores — Standards — Periodicals. 
Report to the Congress of the Depart- 

ment of Defense in accordance with 
section 2455, Title 10, U.S.C. of the 
Defense cataloging and standardization 
act of 1952., 78-16183 


United States — Armed Forces — Supplies 
and stores — Yearbooks. 
Federal supply classification listing of 
DOD standardization documents., 78- 
3011 


78-2645, 78- 
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*United States — Armed Forces — Texas — 
Ordnance and ordnance stores. 
Examination of Army plans for con- 

structing a 105-mm projectile metal 
parts facility at the Lone Star Army 
Ammunition Plant, Texarkana, Texas : 
Department of Defense and the Army : 
report of the Comptroller General of 
the United States, 78-11131 


United States — Armed Forces — Thailand. 
Withdrawal of U.S. forces from Thailand 
: ways to improve future withdrawal 
operations : report to the Congress /, 
78-6960 


*United States — Armed Forces — 

Transportation. 

Improvements needed in Defense pro- 
grams for training transportation of- 
ficers and agents Department of 
Defense., 78-11129 


Joint travel regulations., 78-2981 


Members of uniformed services, 78- 


2981 


Movement of household goods : hearings 
before the Subcommittee on Merchant 
Marine and Fisheries, House of 
Representatives, Ninety-fifth Congress, 
second session January 25, 26, 
1978., 78-26842 


Personal property traffic management 
regulation., 78-10634, 78-10635, 
78-10636, 78-10637, 78-23029 


78-3026 


United States — Armed Forces — Travel 
regulations. 
Department of Defense civilian person- 
nel, 78-2982 


Joint travel regulations., 
20007, 78-20008 


Members of uniformed 
20007, 78-20008 


United States — Armed Forces — Uniforms. 
Military clothing and textiles required for 
war reserves can be reduced : Defense 
Logistics Agency, Department of 
Defense : report to the Senate Com- 
mittee on Appropriations /, 78-4765 


United States — Armed Forces — Uniforms 
— Specifications. 
Aprons, dresses, and skirts /, 


Translog., 


78-2982, 78- 


services, 78- 


78-6383 
United States — Armed Forces — Vocational 
guidance. 
Development of factor-referenced sub- 
scales for the vocational interest career 
examination /, 78-6527 


United States — Armed Forces — Vocational 


guidance — Periodicals. 
Profile., 78-2988 


*United States — Armed Forces — Weapons 
systems. 

Additional arms control impact state- 

ments and evaluations for fiscal year 
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1978 : arms control impact statements 
/, 78a14359 


Comparison of the Pershing II program 
with the acquisition plan recom- 
mended by the Commission on 
Government Procurement Depart- 
ment of Defense : report to the Con- 
gress /, 78-4772 


Full committee consideration of H.R. 
10341, H.R. 10342, and H.R. 10340 : 
legislation to correct the inequities in 
the application of the military retire- 
ment system and reprogramming ac- 
tion no. FY 78-5N, Army development 
of the general support rocket system /, 
78-19026 

United States — Armed Forces — Weapons 
systems — Costs. 

Foreign military sales and U.S. weapons 
costs /, 78-19256 


*United States — Armed Forces — Women. 
Recognition for purposes of VA benefits 
hearing before the Committee on 
Veterans’ Affairs, United States 
Senate, Ninety-fifth Congress, first ses- 
sion, on S. 247, S. 1414, S. 129, and 
related bills, May 25, 1977., 78- 
12185 


The role of women in the military 
hearings before the Subcommittee on 
Priorities and Economy in Government 
of the Joint Economic Committee, 
Congress of the United States, Ninety- 
fifth Congress, first session, July 22 
and September 1, 1977., 78-19089 


To provide recognition to the Women’s 
Air Force Service Pilots for their ser- 
vice during World War II by deeming 
such service to have been active duty 
in the Armed Forces of the United 
States for purposes of laws ad- 
ministered by the Veterans Adminis- 
tration : hearing before a Select Sub- 
committee of the Committee on 
Veteran’s Affairs, House of Represen- 
tatives, Ninety-fifth Congress, first ses- 
sion September 20, 1977., 78- 
16300 


*United States — Armed Forces — Women 
— Congresses. 
DACOWITS fail meeting, October 5-9, 
1975 : minutes., 78-15012 


United States. Arms Control and 
Disarmament Agency. 
Arms control., 78-22793 


United States. Arms Control and 
Disarmament Agency — Appropriations 
and expenditures. 

An act to amend the Arms control and 
disarmament act to authorize ap- 
propriations for fiscal year 1978, and 
for other purposes., 78-2353 
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An act to authorize appropriations under 
the Arms control and disarmament act 
for the fiscal year 1979, and for other 
purposes : report to accompany H.R. 
11832., 78-27046 

Authorization of appropriations under 
the Arms control and disarmament act, 
fiscal year 1979 : report together with 
supplemental views to accompany H. 
R. 11832., 78-26895 

United States. Arms Control and 


Disarmament Agency — Directories — 
Telephone. 


Telephone directory. Dept. of State, 
Agency for International Development, 
Arms Control and Disarmament Agen- 
cy, Overseas Private Investment Cor- 
poration., 78-26441 

United States. Army. 


Army automation review., 78-3017 


Atmospheric Sciences Laboratory at 
work for the modern Army., 78-6438 


Journal of the U.S. Army Intelligence & 
Security Command., 78-3033 


Motivation, satisfaction, and morale in 
army careers : a review of theory and 
measurement /, 78-20227 


Report of the Chief of Staff of the 
United States Army, 1 July 1968 to 30 
June 1972., 78-25168 


The role of the Reserve in the total 
Army : a bibliographic survey of the 
United States Army Reserve., 78- 
4419 

United States. Army — Accounting. 

Army commissary accounting for gains 
and losses needs improvement : report 
to the Congress /, 78-23629 


Why the Army should strengthen its in- 
ternal audit function : report to the 
Congress /, 78-11106 


United States. Army — Appropriations and 
expenditures. 

Need to apply adequate controls in the 
Army standard payroll system prior to 
implementation Defense-wide, Depart- 
ment of Defense : report to the Con- 
gress /, 78-1725 

United States. Army — Armored troops. 

Armor First Sergeant/Armor Operations 
Sergeant/Intelligence Sergeant, MOS 
11ESO : solider’s manual., 78-4395 

The Army’s proposed close combat ar- 
mored vehicle team : report to the 
Congress /, 78-6974 

Soldier’s manual : Armor First Serge- 
ant/Armor Operations Serge- 


ant/Intelligence Sergeant, MOS 11E50, 
skill level 5., 78-4395 
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United States. Army. Artillery. 

Airdrop of supplies and equipment 
rigging air defense artillery gun 
(Vulcan)., 78-4392 

Commander’s manual : turret repairman, 
MOS 45K., 78-4382 


Rigging air defense artillery gun 
(Vulcan) airdrop of supplies and 
equipment., 78-4392 

MOS 45K 
78-4382 


United States. Army. Artillery — Drill and 
tactics. 
Air defense artillery senior 
MOS 16Z 
4408 


Soldier’s manual : [ADA air defense ar- 
tillery] senior sergeant [MOS 16Z]., 
78-4408 


United States. Army. Artillery — Drill and 
tactics — Handbooks, manuals, etc. 
Cannon fire direction specialist, 

MOS13E., 78-20149 


Cannon fire direction specialist skill level 
3., 78-10686 


Cannon fire direction specialist skill level 
4., 78-10687 


Commander’s 
direction 
20149 


Commander’s manual : lance OPNS/FD 
specialist, MOS 15J., 78-10688 


Soldier’s manual : MOS 13E, cannon fire 
direction specialist skill level 3., 78- 
10686, 78-10687 


Soldier’s manual MOS _ 15J, lance 
OPNS/FD specialist skill level 4., 78- 
10689 


United States. Army — Aviation. 


Flight operations chief 
manual., 78-6440, 78-6441 


manual flight 
78-6440, 78-6441 


United States. Army — Aviation — 
Handbooks, manuals, etc. 
Aviation reference data., 


Turret repairman, 
mander’s manual., 


sergeant, 
solider’s manual., 78- 


manual 
specialist, 


cannon fire 
MOSI3E., 78- 


soldier’s 


Soldier’s 
chief., 


operations 


78-15043 
78-15044 


Soldier’s manual : operations sergeant., 
78-15044 


United States. Army — Aviation supplies 
and stores. 

Status of the utility tactical transport air- 
craft system program : Department of 
the Army : report to the Congress /, 
78-1857 


United States. Army — Bandmasters. 
Enlisted bandleader., 78-6443 


Soldier’s manual : enlisted bandleader, 
[MOS 02Z, skill level 5 /, 78-6443 


Operations sergeant., 





United States. Army — Bandsmen. 
All bandsmen, MOS 02B-Z., 78-6457 


Commander’s manual : all 
MOS 02B-Z /, 78-6457 


United States. Army — Barracks and 
quarters. 

Is there a need for additional family 
housing at Fort Stewart? : report /, 
78-23611 

United States. Army. Beach Erosion Board. 

The history of the Beach Erosion Board, 
U.S. Army, Corps of Engineers, 1930 - 
63 /, 78-10771 


United States. Army — Bibliography. 


Army technical and field manuals., 78- 
11141 


United States. Army. Cavalry — Drill and 
tactics. 
The air cavalry combat brigade., 78- 
23097 
United States. Army — Chaplains. 
The best and worst of times: the United 


States Army Chaplaincy, 1920-1945 /, 
78-12650 


United States. Army — Chaplains — 
Periodicals. 
Military chaplains’ review., 


bandsmen, 


78-3021 


United States. Army — Commissariat. 
Soldier's manual subsistence sup- 


plyman, MOS 76X skill levels 3 and 4., 
78-10712 


Soldier’s manual 10-76P10/20 stock 
control supplyman, skill levels 1 and 2, 
change 1., 78-20173 


Stock control supplyman., 78-20173 


78-10712 


United States. Army — Commissariat — 
Handbooks, manuals, etc. 
Quartermaster equipment repairman., 

78-10695 


Subsistence supplyman., 


Senior supply sergeant., 78-10713 


Soldier’s manual MOS 63J quarter- 
master equipment repairman, _ skill 
level one/two., 78-10695 

Soldier’s manual : senior supply sergeant, 
MOS 76Z skill level 5., 78-10713 

United States. Army — Communication 
systems. 

Annual report - U.S. Army Communica- 
tions Command., 78-23114 


78-4399 


Combat communications within the divi- 
sion., 78-10714 


Communications-electronics fundamen- 


tals : basic principles : direct current., 
78-20183 


Combat communications., 


Multichannel communications equipment 


operator., 78-25188 





December 1978 


United States. Army — Communication 
systems — Handbooks, manuals, etc. 
Communications-electronics : operations, 

orders, records, and reports., 78- 
23098 


United States. Army. Corps of Engineers. 
Actions needed to increase the safety of 
dams built by the Bureau of Reclama- 
tion and the Corps of Engineers : re- 
port of the Comptroller General of the 
United States., 78-1692 


Army engineers in New England : the 
military and civil work of the Corps of 
Engineers in New England, 1775-1975 
/, 78-25214 


The military and civil work of the Corps 
of Engineers in New England, 1775- 
1975., 78-25214 


Projects recommended for deauthoriza- 
tion, annual report., 78-24676, 78- 
24677, 78-25221, 78-25222 

Slow progress in developing and imple- 
menting a national dam safety program 
: Department of the Army, Corps of 
Engineers (Civil Functions) : report to 
the Congress /, 78-1695 


The U.S. Fish and Wildlife Service looks 
at the Corps of Engineers water 
development project planning., 78- 
2080 


United States. Army. Corps of Engineers — 
Appropriations and expenditures. 
Authorization for river basin plans : re- 

port to accompany H.R. 9881., 78- 
5824 


Release of certain budget authority 
communication from the General 
Counsel, General Accounting Office 

78-26879 


Review of two deferrals of budget 
authority : communication from Depu- 
ty, Comptroller General of the United 
States ..., 78-26883 


United States. Army. Corps of Engineers. 
Baltimore District — History. 
Baltimore District, U.S. Army Corps of 
Engineers, 1774-1974., 78-20235 


The Mid-Atlantic Engineers : a history of 
the Baltimore District, U.S. Army 
Corps of Engineers, 1774-1974 /, 78- 
20235 


United States. Army. Corps of Engineers. 
Directorate of Civil Works. 
Annual report of the Chief of Engineers 
on civil works activities., 78-4445, 
78-12717 


United States. Army. Corps of Engineers. 
Far East District — History. 
History of the United States Army En- 
gineer District Far East : 1957 to 1975 
/, 78-23116 


United States. Army Engineer District 
Far East, 1957 to 1975., 78-23116 


Do not order from index; see indicated entry 





United States. Army. Corps of Engineers. 

Galveston District — History. 

Custodians of the coast : history of the 
United States Army Engineers at Gal- 
veston /, 78-4447 

United States. Army. Corps of Engineers. 

Huntington District — History. 

An illustrated history of the Huntington 
District, U.S. Army Corps of En- 
gineers, 1754-1974 /, 78-4449 

Men, mountains and rivers., 78-4449 


United States. Army. Corps of Engineers. 
Mobile District. 
City of Meridian, Mississippi Lauderdale 
County., 78-577 


Flood insurance study : city of Meridian, 
Mississippi, Lauderdale County., 78- 
$77 


United States. Army. Corps of Engineers. 
New York Disgtrict — History. 
Cradle of the Corps : a history of the 
New York District, U.S. Army Corps 
of Engineers, 1775-1975 /, 78-20237 


New York District, U.S. Army Corps of 
Engineers, 1775-1975., 78-20237 


United States. Army. Corps of Engineers. 
Sacramento District — History. 
Commitment to excellence : a history of 

the Sacramento District, U.S. Army 
Corps of Engineers, 1929-1973 /, 78- 
4450 


United States. Army. Corps of Engineers. 
St. Louis District — History. 
River engineers on the middle Mississippi 
: a history of the St. Louis District, 
U.S. Army Corps of Engineers /, 78- 
23117 


United States. Army. Corps of Military 
Police. 


Military police., 78-4398 


Military police soldier’s 
level 1 & 2., 78-8698 


manual, skill 
Military police traffic operations : an 


Army training literature production /, 
78-6462 


Soldier’s manual : military police, skill 
level 4., 78-4398 


United States. Army. Corps of Military 
Police — Handbooks, manuals, etc. 
CID special agent soldier’s manual., 78- 
10726 


Commander’s manual : CID special agent 
soldier’s manual, skill levels 1, 2, 3, 4., 
78-10726 


Military police 

MOS 95B., 
Military police soldier's manual, 
level 3., 78-10725 


Military police soldier's manual, 
level 5., 78-6463 


: commander’s manual : 
78-20187 
skill 


skill 
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United States. Army — Drill and tactics. 
Opposing forces : Europe., 78-6470 


United States. Army — Equipment. 

Better management of space equipment 
will improve maintenance productivity 
and save the Army millions : Depart- 
ment of the Army : report to the Con- 
gress /, 78-1813 


United States. Army — Equipment — 

Handbooks, manuals, etc. 

Consumption planning guide for contin- 
gency operations: crane wheel 
mounted: 20 ton w/boom, crane 30 ft, 
w/blk & tkle, 20 ton, MDL 2385: 
NSN: 3810-00-043-5354; LIN: 
F39378., 78-6472 


Maintenance and repair parts : consump- 
tion planning guide for contingency 
operations : Crane wheel mounted: 20 
ton w/boom, crane 30 ft., w/blk. & 
tkle, 20 ton, MDL 2385; NSN:3810- 
00-043-5354; LIN: F39378., 78-6472 

United States. Army — Equipment — 

Maintenance and repair. 

Commander’s manual : MOS 63J : quar- 
termaster equipment repairman., 78- 
20168 

Quartermaster 
MOS 63J., 


Quartermaster equipment 
MOS 63J, skill level 3 
manual., 78-4385 


equipment 
78-20168 


repairman, 


repairman, 
soldier’s 


Soldier’s manual : quartermaster equip- 
ment repariman, MOS 63J, skill level 
3., 78-4385 


United States. Army — Equipment — 
Quality control. 
Commander’s manual 


: nuclear weapons 
eletronics specialist., 


78-200 
Nuclear weapons electronic specialist : 
commander’s manual., 78-200 


Nuclear weapons electronic specialist : 
soldier’s manual., 78-4380 


nuclear weapons 
78-4380 
United States. Army — Evaluation. 

Army training and evaluation program 
for service company : (collection and 
classification), 78-10736 

United States. Army — Examinations 

Implementing the skill qualification test- 

ing system /, 78-4443 
United States. Army — Facilities. 

The Army’s test of one station unit train- 
ing : adequacy and value : Department 
of the Army : report to the House 


Committee on Appropriations /, 78- 
4652 


Evaluation of the need for and cost of 
the proposed new Army ammunition 
plant in Mississippi : report /, 78- 
15362 


Soldier’s manual 
eletronics specialist., 
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General provisions and geometric design 
for roads, streets, walks, and open 
storage areas., 78-4336 


United States. Army — Facilities — 
Handbooks, manuals, etc. 
Procedures for rapid deployment, 
redeployment, and retrograde : facility 
development guide., 78-20141 


United States. Army — Facilities — 

Management. 

U.S. Army facilities in Europe : manage- 
ment improvement needed : Depart- 
ment of the Army : report to the Con- 
gress /, 78-4760 


United States. Army. Field Artillery. 
Cannon/missile senior sergeant, 
13Y., 78-20150 


Cannon/missile senior sergeant : Soldier’s 
manual., 78-20151 


Commander’s manual : FA _ target 
acquisition senior sergeant, MOS 13W 
: cannon/missile senior sergeant MOS 
13Y., 78-20150 


FA target acquisition senior sergeant., 
78-20150 


Field artillery target acquisition senior 
sergeant., 78-20151 


Field artillery target 
weapons employment 
78-20158 


Fire support in combined arms opera- 
tions., 78-15047 


Fire support specialist, MOS 13F, skill 
level 1/2 : soldier’s manual., 78-4344 


Fire support specialist, MOS 13F, skill 
level 3 : soldier’s manual., 78-4345 


Lance operations/fire direction specialist, 
MOS 15J3, skill level 3 : soldier’s 
manual., 78-4346 


Soldier’s manual : fire support specialist, 
MOS 13F, skill level 1/2., 78-4344, 
78-4345 


Soldier’s manual : lance operations/fire 
direction specialist, MOS 15J3, skill 
level 3., 78-4346 


Soldier’s manual : MOS 13W, MOS 13Y, 
skill level 5 field artillery target 
acquisition senior sergeant, can- 
non/missile senior  sergeant., 78- 
20151 


Tank gunnery, M60A2., 78-4396 


United States. Army. Field Artillery — 
Handbooks, manuals, etc. 
FA radar crewman, skill level 1/2., 78- 
20153 


The field artillery cannon battery., 78- 
20156 


Field artillery surveyor, skill level 1/2., 
78-20157 


Soldier’s manual : MOS 17B, FA radar 
crewman, skill level 1/2., 78-20153 


MOS 


analysis and 
: nonnculear., 
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Soldier’s manual : MOS 17C, FA target 
acquisition specialist, skill level 3., 
78-6444 

Soldier’s manual : MOS 82C :: field artil- 
lery surveyor, skill level 1/2., 78- 
20157 

United States. Army. Field Artillery — 

Study and teaching. 

Commander’s manual : FA 
crewman, MOS 17B., 78-20152 


FA radar crewman, MOS 17B., 78- 
20152 


FA radar crewman, skill level 3., 78- 
20154 


FA target acquisition specialist., 78- 
20155 


Soldier’s manual : MOS 17C, FA target 
acquisition specialist, skill level 1/2., 
78-20155 


Soldier’s manual : MOS17B : FA radar 
crewman, skill level 3., 78-20154 


United States. Army — Food service. 
The Army food adviser., 78-4386 


United States. Army — Forms, blanks, etc. 
Index of blank forms., 78-25199 


index of blank 


radar 


Military publications : 

forms., 78-25199 
United States. Army — Handbooks, 

manuals, etc. 

Aerial sensor specialist (OV-1D)., 78- 
25190 

Air defense artillery 
book., 78-25194 

Automotive 
one/two., 


: reference hand- 


repairman, _ skill 


78-20167 


Commander’s manual : hawk fire control 
crewman., 78-204 
Commander’s manual 

specialist., 78-8700 
Commander’s manual : short-range ADA 
gunnery crewman., 78-207 


Commander’s manual : short-range ADA 
missle crewman., 78-206 

Commander’s manual : 34E NCR 500 
computer repairman : [MOS34E]}]., 
78-20180 

Commander’s manual : 34H ADMSE 
repairer : [MOS34H]., 78-20181 

FA radar crewman, skill level 3., 78- 
20154 


F&E systems repairman., 


level 


: remote sensor 


78-25185 
78-23089 
78-25176 


Field artillery target acquisition., 78- 
25175 

Fire control computer repairman., 78- 
23095 


Formal schools 
78-12698 


The field artillery observer., 


Field artillery radar systems., 


catalog., 78-12697, 





Hawk fire control 
mander’s manual., 


crewman 
78-204 


Improved Hawk continuous wave radar 
repairer., 78-25182 


Improved Hawk fire control repairer., 
78-23092, 78-25179 


Improved Hawk maintenance chief., 
78-20163, 78-25183 


Improved Hawk pulse radar repairer., 
78-25180, 78-25181 


It’s academic : student handbook., 78- 
20139 


Maintenance and repair parts consump- 
tion guide for contingency operations : 
armanent : recovery vehicle, M578., 
78-23102 


Maintenance and repair parts consump- 
tion guide for contingency operations : 
communications center: AN/TSC-76., 
78-25192 


Maintenance and repair parts consump- 
tion guide for contingency operations : 
electonics switchboard, telephone, 
manual: SB-86/P., 78-23104 


Maintenance and repair parts consump- 
tion guide for contingency operations : 
radio teletypewriter set: AN/VSC-2., 
78-25191 


Maintenance and repair parts consump- 
tion guide for contingency operations : 
tank-automotive: combat engineer 
vehicle, M728., 78-23101 

Maintenance and repair parts consump- 
tion guide for contingency operations : 
tank automotive: truck: 2 1/2 ton, 
M35SA2., 78-23100 


com- 


Maintenance and repair parts consump- 
tion guide for contingency operations 


troop support 
400hz., 78-23099 
Maintenance and repair parts consump- 
tion planning guide for contingency 
operations terminal: _telegraph- 
telephone: AN/TCC-29., 78-25193 
78-25184 
Multichannel communications equipment 
operator., 78-25188 
NCR computer repairman., 


generator, 60 KW 


Metalworker., 


78-20180 
78-25178 


Operations and training : Redeye., 78- 
25195 


Radio teletype operator., 


Operating room specialist., 


78-25187 
78-25177 


Short-range ADA gunnery crewman 
Commander’s manual., 78-207 


Short-range ADA _ missile crewman 
commander’s manual., 78-206 
Soldier’s manual : improved Hawk main- 


tenance chief, MOS 24V, skill level 4., 
78-20163 


Senior infantry sergeant., 
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Soldier’s manual : MOS 63H, automotive 
repairman, skill level one/two., 78- 
20167 


Soldier’s manual : MOS17B : FA radar 
crewman, skill level 3., 78-20154 


78-25174 
78-25186 
78-25196 


Telecommunications center operator., 
78-25189 


U.S. Army formal schools catalog., 78- 
12697, 78-12698 


The U.S. Army Transportation School 
apprenticeship program for the trade 
of marine heavy duty mechanic 


(heavy-duty mechanic-diesel)., 78- 
8707 


The US Army Air Defense School ap- 
prenticeship program for the trade of 


electronic technician (radar)., 78- 
8709 


The US Army Engineer School ap- 
prenticeship program for the trade of 
drafter (architectural)., 78-12711 


The US Army Engineer School ap- 
prenticeship program for the trade of 
electrician repairer., 78-10745 

The US Army Engineer School ap- 
prenticeship program for the trade of 


lithographer (offset press operator)., 
78-12710 


The US Army Engineer School ap- 
prenticeship program for the trade of 
Refrigeration/Air conditioning 
repairer-servicer., 78-10743 


The US Army Field Artillery School ap- 
prenticeship program for the trade of 
surveyor (artillery), 78-4433 

The US Army Quartermaster School ap- 


prenticeship program for the trade of 
cook., 78-8708 


The US Army Signal School apprentice- 


ship program for the trade of photog- 
rapher, still., 78-4438 


The US Army Transportation School Ap- 
prenticeship Program for the trade of 
aircraft engine mechanic (turbine)., 
78-12708 


The US Army Transportation School ap- 
prenticeship program for the trade of 
maintenance mechanic hydraulic 
equipment (aircraft)., 78-12709 

34E NCR 500 computer repairman., 
78-20180 


34H ADMSE repairer., 78-20181 
United States. Army — History — 
Bibliography. 
Indian Wars in the 
West, 1860-1898., 


Structures specialist., 
Subsistence supplyman., 


Tactical deception., 


trans-Mississippi 
78-25309 
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The United States Army and the Indian 
Wars in the trans-Mississippi West : 
1860-1898 /, 78-25309 


United States Army unit histories /, 78- 
25307, 78-25308 
United States. Army — History — World 
War, 1939-1945 — Bibliography. 
United States Army in World War IL., 
78-21068 
United States. Army. Infantry. 
Infantry., 78-4329 
United States. Army. Infantry — Drill and 
tactics. 
Commander’s 
11B/11C., 
Infantryman, 
manual., 


manual 
78-1501 


11B/11C 
78-1501 
Maneuver combat arms sergeant, 11Z50 
: solider’s manual., 78-4348 
The mechanized infantry platoon and 
squad., 78-4347 


Soldier’s manual : manual combat arms 
sergeant, 11Z50., 78-4348 


infantryman, 


commander's 


Soldier’s manual : 11B40, Infantryman, 
skill level 4., 78-6446 


United States. Army. Infantry — Drill and 
tactics — Handbooks, manuals, etc. 
The infantry battalion : (infantry, air- 
borne, air assault, ranger), 78-23090 
78-25177 
United States. Army. Infantry — 
Equipment. 


The tank and mechanized infantry bat- 
talion task force., 78-4417 


United States. Army. Judge Advocate 

General. 

Annual report of the U.S. Court of Mili- 
tary Appeals and the Judge Advocates 
General of the Armed Forces and the 
General Counsel of the Department of 
Transportation pursuant to the uniform 
code of military justice., 78-20009 


Annual report submitted to the Commit- 
tees on Armed Services of the Senate 
and the House of Representatives and 
to the Secretary of Defense and Secre- 
tary of Transportation and the Secreta- 
ries of the Departments of the Army, 
Navy, and Air Force pursuant to the 
Uniform Code of Military Justice., 
78-20009 


United States. Army. Judge Advocate 
General’s Corps. 
Military law review., 


Senior infantry sergeant., 


78-23107 
United States. Army — Medical supplies. 
Commander's manual : medical supply 
specialist., 78-1505 
Medical supply specialist 
manual., 78-1505 
Medical supply specialist 
manual., 78-20159 


: commander's 


soldier's 
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Soldier’s manual : medical supply spe- 
cialist., 78-20159 


United States. Army — Messes. 
Commander’s manual : food service spe- 
cialist, MOS 94B., 78-4387 


Food service specialist, MOS 94B : com- 
mander’s manual., 78-4387 


Food service specialist, MOS 94B, skill 
level 5 : soldier’s manual., 78-4390 


Food service specialist, MOS 94B, skill 
levels 1 and 2 : soldier’s manual., 78- 
4388 


Food service specialist, MOS 94B, skill 
levels 3 and 4: soldier’s manual., 78- 
4389 


Soldier’s manual : food service spe- 
cialist., 78-4389 


Soldier’s manual : food service specialist, 
MOS 94B, skill levels 1 and 2., 78- 
4388, 78-4390 

United States. Army — Military 
construction operations. 

Baseline elements and_ information 
sources for environmental quality 
management of military installations : 
final report /, 78-20253 


Index to publications referenced in guide 
specifications for civil works and mili- 
tary construction., 78-6498 


Prefabricated expandable foam/wood 
structures for theater of operations /, 
78-20308 

United States. Army — Military 
construction operations — Data 
processing. 

ADP manual for the U.S. Army Corps of 
Engineers Automated Military Con- 
struction Progress Reporting System : 
AMPRS., 78-4462 

AMPRS : ADP manual for the U.S. 
Army Corps of Engineers Automated 
Military Construction Progress Report- 
ing System., 78-4462 

AMPRS : reference manual for the U.S. 
Army Corps of Engineers Automated 
Military Construction Progress Report- 
ing System., 78-4461 

AMPRS : user manual for the U.S. Army 
Corps of Engineers Automated Milita- 


ry Construction Progress Reporting 
System., 78-6497 


Reference manual for the U.S. Army 
Crops of Engineers Automated Milita- 
ry Construction Progress Reporting 
System : AMPRS., 78-4461 


User manual for the U.S. Army Corps of 
Engineers Automated Military Con- 
struction Progress Reporting System : 
AMPRS., 78-6497 
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United States. Army — Military 
construction operations — Study and 
teaching. 

Construction equipment maintenance su- 
pervisor : MOS 62B, skill level 3 
soldier’s manual., 78-20147 


Construction equipment repairer : soldi- 
er’s manual., 78-20146 


Soldier’s manual : construction equip- 
ment repairer : MOS 62B, skill levels 1 
and 2., 78-20146 

United States. Army — Military life — 

Evaluation. 

General supply company, general support 
: Army training and evaluation pro- 
gram., 78-6481 

United States. Army. Military Traffic 

Management Command. 

Transportation and travel : MTMC 
{Military Traffic Management Com- 
mand] port handling billing rates., 
78-20208 

United States. Army — Non-commissioned 
officers’ handbooks. 

Aircraft maintenance senior sergeant, 
MOS 67Z., 78-15064 


Commander’s manual : aircraft Main- 
tenance senior sergeant : MOS 672Z., 
78-15064 


United States. Army — Officers — 


Periodicals. 

Cdrs call., 78-3022 

Commanders call, 78-3022 

United States. Army — Officers efficiency 
report. 

Development of a performance appraisal 
method based on the duty module con- 
cept /, 78-215 

United States. Army — Officers’ handbooks. 

Artillery repairman, MOS 45L., 78-201 

Combat communications within the divi- 
sion., 78-10714 

Commander’s manual :_ infantryman, 
11B/11C., 78-1501 

Commander’s manual : interrogator, skill 
level 1/2/3/4, MOS 96C., 78-1533 

Commander’s manual : marine senior 
sergeant., 78-6478 

Commander's manual : MOS 45L, artil- 
lery repairman., 78-201 

Commander’s manual : unit and or- 
ganization supplyman, MOS 76Y., 
78-20175 


Infantryman, 11B/11C : commander’s 
manual., 78-1501 


Interrogator, skill level 1/2/3/4, MOS 
96C : commander’s manual., 78-1533 


Marine senior sergeant : commander’s 
manual., 78-6478 


Unit and organization supplyman., 78- 
20175 


Do not order from index; see indicated entry 





United States. Army — Officials and 


employees — Pensions. 
Your retirement., 78-23086 


United States. Army — Ordnance and 


ordnance stores. 
Ammunition foreman : soldier’s manual., 
78-4383, 78-4384 


Ammunition specialist : commander’s 
manual., 78-10692 


Cannon/missile senior sergeant, MOS 
13Y., 78-20150 


Cannon/missile senior sergeant : Soldier’s 
manual., 78-20151 


Commander’s manual : ammunition 
foreman., 78-4383 


Commander’s manual : FA target 
acquisition senior sergeant, MOS 13W 
: cannon/missile senior sergeant MOS 
13Y., 78-20150 


FA target acquisition senior sergeant., 
78-20150 

Field artillery target acquisition senior 
sergeant., 78-20151 

Hearings on Army reprograming request 
no. 78-14 P/A, FRG smooth bore 120- 
mm gun and XM-1 tank before the In- 
vestigations Subcommittee of the Com- 
mittee on Armed Services, House of 
Representatives, Ninety-fifth Congress, 
second session ..., 78-26738 


Soldier’s manual : ammunition foreman., 
78-4384 


Soldier’s manual : MOS 13W, MOS 13Y, 
skill level 5 : field artillery target 
acquisition senior sergeant, can- 
non/missile senior  sergeant., 78- 
20151 


The US Army Armor School Apprentice- 
ship Program for the trade of ordnance 
artificer., 78-4435 


United States. Army — Ordnance and 


ordnance stores — Cold weather 

operations. 

Operation and maintenance of ordnance 
materiel in cold weather (0 to 65 F)., 
78-15051 


United States. Army — Orduaance and 


ordnance stores — Handbooks, manuals, 

etc. 

Ammunitions specialist : soldier's 
manual., 78-10693 

Cannon crewman., 78-20148 


Commander’s manual : cannon crewman, 
MOS 13 B., 78-20148 


United States. Army — Ordnance facilities. 


Hearing on the proposed Mississippi 
army ammunition plant before the 
Military Installations and _ Facilities 
Subcommittee of the Committee on 
Armed Services, House of Representa- 
tives, Ninety-fifth Congress, first ses- 
sion, June 23, 1977., 78-5503 





United States. Army — Organization — 

Handbooks, manuals, etc. 

Soldier’s manual : unit and organization 
supplyman, MOS 76Y skill levels 1 
and 2., 78-20176, 78-20177 

Unit and organization supplyman., 
20176, 78-20177 


United States. Army — Parachute troops. 
Special forces military free-fall parachut- 
ing., 78-4402 
United States. Army — Pay, allowances, etc. 
Questions Army veterans usually ask 
about joining the Army National 
Guard., 78-20133 


12 questions Army veterans usually ask 
about joining the Army National 
Guard., 78-20133 

United States. Army — Periodicals. 

Army reserve magazine., 78-3023 


The Hallmark., 78-3027 
78-3015 


United States. Army — Personnel 
management. 
Management and use of Army enlisted 
personnel—what needs to be done /, 
78-23631 


Military personnel office, management, 
and administrative procedures : May 
31, 1971., 78-25204 


United States. Army — Postal service 
Unit mail service., 78-8711 


United States. Army — Procurement. 
Army’s programs for procuring ammuni- 
tion and modernizing ammunition 
plants : report to the Committee on 
Appropriations, House of Representa- 
tives /, 78-1800 


Army’s proposed land acquisition at Fort 
Hood, Texas, not justified : report of 
the Comptroller General of the United 
States., 78-1812 


78- 


Soldiers., 


Can the Army’s $2.8 billion program to 
modernize the CH-47 helicopter be 


improved? : 
78-13372 


Inventory management., 


report to the Congress /, 


78-20193 


Logistics : inventory management., 


20193 
Nongovernment organization codes for 
military standard contract administra- 


tion procedures (MILSCAP)., 78- 
3003, 78-3004 


Oversight hearings on the status of the 
Army XM-1I tank program, before the 
Investigations Subcommittee of the 
Committee on Armed Services, House 
of Representatives, Ninety-fifth Con- 
gress, first session, March 25, 28, 
1977., 78-2244 


Report of the oversight hearings on the 
status of the Army XM-1I tank pro- 


78- 
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gram before the Investigations Sub- 
committee of the Committee on 
Armed Services, House of Representa- 
tives, Ninety-fifth Congress, first ses- 
sion, October 18, 1977., 78-8237 


Selecting production site for Army's new 
main battle tank Department of 
Defense : report of the Comptroller 
General of the United States., 78- 
1884 


United States. Army — Procurement — Law 


and legislation — Handbooks, manuals, 
etc. 


Procurement law., 78-20206 


United States. Army — Records and 
correspondence — Indexes. 
Index of blank forms., 78-23108 


Military publications index of blank 


forms., 78-23108 


United States. Army — Recruiting, 
enlistment, etc. 
Dimensions of the army recruiter and 
guidance counselor job /, 78-20228 


The feasibility of the use of autobio- 
graphical information as a predictor of 
early Army attrition /, 78-23113 

Hearings on improprieties of U.S. Army 
recruiting practices before the In- 
vestigations Subcommittee of the Com- 
mittee on Armed Services, House of 
Representatives, Nineth-fifth Congress, 
first session, July 30, September 26, 
1977., 78-9899 


Report of the hearings in improprieties 
of U.S. Army recruiting practices be- 
fore the Investigations Subcommittee 
of the Committee on Armed Services, 
House of Representatives, Ninety-fifth 
Congress, first session., 78-12036 

United States. Army — Recruitment, 
enlistment, etc. — Periodicals. 


Recruiting and career counseling journal, 
78-3047 


U.S. Army recruiting and career counsel- 
ing journal., 78-3047 
United States. Army — Registers of dead. 
Commander’s manual : graves registra- 
tion specialist, MOS 57F .,  78-10707 
78-10707 
Graves registration specialist, MOS 57F 
skill level | and 2., 78-10708 


Graves registration specialist, MOS 57F 
skill level 4., 78-10710 


Graves registration specialist., 


Soldier’s manual : graves registration spe- 
cialist, MOS 57F skill level | and 2., 
78-10708, 78-10710 


United States. Army — Registers of dead — 
Handbooks, manuals, etc. 


Graves registration specialist., 78-10709 


Soldier’s manual : graves registration spe- 
cialist, MOS 57F skill level 3., 78- 
10709 
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United States. Army — Regulations. 
The Army lawyer., 78-3019 


United States. Army. Reserve Officers’ 

Training Corps. 

Reserve Officer Training Corps 
management deficiencies still to be 
corrected : Department of Defense : 
report to the Congress /, 78-4655 

United States. Army. Reserve Officers’ 

Training Corps — Rules and practice. 

Active duty personnel Army ROTC 
scholarships are available., 78-4333 

Army ROTC basic facts., 78-4332 


The Army ROTC two-year program., 
78-4331 
United States. Army — Sanitary affairs. 
Commander’s manual environmental 
health specialist., 78-1532 
Commander's manual : 
cialist., 78-1516 


Environmental health specialist 
mander’s manual., 78-1532 


Environmental health specialist : soldier's 
manual., 78-1519, 78-4373 


Soldier's manual : environmental health 
specialist., 78-1519, 78-4373 

Soldier’s manual : veterinary specialist., 
78-1517, 78-1518 

Veterinary specialist 
manual., 78-1516 


Veterinary specialist : soldier's manual., 
78-1517, 78-1518 


United States. Army — Sanitary affairs — 

Handbooks, manuals, etc. 

Army training and evaluation program, 
medical platoons and sections organic 
to combat and combat support bat- 
talions/squadrons., 78-23105 


Veterinary spe- 


: com- 


commander's 


Coordinating draft : Army training and 
evaluation program : medical platoons 
and sections organic to combat and 
combat support battalions/squadrons., 
78-23105 


Medical platoons and sections organic to 


combat and combat support battalions/ 
squadrons., 78-23105 
United States. Army — Security measures. 
Personnel security precautions against 
acts of terrorism., 78-15066 
United States. Army — Service clubs — 
Periodicals. 


Army host., 78-3035 


United States. Army. Signal Corps. 
The Army communicator., 78-3045 


United States. Army — Signaling. 
ADA ssignal operatons battalion., 78- 
20182 
The US Army Signal School apprentice- 


ship program for the trade of cable 
splicer., 78-211 
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United States. Army — Social services — 
Periodicals. 


Army host., 78-3035 


United States. Army — Songs and music — 
Handbooks, manuals, etc. 
Bassoon player, skill levels 1, 2, 3., 78- 
8693 


Soldier’s manual : bassoon player, skill 
levels 1, 2, 3., 78-8693 
United States. Army. Special Forces. 
The role of US Army Special Forces : 
airborne : tips for leaders., 78-15070 


United States. Army — Supplies and stores. 

Airdrop of supplies and equipment in the 
theater of operations., 78-20170 

Frozen foods for military troop field 
feeding : economic feasibility report : a 
study for the U.S. Army Natick 
Laboratories, Natick, Massachusetts., 
78-19954 

Index of specifications and standards., 
78-3010 


Military standard 
movement 
78-10632, 


transportation and 
procedures., 78-10631, 
78-10633, 78-15013 


Soldier’s manual stock control sup- 


plyman : MOS 76P, skill levels 3 and 
4., 78-20174 


Soldier’s manual subsistence sup- 
plyman, MOS 76X skill levels 1 and 2., 
78-8690 


Soldier’s manual 10-76P 10/20 stock 
control supplyman, skill levels 1 and 2, 


change |., 78-20173 


Stock control supplyman., 
78-20174 


78-20173, 


Storage supplyman MOS 76V, 
levels | and 2., 78-8688 


Storage supplyman, MOS 76V skill levels 
l and 2., 78-8688 


Subsistence supplyman., 
25186 


skill 


78-8690, 78- 


United States. Army — Supplies and stores 
— Catalogs. 
Index of supply catalogs and supply 
manuals (excluding types 7, 8, and 9), 
78-25202, 78-25203 


Military publications : index of supply 
catalogs and supply manuals 
(excluding types 7, 8, and 9)., 78- 
25202, 78-25203 

United States. Army — Supplies and stores 

— Handbooks, manuals, etc. 

Armament maintenance foreman, skill 
level four., 78-8685 

Commander’s manual : senior supply ser- 
geant, MOS 76Z., 78-12683 

Commander's manual 
ganization supplyman, 
78-20175 


unit and or- 
MOS 76Y., 
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General supply company, general support 
: Army training and evaluation pro- 
gram., 78-6481 


Material supplyman., 78-12682 


Material supplyman MOS 76D skill 
levels 1 and 2 : soldier’s manual., 78- 
20172 


Procedures for rapid deployment, 
redeployment, and retrograde : facility 
development guide., 78-20141 


78-10713 
Senior supply sergeant, MOS 76Z., 78- 
12683 


Soldier’s manual : material supplyman, 
MOS 76D, skill levels 3 and 4., 78- 
12682 


Soldier’s manual : MOS 45Z, armament 
maintenance foreman, skill level four., 
78-8685 


Senior supply sergeant., 


Soldier’s manual : senior supply sergeant, 
MOS 76Z skill levei 5., 78-10713 


Soldier’s manual subsistence sup- 
plyman, MOS 76X skill levels 3 and 4., 
78-10712 


Soldier’s manual : unit and organization 
supplyman, MOS 76Y skill levels 1 
and 2., 78-20176, 78-20177 

Subsistence supplyman., 78-10712 


Unit and organization supplyman., 78- 
20175, 78-20176, 78-20177 
United States. Army — Supplies and stores 
— Indexes. 
Index of supply catalogs 
manuals., 78-25201 


Military publications : index of supply 
catalogs and supply manuals 
(excluding types 7, 8, and 9)., 78- 
25201 

United States. Army — Supplies and stores 

— Maintenance and repair. 

Commander’s manual : utilities equip- 
ment repairer, MOS 52C., 78-20144 

Utilities equipment repairer., 78-20144 

United States. Army — Target-practice — 

Handbooks, manuals, etc. 

Soldier’s manual : MOS 17C, FA target 


acquisition specialist, skill level 3., 
78-6444 


and _ supply 


United States. Army — Transport service. 
Transportation and _ travel MTMC 
[Military Traffic Management Com- 
mand] port handling billing rates., 
78-20208 


United States. Army — Transportation. 
Automotive repairman, skill level three., 
78-8687 


Commander’s manual transportation 
senior sergeant., 78-4409 

Soldier’s manual : MOS 63H, automotive 
repairman, skill level three., 78-8687 
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Soldier’s manual : transportation senior 
sergeant, skill level 5., 78-4410 


Transportation senior sergeant 
mander’s manual., 78-4409 
Transportation senior sergeant, skill level 
5 : soldier’s manual., 78-4410 
United States. Army — Vocational guidance. 
Dimensions of the army recruiter and 
guidance counselor job /, 78-20228 


78-12697, 


com- 


Formal schools _ catalog., 
78-12698 


U.S. Army formal schools catalog., 78- 
12697, 78-12698 


United States. Army — Weapons systems. 
Department of Defense considerations of 
West Germany’s Leopard as_ the 
Army’s new main battle tank : report 
to the Congress /, 78-11137 


Effectiveness of the World Bank’s inde- 
pendent review and evaluation system : 
report to the Congress /, 78-23654 


Field artillery target analysis and 
weapons employment : nonnculear., 
78-20158 


Status of advanced attack helicopter pro- 
gram : Department of the Army : re- 
port to the Congress /, 78-1858 


United States. Army — Weapons systems — 
Handbooks, manuals, etc. 
Army weapon systems 

23110 


Chaparral/Redeye repairer, MOS 27G, 
skill level 3 : soldier’s manual., 78- 
15049 


analysis., 78- 


Chaparral system mechanic., 78-15061 


Commander’s manual : chapparal system 
mechanic, MOS 24N., 78-15061 


Tow/dragon repairer, MOSC 27E, com- 
mander’s manual., 78-12666 


Tow/dragon repairer, MOSC 27E skill 
level 3 : soldier’s manual., 78-12668 


Tow/dragon repairer, MOSC 27E, skill 
levels 1 and 2 : soldier’s manual., 78- 
12667 


United States. Army — Yearbooks. 
Department of the Army historical sum- 
mary., 78-12754, 78-23170 


Historical 78-12754, 78- 


23170 


United States. Army Air Defense School, 
Fort Bliss, Tex. 
Apprenticeship program for the trade of 
electro-mechanical technician 
(weapons systems), 78-4441 


The US Army Air Defense School ap- 
prenticeship program for the trade of 
electro-mechanical 
(weapons systems)., 


summary, 


technician 
78-4441 





United States. Army Air Defense School, 
Fort Bliss, Tex. — Weapons systems. 
Apprenticeship program for the trade of 
electro-mechanical technician 
(weapons systems), 78-23109 

The US Army Air Defense School ap- 
prenticeship program for the trade of 
electro-mechanical technician 
(weapons systems)., 78-23109 

United States. Army Audit Agency. 
Improving internal auditing in the De- 

partment of the Army : sixteenth re- 
port /, 78-5832 


United States. Army Aviation Systems 

Command. 

Planned realinement of two Army com- 
mands in St. Louis, Missouri : report 
of the Comptroller General of the 
United States., 78-11130 


United States. Army Cold Regions Research 


and Engineering Laboratory, Hanover, 
N.H. 


Benchnotes, 78-3036 


USA CRREL benchnotes., 78-3036 


United States. Army Communications 
Command. 
Annual report - U.S. Army Communica- 
tions Command., 78-23114 


United States. Army Dental Corps. 


United States Army Dental Corps post- 


graduate short courses : 1978-1979., 
78-25169 


United States. Army Engineer School, Fort 
Belvoir. 


The Engineer., 78-3041 


United States. Army Engineer School, Fort 
Belvoir, Va. 
The US Army Engineer School ap- 
prenticeship program for the trade of 


power house electrician/repairer., 78- 
10746 


The US Army Engineer School ap- 
prenticeship program for the trade of 
rigger., 78-15069 

United States. Army Field Artillery School, 

Fort Sill, Okla. 

The US Army Field Artillery School ap- 
prenticeship program for the trade of 
surveyor (artillery), 78-4433 

United States. Army Infantry School, Fort 

Benning, Ga. 

Commander's 
1IB/LIC., 

Infantryman, 
manual., 


manual 
78-1501 


11B/11iC 
78-1501 


United States. Army Intelligence and 
Security Command. 
Journal of the U.S. Army Intelligence & 
Security Command., 78-3033 


infantryman, 


commander's 





December 1978 


United States. Army Intelligence Center and 

School, Fort Huachuca, Ariz. 

The US Army Intelligence Center and 
School apprenticeship program for the 
trade of aerial photograph interpreter., 
78-20218 

The US Army Intelligence Center and 
School apprenticeship program for the 
trade of electronic technician (radar)., 
78-20217 

United States. Army Intelligence School, 

Fort Devens, Mass. 

The US Army Intelligence School ap- 
prenticeship program for the trade of 
electronic communication technician., 
78-20214 

United States. Army Medical Department. 

Perspectives, US Army Medical Depart- 

ment., 78-3043 


United States. Army Quartermaster School, 

Fort Lee, Va. 

The US Army Quartermaster School ap- 
prenticeship program for the trade of 
pumper-gauger (petro-chemical)., 78- 
20216 

United States. Army Reserve. 

The role of the Reserve in the total 
Army : a bibliographic survey of the 
United States Army Reserve., 78- 
4419 

United States. Army Reserve — 

Management. 

Army Reserve and Army National Guard 
unit reorganizations, disruptive : more 
effective controls needed., 78-13349 

United States. Army Signal School. 

Apprenticeship program for the trade of 

radio mechanic., 78-4440 


The US Army Signal School apprentice- 
ship program for the trade of elec- 
tronic technician (Communication)., 
78-15068 


The US Army Signal School apprentice- 


ship program for the trade of radio 
mechanic., 78-4440 


United States. Army Transportation School, 
Fort Eustis, Va. 
Apprenticeship program for the trade of 
marine hull repairer, ironworker 
(boatbuilder, steel), 78-4423 


The US Army Transportation School ap- 
prenticeship program for the trade of 
aircraft mechanic, armament., 78- 
8710 


The US Army Transportation School ap- 
prenticeship program for the trade of 
marine hull repairer, ironworker 
(boatbuilder, steel)., 78-4423 


The US Army Transportation School ap- 
prenticeship program for the trade of 
sheet metal worker (aircraft)., 78- 
8706 
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United States. Army Troop Support 

Command. 

Planned realinement of two Army com- 
mands in St. Louis, Missouri : report 
of the Comptroller General of the 
United States., 78-11130 

United States. Assay Office, New York, N.Y. 


— Appointments, promotions, salaries, 
etc. 


Nomination of Saul Silverman : hearing 
before the Committee on Banking, 
Housing, and Urban Affairs, United 
States Senate, Ninety-fifth Congress, 
second session ... April 13, 1978., 78- 
19054 


United States. Assistant Secretary of 


Defense (Manpower, Reserve Affairs, and 
Logistics) 


Defense management journal., 78-2987 


United States. Associate Administrator for 

Women’s Business Enterprises. 

Associate Administrator for Women’s 
Business Enterprise within the Small 
Business Administration : report to ac- 
company S. 1526., 78-2372 


United States — Biography — Portraits — 
Exhibitions. 
Fifty American faces from the collection 


of the National Portrait Gallery /, 78- 
26541 


United States. Board for International 
Broadcasting. 
Annual report - The Board for Interna- 
tional Broadcasting., 78-14236 


United States. Board for International 
Broadcasting — Appropriations and 
expenditures. 

Budget. Supplemental request - Board 
for International Broadcasting., 78- 
16091 


Foreign relations authorization : hearings 
before the Subcommittee on Interna- 
tional Operations of the Committee on 
Foreign Relations, United States 
Senate, Ninety-fifth Congress, second 
session, on S. 2863 ... April 14, 19, 
and 21, 1978., 78-22467 


Foreign relations authorization act, fiscal 
year 1978 : [an act to authorize fiscal 
year 1978 appropriations for the De- 
partment of State, the United States 
Information Agency, and the Board for 
International Broadcasting ...]., 78- 
5857 


Foreign relations authorization act, fiscal 
year 1979 : conference report to ac- 
company H.R. 12598., 78-26977 

Foreign relations authorization act, fiscal 
year 1979 : report of the Committee 
on Foreign Relations, United States 


Senate, together with additional views, 
on S. 3076 ..., 78-19470 
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Foreign relations authorization act, fiscal 
year 1979 : report of the Committee 
on International Relations, on H.R. 
12598 ...,  78-19321 


United States. Board of Foreign 
Scholarships. 

Annual report - Board of Foreign 
Scholarships., 78-24458 


Report on exchanges, annual report., 
78-24458 


United States. Board of Governors of the 
Federal Reserve System. 
Action of the Board; applications and re- 
ports., 78-3195 


Annual report - Board of Governors of 
the Federal Reserve System., 78- 
17312 


Annual report to Congress on _ the 
Federal Trade Commission improve- 
ment act., 78-8887 


Maintaining and making public minutes 
of Federal Reserve meetings : hearings 
before the Subcommittee on Domestic 
Monetary Policy of the Committee on 
Banking, Finance, and Urban Affairs, 
House of Representatives, Ninety-fifth 
Congress, first session, on H.R. 9465 

H.R. 9589 ... October 27, 28, 
November 17, 1977., 78-12043 


To amend the Federal reserve act : hear- 
ing before the Subcommittee on 
Domestic Monetary Policy of the 
Committee on Banking, Currency and 
Housing, House of Represenatives, 
Ninety-fourth Congress, second ses- 
sion, on. H.R. 14848 ... September 22, 
1976., 78-9907 


United States. Board of Governors of the 
Federal Reserve System — Appointments, 
promotions, salaries, etc. 

Continuation of the nomination of G. 
William Miller : hearings before the 
Committee on Banking, Housing, and 
Urban Affairs, United States Senate, 
Ninety-fifth Congress, second session 
.. February 27 and 28, 1978., 78- 
19051 


Nomination of G. William Miller : hear- 
ing before the Committee on Banking, 
Housing, and Urban Affairs, United 
States Senate, Ninety-fifth Congress, 
second session ... January 24, 1978., 
78-22415 

United States. Board of Governors of the 

Federal Reserve System — Appropriations 

and expenditures. 

Report on the oversight hearings on the 
Federal Reserve System’s budget for 
the calendar year 1977 /, 78-1299 

United States. Board of Governors of the 

Federal Reserve System — Bibliography. 

Federal Reserve Board publications., 
78-17319, 78-17320 
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United States. Board of Governors of the 
Federal Reserve System — Rules and 
practice. 


Banks and banking, 78-25837 


Code of Federal regulations., 78-25837 


Proposals regarding the Federal Reserve 
Board’s financial disclosure system : 
report to the Congress /, 78-1754 


United States. Board of Trustees of the 
Federal Supplementary Medical 
Insurance Trust Fund. 

Annual report of the Board of Trustees 
of the Federal Supplementary Medical 
Insurance Trust Fund., 78-8368, 78- 
24695 


United States. Bonneville Power 
Administration. 
About BPA., 78-25570 


The Alumax environmental statement., 
78-612 


Draft environmental statement, Alumax 
environmental statement., 78-612 


Draft environmental statement, role of 
the Bonneville Power Administration 
in the Pacific Northwest power supply 
system., 78-613 


Role EIS., 78-613, 78-614 


The role of the Bonneville Power Ad- 
ministration in the Pacific Northwest 
power supply system including its par- 
ticipation in the hydro-thermal pro- 
gram : a program environmental state- 
ment and planning report., 78-613 


The role of the Bonneville Power Ad- 
ministration in the Pacific Northwest 
power supply system including its par- 
ticipation in the hydro-thermal pro- 
gram : summary report., 78-614 


*United States — Boundaries. 
Boundary lines needed in the Southern 
Region., 78-14579 


Help boundary lines needed in the 
Southern Region., 78-14579 


Maritime boundary modus vivendi 
between the United States of America 
and Cuba, effected by exchange of let- 
ters signed at Havana April 27, 1977., 
78-5220 


United States — Boundaries — Mexico. 

Relocations of the Rio Grande Channel : 
act approving minute 257 of the Inter- 
national Boundary and Water Commis- 
sion, United States and Mexico 
between the United States of America 
and Mexico signed at Washington May 
26, 1977., 78-7573 


United States. Bureau of Alcohol, Tobacco, 
and Firearms. 


Accounting and auditing act of 1950, 
amendments., 78-2360 


Alcohol, Tobacco, & Firearms works for 
you on—, 78-24336 
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United States. Bureau of Alcohol, Tobacco 
and Firearms — Officials and employees 
— Appointments, promotions, salaries, 
etc. 


ATF inspectors., 78-7673 


78-7674 


United States. Bureau of Alcohol, Tobacco 
and Firearms — Positions. 
ATF inspectors., 78-7673 


78-7674 


United States. Bureau of Alcohol, Tobacco 
and Firearms — Rules and practice. 
Alcohol, tobacco products and firearms, 

78-7019 


Code of Federal regulations., 


Special agent., 


Special agent., 


78-7019 


United States. Bureau of Economic Analysis. 

The BEA economic areas : structural 

changes and growth, 1950-73., 78- 
19984 


United States. Bureau of Engraving and 

Printing — Accounting. 

Examination of the Bureau of Engraving 
and Printing Fund’s financial state- 
ments for the 15 months ended Sep- 
tember 30, 1976, and for fiscal year 
1977 : report to the Congress /, 78- 
23643 


United States. Bureau of Engraving and 
Printing — Appropriations and 
expenditures. 

Examination of financial statements, Bu- 
reau of Engraving and Printing fund 
for fiscal years 1974 and 1975 shows 
need for statutory authority to increase 
capitalization Department of the 
Treasury : report to the Congress /, 
78-1731 


United States. Bureau of Health Manpower. 
Annual report - Bureau of Health Man- 
power., 78-15438 


A new bureau, a sharper focus; annual 
report of activities., 78-15437 


United States. Bureau of Indian Affairs. 
The Bureau of Indian Affairs needs to 
determine how well its Indian training 
program is working and assist tribes in 
their training efforts : report of the 
Comptroller General of the United 
States., 78-13207 


Bureau of Indian Affairs not operating 
boarding schools efficiently : report of 
the Comptroller General of the United 
States., 78-13211 


Bureau of Indian Affairs organization : 
hearings before the United States 
Senate Select Committee on Indian Af- 
fairs, Ninety-fifth Congress, first ses- 
sion... July 13, August 1, 1977., 78- 
22494 


Indian education, oversight : hearings be- 
fore the Subcommittee on Elementary, 
Secondary, and Vocational Education 





of the Committee on Education and 
Labor, House of Representatives, 
Ninety-fifth Congress, first session ..., 
78-14306 


Questionable need ffor all schools 
planned by the Bureau of Indian Af- 
fairs report of the Comptroller 
General of the United States., 78- 
13210 


United States. Bureau of Indian Affairs — 
Appointments, promotions, salaries, etc. 
Federal employment preference for cer- 

tain non-Indian employees hearing 
before the Subcommittee on Compen- 
sation and Employee Benefits of the 
Committee on Post Office and Civil 
Service, House of Representatives, 
Ninety-fifth Congress, first session, on 
H.R. 4153 ... July 26 and September 7, 
1977., 78-2286 


Nomination of the Assistant Secretary of 
the Interior for Indian Affairs 
hearings before the United States 
Senate, Select Committee on Indian 
Affairs, Ninety-fifth Congress, first ses- 
sion ... September 9 and 12, 1977., 
78-2273 


United States. Bureau of Indian Affairs — 

Appropriations and expenditures. 

More effective controls over Bureau of 
Indian Affairs administrative costs are 
needed report of the Comptroller 
General of the United States., 78- 
13237 


Tribal participation in the Bureau of In- 
dian Affairs budget system should be 
increased : report of the Comptroller 


General of the United States., 78- 
13213 


United States. Bureau of Indian Affairs — 
Archives. 
List of cartographic records of the Bu- 
reau of Indian Affairs /, 78-1908 


United States. Bureau of Indian Affairs — 

Officials and employees. 

Employment preference for certain em- 
ployees of the Bureau of Indian Affairs 
and the Indian Health Service : report 
to accompany S. 666., 78-10265 


Liberalized retirement benefits for non- 
Indians employees : hearing before the 
Subcommittee on Civil Service and 
General Services of the Committee on 
Governmental Affairs, United States 
Senate, Ninety-fifth Congress, first ses- 
sion, on S. 666 September 13, 
1977., 78-9962 


United States. Bureau of Labor Statistics. 
The BLS industrial price program : a sur- 
vey of users., 78-5125 
Estimating methods and series available : 
BLS payroll employment and _ labor 
turnover programs (national program) 





December 1978 


: March 
21713 


Major programs, Bureau of 
Statistics., 78-24158 


Remarks by the Honorable W. J. Usery, 
Jr., before BLS employees, Washing- 
ton, D.C., February 11, 1976., 78- 
695 


Research summaries 
and the rush hour /, 


1975 comparisons., 78- 


Labor 


work schedules 

78-5120 

Work schedules and the rush hour., 78- 
5120 


United States. Bureau of Labor Statistics — 
Appointments, promotions, salaries, etc. 
Nomination : hearing before the Com- 

mittee on Human Resources, United 
States Senate, Ninety-fifth Congress, 
first session, on Julius Shiskin to be 
Commissioner of Labor Statistics, De- 
partment of Labor, October 6, 1977., 

78-14343 


United States. Bureau of Labor Statistics — 
Bibliography — Catalogs. 


BLS publications, 1972-77., 78-24131 


United States. Bureau of Labor Statistics — 
Bibliography — Periodicals. 
Publications of the Bureau 

Statistics., 78-24157 


United States. Bureau of Labor Statistics. 
Business Research Advisory Council. 
Directory of the Business Research Ad- 

visory Council to the Bureau of Labor 
Statistics., 78-24162 

United States. Bureau of Labor Statistics — 
Information services. 
Data processing at BLS /, 


of Labor 


78-21727 


How to get information from the Bureau 
of Labor Statistics., 78-15722 


United States. Bureau of Labor Statistics — 
Officials and employees — Addresses, 
essays, lectures. 

Remarks by the Honorable W. J. Usery, 
Jr., before BLS employees, Washing- 
ton, D.C., February 11, 1976., 78- 
695 


United States. Bureau of Labor Statistics — 
Statistical services. 
Data processing at BLS /, 
United States. Bureau of Land 
Management. 
BLM facts : Arizona national resource 
lands digest., 78-11588 
BLM in Wyoming., 78-21603 
BLM in Wyoming; a 
public., 78-24059 


78-3489 


Information on Federal land exchanges 
with private citizens in New Mexico : 
Department of the Interior : report of 
the Comptroller General of the United 
States., 78-1895 


78-21727 


report to the 


BLM newsletter., 
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Public rangelands continue to deteriorate 
: Department of the Interior, Bureau of 
Land Management : report to the Con- 
gress /, 78-1694 

United States. Bureau of Land Management 

— Appointments, promotions, salaries, 

etc. 

Frank Gregg nomination : hearing before 
the Committee on Energy and Natural 
Resources, United States Senate, 
Ninety-fifth Congress, second session, 
on the nomination of Frank Gregg, to 
be Director, Bureau of Land Manage- 
ment, Department of the 
February 2, 1978., 78-22453 


United States. Bureau of Land Management 
— Appropriations and expenditures. 
Authorizing appropriations for activities 

and programs carried out by the Secre- 
tary of the Interior through the Bureau 
of Land Management : report to ac- 
company H.R. 10787., 78-26909 


Bureau of Land Management quadrenni- 
al authorization fiscal years 1979 
through 1982 : report to accompany S. 
2234., 78-19429 


Quadrennial authorizations for the Bu- 
reau of Land Management : hearings 
before the Subcommittee on Public 
Lands of the Committee on Energy 
and Natural Resources, United States 
Senate, Ninety-fifth Congress, second 
session, on S. 2234 ... March 2, 1978., 
78-26777 


United States. Bureau of Mines. 

Bureau of Mines research; a summary of 
significant results in mining, metallurgy 
and energy., 78-24033 

The Department of the 
minerals availibility system 
the Congress /, 78-23619 

United States. Bureau of Mines — 

Appropriations and expenditures. 

Release of certain budget authority 
communication from the General 
Counsel, General Accounting Office 

78-26879 
United States. Bureau of Mines — 

Bibtiography. 

List of Bureau of Mines publications and 
articles, with subject and 
index., 78-15547 


Interior, 


Interior's 
: report to 


author 


New publications Bureau of 
Monthly list., 78-3423 
United States. Bureau of Naval Personnel. 
Bureau of Naval Personnel manual., 78- 
3066 


Mines; 


United States. Bureau of Naval Personnel — 
Bibliography. 
Naval Personnel Bureau and Naval Edu- 
cation & Training Command publica- 
tions., 78-13400 


Page 1-2495 





United States. Bureau of Outdoor 
Recreation — Rules and practice. 
The Bureau of Outdoor Recreation and 
its responsibilities, 78-21611 


United States. Bureau of Prisons. National 
Institute of Corrections. 
Annual program plan - National Institute 
of Corrections, Department of Justice, 
Bureau of Prisons., 78-26251 


National — Institute of Corrections 
guideline manual : instructions for ap- 
plying for Federal assistance., 78- 
21678 


NIC National Institute of Corrections an- 
nual program plan, 78-26251 
United States. Bureau of Public Roads. 
The trailblazers., 78-22070 


United States. Bureau of Radiological 
Health. 


BRH publications index., 78-7093 


The Bureau of Radiological Health : a 
look at FDA’s program to protect the 
American consumer from radiation., 
78-1947 


A look at FDA’s program to protect the 
American consumer from radiation., 
78-1947 


Resources and staffing., 78-13514 


United States. Bureau of Reclamation. 
Actions needed to increase the safety of 
dams built by the Bureau of Reclama- 
tion and the Corps of Engineers : re- 
port of the Comptroller General of the 
United States., 78-1692 


Development of concrete-polymer 
materials by the Bureau of Reclama- 
tion : a summary report /, 78-7290 


Safety of dams : a review of the program 
of the U.S. Bureau of Reclamation for 
the safety of existing dams : a report to 
the U.S. Department of the Interior /, 
78-13772 


United States. Bureau of Reclamation — 
Rules and practice. 
Code of Federal regulations., 
78-17385 
Public lands: 
17385 
United States. Bureau of the Census. 
Collection and publication of world 
population data : hearings before the 
Subcommittee on Census and Popula- 
tion of the Committee on Post Office 
and Civil Service, House of Represen- 
tatives, Ninety-fifth Congress, first ses- 
sion, on H.R. 3950 ... March 30 and 
April 25, 1977., 78-2288 


78-11149, 


Interior, 78-11149, 78- 


Data on foreign ownership of property 


within the United States : hearing be- 
fore the Subcommittee on Census and 
Population of the Committee on Post 
Office and Civil Service, House of 
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Representatives, Ninety-fifth Congress, 
first session, on H.R. 7411 ... July 15, 
1977., 78-2287 


Special censuses., 
78-22835 


The statistical mapping and geographic 
base files of the U. S. Bureau of the 
Census /, 78-150 


Summary of special censuses conducted 
by the Bureau of the Census between 
January 1, 1977 and June 30, 1977, 
78-22834 


Summary of special censuses conducted 
by the Bureau of the Census between 
July 1, 1976 and December 31, 1976, 
78-4089, 78-22835 

Using census data in small plant market- 
ing /, 78-26527 

United States. Bureau of the Census — 

Rules and practice. 

Factfinder for the Nation : history and 
organization., 78-14858, 78-14859 

United States. Bureau of the Census — 

Statistics. 

Availability of census records about in- 
dividuals., 78-14856 


Factfinder for the Nation : availability of 
census records about individuals., 78- 
14856 


United States. Bureau of the Mint. 
Alternatives to constructing a new 
Denver mint : Bureau of the Mint : re- 
port to the Senate Committee on 
Banking, Housing, and Urban Affairs., 
78-1818 


Annual report of the Director of the 
Mint., 78-14038 


United States. Bureau of the Mint — 
Appointments, promotions, salaries, etc. 
Nominations of Stella B. Hackel and 

Joseph F. Timilty : hearing before the 
Committee on Banking, Housing, and 
Urban Affairs, United States Senate, 
Ninety-fifth Congress, first session ... 
November 3, 1977., 78-14296 

United States. Capitol Police. 

An act to extend the supervision of the 
United States Capitol Police to certain 
facilities leased by the Office of 
Technology Assessment., 78-5886 

Extending the supervision of the U.S. 
Capital Police to certain facilities 
leased by the Office of Technology As- 
sessment report to accompany S. 
2052., 78-5958 

Supervision extension of the U.S. Capitol 
Police : report to accompany S. 2052., 
78-5794 

United States — Census. 
Census of business., 


78-4089, 78-22834, 


78-8896 
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The Census reform act : hearings before 
the Subcommittee on Census and 
Population of the Committee on Post 
Office and Civil Service, House of 
Representatives, Ninety-fifth Congress, 
first session, on H.R. 8871 ... Sep- 
tember 12 and 23, 1977., 78-8341 


Census surveys : measuring America., 
78-10532 


Current survey statistics : available from 
the Bureau of the Census., 78-113 


Data user education and training activi- 
ties., 78-19649 


Data user training, 78-19649 


Factfinder for the Nation : history and 
organization., 78-14858, 78-14859 


78-10532 


Minutes, Census Advisory Committee on 
the Spanish Origin Population for the 
1980 Census, September 25-26, 1975., 
78-19653 


Neighborhood statistics : hearing before 
the Subcommittee on Census and 
Population of the Committee on Post 
Office and Civil Service, House of 
Representatives, Ninety-fifth Congress, 
first session, on H.R. 3789 ... April 20, 
1977., 78-2289 


Preliminary guide to 1977 census of 
governments., 78-19655 


Proposals for a mid-decade census 
hearing before the Subcommittee on 
Census and Population of the Commit- 
tee on Post Office and Civil Service, 
House of Representatives, Ninety- 
fourth Congress, first session, on H.R. 
2556 and H.R. 3704 ... May 16, 1975., 
78-14389 


Special censuses., 
78-22835 


Summary of special censuses conducted 
by the Bureau of the Census between 
January 1, 1977 and June 30, 1977, 
78-22834 


Summary of special censuses conducted 
by the Bureau of the Census between 
July 1, 1976 and December 31, 1976, 
78-4089, 78-22835 


United States — Census — Bibliography. 
Census Bureau methodological research., 
78-19684 


Census of population., 


Measuring America., 


78-4089, 78-22834, 


78-15371 
United States — Census — Bibliography — 
Periodicals. 
Bureau of the Census 
2611, 78-2612 


United States — Census — Data processing. 

The statistical mapping and geographic 

base files of the U. S. Bureau of the 
Census /, 78-150 


catalog., 78- 





*United States — Census — Indexes. 
Population schedules, 1800-1870 
volume index to counties and major ci- 
ties., 78-15384 
United States — Census — Information 
services. 
Summary tape processing centers : ad- 
dress list., 78-6260 


United States — Census — Periodicals. 
Data user news., 78-2646 


*United States — Census, 19th, 1970. 
Employer record clerk., 78-22854 


Population 1970, 78- 


22850 


Population of urbanized areas established 
since the 1970 census., 78-19721 


Procedural history, advance issuance of 
chapters 16 and 17., 78-22850 


Procedural history, advance issuance of 
index., 78-22851 

The 1970 census and you : 
troduction to census data., 


and housing. 


a general in- 
78-1388 


1970 census of population : population 
of urbanized areas established since 
the 1970 census, for the United States, 
1970., 78-19721 


1970 census of population and housing : 
evaluation and research program : the 
employer record check., 78-22854 


1970 census of population and housing : 
procedural history : advance issuance 
of chapters 16 and 17., 78-22850 


1970 census of population and housing : 
procedural history : advanced issuance 
of index., 78-22851 


*United States — Census, 19th, 1970 — 

Handbooks, manuals, etc. 

A student’s workbook on the 1970 cen- 
sus., 78-14845 

United States — Census, 1970. 

Accuracy of data for selected population 
characteristics as measured by reinter- 
views., 78-22853 

Effect of special procedures to improve 


coverage in the 1970 census., 78- 
22852 


1970 census of population and housing : 
evaluation and research program : ac- 
curacy of data for selected population 
characteristics as measures by reinter- 


views., 


78-22853 


1970 census of population and housing : 
evaluation and research program : ef- 
fect of special procedures to improve 
coverage in the 1970 census., 78- 
22852 


*United States — Census, 20th, 1978 — 
Planning. 


1980 census update., 78-16806 
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United States — Census, 20th, 1980. 

1980 census : hearings before the Sub- 
committee on Census and Population 
of the Committee on Post Office and 
Civil Service, House of Representa- 
tives, Ninety-fifth Congress, first ses- 
sion, June 9, 10, and 24, 1977., 78- 
2290 


*United States — Census, 20th, 1980 — 
Planning. 
1980 census update., 
16805, 78-16807 


United States. Central Intelligence Agency. 
The CIA and the media : hearings before 
the Subcommittee on Oversight of the 
Permanent Select Committee on Intel- 
ligence, House of Representatives, 
Ninety-fifth Congress, first and second 
sessions ..., 78-24629 


Human drug testing by the CIA, 1977 : 
hearings before the Subcommittee on 
Scientific Research of the Committee 
on Human Resources, United States 
Senate, Ninety-fifth Congress, first ses- 
sion on S. 1893 ... September 20 and 
21, 1977., 78-14338 


Project MKULTRA, the CIA’s program 
of research in behavioral modification 
: joint hearing before the Select Com- 
mittee on Intelligence and the Sub- 
committee on Health and Scientific 
Research of the Committee on Human 
Resources, United States Senate, 
Ninety-fifth Congress, first session, Au- 
gust 3, 1977., 78-12144 


United States. Central Intelligence Agency 
— Appointments, promotions, salaries, 
ete. 

Nomination as Deputy Director of Cen- 
tral Intelligence of Ambassodor Frank 
C. Carlucci : report of the Select Com- 
mittee on Intelligence, United State 
Senate., 78-16086 


78-16804, 78- 


Nomination of Ambassador Frank C. 
Carlucci : hearings before the Select 
Committee on Intelligence of the 
United States Senate, Ninety-fifth Con- 
gress, second session January 27 
and 30, 1978., 78-22516 


United States. Central Intelligence Agency 
— Appropriations and expenditures. 
Authorizing appropriations for fiscal year 

1978 for intelligence activities of the 
United States Government, the Intel- 
ligence Community Staff, the CIA 
Retirement and Disability System 
(CIARDS) ... : report to accompany S. 
1539., 78-5900 


Authorizing appropriations for fiscal year 
1979 for intelligence activities of the 
U. S. Government, the Intelligence 
Community Staff, the Central Intel- 
ligence Agency Retirement and Disa- 
bility System (CIARDS), and for other 
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2939., 
24882 


Authorizing appropriations for fiscal year 
1979 for intelligence and intelligence- 
related activities of the U.S. Govern- 
ment, the Intelligence Community 
Staff, the Central Intelligence Agency 
Retirement and Disability System ... : 
report to accompany H.R. 12240., 
78-19305 


Intelligence and intelligence-related ac- 
tivities authorization act for fiscal year 


1979 : conference report to accom- 
pany H.R. 12240., 78-24747 


United States. Civil Aeronautics Board. 

Effective fuel conservation programs 
could save millions of gallons of avia- 
tion fuel Dept. of Transportation, 
Civil Aeronautics Board, Federal Ener- 
gy Administration : report to the Con- 
gress /, 78-4630 

Federal aviation act of 
10563, 78-25040 


Lower airline costs per passenger are 
possible in the United States and could 
result in lower fares : Civil Aeronautics 
Board : report to the Congress /, 78- 
1664 


Regulations of the Civil Aeronautics 
Board., 78-2668, 78-10565 


Report of the Civil Aeronautics Board 
Advisory Committee on Procedural 
Reform., 78-25039 


Report to Congress - Civil Aeronautics 
Board., 78-10562 


Why the Federal airline subsidy program 
needs revision Civil Aeronautics 
Board : report to the Congress /, 78- 
1703 


United States. Civil Aeronautics Board — 
Bibliography. 
Civil Aeronautics Board publicatioas., 
78-8899 


List of publications - Civil Aeronautics 
Board., 78-22900, 78-22901 


United States. Civil Aeronautics Board — 
Positions. 
Career opportunities for attorneys with 
the Civil Aeronautics Board., 78- 
25038 


United States. Civil Air Patrol. 
Civil Air Patrol and state and regional 
defense airlift. _relationships., 78- 
15950 


United States — Civil defense. 

Civil defense - are Federal, State, and 
local governments’ prepared for 
nuclear attack? Department of 
Defense, General Services Administra- 
tion, Department of Housing and 
Urban Development : report to the 
Congress /, 78-4757 


report to accompany S. 
78-19409, 78-24813, 78- 


1958., 78- 
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Did you know : items contains disaster 
readiness information., 78-25167 


The national plan for emergency 
preparedness : chapter 6, transporta- 
tion /, 78-15834 

*United States — Civil defense — 

Bibliography. 


Publications catalog., 78-23085 


United States — Civil defense — Periodicals. 
Information bulletin - Defense Civil 
Preparedness Agency., 78-3013 


*United States — Civil defense — Warning 
systems. 
Join radio amateur civil emergency ser- 
vice., 78-20137 


United States. Civil Service Commission. 
Annual report - United States Civil Ser- 
vice Commission., 78-23000, 78- 
23001, 78-23002 


The annual report of the United States 
Civil Service Commission., 78-23001, 
78-23002 


Civil service reform : hearings before the 
Committee on Post Office and Civil 
Service, House of Representatives, 
Ninety-fifth Congress, second session, 
on H.R. 11280 ...,  78-26846 


Civil service reform act of 1978 : con- 
ference report to accompany S. 2640., 
78-27005, 78-27128 


Civil service reform act of 1978 : report 
of the Committee on Governmental 
Affairs, United States Senate, to ac- 
company S. 2640 ... together with ad- 
ditional and minority views., 78- 
27065 


Civil service reform act of 1978 : report 
of the Committee on Post Office and 
Civil Service on H.R. 11280 ..., 78- 
24739 


Civil service reform act of 1978 and 
Reorganization plan no. 2 of 1978 : 
hearings before the Committee on 
Governmental Affairs, United States 
Senate, Ninety-fifth Congress, second 
session, on S. 2640, S. 2707, and S. 
2830 ...,  78-26801 


Executive development services and 


resources available through CSC., 78- 
12555 


FY 1978-83 unified planning document : 
goals and objectives statements., 78- 
172 

Improvements needed in processing civil 
service retirement claims : report of 
the Comptroller General of the United 
States., 78-13259 

Index to Civil Service Commission infor- 
mation., 78-2966 


Management of civilian personnel in the 
Federal government : the present situa- 
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tion and proposals for improvements : 
study /, 78-13247 


More Civil Service Commission supervi- 
sion needed to control health in- 
surance costs for Federal employees : 
report of the Comptroller General of 
the United States., 78-4684 


Oversight hearing on the Civil Service 
Commission : hearing before the Com- 
mittee on Post Office and Civil Ser- 
vice, House of Representatives, 
Ninety-fifth Congress, first session, 
June 14, 1977., 78-1100 


Personnel management 
government, 78-23000 


Problems in the federal employee equal 
employment opportunity program need 
to be resolved U.S. Civil Service 
Commission and other federal agencies 
: report to the Congress /, 78-1746 


Proposal to _ resolve longstanding 
problems in investigations of Federal 
employees : Civil Service Commission : 
report to the Congress /, 78-11110 


Reorganization plan no. 2 of 1978., 78- 
26801 


United States. Civil Service Commission — 
Appointments, promotions, salaries, etc. 
An act to amend title 5, United States 

Code, to provide that hearing ex- 
aminers shall be known as administra- 
tive law judges, and to increase the 
number of such positions ..., 78- 
14502 


Increase in number of administrative law 


judge positions : report to accompany 
H.R. 6975., 78-16419 


United States. Civil Service Commission — 
Bibliography. 
Civil Service Commission publications., 
78-2368 1 


United States. Civil Service Commission. 
Bureau of Training. 
Interagency training calendar of courses., 
78-2968 


United States. Civil Service Commission. 
Chicago Regional Training Center. 
Communications and Office Skills 
Institute — Curricula. 
Supervisory/management 

tions curricula., 78-8657 


United States. Civil Service Commission. 
General Management Training Center. 
GMT calendar of courses., 78-23023, 

78-23024 


United States. Civil Service Commission. 
General Management Training Center — 
Curricula. 

General Management Training Center 
course catalogue : for executives, at- 
torneys, managers, supervisors., 78- 
10630 


and_ effective 


communica- 
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United States. Civil Service Commission. 
Personnel Management Institute — 
Curricula. 
General 

6332 


United States. Civil Service Commission. 
Personnel Management Training Center 
— Curricula. 

Announcing general personnel manage- 
ment courses : January-March, 1976., 
78-16895 

Personnel Management Training Center 
course schedule : October 1976-Sep- 
tember 1977., 78-12561 


United States — Civilization — Public 
opinion. 
The image of American society among 
Italian influentials., 78-7385 


Relevance of the American experience to 
Kenyan audiences., 78-7366 


*United States — Claims. 

Amendments to the Federal tort claims 
act, S. 2117 : joint hearing before the 
Subcommittee on Citizens and Share- 
holders Rights and Remedies and the 
Subcommittee on Administrative Prac- 
tice and Procedure of the Committee 
on the Judiciary, United States Senate, 
Ninety-fifth Congress, second session 
wey» 7178-22531 


Annual report to the Congress - Foreign 
Claims Settlement Commission., 78- 
18851 


Calendar - Court of Claims., 


personnel management., 78- 


78-3513 


Foreign Claims Settlement Commission 
annual report, 78-18851 


Relief of Rawleigh Moses & Co., inc. : 
report to accompany S. Res. 234., 
78-8478 

*United States — Climate. 

Cooperative observers climatological ob- 
servatons : sample forms of records 
available at National Climatic Center, 
Federal Building, Asheville, North 
Carolina 28801, 78-19888 

Local climatological data., 78-19880 

78-14901 


Sample forms of records available at Na- 
tional Climatic Center., 78-19888 


A United States climate program plan /, 
78-16102 


*United States — Climate — Indexes. 
Index of hourly, synoptic and auto- 
graphic original records., 78-19890 
United States — Climate — Maps — 
Periodicals. 
Daily weather maps., 


NOAA climate program., 


78-2741 


United States — Climate — Periodicals. 
Climatological data: national summary., 
78-2743 





*United States — Climate — Research. 
National climate act report of the 
Senate Committee on Commerce, 
Science, and Transportation, on H.R. 
6669 ..., 78-16428 
National climate program act : hearings 
before the Subcommittee on Science, 
Technology, and Space of the Commit- 
tee on Commerce, Science, and Trans- 
portation, United States Senate, 
Ninety-fifth Congress, first session, on 
S. 421 ... S. 1652 ..., 78-5532 
United States — Climate — Tables. 
Comparative climatic data., 78-22930 


United States. Coast Guard. 

Annual report of the U.S. Court of Mili- 
tary Appeals and the Judge Advocates 
General of the Armed Forces and the 
General Counsel of the Department of 
Transportation pursuant to the uniform 
code of military justice., 78-20009 


Annual report submitted to the Commit- 
tees on Armed Services of the Senate 
and the House of Representatives and 
to the Secretary of Defense and Secre- 
tary of Transportation and the Secreta- 
ries of the Departments of the Army, 
Navy, and Air Force pursuant to the 
Uniform Code of Military Justice., 
78-20009 


Coast Guard efforts to prevent oil pollu- 
tion caused by tanker accidents 
eleventh report /, 78-10129 

Coast Guard law bulletin., 78-3788 


Coast Guard miscellaneous : hearings be- 
fore the Subcommittee on Coast 
Guard and Navigation and the Sub- 
committee on Merchant Marine of the 
Committee on Merchant Marine and 
Fisheries, House of Representatives, 
Ninety-fifth Congress, first session .. 
78-14381 


Coast Guard response to oil spills : trying 
to do too much with too little 
/, 78-21010 


: report 


Guide to enlisted careers in the Coast 


Guard., 78-22210 
Help others, help yourself., 78-22211 


a guide to 
the Coast 


Help yourself 
careers in 
22210 


enlisted 
Guard., 78- 


If defense and civil agencies work more 
closely together, more _ efficient 
search/rescue and coastal law enforce- 
ment could follow : report to the Con- 
gress /, 78-1833 ; 


Information on the Coast Guard's Polar- 
class icebreaker ship construction pro- 
gram and operational testing : Depart- 
ment of Transportation : report of the 
Comptroller General of the United 
States., 78-1637 
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Needs of the U. S. Coast Guard in 
developing an effective recreational 
boating safety program : Department 
of Transportation : report to the Con- 
gress /, 78-1650 

Register of cutters of the U.S. Coast 
Guard., 78-18754 


Statutory authorities., 78-18755 


The U. S. Coast Guard : its missions and 
objectives., 78-22212 


U.S. S. Coast Guard : efforts in research 
and development., 78-9723 


United States Coast Guard regulations., 
78-18757 


Yacht hijacking and drug smuggling : 
hearing before the Subcommittee on 
Coast Guard and Navigation of the 
Committee on Merchant Marine and 
Fisheries, House of Representatives, 
Ninety-fifth Congress, first session ... 
November 22, 1977, New Orleans, 
La., November 23, Miami, Fla., 78- 
16269 


United States. Coast Guard — Afro- 
Americans. 
The history of Blacks in the Coast Guard 
from 1790., 78-5412 


United States. Coast Guard — 
Appointments, promotions, salaries, etc. 
Authorize appropriations for the Coast 

Guard for fiscal years 1979 and 1980 
and nominations : hearing before the 
Committee on Commerce, Science, 
and Transportation, United States 
Senate, Ninety-fifth Congress, second 
session, on S. 2839 ... April 12, 1978., 
78-22428 

United States. Coast Guard — 
Appropriations and expenditures. 
Acquisition, construction, & improve- 

ment appropriation., 78-14174 


Authorize appropriations for the Coast 
Guard for fiscal years 1979 and 1980 
and nominations : hearing before the 
Committee on Commerce, Science, 
and Transportation, United States 
Senate, Ninety-fifth Congress, second 
session, on S. 2839 ... April 12, 1978., 
78-22428 

Coast Guard  authorization—1978 
hearings before the Subcommittee on 
Coast Guard and Navigation of the 
Committee on Merchant Marine and 
Fisheries, House of Representatives, 
Ninety-fifth Congress, first session ... 
March 29, 30, 1977., 78-1093 

Coast Guard authorization, 
1979 report to accompany 
11465., 78-19300, 78-19450 

Federal boat safety act, Coast Guard 
authorization, fiscal year 1979 
hearings before the Subcommittee on 


fiscal year 


H.R. 
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Coast Guard and Navigation of the 
Committee on Merchant Marine and 
Fisheries, House of Representatives, 
Ninety-fifth Congress, second session, 
on Federal boat safety, H.R. 10075 
and H.R. 11054 ... February 24, 1978, 
Coast Guard authorization, 1979, 
H.R.11162 ... February 28 and March 
2, 1978., 78-24640 


Fiscal year budget estimates 
Guard., 78-9743 


Manual for non-appropriated fund activi- 
ties., 78-9729 


Spring preview, fy 1979., 


U.S. Coast Guard appropriation 
authorization : [an act to authorize ap- 
propriations for the United States 
Coast Guard for fiscal year 1979 ...]., 
78-24797 


United States. Coast Guard — Aviation — 
Periodicals. 
Aeronautical 

78-3798 


United States. Coast Guard — Aviation — 
Safety measures — Periodicals. 
Flight safety bulletin., 78-3789 


U.S. Coast Guard flight safety bulletin., 
78-3789 


United States. Coast Guard — Barracks and 
quarters. 
Coast Guard family housing, 
CA., 78-9742 


Commissioned and warrant officer billet 
manual., 78-22215 


Final environmental impact statement : 
Coast Guard family housing, Eureka, 
CA., 78-9742 


United States. Coast Guard — 
Communication systems. 
Telecommunications bulletin., 


Coast 


78-9722 


engineering newsletter., 


Eureka, 


78-3790 


U.S. Coast Guard telecommuications bul- 
letin, 78-3790 


United States. Coast Guard — Handbooks, 
manuals, etc. 
Shipboard 

22222 


United States. Coast Guard — Information 
services. 

Study of automation of message handling 
functions at USCG COM- 
STA/RADSTA and communication 
centers /, 78-22229 


United States. Coast Guard — Medals, 
badges, decorations, etc. 
Medal and awards manual., 


regulations manual., 78- 


78-5416 


United States. Coast Guard — Officers — 
Registers. 
Register of officers - Coast Guard., 78- 
11928, 78-26631 
Register of reserve officers., 


USCG register, 78-26631 


78-26632 
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USCG reserve register, 78-26632 


United States. Coast Guard — Periodicals. 
River currents., 78-3795 


United States. Coast Guard — Procurement. 
Procurement procedures., 78-16022 


United States. Coast Guard — Records and 
correspondence. 
Paperwork management manual., 78- 
16023 


United States. Coast Guard — Rules and 
practice. 
Code of Federal regulations., 
78-11151, 78-11152, 
78-15387, 78-17388 


78-8912, 78-11151, 78- 
78-11154, 78-15387, 78- 


78-8912, 
78-11154, 


Shipping, 
11152, 
17388 


United States. Coast Guard — Safety 
measures. 

Marine safety : hearings before the Sub- 
committee on Coast Guard and 
Navigation of the Committee on 
Merchant Marine and Fisheries, House 
of Representatives, Ninety-fifth Con- 
gress, first session .... 78-14382 


United States. Coast Guard — Search and 
rescue operations. 
Air search and rescue : 63 years of aerial 
lifesaving : a pictorial history, 1915- 
1978., 78-22208 


United States. Coast Guard — Search and 
rescue operations — Periodicals. 


On scene; the National Maritime SAR 
review., 78-3794 


United States. Coast Guard — Search and 
rescue operations — Statistics. 
SAR statistics., 78-26629 


United States. Coast Guard — Security 
measures. 


Security education manual., 78-9731 


United States. Coast Guard — Supplies and 
stores. 
Supply policy & management handbook., 
78-9734 
United States. Coast Guard Academy, New 
London, Conn. — Curricula. 
Bulletin of information - Coast Guard 
Academy., 78-22226 


78-18760 


United States. Coast Guard Auxiliary. 
Final report : the long range role of the 
Coast Guard Auxiliary., 78-18753 
Long range role of the Coast Guard Aux- 
iliary., 78-18753 
Report of Auxiliary Long 
Planning Board., 78-9718 
United States. Coast Guard Reserve. 
If you’re a student or graduate of a 
maritime academy, help yourself to a 
direct commission in the Coast Guard 
Reserve., 78-14176 


Catalogue of courses., 


Range 
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United States. Coast Guard Reserve — 
Periodicals. 


The Coast Guard reservist., 78-3793 


United States. Coast Guard Reserve 

Training Center. 

Reserve Training Center, Yorktown, Vir- 
ginia., 78-14189 

United States — Commerce. 

Classification of country and territory 
designations for U.S. export statistics, 
78-19670 

Commodity import program : agreement 
between the United States of America 
and Egypt, signed at Cairo July 22, 
1976., 78-787 


Commodity subgroups, 78-19669 


Expansion of the Soviet merchant marine 
into U.S. maritime trades., 78-i38 

Foreign trade statistics 
78-19654 

Foreign trade 
[amendment]., 


: regulations., 


Statistics regulations 
78-24997, 78-24998 


How does the U. S. Department of Com- 
merce assist U. S. firms in overseas 
markets, 78-107 


Impact on trade of changes in taxation of 
U.S. citizens employed overseas : re- 
port to the Congress /, 78-13330 


A long-term forecast of U.S. waterborne 
foreign trade, 1976-2000., 78-6292 


A report on international markets for 
U.S. consumer goods : consumer goods 
research., 78-14935 


Report on the activity of the Committee 
on Interstate and Foreign Commerce, 
House of Representatives., 78-16350 


Schedule A commodity subgroups., 78- 
19669 


Schedule B. Statistical classification of 
domestic and foreign commodities ex- 
ported from the United States., 78- 
2558, 78-22807 


Schedule C-E. Classification of country 


and territory designations for U.S. ex- 
port statistics., 78-19670 


Statistical classification of domestic and 
foreign commodities exported from the 
United States, 78-2558, 78-22807 

The trade debate., 78-18378 


Trade patterns of the West, 1976., 78- 
18419 


U.S. production, imports &  im- 


port/production ratios for cotton, wool 


& man-made fiber textiles & apparel., 
78-6303 


U.S. trade with the European Communi- 
ty, 1958-1976., 78-18418 


U.S. waterborne foreign trade., 78-6292 
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United States — Commerce — Addresses, 
essays, lectures. 

Outlook for hides, skins, and leather 
supply : remarks prepared for delivery 
by Thomas E. Murphy, Acting 
Director, Consumer Goods and Ser- 
vices Division, before the Work Glove 
Manufacturer Association’s spring 


meeting, Williamburg Lodge, William- 
sburg, Virginia, June 22, 1977., 78- 
154 


Remarks by Frank A. Weil, Assistant 
Secretary of Commerce for Domestic 
and International Business, prepared 
for delivery at the 25th anniversary 
luncheon for the International Vistors 
Center of Chicago, June 21, 1977., 
78-155 

United States — Commerce — Africa. 

Commerce America, reprint., 78-1477 

World trade outlook for Africa., 78- 
1477 


United States — Commerce — Africa, North. 
A business guide to the Near East & 
North Africa /, 78-19965 


World trade outlook for Near East and 
North Africa., 78-1483 


United States — Commerce — Asia. 
Commerce America, reprint., 78-1484 


World trade outlook for Far East and 
South Asia., 78-1484 


United States — Commerce — Bibliography. 
Commerce library bulletin., 78-2550 


United States — Commerce — Canada. 
Canadian automobile agreement., 78- 
8275 


Commerce America, reprint., 78-1482 


World trade outlook for Western Europe 
and Canada., 78-1482 


United States — Commerce — China — 
Periodicals. 
The Chinese economy and foreign trade 
perspective., 78-10610 


United States — Commerce — Communist 
countries — Periodicals. 
East-West Foreign Trade Board report., 
78-3896 


Quarterly report on trade between the 
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Representatives of the United States., 
78-3926 


United States. Congress. House. Committee 
on International Relations. Subcommittee 
on International Organizations — 
Appropriations and expenditures. 
Authorizing funds for the investigation of 

Korean-American relations being con- 
ducted by the Subcommittee on Inter- 
national Organizations of the Commit- 
tee on International Relations : report 
to accompany H. Res. 915., 78- 
10156 

United States. Congress. House. Committee 
on Interstate and Foreign Commerce. 
Report on the activity of the Committee 

on Interstate and Foreign Commerce, 
House of Representatives., 78-16350 


United States. Congress. House. Committee 
on Interstate and Foreign Commerce — 
Appropriations and expenditures. 
Committee budget and justification state- 

ments /, 78-8301, 78-12122 


Providing funds for the expenses of the 
investigations and studies to be con- 
ducted by the Committee on Interstate 
and Foreign Commerce : report to ac- 
company H. Res. 978., 78-14460 


Report of the Committee on Interstate 
and Foreign Commerce /, 78-10162 


Report of the Committee on Interstate 
and Foreign Commerce pursuant to 
section 302(b) (2) of the Congres- 
sional budget act of 1974., 78-5729 


United States. Congress. House. Committee 
on Interstate and Foreign Commerce — 
Calendars. 

Legislative calendar - Committee on In- 
terstate and Foreign Commerce, 
United States House of Representa- 
tives., 78-3923 


United States. Congress. House. Committee 
on Merchant Marine and Fisheries. 
Report on the activities of the Merchant 

Marine and Fisheries Committee., 
78-16266 


United States. Congress. House. Committee 
on Merchant Marine and Fisheries — 
Appropriations and expenditures. 
Providing for the expenses of investiga- 

tions and studies to be conducted by 
the Committee on Merchant Marine 
and Fisheries : report to accompany H. 
Res. 1000., 78-14464 


Report of the Committee on Merchant 
Marine and Fisheries on allocation of 
budget totals to subcommittees., 78- 
5754 
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United States. Congress. House. Committee 
on Merchant Marine and Fisheries — 
Calendars. 

Legislative calendar - Committee on 
Merchant Marine and _ Fisheries, 
United States House of Representa- 
tives., 78-3932 

United States. Congress. House. Committee 
on Post Office and Civil Service. 
Legislative review of the Committee on 

Post Office and Civil Service, House of 
Representatives., 78-24642 


United States. Congress. House. Committee 
on Post Office and Civil Service — 
Appropriations and expenditures. 
Providing funds for the Committee on 

Post Office and Civil Service : report 
to accompany H. Res. 1041., 78- 
14465 


Report of the Committee on Post Office 
and Civil Service /, 78-22603 


United States. Congress. House. Committee 
on Post Office and Civil Service — 
Calendars. 

Legislative calendar - Committee on Post 
Office and Civil Service, United States 
House of Representatives., 78-3933 


United States. Congress. House. Committee 
on Public Works and Transportation — 
Appropriations and expenditures. 
Providing funds for the Committee on 

Public Works and Transportation, and 
for other purposes : 
pany H. Res. 1003., 


report to accom- 
78-12278 


the Committee on Public 
and Transportation /, 78- 


Report of 
Works 
22597 


United States. Congress. House. Committee 
on Public Works and Transportation — 
Calendars. 

Legislative calendar - Committee on 
Public Works and_ Transportation, 
United States House of Representa- 
tives., 78-3938 


United States. Congress. House. Committee 
on Rules — Appropriations and 
expenditures. 

Providing funds for the Committee on 
Rules : report to accompany H. Res. 
1012., 78-12279 


United States. Congress. House. Committee 
on Rules — Calendars. 
Legislative calendar - 

Rules, United 
Representatives., 


Committee on 
States 
78-3939 


United States. Congress. House. Committee 
on Science and Technology — 
Appropriations and expenditures. 
Allocation of budget totals for fiscal year 

1978 /, 78-5755 


Providing for the expenses of investiga- 
tions and studies to be conducted by 
the Committee on Science and 


House of 
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Technology : report to accompany H. 
Res. 1013., 78-19307 


United States. Congress. House. Committee 
on Science and Technology — Calendars. 
Legislative calendar - Committee on 

Science and Technology, United States 
House of Representatives., 78-3941 


United States. Congress. House. Committee 
on Small Business — Appropriations and 
expenditures. 

Allocation of budget totals to subcom- 
mittees for fiscal year 1978 /, 78- 
5751 


Providing funds for the further expenses 
of the investigations and studies of the 
Committee on Small Business : report 
to accompany H. Res. 921., 78- 
10157 


Providing funds for the further expenses 
of the investigations and studies of the 
Committee on Small Business : report 
to accompany H. Res. 997., 78- 
14463 


Small Business Committee allocation of 
budget totals to subcommittees for 
fiscal year 1979 /, 78-16404 


United States. Congress. House. Committee 
on Standards of Official Conduct. 
Allowing any attorney employed or 

retained by the Committee on Stan- 
dards of Official Conduct to take the 
deposition of any person for the pur- 


pose of conducting any inquiry or in- 
vestigation pursuant to H. Res. 252 : 
report toaccompany H. Res. 752., 
78-10111 


United States. Congress. House. Committee 
on Standards of Official Conduct — 
Appropriations and expenditures. 
Providing funds for the expenses of the 

Committee on Standards of Official 
Conduct report to accompany H. 
Res. 961., 78-10239 


United States. Congress. House. Committee 
on the Budget — Calendars. 
Legislative calendar - Committee on the 
Budget, United States House of 
Representatives., 78-3906 


United States. Congress. House. Committee 
on the District of Columbia — 
Appropriations and expenditures. 
Providing funds for the Committee on 

the District of Columbia : report to ac- 
company H. Res. 953., 78-12273 


Report of the Committee on the District 
of Columbia pursuant to section 
302(b) of the Congressional budget 
act of 1974., 78-5778, 78-24720 


United States. Congress. House. Committee 
on the District of Columbia — Calendars. 
Legislative calendar - Committee on the 

District of Columbia, United States 
House of Representatives., 78-3909 
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United States. Congress. House. Committee 
on the Judiciary — Appropriations and 
expenditures. 

Providing for the expenses of investiga- 
tions and studies to be conducted by 
the Committee on the Judiciary : re- 


port to accompany H. Res. 1010., 
78-14429 


United States. Congress. House. Committee 
on the Judiciary — Calendars. 
Legislative calendar - Committee on the 
Judiciary, United States House of 
Representatives., 78-3929 


United States. Congress. House. Committee 
on the Judiciary. Subcommittee on 
Monopolies and Commercial Law. 

Index of publications of the Subcommit- 
tee of Monopolies and Commercial 
Law : 8lst Congress (January 1949) 
through 94th Congress (December 
1976) /, 78-1085 

United States. Congress. House. Committee 
on Veterans’ Affairs — Appropriations 
and expenditures. 

Providing funds for the Committee on 
Veterans’ Affairs : 
pany H. Res. 957., 


report to accom- 

78-12274 

Report of the Committee on Veterans’ 
Affairs /, 78-22607 


Report of the Committee on Veterans’ 
Affairs pursuant to section 302(b) of 
the Congressional budget act of 1974 : 
allocation of budget totals to subcom- 
mittees., 78-10126 


United States. Congress. House. Committee 
on Veterans’ Affairs — Calendars. 
Legislative calendar - Committee on 

Veterans’ Affairs, United States House 
of Representatives., 78-3943 


United States. Congress. House. Committee 
on Ways and Means — Appropriations 
and expenditures. 

March 1Sth report of the Committee on 
Ways and Means to the House Budget 
Committee on the fiscal year 1978 
budget., 78-8356, 78-16302 


Providing for expenses of investigations 
and studies to be conducted by the 
Committee on Ways and Means : re- 
port to accompany H. Res. 963., 78- 
12258 

Report of the Committee on Ways and 
Means pursuant to section 302 of the 


Congressional budget act of 1974., 
78-5805 


United States. Congress. House. Committee 


on Ways and Means — Calendars. 
Legislative calendar - Committee on 


Ways and Means, United States House 
of Representatives., 78-3946 
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United States. Congress. House — Contested 
elections. 
Dismissing the election contest against 
W. Wyche Fowler, Jr. : report to ac- 
company H. Res. 825., 78-5785 


Dismissing the election contest of Albert 
Dehr against Robert L. Leggett : re- 
port to accompany H. Res. 770., 78- 
10123 


Dismissing the election contest of Elsa 
Debra Hill and Felix J. Panasigui 
against William Clay : report to ac- 
company H. Res. 822., 78-5784 


United States. Congress. House — 
Directories — Telephone. 
Telephone directory - United States 
House of Representatives., 78-5447 


United States. Congress. House — Elections. 

Public financing of Congressional elec- 

tions : hearings before the Committee 

on House Administration, House of 

Representatives, Ninety-fifth Congress, 
first session ..., 78-8295 


United States. Congress. House — Ethics. 
Financial ethics : hearings and markup 
before the Committee on Rules, House 
of Representatives, Ninety-fifth Con- 
gress, first session, on H. Res. 287 ... 
February 23 and 24, 1977., 78-22543 


United States. Congress. House — Finance. 
Examination of records, House of 
Representatives Finance Office for the 
15-month period ended September 30, 
1977: report /, 78-25774 


United States. Congress. House — 
Information services. 
Inventory of information resources and 
services for the U.S. House of 
Representatives /, 78-5595 


Providing funds for the expenses of the 
Committee on House Administration 
to provide for the maintenance and 
improvement of ongoing computer ser- 
vices for the House of Representatives, 
for the investigation of additional com- 
puter services for the House of 
Representatives, and to provide com- 
puter support to the committees of the 
House of Representatives : report to 
accompany H. Res. 977., 78-12260 


United States. Congress. House. Majority 

Printing Clerk. 

Audit of the Majority Printing Clerk, 
fiscal years ended August 31, 1974, 
1975, and 1976 : House of Represen- 
tatives : report to the Congress /, 78- 
1773 


United States. Congress. House. Minority 

Printing Clerk. 

Audit of the Minority Printing Clerk, 
fiscal years ended September 30, 1974, 
1975, and 1976 : House of Represen- 
tatives : report to the Congress /, 78- 
1772 





United States. Congress. House — Officials 
and employees. 

Korean influence investigation : hearings 
before the Committee on Standards of 
Officials Conduct, House of Represen- 
tatives, Ninety-fifth Congress, first ses- 
sion, pursuant to H. Res. 252 ..., 78- 
5658, 78-22562 


Permitting all employees of the House of 
Representatives to contribute, through 
payroll withholdings, to charitable or- 
ganizations in coordination with the 
Combined Federal Campaign and 
other fundraising in the executive 
branch of the Federal Government : 
report to accompany H. Res. 12., 78- 
5706 


Providing for district office space for 
members of the House of Representa- 
tives : report to accompany H. Res. 
687., 78-5733 


Providing that employees of the House 
Beauty Shop shall be subject to the 
compensation classification system 
established by the House employees 
position classification act, and for 
other purposes : report to accompany 
H. Res. 315., 78-10139 


United States. Congress. House. Permanent 
Select Committee on Intelligence. 
Amending the Rules of the House of 

Representatives and establish a Per- 
manent Select Committee on _ Intel- 
ligence : report to accompany H.Res. 
658., 78-5707 


United States. Congress. House. Permanent 
Select Committee on Intelligence — 
Appropriations and expenditures. 
Providing funds for the Permanent Select 

Committee on Intelligence: report to 
accompany H. Res. 1034., 78-12281 


United States. Congress. House — Powers 
and duties. 

To authorize the chairman of the Com- 
mittee on House Administration to 
retain counsel to intervene in the case 
of Atkins against United States : report 
to accompany H. Res. 884., 78- 
10151 


United States. Congress. House — Rules and 
practice. 

Administrative reorganization and legisla- 
tive management communication 
from the chairman, Commission and 
Administrative Review, U.S. House of 
Representatives, transmitting a report 

. together with minority views., 78- 
16318 


Administrative reorganization and legisla- 


tive management hearings and 
meetings before the Commission on 
Administrative Review, U.S. House of 
Representatives, Ninety-fifth Congress, 
first session ..., 78-8219 
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Amending the Rules of the House of 
Representatives and establish a Per- 
manent Select Committee on Intel- 
ligence : report to accompany H.Res. 
658., 78-5707 

Constitution, Jefferson’s Manual, and 
Rules of the House of Representatives 
of the United States : Ninety-fifth Con- 
gress /, 78-5670 


Precedents of the United 
States House of Representatives : in- 
cluding references to provisions of the 
Constitution and laws, and to decisions 
of the courts /, 78-8364, 78-24674 


Deschler’s procedure : a summary of the 
modern precedents and practices of 
the U.S. House of Representatives, 
86th Congress-94th Congress /, 78- 
8133 


Deschler’s 


Legislative calendar - 
Rules, United 
Representatives., 


Committee on 
States House of 
78-3939 


Precedents of the United States House of 
Representatives., 78-8364, 78- 
24674 


United States. Congress. House. Select 

Committee on Aging. 

Annual report - Select Committee on 
Aging., 78-16161 

United States. Congress. House. Select 

Committee on Aging — Appropriations 

and expenditures. 

Providing for the expenses of the in- 
vestigations and studies to be con- 
ducted by the Committee on Aging, 
and for other purposes : report to ac- 
company H. Res. 1021., 78-12280 


United States. Congress. House. Select 

Committee on Assassinations. 

Authorizing the Select Committee on As- 
sassinations or any subcommittee 
thereof to make applications to courts; 
and to bring and defend lawsuits aris- 
ing out of subpenas, orders immunizing 
witnesses and compelling them to testi- 
fy, testimony or the production of 
evidence, and the failure to testify or 
produce evidence : report to accom- 
pany H. Res. 760., 78-5735 


United States. Congress. House. Select 
Committee on Assassinations — 
Appropriations and expenditures. 
Providing for funds for the Select Com- 

mittee on Assassinations : report to ac- 
company H. Res. 956., 78-10247 

United States. Congress. House. Select 
Committee on Congressional Operations 
— Appropriations and expenditures. 

To provide funds for the Select Commit- 
tee on Congressional Operations : re- 


port to accompany H. Res. 985., 78- 
14461 
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United States. Congress. House. Select 
Committee on Ethics — Appropriations 
and expenditures. 

Providing funds for the Select Committee 
on Ethics : report to accompany H. 
Res. 971., 78-10241 


United States. Congress. House. Select 
Committee on Intelligence — 
Appropriations and expenditures. 
Providing funds for the expenses of in- 

vestigations and studies to be con- 
ducted by the House Permanent Com- 
mittee on Intelligence : report to ac- 
company H. Res. 729., 78-5719 


United States. Congress. House. Select 
Committee on Narcotics Abuse and 
Control. 

Annual report of the Select Committee 
on Narcotics Abuse and Control., 78- 
16325 


United States. Congress. House. Select 
Committee on Narcotics Abuse and 
Control — Appropriations and 
expenditures. 

Providing for the expenses of investiga- 
tions and studies to be conducted by 
the Select Committee on Narcotics 
Abuse and Control : report to accom- 
pany H. Res. 1004., 78-10245 


United States. Congress. House. Select 
Committee on Population — 
Appropriations and expenditures. 
Providing for the expenses of investiga- 

tions and studies to be conducted by 
the Select Committee on Population : 
report to accompany H. Res. 843., 
78-5815 


Providing for the expenses of investiga- 
tions and studies to be conducted by 
the Select Committee on Population : 
report to accompany H. Res. 989., 
78-16351 


United States. Congress. Joint Committee 
on Atomic Energy. 

Atomic energy act of 1954, amendment : 
{an act to abolish the Joint Committee 
on Atomic Energy and to reassign cer- 
tain functions and authorities thereof, 
and for other purposes]., 78-8430 


United States. Congress. Joint Economic 
Committee. 
Notes from the Joint Economic Commit- 
tee., 78-3912 


United States. Congress. Joint Economic 
Committee — Bibliography. 
Committee publications 

governing _ their 
16197 


United States. Congress. Joint Economic 
Committee — Rules and practice. 
Employment act of 1946, as amended, 

with related laws and Rules of the 
Joint Economic Committee, Congress 
of the United States., 78-16195 


and policies 
distribution., 78- 
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Rules of the Joint Economic Committee, 
Congress of the United States., 78- 
16195 


United States. Congress. Office of 
Technology Assessment. 
Annual report - Office of Technology 
Assessment, 78-24523 


Annual report to the Congress - Con- 
gress of the United States, Office of 
Technology Assessment., 78-26693 

Annual report to the Congress - Office of 
Technology Assessment., 78-24524 


Annual report to the Congress by the Of- 
fice of Technology Assessment., 78- 
24523 

Review of the Technology assessment act 
: hearings before the Subcommittee on 
Science, Research, and Technology of 
the Committee on Science and 
Technolgy, U.S. House of Representa- 
tives, Ninety-fifth Congress, first and 
second sessions ..., 78-26859 


78-26859 


United States. Congress. Office of the 

Attending Physician. 

Audit of the Office of the Attending 
Physician revolving fund -fiscal year 
1977 : Congress of the United States : 
report to the Congress /, 78-11114 

United States. Congress. Office of the 

Attending Physician — Accounting. 

Audit of the Office of the Attending 
Physician revolving fund August 1, 
1975, through September 30, 1976 : 
Congress of the United States : report 
of the Comptroller General of the 
United States., 78-13267 

United States. Congress — Powers and 
duties. 

Congressional control of expenditures /, 
78-9916 


Technology assessment act., 


Finding out how programs are working - 
suggestions for Congressional oversight 


: report to the Congress /, 78-6964 


Improving Congressional oversight of 
Federal regulatory agencies : hearings 
before the Committee on Government 
Operations, United States Senate, 
Ninety-fourth Congress, second session 


Power of Congress to dispose of U.S. 
property : hearings before the Commit- 
tee on Merchant Marine and Fisheries, 
House of Representatives, Ninety-fifth 
Congress, second session, ... 
17, 18, 1978.,  78-24641 

United States. Congress — Resolutions. 

Digest of public general bills and resolu- 

tions., 78-13889 


January 
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United States. Congress — Rules and 
practice. 

Can Congress control the power of the 
purse? : hearings before the Commit- 
tee on the Budget, United States 
Senate, Ninety-fifth Congress, second 
session, January 17, 1978... January 
18, 1978 ... January 19, 1978 ...,  78- 
14299 


Oversight of the congressional budget 
process hearings before the Task 
Force on Budget Process of the Com- 
mittee on the Budget, House of 
Representatives, Ninety-fifth Congress, 
first session, October 5 and 6, 1977., 
78-9915 


Report to the full committee on access 
by members of Congress to classified 
material /, 78-9895 


United States. Congress. Senate. 
Audit of the Senate recording studio 
revolving fund for the fiscal year 
ended March 31, 1978 /, 78-25772 


Journal of the Senate of the United 
States of America., 78-9829 


Majority and minority leaders of the 
Senate : history and development of 
the offices of the floor leaders /, 78- 
8469 


New Senate office building : escalated 
costs and delayed completion : report 
to the Congress /, 78-25807 


Providing for radio coverage of the 
proceeding of the Senate during con- 
sideration of the Panama Canal trea- 
ties report to accompany S. Res. 
268., 78-10278 


Senate budget scorekeeping report., 78- 
3819 


Senate journal, 78-9829 


United States. Congress. Senate — 

Accounting. 

Audit of the Senate recording Studio 
Revolving Fund for the fiscal year 
ended March 31, 1977 : report of the 
Comptroller General of the United 
States., 78-13275 


United States. Congress. Senate — 
Appropriations and expenditures. 
Expenditure authorizations and require- 

ments for Senate committees., 78- 
16281, 78-16282 


Increased funding for the reception of 
foreign dignitaries : report to accom- 
pany S. Res. 278., 78-5965 


Report of the Secretary of the Senate., 
78-8472, 78-22627 


Report with recommendations of the 
Committee on Rules and Administra- 
tion, on accounts of Senate commit- 
tees, offices of members, and offices of 
the Senate and expenses incurred by 
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Senators in the use of the Senate 
Recording Studio ..., 78-5922 


United States. Congress. Senate — 
Calendars. 
Calendar of business - Senate of the 
United States., 78-3818 


Executive calendar - Senate of the 
United States., 78-3817 


United States. Congress. Senate. Committee 
on Aeronautical and Space Sciences. 
Committee on Aeronautical and Space 

Sciences, United States Senate, 1958- 
1976., 78-8220 


Committee on Aeronautical and Space 
Sciences, United States Senate, 1958- 
1976 : addendum., 78-16159 


United States. Congress. Senate. Committee 
on Agriculture, Nutrition, and Forestry — 
Appropriations and expenditures. 
Authorizing supplemental expenditures 

by the Committee on Agriculture, 
Nutrition, and Forestry for inquiries 
and investigations : 
pany S. Res. 291., 


report to accom- 

78-10267 

Authorizing supplemental expenditures 
for the Committee on Agriculture, 
Nutrition, and Forestry : report to ac- 
company S. Res. 291., 78-5983 


United States. Congress. Senate. Committee 
on Agriculture, Nutrition, and Forestry — 
Calendars. 

Legislative calendar - Committee on 
Agriculture, Nutrition, and Forestry, 
United States Senate., 78-3900 


United States. Congress. Senate. Committee 
on Appropriations — Appropriations and 
expenditures. 

Allocation to subcommittees of budget 
totals from the first concurrent resolu- 
tion for fiscal year 1978 /, 78-26884 


Allocation to subcommittees of budget 
totals from the second concurrent 
resolution for fiscal year 1978 ... /, 
78-5991 


Authorizing additional expenditures by 
the Committee on Appropriations for 
routine purposes : report to accom- 
pany S. Res. 478., 78-24841 


United States. Congress. Senate. Committee 
on Armed Services. 
Legislative calendar - Committee on 
Armed Services, United States Senate., 
78-3902 


United States. Congress. Senate. Committee 
on Armed Services — Appropriations and 
expenditures. 

Authorizing additional expenditures by 
the Committee on Armed Services for 
inquiries and investigations : report to 
accompany S. Res. 385., 78-12324 

Authorizing supplemental expenditures 
by the Committee on Armed Services 





for inquiries and investigations 
to accompany S. Res. 314., 
78-10268 


United States. Congress. Senate. Committee 
on Banking, Housing, and Urban Affairs 
— Appropriations and expenditures. 
Authorizing additional expenditures by 

the Committee on Banking, Housing, 
and Urban Affairs for inquiries and in- 
vestigations : report to accompany S. 
Res. 371., 78-12325 


Authorizing supplemental expenditures 
by the Committee on Banking, Hous- 
ing, and Urban Affairs for inquiries 
and investigations : report to accom- 


pany S. Res. 243., 78-1305, 78- 
5952 


Report of the Committee on Banking, 
Housing, and Urban Affairs pursuant 
to section 302(b) of the Congressional 
budget act of 1974., 78-24834 

United States. Congress. Senate. Committee 
on Banking, Housing and Urban Affairs 

— Calendars. 

Legislative calendar - Committee on 
Banking, Housing, and Urban Affairs, 
United States Senate., 78-3904 

United States. Congress. Senate. Committee 
on Commerce, Science, and 

Transportation — Appropriations and 

expenditures. 


: report 
78-6034, 


Authorizing additional expenditures by 
the Committee on Commerce, Science, 
and Transportation for inquiries and 
investigations 
Res. 374., 


: report to accompany S. 
78-12327 


Report of the Senate Committee on 
Commerce, Science, and Transporta- 
tion submitted pursuant to section 
302(b) of the Congressional budget 
act of 1974., 78-24836 


United States. Congress. Senate. Committee 
on Commerce, Science, and 
Transportation — Calendars. 

Legislative calendar - Committee on 
Commerce, Science, and Transporta- 
tion, United States Senate., 78-3908 

United States. Congress. Senate. C 
on Commerce, Science, and 
Transportation — History. 

A brief history of the Senate Committee 
on Commerce, Science, and Transpor- 
tion and its activities since 1947., 78- 
19396 


ittee 





United States. Congress. Senate. Committee 
on Energy and Natural Resources — 
Appropriations and expenditures. 
Authorizing additional expenditures by 

the Committee on Energy and Natural 
Resources for inquiries and investiga- 
tions : report to accompany S. Res. 
367., 78-12328 
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Report of the Committee on Energy and 
Natural Resources pursuant to section 
302(b) of the Congressional budget 
act of 1974 : report., 78-5915, 78- 
5980 


United States. Congress. Senate. Committee 
on Energy and Natural Resources — 
Calendars. 

Legislative calendar - Committee on 
Energy and Natural Resources, United 
States Senate., 78-3914 


United States. Congress. Senate. Committee 
on Environment and Public Works — 
Appropriations and expenditures. 
Authorizing additional expenditures by 
the Committee on Environment and 
Public Works for inquiries and in- 
vestigations : report to accompany S. 
Res. 379., 78-12329 

Increasing the limitation on expenditures 
by the Committee on Environment and 
Public Works for the procurement of 
consultants : 
Res. 339., 


report to accompany S. 
78-10269 


Report of the Committee on Environ- 
ment and Public Works pursuant to 
section 302(b) of the Congressional 
budget act of 1974., 78-24835 


United States. Congress. Senate. Committee 
on Environment and Public Works — 
Calendars. 

Legislative calendar - Committee on En- 
vironment and Public Works, United 
States Senate., 78-3937 


United States. Congress. Senate. Committee 
on Finance. 
Legislative 

Finance, 
3915 


calendar Committee on 
United States Senate., 78- 


United States. Congress. Senate. Committee 
on Finance — Appropriations and 
expenditures. 

Authorizing additional expenditures by 
the Committee on Finance for inqui- 
ries and investigations : report to ac- 
company S. Res. 392., 78-12330 


United States. Congress. Senate. Committee 
on Foreign Relations — Appropriations 
and expenditures. 

Authorizing additional expenditures by 
the Committee on Foreign Relations 
for a study of matters pertaining to the 
foreign policy of the United States : re- 
port to accompany S. Res. 377., 78- 
12331 


Funds for study of U.S. foreign policy : 
report to accompany S. Res. 377., 
78-10274 


Increasing the fiscal year limitation on 
expenses which may be incurred by 
the Committee on Foreign Relations to 
facilitate the interchange and reception 
of certain foreign dignitaries : report to 
accompany S. Res. 278., 78-8489 


Do not order from index; see indicated entry 





United States. Congress. Senate. Committee 
on Foreign Relations — Calendars. 
Legislative calendar - Committee on 

Foreign Relations, United States 
Senate., 78-3916 


United States. Congress. Senate. Committee 
on Foreign Relations — Subcommittees. 
Membership and jurisdiction of subcom- 

mittees, Committee on Foreign Rela- 
tions, United States, 78-26791 

United States. Congress. Senate. Committee 
on Governmental Affairs — 
Appropriations and expenditures. 
Authorizing additional expenditures by 

the Committee on Governmental Af- 
fairs for inquiries and investigations : 
report to accompany S. Res. 370., 
78-12332 


Budget allocation report of Committee 
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2553 ... S. 2678 ... March 10, 1978., 
78-19073 
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78-25159 


Combination and miscellaneous instru- 
ments including dynamometers., 78- 
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Senate, Ninety-fifth Congress, first ses- 
sion ..., 78-14333 

Department of Education organization 
act : report together with additional 
and dissenting views to accompany 
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24711 


Authorizing appropriations to the De- 
partment of Energy : hearings before 
the Subcommittee on Energy and the 
Environment of the Committee on In- 
terior and Insular Affairs, House of 
Representatives, Ninety-fifth Congress, 
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Report to the Secretary of Health, Edu- 
cation and Welfare on fundamental 
improvements needed for timely 
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United States. Dept. of Health, Education, 
and Welfare. Audit Agency. 
Footnote., 78-7042 


Journal of the HEW Audit Agency, 78- 
7042 


Ways the Department of Health, Educa- 
tion, and Welfare can increase benefits 
from auditing., 78-13293 


United States. Dept. of Health, Education, 
and Welfare — Bibliography. 
Publication catalog of the U.S. Depart- 
ment of Health, Education, and Wel- 
fare., 78-23693 


Publications catalog, 78-23693 


United States. Dept. of Health, Education, 
and Welfare — Directories — Telephone. 
Telephone directory - Department of 

Health, Education and Welfare., 78- 
7041 


United States. Dept. of Health, Education, 
and Welfare. Education Division. 
Problems in assessing the impact of Edu- 

cation Division programs on girls and 
women for the National Advisory 
Council on Women’s Educational Pro- 
grams /, 78-8161 


United States. Dept. of Health, Education, 
and Welfare. Education Division — 
Appropriations and expenditures. 

Efforts toward sex fairness in the use of 
education division funds /, 78-9848 


United States. Dept. of Health, Education, 
and Welfare. Education Division — 
Management. 

Women’s participation in management 
and policy development in the educa- 
tion division /, 78-2191 

United States. Dept. of Health, Education, 
and Welfare. Education Division — 
Officials and employees. 

Women’s participation in management 
and policy development in the educa- 
tion division /, 78-2191 


Do not order from index; see indicated entry 





United States. Dept. of Health, Education, 
and Welfare — Officials and employees. 
Conversion of temporary administrative 

law judges : report to accompany H.R. 
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second report /, 78-16367 


FAA emergency operations plan., 78- 
18652 


FAA organization - policies and stan- 
dards., 78-22157 


FAA world., 78-3761 


Federal Aviation Administration _ par- 
ticipation in the Federal catalog system 
: Change 1., 78-5353 


The Federal Aviation Administration 
should do more to detect civilian pilots 
having medical problems : Department 
of Transportation : report to the Con- 
gress /, 78-1640 


General manual for operation of FAA 
aircraft., 78-5350 


The microwave landing system (MLS) 
controversery : twenty-first report /, 
78-16366 


Public availability of information., 78- 
9669 


Standard data elements and codes 
facility identification and supplemental 
standards., 78-26580 


Standard data elements and codes 
general standards., 78-5343 


Status of Federal Aviation Regulations., 
78-15948, 78-15951, 78-15952, 
78-15965 


Still photographic services., 78-5347 


Technical Advisory Committee., 78- 


18643 
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Utilization and disposal of excess and 
surplus personal property., 78-7897, 
78-7898 

United States. Federal Aviation 

Administration — Accounting. 

Accounting emergency operations plan., 
78-18653 


United States. Federal Aviation 
Administration — Appropriations and 
expenditures. 
Annual financial 

78-22177 


Authorizing appropriations to the 
Federal Aviation Administration for 
research and development : report to 
accompany H.R. 11495., 78-14470 


Call for estimates - facilities and equip- 
ment : (RIS : BU 2500-4)., 78-18654 


FAA facility and equipment programs for 
safety : hearings before the Subcom- 
mittee on Aviation of the Committee 
on Public Works and Transportation, 
House of Representatives, Ninety-fifth 
Congress, second session, May 16 and 
17, 1978., 78-26853 


78-18687 


report, 78-18687, 


Financial report., 


Fiscal year budget estimates - Federal 
Aviation Administration., 78-11899, 
78-11900, 78-11901 


1978 FAA R. & D. authorization 
hearings before the Subcommittee on 
Aviation and Transportation R. & D. 
of the Committee on Science and 
Technology, U.S. House of Represen- 
tatives, Ninety-fourth Congress, second 
session., 78-12168 


1979 FAA R. & D. authorization 
hearings before the Subcommittee on 
Transportation, Aviation, and Weather 
of the Committee on Science and 
Technology, U.S. House of Represen- 
tatives, Ninety-fifth Congress, first ses- 
sion ..., 78-12179, 78-19224 

United States. Federal Aviation 

Administration — Appropriations and 

expenditures — Addresses, essays, 

lectures. 

Statement of the Honorable John L. 
McLucas, Administrator, Federal Avia- 
tion Administration before the Senate 
Appropriation Subcom mittee on 
Transportation on the fiscal year 1977 
budget estimates., 78-7943 

United States. Federal Aviation 

Administration — Data processing. 

FAA computer software quality pro- 
gram., 78-11890 


United States. Federal Aviation 
Administration — Directories. 


National field office directory., 78-7890 





United States. Federal Aviation 
Administration — Examinations. 
Publication of new FAA written 

study guides., 78-7916 


United States. Federal Aviation 
Administration. Office of Management 
Systems. 

AMS organization and management 
handbook., 78-18641 

United States. Federal Aviation 
Administration — Officials and 
employees. 

Adverse actions, appeals and grievances., 
78-26582 


Assignment or detail of DOD military 
personnel to FAA., 78-18655 


Conduct and discipline., 78-7895 


United States. Federal Aviation 
Administration — Officials and employees 
— Salaries, allowances, etc. 

Pay Administration. (general)., 78- 
18659 


United States. Federal Aviation 
Administration — Personnel management. 


Adverse actions, appeals and grievances., 
78-26582 


test 


Labor-management relations 
digest., 78-9668 


: decisions 


Merit promotion program handbook., 
78-18658 

Regional Logistics Division staffing stan- 
dards., 78-5344 

United States. Federal Aviation 

Administration — Procurement. 

FAA procurement of a microwave land- 
ing system : hearings before a subcom- 
mittee of the Committee on Govern- 
ment Operations, House of Represen- 
tatives, Ninety-fifth Congress, second 
session, January 31, February | and 6, 
1978., 78-19123 


Federal Aviation Administration opera- 
tions related to safety and procure- 


ment management : hearings before a 
subcommittee of the Committee on 
Government Operations, House of 
Representatives, Ninety-fifth Congress, 
first session, November 28 and 29, 
1977., 78-26795 

United States. Federal Aviation 

Administration — Records and 

correspondence. 

FAA edition of the U.S. Government 
correspondence manual., 78-18648 


78-26579 


Micrographics management program., 
78-18646 


FAA microform standards., 


Protecting privacy of information about 
individuals., 78-18647 

Protecting the privacy of information 
about individuais., 78-18645 





December 1978 


United States. Federal Aviation 
Administration — Rules and practice. 
Aeronautics and space, 78-25838 


Code of Federal regulations., 78-25838 


United States. Federal Aviation 
Administration — Safety regulations. 
FAA rulemaking policies., 78-26581 


United States. Federal Aviation Agency. 
Federal aviation act of 1958., 78- 
10563, 78-25040 


Utilization of the Federal Aviation Agen- 
cy Depot’s engineering and shop capa- 
bility., 78-18667 

United States. Federal Banking Commission. 

Federal bank commission act of 1977 
and report of the Senate Governmental 
Affairs Committee on bank regulatory 
agency consolidation : hearings before 
the Committee on Banking, Housing, 
and Urban Affairs, United States 
Senate, Ninety-fifth Congress, first ses- 
sion ... September 16 and 19, 1977., 
78-12051 


United States. Federal Bureau of 

Investigation. 

Annual report - Federal Bureau of In- 
vestigation., 78-21653 

FBI domestic intelligence operations : an 
uncertain future : report of the Comp- 
troller General of the United States, 
78-6936 


FBI oversight : hearings before the Sub- 
committee on Civil and Constitutional 
Rights of the Committee on the Judici- 
ary, House of Representatives, Ninety- 
fifth Congress, first session ..., 78- 
19185 


FBI statutory charter : hearings before 
the Committee on the Judiciary, 
United States Senate, Ninety-fifth Con- 
gress, second session ..., 78-26837 

The FBI's system for managing investiga- 
tive resources and measuring results : 
improvements are being made : 
to the Congress /, 78-13281 


report 


Frauds and embezzlements 
can help the FBI., 78-15666 


how you 
Timeliness and completeness of FBI 
response to requests under Freedom of 
information and Privacy acts have im- 
proved : report to the Congress /, 78- 
21025 


United States. Federal Bureau of 
Investigation — Appointments, 
promotions, salaries, etc. 

William H. Webster : hearings before the 
Committee on the Judiciary, United 
States Senate, Ninety-fifth Congress, 
second session, on the nomination of 
William H. Webster ... to be Director 
of the Federal Bureau of Investigation, 
January 30, and 31, and February 7, 
1978., 78-26839 
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William H. Webster to be Director of the 
Federal Bureau of Investigation : re- 
port ..., 78-16087 

United States. Federal Bureau of 

Investigation. Library. 

The FBI Laboratory., 78-21654 


United States. Federal Bureau of 
Investigation — Officials and employees. 
The Federal Bureau of Investigation 

needs better representation of women 
and minorities : report /, 78-23637 

United States. Federal Bureau of 
Investigation — Officials and employees - 
Appointment, qualifications, tenure, etc. 
Employment outlook for FBI 

agents., 78-17973 


United States. Federal Bureau of 
Investigation — Records and 
corrsepondence. 

FBI taking actions to comply fully with 
the Privacy act : report of the Comp- 
troller General of the United States., 
78-13280 


special 


United States. Federal Communications 

Commission. 

Establishing a proper fee schedule under 
the Independent offices appropriation 
act, 1952 Federal Communications 
Commission report of the Comp- 
troller General of the United States., 
78-1684 


FCC decisions interpreting the Commu- 
nications Act of 1934 
78-19636 


: an index /, 


Federal Communications Commission re- 
ports; cumulative index digest of deci- 
sions and reports of the Federal Com- 
munications Commission of the United 
States., 78-16885 


Federal Communications Commission re- 
ports; decisions and reports of the 
Federal Comunications Commission of 
the United States., 78-8655, 78- 
14940, 78-19987 


United States. Federal Communications 
Commission — Addresses, essays. lectures. 
Consumer electronics industry., 78- 

10614 


Remarks by Commissioner Joseph R. 
Fogarty, Federal Communications 
Commission, before the United States 
Independent Telephone 
80th annual 
Nevada, 
10613 


Association's 
convention, 
December 5, 


Las Vegas, 
1977., 78- 


Thoughts on the FCC and the consumer 
electronics industry : remarks of /, 
78-10614 

United States. Federal Communications 

Commission — Appointments, 

promotions, salaries, etc. 

Nominations, September 
fore the Committee 


hearings be- 
on Commerce, 


Page 1-2537 





Science, and Transportation, United 
States Senate, Ninety-fifth Congress, 
first session ..., 78-8262 


United States. Federal Communications 
Commission — Officials and employees. 
Actions needed to improve the Federal 

Communications Commission’s finan- 
cial disclosure system : report to the 
Congress /, 78-1740 


United States. Federal Communications 
Commission — Rules and practice. 
Code of Federal regulations., 78-17390, 
78-21098, 78-21102 


Federal Communications Commission 
rules and regulations, volume 1, 78- 
22993 


Rules and regulations - Federal Commu- 
nications Commission., 78-22993 


Telecommunication, 78-17390, 78- 


21098, 78-21102 


United States. Federal Communications 
Commssion. Safety and Special Radio 
Services Bureau. 

Applications accepted for filing by Safety 
and Special Radio Services Bureau., 
78-2923 


Public notice - Federal Communications 
Commission., 78-2923 


United States. Federal Disaster Assistance 
Administration. 


Disaster relief supplemental appropria- 


tion 
796., 


: report to accompany H.J. Res. 
78-14484 


United States. Federal Disaster Assistance 
Administration — Appropriations and 
expenditures. 

Department of Housing 
Development, independent agencies 
appropriations : hearings before a sub- 
committee of the Committee on Ap- 
propriations, House of Representatives, 
Ninety-fifth Congress, second session /, 
78-16176 


and Urban 


Federal disaster assistance program., 
78-11324 

Joint resolution making an urgent supple- 
mental appropriation for disaster relief 
for the fiscal year ending September 
30, 1978., 78-16406 

United States. Federal Election Commission. 

Annual report - Federal Election Com- 

mission., 78-18840 


78-18840 

Federal election campaign act amend- 
ments of 1978 : report together with 
minority, supplemental, and additional 


views to accompany H.R. 11315., 78- 
12295 


FEC annual report, 


United States. Federal Election Commission 
— Appropriations and expenditures. 

An act to amend the Federal election 

campaign act of 1971 to extend the 
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authorization on appropriations con- 
tained in such act., 78-5865 


Amending the Federal election campaign 
act of 1971 to extend the authorization 
of appropriations contained in such act 
: report to accompany H.R. 11983., 
78-16376 


Extending the authorization for the 
Federal Election Commission : report 
to accompany S. 3025., 78-19422 


Supplemental authorization., 78-16376 


United States. Federal Energy 
Administration. 
Annual report - Federal Energy Adminis- 
tration., 78-17287 


FEA compliance matters : hearing before 
the Subcommittee on Energy and 
Power of the Committee on Interstate 
and Foreign Commerce, House of 
Representatives, Ninety-fifth Congress, 
first session ... September 28, 1977., 
78-22496 


Federal Energy Administration pricing 
policies for Alaskan oil : hearing be- 
fore the Subcommittee on Energy 
Conservation and Regulation of the 
Committee on Energy and Natural 
Resources, United States Senate, 
Ninety-fifth Congress, first session ... 
May 9, 1977., 78-1018 


Federal Energy Administration’s contract 
with the Advertising Council, Inc., for 
a public relations campaign on the 
need to save energy : report to the 
Chairman, Subcommittee on Energy 
and Power, House Committee on In- 
terstate and Foreign Commerce /, 78- 
13367 


Federal energy guidelines., 78-3141 


Issues needing attention in developing 
the strategic petroleum reserve 
Federal Energy Administration : report 
to the Congress /, 78-1711 


United States. Federal Energy 
Administration — Appropriations and 
expenditures. 

FEA authorization, fiscal year 1978 
hearing before the Subcommittee on 
Energy and Power of the Committee 
on Interstate and Foreign Commerce, 
House of Representatives, Ninety-fifth 
Congress, first session April 1, 
1977., 78-16238 

United States. Federal Energy 
Administration — Directories — 
Telephone. 

Telephone directory - Federal Energy 
Administration., 78-17288 

United States. Federal Energy 
Administration. Office of Inspector 
General. 

FEA compliance programs : hearing be- 
fore the Subcommittee on Energy and 


Do not order from index; see indicated entry 





Power of the Committee on Interstate 
and Foreign Commerce, House of 
Representatives, Ninety-fifth Congress, 
first session, on H.R. 2788 ... April 6, 
1977., 78-12130 


United States. Federal Energy 

Administration — Officials and 

employees. 

FEA nomination : hearing before the 
Committee on Energy and Natural 
Resources, United States Senate, 
Ninety-fifth Congress, first session ... 
July 29, 1977., 78-1020 


United States. Federal Energy Regulatory 
Commission — Appropriations and 
expenditures. 

Authorizing appropriations to the De- 
partment of Energy and the Federal 
Energy Regulatory Commission, pur- 
suant to section 660 of the Depart- 
ment of Energy organization act, and 
for other purposes : report together 
with supplemental views to accompany 
H.R. 11392 ..., 78-26921 


United States. Federal Highway 

Administration. 

Department of Transportation, Federal 
Highway Administration : noise policy 
and related environmental procedures., 
78-23524 


Evaluation of highway safety program 
standards within the purview of the 
Federal Highway Administration : ex- 
ecutive summary /, 78-14073 


Evaluation of highway safety programs 
standards within the purview of the 
Federal Highway Administration : final 
report /, 78-14072 


Improving and maintaining federal-aid- 
roads : Department of Transportation 
action needed., 78-1662 


Noise policy and related environmental 
procedures., 78-23524 


Public availability of information., 78- 
9610 


United States. Federal Highway 
Administration — Appropriations and 
expenditures. 

Fiscal year budget estimates - Federal 
Highway Administration., 78-24379 


Fiscal year budget submission to the 
Secretary of Transportation., 78- 
26562 


Fiscal year secretarial submission, 78- 
26562 


Study of FHWA’s management and fiscal 
information systems : (February 9-July 
30, 1976)., 78-7756 

United States. Federal Highway 

Administration — Management. 

Study of FHWA’s management and fiscal 
information systems : (February 9-July 
30, 1976)., 78-7756 





United States. Federal Highway 

Administration — Officials and 

employees. 

Annual report on the status of the civil 
rights and equal opportunity program 
to the Subcommittee on Transporta- 
tion, Committee on Public Works, 
United States Senate., 78-14070 


Federal Highway Administration nation- 
wide roster of civil rights personnel., 
78-9604 

United States. Federal Home Loan Bank 

Board. 

Changing ownership of mutual savings 
and loan associations : an evaluation : 
Federal Home Loan Bank Board : re- 
port to the Senate Committee on 
Banking, Housing and Urban Affairs /, 
78-1737 


Examination of financial statements of 
the Federal Home Loan Bank Board 
and related agencies., 78-16322 


United States. Federal Home Loan Bank 
Board — Appointments, promotions, 
salaries, etc. 

Joint resolution to amend the Federal 


Home Loan Bank act., 78-5847, 78- 
5852 


Nomination of Anita Miller : hearing be- 
fore the Committee on Banking, Hous- 
ing, and Urban Affairs, United States 
Senate, Ninety-fifth Congress, second 
session, on the nomination of Anita 
Miller, to be a Member of the Federal 
Home Loan Bank Board, April 20, 
1978., 78-22416 


Nomination of Robert H. McKinney 


hearings before the Committee on 
Banking, Housing, and Urban Affairs, 
United States Senate, Ninety-fifth Con- 
gress, first session ... including execu- 
tive session, July 15, 18, and 27, 
1977.5. 78-3523 


United States. Federal Home Loan Bank 
Board — Appropriations and 
expenditures. 

Examination of financial statements of 
the Federal home loan banking system 
a favorable opinion but 
management problems 
Congress /, 78-6926 


United States. Federal Housing 

Administration. 

Future of FHA : hearings before the 
Committee on Banking, Housing, and 
Urban Affairs, United States Senate, 
Ninety-fifth Congress, first session ... 
October 26, 27, 28, 1977., 78-16189 


Joint resolution to provide for a tempo- 
rary extension of certain Federal Hous- 
ing Administration mortgage insurance 
and related authorities and of the na- 
tional flood insurance program, and 


some 
: report to the 





December 1978 


for other 
5850 


Thinking big or small about home im- 
provement? : FHA home improvement 
program : both large and small im- 
provements can be financed with loans 
made by financial institutions insured 
by the Federal Housing Administra- 
tion., 78-7168 

United States. Federal Housing 

Administration — Appropriations and 

expenditures. 

Examination of financial statements per- 
taining to insurance operations of the 
Federal Housing Administration, fiscal 
year 1975 : Department of Housing 
and Urban Development : report to 
the Congress /, 78-1642 


Examination of the financial statements 
of FHA insurance operations for the 
15-month period September 30, 1976 : 
report to the Congress /, 78-21004 

United States. Federal Insurance 

Administration. 

Federal Insurance Administration, 78- 
11306 


National flood insurance program 
hearings before the Subcommittee on 
Governmental Efficiency and the Dis- 
trict of Columbia of the Committee on 
Governmental Affairs, United States 
Senate, Ninety-fifth Congress, first ses- 
sion ..., 78-16224 


Federal Insurance 
78-11306 


United States. Federal Insurance 
Administration — Appointments, 
promotions, salaries, etc. 

Nomination of GLoria Jiminez : hearing 
before the Committee on Banking, 
Housing, and Urban Affairs, United 
States Senate, Ninety-fifth Congress, 
second session, on nomination of 
Gloria Jiminez, to be Administrator of 
the Federal Insurance Administration, 
March 6, 1978., 78-19049 


United States. Federal Interagency 
Committee on Education. 
FICE report; actions and activities of the 
Federal Interagency Committee on 
Education., 78-24441 


United States. Federal Interagency 
Committee on Education. Subcommittee 
on Environmental Education. 

Toward an action plan : a report on the 
Tbilisi Conference on Environmental 
Education : a paper developed by the 
Subommittee on Environmental Edu- 
cation., 78-18837 


United States. Federal Labor Relations 
Council. 
Decisions 

Federal 
78-24456 


purposes., 78-2342, 78- 


Organization: 
ministration., 


Ad- 


and interpretations of the 
Labor Relations Council., 
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Subject matter index with cross-reference 
table., 78-24456 


United States. Federal Labor Relations 

Council — Rules and practice. 

Report of the Federal Labor Relations 
Council, January 1, 1970-December 
21, 1976., 78-8167 

United States. Federal Maritime 

Commission. 

Amend the Intercoastal shipping act of 
1933 report to accompany H.R. 
6503., 78-27122 

Amend the Shipping act of 1916 : hear- 
ing before the Subcommittee on 
Merchant Marine and Tourism of the 
Committee on Commerce, Science, 
and Transportation, United States 
Senate, Ninety-fifth Congress, second 
session, on S. 2386 ... March 8, 1978., 
78-19082 


Directory of key officials Federal 
Maritime Commission., 78-6886 


Remarks by the Honorable Richard J. 
Daschbach, Chairman, Federal 
Maritime Commission, before the 
Maritime Association of the Port of 
New York, New York, New York, 
December 5, 1977., 78-8847, 78- 
8848 


United States. Federal Maritime 
Commission — Addresses, essays, lectures. 
Remarks by the Honorable Richard J. 

Daschbach, Chairman, Federal 
Maritime Commission, before the Na- 
tional Maritime Council, Chicago, Il- 
linois, December 8, 1977., 78-6888 


United States. Federal Maritime 
Commission — Appointments, 
promotions, salaries, etc. 

Nomination of Commissioner to the 
Federal Maritime Commission : hear- 
ing before the Committee on Com- 
merce, Science, and Transportation, 
United States Senate, Ninety-fifth Con- 
gress, second session April 11, 
1978., 78-19081 


United States. Federal Maritime 
Commission — Bibliography. 
Federal Maritime Commission publica- 
tions., 78-8900 


United States. Federal Maritime 
Commission — Officials and employees — 
Directories. 

Directory of key officials Federal 
Maritime Commission., 78-6886 


United States. Federal Power Commission. 
Auditing of political advertising by elec- 
tric utilities and gas and oil companies 
: Federal Power Commission, Internal 
Revenue Service : report of the Comp- 
troller General of the United States., 
78-6909 
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An evaluation of the Federal Power 
Commission’s rulemaking on_ utilities’ 
construction work in progress : report 
of the Comptroller General of the 
United States., 78-4635 

Federal Power Commission _ reports; 
opinions, decisions, and orders., 78- 
4626, 78-17301, 78-20984, 78- 
20985, 78-20986 


Problems in planning and constructing 
transmission lines which interconnect 
utilities : Federal Power Commission., 
78-13217 


United States. Federal Power Commission. 

Bureau of Power. 

Bureau of Power staff report : electric 
power supply and demand 1977-1986 
as projected by the regional electric 
reliability councils in their April 1, 
1977 responses to FPC order 383-4, 
docket R-362., 78-8850 


Electric power supply and demand 1977- 
1986., 78-8850 


United States. Federal Power Commission 

— Congresses. 

Proceedings of Forest Service - Federal 
Power Commission workshop San 
Francisco, California, April 9, 10, & 
11, 1975., 78-14582 

United States. Federal Power Commission 

— Officials and employees. 

Adverse personnel actions against profes- 
sional staff members at the Federal 
Power Commission executive 
hearings before the Subcommittee on 
Oversight and Investigations of the 
Committee on Interstate and Foreign 
Commerce, House of Representatives, 
Ninety-fifth Congress, first 
April 28 and May 5, 1977., 


session 

78-5605 

Adverse personnel actions against profes- 
sional staff members at the Federal 
Power Commission : report, together 
with minority and separate views, by 
the Subcommittee on Oversight and 
Investigations of the Committee on In- 
terstate and Foreign Commerce, House 
of Representatives, Ninety-fifth Con- 
gress, first session., 78-5598 

FPC nominations : hearing before the 
Committee on Energy and Natural 
Resources, United States Senate, 
Ninety-fifth Congress, first session ... 
August 2, 1977., 78-1019 


United States. Federal Power Commission 


— Rules and regulations. 
FPC news., 78-3157 


United States. Federal Railroad 
Administration. 
Federal Railroad Administration., 78- 
22114 


Work measurement manual., 78-11869 
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United States. Federal Railroad 
Administration — Appropriations and 
expenditures. 

Fiscal year budget estimates - Federal 
Railroad Administration., 78-26571 

United States. Federal Service Impasses 
Panel. 

Subject-matter index and table of cases 
covering cases reported in Panel 
releases | through 45, August 1970- 
December 1974., 78-903, 78-24457 


United States. Federal Supply Service. 
Federal Supply Service not buying goods 
at lowest possible price : General Ser- 
vices Administration : report to the 
Congress /, 78-1872 


Federal supply service self-service stores 
can be improved : General Services 
Administration., 78-1869 


GSA supply catalog., 78-6997, 78- 
6998, 78-21088 


Marketips, 78-3224 


Marketips from Federal Supply Service, 
your service organization., 78-3224 


United States. Federal Supply Service — 

Equipment and supplies. 

Need for improvements in the Federal 
Supply Service’s priority requisitioning 
system : report to the Congress /, 78- 
13374 


United States. Federal Trade Commission. 
Court decisions., 78-20996 


Federal Trade Commission amendments 
of 1977 and oversight : heaings before 
the Subcommittee on Consumer Pro- 
tection and Finance of the Committee 
on Interstate and Foreign Commerce, 
House of Representatives, Ninety-fifth 
Congress, first session, on H.R. 3816, 
H.R. 1767, and H.R. 2483 ..., 78. 
5602 


Federal Trade Commission amendments 
of 1978 : conference report to accom- 


pany H.R. 3816., 78-12269, 78- 
26985 


Federal Trade Commission decisions; 
findings, opinions, and orders., 78- 
8888, 78-23608 


Federal Trade Commission _ over- 
sight—rulemaking, advertising, and 
consumer access : fourth report /, 78- 
1199 


Federal Trade Commission regional of- 
fice operations : sixth report /, 78- 
1225 


FTC news summary., 78-3205 


Recent proposals to amend the Robin- 
son-Patman Act : hearings before the 
Subcommittee on Antitrust, Con- 
sumers, and Employment of the Com- 
mittee on Small Business, House of 
Representatives, Ninety-fifth Congress, 
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first session ... 
1977., 


Statutes., 


September 7 and 8, 
78-19229 


78-23607 


Voluntary standards and accreditation 
act of 1977, S. 825 : hearings before 
the Subcommittee on Antitrust and 
Monopoly of the Committee on the Ju- 
diciary, United States Senate, Ninety- 
fifth Congress, first session ..., 78- 
9999 


United States. Federal Trade Commission — 
Appointments, promotions, salaries, etc. 
Federal Trade Commission : careers for 

attorneys in consumer protection & 
anti-trust law., 78-17324 


United States. Federal Trade Commission — 
Rules and practice. 


Code of Federal regulations., 78-7003 


78-7003 


Federal Trade Commission organization, 
procedures and rules of practice, Au- 
gust 15, 1971 : as revised thru Jan 26, 
1977., 78-17327 


Oversight, rulemaking activities of the 
Federal Trade Commission : hearing 
before the Subcommittee on Consumer 
Protection and Finance of the Com- 
mittee on Interstate and Foreign Com- 
merce, House of Representatives, 
Ninety-fifth Congress, first session ... 
June 8, 1977., 78-9974 


Your Federal Trade Commission : what 
it is and what it does., 78-13181 


United States. Fish and Wildlife Service. 
Concepts and practices in Fish and Wil- 
dlife Administration /, 78-24045 


The U.S. Fish and who?, 78-652 


United States. Fish and Wildlife Service. 
Division of Cooperative Research. 
Annual report of the cooperative units 
program, fishery and_ wildlife, 78- 
26206 


Commercial practices, 


Cooperative research units, fishery and 
wildlife, annual report., 78-26206 
Cooperative units program, fishery & 
wildlife, annual report, 78-26206 
United States. Fish and Wildlife Service — 
Positions. 
Employment opportunities U.S. Fish 
and Wildlife Service., 78-17851 
United States. Flight Standards Service. 
Flight standards service management 
handbook., 78-7843 
The flight standards story., 


United States. Food and Drug 
Administration. 
Annual report - Food and Drug Adminis- 
tration., 78-4813, 78-17577 


Banning of the drug Laetrile from in- 


terstate commerce by FDA : hearing 
before the Subcommittee on Health 


78-7877 





and Scientific Research of the Com- 
mittee on Human Resources, United 
States Senate, Ninety-fifth Congress, 


first session ... July 12, 1977., 78- 
14342 


Careers in FDA where equal employ- 
ment is the rule, 78-21233 


Chronological document listing, 1936- 
1976 : FDA Federal Register docu- 
ments., 78-448 


A consumer guide to FDA., 78-8973 


Extramural research programs supported 
by the Food and Drug Administration : 
July 1, 1975 - September 30, 1976 : 
research grants, contracts, interagency 
agreements, PL 480 projects /, 78- 
447 


FDA annual 
17576 

FDA consumer memo., 
21233, 78-21256 

FDA extramural research programs., 
78-447 


FDA Federal Register documents., 78- 
448 


report, 78-4813, 78- 


78-13511, 78- 


Food and Drug Administration’s program 
for regulating imported products needs 
improving Department of Health, 
Education, and Welfare, Department 
of the Treasury : report to the Con- 
gress /, 78-4703 


How you can report to FDA, 78-13511 


Information concerning FDA regulations, 
78-21256 


United States. Food and Drug 
Administration — Bibliography. 
Brochures available from FDA, 78- 

21230 


FDA consumer memo., 78-21230 


United States. Food and Drug 
Administration — Officials and 
employees. 

Equal employment opportunity plan 
Food and Drug Administration : for 
period September 30, 1976 to Sep- 
tember 30, 1978., 78-11227 


Food and Drug Administration affirma- 
tive action plan., 78-11227 


The Food and Drug Administration’s 
financial disclosure system for special 
government employees : progress and 
problems : report to the Congress /, 
78-4651 


United States. Food and Nutrition Service. 
Food stamp receipts : who’s watching the 
money? : Food and Nutrition Service, 
Department of Agriculture : report to 
the Congress /, 78-1688 


Information on a Department of Agricul- 
ture claim against the Commonwealth 


of Puerto Rico : a report of the the 





December 1978 


Comptroller General of the United 
States., 78-1668 


United States. Food Safety and Quality 
Service — Handbooks, Is, etc. 
FSQS records management handbook., 

78-14825 





United States. Foreign Agricultural Service 

(1953- ) 

Foreign Agricultural Service operations : 
hearings before the Subcommittee on 
Department Investigations, Oversight, 
and Research of the Committee on 
Agriculture, House of Representatives, 
Ninety-fifth Congress, first 
March 11, 1977., 78-2237 

United States. Foreign Broadcast 

Information Service. 

FBIS in retrospect 30 years of the 
Foreign Broadcast Information Service, 
1941-1971., 78-15835 

United States — Foreign economic — 

Periodicals. 

Foreign economic trends and their impli- 


cations for the United States., 78- 
2880 


session, 


*United States — Foreign economic 
relations. 

Amending and extending the Export-Im- 
port Bank act of 1945 report 
together with supplemental, additional, 
and dissenting views to accompany 
H.R. 12157., 78-24712 

American foreign economic policy, an 
overview : hearings before the Sub- 
committee on Foreign Economic Pol- 
icy of the Committee on Foreign Rela- 
tions, United States Senate, Ninety- 
fifth Congress, first session ..., 78- 
$572 


Bretton Woods agreements act amend- 
ments of 1978 : report of the Commit- 
tee on Banking, Housing, and Urban 
Affairs, United States Senate, to ac- 
company S. 2152 together with addi- 
tional views., 78-14527 

Coordination of United States interna- 
tional economic policy : hearing before 
the Subcommittee on _ International 
Economic Policy and Trade of the 
Committee on International Relations, 
House of Representatives, Ninety-fifth 
Congress, first session, September 15, 
1977., 78-9987 


Dollars, diplomacy, and development : 
hearings before the Subcommittees on 
International Economic Policy and 
Trade and on International Develop- 
ment of the Committee on Interna- 
tional Relations, House of Representa- 
tives, Ninety-fifth Congress, first ses- 
sion, June 29 and July 26, 1977., 78- 
16252 


Do not order from index; see indicated entry 





Exchange Stabilization Fund : hearings 
before the Subcommittee on Interna- 
tional Finance of the Committee on 
Banking, Housing, and Urban Affairs, 
United States Senate, Ninety-fifth Con- 
gress, first session on S. 2093 ... Oc- 
tober 7, 1977., 78-5519 


Exchange Stabilization Fund 
accompany S. 2093., 78-19313 


Exchange Stabilization Fund amend- 
ments of 1978 : report of the Commit- 
tee on Banking, Housing, and Urban 
Affairs, United States Senate, to ac- 
company S. 2093., 78-10284 


Extension and revision of Overseas 
Private Investment Corporation Pro- 
grams : hearings and markup before 
the Subcommittee on _ International 
Economic Policy and Trade of the 
Committee on International Relations, 
House of Representatives, Ninety-fifth 
Congress, first session ..., 78-8323 


78-21888, 


: report to 


External research study., 
78-21889, 78-21890 


Foreign economic assistance : message 
from the President of the United States 
transmitting foreign assistance 
proposals., 78-26876 

IMF Supplementary Financing Facility : 
hearing before the Committee on 
Banking, Financing, and Urban Affairs, 
United States Senate, Ninety-fifth Con- 
gress, first session, on S. 2152 ... Oc- 
tober 13, 1977., 78-5521 


International debt, the banks, and U.S. 
foreign policy : a staff report /, 78- 
5571 


Living with the trade deficit 
the Subcommittee on _ International 
Economics of the Joint Economic 
Committee, Congress of the United 
States., 78-5541 


: report of 


Multilateral action on 
economic issues 
S. Res. 440., 


Next administration 
21890 


Petrodollars and world payments, 78- 
21888 


international 
: report to accompany 
78-27069 


trade bill, 78- 


Rebating practices in the United States 
foreign trade : report together with ad- 
ditional views to accompany H.R. 
9518., 78-12289, 78-16349 


Rethinking United States foreign policy 
toward the developing world : hearings 
before the Committee on International 
Relations and its Subcommittee on In- 
ternational Development, House of 
Representatives, Ninety-fifth Congress, 
first session ... August 4, October 12, 
and November 1, 1977., 78-14369 

Rules for a floating rate regime, 78- 
21889 


Page I-2541 





Shipping act amendments of 1978 : re- 
port together with supplemental views 
to accompany H.R. 9518., 78-22643 


The trade deficit, how much of a 
problem? what remedy? : hearing be- 
fore the Subcommittee on Interna- 
tional Economics of the Joint 
Economic Committee, Congress of the 
United States, Ninety-fifth Congress, 
first session, October 11, 1977., 78- 
19088 


United States — Foreign economic relations 

— Addresses, essays, lectures. 

U.S. foreign economic relations : the fol- 
lowing is excerpted from an address /, 
78-9492 

*United States — Foreign economic relations 

— China. 

Export-Import Bank and trade with 
China : hearing before the Subcommit- 
tee on International Trade, Investment, 
and Monetary Policy of the Committee 
on Banking, Finance, and Urban Af- 
fairs, House of Representatives, 
Ninety-fifth Congress, second session, 
on H.R. 8196 ... January 26, 1978., 
78-16186 


United States — Foreign economic relations 

— Europe. 

A resolution expressing the sense of the 
Senate with respect to European Com- 
munities’ restrictions on processed 
fruit and vegetable imports : report to 
accompany S. Res. 76., 78-5945 


United States — Foreign economic relations 

— Japan. 

United States/Japanese trade relations 
and the status of the multilateral trade 
negotiations : hearing before the Sub- 
committee on International Trade of 
the Committee on Finance, United 
States Senate, Ninety-fifth Congress, 
second session, February 1, 1978., 
78-19113 


United States — Foreign economic relations 

— Latin America. 

The United States response to the new 
international economic order : the 
economic implications for Latin Amer- 
ica and the United States : a study /, 
78-1003 


United States — Foreign economic relations 

— Mexico. 

Development lending and _ illegal im- 
migration : hearing before the Sub- 
committee on International Develop- 
ment Institutions and Finance of the 
Committee on Banking, Finance, and 
Urban Affairs, House of Representa- 
tives, Ninety-fifth Congress, first ses- 
sion, September 14, 1977., 78-5513 


Recent developments in Mexico and 
their economic implications for the 
United States hearings before the 


Page I- 2542 





Subject Index 


Subcommittee on Inter-American 
Economic Relationships of the Joint 
Economic Committee, Congress of the 
United States, Ninety-fifth Congress, 
first session, January 17 and 24, 1977., 
78-1005 
United States — Foreign economic relations 

— Poland. 

Poznan International Trade Fair, 1977 : 
areport/, 78-2305 


United States — Foreign economic relations 

— Rhodesia, Southern. 

Implementation of economic sanctions 
against Rhodesia : report of the Comp- 
troller General of the United States., 
78-4749 


United States — Foreign economic relations 

— Romania. 

Continuing most-favored-nation _ tariff 
treatment of imports from Romania, 
1977 : hearing before the Subcommit- 
tee on International Trade of the Com- 
mittee on Finance, United States 
Senate, Ninety-fifth Congress, first ses- 
sion, June 27, 1977., 78-5565 


Disapproval of extension of Presidential 
authority to waive freedom of emigra- 
tion requirements under section 402 of 
the Trade Act of 1974 with respect to 
Romania : adverse report to accom- 
pany H. Res. 534., 78-5718 


Economic, industrial, and _ technical 
cooperation : agreement beteween the 
United States of America and the So- 
cialist Republic of Romania, signed at 
Bucharest November 21, 1976., 78- 
2145 


Further extension of United States- 
Romanian trade agreement : message 
from the President of the United States 
.-» 78-8387 


Most-favored-nation treatment with 
respect to the products of the Socialist 
Republic of Romania : hearing before 
the Subcommittee on Trade of the 
Committee on Ways and Means, 
House of Representatives, Ninety-fifth 
Congress, first session July 18, 
1977., 78-5665 


*United States — Foreign economic relations 

— South Africa. 

Export-Import Bank and trade with 
South Africa : hearing before the Sub- 
committee on International Trade, In- 
vestment, and Monetary Policy of the 
Committee on Banking, Finance, and 
Urban Affairs, House of Representa- 
tives, Ninety-fifth Congress, second 
session, February 9, 1978., 78-22402 


United States — Foreign opinion. 
A note on foreign public opinion of the 
China visit., 78-5081 


Do not order from index; see indicated entry 





United States — Foreign opinion, Asian. 
Public opinion in Western Europe and 
Asia on the President’s visits to China 
and the USSR., 78-7369 


United States — Foreign opinion, 
Australian. 
Australian public opinion on the Pre- 
sident’s forthcoming visit to China., 
78-5080 


Public opinion in Australia on U.S. 
standing and President Nixon’s USSR 
visit., 78-5087 


United States — Foreign opinion, British. 
British public opinion on the President’s 
forthcoming visits to China and the 
USSR., 78-5078 


U.S. standing in Britain between the Pre- 
sident’s China and USSR visits., 78- 
13835 


United States — Foreign opinion, European. 
European views of the United States in 
mid-1976., 78-7383 


Public opinion in Western Europe and 
Asia on the President’s visits to China 
and the USSR., 78-7369 


United States — Foreign opinion, French. 
French public opinion on the President’s 
forthcoming visits to China and the 
USSR., 78-5077 


Public opinion in France on U.S. stand- 
ing and President Nixon’s USSR visit., 
78-5086 


United States — Foreign opinion, German. 
Public opinion in West Germany on U.S. 
standing and the forthcoming USSR 
visit., 78-5084 


United States — Foreign opinion, Israeli. 
Public opinion in Israel on U.S. standing 
and the President’s USSR visit., 78- 
5089 


United States — Foreign opinion, Italian. 
Italian public opinion on the President’s 
forthcoming visits to China and the 
USSR., 78-5079 


Public opinion in Italy on U.S. standing 
and the forthcoming USSR visit., 78- 
5082 


United States — Foreign opinion, Japanese. 

Japanese public opinion on the Pre- 

sident’s forthcoming visits to China 
and the USSR., 78-5075 


Public opinion in Japan : awareness and 
expectations from President Nixon's 
visit to China., 78-5091 


Public opinion in Japan on U.S. standing 
and the forthcoming USSR visit., 78- 
5085 


United States — Foreign opinion, Kenyan. 
Public opinion in Nairobi, Kenya on U.S. 
standing and the USSR visit., 78- 
5090 





United States — Foreign opinion, Russian. 

Scholars assert continuing U.S.-U.S.S.R. 
mutual misperceptions, but find hope- 
ful signs : an analysis., 78-9181 

United States — Foreign opinion, 

Venezuelan. 

Public opinion in Caracas, Venezuela re- 
garding U.S. standing and the Pre- 
sident’s forthcoming visit to the 
USSR., 78-5088 

*United States — Foreign opinion, West 

German. 

U.S. standing in West Germany between 
the President’s China and USSR visits., 
78-13836 


United States — Foreign policy. 
The United States and world energy / 
discussion paper, Department of State 
/, 78-5168 


United States — Foreign relations. 
Background notes., 78-3672 


Belgrade preparatory conference for 
review of the Helsinki agreement : re- 


port to accompany S. Con. Res. 30., 
78-5907 


Code of Federal regulations., 78-7004 


Criminal investigations agreement 
between the United States of America 
and other governments, done at Abid- 
jan November 29, 1972., 78-2136 


78-7004 
Foreign relations of the United States., 
78-9483, 78-9484, 78-15837, 78- 


15838, 78-15839, 78-21871, 78- 
26440 


Foreign relations, 


Human rights and United States foreign 
policy : a review of the Administra- 
tion’s record : hearing before the Sub- 
committee on International Organiza- 
tions of the Committee on Interna- 
tional Relations, House of Representa- 
tives, Ninety-fifth Congress, first ses- 
sion, October 25, 1977., 78-16256 


Humane purposes in foreign policy /, 
78-18386 


International development assistance 
authorization and S. Res. 118 
hearings before the Subcommittee on 
Foreign Assistance of the Committee 
on Foreign Relations, United States 
Senate, Ninety-fifth Congress, second 
session, on S. 2646 ... S. 2420 
March 2, 3, and April 28, 1978., 78- 
22468 

Legislative 
Foreign 
Senate., 


calendar - 
Relations, 
78-3916 


Proposals for United Nations reform : re- 
port /, 78-19116 

Public diplomacy and the future 
hearings before the Subcommittee on 
International Operations of the Com- 


Committee on 
United States 





December 1978 


mittee on _ International Relations, 
House of Representatives, Ninety-fifth 
Congress, first session ..., 78-1074 


Reform and restructing of the United 
Nations system., 78-19116 


Science, technology, and 
diplomacy : 


American 
an extended study of the 
interactions of science and technology 
with United States foreign policy., 
78-8324 


Science, technology, and American 
diplomacy : hearing before the Sub- 
committee on International Operations 
of the Committee on _ International 
Relations, House of Representatives, 
Ninety-fifth Congress, second session, 
on H.R. 11548, April 19, 1978., 78- 
19173 


Survey of activities - Committee on In- 
ternational Relations., 78-8312, 78- 
24626 


U.N. special session on disarmament : 
hearing before the Subcommittee on 
Arms Control, Oceans, and Interna- 
tional Environment of the Committee 
on Foreign Relations, United States 
Senate, Ninety-fifth Congress, second 
session ... April 13, 1978., 78-22466 

U.S. participation in international or- 
ganizations, Department of State and 
other Federal agencies : report to the 
Congress /, 78-1796 


Women in American foreign affairs /, 
78-2117 


*United States — Foreign relations — 
Addresses, essays, lectures. 
Foreign assistance and U.S. foreign pol- 
icy : speech /, 78-18412 
Foreign policy decisions for 1978 /, 78- 
9498 


Interview /, 78-18401 


Interview : Secretary Cyrus R. Vance in- 
terviewed by Barry Schweid and Ken- 
neth Freed of the Associated Press and 
James Anderson and Nicholas Daniloff 
of United Press International, February 
3, 1977, Washington, D.C., 78-18415 


Laying the foundations of a long-term 
policy : speech /, 78-18398 

Managing complexity in U.S. foreign pol- 
icy : speech /, 78-24290 

July 29, 1977, 

: major topics, Mid- 

dle East (West Bank, Geneva Con- 

ference), Horn of Africa, Panama, 

Cuba, SALT., 78-762 


Question and answer session following 
the address by the Honorable Cyrus R. 
Vance, Secretary of State, at Morris 
Harvey College, Charleston, West Vir- 
ginia, January 11, 1978., 78-21893 


Press conference, 
Washington, D.C. 


Do not order from index; see indicated entry 





Science and its interrelationship with 
foreign policy : speech /, 78-7555 

The Secretary of State, interview : Secre- 
tary Vance on ‘“‘Meet the Press”’ inter- 
viewing the Secretary were Richard 
Valerian; NBC News, Hedric Smith, 
New York Times, Robert Keatley, 
Wall Street Journal and Joseph Kraft, 
Field Newspaper Syndicate, NBC 
News was moderator., 78-5177 

Secretary Vance and editors of US. 
News and World Report : interview /, 
78-15856 


Toward a peaceful coexistence between 
human rights and foreign policy, 
cooperating with international or- 
ganizations : speech /, 78-15854 


U.S. role in a peaceful global community 
President Carter’s address to the 
32nd General Assembly of the United 
Nations, United Nations, N.Y., Oc- 
tober 4, 1977., 78-5171 


*United States — Foreign relations — 

Africa. 

Report of the Delegation to the Middle 
East and Africa of the Committee on 
Armed Services, House of Representa- 
tives, Ninety-fifth Congress., 78- 
12037 


U.S. policy toward Africa : hearing be- 
fore the Subcommittee on African Af- 
fairs of the Committee on Foreign 
Relations, United States Senate, 
Ninety-fifth Congress, second session 
... May 12, 1978., 78-24609 


*United States — Foreign relations — Africa 
— Addresses, essays, lectures. 
U.S. relations with Africa : statement /, 
78-21894 


United States — Foreign relations — Asia. 
Public opinion in Western Europe and 
Asia on the President's visits to China 
and the USSR., 78-7369 


United States — Foreign relations — Asia, 
Southeastern. 
Charting a new course : Southeast Asia 
in a time of change : a report /, 78- 
8283 


*United States — Foreign relations — 
Australia — Public opinion. 
Australian public opinion on_ regional 
alignment and _ U.S.-Australian 
tions., 78-13824 


rela- 


*United States — Foreign relations — 
Bibliography. 
Foreign relations of the United States., 
78-17375 


United States — Foreign relations — 

Caribbean area. 

United States policy toward the Carib- 
bean : hearings before the Subcommit- 
tee on Inter-American Affairs of the 
Committee on International Relations, 


Page I-2543 





House of Respresentatives, Ninety-fifth 
Congress, first session, June 18 and 30, 
1977., 78-5609 


United States — Foreign relations — China. 
Foreign relations of the United States., 
78-26440 


Normalization of relations with the Peo- 
ple’s Republic of China : practical im- 
plications : hearings before the Sub- 
committee on Asian and Pacific Af- 
fairs of the Committee on International 
Relations, Ninety-fifth Congress, first 
session ..., 78-14360 


A note on foreign public opinion of the 
China visit., 78-5081 


United States — Foreign relations — China 
— Addresses, essays, lectures. 
Major public statements on China by 
U.S. officials : January-June, 1975., 
78-5076 


Major public statements on China by 
U.S. officials January 1977-June 
1977., 78-9180 


Major public statements on China by 
U.S. officials : July 1975-December 
1975., 78-5072 

United States — Foreign relations — 

Colombia. 

Aerial photographic coverage : arrange- 
ment between the United States of 
America and Colombia signed at 
Bogota July 4, 1975., 78-775 


*United States — Foreign relations — Cuba. 
Delusion and reality, the future of United 
States-Cuba relations : report to the 
Senate Committee on Foreign Rela- 
tions, United States Senate /, 78- 
14323 


*United States — Foreign relations — Cuba 
— Addresses, essays, lectures. 
Panama and Cuba : building more effec- 
tive relationships speech /, 78- 
18405 


United States — Foreign relations — Cyprus. 
Progress in Cyprus negotiations 
message from the President of the 
United States ..., 78-8394, 78-8406, 
78-12243, 78-19290 


United States — Foreign relations — Europe. 
Public opinion in Western Europe and 
Asia on the President’s visits to China 


and the USSR., 78-7369 


*United States — Foreign relations — Haiti. 
Review of factors affecting U.S. diplo- 
matic and assistance relations with 
Haiti /, 78-14288 
*United States — Foreign relations — 

Hungary. 

The Holy Crown of St. Stephen and 
United States-Hungarian relations 
hearing before the Subcommittee on 
Europe and the Middle East of the 


Page I-2544 





Subject Index 


Committee on International Relations, 
House of Representatives, Ninety-fifth 
Congress, first session, November 9, 
1977., 78-16251 


United States — Foreign relations — India. 
Nuclear fuel export to India : hearing be- 
fore the Subcommittee on Arms Con- 
trol, Oceans, and Inter: itional En- 
vironment of the Committee on 
Foreign Relations, United States 
Senate, Ninety-fifth Congress, second 

session ... May 24, 1978., 78-26789 


United States — Foreign relations — Korea. 
Investigation of Korean-American rela- 
tions : hearing before the Subcommit- 
tee on International Organizations of 
the Committee on International Rela- 
tions, House of Representatives, 
Ninety-fifth Congress, first session ..., 
78-5614, 78-22510, 78-22511 


Japanese opinion on security links with 
South Korea., 78-5071 


Korean influence inquiry : executive ses- 
sion hearings before the Select Com- 
mittee on Ethics of the United States 
Senate, Ninety-fifth Congress, second 
session ..., 78-22457 


*United States — Foreign relations — Latin 

America. 

Historical study U.S. policy toward 
Latin America, recognition and non- 
recognition of governments, and inter- 
ruptions in diplomatic relations, 1933- 
1974., 78-15846 


Report of delegation studying the 
Panama Canal treaties and other mat- 
ters of interest to the U.S. in Latin 
America, January 3-14, 1978., 78- 
12312 


*United States — Foreign relations — Latin 
American. 
Latin American policy 
development : speech /, 


creative 
78-14013 
United States — Foreign relations — Law 
and legislation. 


Congress and foreign policy., 78-8320 


78-3679 


Legislation on foreign relations through 
1977 /, 78-9990 


Making appropriations for foreign 
assistance and related programs for the 
fiscal year ending September 30, 1978 
: conference report to accompany H.R. 
7797., 78-8412 


United States — Foreign relations — Near 

East. 

Middle East peace process : hearing be- 
fore the Subcommittee on Near East- 
ern and South Asian Affairs of the 
Committee on Foreign Relations, 
United States Senate, Ninety-fifth Con- 
gress, second session June 28, 
1978., 78-26788 


Congressional record review., 


Do not order from index; see indicated entry 





Report of the Delegation to the Middle 
East and Africa of the Committee on 
Armed Services, House of Representa- 
tives, Ninety-fifth Congress., 78- 
12037 


Review of developments in the Middle 
East, 1978 : hearing before the Sub- 
committee on Europe and the Middle 
East of the Committee on International 
Relations, House of Representatives, 
Ninety-fifth Congress, second session, 
June 12, 1978., 78-26820 


Senate delegation report on American 
foreign policy and nonproliferation in- 
terests in the Middle East : report pur- 
suant to Senate Resolution 167 of May 
10,1977 /, 78-10172 


The United States and the Middle east : 
address /, 78-21885 


United States — Foreign relations — Near 
East — Addresses, essays, lectures. 
Prospects for peace in the Middle East, 

speech /, 78-7554 


*United States — Foreign relations — 

Nicaragua. 

Rethinking United States foreign policy 
toward the developing world 
Nicaragua : hearing before the Sub- 
committee on International Develop- 
ment of the Committee on Interna- 
tional Relations, House of Representa- 
tives, Ninety-fifth Congress, first ses- 
sion ..., 78-12143, 78-22515 


United States — Foreign relations — 
Panama. 
Background documents relating to the 
Panama Canal :, 78-8285 


Defense, maintenance and operation of 
the Panama Canal, including adminis- 
tration and government of the Canal 
Zone : hearings before the Committee 
on Armed Services, United States 
Senate, Ninety-fifth Congress, second 
session, January 24, 31, February 1, 
1978., 78-9903 


Defense, maintenance, and operation of 
the Panama Canal, including adminis- 
tration and government of the Canal 
Zone : report ..., 78-12314 


New Panama Canal treaty : hearings be- 
fore the Committee on Merchant 
Marine and _ Fisheries, House of 
Representatives, Ninety-fifth Congress, 
first session ... August 17, 1977., 78- 
5629 


Panama Canal 
5166 


The Panama Canal, providing for the fu- 
ture /, 78-9497 


Panama Canal treaties : hearings before 
the Committee on Foreign Relations, 
United States Senate, ninety fifth Con- 
gress, first session, on Executive N, 


: the new treaties., 78- 





95th Cong., Ist sess. 
78-9954 


Panama Canal treaties : message from 
the President of the United States ..., 
78-8137 

Panama Canal treaties : report of the 
Committee on Foreign Relations, 
United States Senate : with supplemen- 
tal and minority views on Executive N, 
95th Cong., Ist sess. ..., 78-16085 

Panama Canal treaty disposition of 
United States territory : hearing before 
the Subcommittee on Separation of 
Powers of the Committee on the Ju- 
diciary, United States Senate, Ninety- 


fifth Congress, first session ...., 78- 
12148 


Panama Canal treaty ramifications 
hearings before the Subcommittee on 
the Panama Canal of the Committee 
on Merchant Marine and Fisheries, 
House of Representatives, Ninety-fifth 
Congress, first session ..., 78-16268, 
78-22533 


The proposed Panama Canal treaties : a 
digest of information /, 78-9998 


Proposed Panama Canal treaties 
hearings before the Committee on In- 
ternational Relations, House’ of 
Representatives, Ninety-fifth Congress, 
first session ..., 78-12140 


Report of the Senatorial Delegation to 
the Republic of Panama, /, 78-14505 


Texts of treaties relating to the Panama 
Canal., 78-758 


5 78-8284, 


U.S. interest in Panama Canal : hearings 


before the Subcommittee on _ the 
Panama Canal of the Committee on 
Merchant Marine and Fisheries, House 
of Representatives, Ninety-fifth Con- 
gress, first session ... July 25, 26, 27, 
1977., 78-1097 


*United States — Foreign relations — 
Panama — Addresses, essays, lectures. 
Panama and Cuba : building more effec- 
tive relationships speech /, 78- 
18405 

The Panama Canal treaties 
78-15855 

United States — Foreign relations — 
Periodicals. 

The Department of State bulletin., 78- 
3662 


Digest of United States practice in inter- 
national law., 78-9510 


News release - Dept. of State., 


: statement /, 


78-3665 
The Secretary of State press conference., 
78-3666 
United States — Foreign relations — Peru. 
United States Embassy operations—Lima 
: hearing before a subcommittee of the 





December 1978 


Committee on Government 
tions, Ninety-fifth Congress, second 
session, March 30, 1978., 78-26797 
*United States — Foreign relations — 
Poland. 
United States security interests in East- 


ern Europe : the case for Poland /, 
78-12577 


United States — Foreign relations — Russia. 

Ratification recommended for treaties 

with U.S.S.R. restricting nuclear test- 

ing : following are statements by Paul 

C. Warnke, Director, Arms Control 

and Disarmament Agency and Philip 

C. Habib, Under Secretary of State for 

Political Affairs, made before the 

Senate Committee on Foreign Rela- 
tions on July 28., 78-9499 


Relations with the Soviet Union : 
/, 78-5174 


Soviet compliance with certain provisions 
of the 1972 SALT I agreements : hear- 
ing before the Subcommittee on Arms 
Control of the Committee on Armed 
Services, United States Senate, Ninety- 


fourth Congress, first session, March 6, 
1975., 78-8242 


Opera- 


speech 


Threshold test ban and peaceful nuclear 
explosion treaties : hearings before the 
Committee on Foreign Relations and 
the Subcommittee on Arms Control, 
Oceans, and International Environment 
of the Committee on Foreign Rela- 
tions, United States Senate, Ninety- 
fifth Congress, first session, on Execu- 
tive N, 94th Cong., 2d sess. ..., 78- 
12090 


*United States — Foreign relations — Russia 
— Addresses, essays, lectures. 
Elements of U.S. policy 

Soviet Union : statement /, 


toward the 
78-21895 
United States — Foreign relations — Russia 
— Periodicals. 
USA: economics, politics, ideology., 78- 
3840, 78-9868, 78-18865 


United States — Foreign relations — South 

Africa. 

United States-South Africa relations 
arms embargo’ implementation 
hearings before the Subcommittee on 
Africa of the Committee on Interna- 
tional Relations, House of Representa- 
tives, Ninety-fifth Congress, first ses- 
sion, July 14, and 20, 1977., 78- 
26824 


United States-South Africa relations 
nuclear cooperation : hearings before 
the Subcommittee on Africa of the 
Committee on International Relations, 
House of Representatives, Ninety-fifth 
Congress, first session, June 30, and 
July 12, 1977., 78-26822 


Do not order from index; see indicated entry 





United States — Foreign relations — South 

America. 

United States in the Western Hemisphere 
: report of a Study Mission to Colom- 
bia, Ecuador, Peru, Chile, Argentina, 
and Brazil, August 9 to 23, 1977 to 
the Committee on International Rela- 
tions, U.S. House of Representatives., 
78-26826 


United States — Foreign relations — Spain. 
Friendship and cooperation : treaty and 
supplementary agreements between the 
United States of America and Spain 
signed at Madrid, January 24, 1976, 
and exchange of notes signed at 
Madrid, January 24 and February 3, 
1976., 78-26460 
*United States — Foreign relations — 
Treaties. 
Four treaties pertaining to human rights : 


message from the President of the 
United States ..., 78-18821 


Interim report on the standardization and 
interoperability of NATO military 
equipment fifteenth report /, 78- 
5831 


Treaties and other international acts se- 
ries., 78-3676 


Treaties and other international agree- 
ments on _ fisheries, oceanographic 
resources, and wildlife involving the 
United States /, 78-8257 


Treaties in force; a list of treaties and 
other international agreements of the 
United States., 78-24313 

United States treaties ai... 
tional agreements., 
24312, 78-26519 


*United States — Foreign relations — 

Uganda. 

United States-Uganda relations : hearings 
before the Subcommittees on Africa, 
International Organizations, and Inter- 
national Economic Policy and Trade of 
the Committee on International Rela- 
tions, House of Representatives, 
Ninety-fifth Congress, second session 
..» 78-26825 


*United States — Foreign relations — 1945- 
Corporate business practices and United 
States foreign policy : hearing before 
the Subcommittee on _ Internatioal 
Economic Policy and Trade, United 
States House, Ninety-fifth Congress, 
first session, September 7, 1977., 78- 
14361 


. ter interna- 
78-7607, 78- 


Detente and a new American Adminis- 
tration : a report to the Committee on 
Foreign Relations, United 
Senate /, 78-16217 


Executive sessions of the Senate Foreign 
Relations Committee., 78-12088 


States 


Page I-2545 





United States - Soviet Union - China : 
the great power triangle : summary of 
hearings /, 78-1079 


United States — Foreign relations — 1945- 
Gist., 78-3675 


United States — Foreign relations — 1945- 

— Periodicals. 

Semiannual report to the Commission on 
Security and Cooperation in Europe., 
78-21923, 78-21924 

*United States — Foreign relations 
administration. 

Authorizing additional expenditures by 
the Committee on Foreign Relations 
for a study of matters pertaining to the 
foreign policy of the United States : re- 
port to accompany S. Res. 377., 78- 
12331 


Congress and foreign policy : report of 
the Special Subcommittee on _ In- 
vestigations of the Committee on Inter- 
national Relations, House of Represen- 
tatives., 78-9988 


Foreign relations authorization act 
hearing before the Subcommittee on 
International Operations of the Com- 
mittee on Foreign Relations, United 
States Senate, Ninety-fifth Congress, 
first session, on S. 1190 ...., 78-19114 


Foreign relations authorization for fiscal 
year 1978 : hearings before the Sub- 
committee on International Operations 
of the Committee on International 
Relations, House of Representatives, 
Ninety-fifth Congress, first session., 
78-8319 


United States. Foreign Service Institute. 
Foreign Service Institute : handbook., 
78-15859 


1978-1979 FSI schedules of courses., 
78-21872 


United States. Foreign Service Institute — 
Rules and practices. 
The Foreign Service Institute : its pur- 
poses and programs., 78-15858 


United States. Foreign Service Institute. 
School of Area Studies. 


School of Area Studies., 78-7557 


United States — Forest policy. 

The national forests : better planning 
needed to improve resource manage- 
ment: report /, 78-23617 

United States. Forest Products Laboratory, 

Madison, Wis. 


Prospectus '78., 78-22677 


United States. Forest Service. 

The Forest Service meets the public : 
decision-making and public involve- 
ment on the Coconino National Forest 
/, 78-14619 

The Forest 
recreation., 


Service roles 
78-6091 


in outdoor 


Page I-2546 





Subject Index 


How to improve U.S. Forest Service re- 
ports on forest resources : report of 
the Comptroller General of the United 
States., 78-1844 


Need to concentrate intensive timber 
management on high productive lands 
: report to the Congress /, 78-21008 


The principal laws relating to Forest Ser- 
vice activities., 78-24943 


A proposal for management of engineer- 
ing computer systems : service-wide 
and Washington office /, 78-6170 


Small purchase self-study course., 78- 
6120 


Small purchase self-study course : quiz 
book., 78-6121 


United States. Forest Service — 

Appropriations and expenditures. 

An act to remove the limitation on the 
amount authorized to be appropriated 
under the Volunteers in the national 
forests act of 1972., 78-19394 


Expansion of the Forest Service’s volun- 
teer program : report to accompany S. 
2370., 78-12343, 78-16397 


Rescission and deferrals : communication 
from the Comptroller General of the 
United States ..., 78-10074 


United States. Forest Service. California 

Region. 

Evaluation of Forest Service plans for 
carrying out activities of the Stockton, 
California, Regional Equipment Depot 
: Department of Agriculture : report of 
the Comptroller General of the United 
States., 78-1675 


United States. Forest Service — Congresses. 
Proceedings of Forest Service - Federal 
Power Commission workshop San 
Francisco, California, April 9, 10, & 

11, 1975., 78-14582 


United States. Forest Service — Directories. 
Forest Service organizational directory., 
78-19529, 78-22683 


United States. Forest Service — History. 
History of Forest Service research in the 
central and southern Rocky Mountain 

regions : 1908-1975 /, 78-14749 


United States — Full employment policies. 
Adjusting hours to increase jobs : an 
analysis of the options /, 78-8184 


An attempt to create efficiencies in the 
regional market associated with reduc- 
tions in military spending., 78-26752 

Conversion : an attempt to create effi- 
ciencies in the regional market as- 
sociated with reductions in military 
spending hearing before the Task 
Force on National Security and Inter- 
national Affairs, Task Force on Com- 
munity and Physical Resources, Task 
Force on Human Resources of the 


Do not order from index; see indicated entry 





Committee on the Budget, House of 
Representatives, Ninety-fifth Congress, 
second session, March 22, 1978., 78- 
26752 


Employment act of 1946, as amended, 
with related laws and Rules of the 
Joint Economic Committee, Congress 
of the United States., 78-16195 


Employment and training programs : a 
report of the Commission on Federal 
Paperwork., 78-8196 


Full employment and balanced growth 
act : hearings before the Subcommittee 
on Employment Opportunities of the 
Committee on Education and Labor, 
House of Representatives, Ninety-fifth 
Congress, second session, on H.R. 50 
.» 78-24588 


Full employment and balanced growth 
act of 1977 : joint report of the Com- 
mittee on Human Resources and the 
Committee on Banking, Housing, and 
Urban Affairs, United States Senate, to 
accompany S. 50 together with addi- 
tional and supplemental views., 78- 
27104 


Full employment and balanced growth 
act of 1978 : hearings before the Com- 
mittee on Banking, Housing, and 
Urban Affairs, United States Senate, 
Ninety-fifth Congress, second session 
on amendment no. 1703 to S. SO ... 
May 8, 9, and 10, 1978., 78-26746 


Full employment and balanced growth 
act of 1978 : joint hearing before the 
Committee on Human Resources and 
the Committee on Banking, Housing, 
and Urban Affairs, United States 
Senate, Ninety-fifth Congress, second 
session, on S. 50 ..., 78-26806 


Full employment and balanced growth 
act of 1978 report together with 
minority, supplemental, and additional 
views to accompany H.R. 50., 78- 
12271 


The need to disaggregate the full em- 
ployment goal /, 78-14252 


Rules of the Joint Economic Committee, 
Congress of the United States., 78- 
16195 


United States — Full employment policies — 
Collected works. 
Achieving the goals of the Employment 
act of 1946—thirtieth anniversary 
review., 78-9923 


Energy and economic growth., 78-9923 


United States — Full employment policy. 
Perspectives on public job creation /, 
78-2101 
United States. General Accounting Office. 
An act to amend the Accounting and au- 
diting act of 1950 to provide for the 





audit by the Comptroller General of 
the United States of the Federal 
Reserve System, the Federal Deposit 
Insurance Corporation, and the Office 
of the Comptroller of the Currency ..., 
78-24803 
Comprehensive 
25818 


Decisions of the Comptroller General of 
the United States., 78-4628 


Federal banking agency audit act : report 
to accompany H.R. 2176., 78-16424 


Federal banking agency audit act, H.R. 
2176 : hearing before the Committee 
on Governmental Affairs, United 
States Senate, first session 
November 29, 1977., 78-22476 


GSA can improve traffic management 
practices : report /, 78-25797 


Summary of open GAO recommenda- 
tions for legislative action; report to 
the Congress by the Comptroller 
General of the United States., 78- 
21050 


United States. General Accounting Office — 
Bibliography. 
Decisions of the Comptroller General., 
78-13405 


General Accounting Office publications., 
78-17360, 78-21061, 78-21062, 
78-23683 


United States. General Accounting Office — 
Officials and employees — Pensions. 
Cost of living adjustments for retired 
Comptrollers General : report to ac- 
company H.R. 12196., 78-22589 


Cost-of-living adjustments for retired 
Comptrollers General and their sur- 
vivors : hearing before a subcommittee 
of the Committee on Government 
Operations, House of Representatives, 
Ninety-fifth Congress, second session, 
on H.R. 12196 ... May 17, 1978., 78- 
22472 


audit manual., 78- 


United States. General Accounting Office — 
Periodicals. 
Annual report - Comptroller General of 


the United States., 78-350 


Annual report of the Comptroller 
General of the United States., 78-350 


United States. General Accounting Office — 
Rules and practice. 
Accounts, 78-23685 
Code of Federal regulations., 

United States. General Services 
Administration. 

Acceptance and use of records by 
General Services Administration : re- 
port to accompany S. 1265., 78- 
26973 

Anrual report - General Services Ad- 
ministration., 78-21081, 78-21082 


78-23685 





December 1978 


Benefits General Services Administration 
provides by operating cafeterias in 
Washington, D.C., Federal buildings : 
report /, 78-21046 

General Services Administration’s prac- 
tices in awarding and administering 
leases could be improved : report to 
the Congress /, 78-13343 


The General Services Administration’s 
rental rates (standard level user 
charges) for Federal agencies : study /, 
78-25806 


Greater control by Congress needed over 
real property exchanges : the San An- 
tonio case : General Services Adminis- 
tration, Department of Housing and 
Urban Development : Report to the 
Committee on Government operations, 
House of Representatives /, 78-1809 


Leasing of Social Security Administration 
district and branch offices by the 
General Services Administration : re- 
port of the Comptroller General of the 
United States., 78-13355 


More flexibility needed by the General 
Services Administration for delegating 


leasing authority to Federal agencies., 
78-11133 


Prospectus for Federal building at Lagu- 
na Niguel, Calif., and review of GSA 
procedures in property exchanges 
hearings before the Subcommittee on 
Public Buildings and Grounds of the 
Committee on Public Works and 
Transportation, House of Representa- 
tives, Ninety-fifth Congress, first ses- 
sion ..., 78-19212 


Settlement of contractor claims for con- 
struction of a Federal building in 
Hawaii : General Services Administra- 
tion report to the Committee on 
Government Operations, House of 
Representatives /, 78-1825 


United States. General Services 
Administration — Appropriations and 
expenditures. 

Review of the President’s 14th and 15th 
special messages for fiscal year 1977 : 
communication from the Comptroller 
General of the United States ..., 78- 
10183 


United States. General Services 
Administration — Directories — 
Telephone. 

Telephone directory central office and 
region 3., 78-17396 

United States. General Services 
Administration. Eugene Field Office. 
National award ceremony honoring best 


small field office : Eugene Field Office, 
Eugene, Oregon., 78-7036 


Do not order from index; see indicated entry 





United States. General Services 
Administration — Management. 
Economies available through improved 

inventory management., 78-11132 


How the item reduction program of the 
General Services Administration could 
be more effective., 78-13334 

United States. General Services 

Administration — Procurement. 

GSA _architect-engineer procurement 
process : hearings before the Subcom- 
mittee on Public Buildings and 
Grounds of the Committee on Public 
Works and Transportation, House of 
Representatives, Ninety-fifth Congress, 
first session, September 19 and 20, 
1977., 78-12166 

United States. General Services 

Administration — Records and 

correspondence. 


GSA forms catalog., 78-6996 


United States. General Services 
Administration — Rules and practice. 
Code of Federal regulations., 78-7028 

78-7028 


United States. Geological Survey. 
Alaska: accomplishments, 78-26138 


Government management, 


Alaska, organization and status of pro- 
grams., 78-13746, 78-26137 


Alaska program 1975., 78-23983 


A guide to obtaining information from 
the USGS, 1978 /, 78-13747 


Proceedings of the Geology and Food 
Conference, with related U.S. Geologi- 
cal Survey projects and a bibliography 
/, 78-4956 

The Reinhardt Thiessen coal thin-section 
slide collection of the U.S. Geological 
Survey : catalog and notes /, 78-625 

Sources of information, products, and 
services of the U.S. Geological Survey 
/, 78-26129 


Sources of U.S. Geological Survey publi- 
cations., 78-26134 

United States Geological Survey, Alaska 
program, 1975 /, 78-23983 

The United States Geological Survey in 
Alaska organization and status of 
programs in 1978 /, 78-13746 

The United States Geological Survey in 
Alaska: accomplishments., 78-26138 

The United States Geological Survey in 
Alaska: organization and status of pro- 
grams., 78-26137 

United States Geological Survey year- 
book., 78-26124 


USGS, 78-26124 


Page I-2547 





United States. Geological Survey — 
Appointments, promotions, salaries, etc. 
H. William Menard nomination : hearing 

before the Committee on Energy and 
Natural Resources, United States 
Senate, Ninety-fifth Congress, second 
session, on the nomination of Dr. H. 
Willian Menard, to be Director, U.S. 
Geological Survey., 78-19101 


United States. Geological Survey — 
Bibliography. 
New publications of the Geological Sur- 
vey., 78-3404 


Popular publications of the U.S. Geologi- 
cal Survey /, 78-26143 


Popular publications of the United States 
Geological Survey., 78-2066 


Publications of the Geological Survey., 
78-13751, 78-21503 


United States. Geological Survey. Water 
Resources Division. 
Activities of the Water Resources Divi- 
sion in California., 78-26126 


United States. George C. Marshall Space 
Flight Center, Huntsville, Ala. 
Environmental statement for the George 

C. Marshall Space Flight Center and 
Mississippi Test Facility., 78-18251 

United States. Goddard Space Flight 
Center, Greenbelt, Md. 

Environmental impact statement for the 


Goddard Space Flight Center., 78- 
11788 


Environmental impact statement for the 
granting of an easement for a sewer 
outfall by the Goddard Space Flight 
Center of the National Aeronautics 
and Space Administration ... /, 78- 
9457 


United States. Government Printing Office. 
Government Printing Office production 
and management controls : improve- 
ment opportunities : report to the Con- 
gress /, 78-1830 


Government printing operation improve- 
ments since 1974, Government Print- 
ing Office and other Federal agencies : 


78-1829 
United States. Government Printing Office 
— Accounting. 
Review of the Government Printing Of- 
fice’s internal audit program., 78- 
13351 


report to the Congress /, 


United States. Government Printing Office 
— Appointments, promotions, salaries, 
etc. 

Nomination of John J. Boyle to be Public 
Printer : hearings before the Commit- 
tee on Rules and Administration, 
United States Senate, Ninety-fifth Con- 
gress, first session, ... October 19 and 
26, 1977., 78-2293 


Page I-2548 





Subject Index 


Rural electric cooperatives and disaster 
loans : hearing before the Subcommit- 
tee on Agricultural Credit and Rural 
Electrification of the Committee on 
Agriculture, Nutrition, and Forestry, 
United States Senate, Ninety-fifth Con- 
gress, first session, on S. 1729 ... July 
21, 1977., 78-2240 


United States. Government Printing Office 
— Appropriations and expenditures. 
Examination of financial statements, 

Government Printing Office, fiscal year 
1976 : report to the Congress /, 78- 
6923 


United States. Government Printing Office 
— Bibliography. 
U.S. Government Printing Office publica- 
tions., 78-23682 


United States — Government property. 
Annual report - General Services Ad- 
ministration., 78-21081 


reducing government 
equipment in contractors’ plants : De- 
partment of Defense : report of the 
Comptroller General of the United 
States., 78-4766 


Code of Federal regulations., 
78-8911, 78-11148 


Decisions of the Comptroller General of 
the United States., 78-4628 


78-12593, 
78-12596, 


Challenges to 


78-7034, 


Defense disposal manual., 
78-12594, 78-12595, 
78-23059, 78-23060 


Disposal of surplus real property, for 
public and private use., 78-17378 


Federal Aviation Administration par- 
ticipation in the Federal 
system., 78-7896 


Greater control by Congress needed over 
real property exchanges : the San An- 
tonio case : General Services Adminis- 
tration, Department of Housing and 
Urban Development : Report to the 
Committee on Government operations, 
House of Representatives /, 78-1809 


Power of Congress to dispose of U.S. 
property : hearings before the Commit- 
tee on Merchant Marine and Fisheries, 
House of Representatives, Ninety-fifth 
Congress, second session, ... January 
17, 18, 1978., 78-24641 


Pubic contracts and property manage- 
ment, 78-8911 


catalog 


Public contracts and property manage- 
ment, 78-7034, 78-11148 


Real property acquisitions and disposals., 
78-18661 
Real property handbook., 78-18660 


Real property management 
inventory of real property., 


: Air Force 
78-20411 


Do not order from index; see indicated entry 





United States — Government property — 
Accounting. 
Disposal operating procedures : volume 
2, property accounting., 78-8673 
United States — Government property — 
Equipment and supplies. 
Capsules (for medicinal purposes)., 78- 
377 


Quality control system requirements., 
78-4777 


Sanitation standard for fish plants., 78- 
4778 


Trucks, light commercial, gasoline/diesel 
fueled, two wheel driven : (4x2, 3,000 
to 11,000 pounds GVW)., 78-8906 


United States — Government property — 
Law and legislation. 
Comptroller General of the United States 
[decisions], B- [series]., 78-3207 
Decisions of the Comptroller General of 
the United States., 78-3206 
*United States — Government property — 
Standards. 
Automobiles sedans and station wagons 
(internal combustion 
powered)., 78-13424 


Capsules (for medicinal purposes).,. 78- 
st? 


engine 


Quality control system requirements., 
78-4777 


Sanitation standard for fish plants., 78- 
4778 


Test for critical radiant flux of carpet 
flooring systems (flooring radiant 
panel test)., 78-1907 


Trucks, light commercial, gasoline/diesel 
fueled, two wheel driven : (4x2, 3,000 
to 11,000 pounds GVW)., 78-8906 

United States — Government property — 

Testing. 

Test for critical radiant flux of carpet 
flooring systems (flooring 
panel test)., 78-1907 


United States — Government publications. 
Circular R3, The Copyright notice, is not 
available., 78-7460 


Circular R56, Copyright for 
recordings, is not available., 


radiant 


sound 

78-7467 

Circular R62, Import statements, is not 
available., 78-7468 


Circular R7, Copy deposit requirements, 
is not available., 78-7464 


Circular R7, Replacement of a lost or 
destroyed certificate for coin-operated 
phonorecord players, is not available., 
78-7471 


Circular R70, Recordation of coin- 
operated phonorecord players, is not 
available., 78-7470 


Current publications., 78-16150 





Graphic standards system., 78-12853 


History of paperwork reform efforts : a 
report of the Commission on Federal 
Paperwork., 78-8200 

Inactive or discontinued items from the 


1950 revision of the classified list., 
78-21080 


Publication catalog of the U.S. Depart- 
ment of Health, Education, and Wel- 
fare., 78-23693 


Publications catalog, 78-23693 


Sources of U.S. Geological Survey publi- 
cations., 78-26134 


United States — Government publications — 
Bibliography. 
Committee 

governing 
16197 


publications 
their 


and policies 

distribution., 78- 

Daily depository shipping list., 78-3216 

General Accounting Office publications., 
78-17360 

Library of Congress 
print., 78-24193 


publications in 


List of available publications of the 
United States Department of Agricul- 
ture /, 78-19554 


Major publications of the Department of 
State : an annotated bibliography., 
78-9491 


Publications in print, 78-24193 


Publications of the National Bureau of 
Standards., 78-10560, 78-19734 


Publications reference file., 78-3219 


Requirements for recurring reports to the 
Congress; directory issued by the 
Comptroller General., 78-21063 


Selected U.S. Government publications., 
78-3217 


[Subject bibliographies] SB-, 78-3218 


United States — Government publications — 
Bibliography — Periodicals. 
The consumer information catalog., 78- 
3233 


General Accounting Office publications., 
78-21062 


Monthly catalog of United States 
Government publications., 78-3214 


New publications of the Geological Sur- 
vey., 78-3404 


Publications of the Geological Survey., 
78-13751 


United States — Government publications — 
Catalogs. 
Library of Congress 
print., 78-24193 


Publications in print, 


publications in 


78-24193 





December 1978 


United States — Government publications — 

Indexes. 

Index to Veterans Administration publi- 
cations., 78-16075 

United States — Government publications — 

Periodicals. 

Public documents highlights., 78-3220 

United States — Government publications — 

Periodicals — Indexes. 

Monthly catalog of United States 
Government publications., 78-17364, 
78-21064, 78-25820, 78-25821 

Serials supplement, 78-25821 


United States — Government publications — 
Prices — Periodicals. 
Government periodicals and subscription 
services., 78-3215 


United States — Government publications 
(State governments) — Bibliography — 
Periodicals. 

Monthly checklist of State publications., 
78-3592 


United States — Government vessels — 
Registers. 
Register of cutters of the U.S. Coast 
Guard., 78-18754 


United States. Health Care Financing 

Administration. 

Comptroller General’s report on 
establishment of Health Care Financ- 
ing Administration in HEW : hearing 
before the Subcommittee on Health of 
the Committee on Finance, United 
States Senate, Ninety-fifth Congress, 
first session, July 21, 1977., 78-1031 

United States. Health Care Financing 

Administration — Appropriations and 

expenditures. 

Accounting code book., 78-17656 


United States. Health Resources 

Administration. 

Proposed moves of certain agencies in 
the national capital region : Health 
Resources Administraticn, Department 
of Health, Education, and Welfare, 
Department of the Navy : report of 
Comptroller General of the United 
States., 78-1824 


United States. Health Resources 
Administration. Division of Nursing — 
Bibliography. 

Division of Nursing selected publica- 
tions., 78-17620 

United States. Health Resources 
Administration. Energy Action Staff. 
Annual report - Energy Action Staff., 

78-15434 

United States. Health Services 
Administration — Appropriations and 
expenditures. 

Improvements needed in recording and 
reporting appropriation data at fiscal 
year end : Health Services Administra- 


Do not order from index; see indicated entry 





tion, Department of Health, Education, 
and Welfare : report to Congress /, 
78-1722 

United States. Health Services 

Administration. Bureau of Community 

Health Services. 

Child abuse : guide for Bureau of Com- 
munity Health Services supported pro- 
grams and projects., 78-7102 

United States. Health Services 

Administration. Bureau of Community 

Health Services — Bibliography. 

Publications of the Bureau of Communi- 
ty Health Services., 78-13527 


United States. Health Services 
Administration. Bureau of Medical 
Services — Bibliography. 

An index to clinical research in the Bu- 
reau of Medical Services; a_bibliog- 
raphy of published papers, presenta- 
tions, current studies., 78-17605 

United States — Historiography. 

Annual report - American Historical As- 
sociation., 78-18466, 78-18467 

United States — History. 

Foreign relations of the United States., 
78-9483, 78-9484, 78-15837, 78- 
15838, 78-15839, 78-21871, 78- 
26440 


United States — History — Bibliography. 
Exploring American history : two reading 
lists /, 78-7458 


*United States — History — Civil War, 
1861-1865 — Bibliography. 
Civil War., 78-13410 
United States — History — Civil War, 1861- 
1865 — Campaigns and battles — 
Indexes. 
Guide-index to the official records of the 
Union and Confederate Armies, 1861- 
1865., 78-379, 78-380 


Military operations of the Civil War : a 
guide-index to the official records of 
the Union and Confederate Armies, 
1861-1865 /, 78-379, 78-380 


Official records of the Union and Con- 
federate Armies, 1861-1865., 78-379, 
78-380 


United States — History — Civil War, 1861- 
1865 — Prisoners and prisons. 
Andersonville., 78-7337 


United States — History — Colonial period, 
ca. 1600-1775 — Bibliography. 
Colonial America and the War for Inde- 
pendence /, 78-15111 


United States — History — Revolution, 
1775-1783 — American forces. 
Mud & guts : a look at the common 
soldier of the American Revolution /, 
78-21575 


United States — History — Revolution, 
1775-1783 — Bibliography. 


The American Revolution., 78-23680 


Page I-2549 





Colonial America and the War for Inde- 
pendence /, 78-15111 


Publications on the American Revolution 
available from the Library of Con- 
gress., 78-7457 

*United States — History — Revolution, 

1775-1783 — Foreign public opinion, 

Russian. 

Five Soviet views of the 
Revolution /, 78-13825 


Soviet writings on the “first” American 
Revolution and the Bicentennial /, 
78-7382 


United States — History — Sources. 
Annual report - National Historical 


Publications and Records Commis- 
sion., 78-21090 


NHPRC annual report, 


American 


78-21090 


United States — History — 20th century — 
Sources — Bibliography — Catalogs. 
Historical materials in the Harry S. Tru- 

man Library., 78-7000 


Historical materials in the John F. Ken- 
nedy Library., 78-6999 


United States — History, Military — 
Bibliography. 


Military .bistory., 78-6985 


Publications of the U.S. Army Center of 
Military History., 78-25306 


United States Army unit histories /, 
25307, 78-25308 


United States — Hurricanes — Collected 
works. 
National hurricane operations plan., 78- 
22916 


United States. Hydrographic Office — 
Archives. 
United States Hydrographic 
manuscript charts in the 
Archives, 1838-1908 /, 


78- 


Office 
National 
78-17381 
United States. Immigration and 

Naturalization Service. 

Alleged Nazi war criminals : hearing be- 
fore the Subcommittee on Immigra- 
tion, Citizenship, and _ International 
Law of the Committee on the Judicia- 
ry, House of Representatives, Ninety- 


fifth Congress, first session ..., 78- 
22520 


Annual report - Immigration and Natu- 
ralization Service., 78-21682 


I&NS, 78-21682 


Oversight of INS programs and activities 
: hearings before the Subcommittee on 
Immigration, Citizenship, and Interna- 
tional Law of the Committee on the 
Judiciary, House of Representatives, 
Ninety-fifth Congress ..., 78-16263 


Page I-2550 





Subject Index 


United States. Immigration and 
Naturalization Service. New York District 
Office. 

Certain activities of the New York Dis- 
trict Office of the Immigration and 
Naturalization Service, Department of 
Justice, and the Department of State., 
78-6963 


United States. Immigration and 
Naturalization Service — Personnel 
management. 

The Immigration and Naturalization Ser- 
vice’s affirmative action program 
should be improved : report /, 78- 
21020 


United States. Immigration and 
Naturalization Service — Rules and 
practice. 

Operations instructions, regulations, and 
interpretations., 78-9215 


United States. Immigration Border Patrol. 
The Border Patrol : its origin and its mis- 
sion., 78-17926 


United States. Indian Arts and Craft Board 
— Rules and practice. 
Fact sheet : general information about 
the activities of the Indian Arts and 
Crafts Board., 78-13732 


General information about the activities 
of the Indian Arts and Craft Board., 
78-13732 


United States. Indian Claims Commission. 
Annual report - Indian Claims Commis- 
sion., 78-14249 


United States. Indian Health Service — 
Appointments, promotions, salaries, etc. 
Federal employment preference for cer- 

tain non-Indian employees : hearing 
before the Subcommittee on Compen- 
sation and Employee Benefits of the 
Committee on Post Office and Civil 
Service, House cof Representatives, 
Ninety-fifth Congress, first session, on 
H.R. 4153 ... July 26 and September 7, 
1977., 78-2286 


United States. Indian Health Service — 
Appropriations and expenditures. 
Resource allocation criteria., 78-13532 


Resource allocation criteria : executive 


summary., 78-13531 


United States. Indian Health Service — 

Officials and employees. 

Employment preference for certain em- 
ployees of the Bureau of Indian Affairs 
and the Indian Health Service : report 
to accompany S. 666., 78-10265 


Liberalized retirement benefits for non- 
Indians employees : hearing before the 
Subcommittee on Civil Service and 
General Services of the Committee on 
Governmental Affairs, United States 
Senate, Ninety-fifth Congress, first ses- 
sion, on S. 666 September 13, 
1977., 78-9962 


Do not order from index; see indicated entry 





Resource allocation criteria., 78-13532 


Resource allocation criteria : executive 


summary., 78-13531 


United States. Industrial College of the 

Armed Forces. Board of Advisers. 

Report of the Joint Meeting of the Board 
of Consultants of the National War 
College and the Board of Advisors of 
the Industrial College of the Armed 
Forces 29-30 October 1975., 78- 
15010 


*United States — Industries. 


American industry : tours and visits., 
78-16818 


County business patterns., 
78-1393, 78-1394, 
1396, 78-1397, 


78-1392, 
78-1395, 78- 
78-1398, 78-1399, 
78-1400, 78-1401, 78-1402, 78- 
1403, 78-1404, 78-1405, 78-1406, 
78-1407, 78-1408, 78-1409, 78- 
1410, 78-1411, 78-1412, 78-1413, 
78-1414, 78-1415, 78-1416, 78- 
1417, 78-1418, 78-1419, 78-1420, 
78-1421, 78-4093, 78-4094, 78- 
4095, 78-4096, 78-4097, 78-4098, 
78-4099, 78-4100, 78-4101, 78- 
4102, 78-4103, 78-4104, 78-4105, 
78-4106, 78-4107, 78-4108, 78- 
4109, 78-4110, 78-12483, 78- 
12484, 78-12485, 78-12486, 78- 
12487, 78-12488, 78-12489, 78- 
12490, 78-12491, 78-12492, 78- 
12493, 78-12494, 78-12495, 78- 
12496, 78-12497, 78-12498, 78- 
12499, 78-12500, 78-12501, 
16791, 78-16792, 78-16793, 
16794, 78-16795, 78-16796, 
16797, 78-16798, 78-16799, 
16800, 78-19692, 78-19693, 
19694, 78-19695, 78-19696, 
19697, 78-19698, 78-19699, 
19700, 78-19701, 78-19702, 
19703, 78-19704, 78-19705, 
19706, 78-19707, 78-19708, 
19709, 78-19710, 78-19711, 
19712, 78-19713, 78-19714, 
22844 


Employer record clerk., 78-22854 


78-3168 


1970 census of population and housing : 
evaluation and research program : the 
employer record check., 78-22854 


United States — Industries — Bibliography 

— Periodicals. 

Business service check list; a biweekly 
guide to Department of Commerce 
publications, plus key business indica- 
tors., 78-2545 


United States — Industries — Classification. 
Industry classifications and export and 
import trade classifications booklet., 
78-4268 


Industrial production., 


1977 industry and product classification 
manual., 78-14848 





United States — Industries — Periodicals. 
Annual survey of manufactures., 78- 
10533, 78-10534, 78-12457, 78- 
12458, 78-12459, 78-12460, 78- 
12461, 78-12462, 78-19658, 78- 
19659, 78-19660, 78-22799 


Fuels and electric energy consumed, 
78-12458, 78-12460, 78-12461, 
78-19658, 78-19659 


Industry profiles, 78-19660 


Origin of exports of manufacturing 
establishments, 78-22799 


Sales, revenues, profits, and dividends of 


large manufacturing corporations., 
78-3191 


Statistics for states, standard 
metropolitan statistical areas, large in- 
dustrial counties, and selected cities, 
78-12459, 78-12462 


Survey of current business., 78-2896 


78-14933 


Value of manufactures’ inventories, 78- 
12457 


United States — Industries — Power supply. 
Environmental implications of coal con- 
version : hearing before the Subcom- 
mittee on Environmental Pollution of 
the Committee on Environment and 
Public Works, United States Senate, 
Ninety-fifth Congress, first 
May 24, 1977., 78-1112 


Final report for priority listing of indus- 
trial processes by total energy con- 
sumption and potential for savings /, 
78-13025 


U.S. industrial outlook., 


session, 


Priority listing of industrial processes by 
total energy consumption and potential 


for savings., 78-13025 


*United States — Industries — Statistical 
services. 
A guide to federal data sources on manu- 
facturing., 78-19956 


United States. Information Agency. 
Report - United States Advisory Com- 
mission on Information., 78-14230, 
78-14231 


United States. Information Agency — 

Appropriations and expenditures. 

Foreign relations authorization act, fiscal 
year 1978 : [an act to authorize fiscal 
year 1978 appropriations for the De- 
partment of State, the United States 
Information Agency, and the Board for 
International Broadcasting ...]., 78- 
5857 


United States. Information Service. 

U.S. information and cultural programs, 
focus on Latin America, 1976 : report 
of a staff survey team to the Commit- 
tee on International Relations, U.S. 
House of Representatives., 78-9989 





December 1978 


United States. Institute for Basic Standards. 
Cyrogenics Division — Bibliography — 
Catalogs. 

Publications and _ services of the 
Cryogenics Division, National Bureau 
of Standards, 1954-1977 /, 78-22887 


United States. Institute of Tropical Forestry. 
Annual letter - Institute of Tropical 
Forestry., 78-22686 


United States — Insular possessions. 

An act to authorize appropriations for 
certain insular areas of the United 
States, and for other purposes., 78- 
27028 


Authorizing appropriations for certain in- 
sular areas of the United States, and 
for other purposes : report to accom- 
pany H.R. 12481., 78-26906 


United States — Insular possessions — 
Statistics — Periodicals. 
Geographic distribution of Federal funds 
in territories & other areas ad- 
ministered by the U.S., 78-15008 


United States. Interagency Committee on 

Emergency Medical Services. 

Annual report - Interagency Committee 
on Emergency Medical Services, 
Health Services Administration., 78- 
17599 


United States. Interagency Geothermal 
Coordinating Council. 
Annual report, geothermal energy 
research, development & demonstra- 
tion program., 78-25401 


United States. Interagency Task Force on 
Product Liability. 
Executive summary : Interagency Task 

Force on Product Liability : final re- 

port., 78-19645 


United States. Interagency Task Force on 
Product Liability — Bibliography. 
Interagency Task Force on Product Lia- 

bility : selected papers., 78-19646 


United States. Interagency Technical 
Committee on Heart, Blood Vessel, Lung, 
and Blood Diseases and Blood Resources. 
Annual report - Interagency Technical 

Committee on Heart, Blood Vessel, 
Lung, and Blood Diseases and Blood 
Resources, National Institutes of 
Health., 78-17482 


United States. Interim Compliance Panel. 
Annual report to the Congress of the 
United States - Interim Compliance 
Panel., 78-24433 
United States. Internal Revenue Service. 
Accounting and auditing act of 1950, 
amendments., 78-2360 
Allegations that IRS harassed Mississippi 
civil rights activists unsupported : re- 
port of the Comptroller General of the 
United States., 78-11115 


Do not order from index; see indicated entry 





An analysis of IRS’s proposed tax ad- 
ministration system : lessons for the fu- 
ture : report to the Congress /, 78- 
13292 


Annual report - Commissioner of Inter- 
nal Revenue., 78-18487, 78-24327 


Audit of individual income tax returns by 
the Internal Revenue Service : Depart- 
ment of the Treasury : report to the 
Joint Committee on Internal Revenue 
Taxation Congress of the United 
States /, 78-4670 


Auditing of political advertising by elec- 
tric utilities and gas and oil companies 
: Federal Power Commission, Internal 
Revenue Service : report of the Comp- 
troller General of the United States., 
78-6909 


How the Internal Revenue Service selects 
individual income tax returns for audit, 
Department of the Treasury : report to 
the Joint Committee on _ Internal 
Revenue Taxation, Congress of the 
United States /, 78-4671 


Internal Revenue Service coordinated ex- 
amination program : hearings before 
the Subcommittee on Oversight of the 
Committee on Ways and Means, 
House of Representatives, Ninety-fifth 
Congress, first session, September 13 
and 14, 1977., 78-14417 


Internal Revenue Service’s controls over 
the use of confidential informants : 
recent improvements not adequate 
Department of the Treasury : report to 
the Congress /, 78-1777 


Internal Revenue Service’s taxpayer 
assistance programs, monitoring of 
commercial tax return preparers and 
tax form simplification efforts : hearing 
before a subcommittee of the Commit- 
tee on Government Operations, House 
of Representatives, Ninety-fifth Con- 
gress, second session, March 22, 
1978., 78-19122 


IRS can improve its programs to collect 
taxes withheld by employers : report to 
the Joint Committee on Taxation, 
Congress of the United States /, 78- 
15353 


IRS’ security program requires improve- 
ments to protect confidentiality of in- 
come tax information : Department of 
the Treasury : report to the Joint Com- 
mittee on Taxation, Congress of the 
United States /, 78-1775 

IRS taxpayer service program : hearings 
before the Subcommittee on Oversight 
of the Committee on Ways and Means, 
House of Representatives, Ninety-fifth 
Congress, first session, July 26 and 27, 
1977., 78-19252 


Looseleaf regulations system., 78-3706 


Page I-2551 





Procedure and administration, 78-3706 


A proposed automated tax administration 
system for Internal Revenue Service : 
an evaluation of costs and benefits : 
report to the Congress /, 78-1802 


Repetitive IRS audits of taxpayers are 
justified : report to the Joint Commit- 
tee on Taxation, Congress of the 
United States /, 78-6934 


A review of the coordinated examination 
program, Internal Revenue Service 
methods for the audit of large corpora- 
tions, financial institutions, and utility 
companies /, 78-22566 


Role of the Internal Revenue Service in 
law enforcement activities : hearings 
before the Subcommittee on Adminis- 
tration of the Internal Revenue Code 
of the Committee on Finance, United 
States Senate, Ninety-fourth Congress, 
first and second sessions, December 1 
and 3, 1975, and January 22, 1976., 
78-9944 


Safeguarding taxpayer information : an 
evaluation of the proposed compu- 
terized tax administration system : De- 
partment of the Treasury, Internal 
Revenue Service : report to the Con- 
gress /, 78-1803 


Transitional quarter appendix to the an- 
nual report of the Commissioner of In- 
ternal Revenue, 78-24327 


United States. Internal Revenue Service — 
Appointments, promotions, salaries. 
Prepare yourself for promotion! with the 

IRS correspondence course program., 
78-26551 


United States. Internal Revenue Service — 
Bibliography. 
Internal Revenue Service tax information 
publications., 78-6993 


United States. Internal Revenue Service — 
Directories — Telephone. 


IRS phone book; national office., 78- 
3714 


United States. Internal Revenue Service — 
Forms, blanks, etc. 
Catalogue of Federal tax return forms 
and related forms, form 
notices., 78-7643 


United States. Internal Revenue Service. — 
Indexes. 
Bulletin index-digest system,, 
78-3709, 78-3710, 
3712 


Employment taxes, 


letters, 


78-825, 
78-3711, 78- 


78-3711 
Estate and gift taxes, 78-3710 
78-3712 
78-825, 


Internal revenue bulletin, 
3709, 78-3710, 


Excise taxes, 
Income tax, 78-3709 

78-825, 78- 
78-3711, 78-3712 


Page I-2552 





Subject Index 


United States. Internal Revenue Service. 
Office of the Chief Counsel. 
Legal careers : Chief Counsel’s Office., 
78-18488 


United States. Internal Revenue Service — 
Officials and employees. 
Opportunities for women with the Inter- 
nal Revenue Service., 78-24329 


United States. Internal Revenue Service — 
Rules and practice. 
Code of Federal regulations., 
78-7007, 78-7008, 
7010, 78-7011, 


78-7006, 
78-7009, 78- 
78-7012, 78-7013, 
78-7014, 78-7015, 78-7016, 78- 
7017, 78-7018 


Internal revenue, 
78-7008, 78-7009, 
7011, 78-7012, 
78-7015, 
7018 


78-7006, 78-7007, 
78-7010, 78- 
78-7013, 78-7014, 


78-7016, 78-7017, 78- 


United States. International Communication 
Agency. 
Amendment to Reorganization plan no. 2 
of 1977 : message from the President 
of the United States ..., 78-10095, 
78-10097 


Reorganization plan no. 2 of 1977 : hear- 
ing before the Committee on Govern- 
mental Affairs, United States Senate, 
Ninety-fifth Congress, first session, Oc- 
tober 25, 1977., 78-16228 


Reorganization plan no. 2 of 1977 : re- 
port together with additional views to 


accompany H. Res. 827., 78-8422, 
78-10217 


United States. International Communication 
Agency — Appropriations and 
expenditures. 

Foreign relations authorization : hearings 
before the Subcommittee on Interna- 
tional Operations of the Committee on 
Foreign Relations, United States 
Senate, Ninety-fifth Congress, second 
session, on S. 2863 ... April 14, 19, 
and 21, 1978., 78-22467 


Foreign relations authorization act, fiscal 
year 1979 : conference report to ac- 
company H.R. 12598., 78-26977 

Foreign relations authorization act, fiscal 
year 1979 : report of the Committee 
on Foreign Relations, United States 
Senate, together with additional views, 
on S. 3076 ...,  78-19470 

Foreign relations authorization act, fiscal 
year 1979 : report of the Committee 
on International Relations, on H.R. 
12598 ..., 78-19321 

United States. International Trade 

Commission. 

Annual report - United States Interna- 
tional Trade Commission., 78-22002 


Do not order from index; see indicated entry 





United States. International Trade 
Commission — Appointments, 
promotions, salaries, etc. 

Nomination of William R. Alberger : 
hearing before the Committee on 
Finance, United States Senate, Ninety- 
fifth Congress, first session ... October 
14, 1977., 78-9940 


United States. International Trade 
Commission — Appropriations and 
expenditures. 

An act to authorize appropriations to the 
United States International Trade 
Commission, to provide for greater ef- 
ficiency in the administration of the 
Commission, and for other purposes., 
78-5858 


Background materials on the authoriza- 
tion of appropriations for the United 
States International Trade Commission 
for fiscal year 1978 /, 78-9950 


Fiscal year 1979 authorization of ap- 
propriations for the U.S. International 
Trade Commission : hearing before the 
Subcommittee on International Trade 
of the Committee on Finance, United 
States Senate, Ninety-fifth Congress, 
second session, April 21, 1978., 78- 
24605 


International Trade Commission 
authorization, 1979 : report to accom- 
pany H.R. 11005., 78-16369 


U.S. International Trade 
budget authorization : report to ac- 
company H.R. 11005., 78-19499 


United States. International Trade 
Commission — Bibliography. 
International Trade Commission publica- 

tions., 78-23684 


Publications of the United States Interna- 
tional Trade Commission, January 
1951 to September 1977., 78-24344 


United States. International Trade 
Commission — Rules and practice. 
United States International Trade Com- 
mission., 78-22005 


United States. Interstate Commerce 
Commission. 
Amtrak: effectiveness of the act; report 
to the President and the Congress., 
78-21626, 78-21627 


Annual report of the Interstate Com- 
merce Commission., 78-17877 


Decisions of the Interstate Commerce 
Commission of the United States, 78- 
9190, 78-9191, 78-9192, 78-9193, 
78-9198, 78-9199, 78-15651 

Efficient railcar use : an update of the 
Interstate Commerce Commissions’s 
compliance and enforcement program 


: report of the Comptroller General of 
the United States., 78-1656 


Commission 





Energy conservation competes with regu- 
latory objectives for truckers : In- 
terstate Commerce Commission : re- 
port to the Congress /, 78-1690 


General rules of practice - Interstate 
Commerce Commission., 78-13837 


regulating 
: Interstate 
78-13189 
Interstate Commerce Commission re- 
ports., 78-9190, 78-9191, 78- 
9192, 78-9193, 78-9198, 78-9199, 
78-15651 

Motor 
9199 


Report on the effectiveness of the Rail 
passenger service act of 1970 (Public 
law 91-518), 78-21626, 78-21627 

United States. Interstate Commerce 

Commission — Bibliography. 

Interstate Commerce Commission deci- 
sions and reports., 78-13409 


United States. Interstate Commerce 
Commission — Rules and practice. 
Code of Federal regulations., 78-11153, 
78-17392, 78-21100 


Guide for preparation and submission of 
quarterly and annual reports to the In- 
terstate Commerce Commission 
classes I and II, motor carriers of pro- 
perty., 78-7400 


Interstate Commerce Commission 
the public interest., 78-21619 


78-11153, 78-17392, 


Improvements needed in 
household goods carriers 
Commerce Commission., 


carrier cases, 78-9198, 78- 


Transportation, 
78-21100 


United States. Job Corps. 
Angell Civilian Conservation Center, Star 
Route North-Box 900, Yachats, Ore., 
78-24104 


Catalog of materials for Job Corps., 78- 
5139 


Comprehensive employment and training 
act of 1973., 78-15733 


The Comprehensive employment 
training act of 1973 
catalog of materials., 
15733 


and 
Job Corps 
78-5139, 78- 


Comprehensive employment and training 
act of 1973 : Job Corps health pro- 


gram : a working document for stand- 
ing orders., 78-13870 

Curlew Civilian Conservation Center, 
Star Route, Box 200, Wauconda, Wa., 
78-24103 

Fort Simcoe Civilian Conservation 
Center, Route 1, White Swan, Wa., 
78-24106 

Job Corps catalog of 
5139, 78-15733 

Job Corps happenings., 


materials., 78- 


78-3560 





December 1978 


Job Corps Health program, a working 
document for standing orders., 78- 
13870 


Marsing Civilian Conservation Center, 
Route 1, Marsing, Id., 78-24105 
United States. Job Corps — Directories. 
Directory of Job Corps centers and cour- 
ses., 78-21759 


Training opportunities in Job Corps : a 
directory of Job Corps centers and 
courses., 78-21759 


United States. Job Corps — Handbooks, 
manuals, etc. 
HEP coordinators’ 
21706 
Job Corps : health education program 
coordinators’ handbook., 78-21706 


Job Corps Intergroup relations pro- 
gram., 78-17953 


handbook., 78- 


Job Corps : Occupational training pro- 
gram occupational training hand- 
book., 78-17947 

Job Corps 
17950 


placement manual., 78- 


Job corps reading program manual., 78- 
17951 
Job Corps screening and admissions., 
78-17946 
United States. Job Corps — Public relations. 
Community relations guide to Job Corps 
under the Comprehensive employ- 


ment and training act of 1973., 78- 
729 


United States. John F. Kennedy Center for 
the Performing Arts. 
The John F. Kennedy Center for the Per- 
forming Arts is financially troubled : 
report to the Congress /, 78-6937 


United States. John F. Kennedy Center for 
the Performing Arts — Appropriations 
and expenditures. 

An act authorizing appropriations to the 
Secretary of the Interior for services 
necessary to the nonperforming arts 
functions of the John F. Kennedy 
Center for the Performing Arts 
78-24796 


cosy 


John F. Kennedy Center act amendments 
: conference report to accompany S. 
521., 78-1194 


John F. Kennedy Center authorization : 
report to accompany H.R. 12098., 
78-19312 


Nonperforming arts functions of the John 
F. Kennedy Center for the Performing 
Arts : report to accompany S. 2973., 
78-19460 

United States. Labor-Management Services 

Administration — Rules and practice. 

Labor-Management Services Administra- 
tion affirmative action plan, fiscal 
year 1976., 78-17943 


Do not order from index; see indicated entry 





United States. Langley Research Center, 
Hampton, Va. 
Environmental 

Langley 
Virginia., 


impact statement for 

Research Center, Hampton, 
78-9454 

United States. Law Enforcement Assistance 
Administration. 


Annual report of LEAA., 78-17889 


Evaluation needs of crime control plan- 
ners, decisionmakers, and pol- 
icymakers are not being met : a sum- 
mary : report to the Congress /, 78- 
23639 

Evaluation needs of crime control plan- 
ners, decisionmakers, and 
icymakers are not being met 
to the Congress /, 78-23638 

Federal law enforcement assistance : al- 
ternative approaches /, 78-16306 

78-3504 


78-17899 


pol- 
: report 


LEAA newsletter., 
Police and public safety., 


Restructuring the Law Enforcement 
Assistance Administration hearings 
before the Subcommittee on Crime of 
the Committee on the Judiciary, House 
of Representatives, Ninety-fifth Con- 
gress, first and second sessions ...,  78- 
26828 


Suspension of the National Crime Survey 
: hearing before the Subcommittee on 
Crime of the Committee on the Judici- 
ary, House of Representatives, Ninety- 
fifth Congress, first session ... October 
13, 1977., 78-16261 


United States. Law Enforcement Assistance 
Administration — Appropriations and 
expenditures. 

Incorrect classification of a rescission of 
budget authority communication 
from the acting Comptroller General 
of the United States ..., 78-10096 


Overview of activities funded by the Law 
Enforcement Assistance Administra- 
tion : study /, 78-13286 


United States. Law Enforcement Assistance 
Administration. Office of Juvenile Justice 
and Delinquency Prevention. 

Extension of the Juvenile justice and 
delinquency prevention act of 1974 
(P.L. 93-415) hearing before the 
Subcommittee to Investigate Juvenile 
Delinquency of the Committee on the 
Judiciary, United States Senate, 
Ninety-fifth Congress, first session, on 
S. 1021 and S. 1218, April 27, 1977., 
78-19192 


Juvenile justice amendments of 1977 : 
{an act to amend the Juvenile justice 
and delinquency prevention act of 
1974]., 78-2357 

United States. Laws, statutes, etc. 


Catalog of materials for Job Corps., 78- 
5139 


Page I-2553 





Comprehensive employment and training 
act of 1973., 78-5139, 78-13870, 
78-15733 


The Comprehensive employment and 
training act of 1973 Job Corps 
catalog of materials., 78-5139, 78- 
15733 


Comprehensive employment and training 
act of 1973 : Job Corps health pro- 
gram : a working document for stand- 
ing orders., 78-13870 

Employment and training programs for 
youth : what works best for whom? /, 
78-21762 


Farm labor contractor registration act of 
1963 ad amended (7 U.S.C. 2041 et 
seq.)., 78-5134 

Farm labor contractor registration act of 


1963 as amended., 78-5134, 78- 
18015 


Farm labor contractor registration act of 
1963 as amended : (7 U. S. C. 2041 et 
seq.), 78-18015 


Federal advisory committee act., 78- 
26799 


Federal advisory committee act (Public 
Law 92-463) : sourcebook, legislative 


history, texts, and other documents /, 
78-26799 


Federal-aid highway act of 1976., 78- 
9608 

Federal-aid highway act of 1976 : legisla- 
tive history of contents., 78-9608 

Federal hazardous substances act., 78- 
16094, 78-16097 


A guide to the Walsh-Healey public con- 
tracts act., 78-11653 


Job Corps catalog of materials., 78- 
5139, 78-15733 


Job Corps Health program, a working 
document for standing orders., 78- 
13870 


A Legislative history of the National 
science and technology policy, or- 
ganization, and priorities act of 1976 /, 
78-8258 

A monitoring and assessment plan for 
the Youth employment and demonstra- 
tion projects act of 1977.,  78-15732 

National science and technology policy, 
organization, and priorities act of 
1976., 78-8258 

A planning charter for the Youth em- 


ployment and demonstration projects 
act of 1977., 78-9226 


A planning charter for the Youth em- 
ployment and demonstration projects 
act of 1977 (YEDPA), 78-21760 


Public law. [Slip law]., 78-3230 


Page I-2554 





Subject Index 


Regulations under the Federal hazardous 
substances act., 78-16094 


78-3230 


Walsh-Healy public contracts act., 78- 
11653 

Youth employment and demonstration 
projects act of 1977., 78-9226, 78- 
15732, 78-21760, 78-21761, 78- 
21762 


Youth initiatives., 


Slip law, 


78-21761 


United States. Lewis Research Center, 

Cleveland. 

Environmental impact statement, Na- 
tional Aeronautics and Space Adminis- 
tration, Lewis Research Center, Cleve- 
land, Ohio., 78-11791 

United States. Library of Congress. 

Accessions list., 78-13877 


78-3594 


Annual report of the Librarian of Con- 
gress., 78-15740, 78-18029 


Cumulative list of Malaysia, Singapore, 
and Brunei serials, 78-13877 


78-3594 


LC and you; a handbook of information 
for the staff., 78-18030 


Library of Congress catalogs, 


Acquisition trends, 


LC acquisition trends., 


78-21781 


Library of Congress information bul- 
letin., 78-3567 


Library of Congress name headings with 
references., 78-3596 


Newspapers received currently in the 
Library of Congress., 78-15743, 78- 
26305 


Quarterly journal of the Library of Con- 
gress., 78-3566 


Subject catalog - Library of Congress., 
78-3589, 78-21781, 78-26309 


United States. Library of Congress — 
Appropriations and expenditures. 
Authorizing additional funding for the 
construction of the Library of Con- 
gress James Madison Memorial Build- 
ing., 78-27052 

James Madison Memorial Building : re- 


port to accompany H.R. 12342., 78- 
24716 


To provide additional authorization for 
the Library of Congress James Madis- 
on Memorial Building : hearing before 
the Subcommittee on Public Buildings 
and Grounds of the Committee on 
Public Works and _ Transportation, 
House of Representatives, Ninety-fifth 
Congress, second session, April 26, 
1978., 78-24653 


United States. Library of Congress — 
Bibliography. 
Library of Congress 
print., 78-24193 


publications in 


Do not order from index; see indicated entry 





78-24193 


United States. Library of Congress — 
Biography — Addresses, essays, lectures. 
Librarians of Congress, 1802-1974., 78- 

738 


United States. Library of Congress. Division 
for the Blind and Physically 
Handicapped. 

Volunteers in library services for the 
blind and physically handicapped., 
78-7481 

United States. Library of Congress. 
Jefferson Collection — Addresses, essays, 
lectures. 

Thomas Jefferson and the world of books 
: a symposium held at the Library of 
Congress, September 21, 1976., 78- 
737 


United States. Library of Congress. 
Jefferson Collecton — History. 
Books in transit : from Monticello to the 
Library of Congress /, 78-736 


United States. Library of Congress. Latin 
American, Portuguese, and Spanish 
Division. 

The Latin American, Portuguese, & 
Spanish Division in the Library of 
Congress., 78-18043 

United States. Library of Congress. Law 
Library. 

The Law Library of the Library of Con- 
gress : its history, collections, and ser- 
vices /, 78-26303 

United States. Library of Congress. Library 
of Congress Office, Delhi. 

Accessions list. India., 78-11658 


78-11658 


Publications in print, 


India, 


United States. Library of Congress — 
Officials and employees — Leave 
regulations. 

Clarifying leave status of Librarian of 
Congress : hearing before the Subcom- 
mittee on Compensation and Em- 
ployee Benefits of the Committee on 
Post Office and Civil Service, House of 
Representatives, Ninety-fifth Congress, 
second session, on S. 1626 ... April 10, 
1978., 78-22535 


Clarifying status of certain Presidential 
appointees under employee leave 
system : report to accompany S. 1626., 
78-24783 

Clarifying the status of the Librarian of 
the Congress : report to accompany S. 
1626., 78-5929 

United States. Library of Congress. 

Processing Dept. 

Processing Department of the Library of 


Congress : organization and functions., 
78-7454 





United States. Library of Congress. James 

Madison Memorial Building. 

Authorizing additional funding for the 
construction of the Library of Con- 
gress James Madison Memorial Build- 
ing., 78-27052 

James Madison Memorial Building : re- 
port to accompany H.R. 12342., 78- 
24716 


To provide additional authorization for 
the Library of Congress James Madis- 
on Memorial Building : hearing before 
the Subcommittee on Public Buildings 
and Grounds of the Committee on 
Public Works and _ Transportation, 
House of Representatives, Ninety-fifth 
Congress, second session, April 26, 
1978., 78-24653 

United States. Library of Medicine. 

National Library of Medicine programs 

and services., 78-17554 
United States. Life-Saving Service — 

Bibliography. 

United States Life Saving Service an- 
notated bibliography/, 78-16024 
*United States — Maintenance and repair — 

Handbooks, manuals, etc. 

Soldier’s manual utility helicopter 
repairer, MOS 67N., 78-15062 

Utility helicopter repairer., 78-15062 


*United States — Manufactures. 
Planning and goal setting for small busi- 
ness /, 78-18447 
United States — Manufactures — 
Bibliography. 


Census of manufacturers., 78-374 


United States — Manufactures — 
Periodicals. 
Annual survey of manufactures., 78- 
22799 
Origin of exports of manufacturing 
establishments, 78-22799 
*United States — Manufactures — Statistical 
services. 
A guide to federal data sources on manu- 
facturing., 78-19956 
Guide to industrial statistics., 
78-19656 
United States — Manufactures — Statistics. 
Consumption of selected metal mill 
shapes and forms., 78-22954 
Current survey statistics : available from 
the Bureau of the Census., 78-113 
Factfinder for the Nation : statistics on 
manufactures., 78-14865 


78-22953 
78-14865 


78-19656 
Industrial statistics., 


Indexes of production., 
Statistics on manufactures., 


1972 census of manufactures : consump- 
tion of selected metal mill shapes and 
forms., 78-22954 





December 1978 


1972 census of manufactures 
mineral industries., 78-22953 


United States — Manufactures — Statistics 

— Periodicals. 

Annual survey of manufactures., 78- 
10533, 78-10534, 78-12457, 78- 
12458, 78-12459, 78-12460, 78- 
12461, 78-12462, 78-19658, 78- 
19659, 78-19660 


Capacity utilization; manufacturing and 
materials., 78-3199 


Fuels and electric energy consumed, 
78-12458, 78-12460, 78-12461, 
78-19658, 78-19659 


Industry profiles, 78-19660 


and 


Manufacturers’ 
and orders., 


shipments, 
78-2561 


Quarterly financial report for manufac- 
turing, mining and trade corporations., 
78-3204 

Statistics for states, standard 
metropolitan statistical areas, large in- 
dustrial counties, and selected cities, 
78-12459, 78-12462 


inventories, 


Value of manufactures’ inventories, 78- 
12457 


United States — Maps. 


BEA economic areas., 78-25079 


Types of maps published by Government 
agencies., 78-618 
United States — Maps — Bibliography — 
Catalogs. 
List of cartographic records of the Bu- 
reau of Indian Affairs /, 78-1908 


*United States — Maps, Topographic. 
Mapping : agreement between the United 
States of America and Iceland, signed 
at Washington, November 10, 1976., 
78-18431 


United States. Marine Corps. 
Marine Corps aviation : 
1912-1940 /, 


the early years, 
78-10852 


78-23193 
78-20406 


Recalculating the retired pay of certain 
senior enlisted advisers of the Marine 
Corps report to accompany H.R. 
10343., 78-14424 


The Reserve marine., 


Marine Division., 


Marine infantry battalion., 


78-3079 


U.S. Marine Corps special units of World 
War Il,, 78-6516 


U.S. marines in Vietnam : the advisory & 
combat assistance era, 1954-1964 /, 
78-4516 


United States. Marine Corps — Drill 
manuals. 
Marine 

20407 


rifle company/platoon., 78- 


Do not order from index; see indicated entry 





United States. Marine Corps — History. 
U.S. Marine Corps special units oif World 
War Il,, 78-6516 


United States. Marine Corps — History — 
Vietnamese Conflict, 1961- 
Small unit action in Vietnam, siummer 
1966 /, 78-4515 


United States. Marine Corps — 

Management. 

Improved management of ccmputer 
resources needed to enhance Marine 
Corps’ efficiency and effectivenesis : 
Department of Defense : report to the 
Congress /, 78-1804 

United States. Marine Corps — Officers” 
handbooks. 


Marine infantry regiment., 78-1695,56 


United States. Marine Corps — Pictori: al 
works. 

Marine Corps lithograph program (Set I- 
74), 78-15126 

United States. Marine Corps — Recr' uiting, 
enlistment, etc. 

Marine Corps recruiting and _ recruit- 
training policies and practices ; Depart- 
ment of the Navy report of the 
Comptroller General of the United 
States., 78-4657 

United States. Marine Corps — U niforms. 

The eagle, globe, and anchor, 1868-1968 

/, 78-4514 


United States. Maritime Admini: stration. 
Annual report of the Maritir ne Adminis- 
tration, 78-19794, 78-1'9795 


Introducing the Maritime 
tion., 78-19804 


MarAd, the annual report of the 
Maritime Administration. , 78-19794, 
78-19795 


Administra- 


MarAd’s industrial prepare iness planning 


78-25041 


The Maritime Administrzition’s evalua- 
tion of the products of’ research and 
development contracts with private, 
profitmaking firms., 7§}-13369 


Maritime Administration’; satellite com- 
munications program : is it. still 
needed? : report to thie House Com- 
mittee on Government Operations /, 
78-13335 


United States. Maritime Adrninistration — 

Appropriations and expenditures. 

An act to authorize apjoropriations for 
fiscal year 1978 for certain maritime 
programs of the Depa'rtme:nt of Com- 
merce, and for other purposes., 78- 
5885 


Maritime appropriation <iuthorization act 
for fiscal year 1979 : report to accom- 
pany S. 2553., 78-16:429 


Maritime appropriation authorization act 
for fiscal year 1979 : report together 


program., 


Page 1-2555 





with additional views to accompany 
H.R. 10729., 78-19320 


Maritinie authorization, 1975 : title XI 
oversight : hearings before the Sub- 
comrnittee on Merchant Marine of the 
Com mittee on Merchant Marine and 
Fishe ries, House of Representatives, 
Nine ty-fifth Congress, second session, 
on ... H.R. 10729 ... title XI oversight 
..,  78-26844 


nited St:ates. Medicare Bureau. 

Comparison of the Health Care Financ- 
ing 4\dministration’s Medicare bureau 
Clains processing costs for 1973 and 
fiscal year 1975 : House of Represen- 
tiutive:s report to the Committee on 
Way's and Means /, 78-11118 

United States. Military Mission to Iran. 

Military mission to Iran agreement 
bei‘ween the United States of America 
anc! Iran extending the agreement of 
Oct ober 6, 1947, as amended and ex- 
tencled, effected by exchange of notes 
date.d at Tehran, November 11, 1976, 
and \"ebruary 6, 1977., 78-26487 


United Stites. Military Mission to Liberia. 
Military mission : agreement between the 
Unitec! States of America ana Liberia 
amend ing and extending the agreement 
of Janitary 11, 1951, as amended and 
extende'd effected by exchange of 
notes siigned at Monrovia, May 2, 
1975, l*ebruary 2, 4, and 16, and 

March 1 0, and 17, 1977., 78-26490 


United States — Military policy. 
Congress e:volves: the changing politics 
of Ameri can defense /, 78-7629 
Foreign mil itary sales : a potential drain 
on the U_.S. defense posture : Depart- 
ments of | Defense and State : report to 
the Congr ess /, 78-6959 


The military & social adaptation /, 78- 
15011 
National 
4272 


se:curity management., 78- 


Requirements 
78-4272 


for national defense /, 


Review of the policy decision to 
withdraw U nited States ground forces 
from Korea : report of the Investiga- 
tions Subco mmittee of the Committee 
on Armecl Services, House’ of 
Representatives, with dissenting and 
supplementary [sic] views, Ninety-fifth 
Congress, se:cond session., 78-19031 

the President’s conventional 

arms transfer policy : hearings before 
the Subconimittee on International 

Security ancl Scientific Affairs of the 

Committee: On International Relations, 

House of Representatives, Ninety-fifth 

Congress, second session, February | 

and 2, 197#., 78-22506 


Review of 


Page I-2556 





Subject Index 


U.S. projection forces 
scenarios, and options., 


requirements, 
78-19265 


United States arms transfer and security 

assistance programs :, 78-19176 
United States — Military policy — 

Congresses. 

Defense planning for the future : the 
second National Security Affairs Con- 
ference proceedings the National 
War College, Washington, D.C., July 
14-15, 1975., 78-8667 

Proceedings of the National 
Conference, July 18-20, 1977, Na- 
tional Defense University toward 
cooperation, stability, and balance., 
78-25130 

Toward cooperation, 
balance., 78-25130 


United States — Military policy — 
Periodicals. 
United States 

16907 


United States. Mine Safety and Health 
Administration. 
MSHA test procedures and acceptability 
criteria for noise dosimeter /, 78- 
24190 


United States. Mining Enforcement and 
Safety Administration. 
MESA; the magazine of mining health 
and safety., 78-3494 


78-3494 


United States. Mining Enforcement and 
Safety Administration — Rules and 
practice. 

U.S. Department of the Interior Mining 
Enforcement and Safety Administra- 
tion., 78-7356 


United States. Mining Enforcement and 
Safety Administration. Technical Support 
Center. 

Mine ventilation digital simulation and 
analysis capabilities at MESA’s 
Denver, Technical Support Center /, 
78-17867 


United States. Missouri River Basin 
Commission. 
Annual report - 

Commission., 


Security 


stability, and 


military posture., 78- 


MESA magazine, 


Missouri River Basin 


78-24490 
MRBC basin bulletin., 78-3880 


United States. Museum of History and 
Technology. 


Vehicle Hall., 78-7616 


United States. National Advisory Committee 
on Oceans and Atmosphere. 
NACOA annual report, 78-26690 


NACOA authorization for 
1979 report to 
10823., 78-24705 


A report to the President and the Con- 
gress - National Advisory Committee 


fiscal 
accompany 


year 
H.R. 


Do not order from index; see indicated entry 





on Oceans 
26690 


A report to the President and the Con- 
gress by the National Advisory Com- 
mittee on Oceans and Atmosphere; an- 
nual report., 78-22351 


United States. National Advisory Committee 
on Oceans and Atmosphere — 
Appropriations and expenditures. 

An act to amend the National Advisory 
Committee on Oceans and At- 
mosphere act of 1977 to authorize ap- 
propriations to carry out the provisions 
of such act for fiscal year 1979 and for 
other purposes., 78-27007 


NACOA authorization, fiscal year 1979 : 
report to accompany H.R. 10823., 
78-24818 


and Atmosphere., 78- 


NACOA, sea grant, ocean dumping 
hearings before the Subcommittee on 
Oceanography and the Subcommittee 
on Fisheries and Wildlife Conservation 
and the Environment of the Commit- 
tee on Merchant Marine and Fisheries, 
House of Representatives, Ninety-fifth 
Congress, first session ..., 78-1094 


United States. National Advisory Committee 
on the Education of Bilingual Children. 
Annual report - National Advisory Com- 

mittee on the Education of Bilingual 
Children., 78-23711 


United States. National Advisory Council on 
Adult Education. 

Annual Report - National 

Council on Adult 
26671 


Advisory 
Education., 78- 


United States. National Advisory Council on 
Child Nutrition. 
Annual report - National Advisory Coun- 
cil on Child Nutrition., 78-24432 


United States. National Advisory Council on 
Economic Opportunity. 
Report - National Advisory Council on 
Economic Opportunity., 78-24440 


United States. National Advisory Council on 
Education Professions Development. 
Annual report - the National Advisory 

Council on Education 
Development, 78-24442 


Annual report by the National Advisory 
Council on _ Education 
Development., 78-24442 


United States. National Advisory Council on 
Equality of Educational Opportunity. 
Report - National Advisory Council on 

Equality of Educational Opportunity., 
78-16101 

United States. National Advisory Council on 
Extension and Continuing Education. 
Annual report - National Advisory Coun- 

cil on Extension and Continuing Edu- 
cation., 78-18846 


Professions 


Professions 





Continuing education : right or privilege? 
: recommendations of the National Ad- 
visory Council on Extension and Con- 
tinuing Education., 78-14243 


Continuing need, continuing response, 
continuing education, 78-18846 


Recommendations of the National Ad- 
visory Council on Extension and Con- 
tinuing Education., 78-14243 

United States. National Advisory Council on 

Indian Education. 

Annual report to the Congress of the 
United States - National Advisory 
Council on Indian Education., 78- 
14250, 78-24461 


Annual report to the Congress of the 
United States from the National Ad- 
visory Council on Indian Education., 
78-24460 


Annual report to the United States Con- 
gress - National Advisory Council on 
Indian Education, 78-24461 


Coordination and cooperation in Indian 
education, an emerging phenomenon, 
78-24461 


Indian parental responsibility, the obliga- 
tion to determine an Indian educa- 
tional destiny, 78-14250 


United States. National Advisory Council on 
Regional Medical Programs. 


Annual report - National Advisory Coun- 


cil on Regional 
Health Resources 
78-17606 


United States. National Advisory Council on 
Vocational Education. 
Annual report - National Advisory Coun- 
cil on Vocational Education., 78- 
24548 


United States. National Advisory Council on 
Women’s Educational Programs. 
Annual report - National Advisory Coun- 
cil on Women’s Educational 
grams., 78-24444 


Medical Programs, 
Administration., 


Pro- 


Problems in assessing the impact of Edu- 
cation Division programs on girls and 
women for the National Advisory 
Council on Women’s Educational Pro- 
grams /, 78-8161 


United States. National Aeronautics and 
Space Administration. 
NASA and energy., 78-26313 


NASA grant handbook., 78-3608, 78- 
24218 


NASA grant handbook instruction, 78- 
3608 


NASA industrial labor relations manual., 


78-13943 
NASA names., 78-18155 


NASA program planning and control : 
report /, 78-1125 





December 1978 


NASA report to educators., 
NASA tech briefs., 78-3614 


NASA’s resource data base and 
techniques for supporting, planning, 
and controlling programs need im- 
provement : report of the Comptroller 
General of the United States., 78- 
13362 


NASA’s university program., 


78-3620 


78-18143 
National Aeronautics and Space Ad- 
ministration grant handbook., 78- 
24218 


National Aeronautics and Space Ad- 
ministration should provide the Con- 
gress with more information on the 
Pioneer Venus project : 


: report to the 
Congress /, 78-6970 
78-13944 
Origins of NASA names /, 


Research in NASA history 
78-18145 


SEASAT (Cost, Performance and 
Schedule Review) : hearings before the 
Subcommittee on Space Science and 
Applications of the Committee on 
Science and Technology, U.S. House 
of Representatives Ninety-fifth Con- 
gress, first session, July 21, August 10, 
15, 1977., 78-5649 


New horizons., 
78-18155 
: a guide /, 


Space shuttle facility program more 
definitive cost information needed 
National Aeronautics and Space Ad- 
ministration : report to the Congress /, 
78-1855 


Spinoff., 78-21787 


Three-dimensional random earth at- 
mospheres for Monte Carlo trajectory 


analyses /, 78-9366 


United States. National Aeronautics and 
Space Administration — Appropriations 
and expenditures. 

Authorizing appropriations to the Na- 
tional Aeronautics and Space Adminis- 
tration report together with addi- 
tional views to accompany H.R. 
11401., 78-14469 


Department of Housing and Urban 
Development—independent agencies 
appropriations for 1979 : hearings be- 
fore a subcommittee of the Committee 
on Appropriations, House of Represen- 
tatives, Ninety-fifth Congress, second 
session /, 78-12027 

Improved reporting needed on National 
Aeronautics and Space Administration 


projects : report to the Congress /, 
78-1866 


NASA authorization for fiscal year 1979 
: hearings before the Subcommittee on 
Science, Technology, and Space of the 
Committee on Commerce, Science, 


Do not order from index; see indicated entry 





and Transportation, United States 
Senate, Ninety-fifth Congress, second 
session, on S. 2527 78-22433, 
78-24582 


NASA authorization for fiscal year 1979 
: report of the Committee on Com- 
merce, Science, and Transportation, 
on H.R. 11401 ..., 78-16455 

National Aeronautics and Space Ad- 
ministration authorization act, 1978., 
78-2346 


Space shuttle reprogramming : hearing 
before a subcommittee of the Commit- 
tee on Appropriations, United States 
Senate, Ninety-fifth Congress, first ses- 
sion : special oversight hearing /, 78- 
26736 

Status of the Mariner Jupiter/Saturn 
1977 project : National Aeronautics 
and Space Administration : report to 
the Congress /, 78-1883 


1978 NASA authorization : hearings be- 
fore the Subcommittee on Aviation 
and Transportation R. & D. of the 
Committee on Science and Technolo- 
gy, U.S. House of Representatives, 
Ninety-fourth Congress, second ses- 
sion, on H.R. 2221 ..., 78-2294 


1978 NASA authorization : hearings be- 
fore the Subcommittee on Space 
Science and Applications of the Com- 
mittee on Science and Technology, 
U.S. House of Representatives, Ninety- 
fourth Congresss, second session, on 
H.R. 2221 ..., 78-2295 


1979 NASA _ authorization (program 
review) : hearings before the Subcom- 
mittee on Space Science and Applica- 
tions of the Committee on Science and 
Technology, U.S. House of Represen- 
tatives, Ninety-fifth Congresss, first 
session., 78-10027, 78-19225, 78- 
22551 


United States. National Aeronautics and 
Space Administration — Appropriations 
and expenditures — Indexes. 

1978 NASA authorization index for 
hearings before the Committee on 
Science and Technology, U.S. House 
of Representatives, Ninety-fifth Con- 
gress, first session, on H.R. 2221 
(superseded by H.R. 4088)., 78- 
10019 


United States. National Aeronautics and 
Space Administration — Directories — 
Telephone. 

NASA Headquarters telephone directo- 
ry., 78-3613 


United States. National Aeronautics and 
Space Administration. Office of 
University Affairs. 

Office of University Affairs management 
information system : user’s guide and 
documentation /, 78-9391 


Page I-2557 





United States. National Aeronautics and 
Space Administration — Officials and 
employees — Accidents. 

NASA accident and injury data., 78- 
18244 

NASA mishap and 
18245 


Report of accident/injury statistics and 
mishap recapitulation., 78-18243 
United States. National Aeronautics and 
Space Administration — Procurement. 
Annual procurement report., 78-21847 
NASA obligations to educational institu- 
tions., 78-18050 
NASA procurement 
3604, 78-7487 


NASA procurement regulation directive, 
78-3605 


injury data., 78- 


regulation., 78- 


Procurement regulation directive., 78- 
3605 


United States. National Aeronautics and 
Space Administration. Research and 
Technology Advisory Committee on Space 
Propulsion and Power. 

Ad Hoc Panel on Advanced and Conven- 
tional Propulsion Systems NASA 
Research and Technology Advisory 
Committee on Space Propulsion and 
Power : final report presented Sep- 
tember 25, 1972 /, 78-26316 


United States. National Agricultural 
Library. 


Agricola., 78-10411 


Agricultural libraries information notes., 
78-2402 


Key NAL staff and services., 78-6185 


United States. National Agricultural Library 

— Bibliography. 

Dairy technology and production 
of serials /, 78-16676 

United States. National Agricultural 

Library. Food and Nutrition Information 

and Educational Materials Center — 

Bibliography. 

Audiovisual guide to the catalog of the 
Food and Nutrition Information and 
Educational Materials Center., 78- 
16677 


: a list 


United States. National Agricultural Library 
— Officials and employees. 


Key staff and services., 78-10412 
United States. National Archives. 
A researcher’s guide to the National 
Archives., 78-1910 


United States. National Archives and 

Records Service. 

National Archives, security classification 
problems involving Warren Commis- 
sion files and other records : hearing 
before a subcommittee of the Commit- 
tee on Government Operations, House 


Page I-2558 





Subject Index 


of Representatives, Ninety-fourth Con- 
gress, first session, November 11, 
1975., 78-12092 


United States Hydrographic 
manuscript charts in the National 
Archives, 1838-1908 /, 78-17381 

United States. National Archives and 

Records Service — Bibliography. 

Select list of publications of the National 


Archives and Records Service., 78- 
7002 


United States. National Archives and 
Records Service — Records and 
correspondence. 

Records center operations., 


Office 


78-15383 


United States. National Aviation Facilities 

Experimental Center, Atlantic City. 

An annotated compilation of NAFEC 
visual aid letter and data reported, 
1971-1975 /, 78-7995 

United States. National Bureau of 

Standards. 

Catalog of artifacts on display in the 
NBS museum : interim report /, 78- 
19783 


NBS guidelines for use of the metric 
system., 78-14876 


NBS measurement seminars : 
ries., 78-1426 


NBS time and frequency broadcast ser- 
vice : radio stations WWV, WWVH, 
WWVB, WWVL., 78-22892 


Oversight of the National Bureau of 
Standards : hearing before the Sub- 
committee on Science, Research, and 
Technology of the Committee on 
Science and Technology, U.S. House 
of Representatives, Ninety-fifth Con- 
gress, first session, October 25, 1977., 
78-19220 


Potential problems that should be con- 
sidered in evaluating the experimental 
technology incentives program : De- 
partment of Commerce, National Bu- 
reau of Standards., 78-13366 


A ten year history of National Bureau of 
Standards activities under the Brooks 
act (Public Law 89-306) /, 78-1441 


United States. National Bureau of Standards 

— Appropriations and expenditures. 

An act to authorize appropriations to 
carry out the Standard reference data 
act, and to authorize appropriations 
for the National Bureau of Standards., 
78-24805 


Authorization of the Standard reference 
data act and review of the National 
Bureau of Standards : hearings before 
the Subcommittee on Science, 
Technology, and Space of the Commit- 
tee on Commerce, Science, and Trans- 
portation ,United States 


1978 se- 


Senate, 


Do not order from index; see indicated entry 





Ninety-fifth Congress, second session, 
on S. 2615 ... February 15 and April 6, 
1978., 78-19080 


Authorizing appropriations for the Stan- 
dard reference data act : report to ac- 
company H.R. 11232., 78-14473 

Standard reference data act : report to 
accompany H.R. 11232., 78-16451 


United States. National Bureau of Standards 
— Bibliography. 
National Bureau of Standards handbooks 
and monographs., 78-372 


National Bureau of Standards products 
standards., 78-13404 


National Bureau of Standards technical 
notes., 78-8894 


New publication from NBS., 78-2653 


Publications of the National Bureau of 
Standards., 78-10560, 78-19734 


United States. National Bureau of 
Standards. Boulder Laboratories. Library 
— Periodicals — Bibliography — Catalogs. 
Boulder Laboratories Library reference 

handbook /, 78-19635 


United States. National Bureau of Standards 
— History. 
Hydrocarbons for fuel—75 years of 
materials research at NBS /, 78-4135 


United States. National Cancer Advisory 

Board. 

National cancer program; report of the 
National Cancer Advisory Board sub- 
mitted to the President of the United 
States for transmittal to the Congress., 
78-17530 


United States. National Cancer Institute. 


Annual plan: national cancer program., 
78-17531 


Annual report - National 
stitute., 78-4799 


United States. National Cancer Institute. 
Division of Cancer Cause and Prevention. 
Annual report - National Cancer In- 

stitute, Division of Cancer Cause and 
Prevention., 78-4801 


United States. National Cancer Institute. 
Division of Cancer Control and 
Rehabilitation. 

Annual report - Division of Cancer Con- 
trol and Rehabilitation., 78-4803 


United States. National Cancer Institute. 
Division of Cancer Research Resources 
and Centers. 

Annual report - National Cancer In- 
stitute, Division of Cancer Research 
Rescurces and Centers., 78-4800 

United States. National Cancer Institute. 
Division of Cancer Treatment. 

Annual report - National Cancer In- 


stitute, Division of Cancer Treatment., 
78-4804 


Cancer In- 





Report of the Division of Cancer Treat- 
ment, NCI., 78-15417, 78-25891 


United States. National Cancer Institute. 
National Cancer Program. 
National Cancer Program 

communicators., 78-3278 

United States. National Capital Planning 
Commission. 

Quarterly review of 
proceedings., 78-3621 

United States. National Capital Planning 
Commission — History. 

Planning for the National Capital and en- 
virons., 78-18316 


Planning Washington, 1924-1976 : an era 
of planning for the National Capital 
and environs /, 78-18316 

United States. National Capital Planning 

Commission — Registers. 

Planning for the National Capital and en- 
virons., 78-18316 


Planning Washington, 1924-1976 : an era 
of planning for the National Capital 
and environs /, 78-18316 

United States. National Center for Health 

Statistics. 

National Center for Health Statistics 
established to collect and disseminate 
data on health., 78-21279 

National Center for 
reimbursable work 
21280 


review for 


commission 


Health Statistics 
program., 78- 


United States. National Commission for 
Manpower Policy — Congresses. 
National Commission for Manpower Pol- 
icy : report of the fifth meeting held 
on March 24-25, 1976., 78-8183 
United States. National Commission for 
UNESCO. 
UNESCO and the U.S. National Com- 
for UNESCO basic docu- 
78-9490 


mission 
ments., 
United States. National Commission on 

Diabetes. 

Annual report - National Commission on 
Diabetes., 78-25872 

Annual report - National Commission on 
Diabetes, National Institutes of 
Health., 78-17476 


United States. National Commission on 
Employment and Unemployment Statistics 
—- Appointments, promotions, salaries, 
etc. 

Nomination : hearing before the Com- 
mittee on Human Resources, United 
States Senate, Ninety-fifth Congress, 
first’ session July 21, 1977., 78- 
16235 

United States. National Commission on 
Libraries and Information Science. 
Annual report to the President and Con- 

gress - National Commission on Libra- 











December 1978 


ries and 
24487 


Information Science., 78- 


United States. National Credit Union 
Administration. 
Annual report of the Administrator - Na- 
tional Credit Union Administration., 
78-18318 


NCUA quarterly., 78-3622 


Rules and regulations - National Credit 
Union Administration., 78-3623, 
78-18320, 78-24242 

United States. National Credit Union 

Administration — Appointments, 

promotions, salaries, etc. 

Nomination of Lawrence Connell, Jr. 
hearing before the Committee on 
Banking, Housing, and Urban Affairs, 
United States Senate, Ninety-fifth Con- 
gress, first session ... August 4, 1977., 
78-977 

United States. National Credit Union 

Administration — Appropriations and 

expenditures. 

Examination of financial statements of 
the National Credit Union Administa- 
tion for the fiscal year ended June 30, 
1976, and 1975 : report to the Con- 
gress /, 78-1736 

United States. National Credit Union 

Administration — Auditing and 

inspection. 

Examination of financial statements of 
the National Credit Union Administra- 
tion for the 15 months ended Sep- 
tember 30, 1977 : report to the Con- 
gress /, 78-25760 

United States. National Credit Union Board 

— Appointments, promotions, salaries, 

etc. 

Nominations of Roberta S. Karmel and 
Eloise A. Woods : hearing before the 
Committee on Banking, Housing, and 
Urban Affairs, United States Senate, 
Ninety-fifth Congress, first session 
September 16, 1977., 78-5522 

United States. National Criminal Justice 

Reference Service. 

This is NCJRS National 
Justice Reference Service., 


Criminal 
78-15655 
United States. National Defense Reserve 

Fleet. 

Vessels traded 
Reserve Fleet 
H.R. 7278., 


into National Defense 
: report to accompany 
78-5786 

United States. National Environmental Data 

Service. 

NOAA products and services of the Na- 
tional Weather Service, National En- 
vironmental Satellite Service, Environ- 
mental Data Service, and the Environ- 
mental Research Laboratories /, 78- 
10574 


Do not order from index; see indicated entry 














United States. National Environmental 

Satellite Service. 

NOAA products and services of the Na- 
tional Weather Service, National En- 
vironmental Satellite Service, Environ- 
mental Data Service, and the Environ- 
mental Research Laboratories /, 78- 
10574 


United States. National Fire Prevention and 
Control Administration — Appropriations 
and expenditures. 

Authorizing appropriations for the 
Federal fire prevention and control act 
of 1974 : report to accompany H.R. 
11291., 78-14486 


National Fire Prevention and Control 
Administration : 


report to accompany 
S. 1794., 


78-19435 


United States — National Guard. 


Administrative instructions., 78-25165 


Facts and fiction about the 


78-20135 


National 
Guard., 
Improving the 
reserve 


readiness of the 
and National 
framework for debate /, 


Army 
Guard : a 
78-19263 


Questions veterans 
joining the 
78-20133 


Army usually ask 


about Army _ National 


Guard., 


The story of the Army National Guard., 
78-10672 


Take command., 78-10671 


Training : Administrative instructions., 
78-25165 


Your most important 


Army Guard officer., 


decision as an 
78-20134 

12 questions Army veterans usually ask 
about joining the 
Guard., 78-20133 

United States — National Guard — 

Management. 

Army Reserve and Army National Guard 
unit reorganizations, disruptive : more 
effective controls needed., 78-13349 

United States — National Guard — Officers. 

General officers of the Army and Air 

National Guard., 78-25164 


Army National 


United States — National Guard — Public 
relations. 

National Guard public affairs guidelines., 
78-25 166 

United States. National Guard Bureau. 

Facts and fiction about the 

Guard., 78-20135 
United States. National Health Service 

Corps. 

Its a two-way street : the National Health 
Service Corps scholarship program for 
sudents of medicine, osteopathy, and 
denistry., 78-11250 


National 


Page I-2559 





United States. National Health Service 
Corps — Appointments, promotions, 
salaries, etc. 

Moving into NHSC-assisted health care 
practices : a guide for physicians : ad- 
ministrative requirements, recom- 
mended planning steps., 78-462 

United States. National Health Service 
Corps — Officials and employees. 
Comparison of employment features of 

the Civil Service and Commissioned 
Corps of the Public Health Service., 
78-21276 

United States. National Highway Institute. 

The National Highway Institute., 78- 
22063 


United States. National Highway Safety 
Advisory Committee. 
Annual report - National Highway Safety 
Advisory Committee., 78-14062 


United States. National Highway Traffic 
Safety Administration. 
A NHTSA procurement and contracts 


primer for contact technical managers 
/, 78-9803 


A summary review of the status of traffic 
safety, programs, priorities, programs 
and of NHTSA activities : June 1975 
through September 1976., 78-8089 


Traffic safety "75 : a digest of activities 
of the National Highway Traffic Safety 
Administration., 78-22263 


Traffic safety "76 : a digest of activities 
of the National Highway Traffic Safety 
Administration., 78-16060 


United States. National Highway Traffic 
Safety Administration — Appropriations 
and expenditures. 

Fiscal year budget estimates - National 
Highway Traffic Safety Administra- 
tion., 78-26658 

National Highway Traffic Safety Ad- 
ministration fiscal year 1979 supple- 
mentary budget data., 78-26659 

United States. National Highway Traffic 
Safety Administration — Bibliography. 
Technical reports of the National 

Highway Traffic Safety Administration 

a bibliography, 1977 a_ subject 
bibliography from highway _ safety 
literature /, 78-26656 

United States. National Highway Traffic 
Safety Administration — Research. 
NHTSA research activities : report to the 

Secretary of Transportation /, 78- 
14054 

United States. National Highway Traffic 
Safety Administration — Safety 
regulations. 

The results of the NHTSA survey for an 
evaluation of the adequacy and ap- 
propriateness of the NHTSA uniform 
highway safety standards., 78-14205 


Page I- 2560 





Subject Index 


United States. National Highway Traffic 
Safety Administration. Safety Research 
Laboratory. 

Report, National Traffic Safety Adminis- 
tration [sic] Safety Research Laborato- 
ry facilities study., 78-11837 

United States. National Highway Traffic 
Safety Administration. Traffic Safety 
Programs. 

Traffic Safety Programs management in- 
formation system., 78-8090 


United States. National Historical 
Publications and Records Commission. 
Annual report - National Historical 

Publications and Records Commis- 
sion., 78-21090 


NHPRC annual report, 78-21090 


United States. National Institute of Child 
Health and Human Development. 
Research programs of the NICHD., 78- 

8971 


United States. National Institute of Dental 
Research — Officials and employees — 
Periodicals. 


Affirmative action plan, 78-17549 


Equal opportunity assessment and affir- 
mative action plan., 78-17549 
United States. National Institute of General 
Medical Sciences. 
Annual report - National 
General Medical Sciences., 


Institute of 
78-17551 


Pharmacology research associate pro- 
gram of the National Institute of 
General Medical Sciences, National In- 
stitutes of Health., 78-1942 


United States. National Institute of General 
Medical Sciences. Automation in the 
Medical Laboratory Sciences Review 
Committee. 

Annual report - Automation in the Medi- 
cal Laboratory Sciences Review Com- 
mittee, National Institutes of Health., 
78-17466 


United States. National Institute of Mental 
Health. 
How NIMH now views the primary care 
practitioner., 78-4882 


United States. National Institute of Mental 
Health. Division of Biometry — 
Bibliography. 

List of publications, 
Biometry., 78-7140 


United States. National Institutes of Health. 
Associate training programs in the medi- 
cal and biological sciences at the Na- 
tional Institutes of Health; catalog., 
78-17522 


Division of 


Basic data relating to the National In- 
stitutes of Health., 78-13472, 78- 
23757 


Clinical electives for medical students at 
the National Institutes of Health 
catalog 1977-1978., 78-17508 


Do not order from index; see indicated entry 





Clinical electives for medical students at 
the National Institutes of Health 
catalog 1978-1979., 78-1927 


Environmental health research and the 
National Institutes of Health : hearing 
before the Subcommittee on Environ- 
ment and the Atmosphere of the Com- 
mittee on Science and Technology, 
U.S. House of Representatives, Ninety- 
fifth Congress, first session, March 10, 
1977., 78-10025 


Environmental research at the National 
Institutes of Health, fiscal year 1979 : 
hearing before the Subcommittee on 
the Environment and the Atmosphere 
of the Committee on Science and 
Technology, U.S. House of Represen- 
tatives, Ninety-fifth Congress, second 
session, March 1, 1978., 78-26857 


Grants for training, construction, medical 
libraries., 78-13476, 78-23761 
National Institutes of Health statistical 


reference book of international activi- 
ties, 78-17574 


NIH almanac., 78-23762 


NIH grants for training, construction & 
medical libraries, 78-13476, 78- 
23761 


NIH public advisory groups; authority, 
structure, functions, members., 78- 
15403 


Policies and guidelines governing the Na- 


tional Institutes of Health 
career development award., 


research 

78-4798 

Research and development contracts., 
78-17521 


Statistical reference book of international 
activities., 78-17574 


United States. National Institutes of Health 
— Appropriations and expenditures. 
Huntington’s disease : hearing before a 

subcommittee of the Committee on 
Appropriations, United States Senate, 
Ninety-fifth Congress, first session 
special oversight hearing., 78-12031 


Services for patients involved in National 
Institutes of Health-supported research 
: how should they be classified and 
who should pay for them? : report to 
the Congress /, 78-6944 


United States. National Institutes of Health 
— Bibliography. 


NIH publications list., 78-17519 


United States. National Institutes of Health. 
Clinical Center. 
Clinical Center training and educational 
opportunities., 78-17509 
Clinical electives for nursing students at 


the National Institutes of Health., 78- 
21191 





United States. National Institutes of Health. 
Computer Center Branch. 
Computer training courses and seminars : 
1978-1979., 78-8962 


United States. National Labor Relations 
Board. 
Annual report of the National Labor 
Relations Board., 78-24201 


Decisions and orders of the National 
Labor Relations Board., 78-15747, 
78-15748, 78-21785 


Nomination : hearing before the Com- 
mittee on Human Resources, United 
States Senate, Ninety-fifth Congress, 
first session on John C. Truesdale ... to 
be member of the National Labor 
Relations Board, October 6, 1977., 
78-8298 


Table of cases decided., 78-24204 


United States. National Labor Relations 
Board — Addresses, essays, lectures. 
Presentation by the Honorable Ray 

Marshall, Secretary of Labor, before 
the National Labor Relations Board, 
Washington, D.C., March 2, 1977., 
78-17966 


United States. National Labor Relations 
Board — Appointments, promotions, 
salaries, etc. 
Nomination : hearing before the Com- 

mittee on Human Resources, United 

States Senate, Ninety-fifth Congress, 

first session, on John H. Fanning ... to 

be Chairman, National Labor Rela- 

tions Board, October 26, 1977., 78- 

12116 


United States. National Labor Relations 
Board — Rules and practice. 
Rules and regulations and statements of 
procedure, Labor management rela- 
tions act., 78-24202 


United States. National Labor Relations 
Board — Rules and practice — 
Handbooks, manuals, etc. 
Casehandling manual., 78-24203 


Casehandling manual - National Labor 
Relations Board., 78-3599 

National Labor Relations Board casehan- 
dling manual, 78-3599 


United States. National Library of Medicine. 
Current catalog, 78-13504 


MEDLARS : the computerized literature 


retrieval services of the 
Library of Medicine., 78-434 


National 


National 
catalog., 


Library of 
78-13504 


NLM current catalog, 


Medicine current 


78-13504 


United States. National Marine Fisheries 
Service. 
National Marine Fisheries Service survey 
of trace elements in the fishery 
resources /, 78-19846 





December 1978 


United States. National Metric Speakers 
Bureau. 

A survey of the 

Speakers Bureau /, 


National Metric 


78-4146 
United States. National Motor Vehicle 
Safety Advisory Council. 
Annual report - National Motor Vehicle 
Safety Advisory Council., 78-1406] 


United States. National Oceanic and 

Atmospheric Administration. 

Briefing on the National Oceanic and At- 
mospheric Administration hearings 
before the Subcommittee on the En- 
vironment and the Atmosphere of the 
Committee on Science and Technolo- 
gy, U.S. House of Representatives, 
Ninety-fifth Congress, first 
May 17, 18, 1977., 78-12180 


session, 


Chronological list of legislative authori- 
ties., 78-1454 


National Oceanic and Atmospheric Ad- 
ministration organic act : hearing be- 
fore the Committee on Commerce, 
Science, and Transportation, United 
States Senate, Ninety-fifth Congress, 
second session, on S. 2224 ... April 6, 
1978., 78-22434 


NOAA climate program., 78-14901 
NOAA weather radio., 78-6298 


United States. National Oceanic and 
Atmospheric Administration — 
Appointments, promotions, salaries, etc. 
Nominations, February : hearings before 

the Committee on Commerce, Science, 
and Transportation, United States 
Senate, Ninety-fifth Congress, second 
session ..., 78-19076 

United States. National Oceanic and 
Atmospheric Administration — 
Appropriations and expenditures. 
Authorization for Marine protection, 

research, and sancutaries act of 1972 : 
hearing before the Committee on 
Commerce, Science, and Transporta- 
tion, United States Senate, Ninety-fifth 
Congress, second session, on S. 2767 
. S. 2769 ... March 20, 1978., 78- 
19075 


Marine protection, research, and sanc- 
tuaries act amendments of 1978 : re- 
port to accompany S. 2767., 78- 
19492 


Marine protection, research, and sanc- 
tuaries act authorizations : report to 
accompany S. 3072., 78-19461 


NOAA research budget for fiscal year 
1978 : hearing before the Subcommit- 
tee on the Environment and the At- 
mosphere of the Committee on 
Science and Technology, U.S. House 
of Representatives, Ninety-fifth Con- 
gress, first session, March 3, 1977., 
78-12175 


Do not order from index; see indicated entry 





United States. National Oceanic and 
Atmospheric Administration — Positions. 
How to obtain Federal employment in 

NOAA., 78-14902 


United States. National Park Service — 
Bibliography. 


Historical handbook series., 78-21067 


National Park Service folders., 78- 


21076 


United States. National Park Service — 
Officials and employees. 
Career outlines : National Park Service., 
78-17841 


United States. National Park Service — 
Procurement. 
Doing business with the National Park 
Service., 78-17840 
United States. National Park Service — 
Rules and practice. 
Life in the National Park Service., 78- 
7332 


United States. National Science Foundation. 


Activity report to the Congress., 78- 
3633 


Annual report - National Science Foun- 
dation., 78-24249 

Curriculum case studies are of questiona- 
ble quality but helped precollege cur- 
riculum activities National Science 
Foundation : report of the Comptroller 


General of the United States., 78- 
4693 


78-7534 
78-24249 


Guide to programs., 

NSF annual report, 

The NSF 
grams., 


science 
78-748 


development _pro- 


The psychological and social sciences 
research support programs of the Na- 
tional Science Foundation : a 
background report /, 78-8345 


United States. National Science Foundation 
— Appointments, promotions, salaries, 
etc. 

Nomination: hearing before the Commit- 
tee on Human Resources, United 
States Senate, Ninety-fifth Congress, 
first session, on James A. Krumhans! ... 
to be an Assistant Director of the Na- 
tional Science Foundation, November 
2, 1977 ., 78-9966 


Nominations : hearing before the Com- 
mittee on Human Resources, United 
States Senate, Ninety-fifth Congress, 
first session ... September 27, 1977., 
78-12113 


United States. National Science Foundation 
— Appropriations and expenditures. 
Authorizing appropriations to the Na- 

tional Science Foundation report 
together with additional and dissenting 
views to accompany H.R. 11400., 78- 
14487 


Page I-2561 





National Science Foundation authoriza- 
tion act for fiscal year 1979 : report to 
accompany H.R. 11400., 78-16466 


National Science Foundation authoriza- 
tion act for fiscal years 1979 and 1980 
and the Women in science and 
technology equal opportunity act 
hearing before the Subcommittee on 
Health and Scientific Research of the 
Committee on Human_ Resources, 
United States Senate, Ninety-fifth Con- 
gress, second session, on S. 2549 ... S. 
2550 ... April 10, 1978., 78-22490 


National Science Foundation authoriza- 
tion act for fiscal years 1979 and 1980 
: report together with minority views 
to accompany S. 2549., 78-19475 


1978 National Science Foundation 
authorization hearings before the 
Subcommittee on Science, Research, 
and Technology of the Committee on 
Science and Technology, U.S. House 
of Representatives, Ninety-fifth Con- 
gress, first session, on H.R. 3607 
(superseded by H.R. 4991) ..., 78- 
1134 


1979 National Science Foundation 
authorization hearings before the 
Subcommittee on Science, Research, 
and Technology of the Committee on 
Science and Technology, U.S. House 
of Representatives, Ninety-fifth Con- 
gress, second session, on H.R. 10686, 
superseded by H.R. 11400 ..., 78- 
19223 


United States. National Science Foundation 
— Bibliography. 
Publication of the National 
Foundation., 78-18347 


Publications of the National Science 
Foundation., 78-18340, 78-18346 


United States. National Science Foundation. 
Directorate of Applied Science and 
Research Applications. 

Interim description and guidelines for 
proposal preparations : Research Ap- 
plied to National Needs (RANN)., 
78-24264 


United States. National Science Foundation. 
Division of International Programs. 
Division of International Programs : Na- 

tional Science Foundation., 78-15797 


United States. National Science Foundation. 

National Science Board. 

Basic research in the mission agencies, 
agency perspectives on the conduct 
and support of basic research, 78- 
26420 


Science 


Report of the National Science Board., 
78-26420 


United States. National Science Foundation 
— Positions. 
Bulletin - National Science Foundation., 
78-3627 


Page I-2562 





Subject Index 


NSF bulletin, 78-3627 


United States. National Science Foundation. 
Research Applied to National Needs . 
Program. 

Research Applied to National Needs : 
fiscal years 1971-1973., 78-15805 


United States. National Science Foundation. 
Research Applied to National Needs 
Program — Bibliography. 

Recent RANN reports; a review of 
research results., 78-18341, 78- 
24259 


United States — National security. 

An act to authorize appropriations for 
the Energy Research and Development 
Administration for national security 
programs for fiscal years 1977 and 
1978, and for other purposes., 78- 
5891 


Authorizing appropriations for the use of 
the Energy Research and Development 
Administration for fiscal year 1978 for 
national security programs : report to 
accompany H.R. 6566., 78-5691 


Department of Energy national security 
and military applications of nuclear 
energy authorization act of 1979 : re- 
port together with additional views to 
accompany S. 2693., 78-27063 


Fiscal year 1979 Department of Energy 
authorization for atomic energy 
defense activities : hearing before the 
Committee on Armed Services, United 
States Senate, Ninety-fifth Congress, 
second session, on S. 2693 ... April 24, 
1978., 78-26741 


International tranfer of technology : an 


agenda of of national security issues /, 
78-12141 


The military & social adaptation /, 78- 
15011 


National defense stockpile act : report to 
accompany H.R. 4895., 78-16464 


The national energy plan options under 
assumptions of national security threat 
: a report with selected readings /, 
78-19145 

National 
4274, 


Natural 
4274 


Report of Hon. Leonor K. Sullivan, 
chairman, and Hon. Philip E. Ruppe, 
ranking minority member, with addi- 
tional views by Hon. Paul N. Mc- 
Closkey, Jr., ranking minority member, 
Subcommittee on Merchant Marine of 
the Committee on Merchant Marine 
and Fisheries, on the oversight 
hearings before the Merchant Marine 
Subcommittee with respect to U.S.-flag 
merchant marine., 78-8332 


security 
78-4275 


and energy 


management., 78- 


resources /, 78- 


Do not order from index; see indicated entry 





Report of the Hon. Thomas N. Downing, 
chairman, Subcommittee on Merchant 
Marine on the oversight hearings of 
the Subcommittee on Merchant 
Marine, Committee on Merchant 
Marine and Fisheries, with respect to 
the U.S.-flag merchant marine., 78- 
12152 


The Strategic and critical materials 
transaction act of 1978 report 
together with additional views to ac- 
company S. 2635., 78-27058 


78-4275 


*United States — National security — 
Bibliography. 
National defense 

17373 


United States —- National security — 

Congresses. 

Defense planning for the future : the 
second National Security Affairs Con- 
ference proceedings : the National 
War College, Washington, D.C., July 
14-15, 1975., 78-8667 


Defense planning for the 1980’s & the 
changing international environment : 
proceedings /, 78-8666 


Proceedings of the National 
Conference, July 18-20, 1977, Na- 
tional Defense University toward 
cooperation, stability, and balance., 
78-25130 


Toward cooperation, 
balance., 78-25130 


United States. National Technical 
Information Service. 
NTIS workshop manual for soft and hard 
sciences., 78-14900 


A reference guide to the NTIS biblio- 
graphic data file., 78-19828 


United States. National Technical 
Information Service — Bibliography. 
The Sky’s the limit-come fly with NTIS : 
best sellers from National Technical 
Information Service., 78-1448 


United States. National Technical 
Information Service — Bibliography — 
Catalogs. 

[NITS sale publications and order form], 
78-19829 


United States. National Transportation 
Safety Board. 
Instructions for ordering copies of ac- 
cident files., 78-22054 


National Transportation Safety Board., 
78-9598 


United States. National Transportation 
Safety Board — Appointments, 
promotions, salaries, etc. 

Nominations, National Transportation 
Safety Board hearing before the 
Committee on Commerce, Science, 


Transportation /, 


and security., 78- 


Security 


stability, and 





and Transportation, United States 
Senate, Ninetytfifth Congress, second 
session ... March 13, 1978., 78-24579 


Nominations, September : hearings be- 
fore the Committee on Commerce, 
Science, and Transportation, United 
States Senate, Ninety-fifth Congress, 
first session ..., 78-8262 


United States. National Transportation 
Safety Board — Appropriations and 
expenditures. 

Amending the Independent safety board 
act of 1974 : report to accompany S. 
2616., 78-19414 


Authorization for the National Transpor- 
tation Safety Board : hearing before 
the Committee on Commerce, Science, 
and Transportation, United States 
Senate, Ninety-fifth Congress, second 
session, on S. 2616 March 20, 
1978., 78-19079 


Fiscal year budget - National Transporta- 
tion Safety Board., 78-14068 


United States. National Transportation 
Safety Board — Directories — Telephone. 
Telephone directory - National Transpor- 

tation Safety Board., 78-24364 

United States. National Transportation 
Safety Board — Rules and practice. 

Code of Federal regulations., 78-21099 


Transportation, 78-21099 


United States. National War College. Board 
of Consultants. 

Report of the Joint Meeting of the Board 
of Consultants of the National War 
College and the Board of Advisors of 
the Industrial College of the Armed 


Forces 
15010 


United States. National Weather Service. 
NOAA products and services of the Na- 
tional Weather Service, National En- 
vironmental Satellite Service, Environ- 
mental Data Service, and the Environ- 
mental Research Laboratories /, 78- 
10574 


29-30 October 1975., 78- 


Numerical weather prediction activities., 
78-10593 


Operations of the National Weather Ser- 
vice., 78-19872 


United States. National Weather Service. 
Systems Development Office. 
Programs and accomplishments., 78- 
19867 


United States. Nautical Almanac Office. 

An act to amend chapter 639 of title 10, 
United States Code, to enable the 
Secretary of the Navy to change the 
name of a publication of the Naval 
Observatory providing data for naviga- 
tors and astronomers., 78-27033 





December 1978 


American ephemeris 
manac., 78-26737, 
27093 


Authorizing change of name of a publi- 
cation of the U.S. Naval Observatory : 


report to accompany H.R. 3532., 78- 
27093 


Full committee consideration of H.R. 
3532 ... and H.R. 8471 ... and commit- 
tee privileged resolution honoring Col. 
Llyod L. Burke, U.S.A. /, 78-26737 


United States. Naval Academy, Annapolis. 
Annapolis - The United States Naval 
Academy catalog., 78-12763 


United States Naval Academy catalog, 
78-12763 


United States. Naval Audit Service — Rules 
and practice. 

Operations of the Air Force Audit Agen- 
cy and the Naval Audit Service : hear- 
ing before a subcommittee of the 
Committee on Government Opera- 
tions, House of Representatives, 
Ninety-fifth Congress, second session, 
February 7, 1978., 78-26793 


United States. Naval Education and 
Training Command — Bibliography. 
Naval Personnel Bureau and Naval Edu- 

cation & Training Command publica- 
tions., 78-13400 


United States. Naval Facilities Engineering 
Command — Handbooks, manuals, etc. 
Architecture., 78-12764 


manual 


and nautical al- 
78-27033, 78- 


Design 
12764 


architecture., 78- 


Design manual : drawings and specifica- 
tions., 78-25319 


Drawings and specifications., 78-25319 


United States. Naval History Division — 
Bibliography. 
Naval historical publications in print., 
78-12759 


United States. Naval Observatory. 


Publications of the United States Naval 
Observatory., 78-12770 
United States. Naval Oceanographic Office. 
Marine climatic atlas of the world., 78- 
4497 
U.S. Navy marine climatic atlas of the 
world., 78-4497 
United States. Naval Research Laboratory, 
Washington, D.C. 
Annual review - Naval Research Labora- 
tory, Washington, D.C., 78-20404 
Review - Naval Research Laboratory, 
Washington, D.C., 78-20404 
Selected educational opportunities., 78- 
12767, 78-23184 
United States. Naval Reserve. 
Naval reservist news., 78-3064 


Do not order from index; see indicated entry 





United States. Naval Reserve — Registers. 
Register of commissioned and warrant 
officers of the United States Naval 
Reserve., 78-16955 
United States. Naval Sea Systems 
Command. 
Certain employees of the Naval 
Ordnance Systems Command : report 
to accompany H.R. 1612., 78-10105 
United States. Naval War College — 
History. 
Professors of war : the Naval War Col- 
lege and the development of the naval 
profession /, 78-225 


United States. Navy. 

Implications of the National Security 
Council study “U.S. maritime strategy 
and Naval force requirements” on the 
future Naval ship force : report to the 
Congress /, 78-13370 


Naval nuclear propulsion program, 1978 
: hearing on H.R. 11306 ... before the 
Intelligence and Military Application 
of Nuclear Energy Subcommittee of 
the Committee on Armed Services, 
House of Representatives, Ninety-fifth 
Congress, second session, March l. 
1978., 78-22393 

Navy editor service., 

Shipbuilding, ship maintenance, and 
claims hearings before the Task 
Force on National Security and Inter- 
national Affairs of the Committee on 
the Budget, House of Representatives, 
Ninety-fifth Congress, first session, Oc- 
tober 4 and 5, 1977., 78-12056 


U.S. maritime strategy and Naval force 
requirements., 78-13370 
United States. Navy — Accounting. 
Disbursing clerk 1 & C., 78-4502 


The Naval Audit Service should be 
strengthened : report to the Congress 
/, 78-6922 


United States. Navy — Aerographers. 
Aerographer’s mate 1 & C., 78-4498 


United States. Navy — Afro-Americans. 
Black Americans in the Navy., 78-6508 


United States. Navy — Air controlmen. 
Air controlman 1 & C., 78-4499 


United States. Navy — Appointments and 
retirements — Periodicals. 
Retired naval personnel newsletter., 78- 
3068 


United States. Navy — Appropriations and 
expenditures. 

Review of the Navy’s site selection and 
appropriation request for funds to con- 
struct support facilities at Kings Bay, 
Georgia : report /, 78-21047 

United States. Navy — Aviation. 

Aviation boatswain’s mate E 3 & 2., 

78-20361 


78-3052 


Page 1-2563 





Marine Corps aviation : the early years, 
1912-1940 /, 78-10852 


United States. Navy — Aviation — Ground 
support. 

The Navy depot level aircraft main- 
tenance program - is there a serious 
backlog? : Department of the Navy: re- 
port to the Senate Committee on Ap- 
propriations /, 78-13348 

Planned establishment of the Naval Avia- 
tion Logistics Center at Patuxent 
River, Maryland : report /, 78-23660 

United States. Navy — Aviation — 

Periodicals. 

Approach; the naval 
review., 78-3054 


United States. Navy — Aviation — Safety 
measures. 
Aircrew survival equipmentman | & C., 
78-1535 


United States. Navy — Aviation boatswain’s 
mates. 
Aviation boatswain’s mate E 1 & C., 
78-15115 


Aviation boatswain’s mate F 3 & 2., 
78-15116 


Aviation boatswain’s mate H 3 & 2., 
78-20363 


United States. Navy — Aviation electricians. 
Aviation electrician’s mate 3 & 2., 78- 
25312 


United States. Navy — Aviation supplies and 
stores. 
Aviation support equipment technician 
M3&2., 78-4500 


Status of the CH-53E helicopter program 
: Department of the Navy : report to 
the Congress /, 78-1859 


Status of the Navy’s vertical short takeoff 
and landing aircraft : report to the 
Congress /, 78-13375 

United States. Navy — Aviation supplies and 


stores — Handbooks, manuals, etc. 
Aviation storekeeper 3 & 2., 78-8724 


United States. Navy — Barracks and 
quarters. 

Analysis of the need for additional family 
housing at the Navy’s Trident sub- 
marine base report of the Comp- 
troller General of the United States., 
78-25728 


aviation safety 


United States. Navy — Barracks and 
quarters — Design and construction. 
Design manual troop housing., 78- 

4512 
Troop housing 
4512 


design manual., 78- 


United States. Navy — Boatswains. 
Aviation boatswain’s mate E 3 & 2., 
78-20361 


Boatswain’s mate 3 & 2., 78-20362 


Page 1-2564 





Subject Index 


United States. Navy — Chaplains — 
Periodicals. 


Navy chaplains bulletin., 78-3065 


United States. Navy. Dental Corps. 
The Dental Corps of the United States 


Navy : a chronology, 1962-1977., 78- 
224 


United States. Navy — Electric installations. 
Design manual; electrical engineering., 
78-12765 


Electrical engineering., 78-12765 


78-4503 
United States. Navy — Electric installations 
— Inventories. 


Task inventory : IC 
15121 


United States. Navy — Electronics 
installations — Maintenance and repair. 
Electrician’s mate 3 & 2, 78-4503 


United States. Navy — Engineering aids. 
NCF equipment management manual., 
78-226 


United States. Navy — Facilities. 
Administrative facilities : design manual., 
78-4511 


Electrician’s mate 3 & 2, 


electrician., 78- 


Design manual : administrative facilities., 
78-4511 


Inspection of shore facilities., 78-228 


Maintenance management of shore facili- 
ties., 78-4510 


Review of Navy research, development, 
test, and evaluation management and 
support funding for facilities and in- 
stallations : Department of the Navy : 
report to the Subcommittee on 
Research and Development, Commit- 
tee on Armed Services, United States 
Senate /, 78-1847 

United States. Navy — Facilities — 
Periodicals. 
Navy civil engineer., 78-3071 

United States. Navy — Finance. 

Disbursing clerk 1 & C., 78-4502 

Financial management in the Navy., 78- 
15119 

United States. Navy — Fuel. 

Continuing need to establish uniform 
guidelines for controlling and account- 
ing for ground vehicle fuels : Depart- 
ment of Defense., 78-13339 

Fundamentals of petroleum., 78-1543, 
78-15120 

United States. Navy — Gunners. 
Gunner’s mate M 3 & 2., 78-15117 


78-1537 


United States. Navy — Handbooks, manuals, 
etc. 
Aviation support equipment technician 
M3 &2., 78-4500 


Basic military requirements., 


Gunner’s mate T 3 & 2., 


78-1539 


Do not order from index; see indicated entry 





Constructionman., 78-25313 


Manual of Navy enlisted manpower and 
personnel classifications and occupa- 
tional standards., 78-10823, 78- 
10824, 78-10825, 78-10827, 78- 
10828, 78-10829 

United States. Navy — History. 

Naval orientation., 78-4506 


Professors of war : the Naval War Col- 
lege and the development of the naval 
profession /, 78-225 


United States. Navy — Inventory control. 
Submarine supply support costs can be 
greatly reduced without impairing 
readiness : Department of the Navy : 
report to the Congress /, 78-4756 
United States. Navy. Medical Dept. — 
Periodicals. 


U.S. Navy medicine., 78-3058 


United States. Navy — Messes. 
Design manual troop housing., 78- 
4512 
Troop housing 
4512 


design manual., 78- 


United States. Navy — Messes — Vocational 
guidance. 
Mess management specialist 1 & C., 
78-12761 


United States. Navy — Metalsmiths. 
Steelworker 3 & 2., 78-4505 


United States. Navy — Military construction 
operations. 


Architecture., 78-12764 


Constructionman., 78-25313 


Design manual 


12764 
United States. Navy — Military construction 
operations — Periodicals. 
Navy civil engineer., 78-3071 


United States. Navy — Officers — 
Classification. 
Major code structures., 


architecture., 78- 


78-25316 


Manual of Navy officer manpower and 
personnel classifications., 78-25316, 
78-25317 


The officer data card., 78-25317 


United States. Navy — Officers — Registers. 
Register of commissioned and warrant 
officers of the United States Navy and 


reserve officers on active duty., 78- 
15122 


United States. Navy — Officers’ handbooks. 
Naval orientation., 78-4506 


78-1544 


United States. Navy — Officials and 
employees — Appointment, qualifications, 
tenure, etc. 

Upward mobility using job restructuring : 
Department of the Navy., 78-13244 


The weapons officer., 





United States. Navy — Ordnance and 
ordnance stores. 
Gunner’s mate M 3 & 2.,  78-15117 
Gunner’s mate T 3 & 2., 78-1537 
Why improved Navy planning and lo- 
gistic support for the Mark-48 torpedo 


are essential : report to the Congress /, 
78-1817 


United States. Navy. Pacific Fleet — 

Management. 

Need for improved headquarters person- 
nel accounting, Navy Pacific Fleet : 
Department of the Navy : report to the 
Senate Committee on Appropriations 
/, 78-1748 


Pacific Fleet Headquarters efficiency can 
be improved through consolidations : 
Department of the Navy : report to the 
Senate and House Committees on Ap- 
propriations /, 78-1750 


United States. Navy — Periodicals. 
All hands., 78-3061 


United States. Navy — Personnel 
management. 
Bureau of Naval Personnel manual., 78- 
3066 


Changes in navy ship overhaul practices 
could improve fleet capability and 
crew effectiveness Department of 
Defense, Department of the Navy., 
78-13253 


Link; enlisted personnel distribution bul- 
letin., 78-3069 


Manual of Navy enlisted manpower and 
personnel classifications and occupa- 
tional standards., 78-10823, 78- 
10824, 78-10825, 78-10826, 78- 
10827, 78-10828, 78-10829 


Navy counselor | & C training course., 
78-8725 


Personnelman 1 & C., 78-1540 


Single subject training manual IV (Rights 
and benefits) of Navy counselor 1 & C 


training course /, 78-8725 


subject training manual V 
(recruiting and retention programs) of 
Navy counselor | & C training course 
/, 78-4501 


United States. Navy — Petty officers. 
Military requirements for petty officer 3 
& 2., 78-4504 
United States. Navy — Petty officers’ 
handbooks. 


Military requirements for PO | & C., 
78-1541 


Single 


United States. Navy — Procurement. 
Comparison of the shipboard _ inter- 
mediate range combat system with the 
acquisition plan recommended by the 
Commission on Government Procure- 
ment : Department of Defense : report 
to the Congress /, 78-1864 





December 1978 


Contracting for Navy ship repairs and 
overhaul—need for change : Depart- 
ment of Defense, Department of the 
Navy : report to the Congress /, 78- 
1863 

Economics of defense procurement 
shipbuilding claims : hearings before 
the Subcommittee on Priorities and 
Economy in Government of the Joint 
Economic Committee, Congress of the 
United States, Ninety-fourth Congress, 
second session, and Ninety-fifth Con- 
gress, first session ..., 78-26762 

Evaluation of the Navy air 
fighter source selection 
Comptroller General 
States., 78-1848 


Is production of the CH-53E helicopter 
warranted? : report to the Congress /, 
78-15365 


Navy procurement directives., 78-3048 


Should the Navy reverse McDonnell 
Douglas Corporation’s award of the F- 
18 ejection seat contract? 
the Congress /, 78-1880 


United States. Navy — Procurement — 
Statistics. 
Survey of procurement statistics., 78- 
3049 


United States. Navy — Public relations. 
Public affairs regulations., 78-12755 
United States. Navy — Public relations — 
Periodicals. 
Direction; the Navy 
monthly., 78-3050 


United States. Navy — Radiomen. 
Radioman 3 & 2., 78-25315 


United States. Navy — Registers. 

Register of commissioned and warrant 
officers of the United States Navy and 
reserve officers on active duty., 78- 
12762 


combat 
: report of the 
of the United 


: report to 


public affairs 


Register of Navy officers on active duty, 
78-12762 
United States. Navy. Reserve Officers’ 
Training Corps. 
Reserve Officer Training Corps 
management deficiencies still to be 
corrected : Department of Defense : 
report to the Congress /, 78-4655 
United States. Navy — Safety measures — 
Periodicals. 
Lifeline, 78-3060 


Navy lifeline., 78-3060 


United States. Navy — Search and rescue 
operations. 
Aircrew survival equipmentman | & C., 
78-1535 


United States. Navy — Supplies and stores. 
Index of specifications and standards., 
78-3010 


Do not order from index; see indicated entry 





Retail management : a guide to effective 
control of the retail function., 78- 
25311 


Storekeeper 1 & C., 78-20367 


Submarine supply support costs can be 
greatly reduced without impairing 
readiness : Department of the Navy : 
report to the Congress /, 78-4756 

United States. Navy — Supplies and stores 

— Periodicals. 

Naval research logistics quarterly., 78- 
3075 


United States. Navy. Supply Corps. 
Newsletter - Navy Supply Corps., 78- 
3078 
United States. Navy — Tradevmen. 
Tradevman 1 & C., 78-1542 


United States. Navy — Transport service — 
Periodicals. 
Sealift; magazine of the Military Sealift 
Command., 78-3080 
United States. Navy — Vocational guidance. 
Manual of Navy enlisted manpower and 
personnel classifications and occupa- 
tional standards., 78-10823, 78- 
10824, 78-10825, 78-10826, 78- 
10827, 78-10828, 78-10829 


The Navy adventure : the Navy’s new 
career training programs., 78-25310 
United States. Navy — Vocational guidance 
— Study and teaching. 
Navy counselor | & C training course., 
78-25314 


Single subject training manual I (Navy 
counseling) of Navy counselor 1 & C 
training course., 78-25314 


United States. Navy — Weapons systems. 
Comparison of the shipboard  inter- 
mediate range combat system with the 
acquisition plan recommended by the 
Commission on Government Procure- 
ment : Department of Defense : report 
to the Congress /, 78-1864 


The intermediate ship main- 
tenance program can be improved : re- 
port to the Congress /, 78-353 

Status of the Trident submarine and mis- 
sile programs Department of the 


Navy : report to the Congress /, 78- 
1860 


Navy's 


The weapons officer., 78-1544 


United States. Navy — Weapons systems — 

Costs. 

The Navy’s TRIDENT fleet : some suc- 
cess but several major problems : re- 
port /, 78-17357 

United States. Navy Dept. 

Financial management in the Navy., 78- 
1S119 

The Navy's multimission carrier airwing : 
can the mission be accomplished with 


Page 1-2565 





fewer resources? : 
gress /, 78-4768 


Pilot plant production of frozen entree 
items for the Navy /, 78-8720 


Shipbuilders’ claims - problems and solu- 
tions : Department of the Navy : re- 
port to the Congress /, 78-6971 


78-23175 


U.S. Navy surface effect ships program., 
78-23175 


United States. Navy Dept. — Appointments, 
promotions, salaries, etc. 

Nomination of William J. Perry, Harold 
W. Chase, and George A. Peapples : 
hearing before the Committee on 
Armed Services, United States Senate, 
Ninety-fifth Congress, first session ... 
November 1, 1977., 78-22400 


United States. Navy Dept. — Officials and 
employees. 
Advisor; Office of Civilian Personnel, 
Navy., 78-3057 


United States. Navy Dept. — Rules and 
practice. 
Code of Federal regulations., 


78-11145 


United States. Navy International Logistics 

Control Office. 

Impact of base closings on small business 
: hearings before the Subcommittee on 
SBA and SBIC Authority and General 
Small Business Problems of the Com- 
mittee on Small Business, House of 
Representatives, Ninety-fifth Congress, 
first session, Bayonne, N.J., April 13, 
1977., 78-1136 


United States. North Central Forest 
Experiment Station, St. Paul. 
Research at North Central Forest Experi- 
ment Station : what, where, & who., 
78-14740 


United States. Northeast Corridor 
Improvement Project. 
Two-year report on the Northeast Cor- 
ridor., 78-18515 
United States. Northeast Corridor 
Transportation Project — Finance. 
Financial analysis of the Northeast Cor- 
ridor Development Project /, 78- 
14096 


report to the Con- 


Surface effect ships program., 


78-11145 


National defense, 


United States. Northwest Federal Regional 
Council. 
End of year report - Northwest Federal 
Regional Council., 78-14254 
78-14255 


United States. Nuclear Regulatory 
Commission. 
Annual report - U.S. Nuclear Regulatory 
Commission., 78-24494 


Capital cost : low and high sulfur coal 
plants—800 MWe /, 78-5476 


Work plan., 


Page 1- 2566 





Subject Index 


Current 
3884 


events. Power reactors., 78- 


Development of interagency relationship 
in the regulation of nuclear materials 
and facilities Nuclear Regulatory 
Commission, Energy Research and 
Development Administration : report 
to the Senate Committee on Govern- 
ment Operations /, 78-1894 


Final addendum to the final environmen- 
tal statement by the U.S. Nuclear 
Regulatory Commission related to the 
operation of Palisades Nuclear 
Generating Plant by Consumers Power 
Company, docket no. 50-255., 78- 
18893 


News releases - United States Nuclear 
Regulatory Commission., 78-3882 


NRC and ERDA nuclear “MUF” data : 
hearing before the Subcommittee on 
Energy and Power of the Committee 
on Interstate and Foreign Commerce, 
House of Representatives, Ninety-fifth 
Congress, first session August 8, 
1977., 78-16240 


NRC inspection alternatives 
port /, 78-16141 


NRC program for the resolution of 
generic issues related to nuclear power 
plants : (includes plans for the resolu- 
tion of ‘Unresolved Safety Issues” pur- 
suant to section 210 of the Energy 
reorganization act of 1974, as 
amended) : report to Congress January 
1, 1978., 78-12009 

NRC task force report on review of the 
Federal/State program for regulation 
of Commerical low-level radioactive 
waste burial grounds analysis of 
public comments., 78-2200 


NRC testimony before the Subcommittee 
on Nuclear Regulation of the Commit- 
tee on Environment and Public Works, 
United States Senate., 78-934 


Commission _ is- 


: a study re- 


Nuclear Regulatory 
suances., 78-18924 


Nuclear Regulatory Commission _ is- 
suances; opinions and decisions of the 
Nuclear Regulatory Commission with 
selected orders., 78-18923, 78- 
18925 


Observations on the reactor safety study 


:areport/, 78-12132 


78-3884 

78-12132 

Review of the Commission program for 
standardization of nuclear power 
plants and recommendations to im- 


prove standardization concepts., 78- 
18912 


Power reactors, 


Reactor safety study., 


Security at nuclear powerplants 
inadequate 


: at best, 
: Nuclear Regulatory Com- 


Do not order from index; see indicated entry 





mission : 
78-1712 


A study of the Nuclear Regulatory Com- 
mission quality assurance program /, 
78-22330 

United States Nuclear Regulatory Com- 
mission rules and regulations., 78- 
3881 


United States. Nuclear Regulatory 
Commission — Appropriations and 
expenditures. 

An act to authorize appropriations for 
Nuclear Regulatory Commission for 
the fiscal year 1978 and for other pur- 
poses., 78-8458 


Authorizing appropriations to the 
Nuclear Regulatory Commission in ac- 
cordance with section 261 of the 
Atomic energy act of 1954, as 
amended, and section 305 of the Ener- 
gy reorganization act of 1974, as 
amended, and for other purposes : re- 
port together with additional views to 
accompany H.R. 12355., 78-19308 


Nuclear Regulatory Commission ap- 
propriations for fiscal year 1978 
hearings before the Subcommittee on 
Energy and the Environment of the 
Committee on Interior and Insular Af- 
fairs, House of Representatives, 
Ninety-fifth Congress, first session, on 
H.R. 3455 ... February 17 and 18 and 
March 8, 1977., 78-5608 


Nuclear Regulatory Commission ap- 
propriations for fiscal year 1979 
hearings before the Subcommittee on 
Energy and the Environment of the 
Committee on Interior and Insular Af- 
fairs, House of Representatives, 
Ninety-fifth Congress, second session, 
on H.R. 10785 ... and H.R. 10786 ... 
February 6, 9, and 15, 1978., 78- 
26816 


report to the Congress /, 


Nuclear Regulatory Commission 


authorization., 78-19308 


Nuclear Regulatory Commission 
authorization for appropriations for 
fiscal year 1978 : conference report to 
accompany S. 1131., 78-2337 


Nuclear Regulatory Commission 
authorizations : report of the Commit- 
tee on Environment and Public Works, 
United States Senate, to accompany S. 
2584., 78-19474 


Nuclear Regulatory Commission 
authorizations and related regulatory 
issues : hearings before the Subcom- 
mittee on Energy and Power of the 
Committee on Interstate and Foreign 
Commerce, House of Representatives, 
Ninety-fifth Congress, first session, on 
H.R. 5186 and S. 266 ... April 29 and 
May 2, 1977., 78-14354 





United States Nuclear Regulatory 
Commission — Bibliography. 
U.S. Nuclear Regulatory Commission 
publications., 78-3888 


United States. Nuclear Regulatory 
Commission — Bibliography — Catalogs. 
Indexes to Commission issuances : Oc- 

tober 8, 1956 through January 18, 
1975., 78-18918 


United States. Nuclear Regulatory 
Commission — Directories — Telephone. 
Telephone directory - United States 

Nuclear Regulatory Commission., 78- 
24506 


United States. Nuclear Regulatory 
Commission. Material Control and 
Material Accounting Task Force. 

Report of the Material Control and 
Material Accounting Task Force., 78- 
18920 


Report of the Material Control 
Material Accounting Task Force : 
ecutive summary., 78-18919 


United States. Occupational Safety and 
Health Administration. 
Construction standards and_ interpreta- 
tions, 78-3551, 78-24170 


Failure to meet commitments made in 
the Occupational safety and health act 
: tenth report /, 78-5775 


General industry standards 


terpretations, 78-3549, 
78-24169 


Impact of OSHA on Small Business : 
hearings before the Subcommittee on 
Energy, Environment, Safety, and 
Research of the Committee on Small 
Business, House of Representatives, 
Ninety-fifth Congress, first session ..., 
78-1140 


and _in- 
78-21746, 


Impact of the administration of the Oc- 
cupational safety and health act on 
small business : report of the Subcom- 
mittee on Energy, Environment, 
Safety, and Research of the Committee 
on Small Business., 78-2333 


Introduction to OSHA’s health program., 
78-15728 


Maritime standards, 


78-3550 


Occupational health and environmental 
control., 78-15728 


Occupational safety and health., 78- 
3549, 78-3550, 78-3551, 78-3552, 
78-3553, 78-21746, 78-24169, 78- 
24170 


Occupational safety and health act., 78- 
19093 


Oversight hearings on the Occupational 
safety and health act : hearings before 
the Subcommittee on Compensation, 
Health and Safety of the Committee 
on Education and Labor, House of 





December 1978 


Representatives, Ninety-fifth Congress, 
first session ..., 78-19093 


Performance of the Occupational Safety 
and Health Administration : hearings 
before a subcommittee of the Commit- 
tee on Government Operations, House 
of Representatives, Ninety-fifth Con- 
gress, first session, April 27 and 28, 
1977., 78-1045 


Principles and practices of occupational 
safety and health : booklet 4, lesson 
health and environmental control., 
78-15728 


United States. Occupational Safety and 
Health Administration — Bibliography. 
OSHA publications & training materials., 

78-717 


United States. Occupational Safety and 
Health Administration — Handbooks, 
manuals, etc. 

OSHA closing guide., 78-26274 

United States. Occupational Safety and 
Health Review Commission — 
Appointments, promotions, salaries, etc. 
Nomination : hearing before the Com- 

mittee on Human Resources, United 
States Senate, Ninety-fifth Congress, 
first session ... September 27, 1977., 
78-5589 


United States. Occupational Safety and 
Health Review Commission — 
Handbooks, manuals, etc. 

A guide to procedures of the Occupa- 
tional Safety and Health Review Com- 
mission., 78-26275 

*United States — Occupations. 

Employer record clerk., 78-22854 


An evaluation of 1970 census occupa- 
tional classification the postcensal 
manpower survey census match 
study., 78-14853 


A guide to environment-related jobs with 
Federal agencies., 78-8660 

Occupational information systems grants 
program : substance and guidelines., 
78-26286 

Occupational outlook for college gradu- 
ates., 78-24123 


Occupational 
8902, 


outlook handbook., 78- 
78-8903 


1970 census of population and housing : 
evaluation and research program : the 
employer record check., 78-22854 

*United States — Occupations — 

Classification. 

Dictionary of occupational titles., 78- 
11657 

United States — Occupations — Periodicals. 

Occupational outlook quarterly, 78- 

3541 


OOQ, occupational outlook quarterly., 
78-3541 


Do not order from index; see indicated entry 





*United States — Occupations — 
Terminology. 
Dictionary of occupational titles., 78- 
11657 


United States. Ocean Affairs Advisory 
Committee. 
Annual report - Ocean Affairs Advisory 
Committee., 78-26456 


United States. Office of Alcohol and Drug 
Abuse Education. 
Alcohol and drug abuse _ education 
amendments of 1978 : report to ac- 
company S. 2915., 78-19452 


United States. Office of Drug Abuse Policy 

— Officials and employees. 

Nominations : hearing before the Com- 
mittee on Human Resources, United 
States Senate, Ninety-fifth Congress, 
first session May 13, 1977., 78- 
1055 

United States. Office of Economic 

Opportunity. 

Office of Economic Opportunity 
research, demonstration, and evalua- 
tion activities : fiscal year 1973., 78- 
7546 

United States. Office of Education. 

Collection efforts not keeping pace with 
growing number of defaulted student 
loans : Office of Education, Depart- 
ment of Health, Education, and Wel- 
fare., 78-6895 


The energy agenda of the U.S. Office of 
Education /, 78-11171 


Guide to OE-administered programs., 
78-17434 


Guide to OE programs, 78-17434 


The National direct student loan pro- 
gram requires more attention by the 
Office of Education and participating 
institutions : Office of Education, De- 
partment of Health, Education, 
Welfare., 78-13302 


Office of Education’s basic grant pro- 
gram can be improved : report to the 
Congress /, 78-4708 


and 


Problems and needed improvements in 
evaluating Office of Education pro- 
grams : Office of Education, Depart- 
ment of Health, Education, and Wel- 
fare : report to the Congress /, 78- 
1794 

United States. Office of Education — 

Addresses, essays, lectures. 

Remarks /, 78-13445 

United States. Office of Education — 
Appropriations and expenditures. 
Supplemental appropriation : communi- 


cation from the President of the 
United States ...,  78-10081 
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United States. Office of Education — Data 
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History of contract awarded to develop a 
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fice of Education, Department of 
Health, Education, and Welfare : re- 
port of the Comptroller General of the 
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United States. Office of Education. 


Educational Materials Review Center. 
Education briefing paper., 78-11185 


Educational Materials Review Center 
(EDMARC), 78-11185 


A first and only treasure /, 78-17422 


United States. Office of Education — Rules 
and practice. 
Code of Federal regulations., 


78-21097 


United States. Office of Electric and Hybrid 

Vehicle Systems. 

Annual report to Congress on the imple- 
mentation of Public Law 94-413, the 
Electric & hybrid vehicle research, 
development & demonstration act of 
1976., 78-23264 


United States. Office of Federal Coordinator 
for Meteorological Services and 
Supporting Research. 

The federal plan for meteorological ser- 
vices and supporting research., 78- 
19859 

United States. Office of Federal 
Procurement Policy. 

Oversight on Office of Federal Procure- 
ment Policy, 1975 : hearing before the 
Subcommittee on Federal Spending 
Practices, Efficiency, and Open 
Government of the Committee on 
Government Operations, United States 
Senate, Ninety-fourth Congress, first 
session, April 21, 1975., 78-8286 

United States. Office of Health Resources 
Opportunity. 

Agent for the disadvantaged, 

Annual report - Office 
Resources Opportunity., 

United States. Office of Human 
Development. 

Office of Human Development reor- 
ganization, 1977 : hearing before the 
Subcommittee on the Handicapped of 
the Committee on Human Resources, 
United States Senate, Ninety-fifth Con- 
gress, first session ... September 20, 
1977., 78-14340 

Reorganization of the Office of Human 
Development hearings before the 
Subcommittee on Select Education of 


78-21097 
Public welfare, 
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78-17697 
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the Committee on Education and 
Labor, House of Representatives, 
Ninety-fifth Congress, first session ... 
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United States. Office of Human 
Development Services — Bibliography. 
Publications of the Office of Human 

Development Services : with an appen- 
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United States. Office of Interstate Land 

Sales Registration. 

Oversight of the Interstate land sale full 
disclosure act : hearings before the 
Subcommittee on General Oversight 
and Renegotiation of the Committee 
on Banking, Finance, and Urban Af- 
fairs, House of Representatives, 
Ninety-fifth Congress, second session, 
on H.R. 10999 ... April 11, 12, and 13, 
1978., 78-22404 


United States. Office of Management and 
Budget. 
Better evaluations needed to weed out 
useless Federal advisory committees : 
report to the Congress /, 78-4675 


Centralized direction needed for calibra- 
tion program : Office of Management 
and Budget., 78-13345 


Compilation of recommendations to the 
Office of Management and Budget for 
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United States. Office of Management and 
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Nomination of James T. McIntyre, Jr. : 
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Governmental Affairs, United States 
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session, On nomination of James T. 
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of Management and Budget., 78- 
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Nomination of James T. Mcintyre, Jr. to 
be Director of the Office of Manage- 
ment and Budget : report., 78-11959 


United States. Office of Management and 
Budget — Rules and practice. 


Code of Federal regulations., 78-7028 


78-7028 
United States. Office of Minority Business 

Enterprise. 

The Office of Minority Business Enter- 
prise could do more to start and main- 
tain minority businesses : report to the 
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United States. Office of Minority Business 

Enterprise — Rules and practice. 

A guide to OMBE., 78-14839 
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Contract research & technology pro- 
gram., 78-23183 


United States. Office of Nuclear Reactor 
Regulation. 
North Anna Power Station, Units 1 and 
2., 78-8186 


Safety evaluation report related to con- 
struction of Pebble Springs Nuclear 
Plant, Units 1 and 2, Portland General 
Electric Company, supplement no. 4, 
docket nos. 50-514, 50-515., 78- 
18873 


Safety evaulation report by the Office of 
Nuclear Reactor Regulation, U.S. 
Nuclear Regulatory Commission, in 
the matter of Tennessee Valley 
Authority, Yellow Creek Nuclear Plant 
Units 1 and 2, Docket nos. STN 50- 
566 and STN 50-567., 78-5478 


Supplement no. 4 to the safety regulation 
report by the Office of Nuclear Reac- 
tor Regulation, U.S. Nuclear Regulato- 
ry Commission, in the matter of Port- 
land General Electric Company, Peb- 
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2, Docket nos. 50-514 and 50-515., 
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tion report by the Office of Nuclear 
Reactor Regulation, U.S. Nuclear 
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and 50-339., 78-8186 
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Annual report of contract research for 
the Metallurgy and Materials Research 
Branch, Division of Reactor Safety 
Research, fiscal year 1977., 78-18894 


United States. Office of Rail Public Counsel 

— Appropriations and expenditures. 

An act to amend the Interstate com- 
merce act to authorize appropriations 
for the Office of Rail Public Counsel 
for fiscal year 1978., 78-10263 


Authorization for the Office of Rail 
Public Counsel : hearing before the 
Subcommittee on Surface Transporta- 
tion of the Committee on Commerce, 
Science, and Transportation, United 
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second session ... March 9, 1978., 
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Authorizing appropriations for the Office 
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Annual report of the Office of Revenue 

Sharing., 78-14031 
United States. Office of Solid Waste 

Management Programs. 

Activities of the Office of Solid Waste 
Management Programs., 78-17084 


United States. Office of Surface Mining, 
Reclamation, and Enforcement. 
Implementation of the Surface mining 

control and reclamation act of 1977 : 
oversight hearings before the Subcom- 
mittee on Energy and the Environment 
of the Committee on Interior and Insu- 
lar Affairs, House of Representatives, 
Ninety-fifth Congress, second session 

January 19 and 20, 1978., 78- 
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United States. Office of Surface Mining, 
Reclamation, and Enforcement — 
Appointments, promotions, salaries, etc. 
Interior nomination : hearing before the 

Committee on Energy and Natural 
Resources, United States Senate, 
Ninety-fifth Congress, first session, on 
the nomination of Walter N. Heine to 
be Director of the Office of Surface 
Mining, Reclamation, and _ Enforce- 
ment, October 31, 1977., 78-9937 

United States. Office of 
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How does the U. S. Department of Com- 
merce assist U. S. 
markets, 78-107 


firms in overseas 


Progress report - Office of Telecommuni- 

cations., 78-12456 
United States. Office of Telecommunications 

Policy. 

Office of Telecommunications Policy’s 
contract for a publication on intercept- 
ing electronic communications 
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: report 


United States. Office of Telecom munications 
Policy — Rules and practice. 
Code of Federal regulations., 78-21102 

78-21102 


United States. Office of the Federal 

Register. 
The Federal register 
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: what it is and how 

: a guide for the user of the 
Federal register — code of Federal 
regulations system., 78-378 

Guide for the user of the Federal re- 
gister., 78-378 

Regulations, part 40 : farm labor con- 
tractor registration, subpart A-registra- 
tion : subpart  B-administrative 
proceedings : title 29 of the Code of 
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requirements and administrative 
proceedings including assessment, 
notice, and collection of civil money 
penalties for violations., 78-24178 
United States. Office of the Federal Register 
— Indexes. 


CFR index and finding aids, 78-17382 


78-17382 


United States. Office of the Federal Register 
— Rules and practice. 
Code of Federal regulations., 


Code of Federal regulations, 


78-23690 


General provisions, 78-23690 


United States. Office of Water Research and 

Technology. 

Water research and development act of 
1978 : report to accompany S. 2704., 
78-19464 

United States — Officials and employees. 

An act to amend title 5, United States 
Code, to provide for the application of 
local withholding taxes to Federal em- 
ployees who are residents of such lo- 
cality., 78-27037 

Chartbook for use in UCFE training 
seminars., 78-26295 

Coverage of Federal employees within 
the social security system., 78-10125 

Education for public management; an in- 
teragency long-term training program 
coordinated by the U.S. Civil Service 
Commission., 78-16893, 78-16894 


Employment of mentally retarded per- 


sons in the 
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Federal service., 78- 

Estimates of Federal employees available 
time for work distort 
requirements : report /, 


work force 

78-13262 

Extent of use and application of fitness- 
for-duty examinations by Federal agen- 
cies : Civil Service Commission : re- 
port of the Comptroller General of the 
United States., 78-4662 

Federal employee withholding of local 
taxes report to accompany H.R. 
8342., 78-5731, 78-24910 

Federal employment of noncitizens., 
78-10624 


Federal personnel manual system., 78- 
2959, 78-2962 

The Government employees training act 
of 1958 : a progress report., 78-6929 

Improprieties in time and attendance 
practices at medical facilities : Bureau 
of Prisons, Public Health Service : re- 
port of the Comptroller General of the 
United States.,, 78-13229 

Legislative review of the Committee on 
Post Office and Civil Service, House of 
Representatives., 78-24642 
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personnel management, 78-2959 

National emergency standby regulations, 
78-2962 

No cafeteria for Federal employees at 
Waterside Mall : General Services Ad- 
ministration report of the Comp- 
troller General of the United S tates., 
78-4764 

Nomination of Alonzo Lowry Mclonald, 
Jr. : hearing before the Committee on 
Finance, United States Senate, !Ninety- 
fifth Congress, first session 
2, 1977., 78-5560 


August 


Nominations : hearings before the Com- 
mittee on Environment and Public 
Works, United States Senate, Ninety- 
fifth Congress, first session ..., 78- 
12162 

Nominations —June-August : hearings be- 
fore the Committee on Commerce, 
Science, and Transportation, United 
States Senate, Ninety-fifth Congress, 
first session ..., 78-994 

Nominations, April-May : hearings be- 
fore the Committee on Commerce, 
Science, and Transportation, United 
States Senate, Ninety-fifth Congress, 
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hearings before the Committee on 
Commerce, Science, and Transporta- 
tion, United States Senate, Ninety-fifth 
Congress, first session ..., 78-19066 

Nominations of Evelyn T. Davidson, 
Shallie M. Bey, Jr., and Manual A. 
Sanchez, Jr. : hearing before the Com- 
mittee on Banking, Housing and Urban 
Affairs, United States Senate, Ninety- 
fifth Congress, second session 
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Nominations of Federal cochairmen to 
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Nominations of Robert H. Mundheim, 
Azie Taylor Morton, Charles F. C. 
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United States Senate, Ninety-fifth Con- 
gress, first session ... July 26, 1977., 
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On the Federal labor relations program., 
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Part-time employment and flexible work 
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and Civil Service, House of Represen- 
tattives, Ninety-fifth Congress, first ses- 
sion, on H.R. 1627, H.R. 2732, and 
H.R. 2930 ...., 78-5633 


Plain talk about employee incentives : a 
naanager’s guide to the Federal incen- 
tive awards program., 78-8658 

Principal executive branch officials of 
tthe administration of Jimmy Carter : 
supplement 3 to 1976/77 United States 
Government Manual., 78-1911 


Problems in the federal employee equal 
employment opportunity program need 
to be resolved U.S. Civil Service 
Commission and other federal agencies 
: report to the Congress /, 78-1746 


Social security financing amendments of 
1977 : report of the Committee on 
Ways and Means, House of Represen- 
tatives, together with individual views, 
dissenting views, minority views, and 
additional minority views to accom- 
pany H.R. 9346., 78-10125 


Standardized Federal regions : little ef- 
fect on agency management of person- 
nel : Office of Management and 
Budget, General Services Administra- 
tion : report of the Comptroller 
General of the United States., 78- 
13248 


Unemployment compensation for Federal 
employees UCFE instructions for 
Federal agencies., 78-15738 


Unemployment compensation for Federal 
employees UCFE : a chartbook for use 
in UCFE training seminars., 78- 
26295 


Working for the USA., 78-14945 


United States — Officials and employees — 

Accidents — Statistics. 

Occupational safety and health statistics 
of the Federal Government., 78- 
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United States — Officials and employees — 

Appointment, qualifications, tenure, etc. 

Administration requests for executive 
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Subcommittee on Employee Ethics and 
Utilization of the Committee on Post 
Office and Civil Service, House of 
Representatives, Ninety-fifth Congress, 
second session, May 9 and 11, 1978., 
78-24645 
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78-175 
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ployment, 78-2953, 78-23017 

Development of qualification standards, 
78-2940 

Displaced 
14948 

Employment under the executive assign- 
ment system, 78-2944 

Evaluation of employees for promotion 
and internal placement, 78-2946, 
78-25091 
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employee  program., 78- 


78-24645 


Executive resources management, 78- 
25090 


Federal personnel manual., 
78-6349 


Federal personnel manual system., 78- 
2940, 78-2944, 78-2946, 78-2953, 
78-23017, 78-25090, 78-25091 


Medical records librarian : opportunities 
in the Federal government GS-5/12., 
78-10622 


On the displaced employee program., 
78-179 


On the Federal merit promotion policy., 
78-6355 


On the intergovernmental mobility pro- 
gram., 78-6359 


Position-classification standards for white 
collar positions under the general 
schedule., 78-2938 


Problems with Federal equal employment 
opportunity guidelines on employee 
selection procedures need to be 
resolved : report to the Congress /, 
78-13249 

Qualification standards for white collar 
positions under the general schedule., 
78-2964 

The skills survey : what it is and how it 
works., 78-16897 


Some general information about Federal 
jobs : first, see US., 78-1497 


Upward mobility in DSA., 78-15036 


78-2939, 


United States — Officials and employees — 
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Right to representation : hearing before 
the Subcomittee on Civil Service of 
the Committee on Post Office and 
Civil Service, House of Representa- 
tives, Ninety-fifth Congress, first ses- 
sion, on H.R. 3793 ... July 21, 1977., 
78-1107 
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78-25092 





Directory of Federal occupational health 
facilities., 78-4269 


Federal health programs : a report of the 
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78-936 


Federal personnel manual system., 78- 
2955, 78-25092 


Job safety and health at Federal agen- 
cies., 78-26273 
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United States — Officials and employees — 
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pational Health Program., 78-2976 
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system : report to accompany S. 1626., 
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Governmental Affairs, United States 
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On the political activity of Federal em- 
ployees., 78-177 


Political activities under the Comprehen- 


sive employment and training act., 
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An act to provide that the salaries of cer- 
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Governmental Affairs, United States 
Senate, Ninety-fifth Congress, second 
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Federal wage system, non-appropriated 
fund employees, 78-2950 
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9279., 78-19293 
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78-2961, 78-25095 


How salaries of large cities compare with 
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Office and Civil Service, House of 
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first session, on H.R. 3161 ... Sep- 
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78-10034 
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employed physicians and dentists., 
78-10035 


Report of the Subcommittee on Pre- 
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Cost of living allowance (Virgin Islands 
and Puerto Rico) : hearings before the 
Subcommittee on Compensation and 
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on Post Office and Civil Service, 
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Congress, second session, February 10 
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United States — Officials and employees — 
Salaries, allowances, etc. — Cost of living 
adjustments — Virgin Islands. 

Cost of living allowance (Virgin Islands 
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Subcommittee on Compensation and 
Employee Benefits of the Committee 
on Post Office and Civil Service, 
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Joint travel regulations., 
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the Committee on Government Opera- 
tions, House of Representatives /, 78- 
1751 
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Tax information for U.S. Government 


civilian employees stationed abroad., 
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Amending subchapter III of chapter 83 
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to accompany H.R. 4319., 78-24907 
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systems need reform : report /, 78- 
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Information for annuitants about the 
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Your retirement., 78-23086 


United States. Ozarks Regional Commission. 
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tinuous mining sections /, 78-659 


*Venture capital — United States. 

Capital formation : hearings before the 
Select Committee on Small Business, 
United States Senate, Ninety-fifth Con- 
gress, second session ..., 78-22556 


Minority enterprise venture capital act of 
1977 and Small business investment 
company development act of 1977 : 
hearing before the Select Committee 
on Small Business, United States 
Senate, Ninety-fifth Congress, first ses- 
sion, on S. 2156 and S. 2157 ... Oc- 
tober 3, 1977., 78-16298 


Small business investment company 
development act of 1977 : hearing be- 
fore the Select Committee on Small 
Business, United States Senate, Ninety- 
fifth Congress, second session, on S. 
2157 ... January 23, 1978., 78-19234 

*Venus (Planet) 

Pioneer Venus., 


letter., 


78-24208 


The planet Venus : one of a series of 
NASA facts about the exploration of 
Venus., 78-18149 


Venus (Planet) — Bibliography. 
Venus /, 78-9272 
Venus (Planet) — Observations. 
The voyage of Mariner 10 : mission to 
Venus and Mercury /, 78-21834 


Venus probes — Bibliography. 
Venus /, 78-9272 





Vermiculite. 


Vermiculite., 78-7327 


Vermiculite — Statistics. 
Preprint from the 1976 Bureau of Mines 
Minerals yearbook, 78-15587 
78-15587 
Vermiculite — United States. 
Vermiculite., 78-24037 
Vermont — Industries. 
County business patterns., 


Vermiculite., 


78-12500 


Vermont — Population — Statistics. 
Estimates of the population of Vermont 
counties: July 1, 1975 (revised) and 
1976 (provisional), 78-4086 
Federal-State cooperative program for 
population estimates., 78-4086 
Vermont — Statistics, Vital. 
State life tables, 78-4863 


U.S. decennial life tables., 
78-4863 


Vertebrates — California. 
Effects of off-road vehicles on 


tebrates in the California desert /, 
5070 


Vertebrates — California — Ecology. 

Effects of off-road vehicles on 
tebrates in the California desert /, 
5070 

*Vertebrates, Fossil. 

Fossil vertebrates in the United States : 
the next ten years : a report of the 
Society of Vertebrate Paleontology, 
Advisary Committee for Systematics 
Resources in Vertebrate Paleontology ; 
Wann Langston, Jr., Chairman ... [et 
al.] ...,  78-15794 

Vertical wind shear. 

Engineering and development program 

plan - wind shear., 78-5396 


78-4863 


Vermont, 


Investigation of wind conditions during 
early morning hours at Los Angeles In- 


ternational Airport /, 78-26619 


Piloted flight simulation study of low- 
level wind shear : phase 2 : all weather 
landing systems, engineering services 
support project, task 2 /, 78-5411 

A theoretical analysis of airplane longitu- 
dinal stability and control as affected 
by wind shear /, 78-18098 


Wind shear characterization /, 78-9706 


*Vertical wind shear — Bibliography. 
Wind shear : a literature search, analysis, 
and annotated bibliography /, 78- 
18712 


*Vertical wind shear — Mathematical 
models. 
Wind shear modeling for aircraft hazard 
definition /, 78-9707, 78-24395 





December 1978 


Vertical wind shear — Measurement. 
Mobile laser doppler system checkout 
and calibration /, 78-9708, 78- 
18741 
*Vertically rising aircraft. 
Flight investigation of a vertical-velocity 
command system for VTOL aircraft /, 
78-18092 


Vertically rising aircraft — Aerodynamics. 
Theoretical flow characteristics of inlets 
for tilting-nacelle VTOL aircraft /, 
78-26411 


Vertically rising aircraft — Handling 
characteristics. 

Parametric study of ascent performance 
of a vertically launched hydrogen- 
fueled single-stage reusable transport /, 
78-24233 


Study of the application of an implicit 
model-following flight controller to lift- 
fan VTOL aircraft /, 78-24232 
*Veterans — Education. 
Contributory plan of VA _ educational 
assistance., 78-20012 


1976 contributory plan for VA educa- 
tional assistance., 78-20012 


Veterans — Education — Finance. 
Improvements needed in VA’s education 
loan program : report /, 78-25787 


Veterans — Education — United States. 
Apprenticeship or other on-job training 
benefits for veterans with service since 
January 31, 1955., 78-8125 


Correspondence courses chapters 34 
and 35, Title 38, United States Code., 
78-894 


“G.I. bill” program of VA educational 
assistance., 78-20010 


GI bill improvement act of 1977 
hearings before the Subcommittee on 
Health and Readjustment of the Com- 
mittee on Veterans’ Affairs, United 
States Senate, Ninety-fifth Congress, 
first session, on S. 457 and related 
bills, June 24 and 29, 1977., 78- 
19240 


H.R. 2231 proposing accelerated entitle- 
ment and other changes in veterans 
education and training programs, H.R. 
8419 proposing tuition assistance, and 
related measures : hearings before the 
Subcommittee on Education § and 
Training of the Committee on 
Veterans’ Affairs, House of Represen- 
tatives, Ninety-fifth Congress, first ses- 
sion, September 15 and 16, 1977., 
78-8351 


Tutorial assistance for veterans, depen- 
dents and service personnel under the 
GI bill., 78-16073 


Veteran-student work-study program., 
78-9824 
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*Veterans — Education — United States — 

Costs. 

Further actions needed to resolve VA’s 
educational assistance overpayment 
problem : report /, 78-23648 

Veterans — Education — United States — 

Periodicals. 

Veterans 
3812 


Veterans — Education — United States — 
Statistics — Periodicals. 
Veterans benefits under current educa- 
tional programs., 78-24424 


*Veterans — Employment — Delaware — 

Wilmington. 

Followup report on services to veterans 
in Delaware under title VI of the Com- 
prehensive employment and training 
act : Department of Labor : report to 
the Senate Committee on Veterans’ 
Affairs /, 78-13294 


Veterans — Employment — United States. 
Conflicting Congressional policies - 
veterans’ preferences and apportion- 
ment vs. equal employment opportuni- 
ty : report to the Congress /, 78-1759 
Facts about veteran’s job rights., 78- 
26269 


education  newsletter., 78- 


On reemployment rights of Federal em- 
ployees who perform duty in the 
Armed Forces., 78-14949 


Oversight of veterans employment pro- 
grams : hearing before the Subcommit- 
tee on Health and Readjustment of the 
Committee on Veterans’ Affairs, 
United States Senate, Ninety-fifth Con- 
gress, first session, June 17, 1977., 
78-10036 


Preliminary report on the revitalization 
of the Federal contract compliance 
program., 78-718 


Reemployment rights., 78-24102 


Revitalization of the Federal 
compliance program., 78-718 


Trying to enlist? : reemployment rights., 
78-24102 


Veteran-student work-study program., 
78-9824 


Veterans’ employment programs 
hearings before the Subcommittee on 
Education and Training of the Com- 
mittee on Veterans’ Affairs, House of 
Representatives, Ninety-fifth Congress, 
second session ... April 5, and 6, May 
3, 1978., 78-26866 


Veterans’ employment 
ministered by the Department of 
Labor : hearings before the Subcom- 
mittee on Education and Training of 
the Committee on Veterans’ Affairs, 
House of Representatives, Ninety-fifth 
Congress, first session, April 27 and 
June 16, 1977., 78-10033 


contract 


programs ad- 
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Veterans for hire, good busines., 78- 
5128 


Veteran’s job rights., 78-26269 


Veterans — Laws and legislation — United 

States. 

An act to amend the act incorporating 
the American Legion so as to redefine 
eligibility for membership therein., 
78-27026 


An act to amend title 38 of the United 
States Code to increase the rates of 
disability and death pension and to in- 
crease the rates of dependency and in- 
demnity compensation for parents, and 
for other purposes., 78-8457 


An act to amend title 38 of the United 
States Code to provide an automobile 
assistance allowance and to provide 
automotive adaptive equipment to 
veterans of World Warl., 78-5861 


An act to amend title 38, United States 
Code, to increase the rates of voca- 
tional rehabilitation, educational 
assistance, and special training al- 
lowance paid to eligibile veterans 
78-8455 


Amending the act incorporating the 
American Legion so as to redefine 
eligibility for membership therein : re- 
port to accompany S. 2424., 78- 
24746 


American Legion : report to accompany 
S. 2424., 78-19404 


Disclosure of insurance policy informa- 
tion to veterans : hearings before the 
Subcommittee on Housing, Insurance, 
and Cemeteries of the Committee on 
Veterans’ Affairs, United States 
Senate, Ninety-fifth Congress, first ses- 
sion, on S. 718, June 28 and 30, 
1977., 78-8355 


Eligibility for veterans’ benefits pursuant 
to upgrading discharges of certain 
former service members : report to ac- 
company H.R. 8698., 78-1228 


Eliminating the requirement for inspec- 
tions of the mobile home manufactur- 
ing process by the Administrator of 
Veterans’ Affairs : report to accom- 
pany H.R. 4341., 78-1227 


GI bill improvement act of 1977 
hearings before the Subcommittee on 
Health and Readjustment of the Com- 
mittee on Veterans’ Affairs, United 
States Senate, Ninety-fifth Congress, 
first session, on §S. 457 and related 
bills, June 24 and 29, 1977., 78- 
19240 


eoeg 


GI bill improvement act of 1977 : report 
together with separate views of the 


Committee on Veterans’ Affairs, 
United States Senate, to accompany S. 
457., 78-1311, 78-5969 
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GI bill improvements act of 1977 : report 
to accompany H.R. 8701., 78-1234 


H.R. 2231 proposing accelerated entitle- 
ment and other changes in veterans 
education and training programs, H.R. 
8419 proposing tuition assistance, and 
related measures : hearings before the 
Subcommittee on Education and 
Training of the Committee on 
Veterans’ Affairs, House of Represen- 
tatives, Ninety-fifth Congress, first ses- 
sion, September 15 and 16, 1977., 
78-8351 


Increased aid and attendance allowance 
for severely disabled service-connected 
veterans who require constant medical 
attention : report to accompany H.R. 
11891., 78-26944 


Increased compensation for 
rated 40 percent disabled 
accompany H.R. 11888., 


veterans 
: report to 
78-26941 
Increased compensation for veterans who 
have suffered the loss, or loss of use, 
of paired extremities : report to ac- 
company H.R. 6501., 78-1192 


Increased rates of dependency and in- 
demnity compensation for needy 
parents : report to accompany H.R. 
11887., 78-26940 


Legislative calendar - Committee on 
Veterans’ Affairs, United States House 
of Representatives., 78-3943 


Legislative calendar - Committee on 
Veterans’ Affairs, United States 
Senate., 78-3944 


Providing an automobile assistance al- 
lowance and automotive adaptive 
equipment to veterans of World War I 
: report to accompany H.R. 6502., 
78-1193 


Providing dependency and _ indemnity 
compensation benefits for certain sur- 
vivors of service-connected veterans 
rated totally and permanently disabled 
at time of death : report to accompany 
H.R. 11890., 78-26943 


Recognition for purposes of VA benefits 
hearing before the Committee on 
Veterans’ Affairs, United States 
Senate, Ninety-fifth Congress, first ses- 
sion, on S. 247, S. 1414, S. 129, and 
related bills, May 25, 1977., 78- 
12185 


Research and statistics note., 78-8940 


Review of the non-service-connected 
pension program : hearings before the 
Subcommittee on Compensation, Pen- 
sion, and Insurance of the Committee 
on Veterans’ Affairs, 
Representatives, Ninety-fifth Congress, 
second session ... February 7, 8 and 9, 
1978., 78-24661 
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Supplement to compilation of veterans 
laws : 82d through 93d Congress /, 
78-9841 


Supplement to compilation of veterans 
laws, 94th Congress /, 78-11950 

Title 38—United States code 
benefits., 78-8350 


To increase the veterans’ burial al- 
lowance from $250 to $350 : report to 
accompany H.R. 12258., 78-26946 


To provide recognition to the Women’s 
Air Force Service Pilots for their ser- 
vice during World War II by deeming 
such service to have been active duty 
in the Armed Forces of the United 
States for purposes of laws ad- 
ministered by the Veterans Adminis- 
tration : hearing before a Select Sub- 
committee of the Committee on 
Veteran’s Affairs, House of Represen- 
tatives, Ninety-fifth Congress, first ses- 
sion ... September 20, 1977., 78- 
16300 


: Veterans’ 


Veterans Administration physician and 
dentist pay comparability act extension 
: report to accompany H.R. 8175., 
78-1233 

Veterans’ and survivors’ pension im- 
provement act : report of the Commit- 
tee on Veterans’ Affairs, United States 
Senate, to accompany S. 2384., 78- 
27071 


Veterans’ and survivors’ pension im- 
provement act of 1978 : report to ac- 
company H.R. 10173., 78-19333 


Veterans’ benefits., 78-8350 


Veterans’ benefits : [an act to deny entit- 
lement to veterans’ benefits to certain 
persons ...]., 78-2361 


Veterans’ disability compensation and 
survivor benefits act of 1977 : hearing 
before the Subcommittee on Compen- 
sation and Pension of the Committee 
on Veterans’ Affairs, United States 
Senate, Ninety-fifth Congress, first ses- 
sion, on S. 1703 and related bills, June 
21, 1977., 78-12188 


Veterans disability compensation and 
survivors benefits improvements act of 
1978 : report of the Committee on 
Veterans’ Affairs, United States 
Senate, to accompany S. 2828., 78- 
27078 


Veterans’ employment 
ministered by the Department of 
Labor : hearings before the Subcom- 
mittee on Education and Training of 
the Committee on Veterans’ Affairs, 
House of Representatives, Ninety-fifth 
Congress, first session, April 27 and 
June 16, 1977., 78-10033 


programs ad- 





Veterans’ health care amendments act of 
1977 : report of the Committee on 
Veterans’ Affairs, United States 
Senate, to accompany H.R. 5027 ..., 
78-1301 


Veterans health care amendments act or 
1977 : hearing before the Subcommit- 
tee on Health and Readjustment of the 
Committee on Veterans’ Affairs, 
United States Senate, Ninety-fifth Con- 
gress, first session, on S. 1693 and 
H.R. 6502, June 22, 1977., 78-10038 


Veterans’ housing benefits improvement 


act of 1978 : report to accompany 
H.R. 12028., 78-27079 


Veterans’ housing improvements act of 
1978 : report to accompany H.R. 
12028., 78-26949 


Veterans’ legislation enacted by the 94th 
Congress, 78-8940 


Veterans’ programs extension act of 
1978 : report of the Committee on 
Veterans’ Affairs, United States 
Senate, to accompany H.R. 5029., 
78-19457 


Veterans — Loans — United States. 

Hearings on the Veterans Administration 
housing programs : hearings before the 
Subcommittee on Housing of the Com- 
mittee on Veterans’ Affairs, House of 
Representatives, Ninety-fifth Congress, 


first session ... May 10, and June 14, 
15, 1977., 78-2303 


Improvements needed in VA’s education 
loan program : report /, 78-25787 

Lenders handbook : guaranty or in- 
surance of loans to veterans, GI loan 
programs., 78-893 


Pointers for the veteran homeowner : a 
guide for veterans whose home 
mortgage is guarenteed or insured 
under the GI bill., 78-16074 


Questions and answers on_ specially 
adapted housing for veterans., 78- 
8126 


Summary of benefits for veterans with 
military service before February 1, 
1955, and their dependents., 78- 
11937, 78-11938 


Veterans Administration education loans 


for veterans and dependents., 78- 
14215 


Veterans’ housing benefits improvement 
act of 1978 : report to accompany 
H.R. 12028., 78-27079 


Veterans’ housing improvements act of 


1978 : report to accompany H.R. 
12028., 78-26949 


Veterans — Medical care — North Carolina. 


Veterans Administration medical system 
in North Carolina : hearing before the 
Subcommittee on Medical Facilities 
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and Benefits of the Committtee on 
Veterans’ Affairs, House of Represen- 
tatives, Ninety-fifth Congress, first ses- 
sion, July 25, 1977., 78-1145 
*Veterans — Medical care — Philippine 

Islands. 

Veterans’ programs extension act of 
1978 : report of the Committee on 
Veterans’ Affairs, United States 
Senate, to accompany H.R. 5029., 
78-19457 

*Veterans — Medical care — Puerto Rico. 

Health care needs of veterans in Puerto 
Rico and the Virgin Islands should be 
assessed : report /, 78-21034 

Veterans — Medical care — United States. 

The aging veteran : present and future 

medical needs., 78-8122 


Annual meeting - Veterans Administra- 
tion, Voluntary Service National Ad- 
visory Committee., 78-24421 

Many cardiac catheterization laboratories 
underused in Veterans Administration 
hospitals : better planning and control 


needed : report to the Congress /, 78- 
4681 


National Academy of Sciences’ study en- 
titled “Health care for American 
veterans’ : hearing before the Sub- 
committee on Medical Facilities and 
Benefits of the Committee on 
Veterans’ Affairs, House of Represen- 
tatives, Ninety-fifth Congress, first ses- 
sion, July 19, 1977., 78-2301, 78- 
8352 


Psychology staffing and services in 
Veterans Administration hospitals and 
clinics., 78-16066 


Report of annual meeting - VA Volunta- 
ry Service National Advisory Commit- 
tee., 78-24420 


Report of the National Academy of 
Sciences “‘Health care for American 
veterans” : hearing before the Sub- 
committee on Medical Facilities and 
Benefits of the Committee’ on 
Veterans’ Affairs, House of Represen- 
tatives, Ninety-fifth Congress, first ses- 
sion, July 21, 1977., 78-2302 


A report on the aging veteran : present 
and future medical needs /, 78-14413 


State veterans’ home assistance act of 
1977 and fee-basis health care eligibili- 
ty : hearing before the Subcommittee 
on Health and Readjustment of the 
Committee on Veterans’ § Affairs, 
United States Senate, Ninety-fifth Con- 
gress, first session ... April 27, 1977., 
78-2304 


Study of health care for American 
veterans : a report /, 78-1146 
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Summary of benefits for veterans with 
military service before February 1, 
1955, and their dependents., 78- 
11937, 78-11938 


Veterans’ Administration’s response to 
National Academy of Sciences’ report 
entitled “Health care for American 
veterans” : hearing before the 
Veterans’ Affairs, House of Represen- 
tatives, Ninety-fifth Congress, first ses- 
sion, September 29, 1977., 78-16299 


Veterans Administration’s response to 
the study of health care for American 
veterans : areport/, 78-10037 


Veterans’ health care amendments act of 
1977 : report of the Committee on 
Veterans’ Affairs, United States 
Senate, to accompany H.R. 5027 ..., 
78-1301 


Volunteers, Democracy in action, 78- 
24421 


Veterans — Medical care — United States — 
Costs. 
Appropriations of medical care and 
research in health care during 1967-75 
/, 78-12187 


Better services at reduced costs through 
an improved “personal care” program 
recommended for veterans : report to 
the Congress /, 78-25785 


Veterans — Medical care — United States — 

Periodicals. 

Activities carried out under the 
Veterans’ Administration medical 
school assistance and health manpower 
act of 1972 (Public Law 92-541)., 
78-16301 


Annual reports on the exchange of medi- 
cal information and sharing medical 
resources., 78-24663 


Exchange of medical information and 

sharing medical resources, 78-24663 
*Veterans — Medical care — Virgin Islands 
of the United States. 

Health care needs of veterans in Puerto 
Rico and the Virgin Islands should be 
assessed : report /, 78-21034 

Veterans — United States. 
Budget views and estimates., 78-8354 


Code of Federal regulations., 78-11147 


Data on Vietnam era veterans., 78- 
8124 


Federal benefits for veterans and depen- 
dents., 78-9827, 78-9828 

Handbook for veterans benefits coun- 
selors., 78-11933 

Pensions, bonuses, and veterans’ relief, 
78-11147 

Questions and answers on servicemen’s 


group life insurance : supervised by the 
Veterans Administration., 78-14216 
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Questions Army veterans 
about joining the 
Guard., 78-20133 

Servicemen’s group life insurance., 78- 
14216 


Veterans Services Division operations., 
78-11935 


12 questions Army veterans usually ask 
about joining the Army National 
; Guard., 78-20133 
Veterans — United States — Periodicals. 
Service organizations’ representative cur- 
rently recognized in the presentation 
of claims before the VA., 78-24423 
*Veterans — United States — Statistics. 
Alcoholism and problem drinking : 1970- 


1975 a statistical analysis of VA 
hospital patients /, 78-11941 


usually ask 
Army _ National 


Annual report - 
Veteran Affairs., 


Administrator of 
78-2666 1 


County veterans population, March 


1977., 78-16078 


Trend data 1953-1977., 78-18814 


Veterans — United States — Statistics — 
Periodicals. 
Veterans Administration activities., 78- 
3945 


*Veterans, Disabled — Philippine Islands. 
Veterans Administration benefits pro- 
grams in the Philippines need reassess- 
ment report of the Comptroller 
General of the United States., 78- 
13312 


Veterans, Disabled — United States. 

An act to amend title 38 of the United 
States Code to provide an automobile 
assistance allowance and to provide 
automotive adaptive equipment to 
veterans of World Warl., 78-5861 


An act to amend title 38, United States 
code, to increase the rates of disability 
compensation for disabled veterans, to 
increase the rates of dependency and 
indemnity compensation for their sur- 
vivors, and for other purposes., 78- 
5862 


Increased aid and attendance allowance 
for severely disabled service-connected 
veterans who require constant medical 
attention : report to accompany H.R. 
11891., 78-26944 


Increased compensation for 
rated 40 percent disabled 
accompany H.R. 11888., 


veterans 
: report to 
78-26941 
Increased compensation for veterans who 
have suffered the loss, or loss of use, 
of paired extremities : report to ac- 
company H.R. 6501., 78-1192 


Legislative recommendations of Blinded 
Veterans Association, 1977 : hearing 
before the Committee on Veterans’ 
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Affairs, House of Representatives, 
Ninety-fifth Congress, first session ... 
July 28, 1977, 78-1144 


National service life insurance : informa- 
tion, premium rates for RH policies for 
service-disabled veterans., 78-9826 


Operational and planning improvements 
needed in the Veterans Administration 
“domiciliary” program for the needy 
and disabled : report to the Congress /, 
78-4700 


Potential for reducing U.S. financial sup- 
port and ending VA involvement in 
medical program for Filipino veterans : 
Veterans Administration : report of the 
Comptroller General of the United 
States., 78-4709 


Providing an automobile assistance al- 
lowance and automotive adaptive 
equipment to veterans of World War I 
: report to accompany H.R. 6502., 
78-1193 


Providing dependency and _ indemnity 
compensation benefits for certain sur- 
vivors of service-connected veterans 
rated totally and permanently disabled 
at time of death : report to accompany 
H.R. 11890., 78-26943 


Questions and answers on 


adapted housing for 
8126 


Service-disabled (RH) veterans insurance 
: information, premium rates and pol- 
icy values., 78-9825 

Veterans disability compensation and 
survivor benefits act of 1977 : report 
of the Committee on Veterans’ Affairs, 


United States Senate, to accompany 
H.R. 1862., 78-5935 


Veterans’ disability compensation and 
survivor benefits act of 1978 : report 
to accompany H.R. 11886., 78-19334 


Veterans 


specially 
veterans., 78- 


disability compensation and 
survivors benefits improvements act of 
1978 : report of the Committee on 
Veterans’ Affairs, United States 
Senate, to accompany S. 2828., 78- 
27078 


Veterans health care amendments act or 
1977 : hearing before the Subcommit- 
tee on Health and Readjustment of the 
Committee on Veterans’ § Affairs, 
United States Senate, Ninety-fifth Con- 
gress, first session, on S. 1693 and 
H.R. 6502, June 22, 1977., 78-10038 


*Veterans, Disabled — Vocational 
rehabiliation — United States. 
Vocational rehabilitation., 78-11939 


Veterans Administration Hospital, 
Washington, D.C. 
Medical service training program in in- 
ternal medicine and medical subspe- 
cialties., 78-26662 
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Veterans of Foreign Wars of the United 
States. 
National Convention of the Veterans of 
Foreign Wars, 78-16310, 78-24682 


Proceedings of the National Convention 
of the Veterans of Foreign Wars of the 
United States., 78-16310, 78-24682 


Veterans of World War I of the U.S.A. 


National Convention of the Veterans of 
World Warl, 78-16311, 78-24680 


Proceedings of the National Convention 
of the Veterans of World War I of the 
United States, Inc., 78-16311, 78- 
24680 

Veterinarians. 

Veterinary medical officer : opportunities 
in the Federal government, GS-9/15., 
78-6341 

Veterinarians — Handbooks, m Is, etc. 


Animal specialist : soldier’s manual., 
78-199 





Soldier’s manual : 
78-199 


animal specialist., 


Veterinarians — Salaries, pensions, etc. — 

United States. 

Extending the special pay provisions for 
physicians and _ dentists in the 
uniformed services and reinstating the 
special pay provisions for optometrists 
and veterinarians : report to accom- 
pany S.1731., 78-5926, 78-16329 

Uniformed services, medical 
special pay provisions : 
ing the special pay provisions for 
physicians and _ dentists in the 
uniformed services and reinstating the 
special pay provisions for optometrists 
and veterinarians in the uniformed ser- 
vices]., 78-2356 

*Veterinary biological products. 

Veterinary biological products 

sees, permittees /, 78-14821 


Veterinary biological products — 
Periodicals. 
Biological products in licensed establish- 
ments produced and destroyed., 78- 
19616 


Veterinary hygiene. 
Commander’s manual 
cialist., 78-1516 


officers, 
[an act extend- 


licen- 


: Veterinary spe- 


Soldier’s manual : veterinary specialist., 
78-1517, 78-1518, 78-4372 


Veterinary commander's 
manual., 


specialist 
78-1516 


Veterinary specialist : soldier’s manual., 
78-1517, 78-1518, 78-4372 
Veterinary laboratories — United States — 
Directories. 
Directory of animal disease diagnostic 
laboratories., 78-12443 





Veterinary medicine. 
129 I in an animal thyroids from Nevada 
and other western States /, 78-247 
Veterinary medicine — Diagnosis — 
Directories. 
Directory of animal disease diagnostic 
laboratories., 78-12443 


Veterinary medicine — Handbooks, 
manuals, etc. 
Animal specialist : 

78-199 


Soldier’s manual 
78-199 


soldier’s manual., 
: animal specialist., 


Veterinary medicine — Periodicals. 
Foreign animal diseases report., 78- 
2538 


Veterinary medicine — United States. 
Emergency animal disease eradication 
guide /, 78-6251 
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Ground-water levels in the United 
States., 78-7270 


Water, Underground — Tennessee. 
Summary appraisals of the nation’s 
ground-water resources : Tennessee re- 
gion /, 78-15536 
*Water, Underground — Texas. 
Geochemical and isotopic analyses of 
waters associated with the Edwards 


limestone aquifer, central Texas /, 
78-21486 


Water, Underground — United States. 
Ground water : an overview : report to 
the Congress /, 78-1683 


An investigation of the potential for 
utilization of saline ground water in 
energy related processes., 78-13129 

Summary appraisals of the 
ground-water 
Rainy Region /, 


Nation’s 
resources— Souris-Red- 
78-21504 


Water, Underground — United States — 
Analysis. 
Sampling for organic chemicals and 
microorganisms in the subsurface /, 
78-273 


Water, Underground — United States — 
Artificial recharge. 
Environmental aspects of water spread- 
ing for ground-water recharge /, 78- 
6073 


Proceedings of the third National 
Ground Water Quality Symposium /, 
78-1551 


*Water, Underground — United States — 

Handbooks, manuals, etc. 

Ground water manual : a water resources 
technical publication : a guide for the 
investigation, development, and 
management of ground-water 
resources., 78-15546 
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*Water, Underground — United States — 
Mathematical models. 
Utilization of numerical groundwater 

models for water resource manage- 
ment /, 78-25580 

*Water, Underground — Wisconsin — Door 
County. 

Geology and ground water in Door 
County, Wisconsin : with emphasis on 
contamination potential in the Silurian 
dolomite /, 78-23984 

*Water balance (Hydrology) 

Impact of water level changes on woody 
riparian and wetland communities /, 
78-21596 

Water chemistry. 

Geochemical effects of recharging the 
Magothy aquifer, Bay Park, New York, 
with tertiary-treated sewage /, 78- 
2067 

Water conservation. 


Save water, save energy, save money., 
78-13 


Water conservation checklist for the 
home : save water, save energy, save 
money., 78-13 


Wet/dry cooling systems for fossil-fueled 
power plants : water conservation and 
plume abatement /, 78-17171 


Where to get information about soil and 
water conservation., 78-4004 


*Water conservation — California. 

A water conservation scenario for the re- 
sidential and industrial sectors in 
California : potential savings of water 
and related energy /, 78-23584 


*Water conservation — Environmental 
aspects — Arizona. 
Final environmental impact statement : 
Roosevelt water conservation district 
floodway, Arizona., 78-24978 


Roosevelt water conservation district 
floodway., 78-24978 


Water conservation — Idaho. 
Land of Idaho : a report on soil and 
water conservation., 78-74 


A report on soil and Water conservation 
: Land of Idaho., 78-74 


Water conservation — Periodicals. 
Conservation districts., 78-22724 


Water conservation — Research. 
Residential water conservation., 78- 
7255 


Water conservation devices : residential 
water conservation., 78-7255 


*Water conservation — Simulation methods. 

A demonstration of areawide water 
resources planning /, 78-17150 

A demonstration of areawide water 


resources planning : users manual /, 
78-17151 
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Water conservation — United States. 
Acquisition of landrights in SCS finan- 
cially assisted projects., 78-4011 


An act to provide for furthering the con- 
servation, protection, and enhance- 
ment of the Nation’s soil, water, and 
related resources for sustained use, 
and for other purposes., 78-5894 


Amend the Soil conservation and 
domestic allotment act : hearing before 
the Subcommittee on Conservation 
and Credit of the Committee on 
Agriculture, House of Representatives, 
Ninety-fifth Congress, first session, on 
H.R. 7269, June 6, 1977., 78-9889 


Land and water resources conservation 
act of 1977 : hearing before the Sub- 
committee on Conservation and Credit 
of the Committee on Agriculture, 
House of Representatives, Ninety-fifth 
Congress, first session, on H.R. 75, 
March 1, 1977., 78-957 


Municipal and industrial water conserva- 
tion : the Federal government could do 
more : report to the Congress /, 78- 
17345 


Protection and enhancement of soil and 
water resources : hearings before the 
Subcommittee on Environment, Soil 
Conservation, and Forestry of the 
Committee on Agriculture, Nutrition, 
and Forestry, United States Senate, 
Ninety-fifth Congress, first session, on 
S. 1280 ... and S. 1616 ... August 2 
and 4, 1977., 78-8233 


Save water, save money., 78-621 


Small Business Administration temporary 
drought relief program : report to ac- 
company S. 1306., 78-5920 


Soil conservation : hearings before the 
Subcommittee on Environment, Soil 
Conservation, and Forestry of the 
Committee on Agriculture, Nutrition, 
and Forestry, United States Senate, 
Ninety-fifth Congress, first session, 
April 11, 1977, Cumming and Whitti- 
er, lowa., 78-961 

*Water conservation — United States — 

Handbooks, manuals, etc. 

RCA : Soil and water resources conser- 


vation act national manual., 78- 
22726 


Soil and water resources conservation 
act., 78-22726 


Water conservation — United States — 
Statistics. 
Agricultural conservation program ac- 
complishments., 78-22750 


*Water consumption — California. 

A water conservation scenario for the re- 
sidential and industrial sectors in 
California : potential savings of water 
and related energy /, 78-23584 
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Water consumption — United States. 
Domestic water use from non-central 
systems /, 78-16685 


Save water, save money., 78-621 


Water-electrolyte balance (Physiology) — 

Congresses. 

Clinical fluid and electrolyte manage- 
ment : co-sponsored by the Veterans 
Administration and the Indiana 
University School of Medicine, Indi- 
anapolis, Indiana, June 23-25, 1975., 
78-8123 

Water heaters. 

Insulation refit kit for domestic water 

heaters /, 78-6875 


*Water-pipes — Corrosion. 
Corrosion of metallic pipes transporting 
potable water laboratory testing 
methods /, 78-22881 
*Water-power. 

Water power, use of a 
resource., 78-20650 
*Water-power — Bibliography. 
Small scale water power /, 


renewable 


78-9310 


*Water-power — Northwest, Pacific. 
Firm, secondary & surplus hydropower., 
78-17850 


Water-power — United States — Periodicals. 

Hydroelectric power resources of the 

United States, developed and un- 
developed., 78-17300 


Water-power electric plants — Alaska. 
Annual report - Alaska Power Adminis- 
tration., 78-13808 


Water-power electric plants — Bangladesh 

— Finance. 

Karnaphuli power station hydro-generat- 
ing unit agreement between the 
United States of America and Ban- 
gladesh, signed at Dacca May 28, 
1976., 78-788 


*Water-power electric plants — Licenses — 
White River region, Ark. and Mo. 
Planning status report : water resource 

appraisals for hydroelectric licensing : 
Upper White River basin, Missouri-Ar- 
kansas., 78-17308 


Water resource appraisals for hydroelec- 


tric licencing, Upper 
basin., 78-17308 


*Water-power electric plants — McNary 

Dam, Wash. and Or. 

Second powerhouse, McNary Lock and 
Dam, Washington and Oregon : letter 
from the Secretary of the Army, trans- 
mitting, a letter from the Chief of En- 
gineers, Department of the Army, 
dated June 29, 1976, submitting a re- 
port, together with accompanying 
papers and illustrations, on the second 
powerhouse, McNary Lock and Dam, 
Washington and Oregon, requested by 


White River 
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a resolution of the Committee on 
Public Works, United States Senate, 
adopted July 27, 1962., 78-12729 
*Water-power electric plants — North 
Carolina. 
Avon water project Cape Hatteras 
Water Association : draft environmen- 
tal statement /, 78-10467 


*Water-power electric plants — United 
States. 
Power production at Federal dams could 
be increased by modernizing turbines 
and generators., 78-13218 


Water-power electric plants — United States 
— Periodicals. 
Hydroelectric plant construction cost and 
annual production expenses., 78- 
17303, 78-17307 


Hydroelectric power resources of the 
United States, developed and un- 
developed., 78-17300 

*Water quality. 


Forest hydrology research at Oxford., 
78-19530 


Proceedings of the third National 
Ground Water Quality Symposium /, 
78-1551 


Quality criteria for water., 78-6558 


The recreation benefits of water quality 
improvement : analysis of day trips in 
urban setting /, 78-20744 


Special water quality surveys of the 
Potomac River Basin Anacostia 
estuary, 1970, Wicomico River, St. 
Clement and Breton Bays, 1971, Oc- 
coquan Bay, 1971., 78-25691 


Water-quality indices for specific water 
uses /, 78-23969 


Water quality manual /, 78-22108 


Water quality survey of the Patuxent 
River., 78-25692 


Water quality — Alabama. 

Distribution of phytoplankton in 

Alabama lakes /, 78-252 
*Water quality — Alaska. 

Effects of industrial wastewater effluents 
on water quality in Gibson Cove and 
Kodiak Harbor, Kodiak, Alaska, Au- 
gust 26-29, 1974., 78-17182 


Water quality data during September 10- 
13, 1974 at Ward Cove and Tongass 
Narrows, Alaska., 78-17184 


Water quality data during September 16- 
19, 1974 at Silver Bay, Sawmill Cove, 
and Eastern Channel, Sitka, Alaska., 
78-17183 

Water quality — Analysis. 

Environmental requirements and _ pollu- 
tion tolerance of common freshwater 
chironmidae /, 78-1575 
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Water quality — California — Alameda 

County. 

Relation of urban land-use and land-sur- 
face characteristics to quantity and 
quality of storm runoff in two basins in 
California /, 78-15534 

*Water quality — California — Barstow. 

Application of digital modeling 

techniques to ground-water solute 


transport at Barstow, California /, 78- 
11447 


Water quality — California — Sacramento 

County. 

Relation of urban land-use and land-sur- 
face characteristics to quantity and 
quality of storm runoff in two basins in 
California /, 78-15534 

*Water quality — Colorado. 

Water quality considerations for highway 
planning and construction : I-70, Vail 
Pass, Colorado /, 78-22675 

*Water quality — Colorado — Lake George 
region. 

Availability and quality of ground water 
in the Lake George area, southeastern 
Park County, Colorado /, 78-23994 


Water quality — Colorado — Yearbooks. 
Water resources data for Colorado., 78- 
11452 


Water quality — Data processing. 

WATEOF - a FORTRAN IV version of 
WATEQ : a computer program for cal- 
culating chemical equilibrium of natu- 
ral waters /, 78-7281 


*Water quality — Delaware. 
Distribution of phytoplankton’ in 
Delaware lakes /, 78-15260 


*Water quality — Florida — Palm Beach 
County. 
Hydraulic conductivity and water quality 
of the shallow aquifer, Palm Beach 
County, Florida /, 78-17790 


Quality-of-water data, Palm Beach Coun- 
ty, Florida, 1970-1975 /, 78-26133 


Water quality — Florida — Yearbooks. 
Water resources data for Florida., 78- 
23995 


*Water quality — Georgia. 
Distribution of phytoplankton in Georgia 
lakes /, 78-12889 


Water quality — Georgia — Yearbooks. 
Water resources data for Georgia., 78- 
7283 


Water quality — Hawaii — Yearbooks. 
Water resources data for Hawaii and 
other Pacific Areas., 78-7284 
*Water quality — Idaho. 
Weiser-Lower Payette water quality sur- 


veys ... August 1975 and December 
1975 /, 78-17185 





Water quality — Illinois. 
Distribution of phytoplankton in Illinois 
lakes /, 78-23453 


Water quality — Illinois — Bloomington. 
Water quality in the Sugar Creek basin, 
Bloomington and Normal, Illinois /, 
78-26152 


Water quality — Illinois — Normal. 
Water quality in the Sugar Creek basin, 


Bloomington and Normal, Illinois /, 
78-26152 


Water quality — Illinois — Yearbooks. 
Water resources data for Illinois., 78- 
21519 


Water quality — lowa — Yearbooks. 
Water resources data for lowa., 78- 
21518 


*Water quality — Kentucky. 
Distribution of phytoplankton in Ken- 
tucky lakes /, 78-12890 
*Water quality — Kentucky — Princeton 
region. 
Hydrology of the Princeton area, Ken- 
tucky /, 78-23989 
Water quality — Law and legislation — 
United States. 


Basic water monitoring program /, 78- 
4568 


Water quality — Maryland. 
Distribution of phytoplankton in Mary- 


land lakes /, 78-6566 


Water quality — Measurement. 
Minimization of water use in 
vegetable washers /, 78-4574 


Water quality — Michigan. 
Survey of chemical factors in Saginaw 
Bay (Lake Huron) /, 78-6567 


Water quality — Michigan — Yearbooks. 
Water resources data for Michigan., 78- 
11454 


Water quality — Mississippi. 
Distribution of phytoplankton in Missis- 
sippi lakes /, 78-1567 


Water quality — Mississippi — Meridian 
region. 

Enhancement of releases from a 
stratified impoundment by localized 
mixing, Okatibbee Lake, Mississippi : 
final report /, 78-25229 

Water quality — Nevada — Yearbooks. 

Water resources data for Nevada., 78- 

23996 


*Water quality — New Jersey. 
Distribution of phytoplankton in New 
Jersey lakes /, 78-15257 
Precipitation and runoff water quality 
from an urban parking lot and implica- 
tions for tree growth /, 78-16609 
Water quality — New Mexico — Periodicals. 
Annual water-resources review, White 
Sands Missle Range., 78-21494 


leafy 
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Water quality — New Mexico — Yearbooks. 
Water resources data for New Mexico., 
78-11455 


Water quality — New York (State) — 
Yearbooks. 
Water resources data for New York., 
78-17795 


Water quality — Oceanica — Yearbooks. 
Water resources data for Hawaii and 
other Pacific Areas., 78-7284 


Water quality — Ohio. 


Distribution of phytoplankton in Ohio 
lakes /, 78-15258 


*Water quality — Ohio — Cleveland — 
Mathematical models. 
Water pollution investigation : Cuyahoga 
River and Cleveland area /, 78-25582 


Water quality — Ohio — Yearbooks. 
Water resources data for Ohio., 78- 
7285 


Water quality — Oklahoma — Yearbooks. 
Water resources data for Oklahoma., 
78-11456 


*Water quality — Oregon — Bear Creek 
Valley. 
1976 water-quality data in Bear Creek 
basin, Medford, Oregon /, 78-23977 


*Water quality — Oregon — Portland. 
Basic data on urban storm-water quality, 
Portland, Oregon /, 78-23982 


Water quality — Oregon — Willamette 

River. 

Dissolved oxygen regimen of the Wil- 
lamette River, Oregon, under condi- 
tions of basinwide secondary treatment 
/, 78-4955 


*Water quality — Pennsylvania — Berks 

County. 

Bacteriological water quality of Tul- 
pehocken Creek basin, Berks and 
Lebanon Counties, Pennsylvania /, 
78-17792 


*Water quality — Pennsylvania — Juniata 
River — Raystown Branch. 
Preimpoundment water quality of 

Raystown Branch, Juniata River and 
six tributary streams, south-central 
Pennsylvania /, 78-17789 

*Water quality — Pennsylvania — Lebanon 
County. 

Bacteriological water quality of Tul- 
pehocken Creek basin, Berks and 


Lebanon Counties, Pennsylvania /, 
78-17792 


Water quality — Pennsylvania — Yearbooks. 
Water resources data for Pennsylvania., 
78-11457 
*Water quality — South Dakota — James 
River. 
Report on the quality of the water of the 


James River, South Dakota., 78- 
23515 
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Water quality — South Dakota — 
Yearbooks. 
Water resources data for South Dakota., 
78-7286 


*Water quality — Standards — United 
States. 
A compilation of state water quality stan- 
dards for marine waters., 78-20689 


Unnecessary and harmful levels of 
domestic sewage chlorination should 
be stopped : Environmental Protection 
Agency : report to the Congress /, 
78-13190 

*Water quality — Tennessee. 

Distribution of phytoplankton in Tennes- 

see lakes /, 78-15259 
Water quality — Tennessee — Fort Loudoun 

Lake. 

Quality of water in Fort Loudoun Reser- 
voir., 78-24526 

Water quality — Texas. 

Water quality in the Texas coastal basins 

/, 78-8572 


*Water quality — United States. 

Agricultural water quality act : hearing 
before the Subcommittee on Conserva- 
tion and Credit of the Committee on 
Agriculture, House of Representatives, 
Ninety-fifth Congress, first session, on 
H.R. 8150 September 16, 1977., 78- 
12021 


Forest chemicals and water quality., 78- 
25702 


The integrity of water : 
symposium, March 
Washington, D.C. /, 


proceedings of a 
10-12, 1975, 

78-4565 

Water quality assessment : a screening 
method for nondesignated 208 areas /, 
78-238 


Water quality manual /, 78-14083 


Water quality — United States — 
Congresses. 
Recent advances in fish toxicology : a 
symposium /, 78-1565 
*Water quality — United States — Data 
processing. 
Key to finding water data., 78-15529 
NAWDEX {National Water Data 
Exchange] : key to finding water data, 
/, 78-15529 
Water quality — United States — 
Periodicals. 
National water quality inventory., 78- 
23533 


Water quality — United States — Standards. 

Basic water monitoring program /, 78- 
4568 

The public benefits of cleaned water : 


emerging greenway opportunities., 
78-4564 
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*Water quality — United States — Tables, 
etc. 

Water quality indices : a survey of in- 
dices used in the United States /, 78- 
12941 

Water quality — Utah — Yearbooks. 

Water resources data for Utah., 78- 

11458 


Water quality — Virgin Islands — St. 

Thomas. 

Relation of bulk precipitation and 
evapotranspiration to water quality and 
water resources, St. Thomas, Virgin 
Islands /, 78-7266 

Water quality — Virginia. 

Distribution of phytoplankton in Virginia 

lakes /, 78-1566 
*Water quality — Virginia — James River. 

Quantitative analysis of aircraft mul- 
tispectral-scanner data and mapping of 
water quality parameters in the James 
River in Virginia /, 78-18262 

Water quality — Washington (State) — 

Baker Lake. 

Water-quality effects on Baker Lake of 
recent volcanic activity at Mount 
Baker, Washington /, 78-7276 


Water quality — West Virginia. 
Distribution of phytoplankton in West 
Virginia lakes /, 78-1568 
Water quality — Wisconsin — Remote 
sensing. 
Remote sensing of land use and water 
quality relationships, Wisconsin shore, 
Lake Michigan /, 78-25252 


Water quality — Wisconsin — Yearbooks. 
Water resources data for Wisconsin., 
78-11459 


*Water quality — Yosemite National Park. 
Water-quality study of a reach of the 
Merced River in Yosemite National 
Park and vicinity, California : April 
1973 through September 1974 /, 78- 
15528 
*Water quality management. 
Impact of nearstream vegetation and 
stream morphology on water quality 
and stream biota /, 78-10925 


lon selective electrodes in water quality 


analysis /, 78-25627 
Land application of wastewater under 


high altitude conditions /, 78-25635 


Soil and water management systems for 
sloping land /, 78-10439 

Treatment and disposal alternatives for 
domestic sewage management., 78- 
21347 

Wastewater management for new hous- 
ing development ; treatment and 
disposal alternatives for domestic 
sewage management., 78-21347 
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Water quality management and _ the 
homebuilding industry., 78-17047 


Water quality management — Abstracts — 
Periodicals. 
Selected irrigation return flow quality ab- 
stracts., 78-20729 


*Water quality management — 
Bibliography. 
Annotated bibliography for water quality 
management., 78-17087 


*Water quality management — Colorado 

River. 

The mineral quality problem in_ the 
Colorado River Basin : appendix., 78- 
17036 

Natural and man-made conditions affect- 
ing mineral quality., 78-17036 

Physical and economic 

17036 


impacts., 78- 


*Water quality management — Colorado 

River watershed. 

Radium-226, uranium and other 
radiological data from water quality 
surveillance stations located in the 
Colorado River Basin of Colorado, 
Utah, New Mexico, and Arizona, 


January 1961 throug June 1972., 78- 
23516 


Water quality management — Erie, Lake — 
Periodicals. 
Lake Erie Wastewater Management 
Study public information fact sheet., 
78-3040 


Public information fact sheet, 78-3040 


*Water quality management — Great Lakes. 
Problem identification : Great Lakes re- 
gion : 1975 national water assessment., 
78-18852 
*Water quality management — Idaho. 
Joint municipal/industrial land applica- 


tion and wastewater reuse system., 
78-17196 


Water quality management — Illinois — 

Chicago. 

Tunnel component of the tunnel and 
reservoir plan proposed by the 
metropolitan sanitary district of 
Greater Chicago : lower Des Plaines 
system., 78-4579, 78-10956 


Water quality management — Indiana. 
Environmental impact of land use on 
water quality final report on the 


Black Creek Project : technical report 
/, 78-25596 


Water quality management — Information 
services — United States. 
Data base system for State water quality 


management information system /, 
78-25640 
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*Water quality management — Maumee 

River, Ind. and Ohio. 

Maumee River Basin level B study : com- 
prehensive water and related land 
resources planning baseline 
reference-urban sectors., 78-24459 


Water quality management — Missouri 

River Basin. 

Water and related land resources in the 
Missouri River Basin : present and fu- 
ture uses and associated problems and 
issues., 78-26673 


*Water quality management — Texas — 
Austin. 
Hydrologic data for urban studies in the 
Austin, Texas metropolitan area, 1974 
/, 78-13725 


*Water quality management — Texas — 
Cow Bayou watershed. 
Hydrologic data for Cow Bayou, Brazos 
River basin, 1974 /, 78-13734 


*Water quality management — Texas — San 
Antonio. 
Hydrologic data for urban studies in the 
San Antonio, Texas metropolitan area, 
1974 /, 78-13729 


Water quality management — United States. 
Annual and seasonal precipitation proba- 
bilities /, 78-277 
Basic water monitoring program /, 78- 
25597 


Clean water : 
78-25598 


understanding the law., 


Measuring the quality of America’s 
streams., 78-7256 


NASOQAN measuring the quality of 
America’s streams /, 78-7256 


National water quality goals cannot be 
attained without more attention to pol- 
lution from diffused or “nonpoint” 
sources : report to the Congress /, 
78-6905 


Non-point water quality modeling in wil- 
dland management : a state-of-the-art 
assessment /, 78-251 


Residuals management and water pollu- 
tion control planning., 78-235 


Water management and sediment control 
for urbanizing areas., 78-22725 


78-7824 


Water quality management — United States 
— Addresses, essays, lectures. 
Watershed of a new alliance : manage- 
ment of nonpoint sources and district 
action : remarks/, 78-23444 


*Water quality management — United 
States — Case studies. 
Water quality management accomplish- 
ments., 78-12992 


Water quality manual /, 





Water quality management — United States 
— Data processing. 
Data base system for State water quality 


management information system /, 
78-25640 


*Water quality management — United 

States — Handbooks, manuals, etc. 

Water quality management guidance for 
mine-related pollution sources (new, 
current and abandoned) ... /, 78- 
12865 


*Water quality management — United 
States — Mathematical models. 
Assessment of rural nonpoint source pol- 

lution : a model based on the Univer- 
sal soil loss equation /, 78-10962 


Water quality assessment : a screening 


method for nondesignated 208 areas /, 
78-238 


Water quality management — United States 
— Periodicals. 
208 bulletin., 78-3121 


Water quality management — United States 
— States. 
Data base system for State water quality 
management information system /, 
78-25640 


*Water quality management — Washington 
(State) — Spokane. 
Metropolitan Spokane region resources 


study : public brochure., 78-15071 


Water quality measurement. 
Procedures for evaluating operations of 


water monitoring networks /, 78- 
12938 


*Water-resources — United States — States. 
State laws and instream flows /, 78- 
24052 


*Water resources development. 
Hydrologic engineering methods for 


water resources development., 78- 
23148 


Promising strategies for reserving in- 
stream flows /, 78-24048 


Water resources development — Abstracts. 
Selected water resources abstracts., 78- 
3402 


Water resources abstracts, 78-3402 


Water resources development — Alaska. 
Annual report - Alaska Power Adminis- 
tration., 78-13808 


Water resources development — Arkansas. 
Water resources development in Arkan- 
sas /, 78-220 
Water resources development — California 
— San Luis Rey — Mathematical models. 
Predicted effects of a proposed water- 
resource management plan in the 
lower San Luis Rey River Valley, 
California, using digital ground-water 
flow models /, 78-26131 
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Water resources development — California 
— Yearbooks. 
Water resources data for California., 
78-17793, 78-17794 
Water resources development — Colorada 
— Yearbooks. 
Water resources data for Colorado., 78- 
11452 


*Water resources development — Columbia 
River. 
Columbia River treaty joint United 
States-Canadian development of river 
resources., 78-17848 


Joint United States-Canadian develop- 
ment of river resources., 78-17848 
Water resources development — Delaware 
— Yearbooks. 
Water resources data for Maryland and 
Delaware., 78-11453 


*Water resources development — 
Environmental aspects — California — 
Ventura County. 

Calleguas Creek, Simi Valley to Moor- 
park, Ventura County, California 
letter from the Secretary of the Army, 
transmitting, a letter from the Chief of 
Engineers, Department of the Army, 
dated June 21 , 1976, submitting a re- 
port, together with accompanying 
papers and illustrations, on Calleguas 
Creek, Simi Valley to Moorpark, Ven- 
tura County, California, in partial 
response to a resolution of the Com- 
mittee on Public Works of the Senate, 
adopted June 22, 1965., 78-12716 


*Water resources development — 
Environmental aspects — Colorado. 
The Fryingpan-Arkansas project., 78- 
21524 


*Water resources development — 
Environmental aspects — Colorado — 
Denver. 

Final environmental impact statement, 
Proposed Foothills project., 78-13807 

78-13807 

*Water resources development — 
Environmental aspects — Virginia. 

North Fork of Pound Lake, southwestern 
Virginia : a U.S. Army Corps of En- 
gineers project., 78-12719 

Water resources development — Florida — 
Myakka River. 

Water resources of the Myakka River 
basin area, southwest Florida /, 78- 
23990 

Water resources development — Florida — 
Yearbooks. 

Water resources data for Florida., 78- 
23995 


Water resources development — Georgia — 
Yearbooks. 


Water resources data for Georgia., 78- 
7283 


Proposed Foothills project., 


Do not order from index; see indicated entry 





Water resources development — Great 
Lakes region. 
Great Lakes 

2198 


Basin Commission., 78- 


Water resource policy study information 
package for the Great Lakes basin., 
78-16103 

Water resources development — Great 

Lakes region — Periodicals. 

Communicator; a public information ser- 
vice., 78-3837 

*Water resources development — Hawaii. 

Summary appraisals of the nation’s 
ground-water resources : Hawaii region 
/, 78-17785 

Water resources development — Hawaii — 

Yearbooks. 

Water resources data for Hawaii 
other Pacific Areas., 78-7284 


Water resources development — Idaho. 
Water resources development in Idaho 
by the U.S. Army Corps of Engineers., 
78-12732 


Water resources development — Illinois. 
Report on water and related land 
resources : southeast Wisconsin rivers 


basin : Wisconsin, Illinois, Michigan /, 
78-8514 


and 


Water resources development — IIinois — 
Yearbooks. 
Water resources data for Illinois., 78- 
21519 


Water resources development — lowa — 
Yearbooks. 
Water resources data for 
21518 


lowa., 78- 


*Water resources development — Kentucky. 
Kentucky, water resources development., 
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February 22, 1978., 78-19100 


Improved water and land use in the sier- 
fa : agreement between the United 
States of America and Peru signed at 
Lima September 29, 1976., 78-15869 


On-farm water management : agreement 
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2704 ... April 7, 1978., 78-22538 


Water research and development act of 
1978 : report to accompany S. 2704., 
78-19464 


Water supply system agreement 
between the United States of America 
and Panama, signed at Panama May 6, 
1969, and amending agreements signed 
at Panama September 30, 1971, and 
signed at Panama June 2, 1976., 78- 
7584 


Water resources development — Maryland 
— Yearbooks. 
Water resources data for Maryland and 
Delaware., 78-11453 


Page I- 2622 





Subject Index 


Water resources development — Michigan. 
Report on water and related land 
resources : southeast Wisconsin rivers 
basin : Wisconsin, Illinois, Michigan /, 
78-8514 
Southeastern Michigan water resources 
study., 78-14546 


Water resources development — Michigan 
— Yearbooks. 
Water resources data for Michigan., 78- 
11454 


Water resources development — Mississippi 
— Yearbooks. 
Water resources data for Mississippi., 
78-13763 


Water resources development — Missouri 
River Basin. 
Annual report - Missouri River Basin 
Commission., 78-24490 


MREBC basin bulletin., 78-3880 


Water resources development — Nebraska 
— Yearbooks. 
Water resources data for Nebraska., 
78-13764 


Water resources development — Nevada — 
Yearbooks. 
Water resources data for Nevada., 78- 
23996 


Water resources development — New 
Mexico — Yearbooks. 
Water resources data for New Mexico., 
78-11455 


Water resources development — New York 
(State) — Yearbooks. 
Water resources data for New York., 
78-17795 


*Water resources development — North 

Carolina. 

Plan of work for water and related land 
resources study : Chowan-Pasquotank 
river basins, North Carolina and Vir- 
ginia /, 78-10292 

Water resources development — Oceanica — 

Yearbooks. 

Water resources data for Hawaii and 
other Pacific Areas., 78-7284 


Water resources development — Ohio — 
Yearbooks. 
Water resources data for Ohio., 78- 
7285 


Water resources development — Oklahoma 
— Yearbooks. 
Water resources data for Oklahoma., 
78-11456 


Water resources development — Oregon. 
Instream flow strategies for Oregon /, 
78-26211 
Water resources development — 
Pennsylvania — Yearbooks. 


Water resources data for Pennsylvania., 
78-11457 


Do not order from index; see indicated entry 





Water resources development — Periodicals. 
Water spectrum., 78-3038 


Water resources development — Puerto 
Rico. 
Activities of the Water Resources Divi- 
sion of the U.S. Geological Survey in 
the Caribbean area., 78-15527 


Water resources development — Research — 

United States. 

Water research and conversion : [an act 
to extend certain authorities of the 
Secretary of the Interior with respect 
to water resources research and saline 
water conversion programs]., 78- 
2349 


Water resources development — South 
Dakota — Yearbooks. 
Water resources data for South Dakota., 
78-7286 


*Water resources development — The West. 
Critical water problems facing the eleven 
Western States., 78-17798 


Critical water problems facing the eleven 
Western States state comments 
westwide study report., 78-17799 


Westwide study report on critical water 
problems facing the eleven Western 
States., 78-17798 


Water resources development — United 
States. 
Energy and water development ap- 
propriation bill, 1979 : report to ac- 
company H.R. 12928., 78-27081 


Guidelines for collection and field analy- 
sis of ground-water samples for 
selected unstable constituents, 78- 
13752 


Habitat and population improvement 
measures accompanying water 
resources development projects /, 78- 
2079 


Improved formulation and presentation 
of water resources project alternatives 
provide a basis for better management 
decisions., 78-13205 


Improved project authorizations and 
agency practices can increase Congres- 
sional control of water resources pro- 
jects : report /, 78-25737 


Improvements needed by the Water 
Resources Council and river basin 
commissions : to achieve the objectives 
of the Water resources planning act of 
1965., 78-13196 


Methods for determination of radioactive 
substances in water and fluvial sedi- 
ments, 78-26145 


Public works and energy research ap- 


propriations, 
24570 


Public works for water and power 
development and energy research ap- 


1979., 78-19025, 78- 





propriation bill, fiscal year 1979 : con- 


ference report to accompany H.R. 
12928., 78-26966 


Public works for water and power 
development and energy research ap- 
propriation bill, 1979 : hearings before 
a subcommittee of the Committee on 
Appropriations, House of Representa- 
tives, Ninety-fifth Congress, 


session /, 78-12029, 
16179 


second 
78-14284, 78- 


Public works for water and power 
development and energy research ap- 
propriations for fiscal year 1979 
hearings before a subcommittee of the 
Committee on Appropriations, United 
States Senate, Ninety-fifth Congress, 


second session., 78-19025, 78- 
24570 


Techniques of water-resources investiga- 
tions of the United States Geological 
Survey., 78-13752, 78-26145 

The U.S. Fish and Wildlife Service looks 
at the Corps 


development 
2080 


of Engineers 
project 


water 
planning., 78- 
Utilization of numerical groundwater 
models for water resource manage- 
ment /, 78-25580 


Water resources planning, management, 
and development : 


what are the na- 
tion’s water supply problems and is- 
sues? : study by the staff of the United 
States General Accounting Office., 
78-13187 


What is reclamation?, 78-633 


Water resources development — United 
States — Congresses. 
Summary of meeting - Interagency Ad- 


visory Committee on Water Data., 
78-15543 


Water resources development — United 
States — Costs. 
Better analysis of uncertainty needed for 


water resource projects : report /, 78- 
25813 


*Water resources development — United 
States — Directories. 
{Coordination directory for planning stu- 
dies and reports, 1971] 
Change notice 3., 


August 
78-18990 
[Coordination directory for planning stu- 

dies and August 1971], 


Change 78-18989, 78- 
1899] 


reports, 
notice 2., 


Water resources development — United 
States — Finance. 
River basin monetary authorizations : re- 
port to accompany S. 2281., 78-8496 





December 1978 


Water resources development — United 

States — Periodicals. 

Federal reclamation projects; water & 
land resource accomplishments., 78- 
13775 

Federal reclamation projects: water & 
land resource accomplishments., 78- 
13776, 78-13777, 78-24004 


Finances & physical features, 78-13776 
78-13777 


Projects recommended for deauthoriza- 
tion, annual report., 78-24676, 78- 
24677, 78-25221, 78-25222 


Summary report: Federal reclamation 
projects, water & land resource ac- 
complishments., 78-24004 


Water & land resource 
ments:, 78-13775, 
13777 


Water resources development — Utah — 
Yearbooks. 
Water resources data for 
11458 


Project data, 


accomplish- 
78-13776, 78- 


Utah., 78- 


*Water resources development — Virginia. 
Plan of work for water and related land 
resources study : Chowan-Pasquotank 
river basins, North Carolina and Vir- 
ginia /, 78-10292 
*Water resources development — 
Washington (State) — Spokane. 
Metropolitan Spokane region resources 
study : public brochure., 78-15071 


*Water resources development — White 
River, Ark. and Mo. 
Water resource appraisals for hydroelec- 
tric licensing : lower White River basin 
: Missouri-Arkansas., 78-15326 


*Water resources development — White 

River region, Ark. and Mo. 

Planning status report : water resource 
appraisals for hydroelectric licensing : 
Upper White River basin, Missouri-Ar- 
kansas., 78-17308 

Water resource appraisals for hydroelec- 
tric licencing, Upper White 
basin., 78-17308 

Water resources development — Wisconsin. 

Report on water and related land 
resources : southeast Wisconsin rivers 
basin : Wisconsin, Illinois, Michigan /, 
78-8514 


River 


Water resources development — Wisconsin 
— Yearbooks. 
Water resources data for Wisconsin., 
78-11459 
Water reuse. 


Aircraft industry wastewater recycling /, 
78-2563 1 


Contaminants associated with direct and 


indirect reuse of municipal wastewater 
/, 78-15280 


Do not order from index; see indicated entry 





Hyperfiltration for renovation of textile 
finishing plant wastewater /, 78- 
12898 


Industrial 
system : 
78-17110 


wastewater recirculation 
preliminary engineering /, 


Land application of wastewater under 
high altitude conditions /, 78-25635 


Management of bottom sediments con- 
taining toxic substances : proceedings 
of the second U.S.-Japan Experts’ 
Meeting, October, 1976, Tokyo, Japan 
/, 78-1564 


Recycling of water in poultry processing 
plants : interim technical report /, 78- 
17140 

Wastewater treatment for reuse and its 
contribution to water supplies /, 78- 
17138 

*Water reuse — California. 

Long-term effects of land application of 
domestic wastewater Hollister, 
California, rapid infiltration site /, 78- 
20737 


Water Factory 21 reclaimed water, 
volatile organics, virus, and treatment 
performance /, 78-23470 

*Water reuse — Data processing. 

Data storage and retrieval system for 
pilot watewater treatment research /, 
78-15275 

*Water reuse — Idaho. 

Joint municipal/industrial land applica- 
tion and wastewater reuse system., 
78-17196 


Treatment and disposal of potato 
processing waste water by irrigation /, 
78-14577 

*Water reuse — Illinois. 

Characterization and in-plant reduction 
of wastewater from hog slaughtering 
operations /, 78-20724 

*Water reuse — Iowa. 

Characterization and in-plant reduction 
of wastewater from hog slaughtering 
operations /, 78-20724 

*Water reuse — Michigan. 

Survival and early growth of selected 
trees on waste water application sites /, 
78-16605 

*Water reuse — New Mexico. 

Laboratory evaluation of wax and sil- 
icone for water harvesting on coal 
mine spoil /, 78-14692 

*Water reuse — United States. 

Advanced wastewater treatment 
techniques and new equipment., 78- 
21343 


Comparative evaluation of the _per- 
formance of package wastewater treat- 


ment systems., 78-21344 


Page 1-2623 





Effects of thermal treatment of sludge on 


municipal wastewater treatment costs 
/, 78-23468 


Municipal wastewater aquaculture /, 
78-23477 
Nitrification of secondary municipal 
waste effleunts by rotating bio-dics /, 
78-23466 
Removal of heavy metals from industrial 
wastewaters using insoluble starch 
xanthate /, 78-20738 
*Water reuse — Wisconsin. 
Characterization and in-plant reduction 
of wastewater from hog slaughtering 
operations /, 78-20724 
Water-rights — The West. 
Water rights laws in the 
Western States /, 78-6075 


nineteen 


*Water storage. 

Unobligated and unutilized reservoir 
storage at federally controlled dams /, 
78-24050 

*Water storage — California. 

Special Task Force report on San Luis 
Unit, Central Valley Project, Califor- 
nia., 78-17797 

*Water-supply. 

Soil, water, air sciences charters., 78- 

14790 


Soil, water, air sciences programs., 78- 
14789 


Water-supply — Alaska — Periodicals. 
Federal-State-private snow surveys and 


water supply outlook for Alaska., 78- 
2420 


Snow surveys and water supply outlook 
for Alaska, 78-2420 


Water-supply — Arizona — Periodicals. 
Water supply outlook for Arizona, 78- 
2410 


Water supply outlook for Arizona and 
Federal-State-private cooperative snow 
surveys., 78-2410 

Water-supply — California. 

California drought of 1976 and 1977 — 
extent, damage, and governmental 
response : report of the Comptroller 


General of the United States., 78- 
6903 


*Water-supply — California — Antelope 
Valley. 
Calibration of a mathematical model of 


the Antelope Valley ground-water 
basin, California /, 78-15533 


Water-supply — California — Yearbooks. 
Water resources data for California., 
78-17793, 78-17794 


Water-supply — Canada — Periodicals. 
Water resources review., 78-3405 


Page I-2624 





Subject Index 


Water-supply — Colorado — Periodicals. 
Water supply outlook for Colorado and 
New Mexico and Federal-State-private 
cooperative snow surveys., 78-2416 
*Water-supply — Colorado River 
watershed. 
Report on the Colorado River basin for 
the President’s Water Resources Policy 
Commission /, 78-20988 


Water-supply — Florida — Lee County — 
Periodicals. 
Fluctuations of ground-water levels in 
Lee County, Florida., 78-21489 


Water-supply — Hawaii. 
Hawaii and other 
13750 


Surface water supply of the United 
States., 78-13750 


*Water-supply — Idaho. 
Potential water yield response following 
clearcut harvesting on north and south 
slopes in northern Idaho /, 78-14631 


Water resources of Camas Prairie, south- 
central Idaho /, 78-26153 


Water-supply — Idaho — Periodicals. 
Water supply outlook for Idaho, 78- 
2418 


Water supply outlook for Idaho and 
Federal-State-private cooperative snow 
surveys., 78-2418 


Water-supply — Islands of the Pacific. 
Hawaii and other Pacific areas, 78- 
13750 


Surface water supply of the 
States., 78-13750 


*Water-supply — Kentucky — Princeton 
region. 
Hydrology of the Princeton area, Ken- 
tucky /, 78-23989 


*Water-supply — Management. 

Water resources planning, management, 
and development : what are the na- 
tion’s water supply problems and is- 
sues? : study by the staff of the United 
States General Accounting Office., 
78-13187 

Water-supply — Michigan — Statistics — 

Periodicals. 

Ground-water data for Michigan., 78- 
23981 


Water-supply — Middle Atlantic States. 
Summary appraisals of the Nation’s 
ground-water resources- Mid-Atlantic 
region /, 78-26146 


Water-supply — Mississippi — Yearbooks. 
Water resources data for Mississippi., 
78-13763 


*Water-supply — Missouri River watershed. 
Missouri River basin : State and Federal 
water and related land resource pro- 
grams, fiscal years, 1976-1980., 78- 
18872 


Pacific areas, 78- 


United 


Do not order from index; see indicated entry 





Specific problems analysis 1975 na- 
tional assessment of water and related 
land resources : Missouri Region., 
78-16123 

Water-supply — Montana — Periodicals. 

Water supply outlook for Montana, 78- 

2411, 78-19572 


Water supply outlook for Montana and 
Federal-State-private cooperative snow 
surveys., 78-2411, 78-19572 

Water-supply — Nebraska — Yearbooks. 

Water resources data for Nebraska., 

78-13764 


Water-supply — Nevada — Periodicals. 
Fall water supply summary for Nevada, 
78-22733 


Water supply outlook for Nevada, 78- 
2412 


Water supply outlook for Nevada and 
Federal-State-private cooperative snow 
surveys., 78-2412, 78-22733 


Water-supply — New Jersey — Camden 
County. 
Geology and ground-water resources of 
Camden County, New Jersey /, 78- 
23992 


Water-supply — New Mexico — Periodicals. 
Annual water-resources review, White 
Sands Missle Range., 78-21494 


Water supply outlook for Colorado and 
New Mexico and Federal-State-private 
cooperative snow surveys., 78-2416 


Water-supply — Northeastern States — 
Periodicals. 
Water supply outlook for the Northeast- 
ern United States., 78-2735 


Water-supply — Northwest, Pacific — 
Periodicals. 
Pacific Northwest water resources sum- 
mary., 78-3406, 78-21517 


Water-supply — Oregon — Periodicals. 
Water supply outlook for Oregon, 78- 
2413 


Water supply outlook for Oregon and 
Federal-State-private cooperative snow 
surveys., 78-2413 


Water-supply — Puerto Rico. 
Activities of the Water Resources Divi- 
sion of the U.S. Geological Survey in 
the Caribbean area., 78-15527 


Water-supply — Tennessee. 
Summary appraisals of the nation’s 
ground-water resources : Tennessee re- 
gion /, 78-15536 


*Water-supply — The West. 
Critical water problems facing the eleven 
Western States., 78-17798 


Critical water problems facing the eleven 
Western States state comments 
westwide study report., 78-17799 





More and better uses could be made of 
billions of gallons of water by improv- 
ing irrigation delivery systems : De- 
partments of Agriculture and the In- 


terior : report to the Congress /, 78- 
6897 


Water availability for energy develop- 
ment in the West : hearings before the 
Subcommittee on Energy Production 
and Supply of the Committee on Ener- 
gy and Natural Resources, United 
States Senate, Ninety-fifth Congress, 
second session ... Washington, D.C., 
March 14, 1978, Glenwood Springs, 
Colo., March 21, 1978, Denver, Colo., 
March 22, 1978., 78-26781 


Westwide study report on critical water 
problems facing the eleven Western 
States., 78-17798 


Water-supply — The West — Periodicals. 
Fall water supply summary., 78-22732 


Federal-State-private cooperative snow 
surveys. Basic data summary of snow 
survey and soil moisture measurements 
for Western United States, including 
Columbia River drainage in Canada., 
78-22734 


Snow survey and soil moisture measure- 
ments, basic data summary for 
Western United States, including 
Columbia River drainage in Canada, 
78-22734 


Water supply outlook for the Western 
United States., 78-2734 


Water supply outlook for Western 
United States, including Columbia 
River drainage in Canada., 78-2419 


Water-supply — United States. 
Cooperative Instream Flow Service 
Group : the first year., 78-5068 


Problems affecting usefulness of the na- 
tional water assessment : Water 
Resources Council., 78-1673 


Summary appraisals of the 
ground-water 
Rainy Region /, 


Nation’s 
resources— Souris-Red- 
78-21504 
Water supply — United States — Costs. 
The cost of water supply and water utili- 
ty management /, 78-6578 
*Water-supply — United States — Data 
processing. 
Key to finding water data., 78-15529 


NAWDEX { National Water Data 
Exchange] : key to finding water data, 
/, 78-15529 
*Water-supply — United States — Finance. 
Planning water supply cost-rate dif- 
ferentials and plumbing permits /, 78- 
23480 
Water-supply — United States — 
Periodicals. 


Water resources review., 78-3405 





December 1978 


Water-supply — Utah — Periodicals. 
Water supply outlook for Utah, 78- 
2414 


Water supply outlook for Utah and 
Federal-State-private cooperative snow 
surveys., 78-2414 

Water-supply — Washington metropolitan 
area. 

Washington metropolitan area, water 
supply study : report : Northeastern 
United States, water supply (news) 
study., 78-25215 


Water-supply — Washington (State) — 
Periodicals. 
Water supply outlook for Washington, 
78-2415 


Water supply outlook for Washington 
and Federal-State-private cooperative 
snow surveys., 78-2415 


*Water-supply — Washington (State) — 

Tulalip Indian Reservation. 

Preliminary assessment of the water 
resources of the Tulalip Indian Reser- 
vation, Washington /, 78-26135 

Water-supply — Wisconsin. 

Mineral and water resources of Wiscon- 

sin: report /, 78-14356 
Water supply — Wyoming. 

Ground-water levels in Wyoming, 1976 /, 

78-617 


Water-supply — Wyoming — Hidden Water 
creek. 

Physical, chemical, and biological rela- 
tions of four ponds in the Hidden 
Water Creek strip-mine area, Powder 
River Basin, Wyoming /, 78-7282 


Water-supply — Wyoming — Periodicals. 
Water supply outlook for Wyoming, 78- 
2417 


Water supply outlook for Wyoming and 
Federal-State-private cooperative snow 
surveys., 78-2417 


Water supply summary and outlook for 
Wyoming, 78-2417 


Water-supply — Wyoming — Powder River 
basin. 

Physical, chemical, and biological rela- 
tions of four ponds in the Hidden 
Water Creek strip-mine area, Powder 
River Basin, Wyoming /, 78-7282 


Water-supply, Agricultural — United States. 
Conserve and manage agricultural water 
resources., 78-6238 


Water-supply, Industrial. 
Application of solar energy to the supply 
of industrial process hot water., 78- 
6862 


*Water-supply, Industrial — United States. 
Municipal and industrial water conserva- 
tion : the Federal government could do 
more : report to the Congress /, 78- 
17345 


Do not order from index; see indicated entry 











Water-supply, Rural — United States. 

Domestic water use from non-central 
systems /, 78-16685 

Water supply sources for the farmstead 
and rural home /, 78-3952 

*Water-supply engineering. 

A classification system for water and 
wastewater facilities and personnel 
project report /, 78-23418 

Water-supply engineering — Periodicals. 

Water operation and maintenance bul- 

letin., 78-3421 
Water table — Idaho. 

Ground-water levels and well records for 
discontinued observation 
Idaho, 1915-72 /, 78-23979 

Water table — Nebraska — Periodicals. 

Groundwater levels in Nebraska., 78- 

21491 
Water table — Wyoming. 


Ground-water levels in Wyoming, 1976 /, 
78-617 


wells in 


Water treatment plants. 

Delays in constructing waste treatment 
facilities after award of construction 
grants - improvements made : Environ- 
mental Protection Agency : report of 


the Comptroller General of the United 
States., 78-1644 


Extraction or destruction of chemical 


pollutants from aqueous waste streams 
/, 78-12916 


Upgrading existing wastewater treatment 
plants : case histories /, 78-285 


*Water treatment plants — California — 
Waste disposal. 
Beneficial disposal of water purification 


plant sludges in wastewater treatment 
/, 78-23473 


*Water treatment plants — United States. 

Estimating costs for water treatment as a 
function of size and treatment efficien- 
cy /, 78-25638 

Water treatment plants — United States — 

Design and construction. 

Multibillion dollar construction grant 
program : are controls over Federal 
funds adequate? Environmental Pro- 
tection Agency : report to the Con- 
gress /, 78-1702 

Water treatment plants — United States — 

Finance — Periodicals. 

Monthly listing of awards for construc- 
tion grants for wastewater treatment 
works; Public Law 92-500 
records., 78-3115 


project 


WWT construction grants data base, pro- 
ject record, 78-3115 


Page I-2625 





*Water treatment plants — Waste disposal 
— Case studies. 
Cost of landspreading and hauling sludge 
from municipal wastewater treatment 
plants : case studies., 78-12873 


*Water tunnels — Environmental aspects — 
Illinois — Chicago. 


Calumet tunnel system., 78-20778 


Draft environmental impact statement ; 
tunnel component of tunnel and reser- 
vior plan proposed by the the 
Metropolitan Sanitary District of 
Greater Chicago, mainstream tunnel 
“system, 59th Street to Addison /, 78- 
20777 


Final environmental impact statement for 
the tunnel component of the tunnel 
and reservoir plan (TARP) proposef 
by the Metropolitan Sanitary District 
of the Greater Chicago, mainstream 
tunnel system, 59th Street to Addison 
Street /, 78-20767 


Summary report of the draft environmen- 
tal impact statement : tunnel com- 
ponent of the tunnel and reservoir plan 
proposed by the Metropolitan Sanitary 
District of Greater Chicago /, 78- 
20778 


Tunnel component of the tunnel and 
reservoir plan proposed by _ the 
Metropolitan Sanitary District of 
Greater Chicago., 78-20767, 78- 
20778 


Tunnel component of the tunnel and 
reservoir plan (TARP) proposed by 
the Metropolitan Sanitary District of 
Greater Chicago., 78-20777 

*Water waves. 

Analysis of short-term variations in 
beach morphology ( and concurrent 
dynamic processes ) for summer and 
winter periods, 1971-72, Plum Island, 
Massachusetts /, 78-20288 


Calculating a yearly limit depth to the 
active beach profile /, 78-10773 


Design wave information for the Great 
Lakes : report 3, Lake Michigan /, 
78-20245 


Design wave information the 
Lakes : report /, 78-10748 
Dolos armor units used on rubble-mound 

breakwater trunks subjected to non- 


breaking waves with no overtopping /, 
78-25225 


Effect of loss of valley storage in the 
Cannelton Pool on Ohio River flood 
heights : final report /, 78-20259 

Floating breakwater field assessment pro- 


gram, Friday Harbor, Washington /, 
78-20298 


Great 


Forces exerted by waves on a pipeline at 
or near the ocean bottom /, 78- 
10775 


Page I- 2626 





Subject Index 


Laboratory effects in beach studies., 
78-15097 


A method for estimating wind-wave 
growth and decay in shallow water 
with high values of bottom friction /, 
78-12737 


Movable-bed experiments 
0.021 (1970)., 78-15097 


Overlay of large, placed quarrystone and 
boulders to increase riprap stability /, 
78-20300 


Prediction of irregular wave runup /, 
78-10777 


Sediment suspension and turbulence in 
an oscillating flume /, 78-12736 


Stilling well design for accurate water 
level measurement /, 78-20301 


Wave setup on a sloping beach /, 78- 
10780 


Wind-wave propagation over flooded, 
vegetated land /, 78-20302 


*Water waves — Great Lakes. 
Automated Great Lakes wave forecasts /, 
78-10585 


*Water waves — Mathematical models. 

A numerical hindcast model for wave 
spectra on water bodies with irregular 
shoreline geometry report /, 78- 
10755 


Waterborne infection — Statistics — 
Periodicals. 
Foodborne and waterborne disease out- 
breaks., 78-15440 
Waterfowl. 
Migrant and wintering populations, steam 
plant sites, 78-14263 
Waterfowl monitoring investigations., 
78-14263 
*Waterfowl — Identification. 
Ducks at a distance 
identification guide /, 


with H,/L, 


a waterfowl 
78-17852 


Waterfowl identification 


17852 


Waterfowl — South Dakota. 
Avian use of livestock watering ponds in 
Western South Dakota /, 78-6176 


Waterfowl management — North America. 
Population ecology of the mallard., 78- 
7347 


Waterfowl shooting — United States. 

Steel shot : hearings before the Subcom- 
mittee on Fisheries and Wildlife Con- 
servation and the Environment of the 
Committee on Merchant Marine and 
Fisheries, House of Representatives, 
Ninety-fifth Congress ... November 11, 
1977, Fairfield, Calif.. May 6, 1978, 
Easton, Md., 78-26841 


*Watergate Affair, 1972- 
Watergate Special Prosecution Force : 
final report., 78-17902 


guide., 78- 
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The public benefits of cleaned water : 
emerging greenway opportunities., 
78-4564 

Runoff estimates for small rural 
watersheds and development of a 
sound design method /, 78-24372 
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Water resources development in Arkan- 
sas /, 78-220 
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Case study of a watershed rehabilitation 
project : Alkali Creek, Colorado /, 
78-14662 
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Providing improved authority for the ad- 
ministration of certain National Forest 
System lands in Oregon report 
together with separate views to accom- 
pany H.R. 7074., 78-10115 


Watershed management — Rocky Mountain 
region. 
Watershed management in the Rocky 
Mountain subalpine zone : the status 
of our knowledge /, 78-14651 
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opportunities for the Colorado front 
range ponderosa pine zone : the status 
of our knowledge /, 78-14653 


Watershed management — United States. 
Non-point water quality modeling in wil- 
dland management : a state-of-the-art 
assessment /, 78-251 


Tables of geometry for low-standard 
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siderations, slope staking, and end 
areas /, 78-14742 


Watershed management — United States — 
Mathematical models. 
Agricultural runoff management (ARM) 
model version II : refinement and test- 
ing /, 78-255 
Watersheds. 
Nonpoint source - stream nutrient level 
relationships : a nationwide study /, 
78-12883 


Topological properties of some trellis 
pattern channel networks /, 78-20272 


Watersheds — Alabama — Lauderdale 
County. 
Cypress Creek Watershed, Lauderdale 
County, Alabama, and Wayne County, 
Tennessee., 78-19577 


Final environmental impact statement for 
Cypress Creek Watershed : Lauderdale 
County, Alabama, and Wayne County, 
Tennessee., 78-19577 

*Watersheds — Arkansas. 

Final environmental impact statement : 
South Fourche Watershed Perry, 
Yell, Saline, and Garland Counties, 
Arkansas., 78-19583 





South Fourche Watershed Project., 78- 
19583 


*Watersheds — California — Santa Barbara 
County. 
Carpinteria Valley Watershed project : 
Santa Barbara County, California 


final environmental impact statement., 
78-19575 


Watersheds — Colorado — Sedgwick 
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Sedgwick-Sand Draws Watershed Project 

Sedgwick County, Colorado, 
Cheyenne and Deuel Counties, 
Nebraska : final environmental impact 
statement., 78-19582 

*Watersheds — Connecticut — New London 
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Final environmental impact statement : 
Yantic River Watershed : New London 
and Tolland Counties, Connecticut., 
78-19584 


Yantic River Watershed, New London 


and Tolland Counties, Connecticut., 
78-19584 


*Watersheds — Connecticut — Tolland 

County. 

Final environmental impact statement : 
Yantic River Watershed : New London 
and Tolland Counties, Connecticut., 
78-19584 


Yantic River Watershed, New London 
and Tolland Counties, Connecticut., 
78-19584 

*Watersheds — Delaware. 

Environmental impact statement for the 
Marshyhope Creek watershed : Kent 
and Sussex Counties, Delaware, 
Caroline and Dorchester Counties, 
Maryland., 78-22736 


Marshyhope Creek 


22736 


*Watersheds — Hawaii — Maui County. 
Final environmental impact statement : 
Honolua Watershed, Maui 
Hawaii., 78-19579 


Honolua Watershed project, Maui Coun- 
ty, Hawaii., 78-19579 


watershed work plan., 78- 
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Watershed work plan Honolua 
Watershed, Maui County, Hawaii., 
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*Watersheds — Illinois — Johnson County. 

Final environmental impact statement : 
Little Cache Creek watershed, Johnson 
County, Illinois., 78-22735 


Little Cache Creek watershed, Johnson 
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*Watersheds — Iowa. 
Little River, lowa, watershed project : 
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Public Works and _ Transportation, 
House of Representatives, Ninety-fifth 
Congress, first session, November 29, 
1977., 78-10018 

Watersheds — Kansas. 

Plan for watershed protection, flood 
prevention, and recreation., 78-6206, 
78-6207, 78-6208, 78-6209 

Wet Walnut Creek subwatershed no. | : 
Barton and Rush Counties, Kansas., 
78-6206 

Wet Walnut Creek subwatershed no. 2 : 
Ness, Rush, and Pawnee Counties, 
Kansas., 78-6207 

Wet Walnut Creek subwatershed no. 3 : 
Ness County, Kansas., 78-6208 


Wet Walnut Creek subwatershed no. 5 : 
Scott, Lane, and Ness Counties, Kan- 
sas., 78-6209 


Wet Walnut Creek watershed : Scott, 
Lane, Ness, Pawnee, Ruch, and Barton 
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pact statement /, 78-10430 


Watersheds — Kentucky — Breathitt 
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Surface mining and the flood of April 
1977 /, 78-50 


*Watersheds — Maryland. 

Environmental impact statement for the 
Marshyhope Creek watershed : Kent 
and Sussex Counties, Delaware, 
Caroline and Dorchester Counties, 


Maryland., 78-22736 
Marshyhope Creek 
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watershed., 78- 
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Final work plan for watershed protec- 
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development Upper Little Black 
Watershed, Butler, Carter, and Ripley 
Counties, Missouri., 78-16705 


Upper Little Black Watershed., 78- 


16705 


*Watersheds — Missouri — Carter County. 
Final work plan for watershed protec- 
tion, flood prevention, and recreational 
development Upper Little Black 
Watershed, Butler, Carter, and Ripley 
Counties, Missouri., 78-16705 


Upper Little Black Watershed., 78- 
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*Watersheds — Missouri — Ripley County. 
Final work plan for watershed protec- 
tion, flood prevention, and recreational 
development Upper Little Black 
Watershed, Butler, Carter, and Ripley 
Counties, Missouri., 78-16705 
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Watersheds — Nebraska — Cheyenne 
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Sedgwick-Sand Draws Watershed Project 
Sedgwick County, Colorado, 
Cheyenne and Deuel Counties, 
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Statement., 78-19582 
Watersheds — Nebraska — Deuel County. 
Sedgwick-Sand Draws Watershed Project 
Sedgwick County, Colorado, 
Cheyenne and Deuel Counties, 
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statement., 78-19582 
*Watersheds — New Jersey — Mercer 
County. 
Assunpink Creek Watershed, Mercer and 


Monmouth Counties, New Jersey., 
78-19574 


Final environmental impact statement : 
Assunpink Creek Watershed : Mercer 
and Monmouth Counties, New Jersey., 
78-19574 

*Watersheds — New Jersey — Monmouth 
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Assunpink Creek Watershed, Mercer and 


Monmouth Counties, New Jersey., 
78-19574 
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Assunpink Creek Watershed : Mercer 
and Monmouth Counties, New Jersey., 
78-19574 
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: McKin- 
: environ- 
78-19585 
Watersheds — New York (State) 
Watershed progress in New York, 1977 : 
summary., 78-6190 
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County. 
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mental impact statement., 78-14776 
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mental impact statement., 78-14776 
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*Watersheds — Oregon. 
An act to provide improved authority for 
the administration of certain National 


Forest System lands in Oregon., 78- 
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Comparison of silvicultural methods at 
Coyote Creek watersheds in 


southwestern Oregon : a case history /, 
78-10379 
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County. 
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East Branch Brandywine Creek 
Watershed : Pennsylvania., 78-19573 


East Branch of the Brandywine Creek 
Watershed project., 78-19573 
*Watersheds — Pennsylvania — 
Montgomery County. 
Pine Run Watershed environmental im- 
pact statement., 78-19581 


Pine Run Watershed project., 78-19581 


*Watersheds — Tennessee — Hardeman 

County. 

Environmental impact statement for 
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County, Mississippi, and Hardeman 
County, Tennessee., 78-19580 

Muddy Creek Watershed., 78-19580 
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Environmental impact statement for 
Muddy Creek Watershed Tippah 
County, Mississippi, and Hardeman 
County, Tennessee., 78-19580 


Muddy Creek Watershed., 78-19580 
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Environmental impact statement for 
Muddy Creek Watershed Tippah 
County, Mississippi, and Hardeman 
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Muddy Creek Watershed., 78-19580 
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County, Alabama, and Wayne County, 
Tennessee., 78-19577 
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County, Alabama, and Wayne County, 
Tennessee., 78-19577 

Watersheds — United States. 
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port to accompany H.R. 9881., 78- 
5824 


Effects of small watershed development 


on land values /, 78-16525 


River basin monetary authorizations : re- 
port to accompany S. 2281., 78-8496 


Watersheds — United States — Abstracts. 
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watersheds : a literature evaluation /, 
78-4020 
Watersheds — United States — Delaware 
River. 
River basins of the United States : the 
Delaware., 78-7287 
Watersheds — United States — 
Mathematical models. 
Regional industrial multiplier system : a 
guide for river basin analysts /, 78- 
12376 
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County. 

Cedar Run Watershed, Fauquier County, 
Virginia., 78-19576 
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pact statement Cedar Run 
Watershed, Fauquier County, Vir- 
ginia., 78-19576 

*Watersheds — Washington (State) — Skagit 

River. 
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project, Skagit River basin, Washing- 
ton., 78-23161 
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Natural reforestation reclaims a 
watershed : a case history from West 
Virginia /, 78-12379 

West Virginia watershed progress report., 
78-10416, 78-16686 


*Watersheds — West Virginia — Barbour 
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Elk Creek Watershed : Barbour, Har- 
rison, and Upshur Counties, West Vir- 
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watershed protection and _ flood 
prevention., 78-19578 


*Watersheds — West Virginia — Hardy Co. 
Lost River subwatershed of the Potomac 
River Watershed, Hardy County, West 
Virginia : work plan for watershed pro- 
tection and flood prevention., 78- 
16706 
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Elk Creek Watershed : Barbour, Har- 
rison, and Upshur Counties, West Vir- 
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watershed protection and _ flood 
prevention., 78-19578 
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Surface mining and the flood of April 
1977 /, 78-50 
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Elk Creek Watershed : Barbour, Har- 
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ginia environmental statement for 
watershed protection and_ flood 
prevention., 78-19578 

*Watertable — Louisiana. 

Ground-water levels and soil charac- 
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/, 78-10391 
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Development of a kit for detecting 
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/, 78-17143 


Waterway user charges : hearing before 
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Representatives Ninety-fifth Congress, 
first session, July 18, 1977., 78-5644 
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Performance characteristics of a grassed- 

waterway transition /, 78-4025 
Waterways — Washington, D.C. 

Washington, D.C.’s vanishing springs and 

waterways /, 78-2064 
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Equipment and supplies. 
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August 6, 1976, and amending agree- 
ment signed at Manila February 7, 
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Waterworks — United States. 
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(ownership and organization)., 78- 
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and supplies. 
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between the United States of America 
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August 6, 1976, and amending agree- 
ment signed at Manila February 7, 
1977., 78-15873 

*Wave equation. 

Scattering theory for the acoustic wave 
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Wave equation analysis of pile driving : 
WEAP program /, 78-22107 
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*Wave guides. 
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fibers /, 78-19638 


Waveguide-mode power budget for an 
ELF/VLF transmitting satellite /, 78- 
25330 

*Wave-motion, Theory of. 

Los Angeles and Long Beach Harbors 
model study : report /, 78-20244 

One-dimensional wave-propagation anal- 
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Production suitability of an electroform 
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factures of fluidic systems : final report 
for period March 1976 - October 1976 
/, 78-20331 
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Data on distribution of wealth in the 
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Task Force on Distributive Impacts of 
Budget and Economic Policies of the 
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Representatives, Ninety-fifth Congress, 
first session, September 26 and 29, 
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*Weapons systems — Cost of operations. 
Operating and support costs of new 
weapon systems compared with their 
predecessors Departments’ of 
Defense, the Air Force, and the Navy : 
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Appropriations /, 78-13347 
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Historical resource utilization methodolo- 


gy : final report for period June 1976 - 
June 1977 /, 78-15211 
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utilization methodology : final report 
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78-20447 


Standardization in NATO : improving ef- 
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defense efforts : report to the Congress 
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produced by other countries : Depart- 
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Weapons systems — Maintenance and repair 
— Handbooks, manuals, etc. 
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commander’s manual., 78-8686 
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soldier’s manual., 78-10694 
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repair — Simulation methods. 

Simulating maintenance manning for new 
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power matrix program : final report for 
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/, 78-15131, 78-15132 


*Weapons systems — Maintenance and 
repair — Study and teaching. 
Commander's manual Vulcan/FAAR 

repairer, MOSC 27F., 78-12669 


Commander’s manual vulcan/FAAR 
system mechanic [MOS 24M]., 78- 
15060 

Soldier’s manual : vulcan/FAAR repairer, 
MOSC 27F, skill level 3., 78-15048 

Soldier’s manual : Vulcan/FAAR system 
mechanic [MOS 24M]., 78-15059 
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24M., 78-15059 
Weather. 
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weather as a cause/factor, U.S. general 
aviation., 78-18557, 78-24352, 78- 
24357 


A research laser weather identification 
instrument /, 78-1462 


Weather — Economic aspects — United 

States. 

Impact of weather-related energy 
shortages on Small Business : hearings 
before the Subcommittee on Energy, 
Environment, Safety, and Research of 
the Committee on Small Business, 
House of Representatives, Ninety-fifth 
Congress, first session April 18, 20, 
and, May 11, 1977., 78-1138 


Weather impacts on the budget and the 
economy hearing before the Task 
Force on Community and Physical 
Resources of the Committee on the 
Budget, House of Representatives, 
Ninety-fifth Congress, second session, 
March 14, 1978., 78-19062 
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manuals, etc. 

Training guide for AFOS operators 
developed by the AFOS instructor 
staff, AFOS training program., 78- 
25063 

*Weather control. 


Florida Area Cumulus Experiment., 78- 
22920 


repairer., 78-12669, 


system mechanic., 78- 


1976 Florida Area Cumulus Experiment 
(FACE); operational summary /, 78- 
22920 


*Weather control — Bibliography. 
Weather modification /, 78-9302 


Weather control — Law and legislation — 
United States. 
National climate program act 
ference report to accompany 
6669., 78-26965 


National climate program act : hearings 
before the Subcommittee on Science, 
Technology, and Space of the Commit- 
tee on Commerce, Science, and Trans- 
portation, United States Senate, 
Ninety-fifth Congress, first session, on 
B. 421. ... . 46352... 78-5532 

Weather control — Periodicals. 
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Weather modification : hearing before 
the Subcommittee on the Environment 
and the Atmosphere of the Committee 
on Science and Technology, U.S. 
House of Representatives, Ninety-fifth 
Congress, first session, October 26, 
1977., 78-10028 


Weather contro! — United States — 
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Weather forecasting. 
Additional weather information 
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Forecasting thunderstorms over a 2- to 
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78-18221 


activities., 78- 


Health and Safety Laboratory environ- 
mental quarterly : final tabulation of 
monthly 90 Sr fallout data 1954- 
1976., 78-25715 


Key to aviation weather forecasts., 78- 
19869 


Key to aviation weather reports., 78- 
19869 


NOWCASTING experiment., 78-14916 


Operational system for predicting severe 
local storms two to six hours in ad- 
vance /, 78-4162, 78-10586 


Programs and accomplishments., 78- 


19867 


A report on the Chesapeake Bay region 
NOWCASTING experiment /, 78- 
14916 


Thunderstorm prediction for use in air 
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/, 78-26615 
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Weather forecasting — Data processing. 
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Weather forecasting — Periodicals. 
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78-19873 
Weather forecasting — Verification. 
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NOAA weather radio., 78-6298 


Owlie skywarn : NOAA weather radio., 
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*Weather signals. 
Detection of gust fronts using surface 
sensors /, 78-10579 


Webb, Brian Patrick. 

Brian Patrick Webb and his wife, Lau- 
rene Anne Webb : report to accom- 
pany S. 1052., 78-6049 

Webb, Laurene Anne. 

Brian Patrick Webb and his wife, Lau- 
rene Anne Webb : report to accom- 
pany S. 1052., 78-6049 

Webster, William H 
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of the Federal Bureau of Investigation, 
January 30, and 31, and February 7, 
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William H. Webster to be Director of the 
Federal Bureau of Investigation : re- 
port ..., 78-16087 

Weddell Sea — Navigation — Tables. 

Area 24, Weddell Sea, pair B-C (Liberia- 
Hawaii)., 78-4276 

Area 24, Weddell Sea, pair C-D (Hawaii, 
U.S.A.-North Dakota, U.S.A.) : Omega 
table., 78-185 

Area 24, Weddell Sea, pair D-E (North 
Dakota, U.S.A.-Reunion), 78-4283 
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4276 
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U.S.A.)., 78-185 
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U.S.A.—Reunion)., 78-4283 
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United States. 

Introduced parasites and predators of 
arthropod pests and weeds 
review /, 78-14566 

Weed control — United States. 

Weed control., 78-6226 


: a world 


Weeds — Georgia. 

Initial response of pine seedlings and 
weeds to dried sewage sludge in reha- 
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78-3995 
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Cooperative plant pest report., 78-2535 
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: report to accompany S. 
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Weighing designs. 
Designs for the calibration of standards 
of mass [errata]., 78-22875 


Weight reducing preparations. 
FDA consumer memo., 78-21264 


78-21264 


*Weights and measures — Catalogs. 
Catalog of artifacts on display in the 


NBS museum : interim report /, 78- 
19783 


*Weights and measures — United States. 
[Specifications, tolerances, and other 
technical requirements for commercial 
weighing and measuring devices] 
1976 replacement sheets., 78-22867 
[Specifications, tolerances, and other 
technical requirements for commercial 
weighing and measuring devices] 
1977 replacement sheets., 78-22868 
*Weights and measures — United States — 
Catalogs. 
Some references on metric information, 
including a chart on all you need to 
know about metric., 78-19762 


*Weights and measures — United States — 

Congresses. 

Announcing ... the 62nd National Con- 
ference on Weights & Measures 
theme, New horizons in metrology, 
July 17-22, 1977, Sheraton-Dallas 
Hotel, Dallas, Texas., 78-22857 

Weights and measures — United States — 

History. 

United States standards of weights and 
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/, 78-18463 

Weisberg, Frederick Howard, 

Nominations to the District of Columbia 
Superior Court : hearing before the 
Committee on Governmental Affairs, 
United States Senate, Ninety-fifth Con- 
gress, first session December 6, 
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*Weiser, Idaho — Floods. 

Floods : Weiser River, Weiser, Idaho, 

and vicinity., 78-23145 
Welded joints. 

Residual stresses at girth-butt welds in 
pipes and pressure vessels : final report 
April 1, 1976-June 30, 1977 /, 78- 
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Welded joints — Defects. 

Determination of tolerable flaw sizes in 
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18601 


HCG and weight control, 
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*Welding — Hygienic aspects. 
Safety and health in arc welding and gas 
welding and cutting., 78-21292 
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Increased authorization for the work in- 
centive program : report to accompany 
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An act to provide for conveyance of cer- 
tain lands in the Wenatchee National 
Forest, Washington, by the Secretary 
of Agriculture., 78-24798 


Providing for conveyance of certain 
lands in the Wenatchee National 
Forest, Wash., by the Secretary of 
Agriculture : report to accompany S. 
2033., 78-22594 

Providing for the conveyance of certain 
lands in the Wenatchee National 
Forest, Washington, by the Secretary 
of Agriculture : report to accompany 
S. 2033., 78-8482 


Resource project plans : fiscal years 75- 
78 : Wenatchee National Forest, 
Pacific Northwest Region., 78-14590 

West Point Lake, Ga. and Ala. 

West Point Lake : Alabama and Geor- 

gia., 78-25217 
West Virginia — Climate. 


Climatological data, West Virginia., 78- 
2786 


Monthly averages of temperature and 
precipitation for state climatic divi- 
sions 1941-1970 : West Virginia., 78- 
4250 


Monthly normals of temperature, 
precipitation, and heating and cooling 
degree days 1941-1970 : West Vir- 
ginia., 78-4206 


Report, 78-2786 


West Virginia, monthly averages of tem- 
perature ..., 78-4250 


West Virginia, monthly normals of tem- 
perature ..., 78-4206 
West Virginia — Industries. 


County business patterns., 
78-19714 


78-1421, 


West Virginia — Population — Statistics. 
Estimates of the population of West Vir- 
ginia counties and metropolitan areas: 
July 1, 1975 (revised) and 1976 
(provisional), 78-8641 
Federal-state. cooperative program for 
population estimates., 78-8641 
West Virginia — Statistics, Vital. 
State life tables, 78-4866 


U.S. decennial life tables., 
78-4866 


78-4866 
West Virginia, 
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*Western hemlock. 

Kiln drying sinker heartwood from 
young-growth western hemlock 
preliminary evaluation /, 78-16548 

A test of commerical thinning on the 
Hemlock Experimental Forest /, 78- 
14645 

Western Run Stream, Md. 

Preliminary draft : report of Western 
Run and tributaries, flood hazard anal- 
ysis Baltimore County, Maryland., 
78-91 

Westinghouse Electric Corporation. 

Safety evaluation report on 
Westinghouse Electric Company ECCS 
evaluation model for plants equipped 
with upper head injection /, 78- 
18883 

Standardized technical specifications for 
Westinghouse PWRS., 78-18921 

*Weston, Vt. — Floods. 

Floods : West River and Utley Brook, 
Weston & Londonderry, Vermont., 
78-23146 

*Wetland conservation — Michigan. 

Fish, wildlife, and recreational values of 
Michigan’s coastal wetlands /, 78- 
19832 

*Wetland ecology. 

Impact of water level changes on woody 
riparian and wetland communities /, 
78-21596 

*Wetlands. 

Urban runoff treatment methods .../, 

78-17125 


Wetlands — South Dakota 
Avian use of livestock watering ponds in 
Western South Dakota /, 78-6176 


Weyerhaeuser Company. 

Weyerhaeuser Company road construc- 
tion proposals in Hansen Creek share 
cost agreement area, King County, 
Washington : final environmental state- 
ment., 78-16649 

*Whales — Congresses. 
Amendments to the schedule to the In- 


ternational Whaling Convention of 
1946., 78-15863 


Whaling : amendments to the schedule to 
the International Whaling Convention 
of 1946, adopted at the twenty-seventh 
meeting of the International Whaling 
Commission, London June 23-27, 
1975., 78-15863 

Whaling — Congresses. 

Whaling; amendments to the schedule to 
the International Whaling Convention 
of 1946; adopted at the meeting of the 
International Whaling Commission., 
78-21929 
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Whaling — Laws and regulations. 

Whaling; amendments to the schedule to 
the International Whaling Convention 
of 1946; adopted at the meeting of the 
International Whaling Commission., 
78-21929 


*Whaling — Laws and regulations — 
Congresses. 
Amendments to the schedule to the In- 
ternational Whaling Convention of 
1946., 78-15863 


Whaling : amendments to the schedule to 
the International Whaling Convention 
of 1946, adopted at the twenty-seventh 
meeting of the International Whaling 
Commission, London June 23-27, 
1975., 78-15863 


Whaling — Laws and regulations — 

Environmental aspects. 

Final environmental impact statement : 
International Whaling Commission’s 
deletion of native exemption for the 
subsistence harvest of bowhead 
whales., 78-6301 

Wheat. 

International emergency wheat reserve 
act of 1978 : report together with sup- 
plemental views, minority report, and 
additional minority views /, 78-26987 

Wheat — Diseases and pests — United 

States. 

Candidate protectants for wheat against 
stored-grain insects /, 78-3973 


Removing garlic contamination from har- 
vested wheat /, 78-6107 


Wheat — Nomenclature. 
Wheat variety handbook., 78-5 


*Wheat — Prices — United States. 

Farm price problems affecting wheat and 
livestock producers : hearing before 
the Subcommittee on Livestock and 
Grains of the Committee on Agricul- 
ture, House of Representatives, 
Ninety-fifth Congress, first session, 
December 10, 1977, Pullman, Wash., 
78-16165 


*Wheat — United States. 
Distribution of the varieties and classes 
of wheat in the United States in 1974 
/, 78-16485 


*Wheat — United States — Costs. 


What does it cost you to grow wheat? : a 
worksheet., 78-22722 


Wheat — United States — Statistics — 
Periodicals. 
Feed grain, 
program 
22751 

Winter wheat and rye seedings., 78- 
2500 


Wheat — Varieties — Handbooks, manuals, 
etc. 
Wheat variety handbook., 


wheat and upland cotton 
disaster provisions., 78- 


78-5 
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Wheat as feed. 

Grazing and hay program for wheat acre- 
age : hearing before the Subcommittee 
on Livestock and Grains of the Com- 
mittee on Agriculture, House of 
Representatives, Ninety-fifth Congress, 
first session, on H.R. 3367, February 
22, 1977., 78-955 


Wheat research. 

Effect of crops and fertilizer on soil 
nitrogen, carbon, and water content, 
and on succeeding wheat yields and 
quality /, 78-14795 

Wheat trade — Statistics — Periodicals. 

Wheat situation., 78-2513 

Witeat trade — United States — Addresses, 
essays, lectures. 

Remarks /, 78-6085 

Wheelchairs. 

San Diego wheelchair 

study /, 78-9772 
*White ash. 
Evaluation of animal hazard to spot- 


seeded white ash in central Tennessee 
/, 78-14724 


accessible bus 


Inceasing white ash seed germination by 
embryo dissection /, 78-46 


White collar crimes — United States — 
Bibliography. 
White collar crime 

raphy /, 78-672 

White collar workers — United States — Job 
descriptions. 

National survey of professional, adminis- 
trative, technical, and clerical pay., 
78-24120 


White House Conference on Balanced 
National Growth and Economic 
Development, Washington, D.C., 1978. 
The White House Conference on 
Balanced National Growth and 
Economic Development : hearing be- 
fore the Committee on Environment 
and Public Works, United States 
Senate, Ninety-fifth Congress, first ses- 
sion, October 21, 1977., 78-14393 

The White House Conference’ on 
Balanced National Growth and 
Economic Development [Jan. 29-Feb. 
2, 1978], 78-24553 


: a selected bibliog- 


White House Conference on Handicapped 
Individuals, Washington, D.C., 1977. 
The White House Conference on Han- 


dicapped Individuals., 78-24550 


White House Conference on the Arts, 

Washington, D.C., 1979. 

White House Conference on the Arts : 
joint hearings before the Subcommit- 
tee on Select Education of the Com- 
mittee on Education and Labor, House 
of Representatives, and the Subcom- 
mittee on Education, Arts, and Hu- 
manities of the Committee on Human 
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Resources, United States Senate, 
Ninety-fifth Congress, first and second 
sessions, on H.J. Res. 600 ..., 78- 
19095 


White House Conference on the Arts 
and White House Conference on the 
Humanities : report to accompany H.J. 
Res. 649., 78-16347, 78-16427 


White House Conferences on Arts and 
Humanities [joint resolution to 
authorize the President to call a White 
House Conference on the Arts, and to 
authorize the President to call a White 
House Conference on the Humani- 
ties]., 78-19377 


White House Conference on the Humanities, 

Washington, D.C., 1979. 

White House Conference on the Arts 
and White House Conference on the 
Humanities : report to accompany H.J. 
Res. 649., 78-16347, 78-16427 


White House Conference on the Hu- 
manities : joint hearings before the 
Subcommittee on Select Education of 
the Committee on Education and 
Labor, House of Representatives, and 
the Subcommittee on Education, Arts, 
and Humanities of the Committee on 
Human Resources, United States 
Senate, Ninety-fifth Congress, first and 
second sessions, on H.J. Res. 639 ..., 
78-22447 


White House Conferences on Arts and 
Humanities [joint resolution to 
authorize the President to call a White 
House Conference on the Arts, and to 
authorize the President to call a White 
House Conference on the Humani- 
ties]., 78-19377 

*White Mountain National Forest, N.H. 

Kilkenny Unit Plan and environmental 
statement : final : White Mountain Na- 
tional Forest., 78-16660 

White oak. 

Size and age of tree affect white oak 

stump sprouting /, 78-24962 
*White pine. 

Eastern white pine in eastern Nebraska : 
a provenance study of southern Ap- 
palachian origins /, 78-14660 

*White pine — Diseases and pests — Ohio. 

Needle mottle in eastern white pine 
seedlings : a selective parameter for air 
pollution sensitivity /, 78-22694 

White River, Ind. — Floods. 

Flood plain information : White River & 
tributaries, Hamilton County, Indiana., 
78-4478 

*White River National Forest, Colo. 

Draft environmental statement : Thomp- 

son Creek Land Use Plan., 78-16668 


Modifying the boundary of the White 
River National Forest in the State of 
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Colorado : report to accompany S. 
2101., 78-6004, 78-26967 


Thompson Creek Land Use Plan., 78- 
16668 


White Sands Missile Range. 


Annual water-resources review, White 
Sands Missle Range., 78-21494 


An empirical method of forecasting thun- 
derstorms for the White Sands Missile 
Range /, 78-8675 

White spruce. 

Inheritance of budbreak and correlation 
with early height growth in white 
spruce (Picea glauca) from New En- 
gland /, 78-6134 

*White-tailed deer. 

Nutrition and in vitro digestibility of tall 
fescue for white-tailed deer, May 
through November /, 78-16604 


Whittier, Alaska — Harbor. 
The ports of Anchorage, Nikiski, Seward, 
Whittier, Valdez, and Ketchikan, 
Alaska /, 78-8668 


Wholesale trade — Prices — United States. 
Index numbers of wholesale prices., 78- 
3189 


Wholesale trade — United States — 
Periodicals. 
Monthly wholesale trade, sales and in- 
ventories., 78-2553 


Wholesale trade — United States — 
Statistics. 
Current survey statistics : available from 
the Bureau of the Census., 78-113 


Factfinder for the Nation wholesale 


trade statistics., 78-19730 


Monthly wholesale trade : 
ventories : January 1967-August 1977 
(Revised), 78-19662 


Wholesale trade statistics., 


*Wichita Indians. 

An act authorizing the Wichita Indian 
Tribe of Oklahoma ... to file with the 
Indian Claims Commission any of their 
claims against the United States for 
lands taken without adequate compen- 
sation ..., 78-14498 


Authorizing the Wichita Indian Tribe of 
Oklahoma, and its affiliated bands and 
groups of Indians, to file with the Indi- 
an Claims Commission any of their 
claims against the United States for 
lands taken without adequate compen- 
sation, and for other purposes : report 
together with additional dissenting and 
supplemental views, to 
H.R. 3377., 78-2312 


Widowers — United States — Statistics. 
Initial awards to widowed father 
beneficiaries, 78-8930 


Research and statistics note., 


sales and in- 


78-19730 


accompany 


78-8930 





*Wife beating. 
Battered women : issues of public policy 
a consultation sponsored by the 
United States Commission on Civil 
Rights., 78-19998 
Wife abuse : a workshop guide., 78- 
2307 


Wild and scenic rivers — Alaska. 

Inclusion of Alaska lands in national 
park, forest, wildlife refuge, and wild 
and scenic rivers systems : hearings be- 
fore the Subcommittee on General 
Oversight and Alaska Lands of the 
Committee on Interior and Insular Af- 
fairs, House of Representatives, 
Ninety-fifth Congress, first session 
78-8309, 78-9985, 
16250 


Wild and scenic rivers — Colorado. 
Dolores River archeology : canyon adap- 


tations as seen through survey /, 78- 
2085 


sony 


78-14357, 78- 


Wild and scenic river recommendation : 

Dolores River, Colorado /, 78-8375 
*Wild and scenic rivers — Idaho. 

St. Joe River, Idaho, wild and scenic 
rivers study : communication from the 
Secretary of Agriculture ..., 78-19291 

Wild and scenic river recommendation : 
Salmon River, Idaho /, 78-8377 

Wild and scenic rivers — Maine. 

Wild and scenic river recommendation : 

Penobscot River, Maine., 78-8381 
Wild and scenic rivers — Michigan. 

Wild and scenic river recommendation : 
Pere Marquette River, Michigan /, 
78-8374 

Wild and scenic rivers — Minnesota. 

Wild and scenic river recommendation : 
Upper Mississippi River, Minnesota., 
78-8380 


Wild and scenic river study, Upper Mis- 
sissippi River, Minn. 
from the Director, Bureau of Outdoor 
Recreation, U.S. Department of the In- 


: communication 


terior ..., 78-10078 


Wild and scenic rivers — Missouri. 

Wild and scenic river recommendation : 
Gascondade’ River, Missouri., 78- 
8382 

Wild and scenic rivers — Nevada. 

Wild and scenic river recommendation : 

Bruneau River, Idaho /, 78-8373 


Wild and scenic rivers — New York (State) 
Wild and scenic river recommendation : 
Upper Delaware River, New York and 
Pennsylvania., 78-8379 
Wild and scenic rivers — Pennsylvania. 
Wild and scenic river recommendation : 
Upper Delaware River, New York and 
Pennsylvania., 78-8379 
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Wild and scenic rivers — Texas. 
Wild and scenic river recommendation : 
Rio Grande, Texas., 78-8376 
Wild and scenic rivers — Utah. 
Wild and scenic river recommendation : 
Dolores River, Colorado /, 78-8375 
Wild and scenic rivers — Washington. 
(State) 
Wild and scenic river recommendation : 
Skagit River, Washington /, 78-8378 
Wild horses — Posters. 
Wild horses 


Wild horses — United States. 

America’s wild horses : fitting ‘em in: a 
social studies subject for upper ele- 
mentary students 
78-26223 

Wilder, Hye Jin. 

Hye Jin Wilder : 

H.R. 6801., 


: fitting "em in., 78-26224 


: teacher’s guide., 


report to accompany 
78-14442 
Wilderness areas. 

Wilderness inventory handbook : policy, 
direction, procedures, and guidance 
for conducting wilderness inventory on 
the public lands., 78-26225 

*Wilderness areas — Alaska. 
Alaska State supplement to USDA Forest 


Service environmental statement., 78- 
16673 


RARE Il : Alaska supplement to draft 
environmental statement, roadless area 
review and evaluation., 78-16673 

Wilderness areas — Arkansas. 

Wilderness recommendation 

National River, Arkansas /, 


Buffalo 
78-8372 
*Wilderness areas — California. 

California State supplement to USDA 

Forest 
ment., 


Service environmental 
78-16674 


state- 


A proposal : Snow Mountain Wilderness, 
Mendocino National Forest, California 
; beyond civilization lies wilderness, 
where the earth and its community of 
life are untrammeled by man, where 
man himself is a visitor who does not 
remain., 78-16540 


RARE II : California supplement to draft 
environmental statement, roadless area 
review and evaluation., 78-16674 

Snow Mountain Wilderness, Mendocino 


National California., 78- 
16540 


Forest, 


*Wilderness areas — California — Maps. 
California State supplement to USDA 
Forest 
ment., 


Service environmental 
78-16675 


State- 
RARE II : California supplement to draft 
environmental statement, roadless area 


review and evaluation., 78-16675 
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*Wilderness areas — Colorado — 

Congresses. 

Man, leisure, and wildlands 
interaction : proceedings of the first 
Eisenhower Consortium Research 
Symposium, Sept. 14-19, 1975, Vail, 
Colorado., 78-16564 

Proceedings of the first Eisenhower Con- 
sortium Research Symposium, Sept. 
14-19, 1975, Vail, Colorado., 78- 
16564 

Wilderness areas — Idaho — Nezperce 

National Forest. 

Gospel-Hump wilderness area : hearing 
before the Subcommittee on Parks and 
Recreation .of the Committee on Ener- 
gy and Natural Resources, United 
States Senate, Ninety-fifth Congress, 
first session, on S. 1180 (amendment 
no. 626) .... 8.. 20335... &. 26 
Grangeville, Idaho, August 24, 1977., 
78-24601 


: a complex 


*Wilderness areas — Law and legislation — 

Oregon. 

Oregon omnibus wilderness act : hearing 
before the Subcommittee on Parks and 
Recreation of the Committee on Ener- 
gy and Natural Resources, United 
States Senate, Ninety-fifth Congress, 
first session, on S. 658 ..., 78-12080 


Wilderness areas — Law and legislation — 
United States. 
Absaroka-Beartooth Wilderness : report 
to accompany S. 1671., 78-10273 


Absaroka-Beartooth Wilderness, State of 
Montana : joint hearing before the 
Subcommittee on Parks and Recrea- 
tion of the Committee on Energy and 
Natural Resources, United States 
Senate and the Subcommittee on Indi- 
an Affairs and Public Lands of the 
Committee on Interior and Insular Af- 
fairs, House of Representatives, 
Ninety-fifth Congress, first session, on 
S. 1671 ... H.R. 1907, Billings, Mont., 
August 10, 1977., 78-8272 


An act to designate the Absaroka-Bear- 
tooth Wilderness, Custer and Gallatin 
National Forests, in the State of Mon- 
tana., 78-14500 

An act to provide for the study of certain 
lands to determine their suitability for 
designation as wilderness in ac- 
cordance with the Wilderness act of 
1964, and for other purposes., 78- 
8440 


Designating certain endangered public 
lands for preservation as wilderness, 
providing for the study of additional 
endangered public lands for such 
designation, furthering the purposes of 
the Wilderness act of 1964, and other 
purposes : report together with supple- 
mental and minority views to accom- 
pany H.R. 3454., 78-1213 
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Designating the Absaroka-Beartooth Wil- 
derness, Custer and Gallatin National 
Forests, in the State of Montana : re- 
port to accompany S. 1671., 78- 
10252 

Endangered American wilderness act : 
hearings before the Subcommittee on 
Indian Affairs and Public Lands of the 
Committee on Interior and Insular Af- 
fairs, House of Representatives, 
Ninety-fifth Congress, first session, on 
H.R. 3454 ..., 78-2279 


Endangered American wilderness act of 
1977 : hearings before the Subcommit- 
tee on Parks and Recreation of the 
Committee on Energy and Natural 
Resources, United States Senate, 
Ninety-fifth Congress, first session, on 
S. 1180 September 19 and 20, 
1977., 78-16206 


Endangered American wilderness act of 
1977 report to accompany H.R. 
3454., 78-5984 


Endangered American wilderness act of 
1978., 78-12302 


Endangered American wilderness act of 
1978 : conference report to accom- 
pany H.R. 3454., 78-10254, 78- 
10275 


Gospel-Hump wilderness area : hearing 
before the Subcommittee on Parks and 
Recreation of the Committee on Ener- 
gy and Natural Resources, United 
States Senate, Ninety-fifth Congress, 
first session, on S. 1180 (amendment 
no. 826) ... S. 2035 ... S. 2051 
Grangeville, Idaho, August 24, 1977., 
78-24601 


Oregon omnibus wilderness act : hearing 
before the Subcommittee on Parks and 
Recreation of the Committee on Ener- 
gy and Natural Resources, United 
States Senate, Ninety-fifth Congress, 
first session, on S. 658 ...,  78-12080 


Providing for the study of certain lands 
to determine their suitability for 
designation as wilderness in  ac- 
cordance with the Wilderness act of 
1964, and for other purposes : report 
to accompany S. 393., 78-5740 


Wilderness areas — Montana. 
Absaroka-Beartooth Wilderness : report 
to accompany S. 1671., 78-10273 


Absaroka-Beartooth Wilderness, State of 
Montana : joint hearing before the 
Subcommittee on Parks and Recrea- 
tion of the Committee on Energy and 
Natural Resources, United States 
Senate and the Subcommittee on Indi- 
an Affairs and Public Lands of the 
Committee on Interior and Insular Af- 
fairs, House of Representatives, 
Ninety-fifth Congress, first session, on 
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S. 1671 ... H.R. 1907, Billings, Mont., 
August 10, 1977., 78-8272 


An act to designate the Absaroka-Bear- 
tooth Wilderness, Custer and Gallatin 
National Forests, in the State of Mon- 
tana., 78-14500 


Designating the Absaroka-Beartooth Wil- 
derness, Custer and Gallatin National 
Forests, in the State of Montana : re- 
port to accompany S. 1671., 78- 
10252 


Providing for the study of certain lands 
to determine their suitability for 
designation as _ wilderness in  ac- 
cordance with the Wilderness act of 
1964, and for other purposes : report 
to accompany S. 393., 78-5740 


San Antonio Missions National Historical 
Park, Texas, Absaroka-Beartooth Wil- 
derness, Montana, and Chat- 
tachoochee River National Recreation 
Area, Georgia : hearing before the 
Subcommittee on Parks and Recrea- 
tion of the Committee on Energy and 
Natural Resources, United States 
Senate, Ninety-fifth Congress, first ses- 
sion, on S. 1156 ... S. 1671 ... S. 1791 
... September 23, 1977., 78-9933 


Wilderness areas — Tennessee. 
TVA : Small Wild Areas., 78-26704 


*Wilderness areas — United States. 
New wilderness study areas : roadless 
area review and_  evaluation., 78- 
19552 


Rationing wilderness use 
problems, and guidelines /, 


methods, 
78-14632 


Roadless and undeveloped areas : final 
environmental statement : selection of 
final new study areas from roadless 
and undeveloped areas within the Na- 
tional forests., 78-16663 


Wilderness areas — Utah. 
Wild and scenic river recommendation : 
Arches National Park, Utah /, 78- 
8369 
Wilderness recommendation 
lands National Park, Utah /, 


Wilderness recommendation 
Reef National Park, Utah /, 


: Canyon- 

78-8370 

Capitol 
78-8371 


*Wilderness areas — Washington (State) 


Wilderness needs 


14591 


*Wilderness areas — Wyoming. 
Cloud Peak Wilderness, Bighorn Na- 
tional Forest, Wyoming., 78-14593 


Popo Agie Wilderness, Shoshone Na- 
tional Forest, Wyoming., 78-14594 


A proposal : Cloud Peak Wilderness, 
Bighorn National Forest, Wyoming : 
beyond civilization lies wilderness, 
where the earth and its community of 
life are untrammeled by man, where 


consideration., 78- 
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man himself is a visitor who does not 
remain., 78-14593 


A_ proposal Popo Agie Wilderness, 
Shoshone National Forest, Wyoming : 
beyond civilization lies wilderness, 
where the earth and its community of 
life are untrammeled by man, where 
man himself is a visitor who does not 
remain., 78-14594 


Proposed addition to Teton Wilderness : 
Bridger-Teton National Forest, Wyom- 
ing : beyond civilization lies wil- 
derness, where the earth and its com- 
munity of life are untrammeled by 
man, where man himself is a visitor 
who does not remain., 78-6114 

*Wildfires — Alaska. 

Rates of spread of wildfire in Alaskan 

fuels /, 78-10380 


*Wildfires — Minnesota. 
Small mammal populations after a wild- 
fire in northeast Minnesota /, 78- 
12377 


Some individual plant biomass values 
from northeastern Minnesota /, 78- 
6152 


Wildfires — Missouri. 
Wildfire effects on an oak-hickory forest 
in southeast Missouri /, 78-1353 


*Wildfires — United States. 
Estimating wildfire behavior and effects 
/, 78-16631 


Heat : its role in wildland fire /, 78- 
6124, 78-14616, 78-19531 


Heat conduction., 78-6124 


Heat conduction and wildland fire., 78- 
6124 


Radiation., 78-14616, 


Radiation and wildland fire., 
78-19531 


*Wildlife conservation. 
Planning for wildlife in cities and suburbs 
/, 78-26213 


Wildlife conservation — Abstracts. 
Wildlife review; an abstracting service 
for wildlife management., 78-3483 


*Wildlife conservation — Law and 
legislation — United States. 

An act to authorize appropriations for 
fiscal years 1978, 1979, and 1980 to 
carry out State cooperative programs 
under the Endangered species act of 
1973., 78-12237 


Alaska lands : hearings before the Sub- 
committee on Fisheries and Wildlife 
Conservation and the Environment of 
the Committee on Merchant Marine 
and Fisheries, House of Representa- 
tives, Ninety-fifth Congress, first ses- 
sion , on H.R. 1652 ... H.R. 5605 ... 
H.R. 6564 ...,  78-19196 


78-19531 
78-6124, 





Amending the Endangered species act of 
1973 : hearings before the Subcommit- 
tee on Resource Protection of the 
Committee on Environment and Public 
Works, United States Senate, Ninety- 
fifth Congress, second session, on S. 
2899 ... April 13 and 14, 1978., 78- 
24650 


Authorization for conservation programs 
on military reservations : report to ac- 
company H.R. 10882., 78-26891 


Code of Federal regulations., 78-21101 


A compilation of Federal laws relating to 
conservation and development of our 
nation’s fish and wildlife resources, en- 
vironmental quality, and oceanog- 
raphy., 78-2282 

Endangered species act amendments of 


1978 : report to accompany S. 2899., 
78-19487 


Endangered species act authorizations : 
conference report to accompany S. 
1316., 78-10218 


Endangered species act authorizations : 
report to accompany S. 1316., 78- 
10154 


Endangered species act of 
authorization 
H.R. 10883., 


Endangered species act oversight 
hearings before the Subcommittee on 
Resource Protection of the Committee 
on Environment and Public Works, 
United States Senate, Ninety-fifth Con- 
gress, first session ..., 78-10009 


Federal aid in nongame fish and wildlife 
conservation act of 1977 : hearing be- 
fore the Subcommittee on Resource 
Protection of the Committee on En- 
vironment and Public Works, United 
States Senate, Ninety-fifth Congress, 
first session, S. 1140 August 3, 
1977., 78-2291 


Federal aid in Nongame fish and wildlife 
conservation act of 1978 : report to 
accompany S. 1140., 78-19485 


Fish and wildlife improvement act of 
1978 report to accompany H.R. 
2329., 78-24936 


Fish and wildlife miscellaneous : hearings 
before the Subcommittee on Fisheries 
and Wildlife Conservation and the En- 
vironment of the Committee’ on 
Merchant Marine and Fisheries, House 
of Representatives, Ninety-fifth Con- 
gress, first session ...,  78-19195 


Nongame fish and wildlife program 
hearing before the Subcommittee on 
Fisheries and Wildlife Conservation 
and the Environment of the Commit- 
tee on Merchant Marine and Fisheries, 
House of Representatives, Ninety-fifth 


1973 
: report to accompany 
78-19297 
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Congress, on H.R. 8606 ... September 
30, 1977, H.R. 10255 and H.R. 10919 
... February 16, 1978., 78-19198 


Nongame fish and wildlife program : re- 
port to accompany H.R. 10255., 78- 
22578 

Sikes act amendments of 1978 : report to 
accompany S. 2987., 78-19486 


Wildlife and fisheries, 78-21101 


Wildlife conservation — Law and legislation 

— United States — Digests. 

Selected list of Federal laws and treaties 
relating to sport fish and wildlife., 78- 
21595 

Wildlife conservation — Periodicals. 

Endangered species technical bulletin., 

78-3486 


Wildlife review; an abstracting service 
for wildlife management., 78-3483 


*Wildlife conservation — United States. 
Impacts of coal-fired power plants on 
fish, wildlife, and their habitats /, 78- 
21594 


More wildlife for recreation : a series of 
guides to help landowners increase 
their production of wildlife /, 78- 
14768 

The U.S. Fish and Wildlife Service looks 
at the Corps of Engineers 
development project 
2080 

*Wildlife conservation — Wyoming. 

Mule deer mortality on Interstate 80 in 
Wyoming causes, patterns, and 
recommendations /, 78-14703 

*Wildlife habitat improvement — Arizona. 

Cottontail responses to forest manage- 


ment in southwestern ponderosa pine 
/, 78-14701 


water 
planning., 78- 


Timber harvesting increases deer and elk 
use of a mixed conifer forest /, 78- 
14700 


Wildlife habitat improvement — Idaho. 

Big game habitat improvement : burining 
of seral brushfields in the Clearwater, 
Idaho panhandle, and Nezperce Na- 
tional Forest final environmental 
statement., 78-8549 


*Wildlife habitat improvement — Louisiana. 
Simulating timber and deer food poten- 
tial in loblolly pine plantations /, 78- 
16645 
*Wildlife habitat improvement — 
Southwestern States. 
Managing aspen for wildlife in the 
Southwest /, 78-14753 


*Wildlife habitat improvement — Texas. 
Simulating timber and deer food poten- 
tial in loblolly pine plantations /, 78- 
16645 
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*Wildlife habitat improvement — The West 

— Congresses. 

Proceedings of the workshop on Non- 
game Bird Habitat Management in the 
Coniferous Forests of the Western 
United States, February 7-9, 1977, 
Portland, Or., 78-10407 


Wildlife habitat improvement — United 

States. 

Habitat and population improvement 
measures accompanying water 
resources development projects /, 78- 
2079 


The U.S. Fish and Wildlife Service looks 
at the Corps of Engineers 
development project 
2080 


Wildlife on the public lands., 


Wildlife management. 


Eastern timber wolf recovery plan /, 
78-26214 


Powerline rights of way for energy and 
wildlife., 78-26701 


Wildlife management — Alaska. 
Consideration of a waiver of the mora- 
torium and return of management of 
certain marine mammals to the State 
of Alaska., 78-1473, 78-19924 


Final environmental impact statement, 
consideration of a waiver of the mora- 
torium and return of management of 
certain marine mammals., 78-19924 


*Wildlife management — Indiana. 

Fish and wildlife management 

Hoosier National Forest, 
78-10326 


Wildlife management — Law and legislation 
— United States. 
Component parts of ammunition tax : re- 
port together with additional views to 
accompany H.R. 3633., 78-26935 


Wildlife management — Posters. 
Wild horses : fitting "em in., 78-26224 


*Wildlife management — South Dakota — 
Wind Cave National Park. 
Herd organization and movements of elk 
in Wind Cave National Park, South 
Dakota /, 78-26202 


Wildlife management — Study and teaching. 
America’s wild horses : fitting "em in: a 
social studies subject for upper ele- 
mentary students : teacher's guide., 
78-26223 


*Wildlife management — Study and 
teaching — Colorado. 

Wildlife management training school 
Colorado State University, Fort Col- 
lins, Colorado, May 16-20, 1960., 78- 
14592 


*Wildlife management — United States. 
Concepts and practices in Fish and Wil- 
dlife Administration /, 78-24045 


water 
planning., 78- 


78-15620 


plan 
Indiana., 


Page I-2635 





Wildlife management — United States — 
Addresses, essays, lectures. 
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Bibliography. 


Wildlife management., 78-6987 


Wildlife management — United States — 
Collected works. 
Sport fishery and wildlife research., 78- 
21592 


Wildlife management — United States — 

Congresses. 

Proceedings - National Advisory Board 
for Wild Free-Roaming Horses & Bur- 
ros., 78-21606 

Wildlife management — United States — 

Periodicals. 

Annual report - United States Fish and 
Wildlife Service., 78-24044 


Conserving our fish and wildlife heritage, 
78-24044 


*Wildlife refuges. 
Oil shale : life above the shale., 78- 
17775 


Wildlife refuges — Alaska. 

Inclusion of Alaska lands in national 
park, forest, wildlife refuge, and wild 
and scenic rivers systems : hearings be- 
fore the Subcommittee on General 
Oversight and Alaska Lands of the 
Committee on Interior and Insular Af- 
fairs, House of Representatives, 
Ninety-fifth Congress, first session ..., 
78-8309, 78-9985, 78-14357, 78- 
16250 


Wildlife refuges — Law and legislation — 
United States. 
Refuge revenue sharing act of 1978 : re- 


port to accompany H.R. 8394., 78- 
26936 


*Wildlife refuges — United States — 
Management. 
Management of the national 
refuge system., 78-13797 


Recommendations on the management of 
the national wildlife refuge system /, 
78-13797 

Wildlife research — United States — 

Bibliography. 

Selected list of acquisitions and recently 
cataloged books., 78-26218 

Wildlife research — United States — 

Periodicals. 

Annual report of the cooperative units 
program, fishery and _ wildlife, 78- 
26206 

Cooperative research units, fishery and 
wildlife, annual report., 78-26206 


wildife 


Cooperative units program, fishery & 


wildlife, annual report, 78-26206 
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Autobiography of Rear Admiral Charles 
Wilkes, U.S. Navy, 1798-1877 /, 78- 
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Williams, Chong Cha. 
Chong Cha Williams 
pany S. 405., 


Williamson, Gail. 


Gail Williamson : report to accompany 
H.R. 8428., 78-24731 


*Wilmington, Del. — Recreation areas. 

National urban recreation study, 
Philadelphia/Wilmington/Trenton., 
78-17861 

Wilson, Kerry Ann. 

Mrs. Kerry Ann Wilson and Jason John 
Barba : report to accompany S. 2639., 
78-24873 

*Wilson Reservoir, Ala. 

Fish inventory data 

1976., 78-24542 


Winchendon, Mass. 

Flood plain information : Millers River 
and North Branch, Winchendon, Mas- 
sachusetts., 78-6499 

Millers River 
Winchendon, 
6499 


: report to accom- 
78-6043, 78-24757 


: Wilson Reservoir, 


and North’ Branch, 
Massachusetts., 78- 


Wind erosion — California. 
Simulation model of erosion and deposi- 
tion on a barchan dune /, 78-5158 


Wind erosion — United States. 
Control of Water erosion, wind erosion, 
and sedimentation., 78-6237 


How to control wind erosion /, 78-6094 


Wind power. 


Aerodynamic performance of wind tur- 
bines /, 78-6679 


The application of wind power systems 
to the service area of the Minnesota 
Power and Light Company : final re- 
port, period July 1975-August 1976 /, 
78-23290 


Development and adaptation of field 
modulated generator systems for wind 
energy applications : final report /, 
78-17214 

Development of a wind energy site selec- 
tion methodology ... /, 78-17275 


Electrofluid dynamic (EFD) wind driven 
generator : final report /, 78-20816 


Energy from the winds., 78-16983, 


78-20476 


An evaluation of the potential environ- 
mental effects of wind energy system 
development : interim final report /, 
78-11028 


A field study of wind over a simulated 
block building /, 78-9435 
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mendations and conclusions of the 
data assessment meeting held at the 
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Innovative wind machines ... / R.E. Wal- 
ters ... [et al.]., 78-6676 

Investigation of diffuser-augmented wind 
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Self-regulating 
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tunnel simulation of the influence of 
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and turbulence .../, 78-6677 


Summary of current cost estimates of 
large wind energy systems /, 78-6649 

Vortex augmentors for wind energy con- 
version /, 78-23385 


Wake characteristics of a tower for the 
DOE-NASA MOD-1 wind turbine /, 
78-23298 


Wind duration cure fits and output 
power estimates for typical windmills., 
78-6853 


Wind energy conversion /, 


bearingless 


78-6678 


Wind energy developments in the 20th 
century /, 78-15752 


Wind energy mission analysis., 
78-6856, 78-10989 


Wind energy mission analysis : appendix., 
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Wind power potential of Alaska : part II, 
wind duration curve fits and output 
power estimates for typical windmills /, 
78-6853 


78-6855, 


Wind-powered aeration for remote loca- 
tions .../, 78-4616 


Windmill power for city people : a docu- 
mentation of the first urban wind ener- 
gy system /, 78-12565 
Wind power — Bibliography. 
Selected references on wind power., 
78-7485 


Wind power /, 78-9285 


*Wind power — Congresses. 
Ecologist/Meterologist Workshop, 1976, 
Douglas Lake, Michigan, August 16- 

20,1976 /, 78-23231 


Third wind energy workshop 
proceedings of the Third Biennial Con- 
ference and Workshop on Wind Ener- 
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teristics /, 78-13077 
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Comparison of computer codes for cal- 
culating dynamic loads in wind tur- 
bines /, 78-23297 
*Wind tunnels. 
Aerodynamic design guidelines and com- 
puter program for estimation of sub- 


sonic wind tunnel performance /, 78- 
11676 


Calibration of transonic and supersonic 
wind tunnels /, 78-18211 


Design features and operational charac- 
teristics of the Langley 0.3-meter 
transonic cryogenic tunnel /, 78- 
11692 


Investigation of very low blockage ratio 
boattail models in the Langley 16-foot 
transonic tunnel /, 78-11707 


Mean velocity, turbulence intensity and 
turbulence convection velocity mea- 
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free jet wind tunnel /, 78-26349 


Wake characteristics of an _ eight-leg 
tower for a MOD-O type wind turbine 
/, 78-20496 


Wind tunnel evaluation of particle sizing 
instruments /, 78-20703 


A wind-tunnel study of the applicability 
of far-field sonic-boom theory to the 
space shuttle orbiter /, 78-26398 


*Wind tunnels — Flow visualization. 
Buffet characteristics of the F-8 super- 
critical wing airplane /, 78-9385 


Wind-tunnel pressure data at Mach num- 
bers from 1.6 to 4.63 for a series of 
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from -4 to 60 /, 78-9377 

Wind tunnels — Ground simulators. 

Wind tunnel measurements in the wakes 

of structures /, 78-9437 
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Energy from the winds., 78-20476 


Innovative wind machines ... / R.E. Wal- 
ters ... [et al.]., 78-6676 

Optimization and characteristics of a 
sailwing windmill rotor /, 78-20943 


Segmented and self-adjusting wind tur- 
bine rotors ... /, 78-10992 
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TV and FM interference by windmills /, 
78-13038 


Wake characteristics of a tower for the 
DOE-NASA MOD-1 wind turbine /, 
78-23298 


Wind duration cure fits and output 


power estimates for typical windmills., 
78-6853 


Wind energy conservation systems manu- 
facturing and sales activity : 1975 and 
1976 /, 78-15313 


Wind power potential of Alaska : part II, 
wind duration curve fits and output 
power estimates for typical windmills /, 
78-6853 

Windmill power for city people : a docu- 
mentation of the first urban wind ener- 
gy system /, 78-12565 

*Windmills — United States. 

Energy from the winds., 

*Window-shades. 

Window blinds as a potential energy 

saver : a case study /, 78-19769 


78-16983 


*Windows — Case studies. 

Simplified analysis of thermal and 
lighting characteristics of windows 
two case studies /, 78-19767 

Windows — Standards. 

An evaluation of window glass for air 

traffic control tower cabs /, 78-8000 


*Windows — Thermal properties — Case 
studies. 
Simplified analysis of thermal and 
lighting characteristics of windows : 
two case studies /, 78-19767 


*Windows — United States — Thermal 
properities. 

Energy-effective windows : proceedings 
of a joint DOE(ERDA)/NBS Con- 
ference/Round Table on Energy-Effec- 
tive Windows, held in Washington, 
D.C., on April 13th, 1977., 78-19757 

*Winds. 

Development of a procedure to model 
high-resolution wind profiles from 
smoothed or low-frequency data /, 
78-18282 


Diffusion under low windspeed, inversion 
conditions /, 78-19852 


Discomfort due to wind near buildings : 
aerodynamic concepts /, 78-19771 


Environmental development 
(EDP)., 78-17015 


An _ investigation of the temporal 
character of mesoscale perturbations 
in the troposphere and stratosphere /, 
78-13915 


Model predictions of wind and turbu- 
lence profiles associated with an en- 
semble of aircraft accidents /, 78- 
13960 
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A relationship between weakening of 
tropical cyclone cloud patterns and 
lessening of wind speed /, 78-10582 


Summary of the development plan for 
the wind characteristics program ele- 
ment of the Federal wind energy pro- 
gram /, 78-25522 

Three-dimensional potential flow over 
hills and oval mounds /, 78-15757 


Wind energy conversion, 78-17015 


Winds — Alaska. 
Wind duration cure fits and output 
power estimates for typical windmills., 
78-6853 


Wind power potential of Alaska : part II, 
wind duration curve fits and output 
power estimates for typical windmills /, 
78-6853 


Winds — Alaska, Gulf of. 

A compilation of wind current, bottom- 
pressure, and STD-CTD measurements 
in the northeast Gulf of Alaska, 
February-May 1975 /, 78-1460 

Winds — California. 

Field computation of winds-aloft veloci- 
ties from single theodolite pilot balloon 
observations /, 78-8542 


Wind stress and wind stress curl over the 
California current /, 78-4152 


Winds — California — Los Angeles. 
Investigation of wind conditions during 
early morning hours at Los Angeles In- 
ternational Airport /, 78-26619 


*Winds — Forecasting. 
An updated objective forecast technique 
for Colorado downslope winds /, 78- 
14917 


*Winds — Measurement. 

Ceiling visibility wind tabulations : sam- 
ple forms of records available at Na- 
tional Climatic Center, Federal Build- 
ing, Asheville, North Carolina 28801., 
78-19889 


Comparison of mast and boom wind 
speed and direction measurements on 
U.S. GATE B-scale ships /, 78-19835 

Determination of constant-volume bal- 
loon capabilities for aeronautical 
research /, 78-9436 

Sample forms of records available at Na- 
tional Climatic Center., 78-19889 


*Winds — Measurement — Data processing. 
An all digital automated wind measure- 
ment system /, 78-20316 
*Winds — Mexico — Baja California (State) 
Wind stress and wind stress curl over the 
California current /, 78-4152 
Winds — Observations. 
The mechanics of atmospheric systems 
derived through vertical and horizontal 


analysis of parametric data /, 78- 
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Measurement. 

A study of the unification of ground and 
inflight wind criteria for the space 
shuttle /, 78-5163 

Winds — Remote sensing. 

Verification of wind measurement to 
450-meter altitude with mobile laser 
Doppler system /, 78-26624 


Verification of wind measurement with 
mobile laser Doppler system /, 78- 
26620 


Winds — Research. 

Federal wind energy program; program 

summary., 78-25396 
*Winds — Tables, etc. 

United States wind speed and wind 
power duration tables, by months 
(cumulative distributions) ... /, 78- 
17276 

*Winds — Wyoming — Charts, diagrams, 
etc. 

Evaluation of wind-energy sites from 
aeolian geomorphologic features 
mapped from Landsat imagery : first 
results /, 78-13078 


*Winds aloft. 

Low-speed wind-tunnel investigation of a 
swept-wing model having distributed 
upper-surface blowing near the wing 
leading edge or at the flap knee /, 
78-18096 


*Winds aloft — Charts, diagrams, etc. 
Sample forms of records available at Na- 
tional Climatic Center., 78-19885 


Winds aloft computation sheet : winds 
aloft summary form : sample forms of 
records available at National Climatic 
Center, Federal Building, Asheville, 
North Carolina 28801, 78-19885 


*Winds aloft — Measurement. 
Sample forms of records available at Na- 
tional Climatic Center., 78-19885 


Winds aloft computation sheet : winds 
aloft summary form : sample forms of 
records available at National Climatic 
Center, Federal Building, Asheville, 
North Carolina 28801, 78-19885 


Wine and wine making — California. 


Mechanical harvesting of wine grapes /, 
78-32 


*Wine and wine making — Law and 
legislation — United States. 

Home production of beer and wine : re- 
port to accompany H.R. 2028., 78- 
12286 

Wine and wine making — Statistics — 

Periodicals. 

Monthly statistical release., 

*Winema National Forest, Or. 


Chemult Planning Unit : final environ- 
mental statement., 78-16655 
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Winer, Sun Pok Yu. 
Mrs. Sun Pok Winer : report to accom- 
pany H.R. 1396., 78-14434 


*Winter resorts — United States. 

Winter resorts., 78-16822 

*Wire — Corrosion. 

Studies of friction and wear charac- 
teristics of various wires for wire-brush 
skids /, 78-18106 

Wire fencing — Testing. 

Barrier penetration 

24516 


Wire industry — United States — Statistics 
— Periodicals. 
Insulated wire and cable., 


database /, 78- 


78-8608 


Wiring devices and supplies., 78-8615, 


78-19680 


Wire screens. 
Investigations on the protection of fish 
larvae at water intakes using fine-mesh 
screening /, 78-24536 


Wire-tapping — United States. 

Foreign intelligence surveillance act of 
1977 : report together with minority 
views to accompany S. 1566., 78- 
6054 


Foreign intelligence surveillance act of 
1978 : hearings before the Subcommit- 
tee on Intelligence and the Rights of 
Americans of the Select Committee on 
Intelligence of the United States 
Senate, Ninety-fifth Congress, second 
session, on S. 1566 ..., 78-19178 


Foreign intelligence surveillance act of 
1978 : report together with additional 
views to accompany S. 1566., 78- 
12347 


Wire-tapping — United States — Statistics. 
Report on_ applications for orders 
authorizing or approving the intercep- 
tion of wire or oral communications., 
78-21691, 78-26254 


Wisconsin — Climate. 

Monthly averages of temperature and 
precipitation for state climatic divi- 
sions 1941-1970 Wisconsin., 78- 
4251 


Monthly normals’ of temperature, 
precipitation, and heating and cooling 
degree days 1941-1970 : Wisconsin., 
78-4207 


Wisconsin, monthly averages of tempera- 
ture ..., 78-4251 


Wisconsin, monthly normals of tempera- 
ture ..., 78-4207 


Wisconsin — Climate — Periodicals. 
Climatological data, Wisconsin., 78- 
2787 
Wisconsin — Industries. 
County business patterns., 
78-16800 


78-4109, 
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State life tables, 78-4867 


U.S. decennial life tables., 
78-4867 


78-4867 
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*Witchweed. 
Witchweed : have you seen it in the Mid- 
west?, 78-19615 


Withholding tax — United States. 

An act to amend title 5, United States 
Code, to provide for the application of 
local withholding taxes to Federal em- 
ployees who are residents of such lo- 
cality., 78-27037 


Federal employee withholding of local 
taxes report to accompany H.R. 
8342., 78-5731, 78-24910 


Inequities in the Federal withholding tax 
system : report to the Congress /, 78- 
6965 


Information on self-employment tax., 
78-5252 


Retirement and withholding tax legisla- 
tion : hearing before the Subcommittee 
on Civil Service and General Services 
of the Committee on Governmental 
Affairs, United States Senate, Ninety- 
fifth Congress, second session ... May 
17, 1978., 78-22485 


Tax treatment of employees and self-em- 
ployed persons by the Internal 
Revenue Service: problems and solu- 
tions : report to the Joint Committee 
on Taxation, Congress of the United 
States /, 78-6935 


Tax withholding and declaration of esti- 
mated tax., 78-5244 


Withholding taxes and reporting require- 
ments., 78-18495 


Witnesses. 
Victims and witnesses : their experiences 
with crime and the criminal justice 
system : executive summary /, 78-679 


*Witnesses — District of Columbia. 
Arrest of material witnesses : report to 
accompany S. 2512., 78-27050 


*Witnesses — United States — Fees. 
Establishing fees and allowing per diem 
and mileage expenses for witnesses be- 
fore U.S. courts : report to accompany 
S. 2049., 78-16436 


Marshals service fees, witness fees, and 
amendments to the Jury selection and 
service act : hearing before the Sub- 
committee on Improvements in Judi- 
cial Machinery of the Committee on 
the Judiciary, United States Senate, 
Ninety-fifth Congress, first session ... 
September 26, 1977., 78-16265 


Public participation in Federal agency 


proceedings, S. 2715 : hearings before 
the Subcommittee on Administrative 





Practice and Procedure of the Com- 
mittee on the Judiciary, United States 
Senate, Ninety-fourth Congress, 
second session, on S. 2715 ... January 
30 and February 6, 1976., 78-8329 
Wolves — Control — Minnesota. 

Eastern timber wolf recovery plan /, 

78-26214 


Wolves — Minnesota. 
Role of the wolf in a deer decline in the 
Superior National Forest /, 78-10348 
*Wolves — Yellowstone National Park. 
The wolves of Yellowstone /, 78-26203 
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Women who head families : a 
socioeconomic analysis /, 78-24163 
*Women — Education. 


Manual for the development of WEEA 
educational materials /, 78-21111 


*Women — Employment. 


Careers for women., 78-21480 


Doors to the future : careers for women., 
78-21480 


Guidelines on pregnancy and work., 78- 
11261 


The one world of working women /, 78- 
24168 


*Women — Employment — Colorado — 

Denver. 

Women in nontraditional jobs, a program 
model Denver, better jobs for 
women., 78-24175 

*Women — Employment — Massachusetts 

— Boston. 

Boston, nontraditional occupations pro- 
gram for women., 78-18012 


Women in nontraditional jobs, a program 
model : Boston, nontraditional occupa- 


tions program for women., 78-18012 


*Women — Employment — United States. 
American women workers in a full em- 
ployment economy hearing before 
the Subcommittee on Economic 
Growth and Stabilization of the Joint 
Economic Committee, Congress of the 
United States, Ninety-fifth Congress, 
first session, September 16, 1977., 
78-26765 
Careers for 
20336 


women in Navsec., 78- 


Education : a workshop guide., 78-2219 


Employment : a workshop guidelines., 
78-2220 

Employment needs of women offenders : 
a program design., 78-720 

Equal pay., 78-24176 

The Federal Bureau of Investigation 
needs better representation of women 
and minorities : report /, 78-23637 


Foreign service of the United States: 
1978., 78-18379 
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Guia a los derechos de la mujer que 
trabaja., 78-15730 


Legislation to prohibit sex discrimination 
on the basis of pregnancy : hearing be- 
fore the Subcommittee on Employ- 
ment Opportunities of the Committee 
on Education and Labor, House of 
Representatives, Ninety-fifth Congress, 
first session, on H.R. 5055 and H.R. 
6075 ..., 78-12078 


Preliminary report on the revitalization 
of the Federal contract compliance 
program., 78-718 

Prohibition of sex discrimination based 
on pregnancy : report together with 
dissenting views to accompany H.R. 
6075., 78-14446 

Questions and answers concerning the 
EEOC guidelines on discrimination 
because of sex., 78-2195 

Revitalization of the Federal 
compliance program., 78-718 


Steps to opening the skilled trades to 
women., 78-21750 


Twenty facts on women workers., 78- 
21748 


contract 


U.S. working women 
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Women : the path to equal employment., 
78-2196 


: a databook., 78- 


Women in American foreign affairs /, 
78-2117 


Years for decision : a longitudinal study 
of the educational and labor market 
experience of young women., 78- 
18024 


1978, Foreign Service of the United 
States : mid-level hiring of women and 
minority group members., 78-18379 


Women — Employment — United States — 
Addresses, essays, lectures. 
American women workers in a full em- 
ployment economy : a compendium of 
papers /, 78-2254 


Women — Employment — United States — 
Periodicals. 


Women & work., 78-3521 


Women — Employment — United States — 
Statistics. 
Employment opportunities in the schools 
: job patterns of minorities and women 
in public elementary and secondary 
schools, 1975., 78-2194 


Facts on women workers of minority 
races., 78-21749 

Job patterns of minorities and women in 
public elementary and _ secondary 
schools., 78-2194 


Minorities and women in state and local 
government., 78-8163 


Why women work., 78-21751 
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El planeamiento familiar y la salud., 78- 
4818 


Women and their health : research impli- 
cations for a new era : proceedings of 
a conference held at the University of 
California, San Francisco, California, 
August 1-2, 1975 /, 78-7111 


*Women — Health and hygiene — Study 
and teaching — Africa. 
Conseils de sante a la famille Africaine : 
manuel d’education sanitaire a l’usage 
du personnel educateur /, 78-10523 


*Women — Health and hygiene — United 
States. 


Health : a workshop guide., 78-16158 


*Women — Health and hygiene — United 
States — Bibliography. 

Women and the health system: selected 
annotated references., 78-23830 
Women — Legal status, laws, etc. — United 

States. 
Department of Labor 
response to IWY’75., 


activities in 

78-26277 

Equal rights amendments extension 
hearings before the Subcommittee on 
Civil and Constitutional Rights of the 
Committee on the Judiciary, House of 
Representatives, Ninety-fifth Congress, 
first and second session, on H.J. Res. 
638 ...., 78-26830 
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13K(76)-1, 78-10542 
Current industrial reports 
22F.1(76)-1, 78-8596 
Current industrial reports 
22F.2(76)-1, 78-10543 
Current industrial reports 
22G(76)-1, 78-8598 
Current industrial reports 
23A(76)-1, 78-8599 
Current industrial reports 
23D(77)-1, 78-19674 
Current industrial reports 
23J(76)-1, 78-8600 
Current industrial reports 
235(77)-1, 78-19675 
Current industrial reports 
24F(76)-1, 78-8601 
Current industrial reports 
24H(75)-1, 78-16772 
Current industrial reports 
24H(76)-1, 78-12464 


> Ser. 


‘eee, 


DIB-991 


DIB- 


DIB- 


MA- 


MA- 


MA- 


MA- 


MA- 


MA- 


MA- 


MA- 


MA- 


MA- 


MA- 


Do not order from index; see indicated entry 





Current industrial 
24T(76)-1, 78-8602 
Current industrial reports 
25H(75)-1, 78-16773 
Current industrial reports 
25H(76)-1, 78-10544 
Current industrial reports 
28G(75)-1, 78-16774 
Current industrial reports 
28G(76)-1, 78-12465 
Current industrial reports 
29A(76)-1, 78-8603 
Current industrial reports 
29A(77)-1, 78-19676 
Current industrial reports 
30A(77)-1, 78-25003 
Current industrial reports 
30D(76)-1, 78-8604 
Current industrial reports 
31A(76)-1, 78-8605 
Current industrial reports 
31A(77)-1, 78-25004 
Current industrial reports 
32E(76)-1, 78-8606, 
Current industrial 
32E(77)-1, 78-22814 
Current industrial reports 
32J(76)-1, 78-8607 
Current industrial reports 
33B(76)-1, 78-16776, 
Current industrial 
33L(76)-1, 78-8608 
Current industrial reports 
34C(77)-1, 78-22816 
Current industrial reports 
34G(75)-1, 78-10545 
Current industrial reports 
34G(76)-1, 78-8609 
Current industrial reports 
34N(76)-1, 78-8610 
Current industrial reports 
34N(77)-1, 78-25005 
Current industrial reports 
34P(76)-1, 78-10546 
Current industrial reports 
34P(77)-1, 78-19677 
Current industrial reports 
35A(77)-1, 78-22817 
Current industrial reports 
35B(75)-1, 78-16777 
Current industrial reports 
35D(76)-1, 78-10547 
Current industrial reports 
35D(77)-1, 78-22818 
Current industrial reports 
35F(76)-1, 78-8611 
Current industrial reports 
35F(77)-1, 78-19678 
Current industrial reports 
35J(75)-1, 78-16778 
Current industrial reports 
35J(76)-1, 78-12466 
Current industrial reports 
35L(76)-1, 78-8612 
Current industrial reports 
35M(76)-1, 78-12467 
Current industrial reports 
35P(76)-1, 78-10548, 


reports 


reports 


reports 


, 


, 


, 


’ 


, 


, 


78-16779 


ser. 


ser. 


ser. 


ser. 


ser. 


78-16775 


ser. 


ser. 


ser. 


78-22815 


ser. 


ser. 


ser. 


ser. 


ser. 


ser. 


ser. 


ser. 


ser. 


ser. 


ser. 


ser. 





Current industrial 
35R(75)-1, 78-16780 
Current industrial reports 
35R(76)-1, 78-10549 
Current industrial reports 
35U(76)-1, 78-8613 
Current industrial reports 
35U(77)-1, 78-22819 
Current industrial reports 
36A(77)-1, 78-25006 
Current industrial reports 
36E(76)-1, 78-8614 
Current industrial reports 
36E(77)-1, 78-19679 
Current industrial reports 
36F(77)-1, 78-25007 
Current industrial reports 
36H(77)-1, 78-25008 
Current industrial reports 
36K(76)-1, 78-8615 
Current industrial reports 
36K(77)-1, 78-19680 
Current industrial reports 
36L(75)-1, 78-16781 
Current industrial reports 
36L(77)-1, 78-25009 
Current industrial reports 
36M(76)-1, 78-8616 
Current industrial reports 
36M(77)-1, 78-25073 
Current industrial reports 
36N(76)-1, 78-8617 
Current industrial reports 
37E(77)-1, 78-22820 
Current industrial reports 
38B(76)-1, 78-10550 
Current industrial reports 
175(76)-1, 78-12468 
Current industrial reports 
200(76)-1, 78-10551 
Current industrial reports 
200(76)-2, 78-16783 
Current industrial reports 
Cl(74)-1, 78-19681, 

19683 
Current industrial 
Cl(75)-1, 
19683 
Current industrial 
Cl(75)-2, 
19683 
Current industrial 
Cl(76)-1, 78-12469 
Current industrial reports 
Cl(76)-2, 78-12469 
Current industrial reports ; ser. MQ-22K, 
78-2597 
Current industrial reports 
22K(76)-5, 78-10552 
Current industrial reports ; ser. MQ-22Q, 
78-2598 
Current industrial reports 
220(76)-5, 78-8618 
Current industrial reports ; ser. MQ-22T, 
78-2599 
Current industrial reports ; ser. MQ-23X, 
78-2600 


reports MA- 
MA- 
MA- 
MA- 
MA- 
MA- 
MA- 
MA- 
MA- 
MA- 
MA- 
MA- 
MA- 
MA- 
MA- 
MA- 
MA- 
MA- 
MA- 
MA- 
MA- 


MQ- 
78- 


5 OO. 
78-19682, 


reports 
78-19681, 


MQ- 


ser. 
78-19682, 


reports 
78-19681, 


ser. 


; MQ- 
78-19682, 


78- 
reports ser. 


MQ- 
MQ- 


.. .obF. 


MQ- 


oS, ORK. 


ser. 


MQ- 
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Current industrial reports ; 
23X(76)-5, 78-8619 

Current industrial reports ; ser. MQ-25E, 
78-2601 

Current industrial reports 
25E(76)-5, 78-8620 

Current industrial reports ; ser. MQ-26F, 
78-2602 

Current industrial 
26F(76)-5, 78-8621 

Current industrial reports 
26F(77)-5, 78-25010 

Current industrial reports ; ser. MQ-32A, 
78-2603 

Current industrial 
32A(75)-5, 78-10553 

Current industrial reports ; 
32A(76)-5, 78-8622 

Current industrial reports ; ser. MQ-32C, 
78-2604 

Current industrial reports ; ser. MQ-34E, 
78-2605 

Current industrial reports ; ser. MQ-34E 
Supplement (SA), 78-10554 

Current industrial reports ; ser. MQ-35D, 
78-2606 

Current industrial reports ; ser. MQ-35W, 
78-2607 

Current industrial reports 
35W(76)-5, 78-8623 

Current industrial reports 
78-2608 

Current industrial 
36B(73)-5, 78-10604 

Current industrial reports ; 
36B(76)-5, 78-8624 

Current industrial reports ; ser. MQ-36C, 
78-2609 

Current industrial 
36C(75)-5, 78-10555 

Current industrial reports ,; 
36C(76)-5, 78-8625 

Current industrial reports ; 
36C(77)-5, 78-25011 

Current industrial reports ; ser. MQ-37D, 
78-2610 

Current industrial reports 
37D(76)-5, 78-8626 

Current industrial reports ; ser. 
78-2563 

Current industrial reports ; ser. 
78-2564 

Current industrial reports ; ser. M20C(77)- 
13, 78-22809 

Current industrial reports ; ser. M20J, 
2565 

Current industrial reports ; 
13, 78-25000 

Current industrial reports ; ser. 
78-2567 

Current industrial reports ; ser. M20K(76)- 
13, 78-8584 

Current industrial reports ; ser. 
78-2568 

Current industrial reports ; ser. M22A Sup- 
plement, 78-8585 

Current industrial reports ; ser. 
78-2569 


ser. MQ- 


ser. 


MQ- 


reports ser. 


MQ- 
MQ- 


> Ser. 


reports ;_ ser. 


MQ- 


ser. 


MQ- 


ser. MQ- 
; ser. MQ-36B, 
reports ser. 


MQ- 
ser. MQ- 


reports ser. 


MO- 
ser. MQ- 
ser. MQ- 
ser. MQ- 


M20A, 


M20C, 


78- 


ser. M20J(77)- 


M20K, 


M22A, 


M22D, 


Do not order from index; see indicated entry 





Current industrial reports ; 
13, 78-25001 

Current industrial reports 
78-2570 

Current industrial reports ; 
13, 78-10537 

Current industrial reports 
78-2572 


Current industrial reports ; 


78-2573 

Current industrial reports ; 
8, 78-8586 

Current industrial reports 
78-2575 

Current industrial reports ; 
13, 78-19671 


Current industrial reports ; 


78-2576 
Current industrial reports ; 
13, 78-8587 


Current industrial reports ; 


78-2577 

Current industrial reports ; 
plement(SA), 78-8588 

Current industrial reports ; 
14, 78-8588 

Current industrial reports ; 
13, 78-22810 

Current industrial reports ; 
14, 78-19672 

Current industrial reports 
78-2578 

Current industrial reports ; 
13, 78-19673 

Current industrial reports 
78-2579 

Current industrial reports ; 
plement(SA), 78-8589 

Current industrial reports ,; 
14, 78-8589 

Current industrial reports 
78-2580 

Current industrial reports ; 
plement(SA), 78-8590 

Current industrial reports ; 
2561 


Current industrial reports ; 


78-2581 
Current industrial reports ; 
plement (SA), 


78-2582 

Current industrial reports 
78-2583 

Current industrial reports ; 
plement, 78-10539 

Current industrial reports ; 
13, 78-8591 

Current industrial reports 
78-2584 

Current industrial 
(77)-13, 


reports 
78-22811 


Current industrial reports ; 


78-2588 


Current industrial reports ; 


78-2589 
Current industrial 
(77)-13, 


reports 
78-22812 


ser. M22D(77)- 
; ser. M22P, 
ser. M22P(77)- 
; ser. M23B, 
ser. M23H, 
ser. M23H(77)- 
; ser. M25E, 
ser. M25E(77)- 
ser. M26A, 
ser. M26A(76)- 
ser. M28A, 
ser. M28A Sup- 
ser. M28A(76)- 
ser. M28A(77)- 
ser. M28A(77)- 
; ser. M28B, 
ser. M28B(77)- 
; ser. M28C, 
ser. M28C Sup- 
ser. M28C(76)- 
; ser. M28F, 
ser. M28F Sup- 
ser. M3-1, 78- 
ser. 


M30E, 


ser. M30E Sup- 


78-10538 
Current industrial reports ; 


ser. M31A, 


; ser. M32D, 

ser. M32D Sup- 
ser. M32D(76)- 
; ser. M32G, 
ser. M32G 
ser. M33-2, 
ser. 


M33-3, 


ser. M33-3 
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Current industrial reports ; ser. M33A, 
78-2585 

Current industrial reports ; ser. M33A(76)- 
13, 78-8592 

Current industrial reports ; ser. M33E, 
78-2586 

Current industrial reports ; ser. M33K, 
78-2587 

Current industrial reports ; ser. M33K(76)- 
13, 78-8593 

Current industrial reports ; ser. M33K(77)- 
13, 78-25002 

Current industrial reports ; ser. M34D(76)- 
13, 78-10540 

Current industrial reports ; ser. M34H, 
78-2590 

Current industrial reports ; ser. M34H(76)- 
13, 78-10541 

Current industrial reports ; ser. M34K, 
78-2591 

Current industrial reports ; ser. M34K(76)- 
13, 78-8594 

Current industrial reports ; ser. M35S, 
2592 

Current industrial reports ; ser. M35S(76)- 
13, 78-8595 

Current industrial reports ; ser. M36D, 
78-2593 

Current industrial reports ; ser. M37G, 
78-2594 

Current industrial reports ; ser. M37L, 
78-2595 

Current industrial reports 
(77)-13, 78-22813 

Current industrial reports ; ser. M4-A, 
2562 

Current industrial reports ; M3-1.7, 
19723 

Current information report ; no. CI-11, 
78-19552 

Current policy - Dept. of State ; 9, 
5169 

Current policy - Dept. of State ; 13, 
21885 

Current policy - Dept. of State ; 15, 
5170 

Current policy - Dept. of State ; 16, 
9492 

Current population reports : Federal-State 
cooperative program for population esti- 
mates : Series P-26 ; 75-4, 78-111 

Current population reports : Series P-20, 
78-2622 

Current population reports 
no. 302, 78-4042 

Current population reports 
no. 303, 78-4043 

Current population reports : 
no. 305, 78-4044 

Current population reports 
no. 306, 78-12470 

Current population reports 
no. 310, 78-4045 

Current population reports : 
no. 311, 78-4046 

Current population reports 
no. 312, 78-4047 


78- 


; ser. M37L 
78- 


78- 


78- 
78- 
78- 


78- 


: Series P-20 ; 
: Series P-20 ; 
Series P-20 ; 
: Series P-20 ; 
: Series P-20 ; 
Series P-20 ; 


: Series P-20 ; 
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Series/Report Index 


Current population reports : 
no. 313, 78-4048 
Current population reports 
no. 314, 78-8627 
Current population reports : 
no. 315, 78-12471 
Current population reports 
no. 316, 78-8628 
Current population reports : 
no. 317, 78-8629 
Current population reports 
no. 318, 78-16787 
Current population reports 
no. 319, 78-12472 
Current population reports 
no. 320, 78-22826 
Current population reports 
no. 321, 78-12473 
Current population reports 
no. 322, 78-12474 
Current population reports 
no. 323, 78-12475 
Current population reports : 
no. 324, 78-16788 
Current population reports : Series P-23, 
78-2623 
Current population reports 
no. 59, 78-22827 
Current population reports 
no. 65, 78-12476 
Current population reports : 
no. 66, 78-22828 
Current population reports 
no. 67, 78-12477 
Current population reports : 
no. 68, 78-12478 
Current population reports 
no. 69, 78-22829 
Current population reports : Series P-25, 
78-2624 
Current population reports 
no. 537, 78-8650 
Current population reports 
no. 616, 78-8651 
Current population reports 
no. 701, 78-4049 
Current population reports : 
no. 705, 78-4050 
Current population reports 
no. 706, 78-4051 
Current population reports 
no. 707, 78-4052 
Current population reports 
no. 708, 78-4053 
Current population reports 
no. 709, 78-4054 
Current population reports : 
no. 710, 78-4055 
Current population reports 
no. 711, 78-4056 
Current population reports 
no. 712, 78-4057 
Current population reports : 
no. 713, 78-4058 
Current population reports 
no. 714, 78-8630 
Current population reports : 
no. 715, 78-8631 


Series 


: Series 


Series 


: Series 


Series 


: Series 


: Series 


: Series 


: Series 


: Series 


: Series 


Series P-20 


: Series 


: Series 


Series 


: Series 


: Series 


Series 


: Series 


Series 


Do not order from index; see indicated entry 


P-20 ; 
P-20 ; 
P-20 ; 
P-20 ; 
P-20 ; 
P-20 ; 
P-20 ; 
P-20 ; 
P-20 ; 
P-20 ; 


P-20 ; 


: Series P-23 ; 


: Series P-23 ; 


Series P-23 ; 


: Series P-23 ; 


Series P-23 ; 


: Series P-23 ; 


: Series P-25 ; 


: Series P-25 ; 


: Series P-25 ; 


Series P-25 ; 


: Series P-25 ; 


: Series P-25 ; 


P-25 ; 





Current population reports : 


no. 716, 78-8632 
Current population reports 
no. 717, 78-8633 
Current population reports 
no. 719, 78-19687 
Current population reports 
no. 720, 78-12479 
Current population reports 
no. 721, 78-19688 
Current population reports 
no. 722, 78-19689 
Current population reports 
no. 723, 78-22830 
Current population reports 
no. 724, 78-19690 
Current population reports 
no. 725, 78-22831 


Current population reports : 


no. 726, 78-19691 
Current population reports 
78-2625 
Current population reports 
no. 76-1, 78-4059 
Current population reports 
no. 76-3, 78-4060 
Current population reports 
no. 76-4, 78-4061 


Current population reports : 


no. 76-5, 78-4062 
Current population reports 
no. 76-6, 78-4063 


Current population reports : 


no. 76-7, 78-4064 


Current population reports : 


no. 76-9, 78-8634 
Current population reports 
no. 76-10, 78-8635 


Current population reports : 


no. 76-12, 78-4065 


Current population reports : 


no. 76-13, 78-4066 
Current population reports 
no. 76-14, 78-4067 
Current population reports 
no. 76-15, 78-4068 
Current population reports 
no. 76-16, 78-8636 
Current population reports 
no. 76-18, 78-4069 
Current population reports 
no. 76-20, 78-4070 


Current population reports : 


no. 76-22, 78-4071 
Current population reports 
no. 76-23, 78-4072 


Current population reports : 


no. 76-24, 78-4073 
Current population reports 
no. 76-25, 78-8637 
Current population reports 
no. 76-27, 78-4074 


Current population reports : 


no. 76-29, 78-8638 
Current population reports 
no. 76-30, 78-4075 
Current population reports 
no. 76-31, 78-4076 


Series 


: Series 


: Series 


: Series 


: Series 


: Series 


: Series 


: Series 


: Series 


Series 


P-25 ; 
P-25 ; 
P-25 ; 
P-25 ; 
P-25 ; 
P-25 ; 
P-25 ; 
P-25 ; 
P-25 ; 


P-25 ; 


: Series P-26, 


: Series 


: Series 


: Series 


Series 


: Series 


Series 


Series 


: Series 


Series 


Series 


: Series 


: Series 


: Series 


: Series 


: Series 


Series 


: Series 


Series 


: Series 


: Series 


Series 


: Series 


: Series 


P-26 ; 


P-26 ; 





Current population reports 
no. 76-32, 78-4077 


Current population reports : 


no. 76-33, 78-4078 
Current population reports 
no. 76-34, 78-4079 
Current population reports 
no. 76-35, 78-8639 
Current population reports 
no. 76-36, 78-4080 


Current population reports : 


no. 76-37, 78-8640 
Current population reports 
no. 76-38, 78-4081 
Current population reports 
no. 76-40, 78-4082 
Current population reports 
no. 76-41, 78-4083 
Current population reports 
no. 76-42, 78-4084 
Current population reports 
no. 76-44, 78-4085 
Current population reports 
no. 76-45, 78-4086 


Current population reports : 


no. 76-46, 78-4087 
Current population reports 
no. 76-48, 78-8641 
Current population reports 
no. 77-8, 78-22832 


Current population reports : 


no. 77-39, 78-22833 
Current population reports 
78-2626 
Current population reports 
no. 46, 78-14927 


Current population reports : 


no. 47, 78-4088 
Current population reports 
no. 49, 78-12480 
Current population reports 
no. 50, 78-12481 
Current population reports 
78-2627 
Current population reports 
no. 1516, 78-8652 
Current population reports 
no. 1523, 78-8653 


Current population reports : 


no. 1540, 78-8642 
Current population reports 
no. 1548, 78-8643 
Current population reports 
no. 1549, 78-8644 
Current population reports 
no. 1552, 78-4089 
Current population reports 
no. 1554, 78-4090 


Current population reports : 


no. 1557, 78-22834 
Current population reports 
no. 1558, 78-22835 
Current population reports 

78-2628 
Current population reports 
no. 103, 78-4091 
Current population reports 
no. 107, 78-4092 


: Series P-26 ; 


: Series P-26 ; 
: Series P-26 ; 


: Series P-26 ; 


: Seri.s P-26 ; 
: Series P-26 ; 
: Series P-26 ; 
: Series P-26 ; 
: Series P-26 ; 


: Series P-26 ; 


: Series P-26 ; 


: Series P-26 ; 


: Series P-27, 


: Series P-27 ; 


: Series P-27 ; 


: Series P-27 ; 


: Series P-28, 


: Series P-28 ; 


: Series P-28 ; 


Series 


: Series 


: Series 


: Series 


: Series 


Series 


: Series P-28 ; 


: Series P-60, 


: Series P-60 ; 


: Series P-60 ; 


Series P-26 ; 


Series P-26 ; 


Series P-26 ; 


Series P-26 ; 


Series P-27 ; 
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Current population reports 
no. 108, 78-8645 
Current population reports : 
no. 109, 78-8646 
Current population reports 
no. 110, 78-22836 
Current population reports : 
no. lil, 78-16789 
Current population reports 
no. 112, 78-22837 
Current population reports : 
no. 113, 78-22838 
Current population reports 


: Series P-65, 
78-2629 


D 


DA pam, 78-3017 
DA pam 27, 78-3018 
DA pam 27 ; 21, 78-25197 
DA pam 27-50, 78-3019 
DA pam 27-100, 78-3020, 
DA pam 27 ; 153, 78-20206 
DA pam 27 ; 162, 78-25198 
DA pam 27 ; 173, 78-20207 
DA pam 55 ; 3, 78-20208 
DA pam 55 ; 20, 78-4418 
DA pam 55 ; 21, 78-20209 
DA pam 140; 7, 78-4419 
DA pam 165, 78-3021 
DA pam 165 ; 13, 78-20210 
DA pam 190 ; 52, 78-15066 
DA pam 310; 1, 78-20211 
DA pam 310; 2, 78-23108, 
DA pam 310;4, 78-6482, 
DA pam 310; 6, 78-25201, 
78-25203 
DA pam 310-23, 
DA pam 351-4, 
DA pam 352 ; 2, 
DA pam 352; 4, 78-8705 
DA pam 360, 78-3022 
DA pam 360 ; 517, 78-20014 
DA pam 360 ; 539A, 78-20015 
DA pam 360 ; 545, 78-6370 
DA pam 360 ; 611, 78-20013 
DA pam 360 ; 614, 78-20011 
DA pam 369 ; 546, 78-20016 
DA pam 420 ; 6, 78-15067 
DA pam 550 ; 9-1, 78-10737 
DA pam 550 ; 64, 78-6483 
DA pam 550;71, 78-4421 
DA pam 550 ; 87, 78-10738 
DA pam 550 ; 182, 78-208 
DA pam 550 ; 183, 78-209 
DA pam 550 ; 184, 78-210 
DA pam 550 ; 185, 78-4422 
DA pam 600 ; 8, 78-12699, 
78-12701, 78-12702, 
12704, 78-12705, 
12707, 78-20212, 
25204 
DA pam 608 ; 36, 
DA pam 621 ; 6, 
DA pam 621 ; 58, 
DA pam 621 ; 60, 
DA pam 621 ; 61, 
DA pam 621 ; 62, 


78-23107 


78-25199 
78-25200 
78-25202, 


78-3009 
78-12697, 
78-4420 


78-12698 


78-12700, 
78-12703, 78- 
78-12706, 78- 
78-20213, 78- 


78-10638 
78-10739 
78-4423 
78-8706 
78-10740 
78-8707 


Do not order from index; see indicated entry 


: Series P-60 ; 
Series P-60 ; 
: Series P-60 ; 
Series P-60 ; 
: Series P-60 ; 


Series P-60 ; 





DA pam 621 ; 65, 
DA pam 621 ; 66, 
DA pam 621 ; 67, 
DA pam 621 ; 73, 
DA pam 621 ; 81, 
DA pam 621 ; 82, 
DA pam 621 ; 83, 
DA pam 621 ; 84, 
DA pam 621 ; 85, 
DA pam 621 ; 86, 
DA pam 621 ; 87, 
DA pam 621 ; 88, 
DA pam 621 ; 90, 
DA pam 621 ; 91, 
DA pam 621 ; 92, 
DA pam 621 ; 93, 
DA pam 621 ; 94, 
DA pam 621 ; 95, 
DA pam 621 ; 96, 
DA pam 621 ; 97, 
DA pam 621 ; 98, 
DA pam 621 ; 99, 
DA pam 621 ; 100, 
DA pam 621 ; 101, 
DA pam 621 ; 102, 
DA pam 621 ; 103, 
DA pam 621 ; 105, 
DA pam 621 ; 106, 
DA pam 621 ; 107, 
DA pam 621 ; 108, 
DA pam 621 ; 109, 
DA pam 621 ; 110, 
DA pam 621 ; 111, 
DA pam 621 ; 112, 
DA pam 621 ; 113, 
DA pam 621 ; 114, 
DA pam 621 ; 115, 
DA pam 621 ; 116, 
DA pam 621 ; 117, 
DA pam 621 ; 118, 
DA pam 621 ; 119, 
DA pam 621 ; 120, 
DA pam 621 ; 122, 
DA pam 621 ; 123, 
DA pam 621 ; 125, 
DA pam 621 ; 126, 
DA pam 621 ; 127, 
DA pam 700 ; 40, 
78-20107 
DA pam ; 708-6, 78-20101, 
78-20103, 78-20104 
DA pam 750; 14, 78-20219 
DA pam 750 ; 34, 78-20220 
Da 1-1, 78-2489 
Da 1-2, 78-16732 
Da 2-1, 78-19622 
Da 2-6, 78-2490 
DARCOM pamphlet ; DARCOM-P 706- 
101, 78-23110 
Data access descriptions ; DAD no. 37, 
78-22951 
Data access descriptions ; 38, 
Data access descriptions ; 39, 
Data access descriptions ; 41, 78-14926 
Data access descriptions ; 42, 78-10557 
Data analysis note ; no. 1, 78-17362 
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78-13553, 

DHEW publication ; 
78-13556 

DHEW publication ; 
78-13551 

DHEW publication ; 
78-11257 

DHEW publication ; 
78-11191 

DHEW publication ; 
78-23850 

DHEW publication ; 
78-17623 

DHEW publication ; 
78-1980 

DHEW publication ; 
78-15440 

DHEW publication ; 
78-17624 

DHEW publication ; 
78-11190 

DHEW publication ; 
78-11191, 


78-23844 


DHEW publication ; no. 


78-25907 


DHEW publication ; no. 


78-21243 


no 


78-3353, 
78-3357, 


no 


no. 


no 


no 


no 


78-13467 
DHEW publication ; no. 


. (CDC), 
78-3354, 


78-3271, 
78- 
78-3358 

. (CDC) 74-8703, 
(CDC) 75-8309, 
. (CDC) 75-8703, 
. (CDC) 75-8717, 
. (CDC) 76-8185, 
. (CDC) 76-8186, 
- (CDC) 76-8202, 
. (CDC) 76-8225, 
. (CDC) 76-8231, 
. (CDC) 76-8255, 
. (CDC) 76-8256, 
. (CDC) 76-8260, 
. (CDC) 76-8262, 


. (CDC) 77-8195, 


; no. (CDC) 77-8231, 
78-13554 
no. 


(CDC) 77-8257, 
. (CDC) 77-8262, 
. (CDC) 77-8280, 
. (CDC) 77-8309, 
. (CDC) 77-8322, 
. (CDC) 77-8703, 
. (CDC) 77-8717, 
. (CDC) 78-8185, 
. (CDC) 78-8225, 
. (CDC) 78-8292, 
. (CDC) 78-8309, 
(CDC) 78-8355, 
(CDC) 78-8361, 


(FDA) 73-1020, 





December 1978 


DHEW publication ; 


78-21254 


, 


DHEW publication ; 


78-21258 


DHEW publication ; 


78-13516 


DHEW publication ; 


78-21255 


DHEW publication ; 


78-21241 


DHEW publication ; 


78-21239 


DHEW publication ; 


78-21228 


DHEW publication ; 


78-21259 


DHEW publication ; 


78-21225 


DHEW publication ,; 


78-21249 


DHEW publication ; 


78-13512 


DHEW publication ; 


78-21253 


DHEW publication ; 


78-21235 


DHEW publication ; 


78-21224 


DHEW publication ; 


78-21262 


DHEW publication ; 


78-21247 


DHEW publication ; 


78-21234 


DHEW publication ; 


78-21263 


DHEW publication ; 


78-21238 


DHEW publication ; 


78-21261 


DHEW publication ; 


78-21236 


DHEW publication ; 


78-21230 


DHEW publication ; 


78-17584 


DHEW publication ; 


78-21231 


DHEW publication ; 


78-15428 


DHEW publication ; 


78-21227 


DHEW publication ; 


78-21248 


DHEW publication ; 


78-21257 


DHEW publication ; 


78-21246 


DHEW publication ; 


78-21233 


DHEW publication ; 


78-21232 


DHEW publication ; 


78-17578 


no. 


no. 


no. 


DHEW publication ; no 


78-21260 


DHEW publication ; no 


78-21250 


Do not order from index; see indicated entry 


. (FDA) 73-1038, 
. (FDA) 73-3025, 
. (FDA) 73-8038, 
. (FDA) 74-1017, 
. (FDA) 74-1018, 
. (FDA) 74-1019, 
. (FDA) 74-1024, 
. (FDA) 74-2025, 
. (FDA) 74-2041, 
. (FDA) 74-2043, 
. (FDA) 74-2046, 
. (FDA) 74-2048, 
. (FDA) 74-2054, 
. (FDA) 74-2056, 
. (FDA) 74-3017, 
. (FDA) 74-3018, 
. (FDA) 74-3023, 
. (FDA) 74-3024, 
. (FDA) 74-5003, 
. (FDA) 74-5006, 
. (FDA) 75-1019, 
. (FDA) 75-1022, 
. (FDA) 75-2003, 
. (FDA) 75-2016, 
. (FDA) 75-2026, 
. (FDA) 75-3004, 
. (FDA) 75-3007, 
. (FDA) 75-4001, 
. (FDA) 75-4004, 
(FDA) 76-1016, 
(FDA) 76-2013, 
(FDA) 76-2020, 
. (FDA) 76-2021, 


. (FDA) 76-2022, 





DHEW publication ; 


78-21242 


DHEW publication ; 


78-21237 


DHEW publication ; 


78-21252 


DHEW publication ; 


78-21251 


DHEW publication ; 


78-21245 


DHEW publication ; 


78-7092 


DHEW publication ; 


78-21226 


DHEW publication ; 


78-23822 


DHEW publication ; 


78-15431 


DHEW publication ; 


78-15432 


DHEW publication ; 


78-4818 


DHEW publication ; 


78-21256 


DHEW publication ; 


78-448 


DHEW publication ; 


78-7089 


DHEW publication ; 


78-21240 


DHEW publication ; 


78-7090 


DHEW publication ; 


78-7091 


DHEW publication ; 


78-21264 


DHEW publication ; 


78-8974 


DHEW publication ; 


78-11231 


DHEW publication ; 


78-7100 


DHEW publication ; 


78-13520 


DHEW publication ; 


78-7097 


DHEW publication ; 


78-13523 


DHEW publication ; 


78-13519 


DHEW publication ; 


78-13521 


DHEW publication ; 


78-21244 


DHEW publication ; 


78-1948 


DHEW publication ; 


78-15429 


DHEW publication ; 


78-17593 


DHEW publication ; 


78-449 


DHEW publication ; 


78-7095 


DHEW publication ; 


78-450 


DHEW publication ; 


78-454 


no. 


no. 


no. 


no. 


. (FDA) 76-2024, 
. (FDA) 76-2038, 
. (FDA) 76-2042, 
. (FDA) 76-2067, 
. (FDA) 76-3019, 
. (FDA) 76-3027, 
. (FDA) 76-6011, 
. (FDA) 76-8006, 
. (FDA) 76-8056, 
. (FDA) 76-8057, 
. (FDA) 76-16028, 
. (FDA) 77-1008, 
. (FDA) 77-1032, 
. (FDA) 77-1033, 
. (FDA) 77-2078, 
. (FDA) 77-2082, 
. (FDA) 77-3025, 
. (FDA) 77-3035, 
. (FDA) 77-3037, 
. (FDA) 77-3040, 
. (FDA) 77-3041, 
. (FDA) 77-3042, 
. (FDA) 77-3043, 
. (FDA) 77-3044, 
. (FDA) 77-3045, 
. (FDA) 77-3046, 
. (FDA) 77-4007, 
. (FDA) 77-5006, 
. (FDA) 77-7021, 


. (FDA) 77-8023, 


(FDA) 77-8026, 
(FDA) 77-8027, 
(FDA) 77-8028, 


(FDA) 77-8029, 
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DHEW publication ; no. 


78-453 


DHEW publication ; no. 


78-455 


DHEW publication ; no. 


78-1947 
DHEW publication ; no 
78-7093 


DHEW publication ; no. 


78-13518 

DHEW publication ; no 
78-451 

DHEW publication ; no 
78-452 


DHEW publication ; no. 


78-4815 

DHEW publication ; no 
78-13517 

DHEW publication ; no 
78-21229 

DHEW publication ; no 
78-13511 


DHEW publication ; no. 


78-8973 


DHEW publication ; no. 


78-17581 


DHEW publication ; no. 


78-17582 


DHEW publication ; no. 


78-23821 


DHEW publication ; no. 


78-17580 


DHEW publication ; no. 


78-17583 


DHEW publication ; no. 


78-11230 


DHEW publication ; no. 


78-13522 


DHEW publication ; no. 


78-7099 


DHEW publication ; no. 


78-4816 


DHEW publication ; no. 


78-4817 


DHEW publication ; no. 


78-7096 


DHEW publication ; no. 


78-8976 


DHEW publication ; no. 


78-17579 


DHEW publication ; no. 


78-15427 


DHEW publication ; no. 


78-21269 


DHEW publication ; no. 


78-17598 

DHEW publication ; nc 
78-17595 

DHEW publication ; 
78-1946 

DHEW publication ; 
78-8975 

DHEW publication ; 
78-7094 

DHEW publication ; 
78-13515 

DHEW publication ; 
78-15430 
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(FDA) 77-8030, 
(FDA) 77-8031, 


(FDA) 77-8032, 


. (FDA) 77-8033, 


(FDA) 77-8034, 


. (FDA) 77-8036, 


. (FDA) 77-8037, 


(FDA) 77-8039, 


. (FDA) 77-8042, 
. (FDA) 77-9002, 


. (FDA) 78-1012, 


(FDA) 78-1013, 
(FDA) 78-1037, 
(FDA) 78-1041, 
(FDA) 78-2081, 
(FDA) 78-2089, 
(FDA) 78-2095, 
(FDA) 78-3022, 
(FDA) 78-3047, 
(FDA) 78-3048, 
(FDA) 78-3049, 
(FDA) 78-3051, 
(FDA) 78-3052, 
(FDA) 78-3053, 
(FDA) 78-3063, 
(FDA) 78-3064, 
(FDA) 78-3066, 


(FDA) 78-3067, 


. (FDA) 78-8039, 
. (FDA) 78-8043, 
. (FDA) 78-8044, 
. (FDA) 78-8047, 
. (FDA) 78-8048, 


. (FDA) 78-8049, 


Series/Report Index 


DHEW publication ; no. (FDA) 78-8050, 


4855, 78-4856, 


78-4857, 


78-4858, 





78-17597 

DHEW publication ; no 
78-17592 

DHEW publication ; no 
78-17591 

DHEW publication ; no 
78-17594 

DHEW publication ; no 
78-21208 

DHEW publication ; no 
78-21266 

DHEW publication ; no 
78-25900 

DHEW publication ; no 
78-25901 

DHEW publication 
3371, 78-3373 

DHEW publication 
24521, 78-530 

DHEW publication 
24524, 78-526 

DHEW publication 
24525, 78-527 

DHEW publication 
24526, 78-528 

DHEW publication 
24527, 78-11275 

DHEW publication 
24528, 78-529 

DHEW publication 
24529, 78-1986 

DHEW publication 
24532, 78-531 

DHEW publication 
24533, 78-531 

DHEW publication 
24534, 78-1987 

DHEW publication 
24537, 78-1988 

DHEW publication 
24539, 78-23862 

DHEW publication 
24540, 78-11276 

DHEW publication 
24523, 78-21322 

DHEW publication 
24538, 78-23861 

DHEW publication 
24973, 78-21321 


DHEW publication ; no. 


78-461 

DHEW publication 
3344, 78-3346, 78 
78-3349 

DHEW publication ; n 
8979 

DHEW publication ; no 
78-23827 

DHEW publication ; no 
78-4831, 78-4832, 
4834, 78-4835, 78 
78-4838, 78-4839, 
4841, 78-4842, 78 
78-4845, 78-4846, 
4848, 78-4849, 78 
78-4852, 78-4853, 


. (FDA) 78-8053, 
. (FDA) 78-8055, 
. (FDA) 78-8059, 
. (FDA) 78-8060, 
. (FDA) 78-8064, 
. (FDA) 78-8068, 
. (FDA) 78-8069, 
no. (HCFA), 78- 
no. (HCFA) 77- 
(HCFA) 77- 
(HCFA) 77- 
(HCFA) 77- 
(HCFA) 77- 
(HCFA) 77- 
(HCFA) 77- 
(HCFA) 77- 
(HCFA) 77- 
(HCFA) 77- 
(HCFA) 77- 
(HCFA) 77- 
(HCFA) 77- 
(HCFA) 78- 
(HCFA) 78- 
no. (HCFA) 78- 
(HDA) 77-5220, 


no. 
-3347, 


(HRA), 78- 
78-3348, 


o. (HRA) 69, 78- 


. (HRA) 74-14,003, 


. (HRA) 75-1151, 
78-4833, 78- 
-4836, 78-4837, 
78-4840, 78- 
-4843, 78-4844, 
78-4847, 78- 
-4850, 78-4851, 
78-4854, 78- 
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78-4859, 
4862, 
78-4866, 
8982, 


78-4863, 


78-4860, 


78-4867, 


78-8983 


78-4864, 


78-4861, 78- 
78-4865, 
78-7109, 78- 


DHEW publication ; no. (HRA) 76-9, 78- 





15437 


DHEW publication ; no. 


78-11249 


DHEW publication ; no. 


78-11247 


DHEW publication ; no. 


78-11236 

DHEW publication ; 
78-7115 

DHEW publication ; 
78-7114 

DHEW publication ; 
78-7112 


DHEW publication ; no. 


78-7116 


DHEW publication ; no. 


78-7113 


. (HRA) 
. (HRA) 


. (HRA) 


(HRA) 76-40, 
(HRA) 76-44, 
(HRA) 76-75, 
76-92, 
76-93, 
76-95, 
(HRA) 76-96, 


(HRA) 76-98, 


DHEW publication ; no. (HRA) 76-14016, 


78-17609 


DHEW publication ; no. (HRA) 76-14017, 


78-471 


DHEW publication ; no. (HRA) 77-9, 


15438 


DHEW publication ; no. 


78-13548 


DHEW publication ; no. 


78-8989 


DHEW publication ; no. 


78-485 


DHEW publication ; no. 


78-483 


DHEW publication ; no. 


78-8985 


DHEW publication ; no. 


78-8987 


DHEW publication ; no. 


78-487 


78- 
(HRA) 77-24, 
(HRA) 77-27, 
(HRA) 77-28, 
(HRA) 77-35, 
(HRA) 77-38, 
(HRA) 77-39, 


(HRA) 77-44, 


DHEW publication ; no. (HRA) 77-45, 


etc., 78-488 


DHEW publication ; no. 


78-4870 


DHEW publication ; no. 


78-487 


DHEW publication ; no. 


78-1957 


DHEW publication ; no. 


78-7120 


DHEW publication ; no. 


78-7119 


DHEW publication ; no. 


78-484 


DHEW publication ; no. 


78-1956 


DHEW publication ; no. 


78-486 


DHEW publication ; no. 


78-8988 


DHEW publication ; no. 


78-1959 


DHEW publication ; no. 


78-482 


(HRA) 77-46, 


(HRA) 77-47, 
(HRA) 77-51, 
(HRA) 77-53, 
(HRA) 77-54, 
(HRA) 77-59, 
(HRA) 77-61, 
(HRA) 77-62, 
(HRA) 77-70, 
(HRA) 77-72, 


(HRA) 77-81, 





DHEW publication ; 


78-13549 


DHEW publication ; 


78-1958 


DHEW publication ; 


78-15439 


DHEW publication ; 


78-7118 


DHEW publication ; 


78-7117 


DHEW publication ; 


78-464 


. (HRA) 77-82, 
. (HRA) 77-84, 
. (HRA) 77-85, 
. (HRA) 77-86, 


. CHRA) 77-87, 


. (HRA) 77-602, 


DHEW publication ; 


78-15434 


DHEW publication ; 


78-7103 


DHEW publication ; 


78-467 


DHEW publication ; 


78-466 

DHEW publication 
78-465 

DHEW publication ; 
78-13542 

DHEW publication ; 
78-23833 

DHEW publication ; 
78-17613 

DHEW publication ; 
78-13536 

DHEW publication ; 
78-17608 

DHEW publication ; 
78-4869, 78-112 


; no. 


no. 


no. 


no. 


no. 


no. 


no. 
45 


DHEW publication ; no. 


78-17614 
DHEW publication ; 
78-473 


DHEW publication ; 


78-4823 

DHEW publication ; 
78-474 

DHEW publication ; 
78-476 

DHEW publication ; 
78-475 

DHEW publication ; 
78-477 

DHEW publication ; 
78-478 

DHEW publication ; 
78-1955 

DHEW publication ; 
78-479, 78-8981 

DHEW publication ; 
78-7108 

DHEW publication ; 
78-7111 

DHEW publication ; 
78-470 

DHEW publication ; 
78-468 

DHEW publication ; 
78-469 

DHEW publication ; 
78-23828 

DHEW publication ; 
78-472 


no. 


no. 


no. 


no. 


no. 


. (HRA) 77-609, 
. (HRA) 77-623, 
. (HRA) 77-628, 


. (HRA) 77-643, 


(HRA) 77-644, 
(HRA) 77-1101, 
(HRA) 77-1224, 
(HRA) 77-1225, 
(HRA) 77-1232, 
(HRA) 77-1233, 
(HRA) 77-1237, 
(HRA) 77-1238, 
(HRA) 77-1344, 
(HRA) 77-1345, 
(HRA) 77-1457, 
(HRA) 77-1537, 


(HRA) 77-1542, 


. (HRA) 77-1647, 


. (HRA) 77-1649, 


. (HRA) 77-1779, 


. (HRA) 77-1783, 


. (HRA) 77-1905, 


nc 


no. 


no. 


no. 


no. 


no. 


. (HRA) 77-3138, 


(HRA) 77-4008, 
(HRA) 77-4012, 
(HRA) 77-14003, 
(HRA) 77-14021, 


(HRA) 77-14538, 





December 1978 


DHEW publication ; no. (HRA) 77-14541, 


78-1953 

DHEW publication ; 
17619 

DHEW publication ; 
7121 

DHEW publication ; 
23842 

DHEW publication ; 
8990 

DHEW publication ; 
13546 

DHEW publication ; 
21287 


DHEW publication ; 


78-7122 


DHEW publication ; 


78-13550 


DHEW publication ; 


78-11251 


DHEW publication ; 


78-23839 


DHEW publication ; 


78-17618 
DHEW publication 
78-11248 


DHEW publication ; 


78-8986 


DHEW publication ; 


78-17621 


DHEW publication ; 


78-17617 


DHEW publication ; 


78-11250 


DHEW publication ; 


78-23843 


DHEW publication ; 


78-23840 


DHEW publication ; 


78-17620 


DHEW publication ; 


78-23841 


DHEW publication ; 


78-17607 


DHEW publication ; 


78-23830 


DHEW publication ; 


78-11237 


DHEW publication ; 


78-1951 

DHEW publication ; 
78-17615 

DHEW publication ; 
78-1954 

DHEW publication ; 
78-4824 

DHEW publication ; 
78-4827 

DHEW publication ; 
78-4828 

DHEW publication ; 
78-4829 

DHEW publication ; 
78-7110 


DHEW publication ; no. (HRA) 78-14004, 


78-13537 


DHEW publication ; no. (HRA) 78-14008, 
78-23829 


78-11238, 


Do not order from index; see indicated entry 


no. (HRA) 78-1, 
no. (HRA) 78-2, 
no. (HRA) 78-5, 
no. (HRA) 78-6, 
no. (HRA) 78-7, 
no. (HRA) 78-8, 

no. 


(HRA) 78-10, 


no. (HRA) 78-11, 


no. (HRA) 78-25, 


no. (HRA) 78-28, 


no. (HRA) 78-30, 


; no. (HRA) 78-31, 


no. (HRA) 78-37, 


. (HRA) 78-38, 
. (HRA) 78-40, 
. (HRA) 78-42, 
. (HRA) 78-43, 
. (HRA) 78-56, 
. (HRA) 78-58, 


no. (HRA) 78-71, 
no. (HRA) 78-608, 
no. (HRA) 78-629, 
no. (HRA) 78-635, 
no. (HRA) 78-642, 
no. (HRA) 78-1238, 
no. (HRA) 78-1347, 
no. (HRA) 78-1348, 
no. (HRA) 78-1648, 
no. (HRA) 78-1812, 
no. (HRA) 78-1906, 


no. (HRA) 78-3204, 


78- 


78- 


78- 


78- 


78- 


78- 





DHEW publication ; no. 


78-25903 


DHEW publication ; no. 


78-21278 


DHEW publication ; no. 


78-23831 


DHEW publication ; no. 
78-13529 
DHEW publication ; no 


78-13528, 


78-13530 


DHEW publication ; no 


78-8978 


(HRA) 78-14009, 
(HRA) 78-14010, 
(HRA) 78-14017, 
(HSA) 74-5051, 
. (HSA) 76-5133, 


. (HSA) 76-6307, 


DHEW publication ; no. (HSA) 77-410, 


78-506 


DHEW publication ; 


78-13527 


DHEW publication ; 


78-460 
DHEW publication 
78-4821 


DHEW publication ; 


78-458 


DHEW publication ,; 


78-457 


DHEW publication ; 


78-4820 


DHEW publication ; 


78-1950 


DHEW Publication ; 


78-459 


DHEW publication ; 


78-463 


DHEW publication ; 


78-462 


DHEW publication ; 


78-1949 


DHEW publication ; 


78-23826 


DHEW publication ; 


78-17605 


DHEW publication ; 


78-11235 


DHEW publication ; 


78-17602 


DHEW publication ; 


78-15433 


DHEW publication ; 


78-7101 


DHEW publication ; 


78-11234 


DHEW publication ; 


78-21270 


DHEW publication ; 


78-8977 


DHEW publication ; 


78-21271 
DHEW publication 
78-11233 


DHEW publication ; 


78-23825 


DHEW publication ; 


78-23824 


DHEW publication ; 


78-21272 


DHEW publication ; 


78-21273 


DHEW publication ; 


78-17603 


>; no. 


; no. 


no. (HSA) 77-5001, 
no. (HSA) 77-5102, 
(HSA) 77-5106, 
no. (HSA) 77-5209, 
no. (HSA) 77-5216, 
no. (HSA) 77-5221, 
no. (HSA) 77-5605, 
. (HSA) 77-5619, 
. (HSA) 77-5731, 
. (HSA) 77-6011, 
. (HSA) 77-6012, 
. (HSA) 78-2005, 
. (HSA) 78-2037, 
. (HSA) 78-5103, 
. (HSA) 78-5211, 
. (HSA) 78-5217, 
no. (HSA) 78-5218, 
no. (HSA) 78-5223, 
no. (HSA) 78-5250, 
no. (HSA) 78-5252, 
no. (HSA) 78-5254, 
(HSA) 78-5255, 
no. (HSA) 78-5259, 
no. (HSA) 78-5291, 
no. (HSA) 78-5501, 
no. 


(HSA) 78-5502, 


no. (HSA) 78-5733, 
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DHEW publication ; 
78-4819 

DHEW publication ; 
78-13469 


DHEW publication ; no 


78-23863 


DHEW publication ; no 


78-13462 


DHEW publication ; no 


78-8960 


DHEW publication ; no 


78-418 

DHEW publication ; 
78-13463 

DHEW publication ; 
78-17458 

DHEW publication ; 
78-13464 

DHEW publication ; 
78-7067 

DHEW publication ; 
78-419 

DHEW publication ; 
78-416 

DHEW publication ; 
78-417 

DHEW publication ; 
78-420 

DHEW publication ; 
78-7069 

DHEW publication ; 
78-7070 

DHEW publication ; 
78-17447 

DHEW publication ; 
78-1926 

DHEW publication ; 
78-23729 

DHEW publication ; 
78-17459 

DHEW publication ; 
78-21117 

DHEW publication ; 
78-17448 
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78-23758 


DHEW publication ; 


78-23763 


DHEW publication ; 


78-23812 


DHEW publication ; 


78-23813 


DHEW publication ; 


78-25889 


DHEW publication ; 


78-25890 


DHEW publication ; 


1929 


78-1482, 
78-1483, 
78-1484, 
78-1485, 
78-1488, 
78-1491, 
78-1492, 
78-1493, 
78-1499, 
78-1501, 
78-1504, 
78-1505, 
78-1506, 
78-1507, 
78-1508, 
78-1509, 
78-1510, 
78-1521, 
78-1522, 
78-1523, 
78-1526, 
78-1530, 
78-1535, 
78-1547, 
78-1548, 
78-1550, 
78-1551, 
78-1603, 
78-1647, 
78-1701, 
78-1703, 
78-1704, 
78-1841, 


1489, 78- 





December 1978 


DHEW publication ; no. (NIH) 1490, 78- 


1929 

DHEW publication 
78-13564 

DHEW publication 
78-11259 

DHEW publication 
78-4877 

DHEW publication 
78-492 

DHEW publication 
78-1963 

DHEW publication 
78-489 


; no. 


; no. 


>; no. 


>; no. 


>; no. 


> no. 


DHEW publication ; 


A, 78-7124 


DHEW publication ; 


B, 78-7124 


DHEW publication ; 


C, 78-7124 


DHEW publication ; 


78-495 


DHEW publication ; 


78-497 


DHEW publication ; 


78-1962 


DHEW publication ; 


78-490 


DHEW publication ; 


78-4871 


DHEW publication ; 


78-1970 


DHEW publication ; 


78-494 


DHEW publication ; 


78-498 


DHEW publication ; 


78-4872 


DHEW publication ; 


78-1979 


DHEW publication ; 


78-4874 


DHEW publication ; 


78-493 


DHEW publication ; 


78-4875 


DHEW publication ; 


78-11258 


DHEW publication ; 


78-1968 


DHEW publication ; 


78-1971 


DHEW publication ; 


78-1964 


DHEW publication ,; 


78-1976 


DHEW publication ; 


78-1975 


DHEW publication ; 


78-1972 


DHEW publication ; 


78-1961 


DHEW publication ; 


78-4876 


DHEW publication ,; 


78-1960 


DHEW publication ; 


78-1967 


(NIOSH) 75-115, 
(NIOSH) 77-100, 
(NIOSH) 77-127, 
(NIOSH) 77-141, 
(NIOSH) 77-144, 


(NIOSH) 77-150, 


. (NIOSH) 77-157- 
. (NIOSH) 77-157- 
. (NIOSH) 77-157- 


. (NIOSH) 77-159, 


(NIOSH) 77-169, 


. (NIOSH) 77-170, 
. (NIOSH) 77-171, 
. (NIOSH) 77-172., 
. (NIOSH) 77-173, 
. (NIOSH) 77-177, 
. (NIOSH) 77-178, 
. (NIOSH) 77-179, 
. (NIOSH) 77-180, 
. (NIOSH) 77-181, 
. (NIOSH) 77-184, 
. (NIOSH) 77-186, 
. (NIOSH) 77-187, 
. (NIOSH) 77-188, 
. (NIOSH) 77-190, 
. (NIOSH) 77-191, 
. (NIOSH) 77-192, 
. (NIOSH) 77-193, 
. (NIOSH) 77-194, 
. (NIOSH) 77-196, 
. (NIOSH) 77-198, 
. (NIOSH) 77-200, 


. (NIOSH) 77-201, 
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DHEW publication ; no. 


78-491 


DHEW publication ; no. 


78-4873 


DHEW publication ; no. 


78-1966 

DHEW publication 
78-496 

DHEW publication 
78-1974 

DHEW publication 
78-1978 

DHEW publication 
78-1969 

DHEW publication 
78-1977 

DHEW publication 
78-7129 

DHEW publication 
78-7126 

DHEW publication 
78-1965 

DHEW publication 
78-17628 

DHEW publication 
78-7127 

DHEW publication 
78-7128 


; no. 


; no. 


; no. 


; no. 


; no. 


>; no. 


; no. 


; no. 


; no. 


>; no. 


; no. 


DHEW publication ; 


78-7125 


DHEW publication ; 


A, 78-17630 


DHEW publication ,; 


B, 78-17630 


DHEW publication ; 


78-7130 


DHEW publication ; 


78-7131 


DHEW publication ; 


78-7123 


DHEW publication ; 


78-11260 


DHEW publication ; 


78-21291 


DHEW publication ; 


78-11261 


DHEW publication ; 


78-21298 


DHEW publication ; 


78-13563 


DHEW publication ; 


78-21290 
DHEW publication 
78-21302 
DHEW publication 
78-21299 
DHEW publication 
78-15441 
DHEW publication 
78-17629 
DHEW publication 
78-21298 
DHEW publication 
78-23849 
DHEW publication 
78-21303 


DHEW publication ; no. 


78-21292 


, no. 


; no. 


; no 


; no. 


; no. 


, no. 


>; no. 


(NIOSH) 77-204, 
(NIOSH) 77-205, 
(NIOSH) 77-206, 
(NIOSH) 77-210, 
(NIOSH) 77-221, 
(NIOSH) 77-222, 
(NIOSH) 77-223, 
(NIOSH) 77-225, 
(NIOSH) 77-226, 
(NIOSH) 77-228, 
(NIOSH) 77-229, 
(NIOSH) 78-100, 
(NIOSH) 78-101, 


(NIOSH) 78-102, 


. (NIOSH) 78-103, 


. (NIOSH) 78-104- 


. (NIOSH) 78-104- 


. (NIOSH) 78-106, 
. (NIOSH) 78-107, 
. (NIOSH) 78-108, 
. (NIOSH) 78-110, 
. (NIOSH) 78-113, 
. (NIOSH) 78-118, 
. (NIOSH) 78-122, 
. (NIOSH) 78-124, 


. (NIOSH) 78-125, 


(NIOSH) 78-128, 


(NIOSH) 78-129, 


. (NIOSH) 78-131, 


(NIOSH) 78-133, 
(NIOSH) 78-134, 
(NIOSH) 78-135, 
(NIOSH) 78-136, 


(NIOSH) 78-138, 
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DHEW publication 
78-23848 
DHEW publication 
78-23846 
DHEW publication 
78-17626 
DHEW publication 
78-21298 
DHEW publication 
78-17627 
DHEW publication 
78-21295 
DHEW publication 
78-21294 
DHEW publication 
78-21293 
DHEW publication 
78-21300 
DHEW publication 
78-21304 
DHEW publication 
78-21305 
DHEW publication 
78-21301 
DHEW publication 
78-21296 
DHEW pubiication 
78-25904 
DHEW publication 
78-21297 
DHEW publication 
78-25906 


; no. 


; no. 


; no. 


; no. 


; no. 


; no. 


> no. 


; no. 


; no. 


; no. 


; no. 


; no. 


; no. 


>; no. 


; no. 


; no. 


(NIOSH) 78-139, 
(NIOSH) 78-140, 
(NIOSH) 78-141, 
(NIOSH) 78-142, 
(NIOSH) 78-143, 
(NIOSH) 78-146, 
(NIOSH) 78-147, 
(NIOSH) 78-150, 
(NIOSH) 78-151, 
(NIOSH) 78-152, 
(NIOSH) 78-153, 
(NIOSH) 78-154, 
(NIOSH) 78-155, 
(NIOSH) 78-156, 
(NIOSH) 78-160, 


(NIOSH) 78-168, 


DHEW publication ; no. (OCD) 73-30, 


78-13428 


Series/Report Index 


DHEW publication ; no. (OE) 77-12012, 


78-13452 
DHEW publication 
78-11170 
DHEW publication 
78-17424 
DHEW publication 
78-17420 
DHEW publication 
78-11169 
DHEW publication 
78-23722 
DHEW publication 
78-17437 
DHEW publication 
78-400 
DHEW publication 
78-25853 
DHEW publication 
78-13450 
DHEW publication 
78-23710 
DHEW publication 
78-17436 
DHEW publication 
78-25847 
DHEW publication 
78-25846 
DHEW publication 
78-23720 
DHEW publication 
78-23716 
DHEW publication 
78-23717 


; no. 


; no. 


; no. 


; no. 


; no. 


; no. 


> no. 


> no. 


> no. 


; no. 


; no. 


>; no. 


; no. 


; no. 


; no. 


; no. 


(OE) 77-15800, 
(OE) 77-15801, 
(OE) 77-17007, 
(OE) 77-17601, 
(OE) 77-17912, 
(OE) 77-19104, 
(OE) 77-19129, 
(OE) 77-19130, 
(OE) 77-19300, 
(OE) 78-00006, 
(OE) 78-01705, 
(OE)-78-07001, 
(OE) 78-07005, 
(OE) 78-07903, 
(OE) 78-17701, 


(OE) 78-17908, 


DHEW publication ; no. 


78-24453 


DHEW publication ; no. 


78-23697 
DHEW publication 
20261, 78-15390 
DHEW publication 
31009, 78-21328 
DHEW publication 
31014, 
DHEW publication 
31015, 
DHEW publication 
02018, 78-17668 
DHEW publication 
20410, 78-386 
DHEW publication 
30015, 78-7157 
DHEW publication 
30026, 78-7156 
DHEW publication 
30107, 78-7159 
DHEW publication 
30120, 78-534 
DHEW publication 
30121, 78-535 
DHEW publication 
30123, 78-7160 
DHEW publication 
30124, 78-1989 
DHEW publication 
30125, 78-11278 
DHEW publication 


78-21327 


78-2 1326 


(OHD) 78-20958, 
(OHD) 78-21012, 
no. 
no. 
no. 
no. 
no. 
no. 
no. 
no. 
no. 
no. 
no. 
no. 
no. 
no. 


no. 


(OHDS) 
(OHDS) 
(OHDS) 
(OHDS) 
(OHDS) 
(OHDS) 
(OHDS) 
(OHDS) 
(OHDS) 
(OHDS) 
(OHDS) 
(OHDS) 
(OHDS) 
(OHDS) 


(OHDS) 


30126, 78-1990 
DHEW publication 
31080, 78-533 
DHEW publication 
31103, 78-532 
DHEW publication 


DHEW publication ; no. (OE) 73-24001, 
78-23706 

DHEW publication ; no. 
78-23705 

DHEW publication ; no. 


DHEW publication ; no. (OHD), 
3239, 78-3249, 78-3250, 78-3368 

DHEW publication ; no. (OHD/OYD) 76- 
26045, 78-1913 

DHEW publication ; no. (OHD/OYD) 76- 


78- (OHDS) 


(OE) 74-21000, (OHDS) 


(OE) 75-12003, (OHDS) 


78-7049 

DHEW publication 
78-7048 

DHEW publication 
78-17414 

DHEW publication 
78-7052 


DHEW publication ; 


78-399 


DHEW publication ; 


78-13449 
DHEW publication 
78-8959 
DHEW publication 
78-25852 


DHEW publication ; 


78-23709 


DHEW publication ; 


78-17433 
DHEW publication 
7178-23726 


DHEW publication ; 


78-4786 
DHEW publication 
78-398 


DHEW publication ; 


78-25855 
DHEW publication 
78-4785 
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; no. 


; no. 


; no. 


>; no. 


>; no. 


; ho. 


>; no. 


; no. 


no. 


no. 


no. 


no. 


no. 


no. 


(OE) 75-12007, 
(OE) 76-02000, 
(OE) 76-09102, 
(OE) 76-19127, 
(OE) 76-19300, 
(OE) 77-00508, 
(OE) 77-01017, 
(OE) 77-01018, 
(OE) 77-01040, 
(OE) 77-01041, 
(OE) 77-01604, 
(OE) 77-05002, 
(OE) 77-07104, 


(OE) 77-07300, 





26045, 78-387 


DHEW publication ; no. (OHD) 74-20008, 


78-11161 

DHEW publication 
78-11162 

DHEW publication 
78-11159 

DHEW publication 
78-11160 

DHEW publication 
78-11163 

DHEW publication 
78-7043 

DHEW publication 
78-8916 

DHEW publication 
78-1912 

DHEW publication 
78-1914 

DHEW publication 
78-17406 

DHEW publication 
78-7153 

DHEW publication 
78-13431 

DHEW publication 
78-388 

DHEW publication 
78-8917 


; no. 


; no. 


; no. 


; no. 


; no. 


; no. 


> no. 


> no. 


; no. 


> no. 


> no. 


> no. 


; no. 


(OHD) 74-20011, 
(OHD) 74-20182, 
(OHD) 74-20183, 
(OHD) 75-20012, 
(OHD) 75-20805, 
(OHD) 76-21012, 
(OHD) 77-20086, 
(OHD) 77-22001, 
(OHD) 77-22004, 
(OHD) 77-22005, 
(OHD) 77-25053, 
(OHD) 77-31092, 


(OHD) 78-20006, 
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31105, 78-7154 
DHEW publication 
20017, 
DHEW publication 
20018, 78-11281 
DHEW publication 
20019, 
DHEW publication 
20020, 78-11198 
DHEW publication 
20021, 78-11279 
DHEW publication 
20022, 78-11282 
DHEW publication 
20023, 78-11284 
DHEW publication 
20029, 78-11285 
DHEW publication 
20074, 
DHEW publication 
20087, 78-1991 
DHEW publication 
20248, 78-23871 
DHEW publication 
20700, 78-536 
DHEW publication 
26048, 78-9012 
DHEW publication 
30086, 78-23869 


78-11283 


78-11280 


78-17669 


(OHDS) 
(OHDS) 
(OHDS) 
(OHDS) 
(OHDS) 
(OHDS) 
(OHDS) 
(OHDS) 
(OHDS) 
(OHDS) 
(OHDS) 
(OHDS) 
(OHDS) 


(OHDS) 





December 1978 


DHEW publication ; . (OHDS) 78- | DHEW publication ; no. (PHS) 78-1145, DHEW publication ; no. (SRS) 76-03200, 
30116, 78-7158 78-23834 78-13434 

DHEW publication ; . (OHDS) 78- | DHEW publication ; no. (PHS) 78-1200, DHEW publication ; no 
30127, 78-23868 78-21279 78-17410 

DHEW publication ; . (OHDS) 78- | DHEW publication ; no. (PHS) 78-1212, DHEW publication ; no 
30128, 78-7155 78-23837 78-13436 

DHEW publication ,; . (OHDS) 78- | DHEW publication ; no. (PHS) 78-1227, DHEW publication ; no. (SRS) 76-05704, 
30130, 78-23864 78-11239 78-396 

DHEW publication ; . (OHDS) 78- | DHEW publication ; no. (PHS) 78-1237, DHEW publication ; no. (SRS) 76-21235, 
30133, 78-17662 78-13545 78-395 

DHEW publication ; no. (OHDS) 78- | DHEW publication ; no. (PHS) 78-1239, DHEW publication ; no. (SRS) 77-03256, 
30135, 78-15444 78-13538 78-4783 

DHEW publication ; no. (OHDS) 78- | DHEW publication ; no. (PHS) 78-1242, DHEW publication ; no. (SRS) 77-03257, 
30137, 78-13578 78-21280 78-13435 

DHEW publication ; no. (OHDS) 78- | DHEW publication ; no. (PHS) 78-1313, DHEW publication ; no. (SRS) 77-04010, 
30138, 78-17665 78-21282 78-397 

DHEW publication ; no. (OHDS) 78- | DHEW publication ; no. (PHS) 78-1314, DHEW publication ; no. (SRS) 77-04023, 
30139, 78-17667 78-23838 


78-13433 
DHEW publication ; no. (OHDS) 78- | DHEW publication ; no. (PHS) 78-1346, DHEW publication ; no. (SRS) 77-04024, 
31087, 78-17661 78-7104 


on 78-13433 
DHEW publication ; no. (OHDS) 78- | DHEW publication ; no. (PHS) 78-1349, DHEW publication ; no. (SRS) 77-21237, 
31106, 78-23866 78-4825 


5 78-7050 
DHEW publication ; no. (OHDS) 78- | DHEW publication ; no. (PHS) 78-1350, DHEW publication ; no. (SSA), 78-3257 

31107, 78-11164 vt goo . DHEW publication ; no. (SSA-OFA) 77- 
DHEW publication ; no. (OHDS) 78- e~ Beige no. (PHS) 78-1455, 08000, 78-394 

31108, 78-17663 ‘ $e DHEW publication ; no. (SSA) 74-10067, 
DHEW publication ; no. (OHDS) 78- ei? + see ; m0. (PHS) 78-1540, 78-17408 

31109, 78-17664 5 oe ae DHEW publication ; no. (SSA) 74-11702, 
DHEW publication ; no. (OHDS) 78- art ae - (PHS) 78-1546, 78-8948 

31119, 78-23867 . fi a DHEW publication ; no. (SSA) 74-11916, 
DHEW publication ; no. (OHDS) 78- pe oA eta : 0. (PHS) 78-1547, 78-7044 

31120, 78-21325 , eee. DHEW publication ; no. (SSA) 76-11500, 
DHEW publication ; no. (OS), 78-3244, ene -_ucgme en ee 78-8918, 78-17409 

78-3246, 78-3251 ee DHEW publication ; no. (SSA) 76-11701, 
DHEW publication ; no. (OS) 76-130, —aae » ape) Senne 78-8921, 78-8922, 78-8923, 78- 

78-382, 78-383, 78-384, 78-385 ce 8924, 78-8925, 78-8926 

, , , , ° * 7 m 6 , , 
78-13426, 78-17399, 78-17400, 78- “aa + no. (PHS) 78-1651, | DEW publication ; no. (SSA) 76-11702, 
17403, 78-17404, 78-23694, 78- or 78-8949 
F , , DHEW publicat ; no. (PHS) 78-1652, : 

23695, 78-23696 aie. ome DHEW publication ; no. (SSA) 76-11703, 
DHEW publication ; no. (OS) 77-0004, DHEW publication ; no. (PHS) 78-1653, 78-8950 aks 

78-9851 78-21284 DHEW publication ; no. (SSA) 77-10029, 
DHEW publication ; no. (OS) 77-104, DHEW publication ; _ (PHS) 78-1784, 78-390 

78-389 78-11242 DHEW publication ; no. (SSA) 77-10033, 

78-23731 78-21285 } : DHEW publication ; no. (SSA) 77-10071, 
DHEW publication ; no. (PHS) 78-1786, cheat: Oe 

78-21286 DHEW publication ; no. (SSA) 77-10080, 
DHEW publication ; no. (PHS) 78-1814, sn deca 

7178-17611 DHEW publication ; no. (SSA) 77-11015, 
DHEW publication ; no. (PHS) 78-1907, 78-4782 

78-17612 DHEW publication ; no. (SSA) 77-11500, 
DHEW publication ; no. (PHS) 77-1780, DHEW publication ; no. (PHS) 78-1977, 78-8919, 78-8920 

78-13541 78-4830 DHEW publication ; no. (SSA) 77-11700, 
DHEW publication ; no. (PHS) 78-1102, DHEW publication ; no. (PHS) 78-50,060, 78-7046 

78-15436 78-21276 DHEW publication ; no. (SSA) 77-11701, 
DHEW publication ; no. (PHS) 78-1103, DHEW publication ; no. (RSA) 77-25078, 78-8927, 78-8928, 78-8929, 78- 

78-13543 78-17405 8930, 78-8931, 78-8932, 78-8933, 
DHEW publication ; no. (PHS) 78-1107, DHEW publication ; no. (RSA) 78-25078, 78-8934, 78-8935, 78-8936, 78- 

78-11240 78-17671 8937, 78-8938, 78-8939, 78-8940, 
DHEW publication ; no. (PHS) 78-1108, DHEW publication ; no. (SRS), 78-3260, 78-8941, 78-8942, 78-8943, 78- 

78-21281 78-3262, 78-3264, 78-3265, 78-3266 8944, 78-8945, 78-8946, 78-13432 
DHEW publication ; no. (PHS) 78-1115, DHEW publication ; no. (SRS) 73-03759, DHEW publication ; no. (SSA) 77-11702, 

78-17610 78-7051 78-8951, 78-8952 
DHEW publication ; no. (PHS) 78-1142, DHEW publication ; no. (SRS) 74-03201, DHEW publication ; no. (SSA) 77-11703, 

78-23832 78-23707 78-23703 
DHEW publication ; no. (PHS) 78-1144, DHEW publication ; no. (SRS) 75-03201, DHEW publication ; no. (SSA) 77-11853, 

78-23836 78-23708 78-7047 


. (SRS) 76-03252, 


. (SRS) 76-03258, 


DHEW publication ; no. (OS) 78-5, 78- 
17397 

DHEW publication ; no. (OS) 78-0006, 
78-18853 

DHEW publication ; no. (OS) 78-0007, 
78-18853 
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DHEW publication ; no. (SSA) 77-11976, 


78-7045 


DHEW publication ; no. (SSA) 77-11978, 


78-391 


DHEW publication ; no. (SSA) 78-10029, 


78-15391 


DHEW publication ; no. (SSA) 78-10033, 


78-23699 


DHEW publication ; no. (SSA) 78-10388, 


78-11165 


DHEW publication ; no. (SSA) 78-11701, 


78-8947, 
23702 


78-23700, 


78-23701, 


78- 


DHEW publication ; no. (SSA) 78-11702, 


78-8953 


DHEW publication ; no. (SSA) 78-11721, 


78-23698 


DHEW publication ; no. (SSA) 78-11724, 


78-17407 


DHEW publication ; no. (SSA) 78-11805, 


78-21107 


DHEW publication ; no. (SSA) 78-11855, 


78-11166 


DHEW publication ; no. (SSA) 78-11860., 


78-25844 


DHEW publication ; no. (SSA) 78-11861, 


78-25845 


DHEW publication ; no. (SSA) 78-11977, 


78-25843 
DHEW publication 
11228 
DHEW publication 
13534 


DHEW publicaton ; no. (OHD), 


DIAM ; 65-18, 78-25110 
District court study series, 
DLAH ; 4140.3, 

DLAH ; 4140.4, 

78-20107 

DLAH ; 4215.1, 

DLAH ; 4215.2, 

DLAH , 4215.4, 

DLAH ; 4215.6, 

DLAH ; 4215.8, 

DLAH ; 4215.10, 
DLAH ; 4215.12, 
DLAH ; 4215.13, 
DLAH ; 4215.15, 
DLAH ; 4215.16, 
DLAH ; 4215.17, 
DLAH ; 4215.18, 
DLAH ; 4215.19, 
DLAH ; 4215.21, 
DLAH ; 4215.23, 
DLAH ; 4215.24, 
DLAH ; 4215.30, 
DLAH ; 4215.33, 
DLAH ; 4215.35, 
DLAH ; 4215.36, 
DLAH ; 4215.37, 
DLAH ; 4215.38, 
DLAH ; 4215.39, 
DLAH ; 4215.40, 
DLAH ; 4215.41, 
DLAH ; 4215.42, 
DLAH ; 4215.43, 
DLAH ; 4215.44, 
DLAH ; 4215.45, 


78-20103, 
78-20105, 


78-20108 
78-25153 
78-20109 
78-16935 
78-16936 
78-20110 
78-20111 
78-16937 
78-20112 
78-16938 
78-25154 
78-20113 
78-25155 
78-25156 
78-20114 
78-16939 
78-20115 
78-16940 
78-20116 
78-20117 
78-20118 
78-20119 
78-20120 
78-20121 
78-25157 
78-20122 
78-25158 
78-20123 
78-20124 
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; no. 77-3056, 


; no. 78-7001, 


78- 


78- 


78-3245 


78-7438 


78-20104 
78-20106, 





Series/Report Index 


DLAH ; 4215.46, 

DLAH ; 4215.47, 

DLAH ; 4215.49, 

DLAH ; 4215.50, 

DLAH ; 4215.51, 

DLAH ; 4215.52, 

DLAH ; 4215.53, 

DLAH ; 5025.1, 
78-3009 

DLAH ; 5025.2, 

DLAH ; 7401.1, 

DLAM ; 4145.2, 

DLAM ; 5020.1, 

DLAM ; 5330.1, 

DLAM ; 7000.1, 
78-12642 

DLAM ; 8105.1, 

DLAM ; 8200.1, 

DLAM ; 8300.1, 
78-23082 

DLAR ; 4105.1, 78-4317 

Document - Internal Revenue Service 
5603, 78-26551 

Document - Internal Revenue Service 
6375, 78-26550 

Document - Internal Revenue Service 
6428 (4.77), 78-824 

DoD ;, 78-16929, 78-16930, 
78-16933, 78-16934 

DoD FS ; 46A, 78-20013 

DoD FS ; 63, 78-20010 

DoD FS ; 64, 78-20011 

DoD FS ; 65, 78-20012 

DoD GEN ; 38, 78-6370 

DoD ; I-M, 78-16932 

DoD ; 1401-M, 78-23030 

DoD ; 4000.23-M, 78-12620 

DoD ; £4000.25-7-M, 78-10669, 
12622, 78-12623, 78-12624, 78- 
12625, 78-12626, 78-12627, 78- 
16927, 78-25152 

DoD ; 4005.3-H, 78-16920, 

DoD ; 4100.38-M, 78-23071 

DoD ; 4100.39-D, 78-15018 

DoD ; 4100.39-H, 78-15024, 
78-16919 

DoD ; 4100.39-M, 
78-12592, 
16908, 
16911, 
16914, 
16917, 
20072, 


78-25159 
78-20125 
78-20126 
78-25160 
78-20127 
78-20128 
78-20129 
78-3006, 78-3007, 
78-4318 
78-16942 
78-8672 
78-4319 
78-4320 
78-12640, 78-12641, 
78-12643, 
78-4321 
78-23080, 


78-16943 


78-23081, 


, 


78-16931, 


78- 


78-16921 


78-15025, 


78-6395, 
78-15022, 
78-16909, 
78-16912, 
78-16915, 
78-16918, 
78-20073, 
25139, 78-25140, 
25142, 78-25143, 
DoD ; 4105.59-H, 
DoD ; 4105.63-M, 
DoD ; 4130.2-M, 
DoD ; 4140.17-M, 
78-12613, 
12616, 
12619, 
15029, 


78-12591, 
78-15023, 78- 
78-16910, 78- 
78-16913, 78- 
78-16916, 78- 
78-20071, 78- 
78-20074, 78- 
78-25141, 78- 
78-25144 
78-12587, 78-25137 
78-16923 
78-23031 
78-12611, 
78-12614, 
78-12617, 
78-12628, 
78-15030, 
16928, 78-20131, 
23069, 78-25150, 
DOD ; 4140.25-M, 
DoD ; 4140.26-M, 
DoD ; 4140.29-M, 


78-12612, 
78-12615, 78- 
78-12618, 78- 
78-12629, 78- 
78-16922, 78- 
78-23068, 78- 
78-25151 
78-12632 

78-25149 

78-12581 


Do not order from index; see indicated entry 





DoD ; 4145.19-R, 
DoD ; 4160.21-M, 
78-12595, 
23060 
DoD ; 4500.32-R, 78-10631, 
78-10633, 78-15013 
DoD ; 4500.34-R, 78-10634, 
78-10636, 78-10637, 
DoD 5010.15.1-M, 78-15037, 78-15038, 
78-15039, 78-15040, 78-15041 
DoD ; 5105.38-D, 78-10658, 78-10659, 
78-10660, 78-10661, 78-10662, 78- 
10663, 78-10664, 78-10665, 78- 
10666, 78-10667, 78-10668, 78- 
12621, 78-16924, 78-16925, 78- 
16926, 78-20099 
DOE/AD ; 000-2/2, 
DOE/AD ; 0002/1, 
DOE/AD ; 0005/1, 
DOE/AD ; 0007, 
DOE/AD ; 0008/1, 
DOE/AD ; 0010/1, 
DOE/AD ; 0013, 
DOE/AD ; 0014, 
DOE/CE-0001, 
DOE/CR ; 000/1, 
DOE/CS-0002/1, 
DOE/CS-0004, 
DOE/CS-0006, 
DOE/CS ; 0008, 
DOE/CS-0009, 
DOE/CS-0010, 
DOE/CS-0011, 
DOE/CS-0014, 
DOE/CS-0015, 
DOE/CS-0016, 
DOE/CS-0017, 
DOE/CS-0020, 
DOE/CS-0023, 
DOE/CS-0024/2, 
DOE/CS-0025, 
DOE/CS-0027/1, 
DOE/CS-0028/1, 
DOE/CS-0028/2, 
DOE/CS-0028/3, 
DOE/CS-0028/4, 
DOE/CS-0029, 
DOE/CS-0030, 
DOE/CS-0031, 
DOE/CS-0038, 
DOE/CS-0041/4, 
DOE/CS-0041/5, 
DOE/CS-0041/6, 
DOE/CS-0041/7, 
DOE/CS-0041/8, 
DOE/CS-0041/9, 
DOE/CS-004 1/10, 
DOE/CS-0041/11, 
DOE/CS-004 1/12, 
DOE/CS-0041/13, 
DOE/CS-0042/1, 
DOE/CS-0042/2, 
DOE/CS-0042/3, 
DOE/CS-0043, 
DOE/CS-0048, 
DOE/DP-0004, 
DOE/DP-0006, 
DOE/EA-0024, 


78-25102 
78-12593, 
78-12596, 


78-12594, 
78-23059, 78- 


78-10632, 


78-10635, 
78-23029 


78-20463 
78-20462 
78-25554 
78-23394 

78-20648 
78-23395 
78-25555 
78-23396 
78-10882 
78-25559 
78-23264 
78-23265 
78-25414 
78-25415 
78-23266 
78-25416 
78-25417 
78-25418 
78-12797 
78-25419 
78-25420 
78-23267 
78-12798 
78-15250 
78-20480 
78-23268 
78-25421 
78-25421 
78-25421 
78-25421 
78-2048 1 
78-25422, 
78-25424 
78-23269 
78-25426 
78-25425, 
78-25428 
78-25429 
78-25430 
78-25431 
78-25432 
78-25433 
78-25434 
78-25434 
78-23270 
78-23271 
78-23272 
78-23273 
78-25435 
78-16966 
78-23234 
78-20470 


78-25423 


78-25427 





DOE/EA-0033, 
DOE/EA-0034, 
DOE/EA-0035, 
DOE/EA-0045, 


78-20471 
78-20472 
78-25411 
78-25412 


DOE/EDP ; 0001, 
DOE/EDP ; 0002, 
DOE/EDP ; 0003, 
DOE/EDP ; 0004, 
DOE/EDP ; 0005, 
DOE/EDP ; 0006, 
DOE/EDP ; 0007, 
DOE/EDP ; 0008, 
DOE/EDP ; 0009, 
DOE/EDP ; 0010, 
DOE/EDP ; 0011, 
DOE/EDP ; 0012, 
DOE/EDP ; 0013, 
DOE/EDP ; 0014, 
DOE/EDP ; 0015, 
DOE/EDP ; 0016, 
DOE/EDP ; 0017, 
DOE/EDP ; 0018, 
DOE/EDP ; 0019, 
DOE/EDP ; 0020, 
DOE/EDP ; 0021, 
DOE/EDP ; 0022, 
DOE/EDP ; 0024, 
DOE/EDP ; 0026, 
DOE/EIA ; 0001, 
DOE/EIA ; 0002, 
DOE/EIA ; 0009/1, 
DOE/EIA ; 0014, 

DOE/EIA ; 0016/1, 
DOE/EIA ; 0017/1, 
DOE/EIA ; 0018/1, 
DOE/EIA ; 0019/1, 
DOE/EIA ; 0020/1, 
DOE/EIA ; 0021/1, 
DOE/EIA ; 0022/1, 
DOE/EIA ; 0023/1, 
DOE/EIA ; 0024/1, 
DOE/EIA ; 0025/1, 
DOE/EIA ; 0026/1, 
DOE/EIA ; 0027/1, 
DOE/EIA ; 0028/1, 
DOE/EIA ; 0029/1, 
DOE/EIA ; 0030/1, 
DOE/EIA ; 0031/1, 
DOE/EIA ; 0031/2, 
DOE/EIA ; 0036/1, 
DOE/EIA ; 0036/2, 
DOE/EIA ; 0036/3, 
DOE/EIA ; 0039/1, 
DOE/EIA ; 0045, 

DOE/EIA ; 0053/1, 
DOE/EIA ; 0054 1, 
DOE/EIA ; 0056/1, 
DOE/EIA ; 0057, 
DOE/EIA ; 0060, 
DOE/EIA ; 0061, 
DOE/EIA ; 0062, 
DOE/EIA ; 0063, 
DOE/EIA ; 0068, 
DOE/EIA ; 0069, 
DOE/EIA ; 0070, 
DOE/EIA ; 0073, 
DOE/EIA ; 0076, 
DOE/EIS-0001, 


78-17009 
78-17010 
78-17011 
78-17012 
78-17013 
78-17014 
78-17015 
78-17016 
78-25560 
78-17017 
78-25561 
78-17018 
78-17019 
78-17020 
78-17021 
78-25562 
78-17022 
78-17023 
78-17024 
78-17025 
78-17026 
78-17027 
78-17028 
78-17029 
78-10890 
78-10895 
78-23409 
78-25566 
78-10893 
78-10896 
78-10897 
78-10900 
78-10888 
78-10889 
78-10891 
78-20659 
78-10894 
78-10898 
78-10901 
78-10902 
78-10903 
78-10899 
78-10892 
78-23402 
78-23402 
78-20653 
78-20654 
78-20655 
78-23410 
78-23403 
78-20657 
78-23404 
78-20663 
78-25568 
78-20658 
78-20660 
78-20661 
78-20662 
78-23406 
78-23407 
78-23405 
78-23408 
78-25567 


78-8846 





December 1978 


DOE/EIS-0002, 
DOE/EIS-0002-D 
DOE/EIS-0003, 
DOE/EIS-0004, 
DOE/EIS-0004-D 
DOE/EIS-0006, 
DOE/EIS-0010, 
DOE/EIS-0016, 
DOE/EIS-0017, 
DOE/EIS-0020, 
DOE/EIS-0021, 
DOE/EIS-0024, 
DOE/EIS-0032-D 
DOE/ER-0002, 


DOE/ER-0004/D, 


DOE/ER-0007, 
DOE/ER-0008, 
DOE/ER-0012, 
DOE/ER-0014, 


DOE/ER-0003(78), 
DOE/ERA ; 0007, 
DOE/ERA ; 0009, 
DOE/ERA ; 0019, 
DOE/ERA ; 0031, 


DOE/ET-0001, 
DOE/ET-0002, 
DOE/ET-0003, 
DOE/ET-0006, 
DOE/ET-0007, 
DOE/ET-0008/3, 
DOE/ET-0009, 
DOE/ET-0012/2, 
DOE/ET-0013, 
DOE/ET-0015, 
DOE/ET-0016, 
DOE/ET-0018/1, 
DOE/ET-0019/1, 
DOE/ET-0020/1, 
DOE/ET-0022/1, 
DOE/ET-0023/1, 
DOE/ET-0031/1, 
DOE/ET-0032/1, 
DOE/ET-0032/2, 
DOE/ET-0032/3, 
DOE/ET-0032/4, 
DOE/ET-0033/1, 
DOE/ET-0035, 
DOE/ET-0036, 
DOE/ET-0037, 
DOE/ET-0039/1, 
DOE/ET-0040/1, 
DOE/ET-0040/2, 
DOE/ET-0040/3, 
DOE/ET-0042, 
DOE/ET-0047, 
DOE/ET-0049, 
DOE/ET-0050/1, 
DOE/ET-0050/2, 
DOE/ET-0050/4, 
DOE/ET-0050/5, 
DOE/ET-0050/6, 
DOE/ET-0050/7, 
DOE/ET-0050/8, 
DOE/ET-00S1, 
DOE-ET-0054, 
DOE/ET-0055, 
DOE/ET-0062, 
DOE/ET-0063, 


Do not order from index; see indicated entry 


78-25406 
, 78-20978 
78-25407 
78-23258 
, 78-16979 
78-25408 
78-12792 
78-23259 
78-23260 
78-25409 
78-20469 
78-25410 
, 78-23261 
78-12790 
78-12791 
78-20468 
78-25404 
78-25405 
78-10877 


78-23411 


78-4562 
78-16970 
78-16971 
78-16972 
78-16973 
78-6542 
78-16974 
78-16975 
78-23241 
78-23257 
78-16976 
78-6543 
78-23242 
78-23243 
78-23244 
78-23245 
78-25396 
78-8732 
78-25398 
78-25399 
78-25400 
78-25397 
78-20465 
78-16978 
78-12787 
78-12788 
78-25401 
78-15220 
78-15221 
78-15221 
78-12789 
78-25402 
78-23246 
78-23247 
78-23248 
78-23250 
78-23249, 
78-23252 
78-23253 
78-23254 
78-23255 
78-23256 
78-20466 
78-20467 
78-25403 


78-10876 


78-25569 
78-23412 


78-23251 


DOE/EV-0002, 
DOE/EV-0003, 
DOE/EV-0004, 


78-8731 
78-16967 
78-4561 


DOE/EV-0004/2, 
DOE/EV-0005/2, 
DOE/EV-0005/3, 
DOE/EV-0005/4, 
DOE/EV-0005/5, 
DOE/EV-0005/6, 
DOE/EV-0005/7, 
DOE/EV-0006, 

DOE/EV-0007, 

DOE/EV-0008/1, 
(DOE-EV-0008/2), 
DOE/EV-0009, 
DOE/EV-0014, 
DOE/EV-0015, 
DOE/EV-00015/1, 
DOE/EV-0016, 
DOE/EV-0025, 
DOE/EV-0030, 
DOE/FERC-0001, 
DOE/FERC-0003, 
DOE/FERC-0005, 
DOE/FERC-0008, 
DOE/FERC-0009, 
DOE/FERC-00 12, 
DOE/FERC-0019, 


78-25391 
78-10875 
78-12786 
78-25392 
78-25392 
78-25392 
78-25393 


78-20464 
78-23235 


78-16968 
78-15219 


78-23236 
78-23237 
78-23238 


78-6541 


78-25394 
78-23239 
78-23240 


78-20650 
78-2065 1 
78-20652 
78-23400 
78-25564 
78-23401 
78-25565 


DOE/IA-0001, 78-23219 
DOE/IR-005, 78-17008 
DOE-IR-0006/1, 78-8749 
DOE/IR-0006-2, 
DOE/IR-0006-3, 
DOE/IR-0008, 
DOE/IR-0009, 
DOE/IR-0010, 
DOE/IR-0012, 
DOE/IR-0014, 78-25558 
DOE/IR-0033, 78-20473 
DOE/JPL ; 954862-2, 78- 
DOE/JPL ; 954929-1, 78- 
DOE/NASA/1011-78/23, 
DOE/NASA/1011-78/24, 
DOE/NASA/1028-77/14, 
DOE/NASA/1028-78/16, 
DOE/NASA/1028-78/17, 


78-20649 
78-23397 
78-25557 
78-23398 


78-25703 
78-25556 


25448 

25450 

78-25451 
78-23296 
78-20496 
78-23297 
78-23298 


DOE/NASA/7405-78/1, 
DOE/NASA/7405-78/2, 


78-23299 
78-23300 





DOBE/OAS ; 0008, 
DOE/OAS-0010, 
DOE/OPA-003, 7 


DOE/OPA-0003 (2-78), 


DOE/OPA-0004, 
DOE/OPA-008, 7 
DOE/OPA-009, 
DOE/OPA-0010, 
DOE/OPA-0011 (1 
DOE/OPA-001 2, 
DOE/OPA-0013, 
DOE/OPA-001 3R, 
DOE/OPA-O0015, 
DOE/OPA-0016, 
DOE/OPA-0018, 
DOE/OPA-0019, 
DOE/OPA-0019R, 
DOE/OPA-0020, 
DOE/OPA-0023, 
DOE/OPA-0026, 


78-23233 
78-20453 
8-12793 
78-8733 
78-20475 
8-10878 


78-16981 


78-12794 
-78), 78-8734 
78-16980, 78-16982 
78-16983 
78-20476 
78-20477 
78-20474 
78-10879 
78-10880 
78-12795 
78-12796 
78-20478 
78-20479 
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DOE/OPA-0036, 
DOE/OPA-0038, 
DOE/PE-0001, 
DOE/PR ; 0006/1, 
DOE/RA ; 0001, 
DOE/RA ; 0003/1, 
DOE/RA ; 0003/2, 
DOE/RA ; 0004/1, 
DOE/RA ; 0006, 
DOE/RA ; 0032/2, 
DOE/RA ; 0032/3, 
DOE/US-0001/2, 
DOE/0PA-0024, 


DOT-FA76WA-3795, 
DOT-FA77WA-3925, 
DOT-FA77WA-3971, 


DOT-FH ; 11-7955, 
DOT-FH ; 11-7970, 
DOT-FH ; 11-8252, 
DOT-FH ; 11-8315, 
DOT-FH ; 11-8592, 
DOT-FH ; 11-8806, 
DOT-FH ; 11-8848, 
78-22078 
DOT-FH-11-9091, 
DOT-FH 
14073 
DOT-FH ; 9193, 
DOT HS, 
DOT HS-801 167, 
DOT HS-801 174, 
DOT HS-801 180, 
DOT HS-801 183, 
DOT HS-801 220., 
DOT HS-801 240, 
DOT-HS-801-405, 
DOT HS-801 450, 
DOT-HS-801-453, 
DOT HS-801 603, 
DOT HS-801 605, 
DOT HS-801 702, 
DOT HS-801 710, 
DOT HS-801 715, 
DOT HS-801 720, 
DOT HS-801 722, 
DOT HS-801 724, 
DOT HS-801 725, 
DOT HS-801 738, 
DOT HS-801 747, 
DOT HS-801 758, 
DOT HS-801-770, 
DOT HS-801 852, 
DOT HS-801 909, 
DOT HS-801 911, 
DOT-HS-801 936, 
DOT-HS-801 937, 
DOT HS-801 942, 
DOT HS-801-961, 
DOT HS-801-966, 
DOT-HS-801-969., 
DOT HS-801 971, 
DOT HS-801-972, 
DOT HS-801 979, 
DOT-HS-801 982, 
DOT-HS-801-985, 
DOT-HS-80 1-986, 
DOT HS-801-987, 
DOT HS-802 005, 
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; 11-9129, 


78-23263 
78-25413 
78- 


16959 
78-23399 


78-20646 


78-20647 
78-23390 
78-23391 


78-25552 


78-23393 
78-25553 


78-20452 
78-10881 
78-14166 
78-5337 
78-18685 


78-14071 
78-11856 
78-22076 
78-22077 
78-840 
78-18568 
78-7766, 


78-841, 


78-22079 
78-3804, 


78-3805, 

78-18796 
78-18784 
78-8107 
78-18807 
78-16042 
78-18802 
78-9775 
78-18789 
78-9788 
78-18804 
78-9797 
78-18801 
78-18800 
78-8114 
78-18785 
78-8074 
78-9782 
78-9796 
78-8076 
78-9784 
78-8113 
78-8073 
78-9776 
78-18809 
78-9795 
78-8084 
78-8084 
78-14207 
78-18799 
78-1605 1 
78-16046 
78-9777 
78-8095 
78-16044 
78-9812 
78-8096 
78-8096 
78-8097 
78-8072 


78-18569, 


78-18570 
78-14072, 


78- 


78-3807 





Series/Report Index 


DOT HS-802 006, 
DOT HS-802 010, 
DOT HS-802 011, 
DOT HS-802 017, 
DOT HS-802 020, 
DOT HS-802 021, 
DOT HS-802 026, 
DOT HS-802 033, 
DOT HS-802 035, 
DOT HS-802 036, 
DOT-HS-802 042, 
DOT-HS-802 043, 
DOT-HS-802 044, 
DOT-HS-802 045, 
DOT HS-802 055, 
DOT HS-802 074, 
DOT HS-802 087, 
DOT HS-802-088, 
DOT HS-802 099, 
DOT-HS-802 101, 
DOT HS-802 108, 
DOT HS-802 109, 
DOT-HS 802 111, 
DOT HS-802 112, 
DOT HS 802 140, 
DOT HS-802 142, 
DOT HS-802-143, 
DOT HS 802-145, 
DOT HS-802 146, 
DOT HS-802 147, 
DOT HS-802 148, 
DOT HS-802-153, 
DOT HS-802-156, 
DOT HS-802 171, 
DOT HS-802 176, 
DOT HS-802 182, 
DOT HS-802 186, 
DOT HS-802 187, 
DOT HS-802 188, 
DOT-HS-802-189, 
DOT HS-802 191, 
DOT HS 802 208, 
DOT HS-802 238, 
DOT HS-802 244, 
DOT HS-802 257, 
DOT HS-802 258, 
DOT-HS-802 260, 
DOT HS-802 269, 
DOT HS 802 271, 
DOT HS 802 272, 
DOT HS-802 274, 
DOT HS-802 289, 
DOT HS-802 290, 
DOT HS-802 297, 
DOT HS-802 298, 
DOT-HS-802 301, 
DOT HS-802 302, 
DOT HS-802 303, 
DOT HS-802 306, 
DOT HS-802 313, 
DOT HS-802 315, 
DOT HS-802 319, 
DOT HS-802 323, 
DOT HS 802-325, 
DOT HS-802 327, 
DOT-HS-802 329, 
DOT HS-802 330, 
DOT HS-802 335, 


78-8072 
78-18790 
78-18790 
78-22254 
78-18787 
78-16053 
78-8081 
78-18808 
78-9791 
78-16041 
78-16043 
78-16043 
78-16043 
78-16043 
78-14204 
78-16048 
78-8086 
78-8086 
78-8079 
78-8091 
78-18793 
78-18793 
78-7694 
78-16054 


78-18784 


Do not order from index; see indicated entry 





DOT HS-802 341, 
DOT HS-802 346, 
DOT HS-802 363, 
DOT HS-802 364, 
DOT HS 802 377, 
DOT HS-802 378, 
DOT HS-802 379, 
DOT-HS-802-391, 
DOT HS-802 396, 
DOT HS-802 397, 
DOT HS-802 401, 
DOT HS-802 406, 
DOT HS-802 411, 
DOT HS-802 412, 
DOT HS-802 413, 
DOT HS-802 415, 
DOT HS-802 420, 
DOT HS-802 421, 
DOT HS-802 422, 
DOT HS-802 423, 
DOT HS-802 424, 
DOT HS-802 426, 
DOT HS-802 437, 
DOT HS-802 438, 
DOT HS-802 439, 
DOT HS-802 440, 
DOT HS-802 441, 
DOT HS-802 442, 
DOT HS-802 443, 
DOT HS-802 444, 
DOT HS-802 445, 
DOT HS-802 446, 
DOT HS-802 447, 
DOT HS-802 448, 
DOT HS-802 449, 
DOT HS-802 450, 
DOT HS-802 451, 
DOT HS-802 452, 
DOT-HS-802 479, 
DOT HS-802 499, 
DOT HS-802 501, 
DOT HS-802 504, 
DOT HS 802 505, 
DOT HS-802 506, 
DOT HS-802 507, 
DOT HS 802 515, 
DOT HS ; 802 516, 
DOT HS-802 519, 
DOT HS-802 524, 
DOT HS-802 532, 
DOT HS-802 534, 
DOT HS-802 535, 
DOT HS-802 536, 
DOT HS-802 537, 
DOT HS-802 538, 
DOT HS-802 554, 
DOT-HS-802 572, 
DOT-HS-802 576, 
DOT HS-802-5 86, 
DOT HS-802 590, 
DOT HS-802 595, 
DOT HS-802 607, 
DOT HS 802 611, 
DOT HS-802-630, 
DOT HS 802 688, 
DOT HS 802 712, 
DOT HS-802 760, 
DOT HS-802-873, 


78-18794 
78-18795 
78-22261 
78-22261 
78-7697 
78-16058 
78-18791 
78-885 
78-8070 
78-18788 
78-8080 
78-9779 
78-9785 
78-16056 
78-8071 
78-8065 
78-8082 
78-8105 
78-22260 
78-16057 
78-18798 
78-18810 
78-5435 
78-9804 
78-5421 
78-5422 
78-5423 
78-5424 
78-5425 
78-5426 
78-5427 
78-5428 
78-5429 
78-5430 
78-5431 
78-5432 
78-5433 
78-5434 
78-884 
78-9780 
78-8112 
78-890 
78-16060 
78-8102 
78-8102 
78-22266 
78-14054 

78-9787 
78-9799 
78-8106 
78-8099 
78-8100 
78-8098 
78-8075 
78-886 
78-8087 
78-2665 1 
78-2665 1 
78-9809 
78-5420 
78-9781 
78-14214 
78-9778 
78-14209 
78-9783 
78-9560 
78-9816 
78-22272 





December 1978 


DOT HS-802 963, 
DOT HS-802 965, 


78-8067 DSE ; 1963-1, 78-25453 Ecological research series ; EPA-600/3-77- 
78-8067 


DOT HS 802 976, 
DOT HS-803 066, 
DOT HS-803 067, 
DOT HS-803 068, 
DOT HS-803 071, 
DOT HS-803 072, 
DOT HS-803-107, 
DOT HS-803-160, 
DOT HS 803 176, 
DOT HS-803 208, 
DOT HS-803 209, 
DOT HS-803 210, 
DOT HS 803 211, 
DOT HS 803 216, 
DOT HS 803 217, 
DOT HS-803 221, 
DOT HS-803 222, 
DOT HS-803 233, 
DOT HS 803 235, 
DOT-HS-803 237, 
DOT HS 803 244, 
DOT HS 803 245, 
DOT HS 803 246, 
DOT HS 803 247, 
DOT HS-803 250, 
DOT HS-803 251, 
DOT HS-803 252, 
DOT HS 803 260, 
DOT HS 803 265, 
DOT-HS-803 270, 
DOT HS-803 284, 
DOT HS 803 286, 
DOT HS 803 307, 
DOT-HS-803 310, 
DOT-HS-803 311, 
DOT HS 803 315, 
DOT HS 803 316, 
DOT HS 803 317, 
DOT HS-803 336, 
DOT HS-803-340, 
DOT HS-803 343, 
DOT HS-803 351, 
DOT HS-803-354, 
DOT HS-803 355, 
DOT HS-803 366, 
DOT HS-803 375, 
DOT HS-803-420, 
DOT HS-803-461, 
DOT HS-820-255, 
DOT HS 820 307, 
DOT-OS-60099, 
DOT P ; 1915.1A, 
DOT P ; 1915.2B, 
DOT P ; 5010.9, 
DOT P ; 5010.12, 78-9554 
DOT P 5200.6, 78-17890 
DOT P ; 5200.15, 78-9555 
DOT P ; 6000.1, 78-15921 
DP ; 1423, 78-25452 
DPDS-H ; 4160.3, 78-8673 
DSAH ; 4140.3, 78-20101, 
DSAH ; 5025.1, 78-3005, 
DSAM ; 7000.1, 
78-12642, 78-16941, 
DSAM ; 8105.1, 
DSAM ; 8200.1, 


78-9553 


78-7685 


78-23079 


78-12640, 


78-26654 
78-16062 
78-16063 
78-16064 
78-22268 
78-22267 
78-9801 
78-9802 
78-16055 
78-24403 
78-24404 
78-16045 
78-14203 
78-24400 
78-22259 
78-18812 
78-18811 
78-24409 
78-22270, 
78-26655 
78-24411 
78-22258 
78-22258 
78-22258 
78-16061, 
78-18803 
78-16061 
78-24406 
78-24408 
78-24412 
78-24418 
78-22256 
78-24416 
78-26652 
78-26652 
78-18786 
78-18786 
78-18786 
78-26656 
78-18805 
78-24413 
78-24410 
78-24414 
78-18813 
78-26657 
78-22255 
78-26649 
78-24407 
78-22274 
78-9808 


78-24417 


78-22264 


78-22012 
78-7684 


78-20102 
78-3008 
78-12641, 


78-20130 
78-12643, 


78-16943 





DSE/4017-1, 78-23301 


E 


E-WQ ; 75-1, 
E ; 1-76, 
E-1-77, 
E-2-75, 
E ; 2-76, 
E-2-77, 
E-3-75, 
E-3-77, 
E-4-75, 
E-5-75, 
E ; 6-70, 
E-7-75, 
E-8-75, 
E-9-75, 
E-10-75, 
E-11-75, 
E-13-75, 
14-75, 


78-24526 
78-7360 
78-11594 
78-15625 
78-7361 
78-13813 
78-15626 
78-13814 
78-15627 
78-15628 
78-7362 
78-15629 
78-15630 
78-13815 
78-13816 
78-15631 
78-15632 
E- 78-15633 
E- 78-15634 
E- 78-15635 
E- 78-15636 
E- 78-15637 
E- 78-13817 
E- 78-13818 
78-15638 
78-15639 
78-15640 
78-15641 
78-13819 
78-15642 
78-13821 


Boslogica! research series ; 


064, 78-246 


Ecological research series ; 


048, 78-12874 


Ecological research series ; 


022, 78-12875 


Ecological research series ; 


029, 78-12876 


Ecological research series ; 


050, 78-12877 


Ecological research series ; 


059, 78-12878 


Ecological research series ; 


067, 78-247 


Ecological research series ; 


070, 78-12879 


Ecological research series ; 


071, 78-248 


Ecological research series ; 


074a, 78-249 


Ecological research series ; 


076, 78-250 


Ecological research series ; 


078, 78-251 


Ecological research series ; 


079, 78-1563 


Ecological research series ; 


082, 78-252 


Ecological research series ; 


083, 78-1564 


Ecological research series ; 


084, 78-10923 


EPA-600/3-77- 
EPA-600/3-76- 
EPA-600/3-77- 
EPA-600/3-77- 
EPA-600/3-77- 
EPA-600/3-77- 
EPA-600/3-77- 
EPA-600/3-77- 
EPA-600/3-77- 
EPA-600/3-77- 
EPA-600/3-77- 
EPA-600/3-77- 
EPA-600/3-77- 
EPA-600/3-77- 
EPA-600/3-77- 


EPA-600/3-77- 
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085, 78-1565 


Ecological research series ; 


086, 78-12880 


Ecological research series ; 


087, 78-10924 


Ecological research series ; 


090, 78-12881 


Ecological research series ; 


092, 78-12882 


Ecological research series ; 


093, 78-4573 


Ecological research series ; 


095, 78-253 
Ecological research 
096, 78-254 


series ; 


Ecological research series ; 


097, 78-10925 


Ecological research series ; 


098, 78-255 


Ecological research series ; 


100, 78-1566 


Ecological research series ; 


101, 78-1567 


Ecological research series ; 


103, 78-1568 


Ecological research series ; 


104, 78-10926 


Ecological research series ; 


105, 78-12883 


Ecological research series ; 


106, 78-1569 


Ecological research series ; 


122, 78-6565 


Ecological research series ; 


124, 78-6566 


Ecological research series ; 


125, 78-6567 


Ecological research series ; 


128, 78-12884 


Ecological research series ; 


129, 78-12885 


Ecological research series ; 


O01, 78-12886 


Ecological research series ; 


002, 78-12887 


Ecological research series ; 


004, 78-12888 


Ecological research series ; 


005, 78-20694 


Ecological research series ; 


008, 78-20695 


Ecological research series ; 


Oll, 78-12889 


Ecological research series ; 


013, 78-12890 


Ecological research series ; 


014, 78-15257 


Ecological research series ; 


O15, 78-15258 


Ecological research series ; 


016, 78-15259 


Ecological research series ; 


021, 78-17088 


Ecological research series ; 


022, 78-20696 


Ecological research series ; 


023, 78-17089 


EPA-600/3-77- 
EPA-600/3-77- 
EPA-600/3-77- 
EPA-600/3-77- 
EPA-600/3-77- 
EPA-600/3-77- 
EPA-600/3-77- 
EPA-600/3-77- 
EPA-600/3-77- 
EPA-600/3-77- 
EPA-600/3-77- 
EPA-600/3-77- 
EPA-600/3-77- 
EPA-600/3-77- 
EPA-600/3-77- 
EPA-600/3-77- 
EPA-600/3-77- 
EPA-600/3-77- 
EPA-600/3-77- 
EPA-600/3-77- 
EPA-600/3-78- 
EPA-600/3-78- 
EPA-600/3-78- 
EPA-600/3-78- 
EPA-600/3-78- 
EPA-600/3-78- 
EPA-600/3-78- 
EPA-600/3-78- 
EPA-600/3-78- 
EPA-600/3-78- 
EPA-600/3-78- 
EPA-600/3-78- 


EPA-600/3-78- 
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Ecological research series ; 
024, 78-17090 
Ecological research series ; 
025, 78-12891 
Ecological research series ; 
026, 78-12892 
Ecological research series ; 
027, 78-15260 
Ecological research series ; 
029, 78-17091 
Ecological research series ; 
030, 78-20697 
Ecological research series ; 
032, 78-17092 
Ecological research series ; 
033, 78-15261 
Ecological research series ; 
035, 78-17093 
Ecological research series ; 
037, 78-20698 
Ecological research series ; 
038, 78-20699 
Ecological research series ; 
049, 78-23452 
Ecological research series ; 
050, 78-23453 
Ecological research series ; 
053, 78-23454 
Ecological research series ; 
054, 78-25618 
Ecological research series ; 
055, 78-25619 
Ecological research series ; 
056, 78-25620 
Ecological research series ; 
060, 78-23455 
Ecological research series ; 
080, 78-25621 
Ecological research series ; 
008, 78-10927 
Ecological research series ; EPA-660/3-74- 
027, 78-6568 
Ecological services bulletin ; no. 5, 78- 
649 
Economic bulletin - Commodity Futures 
Trading Commission ; no. 1, 78-9846 
Economic development research report, 
78-19816, 78-22911, 78-22912, 78- 
22913 
Economic effects study, 78-719 
Economic foreign policy series ; 12, 78- 
21883 
Economic foreign policy series ; 14, 78- 
21884 
EDM ; 1028, 
EDM ; 1029, 
EDM ; 1030, 
EDM ; 1031, 
EDM ; 1032, 
EDM ; 1034, 78-10872 
EDP/G 01(77), 78-8768 
Education and training series - Federal Ju- 
dicial Center ; FJC-ETS-77-1, 78-683 
Education and training series - Federal Ju- 
dicial Center ; FJC-ETS-77-3, 78-684 
Education and training series - Federal Ju- 
dicial Center ; FJC-ETS-77-4, 78-685 


EPA-600/3-78- 
EPA-600/3-78- 
EPA-600/3-78- 
EPA-600/3-78- 
EPA-600/3-78- 
EPA-600/3-78- 
EPA-600/3-78- 
EPA-600/3-78- 
EPA-600/3-78- 
EPA-600/3-78- 
EPA-600/3-78- 
EPA-600/3-78- 
EPA-600/3-78- 
EPA-600/3-78- 
EPA-600/3-78- 
EPA-600/3-78- 
EPA-600/3-78- 
EPA-600/3-78- 
EPA-600/3-78- 


EPA-650/3-74- 


78-231 

78-4560 
78-4559 
78-4558 
78-4557 
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Series/Report Index 


Education and training series - Federal Ju- 
dicial Center ; FJC-ETS-77-5, 78-686 
Education and training series - Federal Ju- 
dicial Center ; FJC-ETS-77-6, 78-687 
Eisenhower Consortium bulletin ; 1, 78- 
16564 

Eisenhower Consortium bulletin ; 5, 78- 
14619 

Elementary and secondary education, 78- 
13463, 78-17458, 78-23729 

EM ; 1110-2-2901, 78-23118 

Energy data _ reports, 78-10888, 78- 
10889, 78-10890, 78-10891, 78- 
10892, 78-10893, 78-10894, 78- 
10895, 78-10896, 78-10897, 78- 
10898, 78-10899, 78-10900, 78- 
10901, 78-10902, 78-10903, 78- 
20657, 78-20658, 78-20659, 78- 
20660, 78-20661, 78-20662, 78- 
20663, 78-23404, 78-23405, 78- 
23406, 78-23407, 78-23408, 78- 
23409 

Energy/environment R&D decision series ; 
EPA-600/9-77-012, 78-6588 

Energy/environment R&D decision series ; 
EPA-600/9-77-013, 78-6589 

Energy/environment R&D decision series ; 
EPA-600/9-77-017, 78-12989 

Energy/environment R&D decision series ; 
EPA-600/9-77-018, 78-12988 

Energy/environment R&D decision series ; 
EPA-600/9-77-019, 78-10958 

Energy/environment R&D decision series ; 
EPA-600/9-77-031, 78-12990 

Energy/environment R&D decision series ; 
EPA-600/9-77-032, 78-23529 

Energy/environment R&D decision series ; 
EPA-600/9-77-033, 78-12991 

Energy/environment R&D decision series ; 
EPA-600/9-78-002, 78-23530 

Engineering design handbook, 78-23110 

Engineering management, 78-6169 

Engineering monographs ; no. 19, 78- 
2070 

Engineering monographs 
17801 

Engineering monographs ; no. 39, 78- 
13774 

Engineering technical information system ; 
EM-7110-1b, 78-6169 

Engineering technical information system ; 
EM-7710-3, 78-6170 

Engineering technical information system ; 
EM-7720-3, 78-12382 

Environment series ; 202, 78-7627 

Environmental action plan report ; no. 1, 
78-9645 

Environmental action plan report ; no. 5, 
78-9646 

Environmental health effects research se- 
ries ; EPA-600/1-77-038, 78-282 

Environmental health effects research se- 
ries ; EPA-600/1-78-019, 78-15280 

Environmental health effects research se- 
ries ; EPA-600/1-78-032, 78-25642 

Environmental health effects research se- 
ries ; EPA-600/1-78-045, 78-25643 


; no. 25, 78- 


Do not order from index; see indicated entry 





Environmental information summaries ; 


1, 78-19879 


Environmental information summaries ; 


2, 78-19880 


Environmental information summaries ; 


3, 78-19881 


Environmental information summaries ; 


4, 78-19882 


Environmental information summaries ; 


6, 78-19883 


Environmental information summaries ; 


7, 78-19884 


Environmental information summaries ; 


8, 78-19885 


Environmental information summaries ; 


9, 78-19886 


Environmental information summaries ; 


10, 78-19887 


Environmental information summaries ; 


11, 78-19888 


Environmental information summaries ; 


13, 78-19889 


Environmental information summaries ; 


15, 78-19890 


Environmental information summaries ; 


16, 78-19891 


Environmental monitoring series ; EPA-R4- 


72-003, 78-12937 
Environmental monitoring series 
600/4-75-015, 78-6579 
Environmental monitoring series 
600/4-76-050, 78-12938 
Environmental monitoring series 
600/4-76-061, 78-12939 
Environmental monitoring series 
600/4-77-024, 78-1575 
Environmental monitoring series 
600/4-77-026, 78-12940 
Environmental monitoring 
600/4-77-029, 78-1576 
Environmental monitoring 
600/4-77-034, 78-4577 
Environmental monitoring 
600/4-77-036, 78-1577 
Environmental monitoring series 
600/4-77-039, 78-283 
Environmental monitoring series 
600/4-77-043, 78-6580 
Environmental monitoring 
600/4-77-047, 78-6581 
Environmental monitoring 
600/4-78-005, 78-12941 
Environmental monitoring 
600/4-78-008, 78-12942 
Environmental monitoring series 
600/4-78-011, 78-17152 
Environmental monitoring series 
600/4-78-012, 78-12943 
Environmental monitoring series 
600/4-78-017, 78-17153 
Environmental monitoring series 
600/4-78-019, 78-20746 
Environmental monitoring series 
600/4-78-026, 78-23482 
Environmental monitoring series 
600/4-78-030, 78-23483 
Environmental monitoring series 
600/4-78-032, 78-25644 


series 


series 


series 


series 


series 


series 


EPA- 


EPA- 


EPA- 


EPA- 


EPA- 


EPA- 


EPA- 


EPA- 


EPA- 


EPA- 


EPA- 


EPA- 


EPA- 


EPA- 


EPA- 


EPA- 


EPA- 


EPA- 


EPA- 


EPA- 





Environmental monitoring series 
600/4-78-036, 78-25645 
Environmental monitoring series 
600/4-78-039, 78-25646 
Environmental monitoring series 
600/4-78-040, 78-23484 
Environmental monitoring series 
650/4-74-048, 78-12944 
Environmental monitoring series 
650/4-75-024 g, 78-6582 
Environmental monitoring series 
670/4-74-007, 78-12945 
Environmental protection series 
600/2-78-004g, 78-17147 
Environmental protection technology series 
; EPA-600/2-77-168, 78-269 
Environmental protection technology series 
; EPA-600/2-75-037, 78-12893 
Environmental protection technology series 
; EPA-600/2-75-050, 78-20700 
Environmental protection technology series 
; EPA-600/2-75-077, 78-8738 
Environmental protection technology series 
; EPA-600/2-76-012a, 78-256 
Environmental protection technology series 
; EPA-600/2-76-023, 78-12894 
Environmental protection technology series 
; EPA-600/2-76-032d, 78-10928 
Environmental protection technology series 
; EPA-600/2-76-035, 78-12895 
Environmental protection technology series 
; EPA-600/2-76-045, 78-12896 


EPA- 
EPA- 
EPA- 
EPA- 
EPA- 
EPA- 


; EPA 


Environmental protection technology series 


; EPA-600/2-76-047, 78-17094 
Environmental protection technology series 
; EPA-600/2-76-050, 78-12897 
Environmental protection technology series 
; EPA-600/2-76-054, 78-20701 
Environmental protection technology series 
; EPA-600/2-76-056, 78-6569 
Environmental protection technology series 
; EPA-600/2-76-057, 78-10929 
Environmental protection technology series 
; EPA-600/2-76-060, 78-12898 
Environmental protection technology series 
; EPA-600/2-76-065, 78-15262 
Environmental protection technology series 
; EPA-600/2-76-066, 78-12899 
Environmental protection technology series 
; EPA-600/2-76-069, 78-20702 
Environmental protection technology series 
; EPA-600/2-76-070, 78-17095 
Environmental protection technology series 
; EPA-600/2-76-073, 78-20703 
Environmental protection technology series 
; EPA-600/2-76-074, 78-17096 
Environmental protection technology series 
; EPA-600/2-76-078, 78-17097 
Environmental protection technology series 
; EPA-600/2-76-079, 78-12900 
Environmental protection technology series 
; EPA-600/2-76-090, 78-17098 
Environmental protection technology series 
; EPA-600/2-76-093a, 78-17099 
Environmental protection technology series 
; EPA-600/2-76-125, 78-20704 
Environmental protection technology series 
; EPA-600/2-76-132, 78-20705 
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Environmental protection technology series 
; EPA 600/2-76-153, .78-17100 
Environmental protection technology series 
; EPA-600/2-76-167, 78-15263 
Environmental protection technology series 
; EPA-600/2-76-172, 78-12901 
Environmental protection technology series 
; EPA-600/2-76-173, 78-12902 
Environmental protection technology series 
; EPA-600/2-76-200, 78-20706 
Environmental protection technology series 
; EPA-600/2-76-207, 78-15264 
Environmental protection technology series 
; EPA-600/2-76-208, 78-6570 
Environmental protection technology series 
; EPA-600/2-76-209, 78-10930 
Environmental protection technology series 
; EPA-600/2-76-213a, 78-15265 
Environmental protection technology series 
; EPA-600/2-76-221, 78-17101 
Environmental protection technology series 
; EPA-600/2-76-246, 78-20707 
Environmental protection technology series 
; EPA-600/2-76-248, 78-12903 
Environmental protection technology series 
; EPA-600/2-76-257, 78-10931 
Environmental protection technology series 
; EPA-600/2-76-258, 78-17102 
Environmental protection technology series 
; EPA-600/2-76-259, 78-6571 
Environmental protection technology series 
; EPA-600/2-76-267, 78-17103 
Environmental protection technology series 
; EPA-600/2-76-268, 78-20708 
Environmental protection technology series 
; EPA-600/2-76-269, 78-6572 
Environmental protection technology series 
; EPA-600/2-76-270, 78-20709 
Environmental protection technology series 
; EPA-600/2-76-273 a, 78-20710 
Environmental protection technology series 
; EPA-600/2-76-273 b, 78-20710 
Environmental protection technology series 
; EPA-600/2-76-278, 78-20711 
Environmental protection technology series 
; EPA-600/2-76-279, 78-20712 
Environmental protection technology series 
; EPA-600/2-76-280, 78-20713 
Environmental protection technology series 
; EPA-600/2-76-281, 78-6573 
Environmental protection technology series 
; EPA-600/2-76-282, 78-20714 
Environmental protection technology series 
; EPA-600/2-76-283, 78-20715 
Environmental protection technology series 
; EPA-600/2-77-001, 78-8739 
Environmental protection technology series 
; EPA-600/2-77-002, 78-6574 
Environmental protection technology series 
; EPA-600/2-77-004, 78-17104 
Environmental protection technology series 
; EPA-600/2-77-005, 78-10932 
Environmental protection technology series 
; EPA-600/2-77-006, 78-17105 
Environmental protection technology series 
; EPA-600/2-77-007, 78-20716 
Environmental protection technology series 
; EPA-600/2-77-011, 78-17106 
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Environmental protection technology series 
; EPA-600/2-77-015, 78-17107 
Environmental protection technology series 
; EPA-600/2-77-017c, 78-286 
Environmental protection technology series 
; EPA-600/2-77-017d, 78-17108 
Environmental protection technology series 
; EPA-600/2-77-022, 78-10933 
Environmental protection technology series 
; EPA/600/2-77-023a, 78-20717 
Environmental protection technology series 
; EPA/600/2-77-023c, 78-20718 
Environmental protection technology series 
; EPA-600/2-77-023e, 78-20719 
Environmental protection technology series 
; EPA/600/2-77-023h, 78-20720 
Environmental protection technology series 
; EPA/600/2-77-023x, 78-20721 
Environmental protection technology series 
; EPA-600/2-77-024, 78-6575 
Environmental protection technology series 
; EPA-600/2-77-025, 78-12904 
Environmental protection technology series 
; EPA-600/2-77-031, 78-17109 
Environmental protection technology series 
; EPA-600/2-77-043, 78-17110 
Environmental protection technology series 
; EPA-600/2-77-044, 78-10934 
Environmental protection technology series 
; EPA-600/2-77-045, 78-257 
Environmenta: protection technology series 
; EPA-600/2-77-051, 78-17111 
Environmental protection technology series 
; EPA-600/2-77-053 b, 78-17112 
Environmental protection technology series 
; EPA-600/2-77-055, 78-12905 
Environmental protection technology series 
; EPA-600/2-77-056, 78-12906 
Environmental protection technology series 
; EPA-600/2-77-057, 78-10935 
Environmental protection technology series 
; EPA-600/2-77-058, 78-12907 
Environmental protection technology series 
; EPA-600/2-77-059, 78-12908 
Environmental protection technology series 
; EPA-600/2-77-060, 78-6576 
Environmental protection technology series 
; EPA-600/2-77-064a, 78-258, 78-259 
Environmental protection technology series 
; EPA-600/2-77-064c, 78-258, 78-259 
Environmental protection technology series 
; EPA-600/2-77-066a, 78-10944 
Environmental protection technology series 
; EPA-600/2-77-067, 78-12909 
Environmental protection technology series 
; EPA-600/2-77-069a, 78-260 
Environmental protection technology series 
; EPA-600/2-77-071, 78-261 
Environmental protection technology series 
; EPA-600/2-77-077, 78-20722 
Environmental protection technology series 
; EPA-600/2-77-080, 78-17113 
Environmental protection technology series 
; EPA-600/2-77-084, 78-20723 
Environmental protection technology series 
; EPA-600/2-77-087, 78-262 
Environmental protection technology series 
; EPA-600/2-77-089, 78-263 
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Environmental protection technology series 
; EPA-600/2-77-097, 78-20724 
Environmental protection technology series 
; EPA-600/2-77-103, 78-1570 
Environmental protection technology series 
; EPA-600/2-77-107, 78-17114 
Environmental protection technology series 
; EPA-600/2-77-107a, 78-8740 
Environmental protection technology series 
; EPA-600/2-77-107b, 78-6577 
Environmental protection technology series 
; EPA-600/2-77-107c, 78-8741 
Environmental protection technology series 
; EPA-600/2-77-107e, 78-12911 
Environmental protection technology series 
; EPA-600/2-77-107f, 78-17115 
Environmental protection technology series 
; EPA-600/2-77-107g, 78-17116 
Environmental protection technology series 
; EPA-600/2-77-107h, 78-10936 
Environmental protection technology series 
; EPA-600/2-77-107i, 78-8742 
Environmental protection technology series 
; EPA-600/2-77-107j, 78-12912 
Environmental protection technology series 
; EPA-600/2-77-107k, 78-17117 
Environmental protection technology series 
; EPA-600/2-77-1071, 78-10937 
Environmental protection technology series 
; EPA-600/2-77-107m, 78-12913 
Environmental protection technology series 
; EPA-600/2-77-110, 78-15266 
Environmental protection technology series 
; EPA-600/2-77-111, 78-12914 
Environmental protection technology series 
; EPA-600/2-77-115, 78-12915 
Environmental protection technology series 
; EPA-600/2-77-117, 78-264 
Environmental protection technology series 
; EPA-600/2-77-122, 78-23456 
Environmental protection technology series 
; EPA-600/2-77-126, 78-15267 
Environmental protection technology series 
; EPA-600/2-77-127, 78-10938 
Environmental protection technology series 
; EPA-600/2-77-129, 78-17118 
Environmental protection technology series 
; EPA-600/2-77-132, 78-8743 
Environmental protection technology series 
; EPA-600/2-77-134, 78-15268 
Environmental Protection Technology se- 
ries ; EPA-600/2-77-135, 78-4574 
Environmental protection technology series 
; EPA-600/2-77-136, 78-17119 
Environmental protection technology series 
; EPA-600/2-77-148, 78-12916 
Environmental protection technology series 
; EPA-600/2-77-149, 78-12917 
Environmental protection technology series 
; EPA-600/2-77-150, 78-4575 
Environmental protection Technology Se- 
ries ; EPA-600/2-77-153a, 78-265 
Environmental protection Technology se- 
ries ; EPA-600/2-77-153b, 78-1572 
Environmental protection technology series 
; EPA-600/2-77-155b, 78-15269 
Environmental protection technology series 
; EPA-600/2-77-157, 78-12918 
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Environmental protection technology series 
; EPA-600/2-77-158, 78-266 
Environmental protection technology series 
; EPA-600/2-77-159, 78-267 
Environmental Protection Technology Se- 
ries ; EPA-600/2-77-161, 78-268 
Environmental protection technology series 
; EPA-600/2-77-162, 78-4576 
Environmental protection technology series 
; EPA-600/2-77-165, 78-12919 
Environmental Protection Technology Se- 
ries ; EPA-600/2-77-171, 78-270 
Environmental protection technology series 
; EPA-600/2-77-172, 78-13001 
Environmental protection technology series 
; EPA-600/2-77-173, 78-10939 
Environmental Protection Technology Se- 
ries ; EPA-600/2-77-174, 78-271 
Environmental protection technology series 
; EPA-600/2-77-175, 78-272 
Environmental protection technology series 
; EPA-600/2-77-176, 78-273 
Environmental protection technology series 
; EPA-600/2-77-177, 78-274 
Environmental protection technology series 
; EPA-600/2-77-179a-e, 78-275 
Environmental Protection Technology Se- 
ries ; EPA-600/2-77-180, 78-276 
Environmental protection technology series 
; EPA-600/2-77-182, 78-277 
Environmental protection technology series 
; EPA-600/2-77-184, 78-1571 
Environmental protection technology series 
; EPA-600/2-77-185, 78-278 
Environmental protection technology series 
; EPA-600/2-77-187a, 78-12910 
Environmental protection technology series 
; EPA-600/2-77-188, 78-17120 
Environmental protection technology series 
; EPA-600/2-77-189, 78-279 
Environmental protection technology series 
; EPA-600/2-77-190, 78-10940 
Environmental protection technology series 
; EPA-600/2-77-191, 78-17121 
Environmental protection technology series 
; EPA-600/2-77-193, 78-12920 
Environmental protection technology series 
; EPA-600/2-77-196, 78-17122 
Environmental protection technology series 
; EPA-600/2-77-197, 78-10941 
Environmental protection technology series 
; EPA-600/2-77-199, 78-23457 
Environmental protection technology series 
; EPA-600/2-77-200, 78-17123 
Environmental protection technology series 
; EPA-600/2-77-201, 78-12921 
Environmental protection technology series 
; EPA-600/2-77-203, 78-10942 
Environmental protection technology series 
; EPA-600/2-77-206, 78-8744 
Environmental protection technology series 
; EPA-600/2-77-207, 78-12922 
Environmental protection technology series 
; EPA-600/2-77-208, 78-12923 
Environmental protection technology series 
; EPA-600/2-77-209a, 78-12924 
Environmental protection technology series 
; EPA-600/2-77-213, 78-17124 


Do not order from index; see indicated entry 





Environmental protection technology series 
; EPA-600/2-77-216, 78-12925 
Environmental protection technology series 
; EPA-600/2-77-217, 78-17125 
Environmental protection technology series 
; EPA-600/2-77-220, 78-8745 
Environmental protection technology series 
; EPA-600/2-77-223, 78-15270 
Environmental protection technology series 
; EPA-600/2-77-230, 78-12926 
Environmental protection technology series 
; EPA-600/2-77-232, 78-17126 
Environmental protection technology series 
; EPA-600/2-77-233, 78-10943 
Environmental protection technology series 
; EPA-600/2-77-234, 78-12927 
Environmental protection technology series 
; EPA-600/2-78-002, 78-12928 
Environmental protection technology series 
; EPA-600/2-78-004a, 78-15271 
Environmental protection technology series 
; EPA-600/2-78-004b, 78-17127 
Environmental protection technology series 
; EPA-600/2-78-004c, 78-17128 
Environmental protection technology series 
; EPA-600/2-78-004e, 78-12929 
Environmental protection technology series 
; EPA-600/2-78-004f, 78-12930 
Environmental protection technology series 
; EPA-600/2-78-004i, 78-20725 
Environmental protection technology series 
; EPA-600/2-78-004j, 78-17129 
Environmental protection technology series 
; EPA-600/2-78-004K, 78-23458 
Environmental protection technology series 
; EPA-600/2-78-0041, 78-23459 
Environmental protection technology series 
; EPA-600/2-78/004m, 78-23460 
Environmental protection technology series 
; EPA-600/2-78-004n, 78-23461 
Environmental protection technology series 
; EPA-600/2-78-004p, 78-25622 
Environmental protection technology series 
; EPA-600/2-78-005, 78-17130 
Environmental protection technology series 
; EPA-600/2-78-006, 78-17144 
Environmental protection technology series 
; EPA-600/2-78-011, 78-17131 
Environmental protection technology series 
; EPA-600/2-78-012, 78-17132 
Environmental protection technology series 
; EPA-600/2-78-013, 78-23462 
Environmental protection technology series 
; EPA-600/2-78-014, 78-17133 
Environmental protection technology series 
; EPA-600/2-78-015, 78-17134 
Environmental protection technology series 
; EPA-600/2-78-017, 78-17135 
Environmental protection technology series 
; EPA-600/2-78-018, 78-15272 
Environmental protection technology series 
; EPA-600/2-78-020, 78-17136 
Environmental protection technology series 
; EPA-600/2-78-025, 78-23463 
Environmental protection technology series 
; EPA-600/2-78-026, 78-17137 
Environmental protection technology series 
; EPA-600/2-78-027, 78-17138 





Environmental protection technology series 
; EPA-600/2-78-029, 78-15273 
Environmental protection technology series 
; EPA-600/2-78-030, 78-20726 
Environmental protection technology series 
; EPA-600/2-78-031, 78-20727 
Environmental protection technology series 
; EPA-600/2-78-033, 78-20728 
Environmental protection technology series 
; EPA-600/2-78-034, 78-17139 
Environmental protection technology series 
; EPA-600/2-78-035, 78-15274 
Environmental protection technology series 
; EPA-600/2-78-036, 78-15275 
Environmental protection technology series 
; EPA-600/2-78-039, 78-17140 
Environmental protection technology series 
; EPA-600/2-78-040, 78-17141 
Environmental protection technology series 
; EPA-600/2-78-042, 78-20729 
Environmental protection technology series 
; EPA-600/2-78-044, 78-15276 
Environmental protection technology series 
; EPA-600/2-78-045, 78-15277 
Environmental protection technology series 
; EPA-600/2-78-048, 78-15278 
Environmental protection technology series 
; EPA-600/2-78-051, 78-17142 
Environmental protection technology series 
; EPA-600/2-78-052, 78-23464 
Environmental protection technology series 
; EPA-600/2-78-055, 78-17143 


Environmental protection technology series 


; EPA-600/2-78-056, 78-25623 
Environmental protection technology series 
; EPA-600/2-78-057, 78-23465 
Environmental protection technology series 
; EPA-600/2-78-058, 78-20730 
Environmental protection technology series 
; EPA-600/2-78-061, 78-23466 
Environmental protection technology series 
; EPA-600/2-78-064, 78-20731 
Environmental protection technology series 
; EPA-600/2-78-068, 78-20732 
Environmental protection technology series 
; EPA-600/2-78-069, 78-17145 
Environmental protection technology series 
; EPA-600/2-78-070, 78-23467 
Environmental protection technology series 
; EPA-600/2-78-071, 78-20733 
Environmental protection technology series 
; EPA-600/2-78-073, 78-23468 
Environmental protection technology series 
; EPA-600/2-78-074, 78-17146 
Environmental protection technology series 
; EPA-600/2-78-075, 78-23469 
Environmental protection technology series 
; EPA-600/2-78-076, 78-23470 
Environmental protection technology series 
; EPA-600/2-78-078, 78-20734 
Environmental protection technology series 
; EPA-600/2-78-080, 78-23471 
Environmental protection technology series 
; EPA-600/2-78-081, 78-23472 
Environmental protection technology series 
; EPA-600/2-78-082, 78-20735 
Environmental protection technology series 
; EPA-600/2-78-083, 78-20736 





December 1978 


Environmental protection technology series 
; EPA-600/2-78-084, 78-20737 
Environmental protection technology series 
; EPA-600/2-78-085., 78-20738 
Environmental protection technology series 
; EPA-600/2-78-088a, 78-20739 
Environmental protection technology series 
; EPA-600/2-78-089, 78-23473 
Environmental protection technology series 
; EPA-600/2-78-090, 78-25624 
Environmental protection technology series 
; EPA-600/2-78-093., 78-20740 
Environmental protection technology series 
; EPA-600/2-78-094, 78-23474 
Environmental protection technology series 
; EPA-600/2-78-095, 78-23475 
Environmental protection technology series 
; EPA-600/2-78-097, 78-25625 
Environmental protection technology series 
; EPA-600/2-78-098, 78-20741 
Environmental protection technology series 
; EPA-600/2-78-102, 78-25626 
Environmental protection technology series 
; EPA-600/2-78-103, 78-20742 
Environmental protection technology series 
; EPA-600/2-78-105, 78-20743 
Environmental protection technology series 
; EPA-600/2-78-106, 78-25627 
Environmental protection technology series 
; EPA-600/2-78-108, 78-23476 
Environmental protection technology series 
; EPA-600/2-78-110, 78-23477 
Environmental protection technology series 
; EPA-600/2-78-111, 78-25628 
Environmental protection technology series 
; EPA-600/2-78-119, 78-23478 
Environmental protection technology series 
; EPA-600/2-78-127, 78-25629 
Environmental protection technology series 
; EPA-600/2-78-128, 78-23479 
Environmental protection technology series 
; EPA-600/2-78-129, 78-25630 
Environmental protection technology series 
; EPA-600/2-78-130, 78-25631 
Environmental protection technology series 
; EPA-600/2-78-131la, 78-25632 
Environmental protection technology series 
; EPA-600/2-78-131b, 78-25632 
Environmental protection technology series 
; EPA-600/2-78-132, 78-25633 
Environmental protection technology series 
; EPA-600/2-78-138, 78-25634 
Environmental protection technology series 
; EPA-600/2-78-139, 78-25635 
Environmental protection technology series 
; EPA-600/2-78-147, 78-25636 
Environmental protection technology series 
; EPA-600/2-78-151, 78-25637 
Environmental protection technology series 
; EPA-600/2-78-182, 78-25638 
Environmental protection technology series 
; EPA-600/2-78-183, 78-25639 
Environmental protection technology series 
; EPA-600/9-77-030, 78-1573 
Environmental protection technology series 
; EPA-650/2-75-003/errata, 78-12931 
Environmental protection technology series 
; EPA-660/2-74-002, 78-17148 
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Environmental protection technology series 
; EPA-670/2-74-061, 78-12932 
Environmental protection technology series 
; EPA-670/2-74-069, 78-10945 
Environmental Science Division publication 
;no. 914, 78-20952 
EPA GAD ; 1-78-01, 
EPA GAD/2, 
EPA ; 29/8, 78-17047 
EPA ; 44/9-7, 78-1555 
EPA ; 230/1-74-040A, 
EPA ; 230/1-78-001, 
EPA-330/2-76-023, 
EPA ; 330/2-76-029, 
EPA ; 330/2-76-031, 
EPA ; 330/2-76-032, 
EPA ; 340/1-77-014, 
EPA ; 400/2-78-001, 
EPA ; 400/9-78-005, 
EPA ; 400/9-78-006, 
EPA ; 430/1-78-005, 
EPA ; 430/9-74-004, 
EPA ; 430/9-78-001, 78-20782 
EPA ; 430/9-78-002, 78-25698 
EPA ; 440/1-76/083 A, 78-12858 
EPA ; 440/1-77-009, 78-6561 
EPA ; 440/1-77/087 A, 78-12857 
EPA ; 440/1-78/085, 78-17079 
EPA ; 440/1-78-090, 78-25604 
EPA ; 440/2-77-016, 78-12851 
EPA ; 440/3-77-018, 78-10962 
EPA ; 440/3-77-020, 78-17194 
EPA ; 440/3-77-021, 78-17195 
EPA ; 440/3-77-022, 78-17196 
EPA ; 440/3-78-003, 78-25600 
EPA ; 440/5-77-O15A, 78-6556 
EPA ; 440/5-77-015B, 78-6556 
EPA ; 440/9-75-009, 78-20673 
EPA ; 440/9-76-024, 78-23533 
EPA ; 440/9-76-025, 78-4568, 
EPA ; 440/9-77-004, 78-23534 
EPA ; 450/1-74-007, 78-23523 
EPA ; 450/1-77-001, 78-17085 
EPA ; 450/1-77-003, 78-12835 
EPA ; 450/1-78-001, 78-25610 
EPA ; 450/2, 78-3114 
EPA ; 450/2-73-004, 78-17076 
EPA ; 450/2-75-009, 78-17072 
EPA ; 450/2-75-009 b, 78-15287 
EPA ; 450/2-76-002, 78-25592 
EPA ; 450/2-76-003, 78-25605 
EPA ; 450/2-76-009a, 78-10918 
EPA : 450/2-76-010, 78-17064 
EPA ; 450/2-76-012, 78-23429 
EPA ; 450/2-76-013, 78-17080 
EPA ; 450/2-76-016, 78-17046 
EPA ; 450/2-76-016-a, 78-25589 
EPA ; 450/2-76-017, 78-8747 
EPA ; 450/2-76-018, 78-8747 
EPA ; 450/2-76-019, 78-8747 
EPA ; 450/2-76-020, 78-8747 
EPA ; 450/2-76-026, 78-23518 
EPA ; 450/2-76-028, 78-25607 
EPA ; 450/2-77-002, 78-15242 
EPA ; 450/2-77-005, 78-25608 
EPA ; 450/2-77-008, 78-23440 
EPA ; 450/2-77-009, 78-12810 
EPA ; 450/2-77-013, 78-12854 


78-25689 
78-3115, 78-3116 


78-12859 
78-15252 
78-17066 
78-17040 
78-20676 
78-15241 
78-1558 
78-12813 
78-15235 
78-15236 
78-25697 
78-25699 


78-25597 
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78-1580 
78-12856 
78-15253 
78-23413 
78-23441 
78-6555 
78-23414 
78-12810 
78-20765 
78-23442 


EPA ; 450/2-77-017a, 
EPA ; 450/2-77-018, 
EPA ; 450/2-77-019, 
EPA ; 450/2-77-020, 
EPA ; 450/2-77-026, 
EPA ; 450/2-77-028, 
EPA ; 450/2-78-001, 
EPA ; 450/2-78-002, 
EPA ; 450/2-78-009, 
EPA ; 450/2-78-019, 
EPA ; 450/2-78-020, 78-25696 
EPA ; 450/2-78-022, 78-25586 
EPA ; 450/3-73-006-h, 78-23421 
EPA ; 450/3-74-022-a, 78-12819 
EPA ; 450/3-74-045-1, 78-23535 
EPA ; 450/3-74-066, 78-23522 
EPA ; 450/3-75-048, 78-10904 
EPA ; 450/3-75-055, 78-12842 
EPA ; 450/3-75-066, 78-12830 
EPA ; 450/3-75-076, 78-20672 
EPA ; 450/3-75-080-b, 78-15249 
EPA ; 450/3-75-082-b, 78-25577 
EPA ; 450/3-75-082a, 78-15227 
EPA ; 450/3-75-087, 78-12820 
EPA ; 450/3-76-002, 78-12839 
EPA ; 450/3-76-004, 78-17033 
EPA ; 450/3-76-006, 
EPA ; 450/3-76-007, 
EPA ; 450/3-76-008, 
EPA ; 450/3-76-011, 
EPA ; 450/3-76-012-a, 
EPA ; 450/3-76-012-b, 
EPA ; 450/3-76-012-c, 
EPA ; 450/3-76-013, 
EPA ; 450/3-76-014, 
EPA ; 450/3-76-017, 
EPA ; 450/3-76-018-a, 
EPA ; 450/3-76-018-b, 
EPA ; 450/3-76-018-c-d, 
EPA ; 450-3-76-018-e, 
EPA ; 450/3-76-019-a, 
EPA ; 450/3-76-019-b, 
EPA ; 450/3-76-019-c, 
EPA ; 450/3-76-020, 
EPA ; 450/3-76-021, 78-17060 
EPA ; 450/3-76-026a, 78-25587 
EPA ; 450/3-76-026c, 78-20679, 
20680, 78-20681, 78-20682 
EPA ; 450/3-76-026f, 78-20679, 
20680, 78-20681, 78-20682 
EPA ; 450/3-76-026g, 78-20679, 
20680, 78-20681, 78-20682 
EPA ; 450/3-76-026h, 78-20679, 
20680, 78-20681, 78-20682 
EPA ; 450/3-76-026i, 78-20679, 
20680, 78-20681, 78-20682 
EPA ; 450/3-76-026j, 78-25588 
EPA ; 450/3-76-026k, 78-20679, 
20680, 78-20681, 78-20682 
EPA ; 450/3-76-0261, 78-20679, 
20680, 78-20681, 78-20682 
EPA ; 450/3-76-026n, 78-20679, 
20680, 78-20681, 78-20682 
EPA ; 450/3-76-028b, 78-17032 
EPA ; 450/3-76-028c, 78-17032 
EPA ; 450/3-76-030a, 78-12828 
EPA ; 450/3-76-030b, 78-12828 
EPA ; 450/3-76-031, 78-12814 


78-25575 
78-12829 
78-15234 
78-17048 

78-15240 

78-1703 1 

78-6590 

78-232 

78-233 
78-232 

78-6551 

78-15245 

78-237 

78-237 

78-12823 
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EPA ; 450/3-76-035, 
EPA ; 450/3-76-036, 
EPA ; 450/3-76-038a, 
EPA ; 450/3-76-038b, 
EPA ; 450/3-76-039, 
EPA ; 450/3-76-040, 
EPA ; 450/3-76-041, 
EPA ; 450/3-76-042, 
EPA ; 450/3-76-043, 
EPA ; 450/3-76-044, 
EPA ; 450/3-77-001, 
EPA ; 450/3-77-003b, 
EPA ; 450/3-77-003c, 
EPA ; 450/3-77-005, 
EPA ; 450/3-77-006, 
EPA ; 450/3-77-007, 
EPA ; 450/3-77-008a, 
EPA ; 450/3-77-008b, 
EPA ; 450/3-77-008c, 
EPA ; 450/3-77-008d, 
EPA ; 450/3-77-008e, 
EPA ; 450/3-77-009, 
EPA ; 450/3-77-010, 
EPA ; 450/3-77-011, 
EPA ; 450/3-77-012, 
EPA ; 450/3-77-013, 78-1556 
EPA ; 450/3-77-015, 78-1561 
EPA ; 450/3-77-Ol7a-c, 78-17044 
EPA ; 450/3-77-019, 78-10912 
EPA ; 450/3-77-022a, 78-10908 
EPA ; 450/3-77-022c, 78-10908 
EPA ; 450/3-77-025, 78-15243 
EPA ; 450/3-77/026, 78-17053 
EPA ; 450/3-77-027, 78-12817 
EPA ; 450/3-77-030, 78-12838 
EPA ; 450/3-77-031, 78-12832 
EPA ; 450/3-77-032, 78-17068 
EPA ; 450/3-77-033, 78-17069 
EPA ; 450/3-77-034, 78-17070 
EPA ; 450/3-77-035, 78-17071 
EPA ; 450/3-77-036, 78-15238 
EPA ; 450/3-77-037, 78-15238 
EPA ; 450/3-77-038, 78-15238 
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78-4625 
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A148, 78-20098 

Federal item identification 
A150, 78-20084 

Federal item identification guide 
A155, 78-23078 
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600/7-77-027, 78-12961 

Interagency energy-environment research 
and development program report ; EPA- 
600/7-77-029, 78-20757 

Interagency energy-environment research 
and development program report ; EPA- 
600/7-77-031, 78-17155 

Interagency energy-environment research 
and development program report ; EPA- 
600/7-77-035, 78-20758 





December 1978 


Interagency energy-environment research 
and development program report ; EPA- 
600/7-77-043, 78-17156 

Interagency energy-environment research 
and development program report ; EPA- 
600/7-77-044, 78-12963 

Interagency energy-environment research 
and development program report ; EPA- 
600/7-77-050a, 78-17157 

Interagency energy-environment research 
and development program report ; EPA- 
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600/7-77-058, 78-17161 

Interagency energy-environment research 
and development program report ; EPA- 
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LC publications on conservation of library 
materials, 78-18031 


program 


Page I-2710 





Series/Report Index 


LC science 
9250 

LC science 
9251 

LC science 
9252 

LC science 
9253 

LC science 
9254 

LC science 
9255 

LC science 
9256 

LC science 
9257 

LC science 
9258 

LC science 
9259 

LC science 
9260 

LC science 
9261 

LC science 
9262 

LC science 
9263 

LC science 
9264 

LC science 
9265 

LC science 
9266 

LC science 
9267 

LC science 
9268 

LC science 
9269 

LC science 
9270 

LC science 
9271 

LC science 
9272 

LC science 
9273 

LC science 
9274 

LC science 
9275 

LC science 
9276 

LC science 
9277 

LC science 
9278 

LC science 
9279 

LC science 
9280 

LC science 
9281 

LC science 
9282 

LC science 
9283 


tracer bullet 
tracer bullet 
tracer bullet 
tracer bullet 
tracer bullet 
tracer bullet 
tracer bullet 
tracer 
tracer 
tracer 
tracer 
tracer bullet 
tracer bullet 
tracer bullet 
tracer bullet 
tracer bullet 
tracer bullet 
tracer 
tracer bullet 
tracer 
tracer bullet 
tracer 
tracer 
tracer bullet 
tracer 
tracer bullet 
tracer 
tracer bullet 
tracer bullet 
tracer bullet 
tracer bullet 
tracer bullet 
tracer bullet 


tracer 


bullet ; 
bullet ; 
bullet ; 


bullet ; 


bullet ; 


bullet ; 


bullet ; 


bullet ; 


bullet ; 


bullet ; 


; TB 


> Ts 


; TB 


aes 


; TB 


; TB 


; TB 


TB 


TB 


TB 


TB 


es aS 


ae 


; TB 


om 


; 


; TB 


TB 


rie 


TB 


- TB 


TB 


TB 


; ‘ae 


TB 


TB 


TS 


72-1, 


72-10, 
72-11, 
72-12, 
72-13, 
72-14, 
72-15, 
72-16, 
72-17, 
72-18, 
72-19, 
72-20, 


73-1, 


; Sy 


; TB 73-9, 


73-10, 


; TB. 73-11, 
; TB 73-12, 
; TB 73-13, 
; TB 73-14, 


bullet ; TB 73-15, 


78- 


78- 


78- 


78- 


78- 


78- 


78- 


78- 


78- 


78- 


78- 


78- 


78- 


78- 


78- 


78- 


78- 


78- 


78- 


78- 


78- 


78- 


78- 


78- 


78- 


78- 


78- 


78- 


78- 


78- 


78- 


78- 


78- 


78- 


Do not order from index; see indicated entry 





LC science 
9284 

LC science 
9285 

LC science 
9286 

LC science 
9287 

LC science 
9288 

LC science 
9289 

LC science 
9290 

LC science 
9291 

LC science 
9292 

LC science 
9293 

LC science 
9294 

LC science 
9295 

LC science 
9296 

LC science 
9297 

LC science 
9298 

LC science 
9299 

LC science 
9300 

LC science 
9301 

LC science 
9302 

LC science 
9303 

LC science 
9304 

LC science 
9305 

LC science 
9306 

LC science 
9307 

LC science 
9308 

LC science 
9309 

LC science 
9310 

LC science 
9311 

LC science 
9312 

LC science 
9313 

LC science 
9314 

LC science 
9315 

LC science 
11671 

LC science 
9316 


tracer bullet 


tracer bullet ; 


tracer bullet 


tracer bullet 


tracer bullet 


, 


> 


, 


, 


, 


tracer bullet ; 


tracer bullet ; 


tracer bullet 


; TB 


tracer bullet ; 


tracer bullet 


tracer bullet 


; TB 73-16, 


TB 73-17, 


; TB 73-18, 
; TB 73-19, 


; TB 74-1, 


TB 74-2, 


TB 74-3, 
74-4, 


TB 74-5, 


Ve 


; ee 


tracer bullet ; 


tracer bullet 


tracer bullet ; 


74-7, 


TB 74-8, 


; TB 74-9, 


tracer bullet ; 


tracer bullet 


tracer bullet 


TB 74-10, 


TB 


; TB 


; TB 


tracer bullet ; 


tracer bullet 


tracer bullet 


tracer bullet 


tracer bullet 


tracer bullet ; 


tracer bullet 
tracer bullet 
tracer bullet 


tracer bullet 


tracer bullet ; 


tracer bullet 


’ 


-20B 


ae 


; 4B 


; TB 


TB 

75-5, 
75-6, 
75-7, 


75-9, 


TB 75-10, 


| 1, Pane 


; TB 75-12, 


’ 


; TB 75-13, 


; TB 75-14, 


, 


, 


TB 75-15, 


; TB 75-16, 


tracer bullet ; TB 76-1, 


tracer bullet ; TB 76-2, 


tracer bullet ; TB 76-3, 


tracer bullet ; TB 77-9, 


tracer bullet ; TB 77-10, 





December 1978 


LC science tracer bullet ; TB 77-12, 78- | Literature search ; no. 78-12, 78-17567 Marketing research report ; no. 1075, 
11672 Literature search ; no. 78-13, 78-17568 19516 

LCC procurement case ; 1, 78-15382 Literature search ; no. 78-14, 78-17569 Marketing research report ; no. 1076, 

Leaflet - Dept. of Agriculture., 78-24941 Literature search ; no. 78-15, 78-17570 16516 

Leaflet - Dept. of Agriculture ; no. 187, Literature search ; no. 78-16, 78-21215 Marketing research report ; no. 1077, 
78-1312 Literature search ; no. 78-17, 78-21216 6105 

Leaflet - Dept. of Agriculture ; no. 321, Literature search ; no. 78-18, 78-21217 Marketing research report ; no. 1078, 
78-14548 Literature search ; no. 78-19, 78-21218 25, 78-26 

Leaflet - Dept. of Agriculture ; no. Literature search ; no. 78-20, 78-21219 Marketing research report ; no. 1080, 


78-6069 LvGn 1, 78-10477, 78-10478, 78- 3973 


Leaflet - Dept. of Agriculture ; no. ; 10479, 78-19623 Marketing research report ; no. 1082, 
78-14549 


10320 
Marketing research report ; no. 1083, 
16517 


Leaflet - Dept. of Agriculture ; no. M 
78-10301 


Leaflet - Dept. of Agriculture ; no. M-50 (Rev. 5-1-77) N, 78-7427 Marketing research report ; no. 1084, 
78-6070 M-50 (Rev. 8-24-77) N, 78-681 14572 

Leaflet - Dept. of Agriculture ; no. t M:111, 78-8140 Marketing research report ; no. 1085, 
78-16489 M-157 (Rev. 1978) N, 78-17926 27 

Leaflet - Dept. of Agriculture ; no. MACRP 127-5, 78-3089 Marketing research report ; no. 1086, 
78-1314 Maintenance handbook series ; MS-13, 16518 

Leaflet - Dept. of Agriculture ; no. 78-18356 Marketing research report ; no. 1087, 
78-16490 Maintenance handbook series ; MS-24, 16519 

Leaflet - Dept. of Agriculture ; no. : 1718-26427 Marketing research report ; no. 1088, 
78-6 Maintenance handbook series ; MS-63, 10321 

Leaflet - Dept. of Agriculture ; no. 78-26428 Marketing research report ; no. 1089, 
78-10302 Management aids for small manufacturers ; 16520 

Leaflet - Dept. of Agriculture ; no. Ma 170, 78-7608 Marketing research report ; no. 1090, 
78-6071, 78-22658 Management aids for small manufacturers ; 16521 

Leaflet - Dept. of Agriculture ; no. MA 190, 78-21984 Marketing research report ; no. 1091, 
78-3959, 78-19509 Management aids for small manufacturers ; 22668 

Leaflet - Dept. of Agriculture ; no. 565, MA 197, 78-9523, 78-26527 Marketing research report ; no. 1094, 
78-10303 Management aids for small manufacturers ; 22669 

Leaflet - U.S. Dept. of Agriculture ; no. MA 199, 78-14027 Marketing research report ; no. 1095, 78- 
424, 78-1313 Management aids for small manufacturers ; 24951 

Library list - National Agricultural Library MA 211. 78-9524 Marketing research report ; no. 1097, 78- 
; 100, 78-16676 Management aids for small manufacturers ; 19517 

Library list - Technical Information MA 214, 78-26528 MCH statistical series ; no. 10, 78-463 
Systems ; 102, 78-i14833 Management aids for small manufacturers : MCH statistical series ; no. 12, 78-17603 

List - Office of Governmental and Public MA 233, 78-18447 MCO- ;_ P10110.16B, 78-25172, 78- 
Affairs ; no. 5, 78-24986 Management aids for small manufacturers ; 25173 

List - Office of Governmental and Public MA 234, 78-24316 MCO ; P4030.21C, 78-8672 
Affairs ;no. 11, 78-19554 Management analysis series, 78-10627, MCO ; P4410.14B1, 78-20102 

Literature search ; no. 76-10, 78-15424 78-10628, 78-12557, 78-12558, 78- MCO ; P4600.24C, 78-4338 

Literature search ; no. 77-4, 78-436 12559, 78-12560 MCO ; P4855.1, 78-23079 

Literature search ; no. 77-5, 78-437 Management information report, 78- | MCO; P4870.8D, 78-20109 

Literature search ; no. 77-6, 78-15425 26550 MCO P4870.10D, 78-16935 

Literature search ; no. 77-7, 78-438 Manpower R&D monograph ; no. 40, 78- | MCO P4870.12D, 78-16936 

Literature search ; no. 77-8, 78-439 24108 MCO ; P4870.14E, 78-20110 

Literature search ; no. 77-9, 78-440 Manual - Veterans Administration ; M-2, MCO ; P4870.16E, 78-20111 

Literature search ; no. 77-10, 78-1944 78-11934 MCO P4870.17D, 78-16937 

Literature search ; no. 77-11, Manual - Veterans Administration ; M27-1, MCO ; P4870.19D, 78-20112 

Literature search ; no. 77-12, 78-11935 MCO P4870.20C, 78-16938 

Literature search ; no. 77-13, Manual - Veterans Administration ; M29- | MCO; P4870.21D, 78-25154 

Literature search ; no. 77-14, 12, 78-11936 MCO ; P4870.22D, 78-20113 

Literature search ; no. 77-15, Marine Corps Museum technical mono- | MCO; P4870.23C, 78-25155 

Literature search ; no. 77-16, graph series, 78-4514 MCO ; P4870.25E, 78-25156 

Literature search ; no. 77-17, Marketing bulletin ; no. 45, 78-19518 MCO ; P4870.27D, 78-20114 

Literature search ; no. 78-1, Marketing bulletin ; no. 64, 78-22671 MCO P4870.28D, 78-16939 

Literature search ; no. 78-2, Marketing research report ; no. 1064, 78- | MCO; P4870.35D, 78-20115 

Literature search ; no. 78-3, 23 MCO P4870.38D, 78-16940 

Literature search ; no. 78-4, 78-13506 Marketing research report ; no. 1065, 78- | MCO; P4870.40D, 78-20116 

Literature search ; no. 78-5, 78-17560 24 MCO ; P4870.41D, 78-20117 

Literature search ; no. 78-6, 78-17561 Marketing research report ; no. 1068, 78- | MCO; P4870.42C, 78-20118 

Literature search ; no. 78-7, 78-17562 3971 MCO ; P4870.43C, 78-20119 

Literature search ; no. 78-8, 78-17563 Marketing research report ; no. 1071, 78- | MCO; P4870.44C, 78-20120 

Literature search ; no. 78-9, 78-17564 8513 MCO ; P4870.47D, 78-20121 

Literature search ; no. 78-10, 78-17565 Marketing research report ; no. 1072, 78- | MCO; P4870.48C, 78-25157 

Literature search ; no. 78-11, 78-17566 3972 MCO ; P4870.49C, 78-20122 








Do not order from index; see indicated entry Page I-2711 





MCO ; P4870.50D, 

MCO ; P4870.51C, 

MCO ; P4870.52D, 

MCO ; P4870.53C, 

MCO ; P4870.54C, 

MCO ; P4870.55C, 

MCO ; P4870.57B, 

MCO ; P4870.58D, 

MCO ; P4870.59D, 

MCO ; P4870.60B, 

MCO ; P4870.61B, 

MCO ; 4410.14B1, 
78-20104 

MCO ; 4870.6D, 78-25153 

Medicaid report ; B-1, 78-3373 

Mental health matters, 78-1983, 78- 
1984, 78-13572, 78-13573, 78- 
15443 

Mental health statistics : Series A, Mental 
health facility reports ; no. 19, 78- 
13568 

Mental health statistics, Series B, Analyti- 
cal and special study reports ; no. 12, 
78-508 

Mental health statistics : Series B, Analyti- 
cal and special study reports ; no. 13, 
78-21311 

MERC/CR-77/9, 78-20622 

MERC/CR-77/10, 78-20623 

MERC/SP-77/4, 78-20625 

MERC/SP-78/2, 78-23367 

MERC-8007-1(Pt. 1), 78-8735 

MERC-8007-1(Pt. 2), 78-8735 

MERC-8007-1(Pt. 3), 78-8735 

MERC-8007-1(Pt. 4), 78-8735 

MERC-8007-1(Pt. 5), 78-8735 

MERC-8007-1(Summ.), 78-8735 

MESA informational report IR ; 
78-658 

MESA informational report 
78-13809 

MESA informational report 
78-13810 

MESA informational report 
78-659 

MESA informational report 
78-7358 

MESA informational report 
78-7359 

MESA informational report 
78-13811 

MESA informational report 
78-17865 

MESA informational report 
78-17866 

MESA informational report 
78-13812 

MESA informational report 
78-17867 

MESA informational report 
78-21613 

MESA informational report 
78-21614, 78-26229 

MESA informational report 
78-17868 

MESA informational report 
78-15623 


78-25158 
78-20123 
78-20108 
78-20124 
78-20125 
78-25159 
78-20126 
78-25 160 
78-20127 
78-20128 
78-20129 


78-20101, 78-20103, 


1056, 
1057, 
; 1058, 
; 1059, 
; 1060, 
; 1061, 
; 1062, 
; 1063, 
; 1064, 
; 1065, 
; 1066, 
; 1067, 
; 1068, 
; 1069, 


; 1070, 


Page I-2712 





Series/Report Index 


MESA informational report IR ; 
78-24076 

MESA informational report IR ; 
78-17869 

MESA informational report 
78-17870 

MESA informational report 
78-17871 

MESA informational report 
78-17872 

MESA informational report 
78-17872 

MESA informational report 
78-24077 

MESA informational report 
78-17873 

MESA informational report 
78-17873 

MESA informational report 
78-17873 

MESA informational report 
78-17874 

MESA informational report 
78-17874 

MESA informational report 
78-17874 

MESA informational report 
78-17875 

MESA informational report IR ; 1090, 
78-17875 

MESA safety manual ; no. 5, 

MESA safety manual ; no. 7, 

MH report, 78-3342 

Military handbook ; MIL-HDBK-742, 
25134 

Mineral commodity profiles ; 
7306 

Mineral commodity profiles ; 
7307 

Mineral commodity profiles ; 
7308 

Mineral commodity profiles ; 
7309 

Mineral commodity profiles ; MCP-5, 78- 
7310 

Mineral commodity profiles ; MCP-7, 78- 
11527 

Mineral commodity profiles ; MCP-13, 
78-26185 

Mineral commodity profiles ; MCP-18, 
78-26186 

Mineral industry surveys, 
3425, 78-3426, 


1071, 
1073, 
; 1075, 
; 1077, 
; 1078, 
; 1079, 
; 1080, 
; 1083, 
; 1084, 
; 1085, 
; 1086, 
; 1087, 
; 1088, 


; 1089, 


78-15622 
78-17864 


MCP-1, 
MCP-2, 78- 
MCP-3, 78- 


MCP-4, 78- 


78-3424, 78- 
78-3427, 78-3428, 
78-3429, 78-3430, 78-3431, 78- 
3432, 78-3435, 78-3436, 78-3437, 
78-3438, 78-3439, 78-3440, 78- 
3441, 78-3442, 78-3443, 78-3444, 
78-3445, 78-3446, 78-3447, 78- 
3448, 78-3449, 78-3450, 78-3451, 
78-3452, 78-3453, 78-3456, 78- 
3457, 78-3458, 78-3459, 78-3460, 
78-3461, 78-3462, 78-3463, 78- 
3464, 78-3465, 78-3466, 78-3467, 
78-3468, 78-3469, 78-3470, 78- 
3471, 78-3472, 78-3473, 78-3474, 
78-3475, 78-3476, 78-3477, 78- 
3478, 78-7303, 78-7304, 78-7311, 


Do not order from index; see indicated entry 





78-7312, 78-7313, 
7315, 78-7316, 


78-7314, 78- 
78-7317, 78-7318, 
78-7319, 78-7320, 78-7321, 78- 
7322, 78-7323, 78-7324, 78-7325, 
78-7326, 78-7327, 78-7328, 78- 
7329, 78-11466, 78-11467, 78- 
11468, 78-11469, 78-11528, 78- 
11529, 78-11530, 78-11531, 78- 
11532, 78-11533, 78-11534, 78- 
11535, 78-11536, 78-11537, 78- 
11538, 78-11539, 78-11540, 78- 
11541, 78-11542, 78-11543, 78- 
11544, 78-11545, 78-11546, 78- 
11547, 78-11548, 78-11549, 78- 
11550, 78-11551, 78-11552, 78- 
11553, 78-11554, 78-11555, 78- 
11556, 78-11557, 78-11558, 78- 
11559, 78-11560, 78-11561, 78- 
11562, 78-11563, 78-11564, 78- 
11565, 78-11566, 78-11567, 78- 
11568, 78-11569, 78-11570, 78- 
11571, 78-11572, 78-11573, 78- 
11574, 78-11575, 78-11576, 78- 
11577, 78-11578, 78-11579, 78- 
11580, 78-11581, 78-11582, 78- 
11583, 78-11584, 78-11585, 78- 
17802, 78-17838, 78-17839, 78- 
21570, 78-21571, 78-21572, 78- 
21573, 78-24031, 78-24032, 78- 
24034, 78-24035, 78-24036, 78- 
24037, 78-26166, 78-26167, 78- 
26183, 78-26184, 78-26190, 78- 
26191, 78-26192, 78-26193, 78- 
26194, 78-26195, 78-26196, 78- 
26197, 78-26198 
Mineral perspectives ; MP-4, 78-7305 
Mineral perspectives ; MP-5, 78-21569 
Miscellaneous paper - Coastal Engineering 
Research Center ; MR 76-10, 78-15095 
Miscellaneous paper - Waterways Experi- 
ment Station ; C-76-6, 78-20241 
Miscellaneous paper - Waterways Experi- 
ment Station ; C-77-11, 78-10754 
Miscellaneous paper - Waterways Experi- 
ment Station ; H-77-5, 78-15078 
Miscellaneous paper - Waterways Experi- 
ment Station ; H-77-7, 78-20259 
Miscellaneous paper - Waterways Experi- 
ment Station ; H-77-9, 78-10755 
Miscellaneous paper - Waterways Experi- 
ment Station ; H-78-1, 78-25229 
Miscellaneous paper - Waterways Experi- 
ment Station ; M-76-21, 78-20260 
Miscellaneous paper - Waterways Experi- 
ment Station ; M-77-12, 78-25230 
Miscellaneous paper - Waterways Experi- 
ment Station ; S-71-17, 78-25231 
Miscellaneous paper - Waterways Experi- 
ment Station ; S-76-9, 78-15079 
Miscellaneous paper - Waterways Experi- 
ment Station ; S-76-18, 78-15080 
Miscellaneous paper - Waterways Experi- 
ment Station ; S-76-25, 78-15081 
Miscellaneous paper - Waterways Experi- 
ment Station ; S-77-1, 78-15082 
Miscellaneous paper - Waterways Experi- 
ment Station ; §-77-3, 78-15083 





Miscellaneous paper - Waterways Experi- 
ment Station ; S-77-4, 78-15084 
Miscellaneous paper - Waterways Experi- 
ment Station ; S-77-6, 78-12731 
Miscellaneous paper - Waterways Experi- 
ment Station ; S-77-9, 78-25232 
Miscellaneous paper - Waterways Experi- 
ment Station ; S-77-15, 78-25233 
Miscellaneous paper - Waterways Experi- 
ment Station ; S-77-17, 78-25234 
Miscellaneous paper - Waterways Experi- 
ment Station ; §-77-19, 78-25235 
Miscellaneous paper - Waterways Experi- 
ment Station ; S-77-21, 78-25236 
Miscellaneous paper - Waterways Experi- 
ment Station ; S-77-26, 78-25237 
Miscellaneous paper - Waterways Experi- 
ment Station ; S-78-3, 78-25238 
Miscellaneous paper - Waterways Experi- 
ment Station ; S-78-4, 78-25239 
Miscellaneous paper - Waterways Experi- 
ment Station ; S-78-8, 78-25240 
Miscellaneous publication - Dept. of 
Agriculture ; no. 843, 78-8 
Miscellaneous publication § - 
Agriculture ; no. 1206, 78-6075 
Miscellaneous publication - Dept. of 
Agriculture ; no. 1319, 78-19510 
Miscellaneous publication - Dept. of 
Agriculture ; no. 1326, 78-12358 
Miscellaneous publication - Dept. of 
Agriculture ; no. 1339, 78-14554 
Miscellaneous publication - Dept. of 
Agriculture ; no. 1342, 78-8506 
Miscellaneous publication - Dept. of 
Agriculture ; no. 1348, 78-3961 
Miscellaneous publication - Dept. of 
Agriculture ; no. 1350, 78-6076 
Miscellaneous publication - Dept. of 
Agriculture ; no. 1351, 78-6077 
Miscellaneous publication - Dept. of 
Agriculture ; no. 1353, 78-6078 
Miscellaneous publication - Dept. of 
Agriculture ; no. 1355, 78-16494 
Miscellaneous publication - Dept. of 
Agriculture ; no. 1356, 78-1316 
Miscellaneous publication - Dept. of 
Agriculture ; no. 1357, 78-10307 
Miscellaneous publication - Dept. of 
Agriculture ; no. 1358, 78-1317 
Miscellaneous publication - Dept. of 
Agriculture ; no. 1359, 78-9 
Miscellaneous publication - Dept. of 
Agriculture ; no. 1360, 78-3962 
Miscellaneous publication - Dept. of 


Dept. of 


Agriculture ; 
Miscellaneous 
Agriculture ; 
Miscellaneous 
Agriculture ; 
Miscellaneous 
Agriculture ; 
Miscellaneous 
Agriculture ; 
Miscellaneous 
Agriculture ; 


no. 1361, 78-24942 
publication - Dept. 
no. 1362, 78-14555 
publication - Dept. 
no. 1363, 78-14556 
publication - Dept. 
no. 1364, 78-10308 
publication - Dept. 
no. 1366, 78-12359 
publication - Dept. 
no. 1367, 78-12360 


of 


of 


of 


of 


of 


Miscellaneous report - Coastal Engineering 


Research Center ; MR 76-7, 


78-15092 





December 1978 


Miscellaneous report - Coastal Engineering 
Research Center ; MR 76-8, 78-15093 
Miscellaneous report - Coastal Engineering 
Research Center ; MR 76-9, 78-15094 
Miscellaneous report - Coastal Engineering 
Research Center ; MR 76-11, 78-15096 
Miscellaneous report - Coastal Engineering 
Research Center ; MR 77-3, 78-20287 
Miscellaneous report - Coastal Engineering 
Research Center ; MR 77-4, 78-12734 
Miscellaneous report - Coastal Engineering 
Research Center ; MR 77-5, 78-20288 
Miscellaneous report - Coastal Engineering 
Research Center ; MR 77-6, 78-23115 
Miscellaneous report - Coastal Engineering 
Research Center ; MR 77-7, 78-15097 
Miscellaneous report - Coastal Engineering 
Research Center ; MR 77-8, 78-10770 
Miscellaneous report - Coastal Engineering 
Research Center ; MR 77-9, 78-10771 
Miscellaneous report - Coastal Engineering 
Research Center ; MR 77-10, 78-10772 

Miscellaneous report - Coastal Engineering 
Research Center ; MR 77-11, 78-15098 

Miscellaneous series ; EPA-600/9-78-005, 
78-23485 

ML, 78-3578 

MLM-2447, 78-23369 

MLM-2460, 78-23370 

MLM-2462, 78-20627 

MLM-2463, 78-20628 

MLM-2484, 78-23371 

Model environmental impact statement ; 
no. 1, 78-7956 

Model environmental impact statement ; 
no. 2, 78-7957 

Model environmental impact statement ; 
no. 3, 78-14168 

Monograph - Bureau of International Labor 
Affairs ; no. 1, 78-24168 

Monographs on career education, 
78-402, 78-8959, 78-17432 

Monthly labor review reprint., 
78-5120, 78-5121, 
21719, 78-21720, 
21722 

Monthly labor review reprint ; 3018, 
21723 

MP ; 20, 78-23085 

MP ; 55, 78-6436 

MRB series : Maumee River Basin ; no. 9, 
78-24459 

MSHA informational report ; 
24190 

MSHA informational report ; 
24191 

MtAn I-1, 

MtAn 1-2, 

MtAn 1-2-1, 

MtAn 2-1, 

MtAn 4, 

MtAn 5-1, 

MtAn 5-3, 

MtAn 6, 


78-401, 


78-5119, 
78-21718, 78- 
78-21721, 78- 


78- 


1072, 78- 


1081, 78- 


78-10475, 
78-2502 
78-22781 
78-2503 
78-2504 
78-10476 
78-10484 
78-19610 


78-22779 


Do not order from index; see indicated entry 





N 


NASA conference publication 


001, 78-18235 


NASA conference publication ; 


002, 78-24225 


NASA conference publication ; 


003, 78-24226 


NASA conference publication ; 


005, 78-18236 


NASA conference publication ; 


2001, 78-18237 


NASA conference publication 


2003, 78-24227 


; NASA CP- 
NASA CP- 
NASA CP- 
NASA CP- 
NASA CP- 


; NASA CP- 


NASA conference publication ; NASA CP- 


2004, 78-18238, 


78-24228 


NASA conference publication ; NASA CP- 


2009, 78-18239 


NASA conference publication 


2012, 78-18240 


NASA conference publication 


2013, 78-24229 


NASA conference publication 


2014, 78-7521 


NASA conference publication 


2015., 78-18241 


NASA conference publication 


2018, 78-9453 


NASA conference publication 


2021, 78-18242 


NASA conference publication 


2025, 78-26357 

NASA contractor report 
78-9403 

NASA contractor report 
78-9404 

NASA contractor report 
78-9405 

NASA contractor report 
78-9406 

NASA contractor report 
78-9407 

NASA contractor report 
78-9408 

NASA contractor report 
78-9409 

NASA contractor report 
78-13945 

NASA contractor report 
78-9410 

NASA contractor report 
78-21836 

NASA contractor report 
78-9411 

NASA contractor report 
78-21837 

NASA contractor report 
78-9412 

NASA contractor report 
78-21838 

NASA contractor report 
78-21839 

NASA contractor report 
78-18157 

NASA contractor report 
78-5151 

NASA contractor report 
78-13946 


; NASA CP- 
; NASA-CP- 
; NASA CP- 
; NASA CP- 
; NASA CP- 
; NASA CP- 
; NASA CP- 
; NASA CR-2610, 
; NASA CR-2628, 
; NASA CR-2637, 
; NASA CR-2645, 
; NASA CR-2667, 
; NASA CR-2705, 
; NASA CR-2710, 
; NASA CR-2716, 
; NASA CR-2718, 
; NASA CR-2724, 
; NASA CR-2725, 
; NASA CR-2730, 
; NASA CR-2732, 
; NASA CR-2733, 
; NASA CR-2737, 
; NASA CR-2738, 
; NASA CR-2742, 


; NASA CR-2745, 


Page I-2713 





NASA contractor report ; NASA CR-2746, 
78-9413 

NASA contractor report ; NASA CR-2748, 
78-9414 

NASA contractor report ; NASA CR-2749, 
78-9415 

NASA contractor report ; NASA CR-2750, 
78-18158 

NASA contractor report ; NASA CR-2760, 
78-9416 

NASA contractor report ; NASA CR-2761, 
78-21840 

NASA contractor report ; NASA CR-2762, 
78-21841 

NASA contractor report ; NASA CR-2763, 
78-21842 

NASA contractor report ; NASA CR-2764, 
78-18159 

NASA contractor report ; NASA CR-2765, 
78-21843 

NASA contractor report ; NASA CR-2766, 
78-9417 

NASA contractor report ; NASA CR-2767, 
78-13947 

NASA contractor report ; NASA CR-2768, 
78-9418 

NASA contractor report ; NASA CR-2769, 
78-18160 

NASA contractor report ; NASA CR-2770, 
78-9419 

NASA contractor report ; NASA CR-2771, 
78-9420 

NASA contractor report ; NASA CR-2772, 
78-9421 

NASA contractor report ; NASA CR-2773, 
78-9422 

NASA contractor report ; NASA CR-2774, 
78-18161 

NASA contractor report ; NASA CR-2775, 
78-9423 

NASA contractor report ; NASA CR-2776, 
78-9424 

NASA contractor report ; NASA CR-2777, 
78-9425 

NASA contractor report ; NASA CR-2778, 
78-9426 

NASA contractor report ; NASA CR-2779, 
78-13948- 

NASA contractor report ; NASA CR-2780, 
78-13949 

NASA contractor report ; NASA CR-2781, 
78-9427 

NASA contractor report ; NASA CR-2782, 
78-9428 

NASA contractor report ; NASA CR-2783, 
78-9429 

NASA contractor report ; NASA CR-2785, 
78-18162 

NASA contractor report ; NASA CR-2786, 
78-18163 

NASA contractor report ; NASA CR-2787, 
78-9430 

NASA contractor report ; NASA CR-2788, 
78-18164 

NASA contractor report ; NASA CR-2789, 
78-13950 


NASA contractor report ; NASA CR-2790, 
78-9431 


Page I-2714 





Series/Report Index 


NASA contractor report ; NASA CR-2791, 
78-13951 

NASA contractor report ; NASA CR-2792, 
78-9432 

NASA contractor report ; NASA CR-2793, 
78-18165 

NASA contractor report ; NASA CR-2794, 
78-9433 

NASA contractor report ; NASA CR-2795, 
78-9433 

NASA contractor report ; NASA CR-2796, 
78-9433 

NASA contractor report ; NASA CR-2797, 
78-9434 

NASA contractor report ; NASA CR-2798, 
78-9434 

NASA contractor report ; NASA CR-2799, 
78-9434 

NASA contractor report ; NASA CR-2800, 
78-18166 

NASA contractor report ; NASA CR-2801, 
78-18167 

NASA contractor report ; NASA CR-2802, 
78-18168 

NASA contractor report ; NASA CR-2803, 
78-18169 

NASA contractor report ; NASA CR-2804, 
78-9435 

NASA contractor report ; NASA CR-2805, 
78-9436 

NASA contractor report ; NASA CR-2806, 
78-9437 

NASA contractor report ; NASA CR-2807, 
78-9438 

NASA contractor report ; NASA CR-2808, 
78-15769 

NASA contractor report ; NASA CR-2809, 
78-18170 

NASA contractor report ; NASA CR-2810, 
78-9439 

NASA contractor report ; NASA CR-2811, 
78-18171 

NASA contractor report ; NASA CR-2813, 
78-11786 

NASA contractor report ; NASA CR-2815, 
78-18172 

NASA contractor report ; NASA CR-2816, 
78-5152 

NASA contractor report ; NASA CR-2817, 
78-9440 

NASA contractor report ; NASA CR-2818, 
78-13952 

NASA contractor report ; NASA CR-2819, 
78-18173 

NASA contractor report ; NASA CR-2820, 
78-18174 

NASA contractor report ; NASA CR-2821, 
78-21844 

NASA contractor report ; NASA CR-2822, 
78-13953 

NASA contractor report ; NASA CR-2823, 
78-5153 

NASA contractor report ; NASA CR-2824, 
78-5154 

NASA contractor report ; NASA CR-2826, 
78-5155 

NASA contractor report ; NASA CR-2827, 
78-18175 


Do not order from index; see indicated entry 





NASA contractor report ; NASA CR-2829, 
78-5156 

NASA contractor report ; NASA CR-2830, 
78-18176 

NASA contractor report ; NASA CR-2831, 
78-13954 

NASA contractor report ; NASA CR-2832, 
78-18177 

NASA contractor report : NASA CR-2833, 
78-5157 

NASA contractor report ; NASA CR-2834, 
78-21845 

NASA contractor report ; NASA CR-2835, 
78-9441 

NASA contractor report ; NASA CR-2836, 
78-9442 

NASA contractor report ; NASA CR-2837, 
78-18178 

NASA contractor report ; NASA CR-2838, 
78-5158 

NASA contractor report ; NASA CR-2839, 
78-5159 

NASA contractor report ; NASA CR-2840, 
78-5160 

NASA contractor report ; NASA CR-2841, 
78-13955 

NASA contractor report ; NASA CR-2842, 
78-26343 

NASA contractor report ; NASA CR-2843, 
78-5161 

NASA contractor report ; NASA CR-2844, 
78-5162 

NASA contractor report ; NASA CR-2845, 
78-5163 

NASA contractor report ; NASA CR-2864, 
78-18179 

NASA contractor report ; NASA CR-2865, 
78-18180 

NASA contractor report ; NASA CR-2866, 
78-18181 

NASA contractor report ; NASA CR-2867, 
78-26344 

NASA contractor report ; NASA CR-2869, 
78-21846 

NASA contractor report ; NASA CR-2870, 
78-9443 

NASA contractor report ; NASA CR-2871, 
78-18182 

NASA contractor report ; NASA CR-2872, 
78-18183 

NASA contractor report ; NASA CR-2874, 
78-18184 

NASA contractor report ; NASA CR-2875, 
78-13956 

NASA contractor report ; NASA CR-2876, 
78-18185 

NASA contractor report ; NASA CR-2877, 
78-9444 

NASA contractor report ; NASA CR-2880, 
78-9445 

NASA contractor report ; NASA CR-2881, 
78-13957 

NASA contractor report ; NASA CR-2882, 
78-13958 

NASA contractor report ; NASA CR-2883, 
78-13959 

NASA contractor report ; NASA CR-2884, 
78-13960 





NASA contractor report 
78-18186 

NASA contractor report 
78-18187 

NASA contractor report 
78-9446 

NASA contractor report 
78-18188 

NASA contractor report 
78-18189 

NASA contractor report 
78-18190 

NASA contractor report 
78-9447 

NASA contractor report 
78-9448 

NASA contractor report 
78-18191 

NASA contractor report 
78-18192 

NASA contractor report 
78-18193 

NASA contractor report 
78-18194 

NASA contractor report 
78-18195 

NASA contractor report 
78-18196 

NASA contractor report 
78-18197 

NASA contractor report 
78-18198 

NASA contractor report 
78-18199 

NASA contractor report 
78-7519 

NASA contractor report 
78-13961 

NASA contractor report 
78-18200 

NASA contractor report 
78-18201 

NASA contractor report 
78-9449 

NASA contractor report 
78-18202 

NASA contractor report 
78-18203 

NASA contractor report 
78-18204 

NASA contractor report 
78-18205 

NASA contractor report 
78-18206 

NASA contractor report 
78-18207 

NASA contractor report 
78-18208 

NASA contractor report 
78-18209 

NASA contractor report 
78-26346 

NASA contractor report 
78-18210 

NASA contractor report 
78-18211 

NASA contractor report 
78-18212 


; NASA CR-2885, 
; NASA CR-2886, 
; NASA CR-2887, 
; NASA CR-2888, 
; NASA CR-2889, 
; NASA CR-2890, 
; NASA CR-2891, 
; NASA CR-2892, 
; NASA CR-2893, 
; NASA CR-2894, 
; NASA CR-2896, 
; NASA CR-2897, 
; NASA CR-2898, 
; NASA CR-2899, 
; NASA CR-2901, 
; NASA CR-2902, 
; NASA CR-2903, 
; NASA CR-2904, 
; NASA CR-2905, 
; NASA CR-2906, 
; NASA CR-2907, 
; NASA CR-2908, 
; NASA CR-2909, 
; NASA CR-2910, 
; NASA CR-2911, 
; NASA CR-2912, 
; NASA CR-2913, 
; NASA CR-2914, 
; NASA CR-2915, 
; NASA CR-2916, 
; NASA CR-2917, 
; NASA CR-2919, 
; NASA CR-2920, 


; NASA CR-2921, 





December 1978 


NASA contractor report ; NASA CR-2922, 


78-18213 


NASA contractor report ; NASA CR-2923, 


78-18214 


NASA contractor report ; NASA CR-2925, 


78-18215 
NASA contractor report 
78-18216 


; NASA CR-2926, 


NASA contractor report ; NASA CR-2928, 


78-18217 


NASA contractor report ; NASA CR-2930, 


78-18218 

NASA contractor report 
78-18219 

NASA contractor report 
78-18220 

NASA contractor report 
78-18221 

NASA contractor report 
78-18222 


; NASA CR-2931, 
; NASA CR-2933, 
; NASA CR-2934, 


; NASA CR-2935, 


NASA contractor report ; NASA CR-2937, 


78-18223 

NASA contractor report 
78-18224 

NASA contractor report 
78-18225 

NASA contractor report 
78-18226 


; NASA CR-2938, 
; NASA CR-2939, 


; NASA CR-2941, 


NASA contractor report ; NASA CR-2942, 


78-18227 


NASA contractor report ; NASA CR-2943, 


78-18228 

NASA contractor report 
78-18229 

NASA contractor report 
78-18230 

NASA contractor report 
78-26354 

NASA contractor report 
78-26355 

NASA contractor report 
78-26356 

NASA contractor report 
134906, 78-7520 

NASA contractor report 
135056, 78-23558 

NASA contractor report 
135330, 78-23287 

NASA contractor report 
135345, 78-23299 

NASA contractor report 
135346, 78-23300 

NASA contractor report 
26345 

NASA 
26347 

NASA 
26348 

NASA 
26349 

NASA 
26350 

NASA 
26351 

NASA contractor 
26352 

NASA 
26353 


contractor report 


contractor report 
contractor report 
contractor report 
contractor report 
report 


contractor report 


’ 


NASA 
NASA 
NASA 
NASA 
NASA 
2868, 
2944, 
2946, 
2949, 
2951, 
2955, 
2956, 


2968, 


; NASA CR-2952, 
; NASA CR-2953, 
; NASA CR-2969, 
; NASA CR-2976, 


; NASA CR-2977, 


CR- 


CR- 


CR- 


CR- 


CR- 


78- 


78- 


78- 


78- 


78- 


78- 


78- 


78- 


Do not order from index; see indicated entry 





NASA EP ;117, 78-13944 
NASA EP ; 125, 78-18147 
NASA EP ; 133-141, 78-11784 
NASA EP ; 146, 78-11785 
NASA EP ; 147, 78-9393 
NASA EP ; 149, 78-15766 
NASA facts ; NF-77, 78-9394 
NASA facts ; NF-79, 78-5147 
NASA facts ; NF 86/12-77, 78-18149 
NASA facts ; NF-801-78, 78-18148 
NASA history series, 78-9401, 
21835, 78-24222 
NASA reference publication ; 1003, 
11793 
NASA reference 
5164 
NASA reference 
13968 
NASA SP ; 360, 
NASA SP ; 362, 
NASA SP ; 365, 
NASA SP ; 370, 
NASA SP ; 377, 
NASA SP ; 380, 
NASA SP ; 401, 
NASA SP ; 409, 
NASA SP ; 412, 
NASA SP ; 415, 
NASA SP ; 416, 
NASA SP ; 417, 
NASA SP ; 418, 
NASA SP ; 419, 
NASA SP ; 420, 
NASA SP ; 421, 
NASA SP ; 422, 
NASA SP ; 423, 
NASA SP ; 424, 
NASA SP ; 427, 
NASA SP ; 3085, 
NASA SP ; 3087, 
NASA SP ; 3100, 
NASA SP ; 3101, 
NASA SP ; 3102, 
NASA SP ; 4011, 
NASA SP ; 4019, 
NASA SP ; 4203, 
NASA SP ; 4210, 
NASA SP ; 4402, 
NASA SP-7011, 
NASA SP-7037, 
NASA SP-7043, 78-3611 
NASA SP ; 7044, 78-9402 
NASA SP ; 7038(05), 78-18156 


publication ; 1008, 


publication ; 1010, 
78-26341 
78-15767 
78-5148 
78-9395 
78-5149 
78-745 
78-746 
78-18150 
78-18151 
78-24219 
78-15768 
78-9396 
78-21833 
78-9397 
78-18152 
78-18153 
78-5150 
78-24220 
78-21834 
78-24221 
78-7518 
78-9398 
78-9399 
78-26342 
78-9400 
78-21835 
78-24222 
78-18154 
78-9401 
78-18155 
78-3612 
78-3610 


NASA technical memorandum ; NASA TM 


X-73, 113, 78-7979 


NASA technical memorandum ; NASA TM 


X-3321, 78-9354 


NASA technical memorandum ; NASA TM 


X-3398, 78-9355 


NASA technical memorandum ; NASA TM 


X-3404, 78-9356 


NASA technical memorandum ; NASA TM 


X-3405, 78-13927 


NASA technical memorandum ; NASA TM 


X-3412, 78-9357 


NASA technical memorandum ; NASA TM 


X-3417, 78-11752 


Page I-2715 





NASA technical memorandum 
X-3418, 78h13928 

NASA technical memorandum 
X-3420, 78-9358 

NASA technical memorandum 
X-3421, 78-13929 

NASA technical memorandum 
X-3422, 78-11753 

NASA technical memorandum 
X-3423, 78-18111 

NASA technical memorandum 
X-3424, 78-18112 

NASA technical memorandum 
X-3428, 78-11754 

NASA technical memorandum 
X-3429, 78-11755 

NASA technical memorandum 
X-3431, 78-9359 

NASA technical memorandum 
X-3432, 78-11756 

NASA technical memorandum 
X-3433, 78-11757 

NASA technical memorandum 
X-3434, 78-11758 

NASA technical memorandum 
X-3437, 78-13930 

NASA technical memorandum 
X-3438, 78-15761 

NASA technical memorandum 
X-3440, 78-11759 

NASA technical memorandum 
X-3441, 78-11760 

NASA technical memorandum 
X-3442, 78-11761 

NASA technical memorandum 
X-3443, 78-11762 

NASA technical memorandum 
X-3446, 78-11763, 

NASA technical memorandum 
X-3447, 78-18113 

NASA technical memorandum 
X-3448, 78-18114 

NASA technical memorandum 
X-3449, 78-18115 

NASA technical memorandum 
X-3450, 78-11764 

NASA technical memorandum 
X-3451, 78-11765 

NASA technical memorandum 
X-3452, 78-11766 

NASA technical memorandum 
X-3453, 78-11767 

NASA technical memorandum 
X-3454, 78-11768 

NASA technical memorandum 
X-3455, 78-11769 

NASA technical memorandum 
X-3456, 78-13931 

NASA technical memorandum 
X-3457, 78-11770 

NASA technical memorandum 
X-3458, 78-18116 

NASA technical memorandum 
X-3459, 78-18117 

NASA technical memorandum 
X-3460, 78-18118 

NASA technical memorandum 
X-3461, 78-15762 


Page I-2716 


; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
: NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 


; NASA TM 


78-26321 


; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 


; NASA TM 





Series/Report Index 


NASA technical memorandum 
X-3463, 78-15763 

NASA technical memorandum 
X-3464, 78-13932 

NASA technical memorandum 
X-3465, 78-18119 

NASA technical memorandum 
X-3466, 78-11771 

NASA technical memorandum 
X-3467, 78-11772 

NASA technical memorandum 
X-3468, 78-13933 

NASA technical memorandum 
X-3469, 78-18120 

NASA technical memorandum 
X-3470, 78-21823 

NASA technical memorandum 
X-3471, 78-18121 

NASA technical memorandum 
X-3472, 78-11773 

NASA technical memorandum 
X-3473, 78-11774 

NASA technical memorandum 
X-3475, 78-21824 

NASA technical memorandum 
X-3476, 78-21825 

NASA technical memorandum 
X-3477, 78-11775 

NASA technical memorandum 
X-3478, 78-11776 

NASA technical memorandum 
X-3479, 78-11777 

NASA technical memorandum 
X-3480, 78-7488 

NASA technical memorandum 
X-3481, 78-11778 

NASA technical memorandum 
X-3482, 78-11779 

NASA technical memorandum 
X-3483, 78-9360 

NASA technical memorandum 
X-3484, 78-7489 

NASA technical memorandum 
X-3485, 78-11780 

NASA technical memorandum 
X-3487, 78-21826 

NASA technical memorandum 
X-3488, 78-13934 

NASA technical memorandum 
X-3489, 78-21827 

NASA technical memorandum 
X-3490, 78-11781 

NASA technical memorandum 
X-3491, 78-18122 

NASA technical memorandum 
X-3492, 78-18123 

NASA technical memorandum 
X-3495, 78-11782 

NASA technical memorandum 
X-3496, 78-9361 

NASA technical memorandum 
X-3497, 78-18124 

NASA technical memorandum 
X-3498, 78-11783 

NASA technical memorandum 
X-3499, 78-18125 

NASA technical memorandum 
X-3500, 78-9362 


; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 


; NASA TM 


Do not order from index; see indicated entry 





NASA technical memorandum 
X-3501, 78-18126 

NASA technical memorandum 
X-3503, 78-21828 

NASA technical memorandum 
X-3504, 78-21829 

NASA technical memorandum 
X-3505, 78-21830 

NASA technical memorandum 
X-3507, 78-21831 

NASA technical memorandum 
X-3508, 78-7490 

NASA technical memorandum 
X-3509, 78-7491 

NASA technical memorandum 
X-3511, 78-9363 

NASA technical memorandum 
X-3512, 78-9364 

NASA technical memorandum 
X-3513, 78-7492 

NASA technical memorandum 
X-3514, 78-7493 

NASA technical memorandum 
X-3515, 78-7494 

NASA technical memorandum 
X-3516, 78-7495 

NASA technical memorandum 
X-3517, 78-7496 

NASA technical memorandum 
X-3518, 78-7497 

NASA technical memorandum 
X-3519, 78-7498 

NASA technical memorandum 
X-3520, 78-7499 

NASA technical memorandum 
X-3521, 78-7500 

NASA technical memorandum 
X-3522, 78-7501 

NASA technical memorandum 
X-3523, 78-7502 

NASA technical memorandum 
X-3524, 78-7503 

NASA technical memorandum 
X-3525, 78-7504 

NASA technical memorandum 
X-3526, 78-7505 

NASA technical memorandum 
X-3527, 78-9365 

NASA technical memorandum 
X-3528, 78-7506 

NASA technical memorandum 
X-3529, 78-9366 

NASA technical memorandum 
X-3530, 78-9367 

NASA technical memorandum 
X-3531, 78-9368 

NASA technical memorandum 
X-3532, 78-7507 

NASA technical memorandum 
X-3533, 78-9369 

NASA technical memorandum 
X-3534, 78-15764 

NASA technical memorandum 
X-3535, 78-7508 

NASA technical memorandum 
X-3536, 78-7509 

NASA technical memorandum 
X-3537, 78-7510 


; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 


; NASA TM 





NASA technical memorandum 
X-3538, 78-7511 

NASA technical memorandum 
X-3539, 78-13935 

NASA technical memorandum 
X-3540, 78-7512 

NASA technical memorandum 
X-3541, 78-7513 

NASA technical memorandum 
X-3542, 78-7514 

NASA technical memorandum 
X-3544, 78-15765 

NASA technical memorandum 
X-3545, 78-7515 

NASA technical memorandum 
X-3546, 78-9370 

NASA technical memorandum 
X-3547, 78-9371 

NASA technical memorandum 
X-3548, 78-9372 

NASA technical memorandum 
X-3550, 78-9373 

NASA technical memorandum 
X-3551, 78-7516 

NASA technical memorandum 
X-3552, 78-13936 

NASA technical memorandum 
X-3553, 78-9374 

NASA technical memorandum 
X-3554, 78-18127 

NASA technical memorandum 
X-3555, 78-9375 

NASA technical memorandum 
X-3557, 78-9376 

NASA technical memorandum 
X-3558, 78-9377 

NASA technical memorandum 
X-3559, 78-13937 

NASA technica! memorandum 
X-3560, 78-9378 

NASA technical memorandum 
X-3561, 78-18128 

NASA technical memorandum 
X-3562, 78-13938 

NASA technical memorandum 
X-3563, 78-9379 

NASA technical memorandum 
X-3564, 78-9380 

NASA technical memorandum 
X-3565, 78-9381 

NASA technical memorandum 
X-3566, 78-9382 

NASA technical memorandum 
X-3567, 78-13939 

NASA technical memorandum 
X-3568, 78-7517 

NASA technical memorandum 
X-3569, 78-9383 

NASA technical memorandum 
X-3571, 78-9384 

NASA technical memorandum 
X-3572, 78-21832 

NASA technical memorandum 
X-58191, 78-18129 

NASA technical memorandum 
X-73251, 78-13940 

NASA technical memorandum 
X-78318, 78-18130 


; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA TM 
; NASA T™ 


: NASA TM 





December 1978 


NASA technical 
TM-78422, 78-9391 
NASA technical 
TM-78423, 78-9392 
NASA technical memorandum 
78-9385 
NASA technical 
78-9386 
NASA technical 
78-26322 
NASA technical 
78-26323 
NASA technical 
78-9387 
NASA technical 
78-13941 
NASA technical 
78-18131 
NASA technical 
78-23297 
NASA technical 
78-20496 
NASA technical 
78-18132 
NASA technical 
78-13942 
NASA technical 
78-18133 
NASA technical 
78-18134 
NASA technical 
78-18135 


memorandum 


memorandum 


memorandum 


memorandum 


memorandum 


memorandum 


memorandum 


memorandum 


memorandum 


memorandum 


memorandum 


NASA Technical memorandum ; 74076, 


78-18136 
NASA technical 
78-18137 
NASA technical 
78-18138 
NASA technical 
78-18139 
NASA technical 
78-9388 
NASA technical 
78-18140 
NASA technical 
78-9389 
NASA technical 
78-18141 
NASA technical 
78-9390 
NASA technical 
78-26324 
NASA technical 
78-26325 
NASA technical 
78-18142 
NASA technical 
78-26326 
NASA technical 
78-26327 
NASA technical 
78-26328 
NASA technical 
78-26329 
NASA technical 
78-26330 
NASA technical 
78-26331 


memorandum 


memorandum 


memorandum 


memorandum 


memorandum 


memorandum 


memorandum 


memorandum 


memorandum 


memorandum 


memorandum 


memorandum 


memorandum 


memorandum 


memorandum 


memorandum 


memorandum ; 


memorandum ; 


memorandum ; 


memorandum ; 


memorandum ; 


; NASA 


; NASA 


; 56049, 
; 58203, 
; 72846, 
; 72855, 


; 73243, 


73252, 


Me ey 7M 
<7 94to, 
; 73868, 
; 74044, 
; 74046, 
; 74056, 


; 74057, 


74074, 


; 74077, 


; 74088, 


74090, 


; 74097, 
; 78048, 
; 78118, 
; 78119, 


; 78120, 


78125, 


78137, 


; 78433, 
; 78446, 
; 78478, 
; 78511, 
; 78630, 
; 78633, 


; 78643, 


Do not order from index; see indicated entry 





NASA technical 
78-26332 
NASA technical 
78-26333 
NASA technical 
78-26334 
NASA technical 
78-26335 
NASA technical 
78-26336 
NASA technical 
78-26337 
NASA technical 
78-23298 
NASA technical 
78-23296 
NASA technical 
78-24216 
NASA technical 
78-18143 
NASA technical 
78-26338 
NASA technical 
78-26339 
NASA technical 
78-26340 
NASA technical note 
78-11673 


NASA technical note ; 


78-13897 


NASA technical note ; 


78-11674 


NASA technical note ; 


78-11675 
NASA technical note 
78-11677 


NASA technical note ; 


78-18059 


NASA technical note ; 


78-13898 


NASA technical note ; 


78-11678 


NASA technical note ; 


78-11679 


NASA technical note ; 


78-11680 


NASA technical note ; 


78-11681 

NASA technical note 
78-18060 

NASA technical note 
78-21795 

NASA technical note 
78-11682 

NASA technical note 
78-11683 

NASA technical note 
78-18061 

NASA technical note 
78-11684 

NASA technical note 
78-11685 

NASA technical note 
78-21796 

NASA technical note 
78-11686 

NASA technical note 
78-18062 


memorandum 
memorandum 
memorandum ; 
memorandum ; 
memorandum 
memorandum 
memorandum ; 
memorandum ,; 
memorandum 
memorandum ; 
memorandum 
memorandum 


memorandum 


; 78658, 
; 78685, 
78694, 
78695, 
; 78696, 
; 78716, 
78853, 
78884, 
; 78918, 
79325, 
; 79326, 
; 79730, 
; 79731, 
; NASA TN D-7934, 
NASA TN D-8187, 
NASA TN D-8195, 
NASA TN D-8204, 
; NASA TN D-8245, 
NASA TN D-8248, 
NASA TN D-8257, 
NASA TN D-8259, 
NASA TN D-8263, 
NASA TN D-8265, 
NASA TN D-8266, 
; NASA TN D-8269, 
; NASA TN D-8274, 
; NASA TN D-8275, 
; NASA TN D-8276, 
; NASA TN D-8282, 
; NASA TN D-8288, 
; NASA TN D-8289, 
; NASA TN D-8290, 
; NASA TN D-8292, 


; NASA TN D-8293, 


Page I-2717 





NASA technical note 
78-18063 

NASA technical note 
78-11687 

NASA technical note 
78-11688 

NASA technical note 
78-11689 

NASA technical note 
78-11690 

NASA technical note 
78-11691 

NASA technical note 
78-11692 

NASA technical note 
78-11693 

NASA technical note 
78-11694 

NASA technical note 
78-11695 

NASA technical note 
78-13899 

NASA technical note 
78-11696 

NASA technical note 
78-11697 

NASA technical note 
78-15753 

NASA technical note 
78-11698 

NASA technical note 
78-21797 

NASA technical note 
78-11699 

NASA technical note 
78-11700 

NASA technical note 
78-11701 

NASA technical note 
78-11702 

NASA technical note 
78-13900 

NASA technical note 
78-21798 

NASA technical note 
78-11703 

NASA technical note 
78-11704 

NASA technical note 
78-11705 

NASA technical note 
78-11706 

NASA technical note 
78-21799 

NASA technical note 
78-13901 

NASA technical note 
78-13902 

NASA technical note 
78-11707 

NASA technical note 
78-11708 

NASA technical note 
78-11709 

NASA technical note 
78-18064 

NASA technical note 
78-11710 


Page I-2718 


; NASA TN D-8295, 
; NASA TN D-8296, 
; NASA TN D-8297, 
; NASA TN D-8299, 
; NASA TN D-8300, 
; NASA TN D-8303, 
; NASA TN D-8304, 
; NASA TN D-8305, 
; NASA TN D-8306, 
; NASA TN D-8307, 
; NASA TN D-8308, 
; NASA TN D-8309, 
; NASA TN D-8314, 
; NASA TN D-8315, 
; NASA TN D-8319, 
; NASA TN D-8321, 
; NASA TN D-8322, 
; NASA TN D-8323, 
; NASA TN D-8324, 
; NASA TN D-8325, 
; NASA TN D-8326, 
; NASA TN D-8327, 
; NASA TN D-8328, 
; NASA TN D-8329, 
; NASA TN D-8330, 
; NASA TN D-8331, 
; NASA TN D-8332, 
; NASA TN D-8333, 
; NASA TN D-8334, 
; NASA TN D-8335, 
; NASA TN D-8336, 
; NASA TN D-8337, 
; NASA TN D-8338, 


; NASA TN D-8339, 





Series/Report Index 


NASA technical note 
78-15754 

NASA technical note 
78-15755 

NASA technical note 
78-11711 

NASA technical note 
78-13903 

NASA technical note 
78-9321 

NASA technical note 
78-11712 

NASA technical note 
78-11713 

NASA technical note 
78-13904 

NASA technical note 
78-21800 

NASA technical note 
78-11714 

NASA technical note 
78-11715 

NASA technical note 
78-21801 

NASA technical note 
78-11716 

NASA technical note 
78-11717 

NASA technical note 
78-18065 

NASA technical note 
78-11718 

NASA technical note 
78-11719 

NASA technical note 
78-21802 

NASA technical note 
78-21803 

NASA technical note 
78-11720 

NASA technical note 
78-21804 

NASA technical note 
78-11721 

NASA technical note 
78-11722 

NASA technical note 
78-24213 

NASA technical note 
78-11723 

NASA technical note 
78-15756 

NASA technical note 
78-13905 

NASA technical note 
78-11724 

NASA technical note 
78-11725 

NASA technical note 
78-11726 

NASA technical note 
78-18066 

NASA technical note 
78-11727 

NASA technical note 
78-11728 

NASA technical note 
78-15757 


; NASA TN D-8340, 
; NASA TN D-8341, 
; NASA TN D-8342, 
; NASA TN D-8343, 
; NASA TN D-8344, 
; NASA TN D-8345, 
; NASA TN D-8347, 
; NASA TN D-8348, 
; NASA TN D-8349, 
; NASA TN D-8350, 
; NASA TN D-8351, 
; NASA TN D-8352, 
; NASA TN D-8353, 
; NASA TN D-8354, 
; NASA TN D-8355, 
; NASA TN D-8356, 
; NASA TN D-8357, 
; NASA TN D-8358, 
; NASA TN D-8359, 
; NASA TN D-8360, 
; NASA TN D-8361, 
; NASA TN D-8362, 
; NASA TN D-8363, 
; NASA TN D-8364, 
; NASA TN D-8365, 
; NASA TN D-8366, 
; NASA TN D-8367, 
; NASA TN D-8368, 
; NASA TN D-8369, 
; NASA TN D-8371, 
; NASA TN D-8372, 
; NASA TN D-8373, 
; NASA TN D-8374, 


; NASA TN D-8375, 


Do not order from index; see indicated entry 





NASA technical note 
78-13906 

NASA technical note 
78-11729 

NASA technical note 
78-13907 

NASA technical note 
78-13908 

NASA technical note 
78-24214 

NASA technical note 
78-11730 

NASA technical note 
78-11731 

NASA technical note 
78-11732 

NASA technical note 
78-11733 

NASA technical note 
78-21805 

NASA technical note 
78-11734 

NASA technical note 
78-21806 

NASA technical note 
78-18067, 

NASA technical note 
78-21807 

NASA technical note 
78-18068 

NASA technical note 
78-15758 

NASA technical note 
78-11735 

NASA technical note 
78-11736 

NASA technical note 
78-18069 

NASA technical note 
78-11737 

NASA technical note 
78-18071 

NASA technical note 
78-21808 

NASA technical note 
78-11738 

NASA technical note 
78-11739 

NASA technical note 
78-11740 

NASA technical note 
78-18072 

NASA technical note 
78-11741 

NASA technical note 
78-18073 

NASA technical note 
78-21809 

NASA technical note 
78-11742 

NASA technical note 
78-13909 

NASA technical note 
78-21810 

NASA technical note 
78-11743 

NASA technical note 
78-9322 


; NASA TN D-8376, 
; NASA TN D-8378, 
; NASA TN D-8379, 
; NASA TN D-8380, 
; NASA TN D-8381, 
; NASA TN D-8382, 
; NASA TN D-8383, 
; NASA TN D-8384, 
; NASA TN D-8385, 
; NASA TN D-8386, 
; NASA TN D-8387, 
; NASA TN D-8388, 


; NASA TN D-8389, 


78-18070 


; NASA TN D-8390, 
; NASA TN D-8391, 
; NASA TN D-8392, 
; NASA TN D-8393, 
; NASA TN D-8394, 
; NASA TN D-8395, 
; NASA TN D-8396, 
; NASA TN D-8399, 
; NASA TN D-8400, 
; NASA TN D-8401, 
; NASA TN D-8402, 
; NASA TN D-8403, 
; NASA TN D-8404, 
; NASA TN D-8405, 
; NASA TN D-8406, 
; NASA TN D-8407, 
; NASA TN D-8409, 
; NASA TN D-8410, 
; NASA TN D-8411, 
; NASA TN D-8412, 


; NASA TN D-8413, 





NASA technical note ; NASA TN D-8414, 


78-21811 


NASA technical note ; NASA TN D-8416, 


78-21812 


NASA technical note ; NASA TN 


78-18074 

NASA technical note 
78-13910 

NASA technical note 
78-13911 

NASA technical note 
78-18075 

NASA technical note 
78-11744 

NASA technical note 
78-21813 

NASA technical note 
78-9323 

NASA technical note 
78-24215 


NASA technical note ; 


78-18076 
NASA technical note 
78-11745 


NASA technical note ; 


78-13912 


NASA technical note ; 


78-15759 


NASA technical note ; 


78-11746 


NASA technical note ; 


78-18077 


NASA technical note ; 


78-13913 
NASA technical note 
78-11747 


NASA technical note ; 


78-11748 

NASA technical note 
78-18078 

NASA technical note 
78-11749 

NASA technical note 
78-13914 


NASA technical note ; 


78-11750 


NASA technical note ; 


78-21814 
NASA technical note 
78-11751 


NASA technical note ; 


78-18079 


NASA technical note ; 


78-9324 


NASA technical note ; 


78-13915 


NASA technical note ; 


78-21815 
NASA technical note 
78-13916 


NASA technical note ; 


78-13917 
NASA technical note 
78-18080 


NASA technical note ; 


78-21816 
NASA technical note 
78-18081 


; NASA TN 


; NASA TN 


; NASA 


TN 


; NASA TN 


; NASA TN 


; NASA TN 


: NASA 


; NASA 


NASA 


NASA 


NASA 


NASA 


NASA 


TN 


NASA TN 


TN 


TN 


TN 


TN 


TN 


T™N 


; NASA T 


NASA 


; NASA 


; NASA 


; NASA 


NASA 


NASA 


; NASA 


NASA 


NASA 


NASA 


NASA 


T 


TN 


™N 


TN 


TN 


TN 


TN 


TN 


TN 


T™N 


TN 


; NASA TN 


; NASA 
NASA 


; NASA 


NASA TN 


TN 


TN 


TN 


D-8417, 
D-8418, 
D-8419, 
D-8420, 
D-8421, 
D-8422, 
D-8423, 
D-8424, 
D-8425, 
D-8426, 
D-8428, 
D-8429, 
D-8430, 
D-8433, 
D-8434, 


D-8435, 


1 D-8436, 


D-8437, 
D-8438, 
D-8439, 
D-8440, 
D-8441, 
D-8442, 
D-8443, 
D-8444, 
D-8445, 
D-8446, 
D-8447, 
D-8448, 
D-8449, 
D-8450, 


D-8451, 





December 


NASA technical note 
78-13918 


NASA technical note ; 


78-18082 


NASA technical note ; 


78-21817 
NASA technical note 
78-13919 


NASA technical note ; 


78-13920 
NASA technical note 
78-9325 


NASA technical note ; 


78-18083 
NASA technical note 
78-18084 


NASA technical note ; 


78-21818 


NASA technical note ; 


78-18085 


NASA technical note ; 


78-18086 
NASA technical note 
78-18087 


NASA technical note ; 


78-18088 


NASA technical note ; 


78-9326 
NASA technical note 
78-9327 


NASA technical note ; 


78-18089 


NASA technical note ; 


78-9328 


NASA technical note ; 


78-18090 
NASA technical note 
78-13921 


NASA technical note ; 


78-18091 
NASA technical note 
78-9329 


NASA technical note ; 


78-9330 


NASA technical note ; 


78-21819 


NASA technical note ; 


78-9331 


NASA technical note ; 


78-21820 


NASA technical note ; 


78-9332 
NASA technical note 
78-18092 


NASA technical note ; 


78-18093 


NASA technical note ; 


78-18094 
NASA technical note 
78-18095 


NASA technical note ; 


78-9333 


NASA technical note ; 


78-9334 

NASA technical note 
78-9335 

NASA technical note 
78-9336 


1978 


; NASA TN D-8452, 


NASA TN D-8453, 
NASA TN D-8454, 
; NASA TN D-8455, 
NASA TN D-8456, 
; NASA TN D-8458, 
NASA TN D-8459, 
; NASA TN D-8460, 
NASA TN D-8461, 
NASA TN D-8462, 
NASA TN D-8464, 
; NASA TN D-8465, 
NASA TN D-8466, 
NASA TN D-8467, 
; NASA TN D-8468, 
NASA TN D-8469, 
NASA TN D-8470, 
NASA TN D-8471, 
; NASA TN D-8472, 
NASA TN D-8473, 
; NASA TN D-8474, 
NASA TN D-8475, 
NASA TN D-8476, 
NASA TN D-8477, 
NASA TN D-8478, 
NASA TN D-8479, 
; NASA TN D-8480, 
NASA TN D-8481, 
NASA TN D-8482, 
; NASA TN D-8483, 
NASA TN D-8484, 
NASA TN D-8485, 
; NASA TN D-8486, 


; NASA TN D-8487, 


Do not order from index; see indicated entry 





NASA technical note 
78-18096 

NASA technical note 
78-9337 

NASA technical note 
78-18097 

NASA technical note 
78-21821 

NASA technical note 
78-9338 

NASA technical note 
78-9339 

NASA technical note 
78-9340 

NASA technical note 
78-9341 

NASA technical note 
78-18098 

NASA technical note 
78-9342 

NASA technical note 
78-18099 

NASA technical note 
78-18100 

NASA technical note 
78-18101 

NASA technical note 
78-9343 

NASA technical note 
78-9344 

NASA technical note 
78-18102 

NASA technical note 
78-9345 

NASA technical note 
78-18103 

NASA technical note 
78-21822 

NASA technical note 
78-13922 

NASA technical note 
78-13923 

NASA technical note 
78-18104 

NASA technical note 
78-13924 

NASA technical note 
78-18105 

NASA technical note 
78-9346 

NASA technical note 
78-13925 

NASA technical note 
78-15760 

NASA technical note 
78-18106 

NASA technical note 
78-13926 

NASA technical note 
78-9347 

NASA technical note 
78-18107 

NASA technical note 
78-9348, 


78-9349 
NASA technical note 
78-9350 


; NASA TN D-8488, 
; NASA TN D-8489, 
; NASA TN D-8490, 
; NASA TN D-8491, 
; NASA TN D-8492, 
; NASA TN D-8493, 
; NASA TN D-8494, 
; NASA TN D-8495, 
; NASA TN D-8496, 
; NASA TN D-8497, 
; NASA TN D-8498, 
; NASA TN D-8499, 
; NASA TN D-8500, 
; NASA TN D-8501, 
; NASA TN D-8502, 
; NASA TN D-8503, 
; NASA TN D-8504, 
; NASA TN D-8506, 
; NASA TN D-8507, 
: NASA TN D-8508, 
; NASA TN D-8509, 
; NASA TN D-8510, 
; NASA TN D-8511, 
; NASA TN D-8513, 
; NASA TN D-8514, 
; NASA TN D-8515, 
; NASA TN D-8516, 
; NASA TN D-8517, 
; NASA TN D-8518, 
; NASA TN D-8519, 
; NASA TN D-8520, 


; NASA TN D-8522, 


78-18108 
NASA technical note ; 


NASA TN D-8523, 


; NASA TN D-8524, 


Page 1-2719 





Series/Report Index 


NASA technical note ; NASA TN D-8525, NASA technical paper ; 1076, 78-26363 NASA technical paper ; 1165, 78-18315 
78-18109 NASA technical paper ; 1078, 78-18284 NASA technical paper ; 1166, 78-24239 
NASA technical note ; NASA TN D-8526, NASA technical paper ; 1079, 78-15779 NASA technical paper ; 1167, 78-26387 
78-9351 NASA technical paper ; 1081, 78-18285 NASA technical paper ; 1168, 78-26388 
NASA technical note ; NASA TN D-8527, NASA technical paper ; 1082, 78-15780 NASA technical paper ; 1169, 78-26389 
78-9352 NASA technical paper ; 1084, 78-9464 NASA technical paper ; 1170, 78-24240 
NASA technical note ; NASA TN D-8528, NASA technical paper ; 1086, 78-18286 NASA technical paper ; 1171, 78-26390 
78-18110 NASA technical paper ; 1088, 78-18287 NASA technical paper ; 1172, 78-26391 
NASA technical note ; NASA TN D-8529, NASA technical paper ; 1090, 78-15781 NASA technical paper ; 1173, 78-26392 
78-9353 NASA technical paper ; 1093, 78-18288 NASA technical paper ; 1174, 78-26393 
NASA technical paper ; 1001, 78-18254 NASA technical paper ; 1094, 78-18289 NASA technical paper ; 1179, 78-26394 
NASA technical paper ; 1002, 78-18255 NASA technical paper ; 1095, 78-18290 NASA technical paper ; 1180, 78-26395 
NASA technical paper , 1003, 78-24231 NASA technical paper ; 1097, 78-15782 NASA technical paper ; 1 182, 78-26396 
NASA technical paper ; 1005, 78-15771 NASA technical paper ; 1098, 78-18291 NASA technical paper ; 1183, 78-26397 
NASA technical paper ; 1007, 78-18256 NASA technical paper ; 1099, 78-18292 NASA technical paper ; 1186, 78-26398 
NASA technical paper ; 1008, 78-13963 NASA technical paper ; 1100, 78-26364 NASA technical paper ; 1189, 78-26399 
NASA technical paper ; 1009, 78-18257 NASA technical paper ; 1101, 78-26365 NASA technical paper 5 1 190. 78-26400 
NASA technical paper ; 1010, 78-9459 NASA technical paper ; 1102, 78-24234 NASA technical paper 1 192. 78-26401 
NASA technical paper ; 1011, 78-18258 NASA technical paper ; 1103, 78-24235 mAh tochaltal nanet ‘ 1 194. 78-26402 
NASA technical paper ; 1013, 78-18259 NASA technical paper ; 1104, 78-18293 eikea cocked ant el sea. 46-96466 
NASA technical paper ; 1014, 78-18260 | NASA technical paper ; 1107, 78-18294 ete eee on “9 chee 
NASA technical paper ; 1015, 78-7523 NASA technical paper ; 1108, 78-18295 | NASA technical paper ; 1196, 78- 
NASA technical paper ; 1017, 78-9460 NASA technical paper ; 1109, 78-18296 | NASA technical paper ; 1197, 78-26405 
NASA technical paper ; 1018, 78-15772 | NASA technical paper ; 1111, 78-18297 | NASA technical paper ; 1199, 78-26406 
NASA technical paper ; 1019, 78-18261 | NASA technical paper ; 1112, 78-18298 | NASA technical paper ; 1200, 78-26407 
NASA technical paper ; 1020, 78-13964 NASA technical paper ; 1113, 78-26366 NASA technical paper ; 1201, 78-26408 
NASA technical paper ; 1021, 78-18262 NASA technical paper ; 1115, NASA technical paper ; 1203, 78-26409 
NASA technical paper ; 1023, 78-13965 NASA technical paper ; 1116, NASA technical paper ; 1204, 78-26410 
NASA technical paper ; 1024, 78-26358 NASA technical paper ; 1117, NASA technical paper ; 1205, 78-26411 
NASA technical paper ; 1026, 78-18263 NASA technical paper ; 1118, NASA technical paper ; 1212, 78-26412 
NASA technical paper ; 1027, 78-26359 NASA technical paper ; 1119, NASA technical paper ; 1227, 78-26413 
NASA technical paper ; 1031, 78-18264 NASA technical paper ; 1120, NASA technical paper ; 1240, 78-26414 
NASA technical paper ; 1033, 78-i 3966 NASA technical paper ; 1121, NASA technical report ; NASA TR R-312, 
NASA technical paper ; 1034, 78-9461 NASA technical paper ; 1124, 78-24209 


NASA technical paper ; 1036, 78-9462 NASA technical paper ; 1125, NASA technical report ; NASA TR R-462, 
NASA technical paper ; 1037, 78-18265 NASA technical paper ; 1126, 78-18057 


NASA technical paper ; 1038, 78-26360 NASA technical paper ; 1127, NASA technical report ; NASA TR R-463, 
NASA technical paper ; 1039, 78-18266 NASA technical paper ; 1128, 78-9319 

NASA technical paper ; 1040, 78-24232 NASA technical paper ; 1129, NASA technical report ; NASA TR R-464, 
NASA technical paper ; 1041, 78-18267 NASA technical paper ; 1130, 78-13896 

NASA technical paper ; 1042, 78-18268 NASA technical paper ; 1131, NASA technical report ; NASA TR R-467, 
NASA technical paper ; 1043, 78-18269 NASA technical paper ; 1132, 78-18058 

NASA technical paper ; 1044, 78-18270 NASA technical paper ; 1133, NASA technical report ; NASA TR R-469, 
NASA technical paper ; 1045, 78-24233 NASA technical paper ; 1134, 78-21790 

NASA technical paper ; 1046, 78-18271 NASA technical paper ; 1137, NASA technical report ; NASA TR R-470, 
NASA technical paper ; 1048, 78-18272 NASA technical paper ; 1138, 78-21791 

NASA technical paper ; 1050, 78-15773 NASA technical paper ; 1140, NASA technical report ; NASA TR R-471, 
re ae paper ; 1052, pie NASA technical paper ; 1142, 7178-21792 

NASA technical paper ; 1053, 78-15774 NASA technical paper ; 1143, : ; 
NASA ee. paper ; 1054, 78-18273 NASA technical paper ; 1144,  —a Se ee ee Ne 
NASA technical paper ; 1055, 78-18274 NASA technical paper ; 1146, : : 

NASA technical paper ; 1056, 78-18275 NASA technical paper ; 1147, aye eee ee: een er 
NASA technical paper ; 1057, 78-15775 NASA technical paper ; 1148, s ; 

NASA technical paper ; 1058, 78-18276 | NASA technical paper ; 1149, NASA technical translation ; NASA TT F- 
NASA technical paper ; 1060, 78-15776 NASA technical paper ; 1150, 666, bites shane . 

NASA technical paper ; 1061, 78-15777 NASA technical paper ; 1151, NASA technical translation ; NASA TT F- 
NASA technical paper ; 1062, 78-9463 NASA technical paper ; 1152, 674, 78-242 12 

NASA technical paper ; 1063, 78-18277 | NASA technical paper ; 1153, NASA TM ; 78856, 78-25451 

NASA technical paper ; 1064, 78-18278 NASA technical paper ; 1154, National Arboretum contribution ; no. 4, 
NASA technical paper ; 1065, 78-18279 NASA technical paper ; 1155, 78-6241 J 

NASA technical paper ; 1066, 78-18280 NASA technical paper ; 1156, National Archives publication ; no. 51-18, 
NASA technical paper ; 1067, 78-13967 NASA technical paper ; 1157, 78-15384 

NASA technical paper ; 1068, 78-18281 NASA technical paper ; 1158, National Bureau of Standards special publi- 
NASA technical paper ; 1069, 78-26361 NASA technical paper ; 1160, cation ; 500-26, 78-6273 

NASA technical paper ; 1070, 78-15778 NASA technical paper ; 1161, National Cancer Institute monograph ; 46, 
NASA technical paper ; 1071, 78-18282 NASA technical paper ; 1162, 78-15412 

NASA technical paper ; 1072, 78-26362 NASA technical paper ; 1163, National Cancer Institute monograph ; 47, 
NASA technical paper ; 1073, 78-18283 NASA technical paper ; 1164, 78-26386 78-15413 


Page I-2720 








Do not order from index; see indicated entry 





National Clearinghouse for Alcohol Infor- 
mation, subject area bibliography ; 0560, 
78-11274 

A national crime panel survey report ; no. 
SD-NCS-C-8, 78-5101 

A national crime panel survey report ; no. 
SD-NCS-C-9, 78-5102 

A national crime panel survey report ; no. 
SD-NCS-C-10, 78-5103 

A national crime panel survey report ; no. 
SD-NCS-C-11, 78-5104 

A national crime panel survey report ; no. 
SD-NCS-C-12, 78-5105 

A national crime panel survey report ; no. 
SD-NCS-C-13, 78-5106 

A national crime panel survey report ; no. 
SD-NCS-C-14, 78-5107 

A national crime panel survey report ; no. 
SD-NCS-C-15, 78-5108 

A national crime panel survey report ; 
SD-NCS-C-16, 78-675 

A national crime panel survey report ; no. 
SD-NCS-C-17, 78-5109 

A National crime panel survey report ; no. 
SD-NCS-N-7, 78-21669 

A national crime survey report ; no. 
NCS-C-7, 78-9211 

A national crime survey report ; no. 
NCS-C-18, 78-676 

A national crime survey report ; no. 
NCS-C-19, 78-677 

A National crime survey report ; no. 
NCS-N-6, 78-21668 

A national crime survey report ; no. SD- 
NCS-N-8, 78-9212 

National Evaluation Program : Series A ; 
no. 19, 78-24095 

National Evaluation Program : Series A ; 
no. 20, 78-21672 

National experimental and evaluation pro- 
gram project ;no. 11, 78-5288 

National Institute on Drug Abuse research 
monograph series ; no. 12, 78-517 

National Institute on Drug Abuse research 
monograph series ; no. 14, 78-518 

National Institute on Drug Abuse research 
monograph series ; no. 15, 78-7149 

National Institute on Drug Abuse research 
monograph series ; no. 16, 78-7150 

National Institute on Drug Abuse research 
monograph series ; no. 17, 78-7151 

National Institute on Drug Abuse research 
monograph series ; no. 18, 78-8996 

National Mediation Board case ; no. A- 
9699, 78-15788 

National Park Service history series, 78- 
24040 

National Park Service scientific monograph 
series ; no. 10, 78-7342 

National prisoner statistics bulletin ; no. 
SD-NPS-CP-5, 78-7421 

National prisoner statistics bulletin ; no. 
SD-NPS-PSF-4, 78-17918 

National security affairs monograph ; 77-4, 
78-8671 

National security affairs monograph ; 77-5, 
78-10657 


SD- 


SD- 


SD- 


SD- 





December 1978 


National security affairs monograph ; 78-1, 
78-20052 
National security affairs monograph ; 78-2, 
78-23042 
National security affairs monograph ; 78-3, 
78-20053 
National security affairs monograph ; 78-4, 
78-20054 
National security affairs monograph ; 77-6, 
78-12577 
National standard reference data series ; 
NSRDS-NBS 60, 78-19778 
National standard reference data series ; 
NSRDS-NBS 61, 78-19779 
National standard reference data series ; 
NSRDS-NBS 62, 78-22888 
The National survey of historic sites and 
buildings ; v. 20, 78-7331 
National Weather Service communications 
handbook ; 5, 78-19871 
National Weather Service forecasting hand- 
book ; no. 1, 78-19870 
Natural disaster survey report ; 77-1, 78- 
1463 
Natural resources report ; 13, 
Natural resources report ; 14, 
Natural resources report ; 16, 
Natural resources reports ; 11, 
Natural resources reports ; 15, 
NAVDOCKS P-706.0, 78-6513 
NAVEDTRA, 78-20010, 78-20012, 
78-25313 
NAVEDTRA ; 007-01-69-76, 
NAVEDTRA ; 008-01-69-77, 
NAVEDTRA ; 010-01-69-77, 
NAVEDTRA 
20015 
NAVEDTRA ; 10056-D, 
NAVEDTRA ; 10057-D, 
NAVEDTRA ; 10111-F, 
NAVEDTRA ; 10119-A, 
NAVEDTRA ; 10209-A, 
NAVEDTRA 10228-G, 
NAVEDTRA ; 10232-B, 
NAVEDTRA ; 10258-F, 
NAVEDTRA ; 10270-F, 
NAVEDTRA ; 10275-F., 
NAVEDTRA ; 10295-B, 
NAVEDTRA ; 10302-D, 
NAVEDTRA ; 10321-B, 
NAVEDTRA ; 10348-D, 
NAVEDTRA ; 10360-E, 
NAVEDTRA ; 10362-B, 
NAVEDTRA , 10368-F, 
NAVEDTRA ; 10378-D, 
NAVEDTRA ; 10387-B, 78-1536 
NAVEDTRA ; 10455, 78-1538 
NAVEDTRA ; 10546-D, 78-4503 
NAVEDTRA ; 10792-D, 78-15119 
NAVEDTRA ; 10805, 78-20368 
NAVEDTRA ; 10883-B, 78-1543, 78- 
15120 
NAVEDTRA ; 16138-G, 
NAVEDTRA ; 46603A, 
NAVEDTRA ; 46604, 78-20013 
NAVEDTRA ; 46610, 78-20011 
NAVELEX ; p-4110.3A, 78-20219 
NAVFAC DM ; 1, 78-12764 


78-26202 

78-26203 

78-26204 
78-21588 
78-21589 


78-25314 
78-8725 
78-4501 
0503-LP-003-0280, 78- 


78-4504 
78-1541 
78-20362 
78-23181 
78-20365 
78-25315 
78-20364 
78-1540 
78-20367 
78-4502 
78-20366 
78-20361 
78-12760 
78-25312 
78-1535 
78-4498 
78-4499 
78-1542 


78-4506 
78-20014 


Do not order from index; see indicated entry 





NAVFAC DM ; 2, 
NAVFAC DM ; 4, 
NAVFAC DM ; 5, 
NAVFAC DM ; 5.5, 
NAVFAC DM ; 6, 
NAVFAC DM ; 26, 
NAVFAC DM ; 33, 
NAVFAC DM ; 34, 
NAVFAC DM ; 36, 
NAVFAC MO-213, 
NAVFAC MO-230, 
NAVFAC MO-321, 
NAVFAC MO-322, 
NAVFAC MO-340, 
NAVFAC P-18, 
NAVFAC P-300, 
NAVFAC P-330, 
NAVFAC P-404, 
NAVFAC ; P-436, 
NAVFAC P-703.0, 
NAVFAC; P 706.0, 
NAVFAC P-716, 78-10818, 
NAVFAC P-970, 78-20410 
NAVMAT ; P-4200, 78-3049 
NAVMAT ; P-4202, 78-3048 
NAVMATINST ; 4355.69, 78-23079 
NAVMATINST ; 4355.69A, 78-4321 
NAVMC ; 1195 (rev.75), 78-20014 
NAVMC ; 2573, 78-20013 
NAVMC ; 2646A, 78-20015 
NAVMC ; 2669, 78-20010 
NAVMC 2671, 78-4418 
NAVMC ; 2672, 78-20011 
NAVMC ; 2674, 78-20012 
NAVMC ; 2680, 78-20016 
NAVMED ; P-117, 78-12756, 
NAVMED _; P-5027, 
23179 
NAVMED ; P-5028, 
NAVMED ; P-5080, 
NAVMED ; P-5088, 
NAVMED ; 
20354 
NAVPERS ; 10315-B, 
NAVPERS ; 15,009, 
NAVPERS 
15122 
NAVPERS ; 15020, 
NAVPERS ; 15283, 
NAVPERS ; 15295, 
NAVPERS ; 15296, 
NavPers ; 15321, 
NavPers ; 15322, 78-16954 
NavPers ; 15323, 78-20370 
NAVPERS ; 15511, 78-4508 
NAVPERS ; 15791B, 78-3066 
NAVPERS ;_ 15839D, 78-25316, 78- 
25317 
NAVPERS ; 15886, 
NAVPERS ; 15980, 
NAVPERS =; 


78-15124 
78-12765 
78-12766 
78-4336 
78-25319 
78-25320 
78-229 
78-4511 
78-4512 
78-25105 
78-227 
78-4510 
78-228 
78-8726 
78-20373 
78-10830 
78-3071 
78-226 
78-15123, 
78-6512 
78-23182 


78-20372 


78-10819 


78-12757 
78-12758, 78- 


78-3059 
78-224 
78-3058 
P-5113 (Rev. 1978), 78- 
78-4500 

78-16955 

; 15,018, 78-12762, 78- 


78-3065 
78-25318 
78-6510 
78-6509 
78-20371 


78-3068 

78-3069 

18068D, 78-10823, 78- 
10824, 78-10825, 78-10826, 78- 
10827, 78-10828, 78-10829 

NAVPUB ; P3150, 78-15113 

NAVSEA ; 0994-LP-001-9020, 

NAVSHIPS ; 0967-188-4010, 

NAVSHIPS ; 0994-001-9010, 

NAVSO P-1938, 78-6506 


78-20405 
78-15750 
78-20405 


Page I-2721 





NAVSO P-1983, 
NAVSO P-3589, 
NAVSUP PUB ; 7, 
NAVSUP PUB ; 503, 
NAVSUP PUB ; 5500, 
NAVSUP Pub ; 5502, 
NAVSUP Pub ; 5506, 
NAVSUP Pub ; 5508, 
NAVSUP Pub ; 5510, 
NAVSUP Pub ; 5513, 
NAVSUP PUB ; 5515, 
NAVSUP Pub ; 5516, 
NAVSUP PUB ; 5517, 
NAVSUP PUB ; 5519, 
NAVSUP Pub ; 5521, 
NAVSUP Pub ; 5522, 
NAVSUP Pub ; 5529, 
NAVSUP Pub ; 5534, 
NAVSUP Pub ; 5535, 
NAVSUP Pub ; 5536, 
NAVSUP Pub ; 5537, 
NAVSUP Pub ; 5538, 
NAVSUP Pub ; 5539, 
NAVSUP PUB ; 5540, 
NAVSUP Pub ; 5541, 
NAVSUP PUB ; 5542, 
NAVSUP Pub ; 5543, 
NAVSUP Pub 
20102, 78-20103, 
NAVSUP Pub ; 5547, 
NAVSUP Pub ; 5548, 
NAVSUP PUB ; 5549, 
NAVSUP Pub ; 5550, 
NAVSUP Pub ; 5552, 
NAVSUP PUB ; 5553, 
NAVSUP Pub ; 5554, 
NAVSUP Pub ; 5555, 
NAVSUP Pub 
20106, 78-20107 
NAVSUP Pub ; 5557, 


NAVSUPINST ; 4600.72B, 


NAVTRA ,; 10054-D, 
NAVTRA ; 10125-D, 
NAVTRA 10300-C, 

NAVTRA ; 10398-E, 
NAVTRA ; 10867-C, 
NBL ; 287, 78-25508 


NBS building science series 


25028 
NBS building 
19766 
NBS _ building 
1437 
NBS building 
14877 
NBS _ building 
19767 
NBS _ building 
14878 
NBS _ building 
19768 
NBS _ building 
19769 


science 


science 


science 


science 


science 


science 


science 


; 5546, 


3.13556, 


78-23177 
78-23183 
78-25172, 


78-8672 
78-25153 
78-20109 
78-16936 
78-20110 
78-20111 
78-20112 
78-25154 
78-201 13 
78-25155 
78-25156 
78-20114 
78-16939 
78-20115 
78-20116 
78-20117 
78-20118 
78-20119 
78-20120 
78-20121 
78-25157 
78-20122 
78-25158 
78-20108 
78-20101, 
78-20104 
78-20123 
78-20124 
78-25159 
78-20125 
78-20126 
78-25160 
78-20127 
78-20128 
78-20105, 


78-20129 
78-4338 
78-1539 
78-1537 


78-20363 


78-8724 
78-1544 

; 84, 
series ; 102, 
series : 103, 
series ; 106, 
series 109, 
series 
series ; I11, 


series ; 112, 


NBS consumer information series ; 6, 


25036 


NBS consumer information series ; 9, 


19781 


Page I- 2722 


78-25173 


78- 





Series/Report Index 


NBS __ handbook 
22868 
NBS handbook ; 111, 
NBS handbook ; 124, 
NBS handbook ; 126, 
NBS handbook ; 127, 
NBS monograph ; 155, 
NBS monograph ; 160, 78-1438 
NBS monograph ; 161, 78-25029 
NBS special publication ; 250, 78-19732 
NBS special publication ; 260-54, 78- 
8647 
NBS special 
22858 
NBS special 
14868 
NBS special 
25018 
NBS special publication ; 304A, 78-19733 
NBS special publication ; 305, 78-10560 
NBS special publication ; 305/supp.9, 78- 
19734 
NBS special publication ; 330, 
NBS special publication ; 365, 
NBS special publication ; 380, 
NBS special publication 
14869 
NBS special 
14870 
NBS special 
4134 
NBS special 
19735 
NBS special publication ; 410, 
NBS special publication ; 434, 
NBS special publication ; 457-1, 
NBS special publication ; 462, 
NBS special publication ; 464, 
NBS special publication ; 473, 
NBS special publication ; 479, 
NBS special publication 
19736 
NBS special 
19737 
NBS special 
14872 
NBS special 
19738 
NBS special 
4137 
NBS special 
4138 
NBS special 
19739 
NBS special 
19740 
NBS special 
19741 
NBS special 
22861 
NBS special 
25019 
NBS special publication ; 484, 
NBS special publication ; 488, 
NBS special publication ; 490, 
NBS special publication ; 491, 
NBS special publication ; 492, 
NBS special publication ; 493, 


; 44, 78-22867, 78- 
78-19760 
78-19761 
78-22869 
78-25025 
78-14879 


publication ; 260-56, 78- 


publication ; 260-57, 78- 


publication ; 260-59, 78- 


78-1427 
78-4133 
78-22859 

; 400-30, 78- 
publication 


; 400-32, 78- 


publication ; 400-41, 78- 


publication ; 400-46, 78- 
78-14871 
78-4135 

78-1428 
78-22860 
78-4136 

78-1429 
78-118 
480-15, 78- 


publication 480-17, 78- 


publication 480-20, 78- 


publication 480-24, 78- 


publication 480-25, 78- 


publication 480-26, 78- 


publication 480-27, 78- 


publication 480-28, 78- 


publication 480-29, 78- 


publication 480-31, 78- 


publication ; 480-34, 78- 
78-119 
78-25020 
78-1430 
78-120 


Do not order from index; see indicated entry 





NBS special publication ; 494, 
NBS special publication ; 496, 
NBS special publication ; 497, 78-16808 
NBS special publication ; 499, 78-12511 
NBS special publication ; 500-17, 78-122 
NBS special publication ; 500-18, 78- 
19742 
NBS special 
1431 
NBS special 
1432 
NBS special publication ; 500-21, v. 
78-12512 
NBS special publication ; 500-21, v.2, 
12513 
NBS special 
1433 
NBS special 
4140 
NBS special 
6272 
NBS special 
4141 
NBS special 
14874 
NBS special 
19743 
NBS special 
19744 
NBS special 
19745 
NBS special 
19746 
NBS special 
19747 
NBS special 
22863 
NBS special 
19748 
NBS special 
25021 
NBS special 
22864 
NBS special publication ; 501, 
NBS special publication ; 502, 
NBS special publication ; 503, 
NBS special publication ; 504, 
NBS special publication ; 505, 
NBS special publication ; 507, 
NBS special publication ; 508, 
NBS special publication ; 509, 
NBS special publication ; 510, 
NBS special publication 
19756 
NBS special 
19756 
NBS special publication ; 512, 
NBS special publication ; 513, 
NBS special publication ; 514, 
NBS special publication ; 515, 
NBS special publication ; 520, 
NBS special publication ; 530, 
NBS technical note ; 616, 
NBS technical note ; 696, 
NBS technical note ; 697, 
NBS technical note ; 698, 
NBS technical note ; 699, 
NBS technical note ; 710-9, 


78-121 
78-14873 


publication ; 500-19, 


publication ; 500-20, 


publication 500-22, 


publication 500-23, 


publication 500-24, 


publication 500-25, 


publication 500-27, 


publication 500-28, 


publication 500-29, 


publication 500-30, 


publication 500-31, 


publication 500-32, 


publication 500-33, 


publication 500-35, 


publication 500-36, 


publication ; 500-37, 78- 
78-19749 
78-19750 
78-19751 
78-14875 
78-19752 
78-19753 
78-19754 
78-19755 
78-22866 
- $ia-i, 78- 
publication ; 511-2, 78- 
78-19757 
78-19758 
78-19759 
78-25022 
78-25023 
78-25024 
78-125 
78-4144 
78-14880 
78-19770 
78-4145 
78-19771 





NBS technical note 
NBS technical note 
NBS technical note 
NBS technical note 
NBS technical note 
NBS technical note 
NBS technical note 
NBS technical note 
NBS technical note 
22877 

NBS technical note 
NBS technical note 
NBS technical note 
NBS technical note 
NBS technical note 
NBS technical note 
NBS technical note 
NBS technical note 
NBS technical note 
NBS technical note 
NBS technical note 
NBS technical note 
NBS technical note 
NBS technical note 
NBS technical note 
NBS technical note 
NBS technical note 
NBSIR ; 75-926, 

NBSIR ; 75-974, 

NBSIR ; 76-1113, 
NBSIR ; 76-1125, 
NBSIR ; 76-1143, 
NBSIR ; 77-1214, 
NBSIR ; 77-1250, 
NBSIR ; 77-1264, 
NBSIR ; 77-1290, 
NBSIR ; 77-1297, 
NBSIR ; 77-1314, 
NBSIR ; 78-885, 

NBSIR ; 78-1438, 
NBSIR ; 78-1446, 


NCHSR research proceedings series, 


7111 


NCSS report ; A-12, 
NCSS report ; AFDC-3, 


NCSS report ; B-1, 
NCSS report ; D-2, 
NCSS report ; D-3, 
NCSS report ; E-3, 
NCSS report ; E-4, 
NCSS report ; E-5, 
NCSS report ; E-7, 
NCSS report ; E-8, 
NCSS report ; E-9, 
NCUA ; 8006, 
NCUA ; 8007, 
NCUA ; 8017, 
NCUA ; 8025, 
NCUA ; 8029, 
NCUA ; 8039, 
NCUA ; 8045, 
NCUA ; 8046, 
NCUA ; 8048, 
NCUA:R-4 (5001), 


Nebraska water survey paper ; no. 43, 


21491 


Nebraska water survey paper ; no. 44, 


21491 


78- 
78- 
78- 
78- 
78-7526 

78-21851 
78- 
78- 
78-24243 


; 710-10, 
; 910-2, 
; 958, 
; 959, 
; 960, 
; 961, 
; 962, 
; 964, 
; 965, 


78-19772 
78-19773 
78-1439 
78-14881 
78-4146 
78-14882 
78-22876 
78-19774 
78-19775, 78- 
; 966, 
; 968, 
; 969, 
; 970, 
; 972, 
; 974, 
72, 
; 976, 
; 977, 
; 978, 
; 986, 
; 1000, 
; 1001, 
; 1002, 
; 1003, 
; 1004, 
; 1005, 


78-22878 
78-22879 
78-16810 
78-2503 1 
78-22880 
78-2288 1 
78-22882 
78-22883 
78-22884 
78-22885 
78-25032 
78-14883 
78-19776 
78-14884 
78-19777 
78-22886 
78-22887 


78-4147 
78-19782 


78-1441 
78-19783 
78-6845 
78-8648 
78-6274 
78-134 
78-1442 
78-1443 
78-22889 


78-22890 


78-22891 
78-14885 
78- 


78-3262 

78-7051 
78-3264 
78-13434 
78-23707, 
78-17410 
78-3260 
78-3265 
78-4783 
78-13435 
78-13436 
18320, 78-24242 

21853 

24244 

7525 


78-23708 


18321 
18319 


78-3624 
78- 


78- 





December 1978 


New dimensions in mental health ; 1, 
7142 
A new medical science for the 21st centu- 
ry, 78-25897 
News - Bureau of Labor Statistics, 
3536 
NGB manual ; 700-1, 
NGB pamphlet ; 350-1, 
NGB pamphlet ; 360-5, 
NHB ; 5200.1, 78-13943 
NHB ; 5800.1, 78-3608 
NHTSA technical report, 
8114, 78-8115, 
78-26655 
NIDA services research monograph series, 
78-1985, 78-8997, 78-21317, 78- 
25915 
NIDA services research report, 
78-8998, 78-8999, 
11271, 78-11272, 
13575, 78-21318 
NIE papers in education and work - Na- 
tional Institute of Education ; no. 8, 78- 
1925 
NIE papers in education and work - Na- 
tional Institute of Education ; no. 9, 78- 
7066 
NINCDS monograph ; no. 16, 
NINCDS monograph ; no. 17, 
NINCDS monograph ; no. 18, 
NINCDS monograph ; no. 20, 78-8972 
NIOSH _ research report, 78-498, 
11260, 78-11261, 78-13563, 78- 
23849 
NIOSH technical information, 78-490, 
78-491, 78-494, 78-1961, 78-1964 
NIOSH technical report, 78-1963, 78- 
7123, 78-21297, 78-21298, 78- 
21299, 78-21300, 78-21301, 78- 
21302, 78-21303, 78-21304, 78- 
21305 
NIRA; P-0001, 78-3050 
NOAA-—S/T ; 77-2670, 
NOAA-—S/T ; 77-2851, 
NOAA-—S/T ; 77-2864, 
NOAA-—S/T ; 78-77, 
NOAA-—S/T ; 78-114, 78-14903 
NOAA/PA ; 70004, 78-140 
NOAA/PA ; 70005 1975, 78-19865 
NOAA/PA ; 72026, 78-1474 
NOAA/PA ; 73029, 78-19869 
NOAA/PA ; 76008, 78-139 
NOAA/PA ; 76015, 78-6298 
NOAA /PA ; 76022, 78-4163 
NOAA/PA ; 77002, 78-4150 
NOAA/PA ; 77018, 78-1471 
NOAA/PA ; 77023, 78-19866 
NOAA/PA ; 77024, 78-6300 
NOAA/PA ; 77026, 78-1453 
NOAA/PA ; 77027, 78-19868 
NOAA/PA ; 78016, 78-19936 
NOAA/PA ; 78017, 78-14922 
NOAA professional paper ; 8, 
NOAA professional paper ; 9, 
NOAA professional paper ; 10, 
NOAA-S/T, 78-2837 
NOAA-S/T ; 76-1866, 
NOAA S/T ; 76-1896, 


78- 


78- 


78-10673 
78-25165 
78-25 166 


78-8113, 
78-9815, 


78- 
78-18813, 


78-519, 
78-11270, 78- 
78-11273, 78- 


78-7082 
78-433 
78-7083 


78- 


78-4162 
78-14916 
78-4159 
78-14904 


78-1467 
78-145 
78-19860 


78-19877 
78-10589 


Do not order from index; see indicated entry 





NOAA S/T ; 76-1902, 
NOAA S/T ; 76-1975, 
NOAA S/T ; 76-2022, 
NOAA S/T ; 76-2044, 
NOAA S/T ; 76-2045, 
NOAA S/T ; 76-2053, 
NOAA S/T ; 76-2130, 
NOAA S/T ; 76-2207, 
NOAA-S/T ; 76-2297, 
NOAA S/T ; 77-1834, 
NOAA S/T ; 77-2540, 
NOAA S/T ; 77-2568, 
NOAA S/T ; 77-2592, 
NOAA S/T ; 77-2609, 
NOAA-S/T ; 77-2644, 
NOAA S/T ; 77-2707, 
NOAA S/T ; 77-2721, 
NOAA S/T ; 77-2722, 


NOAA S/T ; 77-2774 77-2774, 


NOAA-S/T ; 77-2775, 
NOAA S/T ; 77-2786, 
NOAA-S/T ; 77-2802, 
NOAA-S/T ; 77-2980, 
NOAA-S/T ; 77-2981, 
NOAA-SS/T ; 77-2991, 
NOAA-S/T ; 78-71, 
NOAA-S/T ; 78-81, 
NOAA S/T: 78-117, 
NOAA S/T ; 78-227, 
NOAA-SS/T : 78-272, 
NOAA S/T ; 78-352, 
NOAA S/T ; 78-359, 
NOAA-SS/T ; 2154, 
NOAA technical 
AOML-24, 
NOAA technical 
AOML-27, 
NOAA technical 
APCL-20, 
NOAA technical 
ARL-52, 
NOAA technical 
ARL-65, 78-4154 
NOAA technical 
GLERL-11-1, 
NOAA technical 
GLERL-12, 
NOAA technical 
GLERL-13, 
NOAA technical 
MESA-14, 
NOAA technical 
NSSL-76, 
NOAA technical 
NSSL-79, 
NOAA technical 
NSSL-81, 
NOAA technical 
PMEL-8, 
NOAA technical 
PMEL-9, 78-4157 
NOAA technical 
PMEL-10, 


78-10588 
78-22929 
78-10587 
78-10591 
78-10590 
78-10592 
78-16829 
78-10593 
78-19935 
78-1466 
78-22915 
78-1476 
78-25051 
78-12533 
78-141 
78-19925 
78-19870 
78-16854 


78-1475 
78-12532 
78-22916 
78-22937 
78-22921 
78-1451 


78-19835 
78-22797 
78-22938 
78-22942 
78-19833 
78-22945 
78-22944 
78-19854 
memorandum 
78-19850 
memorandum 
78-19851 
memorandum 
78-10576 
memorandum 
78-19852 
memorandum 


memorandum 
78-4155 

memorandum 
78-19853 
memorandum 
78-4156 
memorandum 
78-14915 
memorandum 
78-10577 
memorandum 
78-25055 
memorandum 
78-25056 
memorandum 
78-14905 
memorandum 


memorandum 
78-1460 


78-1468 


ERL 


ERL 


ERL 


ERL 


ERL 


ERL 


ERL 


ERL 


ERL 


ERL 


ERL 


ERL 


ERL 


ERL 


ERL 


NOAA technical memorandum ; ERL SEL- 


45, 78-10578 


NOAA technical memorandum ; ERL SEL- 


46, 78-1461 


Page I-2723 





NOAA technical memorandum 
WMPO-16, 78-25057 

NOAA technical memorandum 
WMPO-35, 78-4158 

NOAA technical memorandum 
WMPO-38, 78-22920 

NOAA technical memorandum 
WPL-18, 78-25058 

NOAA technical memorandum 
WPL-20, 78-10579 

NOAA technical memorandum 
WPL-21, 78-10580 

NOAA technical memorandum =; 
WPL-23, 78-1462 

NOAA technical memorandum ; NESS 75, 
78-19854 

NOAA technical memorandum ; NESS 84, 
78-10581 

NOAA technical memorandum ; NESS 85, 
78-10582 

NOAA technical memorandum ; NESS 94, 
78-14916 

NOAA technical memorandum ; NESS 95, 
78-19855 

NOAA technical memorandum 
NGS-7, 78-10583 

NOAA technical memorandum ; NOS 18, 
78-10584 

NOAA technical memorandum ; NWS CR- 
61, 78-14917 

NOAA technical memorandum ; NWS CR- 
62, 78-14918 

NOAA technical memorandum 
EDL-14, 78-14919 

NOAA technical memorandum ; NWS ER- 
63, 78-14920 

NOAA technical 
HYDRO-34, 78-14921 

NOAA technical memorandum 
NMC 60, 78-4159 

NOAA technical memorandum ; NWS SR- 
89, 78-4160 

NOAA technical memorandum ; NWS SR- 
90, 78-4161 

NOAA technical 
TDL-62, 78-10575 

NOAA technical memorandum 
TDL-63, 78-10585 

NOAA technical memorandum 
TDL-64, 78-10586 

NOAA technical memorandum 
TDL-65, 78-4162 

NOAA technical memorandum 
WR-117, 78-19856 

NOAA technical memorandum 
WR-120, 78-19857 

NOAA technical report ; 
14904 

NOAA technical report ; EDS 28, 
19835 

NOAA technical report ; ERL 320-SEL 33, 
78-14906 

NOAA technical report ; ERL 385-APML 
26, 78-1455 

NOAA technical report ; ERL 386-AOML 
27, 78-14907 

NOAA technical report ; ERL 387-WPL 
50, 78-1456 


ERL 
ERL 
ERL 
ERL 
ERL 
ERL 


ERL 


; NOS 


; NWS 
memorandum ; NWS 


; NWS 


memorandum NWS 
NWS 
NWS 
NWS 
NWS 
; NWS 
EDS 


25, 78- 


78- 


Page I-2724 





Series/Report Index 


NOAA technical report ; ERL 388-APCL 
41, 78-1457 

NOAA technical report ; ERL 390-PMEL 
28, 78-19836 

NOAA technical report ; ERL 392-WPL 
51, 78-14908 

NOAA technical report ; ERL 393-SEL 40, 
78-19837 

NOAA technical report ; 
NHEML 1, 78-19838 

NOAA technical report ; ERL 395-APCL 
42, 78-22917 

NOAA technical report ; ERL 396-ARL 5, 
78-19839 

NOAA technical report ; NMFS CIRC-403, 
78-1458 

NOAA technical report ; NMFS CIRC-405, 
78-1459 

NOAA technical report ; NMFS CIRC 406, 
78-19840 

NOAA technical report ; NMFS CIRC 407, 
78-19841 

NOAA technical report ; NMFS CIRC 408, 
78-14909 

NOAA technical report ; NMFS CIRC-409, 
78-19842 

NOAA technical report ; NMFS CIRC-411, 
78-19843 

NOAA technical report ; NMFS circular- 
404, 78-4151 

NOAA technical report ; NMFS circular 
413, 78-25052 

NOAA technical report ; NMFS SSRF-678, 
78-14910 

NOAA technical report ; NMFS SSRF-693, 
78-14911 

NOAA technical report ; NMFS SSRF-709, 
78-14912 

NOAA technical report ; NMFS SSRF-712, 
78-142 

NOAA technical report ; NMFS SSRF-713, 
78-143 

NOAA technical report ; NMFS SSRF-714, 
78-4152 

NOAA technical report ; NMFS SSRF-715, 
78-4153 

NOAA technical report ; NMFS SSRF-716, 
78-144 

NOAA technical report ; NMFS SSRF-717, 
78-14913 

NOAA technical report ; NMFS SSRF-718, 
78-14914 

NOAA technical report ; NMFS SSRF-719, 
78-19844 

NOAA technical report ; NMFS SSRF-720, 
78-19845 

NOAA technical report ; NMFS SSRF-721, 
78-19846 

NOAA technical report ; NMFS SSRF-722, 
78-19847 

NOAA technical report ; NMFS SSRF-723, 
78-19848 

NOAA technical report ; NMFS SSRF-724, 
78-19849 

NOAA technical report ; NMFS SSRF-725, 
78-22918 

NOAA technical report ; NOS 72 NGS 7, 
78-25053 


ERL 394- 


Do not order from index; see indicated entry 





NOAA technical report ; NOS 73 NGS 8, 


78-25054 
North American fauna ; no. 72, 


port; no. 1, 78-19935 


Now frontier, man links earth and planets, 
78-18054 


pioneer to Jupiter ; no. 6, 
NP-22775, 78-20455 
NPS publication ; 157, 
NPS publication ; 163, 
NPS publication ; 171, 
NPS publication ; 185, 
NPS publication ; 186, 
NPS publication ; 189, 
NPS ; 150, 78-13789 
NPS ; 173, 78-7330 
NPS ; 177, 78-13784 
NPS ; 181, 78-21581 
NPS ; 183, 78-5067 
NPS ; 188, 78-15609 
NPS ; 1205, 78-17859 
NPS ; 1208, 78-17856 
NPS ; 1211, 78-17855 
NPS ; 1213, 78-17858 
NPS ; 1222, 

NPS ; 1223, 

NPS ; 1225, 

NPS ; 1227, 

NPS ; 1228, 

NPS ; 1229, 

NPS ; 1231, 

NPS ; 1232, 

NRC switchboard ; SL 77-1, 
NRL memorandum report ; 

20400 
NRL memorandum report 

23189 
NRL memorandum 

25350 
NRL memorandum 

20401 
NRL memorandum 

10846 
NRL memorandum 

10847 
NRL memorandum 

10848 
NRL memorandum 

8727 
NRL memorandum 

10849 
NRL memorandum 

20402 
NRL memorandum 

20403 
NRL memorandum 

10850 
NRL memorandum 

10851 
NRL report ; 7937, 
NRL report ; 7952, 
NRL report ; 7953, 
NRL report ; 7958, 
NRL report ; 7959, 
NRL report ; 7964, 
NRL report ; 7973, 
NRL report ; 7983, 
NRL report ; 7985, 


78-649 
78-646 
78-648 
78-647 


report 
report 
report 
report 
report 
report 
report 
report 
report 
report 
report ; 
78-25321 
78-25322 
78-10831 
78-25323 
78-10832 
78-20374 
78-6514 


78-20375 
78-20376 


78-21600 
NOS oceanographic circulatory survey re- 


78-24041 


78-21482 


78-15746 


3456, 
3489, 
3490, 
3525, 
3581, 
3588, 
3610, 
3622, 
3627, 
3628, 
3644, 
3646, 


3662, 





NRL report ; 7986, 
NRL report ; 7987, 
NRL report ; 7992, 
NRL report ; 7993, 
NRL report ; 8002, 
NRL report ; 8003, 
NRL report ; 8004, 
NRL report ; 8006, 
NRL report ; 8009, 
NRL report ; 8013, 
NRL report ; 8014, 
NRL report ; 8015, 
NRL report ; 8016, 
NRL report ; 8019, 
NRL report ; 8020, 
NRL report ; 8021, 
NRL report ; 8030, 
NRL report ; 8031, 
NRL report ; 8032, 
NRL report ; 8035, 
NRL report ; 8036, 
NRL report ; 8037, 
NRL report ; 8038, 
NRL report ; 8039, 
NRL report ; 8040, 
NRL report ; 8042, 
NRL report ; 8043, 
NRL report ; 8046, 
NRL report ; 8047, 
NRL report ; 8049, 
NRL report ; 8050, 
NRL report ; 8051, 
NRL report ; 8055, 
NRL report ; 8056, 
NRL report ; 8062, 
NRL report ; 8063, 
NRL report ; 8064, 
NRL report ; 8066, 
NRL report ; 8068, 
NRL report ; 8071, 
NRL report ; 8073, 
NRL report ; 8074, 
NRL report ; 8082, 
NRL report ; 8084, 
NRL report ; 8085, 
NRL report ; 8086, 
NRL report ; 8087, 
NRL report ; 8088, 
NRL report ; 8091, 
NRL report ; 8093, 
NRL report ; 8094, 
NRL report ; 8099, 
NRL report ; 8101, 
NRL report ; 8104, 
NRL report ; 8107, 
NRL report ; 8108, 
NRL report ; 8111, 
NRL report ; 8113, 
NRL report ; 8114, 
NRL report ; 8118, 
NRL report ; 8119, 
NRL report ; 8123, 
NRL report ; 8131, 
NRL report ; 8132, 
NRL report ; 8133, 
NRL report ; 8139, 
NRL report ; 8147, 
NRL report ; 8166, 


78-25324 
78-25325 
78-25326 
78-20377 
78-10833 
78-25327 
78-20378 
78-10834 
78-20379 
78-10835 
78-10836 
78-25328 
78-20380 
78-20381 
78-20382 
78-20383 
78-20384 
78-25329 
78-25330 
78-20385 
78-25331 
78-25332 
78-10837 
78-10838 
78-20386 
78-25333 
78-20387 
78-10839 
78-23185 
78-25334 
78-25335 
78-25336 
78-25337 
78-20388 
78-10840 
78-20389 
78-20390 
78-10841 
78-10842 
78-20391 
78-20392 
78-25338 
78-20393 
78-10843 
78-20394 
78-25339 
78-25340 
78-10844 
78-6515 

78-20395 
78-20396 
78-20397 
78-20398 
78-25341 
78-25342 
78-25343 
78-23186 
78-4513 

78-23187 
78-20399 
78-25344 
78-23188 
78-25345 
78-25346 
78-25347 
78-25348 
78-25349 
78-10845 





December 1978 


NSB 77-1, 78-15812 
NSB 77-147, 78-18352 
NSB 77-450, 78-13984 
NSB 78-1, 78-26420 


NSF, 78-3629 


NSF-RA-N ; 75-019, 78-24260 


NSF-RA-X-75-016, 
NSF-RA-X-75-017, 


78-18342 
78-18343 


NSF-RA-0001, 78-15809 


NSF/RA-760188, 
NSF/RA-770011, 
NSF/RA-770014, 
NSF/RA-770024, 
NSF/RA-770060, 
NSF/RA-770114, 
NSF/RA-770115, 
NSF/RA 770123, 
NSF/RA-770134, 
NSF/RA-770204, 
NSF/RA-770214, 


78-11028 
78-9472 
78-24259 
78-9471 
78-18341 
78-7530 
78-751 
78-750 
78-9470 
78-2112 
78-15800 


NSF/RA-770245-770250, 78-7532 


NSF/RA-770246, 
NSF/RA-770247, 
NSF/RA-770248, 
NSF/RA-770249, 
NSF/RA-770250, 
NSF/RA-770298, 
NSF/RA-770390, 


78-7532 
78-7532 
78-7532 
78-7532 
78-7532 
78-7531 
78-18334 


NSF SIS 75 1, 78-24271 
NSF 71-21, 78-24264 
NSF 73-19, 78-18335 
NSF 74-51, 78-18353 
NSF 75-9, 78-15798 
NSF 75-11, 78-13978 
NSF 75-13, 78-18340 
NSF 75-34, 78-18338 
NSF 75-325, 78-13979 
NSF 76-2, 78-15810 
NSF 76-22, 78-13976 
NSF 76-34, 78-24250 
NSF 76-43, 78-18346 
NSF 76-320, 78-9475, 78-9477 
NSF 76-324, 78-9478 
NSF 76-326, 78-9476 
NSF 76-327, 78-9479 
NSF 76-328, 78-9474 
NSF 76-329, 78-13983 
NSF 76-330, 78-26419 
NSF 77-17, 78-748 
NSF 77-29, 78-15797 
NSF 77-32, 78-18341 
NSF 77-51-56, 78-7532 
NSF 77-60, 78-13977 
NSF 77-81, 78-26425 
NSF 77-82, 78-24251 
NSF 77-307, 78-13982 
NSF 77-309, 78-18349 
NSF 77-311, 78-13985 
NSF 77-313, 78-18351 
NSF 77-314, 78-9473 
NSF 77-315, 78-18344 
NSF 77-318, 78-26421 
NSF 77-324, 78-1581i 
NSF 77-326, 78-13980 
NSF 78-1, 78-24249 
NSF 78-2, 78-24261 
NSF 78-8, 78-22866 
NSF 78-27, 78-24268 


Do not order from index; see indicated entry 





NSF 78-29, 78-24269 
NSF 78-33, 78-24267 
NSF 78-42, 78-24270 
NSF 78-43, 78-26423 
NSF 78-300, 78-24263 
NSF 78-302, 78-18345 
NSF 78-307, 78-24266 
NSF 78-309, 78-26422 
NSF 78-310, 78-24262 
NSF 308, 78-13981 
NSFSP-39, 78-2113 
NSFSP-40, 78-26424 
NSFSP-41, 78-13986 
NSFSP-42, 78-21858 
NSP ; 1201, 78-21612 
NSSL special report, 78-6302 
NSWC/DL contract report CR ; 71-100, 
78-15114 
NSWC/DL TR ; 3449, 78-4492 
NSWC/DL TR ; 3473, 78-20338 
NSWC/DL TR ; 3475, 78-20339 
NSWC/DL TR ; 3478, 78-20340 
NSWC/DL TR ; 3482, 78-20341 
NSWC/DL TR ; 3485, 78-4493 
NSWC/DL TR ; 3490, 78-20342 
NSWC/DL TR ; 3492, 78-4494 
NSWC/DL TR ; 78-4495 
NSWC/DL TR ; 78-20343 
NSWC/DL TR ; 78-20344 
NSWC/DL TR ; 78-4496 
NSWC/DL TR ; 78-20345 
NSWC/DL TR ; 78-20346 
NSWC/DL TR ; 78-10820 
NSWC/DL TR ; 78-20347 
NSWC/DL TR ; 78-20348 
NSWC/DL TR ; 78-20349 
NSWC/DL TR ; 78-20350 
NSWC/DL TR ; 78-20351 
NSWC/DL TR ; 78-20352 
NSWC/DL TR ; 78-20353 
NSWC/DL TR ; 78-10821 
NSWC/DL TR ; , 78-10822 
NTIA-CR ; 78-1, 78-25081 
NTIA report ; 78-1, 78-22985 
NTIA report ; 78-2, 78-22986 
NTIA report ; 78-3, 78-22987 
NTIA report ; 78-4, 78-22988 
NTIA report ; 78-5, 78-22989 
NTIA report ; 78-7, 78-25080 
NTIA-SP ; 78-1, 78-22984 
NTIS/ANNI ; 77/01, 78-16825 
NTIS-PR ; 313, 78-1448 
NTIS-PR ; 325, 78-19829 
NTIS-PR ; 378, 78-1450 
NUREG/CR ; 0002, 78-18926 
NUREG/CR ; 0003, 78-18927 
NUREG/CR ; 0004, 78-18928 
NUREG/CR ; 0005, 78-18929 
NUREG/CR ; 0006, 78-18930 
NUREG/CR ; 0007, 78-18931 
NUREG/CR ; 0008, 78-18932 
NUREG/CR ; 0010, 78-18933 
NUREG/CR ; 0011, 78-18934 
NUREG/CR ; 0012, 78-18935 
NUREG/CR ; 0013, 78-18936 
NUREG/CR ; 0014, 78-18937 
NUREG/CR ; 0015, 78-18938 
NUREG/CR ; 0016, 78-24507 


Page 1-2725 





NUREG/CR ; 0018, 
NUREG/CR , 0020, 
NUREG/CR ; 0022, 
NUREG/CR ; 0023, 
NUREG/CR ; 0024, 
NUREG/CR ; 0025, 
NUREG/CR ; 0027, 
NUREG/CR ; 0028, 
NUREG/CR ; 0031, 
NUREG/CR ; 0033, 
NUREG/CR ; 0035, 
NUREG/CR ; 0037, 
NUREG/CR ,; 0039, 
NUREG/CR ; 0040, 
NUREG/CR ; 0043, 
NUREG/CR ,; 0044, 
NUREG/CR ; 0050, 
NUREG/CR ,; 0051, 
NUREG/CR , 0052, 
NUREG/CR ; 0053, 
NUREG/CR ; 0055, 
NUREG/CR , 0057, 
NUREG/CR ; 0067, 
NUREG/CR ; 0071, 
NUREG/CR ; 0072, 
NUREG/CR , 0073, 
NUREG/CR ,; 0074, 
NUREG/CR ; 0075, 
NUREG/CR ; 0076, 
NUREG/CR ,; 0078, 
NUREG/CR ; 0079, 
NUREG/CR ; 0080, 
NUREG/CR ; 0081, 
NUREG/CR , 0084, 
NUREG/CR ; 0087, 
NUREG/CR ,; 0096, 
NUREG/CR ; 0098, 
NUREG/CR , 0099, 
NUREG/CR ; 0100, 
NUREG/CR ; 0111, 
NUREG/CR ; 0112, 
NUREG/CR ,; 0123, 
NUREG/CR ,; 0124, 
NUREG/CR ,; 0130, 
NUREG/CR ,; 0135, 
NUREG/CR ,; 0147, 
NUREG/CR ; 0152, 
NUREG/CR ,; 0153, 
NUREG/CR ,; 0157, 
NUREG/CR ; 0158, 
NUREG/CR ,; 0160, 
NUREG/CR ; 0168, 
NUREG/CR ; 0181, 
NUREG/CR ; 0217, 
NUREG/CR ; 0224, 
NUREG/CR , 0233, 
NUREG/CR ; 0244, 
NUREG/CR , 0266, 
NUREG/CR ,; 0277, 
NUREG/CR ; 0286, 
NUREG/CR ; 0287, 
NUREG/CR ; 0311, 
NUREG ; 0007-2, 78-5474 
NUREG ; 0013, 78-921, 
NUREG ; 0013, supp. no. 4, 
NUREG ; 0018-7, 78-8185 
NUREG ; 0020, 78-3885 

NUREG ; 0029, 78-18874 


Page I-2726 


78-18939 
78-18940 
78-18941 
78-26680 
78-18942 
78-18943 
78-18944 
78-18945 
78-24508 
78-18946 
78-18947 
78-18948 
78-18949 
78-18950 
78-22344 
78-2668 1 
78-18951 
78-22345 
7178-22346 
78-18952 
78-22347 
78-18953 
78-18954 
78-18955 
78-18956 
78-18957 
78-22348 
78-18958 
78-18959 
78-18960 
78-18961 
78-18962 
78-18963 
78-18964 
78-18965 
78-26682 
78-18966 
78-24509 
78-24510 
78-24511 
78-18967 
78-18968 
78-18969 
78-22349 
78-18970 
78-22350 
78-24512 
78-245 13 
78-24514 
78-24515 
78-26683 
78-25509 
78-24516 
78-26684 
78-24517 
78-26685 
78-24518 
78-26686 
78-26687 
78-26688 
78-24519 
78-26689 


78-22326 


78-18873 





Series/Report Index 


NUREG ; 0030, 78-3886 
NUREG ; 0053, supp. no. 8, 
NUREG ; 0056, 78-24496 
NUREG ; 0101, 78-922 
NUREG ; 0103, 78-24497 
NUREG ; 0107/supp. 2, 78-16127 
NUREG ; 0121, 78-18875 
NUREG ; 0123, 78-18876 
NUREG ; 0135, 78-3887 
NUREG ; 0170, 78-5475 

NUREG ; 0172, 78-8187 

NUREG ; 0193, 78-8188 

NUREG ; 0198, 78-18877 
NUREG ; 0200, 78-923 

NUREG ; 0202, 78-18878 
NUREG ; 0204, 78-18879 
NUREG ; 0211, 78-2199 

NUREG ; 0217, 78-2200 
NUREG ; 0219, 78-24498 
NUREG ; 0237, 78-26674 
NUREG ; 0240, 78-2201 

NUREG ; 0243, 78-2202 
NUREG ; 0244, 78-5476 
NUREG ; 0245, 78-24499 
NUREG ; 0249, 78-924 

NUREG ; 0250-2, 78-8189 
NUREG ; 0252, 78-24500 
NUREG ; 0258, 78-16128 
NUREG ; 0264-3, 78-16129 
NUREG ; 0264-4, 78-18880 
NUREG ; 0270, 78-18881 
NUREG ; 0278, 
NUREG ; 0279, 
NUREG ; 0280, 
NUREG ; 0283, 
NUREG ; 0285, 
NUREG ; 0286, 
NUREG ; 0288, 
NUREG ; 0290, 
NUREG ; 0292, 
NUREG ; 0297, 
NUREG ; 0300, 
NUREG ; 0301, 
NUREG ; 0302, 
NUREG ; 0303, 
NUREG ; 0304, 
NUREG ; 0305, 
NUREG ; 0307, 
NUREG ; 0308, 
NUREG ; 0309, 
NUREG ; 0312, 
NUREG ; 0313, 
NUREG ; 0314, 
NUREG ; 0316, 
NUREG ; 0317, 
NUREG ; 0318, 
NUREG ; 0319, 
NUREG ; 0320, 
NUREG ; 0321, 
NUREG ; 0322, 
NUREG ; 0323, 
NUREG ; 0326, 
NUREG ; 0327, 
NUREG ; 0332, 
NUREG ; 0334, 
NUREG ; 0335, 
NUREG ; 0340, 
NUREG ; 0341, 


78-8186 


78-18888 


78-5477 


Do not order from index; see indicated entry 





NUREG ; 0342, 
NUREG ; 0343, 
NUREG ; 0344, 
NUREG ; 0347, 
NUREG ; 0350, 
NUREG ; 0351, 
NUREG ; 0353, 
NUREG ; 0354, 
NUREG ; 0357, 
NUREG ; 0360, 
NUREG ; 0361, 
NUREG ; 0365, 
NUREG ; 0366, 
NUREG ; 0367, 
NUREG ; 
NUREG ; 
NUREG ; 
NUREG ; 
NUREG ; 
NUREG ; 
NUREG ; 
NUREG ; 
NUREG ; 
NUREG ; 
NUREG ; 
NUREG ; 
NUREG ; 
NUREG ; 
NUREG ; 
NUREG ; 
NUREG ; 
NUREG ; 
NUREG ; 
NUREG ; 
NUREG ; 
NUREG ; 
NUREG ; 
NUREG ; 
NUREG ; 
NUREG ; 
NUREG ; 
NUREG ; 
NUREG ; 
NUREG ; 
NUREG ; 
NUREG ; 
NUREG ; 
NUREG ; 
NUREG ; 
NUREG ; 
NUREG ; 
NUREG ; 
NUREG ; 
NUREG ; 
NUREG ; 
NUREG ; 
NUREG ; 
NUREG ; 
NUREG ; 
NUREG ; 
NUREG ; 
NUREG ; 
NUREG ; 
NUREG ; 
NUREG ; 0460, 
NUREG ; 0462, 
NUREG ; 0466, 
NUREG ; 0468, 


0450, 
0452, 
0456, 
0458, 


78-933 
78-18893 
78-2207 
78-5478, 
78-22332 
78-18894 
78-2208 
78-16132 
78-5479 
78-18895 
78-18896 
78-5480 
78-12008 
78-16133 
78-934 
78-22333 
78-16134 
78-2209 
78-5481, 
78-5482 
78-18897 
78-5483 


78-18901, 
78-8192 
78-18903 
78-16135 
78-18904 
78-16136 
78-18905 
78-18906 
78-12009 
78-22334 
78-16137 
78-16138 
78-18907 
ES, 
78-18909 
78-16139 
78-16140 
78-22335 
78-18910, 
78-22337 
78-18911 
78-16141 
78-16142 
78-18912 
78-18913 
78-16143 
78-18914 
78-18915 
78-16144 
78-18916 
78-18917 
78-18918 
78-16145 
78-24502 
78-18919, 
78-18921 
78-26679 
78-22338 
78-18922 
78-24503 
78-24504 
78-24505 


78-22331 


78-9874 


78-18902 


78-18908 


78-22336 


78-18920 





NUREG ; 0474, 78-22339 

Nurse planning information series ; 1, 78- 
1959 

Nurse planning information series ; 2, 78- 
11251 

Nurse planning information series ; 3, 78- 
8990 


oO 


OAOPS guidelines ; OAQPS no. 1.2-036, 
78-25605 

OAOPS guidelines ; OAQPS no. 1.2-039, 
78-25606 

GAOPS guidelines ; OAQPS no.1.2-040a, 
78-10918 

OAOQPS guidelines ; OAQPS no. 1.2-044, 
78-17080 

OAOPS guidelines ; OAQPS no. 1.2-049, 
78-12860 

OAOPS guidelines ; OAQPS no. 1.2-067, 
78-25607 

OAOPS guidelines ; OAQPS no. 1.2-070, 
78-25608 

OAOPS guidelines ; OAQPS no. 1.2-071, 
78-25609 

OAOPS guidelines ; OAQPS no. 1.2-073, 
78-23440 

OAOPS guidelines ; OAQPS no. 
78-15253 

OAOPS guidelines ; OAQPS no. 
78-12861 

OAOPS guidelines ; OAQPS no 
78-23441 

OAOPS guidelines ; OAQPS no. 
78-12862 

OAOPS guidelines ; OAQPS no. 
78-23442 

OAOPS guidelines ; OAQPS no 
78-25610 

OCC/SB ; 1-77, 

OCC/SB ; 2-77, 

OCC/SB ; 3-77, 

OCC/SB ; 4-77, 

OCC/SB ; 5-78, 78-15414 

OCC/SB ; 7-78, 78-25890 

Occupational and career information series 
;no. 2, 78-15737 

Occupational home economics education 
series, 78-408, 78-4788, 78-4789, 
78-4790, 78-4791, 78-4792, 78- 
4793, 78-4794, 78-4795, 78-7058 

Oceanographic report ; no. CG 373-71, 
78-22227 

Oceanographic report ; 
78-22228 

Oceanographic Unit technical report ; 75- 
1, 78-8034 

Oceanographic Unit technical report ; 75- 
2, 78-8035 

OCS sale ; no. 49, 

OLMR , 76/09, 

OLMR ; 76/14, 

OLMR ; 78-04, 

ONR-1, 

ONR-37., 


1.2-078, 
1.2-079, 
. 1.2-082, 
1.2-084, 
1.2-096, 
. 1.2-102, 
78-1936 

78-1937 


78-1938 
78-1939 


no. CG 373-72, 


78-21609, 
78-25086 
78-10619 
78-20001 
78-23183 

78-15125 


78-26118 





December 1978 


Open file report - U.S. Geological Survey, 
78-7258, 78-13725, 78-13729, 78- 
13733, 78-13734, 78-13736, 78- 
13737, 78-13739, 78-21494, 78- 
26125, 78-26153 

Open-file report - U.S. Geological Survey ; 
75-672, 78-7257 

Open-file report - U.S. Geological Survey ; 
76-326, 78-15528 

Open-file report - U.S. Geological Survey ; 
76-349, 78-26128 

Open-file report - U.S. Geological Survey ; 
76-495, 78-26135 

Open file report - U.S. Geological Survey ; 
76-526, 78-21493 

Open-file report - U.S. Geological Survey ; 
76-594, 78-23982 

Open file report - U.S. Geological Survey ; 
76-627, 78-21487 

Open-file report - U.S. Geological Survey ; 
76-704, 78-21488 

Open-file report - U.S. Geological Survey ; 
76-754, 78-26131 


Open-file report - U.S. Geological Survey ; 


76-784, 78-26133 

Open-file report - U.S. Geological Survey ; 
76-854, 78-21489 

Open file report - U.S. Geological Survey ; 
77- 686, 78-617 


Open-file report - U. S. Geological Survey ; 


77-39, 78-17773 
Open-file report - U.S. Geological Survey ; 
77-90, 78-23977 


Open-file report - U.S. Geological Survey ; 


77-172, 78-26132 

Open file report - U.S. Geological Survey ; 
77-310, 78-615 

Open-file report - U.S. Geological Survey ; 
77-674, 78-15527 

Open-file report - U.S. Geological Survey ; 
78-29, 78-26154 

Open-file report - U.S. Geological Survey ; 
78-129, 78-23997 

Open-file report - U.S. Geological Survey ; 
78-303, 78-26155 

Open file series - U.S. Geological Survey ; 
76-626, 78-4952 

Operations paper - Personnel Research and 
Development Center, 78-14956 

OpNav ; O9D-PIA, 78-23180 

OPR pub. ; no. 002, 78-23704 

Order - Federal Aviation Administration ; 
AF 1100.1, 78-22156, 78-22157 

Order - Federal Aviation Administration ; 
AF 1100.1A, 78-22155 

Order - Federal Aviation Administration ; 
MS 1000.2A, 78-18641 

Order - Federal Aviation Administration ; 
0000.1E, 78-5341 

Order - Federal Aviation Administration ; 
1000.231, 78-7890 

Order - Federal Aviation Administration ; 
1050.1A, 78-7891 

Order - Federal Aviation Administration ; 
1050.1B, 78-18642 

Order - Federal Aviation Administration ; 
1100.145, 78-5342 


Do not order from index; see indicated entry 





Order - Federal Aviation Administration ; 
1110.76A, 78-18640 

Order - Federal Aviation Administration ; 
1110.78, 78-18643 

Order - Federal Aviation Administration ; 
1110.86, 78-18644 

Order - Federal Aviation Administration ; 
1200.23, 78-9669 

Order - Federal Aviation Administration ; 
1300.2A, 78-7843 

Order - Federal Aviation Administration ; 
1350.19, 78-18645 

Order - Federal Aviation Administration ; 
1350.20, 78-18646 

Order - Federal Aviation Administration ; 
1350.21, 78-26579 

Order - Federal Aviation Administration ; 
1350.22, 78-18647 

Order - Federal Aviation Administration ; 
1370.53, 78-7892 

Order - Federal Aviation Administration ; 
1375.2, 78-5343 

Order - Federal Aviation Administration ; 
1375.4, 78-26580 

Order - Federal Aviation Administration ; 
1380.42, 78-5344 

Order - Federal Aviation Administration ; 
1600.53, 78-5345 

Order - Federal Aviation Administration ; 
1650.1, 78-5346, 78-15949 

Order - Federal Aviation Administration ; 
1700.13, 78-18649 

Order - Federal Aviation Administration 
1720.33, 78-18650 

Order - Federal Aviation Administration ; 
1740.4, 78-5347 

Order - Federal Aviation Administration ; 
1800.42, 78-18651 

Order - Federal Aviation Administration ; 
1800.46, 78-5348 

Order - Federal Aviation Administration ; 
1900.1C, 78-18652 

Order - Federal Aviation Administration ; 
1900.36A, 78-18653 

Order - Federal Aviation Administration ; 
2100.13, 78-26581 

Order - Federal Aviation Administration ; 
2500.24L, 78-18654 

Order - Federal Aviation Administration ; 
2500.50, 78-18655 

Order - Federal Aviation Administration ; 
2510.8D, 78-18656 

Order - Federal Aviation Administration ; 
2720.4A, 78-7893 

Order - Federal Aviation Administration ; 
2940.7, 78-18657 

Order - Federal Aviation Administration ; 
3330.1A, 78-18658 

Order - Federal Aviation Administration ; 
3410.11A, 78-7894 

Order - Federal Aviation Administration ; 
3430.5, 78-9670 

Order - Federal Aviation Administration ; 
3550.10, 78-18659 

Order - Federal Aviation Administration ; 
3750.4, 78-7895 

Order - Federal Aviation Administration ; 
3930.3, 78-5349 


Page 1-2727 





Series/Report Index 


Order - Federal Aviation Administration ; | Order - Federal Aviation Administration ; | ORS report; A-2, 78-3257 
4400.48, 78-5351 7210.35, 78-18673 OSHA ; 2011, 78-18009 

Order - Federal Aviation Administration ; | Order - Federal Aviation Administration ; | OSHA ; 2019, 78-717 
4453.2A, 78-5352 7230.16A, 78-18674 OSHA ; 2066, 78-24171 

Order - Federal Aviation Administration ; | Order - Federal Aviation Administration ; | OSHA ; 2077, 78-21746, 78-24169 
4500.3, 78-5353, 78-7896 8000.25 A, 78-9671 OSHA ; 2079, 78-24170 

Order - Federal Aviation Administration ; | Order - Federal Aviation Administration ; | OSHA ; 2236, 78-15729 
4660.1, 78-18660 8000.34A, 78-18675 OSHA ; 2258, 78-26272 

Order - Federal Aviation Administration ; | Order - Federal Aviation Administration ; | OSHA ; 3007, 78-716 
4660.3A, 78-18661 8000.41A, 78-5363 OSHA ; 3030, 78-26274 

Order - Federal Aviation Administration ; | Order - Federal Aviation Administration ; | OT bulletin ; 76-5, 78-12456 
4660.5A, 78-18662 8040.1A, 78-18676 OT report ; 77-123, 78-1386 

Order - Federal Aviation Administration ; | Order - Federal Aviation Administration ; | OT report ; 77-128, 78-1385 
4700.2, 78-26583 8110.4, 78-7901, 78-7902, 78-7903 OT report ; 77-130, 78-10530 

Order - Federal Aviation Administration ; | Order - Federal Aviation Administration ; | OT report ; 77-131, 78-4033 
4800.2, 78-7897, 78-7898, 78-18663 8110.12, 78-18678 OT report ; 77-132, 78-10531 

Order - Federal Aviation Administration ; | Order - Federal Aviation Administration ; | OT report ; 77-133, 78-14841 
5090.3A, 78-5354 8110.22B, 78-18679 OT report ; 77-134, 78-14842 

Order - Federal Aviation Administration ; | Order - Federal Aviation Administration ; | OT report ; 77-135, 78-14843 
§100.17, 78-5355 8110.32, 78-26593 OT report ; 77-136, 78-19638 

Order - Federal Aviation Administration ; | Order - Federal Aviation Administration ; | OT report ; 78-139, 78-19639 
§100.18A, 78-26584 8130.2 B, 78-9672 OT report ; 78-141, 78-22798 

Order - Federal Aviation Administration ; | Order - Federal Aviation Administration ; | OT report ; 78-142, 78-19640 
$100.34, 78-5356 8230.7, 78-5366 OT report ; 78-143, 

Order - Federal Aviation Administration ; | Order - Federal Aviation Administration ; | OT report ; 78-144, 
§190.2K, 78-26585 8260.30, 78-18680 OT report ; 78-145, 

Order - Federal Aviation Administration ; | Order - Federal Aviation Administration ; | OT special publication ; 77-12, 78-109 
$190.6, 78-5357 8260.31, 78-5364 OT special publication ; 78-18, 78-19636 

Order - Federal Aviation Administration ; | Order - Federal Aviation Administration ; | OT special publication ; 78-19, 78-19637 
5370.3, 78-18664 8300.4, 78-8094 OTA-CE ; 28, 78-26697 

Order - Federal Aviation Administration ; | Order - Federal Aviation Administration ; | OTA ; E-48, 78-16152 
6011.1, 78-18665, 78-18666 8310.4A, 78-5365 OTA ; E-51, 78-939 

Order - Federal Aviation Administration ; | Order - Federal Aviation Administration ; | OTA ; E-66, 78-26699 
6030.18B, 78-26586 8420.9, 78-18681 OTA ; F-29, 78-12014 

Order - Federal Aviation Administration ; | Order - Federal Aviation Administration ; | OTA ; F-47, 78-940 
6050.12C, 78-26587 8430.1A, 78-5367 OTA ; F-49, 78-941 

Order - Federal Aviation Administration ; | Order - Federal Aviation Administration ; | OTA ;H-55, 78-14261 
6100.1, 78-18668 8430.6A, 78-7904, 78-18682 OTA ; H-56, 78-9876, 78-26694 

Order - Federal Aviation Administration ; | Order - Federal Aviation Administration ; | OTA ; R-65, 78-26698 
6120.2, 78-5358 8430.6B, 78-5368, 78-26594 OTA ; R-70, 78-26695 

Order - Federal Aviation Administration ; | Order - Federal Aviation Administration ; |, OTA ;R-71, 78-26696 
6340.9, 78-18669 8430.17, 78-7905, 78-26595 OTA ; T-61, 78-16153 

Order - Federal Aviation Administration ; | Order - Federal Aviation Administration ; | OTA ; 0-53, 78-2215 
6340.9A, 78-26588 8440.5A, 78-18683 OTA ; 0-62, 78-18980 

Order - Federal Aviation Administration ; | Order - Federal Aviation Administration ; | Overseas business reports ; 74-27, 
6360.10, 78-5359 8710.2, 78-26596 78-22961 

Order - Federal Aviation Administration ; | Order - Federal Aviation Administration ; | Overseas business reports ; 77-28, 
6750.6B, 78-5360 8710.3, 78-26597 78-4254 

Order - Federal Aviation Administration ; | Order - Federal Aviation Administration ; | Overseas business reports ; 77-34, 
6750.16A, 78-26589 8720.1, 78-18684 78-4255 

Order - Federal Aviation Administration ; | Order - Federal Aviation Administration ; | Overseas business reports ; 77-36, 
6790.6, 78-26590 8770.2A, 78-26582 78-4256 

Order - Federal Aviation Administration ; | Order - Federal Aviation Agency Overseas business reports ; 77-38, 
6850.12, 78-18670 6030.13, 78-18667 78-1478 

Order - Federal Aviation Administration ; | ORNL/EIS-94, 78-322 Overseas business reports ; 77-39, 
6950.19, 78-26591 ORNL/EIS-95, 78-322 78-4257 

Order - Federal Aviation Administration ; | ORNL/Sub ; 7296/1, 78-25510 Overseas business reports ; 77-40, 
6950.20, 78-26592 ORNL ; 4990, 78-20950 78-1479 

Order - Federal Aviation Administration ; | ORNL ; 5032, 78-23574 Overseas business reports ; 77-41, 
6980.18, 78-7899 ORNL ; 5097, 78-17268 78-1480 

Order - Federal Aviation Administration ; | ORNL ; 5132, 78-17269 Overseas business reports ; 77-42, 
TOLO.1LA, 78-7900, 78-18671 ORNL-5142, 78-11076 78-1481 

Order - Federal Aviation Administration ; | ORNL ; 5182, 78-2095] Overseas business reports ; 77-43, 
7031.2B, 78-5361 ORNL ; 5189, 78-17270 78-1482 

Order - Federal Aviation Administration ; | ORNL ; 5193, 78-20952 Overseas business reports ; 77-44, 
7210.3C, 78-26610 ORNL ; 5194, 78-17271 78-1477 

Order - Federal Aviation Administration ; | ORNL ; 5336, 78-25511 Overseas business reports ; 77-45, 
7210.7C, 78-18672 ORO/5278-5, 78-20630 78-1483 


Page I-2728 








Do not order from index; see indicated entry 





Overseas business reports ; 
78-1484 

Overseas business reports ; 
78-4258 

Overseas business reports ; 
78-1485 

Overseas business reports ; 
78-4259 

Overseas business reports ; 
78-4260 

Overseas business reports ; 
78-4261 

Overseas business reports ; 
78-4262 

Overseas business reports ; 
78-4263 

Overseas business reports ; 
78-1486 

Overseas business reports ; 
78-22962 

Overseas business reports ; 
78-1487 

Overseas business reports ; 
78-4264 

Overseas business reports ; 
78-4265 

Overseas business reports ; 
78-4266 

Overseas business reports ; 
78-4267 

Overseas business reports ; 
78-6306 

Overseas business reports ; 
78-10605 

Overseas business reports 
78-6307 

Overseas business reports ; 
78-10606 

Overseas business reports ; OBR 78-06, 
78-10607 

Overseas business reports ; OBR 77-50, 
78-6305 

OWRT/WRSIC ; 77-201, 

OWRT/WRSIC ; 77-205, 

OWRT/WRSIC ; 77-206, 


OBR 77-46, 
OBR 77-47, 
OBR 77-48, 
OBR 77-49, 
OBR 77-51, 
OBR 77-52, 
OBR 77-53, 
OBR 77-54, 
OBR 77-55, 
OBR 77-56, 
OBR 77-57, 
OBR 77-58, 
OBR 77-59, 
OBR 77-60, 
OBR 77-61, 
OBR 77-64, 
OBR 77-66, 
; OBR 77-68, 


OBR 78-04, 


78-15523 
78-15524 
78-15525 


P 


Pamphlet - AFOSIP ; 124-83, 78-25378 

Pamphlet - Army Corps of Engineers ; EP 
360-1-11, 78-6496 

Pamphlet - Army Corps of Engineers ; EP 
415-345-2, 78-4461 

Pamphlet - Army Corps of Engineers ; EP 
415-345-3, 78-4462 

Pamphlet - Army Corps of Engineers ; EP 
415-345-4, 78-6497 

Pamphlet - Army Corps of Engineers ; EP 
500-1-1, 78-16948 

Pamphlet - Army Corps of Engineers ; EP 
1110-1-5, 78-6498 

Pamphlet - Army Corps of Engineers ; EP 
1130-2-411, 78-4463 

Pamphlet - Civil Service Commission ; T-7, 
78-23022 

Pamphlet - Office of Worker’s Compensa- 
tion Programs ; CM-2, 78-15731 





December 1978 


Pamphlet - Office of Workmen’s Compen- 
sation Programs ; LS-560, 78-26282 

Pamphlet - U.S. Women’s Bureau ; 13, 
78-720 

Pamphlet - U.S. Women’s Bureau ; 55-S, 
78-15730 

Pamphlet ; AFP 12-36, 78-25353 

[Pamphlet] ; AFP 35-23A, 78-20015 

[Pamphlet] ; AFP 35-55, 78-4418 

[Pamphlet] ; AFP 71-16, 78-8672 

[Pamphlet] ; AFP 90-12, 78-20011 

Pamphlet ; AFP 91-8, 78-25105 

[Pamphlet] ; AFP 200-21, 78-20412 

[Pamphlet] ; AFP 211-27, 78-20014 

[Pamphlet] ; AFP 213-3, 78-20010 

[Pamphlet] ; AFP 213-4, 78-20012 

[Pamphlet] ; AFP 215-4, 78-23194 

[Pamphlet] ; AFP 215-14, 78-20016 

[Pamphlet] ; AFP 400-56, 78-20219 

Pamphlet ; 1-77, 78-12772 

Pamphlet ; 1-78, 78-12773 

PCN ; 139 000400 00, 78-23193 

PCN ; 139 000425 00, 78-16956 

PCN ; 139 000450 00, 78-20406 

PCN ; 139 00475 00, 78-20407 

PCN ; 139 000495 00, 78-20408 

PCN ; 139 000750 00, 78-16957 

PCN ; 190 003064 00, 78-4516 

PC(S1) ; 107, 78-19722 

PC(S7) ; 106, 78-19721 

Peace Corps program & training journal 
reprint series ;no. A, 78-14837 

Peace Corps program & training journal 
reprint series ;no. 1, 78-10510 

Peace Corps program & training journal 
reprint series ; no. 3, 78-10511 

Peace Corps program & training journal 
reprint series ; no. 4, 78-10512 

Peace Corps program & training journal 
reprint series ;no. 5, 78-10513 

Peace Corps program & training journal 
reprint series ; no. 7, 78-10514 

Peace Corps program & training journal 
reprint series ; no. 8, 78-10515 

Peace Corps program & training journal 
reprint series ; no. 9, 78-10516 

Peace Corps program & training journal 
reprint series ; no. 13, 78-10517 

Peace Corps program & training journal 
reprint series ; no. 14, 78-10518 

Peace Corps program & training journal 
reprint series ; no. 15a, 78-10519 

Peace Corps program & training journal 
reprint series ;no. 17, 78-10520 

Peace Corps program & training journal 
reprint series ; no. 18, 78-10521 

Peace Corps program & training journal 
reprint series ; no. 20, 78-10522 

Peace Corps program & training journal 
reprint series ; no. 21, 78-10523 

Peace Corps program & training journal 
reprint series ; no. 23, 78-10524 

Peace Corps program & training journal 
reprint series ; no. 24, 78-10525 

Peace Corps program & training journal 
reprint series ;no. 1 A, 78-10508 

PERC/TPR ; 76/2, 78-25717 


Do not order from index; see indicated entry 





Periodic inspection report - Corps of En- 
gineers ;2, 78-16952 

Personnel bibliography series ; no. 83, 78- 
6360 

Personnel bibliography series ; no. 84, 78- 
1498 

Personnel bibliography series ; no. 86, 78- 
8662 

Personnel bibliography series ; no. 87, 78- 
12556 

Personnel bibliography series ; no. 88, 78- 
20004 

Personnel bibliography series ; no. 89, 78- 
14952 

Personnel bibliography series ; no. 90, 78- 
6361 

Personnel bibliography series ; 
6362 

Personnel management series ; 
78-14946 

Personnel management series ; no. 
78-16897 

Personnel 
16900 

Petroleum products survey 
77/3, 78-13008 

Petroleum products survey ; 
77/4, 78-10966 

Petroleum products survey 
77/5, 78-23274 

Petroleum products surveys ; no. 86, 78- 
17802 

PHC(E) ; 6, 

PHC(E) ; 9, 

PHC(E) ; 12, 

PHC(R) ; 1, 

PHC(R); 1F, 78-22850 

PHS TN, 78-3238 

Picture story ; no. 295, 

Picture story ; no. 300, 

Picture story ; no. 302, 

Picture story ; no. 303, 

Picture story ; no. 304, 

Picture story ; no. 305, 

Picture story ; no. 308, 78-19519 

Planning status report, 78-15326 

Plant inventory ; no. 184, 78-14831 

PLASTEC note ; N33, 78-25109 

PLASTEC report ; R47, 78-23035 

PNL ; 2200, 78-25518 

PNL ; 2377-3, 78-25519 

PNL ; 2410, 78-25520, 

PNL ; 2501, 78-25522 

Port series ; no. 4, 1976, 78-4451 

Port series ; 20, 78-23119 

Port series ; 38, 78-8668 

Postsecondary education, 
17447 

POT 1-2, 78-2495 

Pot 6, 78-16733 

Pou |-1, 78-2488 

Pou 2-1, 78-2487 

Pou 2-3, 78-16731 

Pou 2-4, 78-12439 

Pou 2-5, 78-2486 

Pou 2-7, 78-19608 

Pri, 78-2501 

PR 1-3, 78-19627 


research report 75-2, 


; BERC/PPS- 
BERC/PPS- 


; BERC/PPS- 


78-22852 

78-22853 
78-22854 

78-22851 


78-14574 
78-12365 
78-16523 
78-6108 

78-12366 
78-16524 


78-25521 


78-7070, 78- 


Page I-2729 





78-8577 

PR; 14, 78-9497 

PR; 18, 78-9498 

PR ; 350/20, 78-762 

PR ; 374, 78-9493 

PR ; 544/27, 78-9496 

Preliminary steam tables for NaCl solu- 
tions, 78-7261 

Prepared for Division of Reactor Safety 
Research, Office of Nuclear Regulatory 
Research under contract no. AT(49-24)- 
0293., 78-18961 

Prescriptive package - National Institute of 
Law Enforcement and Criminal Justice, 
78-664, 78-665, 78-7417, 78-9206, 
78-9207, 78-15660, 78-15661, 78- 
15662, 78-24085 

Presidents’ papers index series, 78-7480 

Primary prevention publication series, 78- 
509 

Production research report ; no. 161, 
12364 

Production research report ; no. 
6106 

Production research report ; no. 
24952 

Production research report ; no. 
6107 

Production research report ; 
16522 

Production research report ; no. 
14573 

Professional paper - Geological Survey ; 
1039, 78-17788 

Professional series - Personnel Research 
and Development Center ; 78-1, 78- 
14953 

Professional series - Personnel Research 
and Development Center ; 78-2, 78- 
16898 

Program aid ; no 

Program aid ; no 

Program aid ; no. 912-N, 78-12361 

Program aid ; no. 994, 78-10309 

Program aid ; no. 1001, 78-16496 

Program aid ; no. 1006, 78-10 

Program aid ; no. 1027, 78-6089 

Program aid ; no. 1083, 78-16497 

Program aid ; no. 1148, 78-22660 

Program aid ; no. 1153, 78-19511 

Program aid ; no. 78-1318 

Program aid ; no. , 78-11 

Program aid ; no. 1188, 78-3963, 
16498 

Program aid ; no. 1189, 

Program aid ; no. 1192, 

Program aid ; no. 1193, 

Program aid ; no. 1195, 

Program aid ; no. 1196, 

Program aid ; no. 1198, 

Program aid ; no. 1199, 

Program aid ; no. 1201, 

Program aid ; no. 1202, 78-3965 

Program aid ; no. 1205, 78-6091 

Program aid ; no. 1207, 78-6092, 
22662 

Program aid ; no. 2263, 


Pr 1-4, 


78- 


170, 78- 


78- 


173, 78- 


. 174, + 78- 


175, “78- 


. 309, 78-16495 
. 824, 78-6088 


78-12 
78-13 
78-14563 
78-14 
78-6090 
78-3964 
78-15 
78-1319 


78-3 
Page I- 2730 





Series/Report Index 


Program & training journal manual series - 
Peace Corps ; no. 6, 78-10509 

Program development handbook for state 
and area agencies, 78-11198, 78- 
11279, 78-11280, 78-11281, 78- 
11282, 78-11283, 78-11284 

Program management series, 78-10629 

Program models, 78-9213 

Progress review - Energy Research and 
Development Administration ; no. 1, 
78-20794 

Progress review ; no. 7, 
20795 

Progress review ; no. 8, 
20795 

PROMIS Research Project publication ; 
78-7423 

PROMIS Research Project publication ; 
78-7424 

PROMIS Research Project publication ; 
78-680 

PROMIS Research Project publication ; 4, 
78-21676 

PSTIAC report - Waterways Experiment 
Station ; no. 4, 78-25243 

PSTIAC report - Waterways Experiment 
Station ; no. 5, 78-20266 

Public advisory ; no. 1, 78-17881 

Public advisory ; no. 2., 78-17882 

Public advisory ; no. 3, 78-17883 

Public advisory ; no. 5, 78-17884 

Public advisory ; no. 6, 78-17885 

Public advisory ; no. 7, 78-17886 

Public Health Service bibliography series ; 
no. 45, 78-11191, 78-15400 

Public Health Service bibliography series ; 
no. 45, 78-13467 

Public Law ; 95-47, 

Public Law ; 95-55, 

Public Law ; 95-56, 

Public Law ; 95-60, 

Public Law ; 95-64, 

Public Law ; 95-66, 

Public Law ; 95-67, 

Public Law ; 95-71, 

Public Law ; 95-72, 

Public Law ; 95-73, 

Public Law ; 

Public Law ; 

Public Law ; 

Public Law ; 

Public Law ; 

Public Law ; 

Public Law ; 

Public Law ; 

Public Law ; 

Public Law ; 

Public Law ; 

Public Law ; 

Public Law ; 

Public Law ; 

Public Law : 

Public Law ; 

Public Law 

Public Law ; 95-102, 

Public Law ; 95-103, 

Public Law ; 95-104, 

Public Law ; 95-105, 


78-13017, 78- 


78-13017, 


78-5846 
78-2341 
78-5847 
78-2342 
78-2343 
78-2344 
78-8429 
78-5848 
78-10163 
78-10164 
78-2345 
78-2346 
78-2347 
78-10165 
78-5849 
78-5850 
78-5851 
78-2348 
78-10166 
78-2349 
78-2350 
78-12221 
78-5852 
78-2351 
78-5853 
78-1262 
78-5854 
78-5855 
78-5856 


Do not order from index; see indicated entry 





Public Law 
Public Law 
Public Law 
Public Law 
Public Law 
Public Law 
Public Law 
Public Law 
Public Law 
Public Law 
Public Law 
Public Law 
Public Law 
Public Law 
Public Law 
Public Law 
Public Law 
Public Law 
Public Law 
Public Law 
Public Law 
Public Law 
Public Law 
Public Law 
Public Law 
Public Law 
Public Law 
Public Law 
Public Law 
Public Law 
Public Law 
Public Law 
Public Law 
Public Law 
Public Law 
Public Law 
Public Law 
Public Law 
Public Law 
Public Law 
Public Law 
Public Law 
Public Law 
Public Law 
Public Law 
Public Law 
Public Law 
Public Law 
Public Law 
Public Law 
Public Law 
Public Law 
Public Law 
Public Law 
Public Law 
Public Law 
Public Law 
Public Law 
Public Law 
Public Law 
Public Law 
Public Law 
Public Law 
Public Law 
Public Law 
Public Law 
Public Law 
Public Law 


; 95-106, 
; 95-107, 
; 95-108, 
; 95-109, 
; 95-110, 
; 95-111, 
; 95-112, 
; 95-113, 
; 95-114, 
; 95-115, 
; 95-116, 
; 95-117, 
; 95-118, 
; 95-119, 
; 95-120, 
; 95-121, 
; 95-122, 
; 95-123, 
; 95-124, 
; 95-125, 
; 95-126, 
; 95-127, 
; 95-128, 
; 95-129, 
; 95-130, 
; 95-131, 
; 95-132, 
; 95-133, 
; 95-134, 
; 95-135, 
; 95-136, 
; 95-137, 
; 95-138, 
; 95-139, 
; 95-140, 
; 95-141, 
; 95-142, 
; 95-143, 
; 95-144, 
; 95-145, 
; 95-146, 
; 95-147, 
; 95-148, 
; 95-149, 
; 95-150, 
; 95-151, 
; 95-152, 
; 95-153, 
; 95-154, 
; 95-155, 
; 95-156, 
; 95-158, 
; 95-159, 
; 95-160, 
; 95-161, 
; 95-162, 
; 95-163, 
; 95-164, 
; 95-165, 
; 95-166, 
; 95-167, 
: 95-168, 
: 95-169, 
; 95-170, 
; 95-171, 
; 95-172, 
: 95-173, 
; 95-174, 


78-5858 
78-5859 
78-2353 
78-2354 
78-8430 
78-2355 
78-10167 
78-5860 
78-2356 
78-2357 
78-5861 
78-5862 
78-5863 
78-8431 
78-12222 
78-5864 
78-8432 
78-2358 
78-2359 
78-2360 
78-2361 
78-5865 
78-5866 


78-8442 





December 1978 


Public Law : 95-175, 78-5886 Public Law ; 95-243, 78-14497 Public Law ; 95-318, 78-24802 
Public Law ; 95-176, 78-8443 Public Law ; 95-244, 78-12308 Public Law ; 95-320, 78-24803 
Public Law ; 95-177, 78-5887 Public Law ; 95-245, 78-12309 Public Law ; 95-321, 78-24804 
Public Law : 95-178, 78-5888 Public Law ; 95-246, 78-12310 Public Law ; 95-322, 78-24805 
Public Law : 95-179, 78-5889 Public Law ; 95-247, 78-14498 Public Law ; 95-325, 78-27011 
Public Law ; 95-180, 78-8444 Public Law ; 95-248, 78-14499 Public Law ; 95-327, 78-27012 
Public Law ; 95-181, 78-8445 Public Law ; 95-249, 78-14500 Public Law ; 95-328, 78-27013 
Public Law : 95-182, 78-5890 Public Law ; 95-250, 78-14501 Public Law ; 95-329, 78-27014 
Public Law ; 95-183, 78-5891 Public Law ; 95-252, 78-14503 Public Law ; 95-331, 78-27015 
Public Law ; 95-184, 78-8446 Public Law ; 95-253, 78-14504 Public Law ; 95-333, 78-27016 
Public Law ; 95-185, 78-8447 Public Law ; 95-254, 78-16405 Public Law ; 95-334, 78-27017 
Public Law ; 95-186, Public Law ; 95-255, 78-16406 Public Law ; 95-336, 78-27018 
Public Law ; 95-187, Public Law ; 95-256, 78-16407 Public Law ; 95-337, 78-27019 
Public Law ; 95-188, Public Law ; 95-257, 78-16408 Public Law ; 95-339, 78-27020 
Public Law ; 95-189, Public Law ; 95-258, 78-16409 Public Law ; 95-341, 78-27021 
Public Law : 95-190, Public Law ; 95-259, 78-16410 Public Law ; 95-342, 78-27022 
Public Law ; 95-191, Public Law ; 95-260, 78-16411 Public Law ; 95-343, 78-27023 
Public Law : 95-192, Public Law ; 95-261, 78-16412 Public Law ; 95-344, 78-27024 
Public Law ; 95-193, Public Law ; 95-262, 78-16413 Public Law ; 95-345, 78-27025 
Public Law ; 95-194, ; Public Law ; 95-263, 78-16414 Public Law ; 95-346, 78-27026 
Public Law ; 95-195, Public Law ; 95-264, 78-16415 Public Law ; 95-347, 78-27027 
Public Law ; 95-196, Public Law ; 95-265, 78-19370 Public Law ; 95-348, 78-27028 
Public Law ; 95-197, Public Law ; 95-266, 78-19371 Public Law ; 95-349, 78-27029 
Public Law ; 95-198, Public Law ; 95-267, 78-19372 Public Law ; 95-350, 78-27030 
Public Law ; 95-199, Public Law ; 95-268, 78-19373 Public Law ; 95-355, 78-27031 
Public Law ; 95-200, Public Law ; 95-269, 78-19374 Public Law ; 95-356, 78-27032 
Public Law ; 95-201, Public Law ; 95-270, 78-19375 Public Law ; 95-357, 78-27033 
Public Law ; 95-202, Public Law ; 95-271, 78-19376 Public Law : 95-359, 78-27034 
Public Law ; 95-203, Public Law ; 95-272, 78-19377 Public Law ; 95-361, 78-27035 
Public Law ; 95-204, Public Law ; 95-273, 78-19378 Public Law ; 95-364, 78-27036 
Public Law ; 95-205, Public Law ; 95-274, 78-19379 Public Law ; 95-365, 78-27037 
Public Law ; 95-206, Public Law ; 95-275, 78-19380 Public Law ; 95-368, 78-27038 
Public Law ; 95-207, Public Law ; 95-276, 78-19381 Public Law ; 95-369, 78-27039 
Public Law ; 95-208, Public Law ; 95-277, 78-19382 Public Law ; 95-371, 78-27040 
Public Law ; 95-209, Public Law ; 95-278, 78-19383 Public Law ; 95-372, 78-27041 
Public Law ; 95-210, Public Law ; 95-279, 78-19384 Public Law ; 95-376, 78-27042 
Public Law ; 95-211, Public Law ; 95-280, 78-19385 Public Law ; 95-389, 78-27043 
Public Law ; 95-212, Public Law ; 95-281, 78-19386 Publication - Arms Control and 
Public Law ; 95-213, Public Law ; 95-282, 78-19387 ment Agency ; 73, 78-16765 
Public Law ; 95-214, Public Law ; 95-283, 78-19388 Publication - Arms Control and 
Public Law ; 95-215, Public Law ; 95-284, 78-19389 ment Agency ; 78, 78-14838 
Public Law ; 95-216, Public Law ; 95-285, 78-19390 Publication - Arms Control and 
Public Law ; 95-217, Public Law ; 95-286, 78-19391 ment Agency ; 82, 78-24988 
Public Law ; 95-218, Public Law ; 95-287, 78-19392 Publication - Arms control and 
Public Law ; 95-219, Public Law ; 95-288, 78-19393 ment Agency ; 87, 78-12454 
Public Law ; 95-220, Public Law ; 95-289, 78-19394 Publication - Arms Control and 
Public Law ; 95-221, Public Law ; 95-290, 78-19395 ment Agency ; 89, 78-16766 
Public Law ; 95-222, Public Law ; 95-291, 78-24786 Publication - Arms Control and 
Public Law ; 95-223, Public Law ; 95-292, 78-24787 ment Agency ; 91, 78-24990 
Public Law ; 95-224, Public Law ; 95-293, 78-24788 Publication - Arms Control and 
Public Law ; 95-225, Public Law ; 95-294, 78-27006 ment Agency ; 93, 78-22794 
Public Law ; 95-226, Public Law ; 95-295, 78-24789 Publication - Arms Control and 
Public Law ; 95-227, Public Law ; 95-297, 78-24790 ment Agency ; 94, 78-12453 
Public Law ; 95-228, Public Law ; 95-298, 78-24791 Publication - Arms Control and 
Public Law ; 95-229, Public Law ; 95-299, 78-24792 ment Agency ; 95, 78-10526 
Public Law ; 95-230, 78-10262 Public Law ; 95-300, 78-24793 Publication - Arms Control and 
Public Law ; 95-231, 78-10263 Public Law ; 95-302, 78-24794 ment Agency ; 96, 78-22793 
Public Law ; 95-232, 78-10264 Public Law ; 95-303, 78-24795 Pub[lication] - Defense Mapping Agency, 
Public Law ; 95-233, 78-12298 Public Law ; 95-304, 78-27007 Hydrographic Center ; no. 72, 7 
Public Law ; 95-234, 78-12299 Public Law ; 95-305, 78-24796 12567 

Public Law ; 95-235, 78-12300 Public Law ; 95-307, 78-27008 Pub[lication] - Defense Mapping Agency, 
Public Law ; 95-236, 78-12301 Public Law ; 95-308, 78-24797 Hydrographic Center ;9, 78-8670 
Public Law ; 95-237, 78-12302 Public Law ; 95-309, 78-27009 Pub[lication] - Defense Mapping Agency, 
Public Law ; 95-238, 78-12303 Public Law ; 95-310, 78-24798 Hydrographic Center ; 71, 78-20017 
Public Law ; 95-239, 78-12304 Public Law ; 95-312, 78-27010 Pub[lication] - Defense Mapping Agency, 
Public Law ; 95-240, 78-12305 Public Law ; 95-315, 78-24799 Hydrographic Center ; 73, 78-15015 
Public Law ; 95-241, 78-12306 Public Law ; 95-316, 78-24800 Pub[lication] - Defense Mapping Agency, 
Public Law ; 95-242, 78-12307 Public Law ; 95-317, 78-24801 Hydrographic Center ; 78, 78-20018 


Disarma- 


Disarma- 


Disarma- 


Disarma- 


Disarma- 


Disarma- 


Disarma- 


Disarma- 


Disarma- 


Disarma- 








Do not order from index; see indicated entry Page I-2731 





Pub[lication] - Defense Mapping Agency, 
Hydrographic Center ; 81, 78-25111 
Pub[lication] - Defense Mapping Agency, 
Hydrographic Center ; 90, 78-187 
Pub[lication] - Defense Mapping Agency, 
Hydrographic Center ;91, 78-10646 
Pub[lication] - Defense Mapping Agency, 
Hydrographic Center ; 92, 78-10647 
Pub[lication] - Defense Mapping Agency, 
Hydrographic Center ; 93, 78-12568 
Pub[lication] - Defense Mapping Agency, 
Hydrographic Center ; 131, 78-20019 
Pub[lication] - Defense Mapping Agency, 
Hydrographic Center ; 132, 78-1499 
Pub[lication] - Defense Mapping Agency, 
Hydrographic Center ; 143, 78-25112 
Pub[lication] - Defense Mapping Agency, 
Hydrographic Center ; 170, 78-15016 
Pub[lication] - Defense Mapping Agency, 
Hydrographic Center ; 171, 78-20020 
Pub[lication] - Defense Mapping Agency, 
Hydrographic Center ; 172, 78-25113 
Pub[lication] - Defense Mapping Agency, 
Hydrographic Center ; 173, 78-12569 
Pub[lication] - Defense Mapping Agency, 
Hydrographic Center ; 175, 78-12570 
Pub[lication] - Defense Mapping Agency, 
Hydrographic Center ; 193, 78-10648 
Pub[lication] - Defense Mapping Agency, 
Hydrographic Center ; 194, 78-12571 
Pub[lication] - Defense Mapping Agency, 
Hydrographic Center ; 195, 78-20021 
Pub[lication] - Defense Mapping Agency, 
Hydrographic Center ; 217, 78-6372 


Pub[lication] - Defense Mapping Agency, 


Hydrographic Center ; 221 (108), 
189 

Pub[lication] - Defense Mapping Agency, 
Hydrographic Center ; 221 (121), 78- 
190 

Pub/lication] - Defense Mapping Agency, 
Hydrographic Center ; 221( 131), 78- 
25117 

Pub[lication] - Defense Mapping Agency, 
Hydrographic Center ; 221 (204), 78- 
191 

Pub[lication] - Defense Mapping Agency, 
Hydrographic Center ; 221 (207), 78- 
25118 

Pub[lication] - Defense Mapping Agency, 
Hydrographic Center ; 221 (213), 78- 
192 

Pub[lication] - Defense Mapping Agency, 
Hydrographic Center ; 221 (219), 78- 
10655 

Pub[lication] - Defense Mapping Agency, 
Hydrographic Center ; 221 (226), 78- 
6373 

Pub[lication] - Defense Mapping Agency, 
Hydrographic Center ; 221 (233), 78- 
4294 

Pub[lication] - Defense Mapping Agency, 
Hydrographic Center ; 221 (1004), 78- 
193 

Pub[lication] - Defense Mapping Agency, 
Hydrographic Center ; 221 (1018), 78- 
10656 


78- 


Page I-2732 





Series/Report Index 


Pub[lication] - Defense 
Hydrographic Center ; 
4295 

Pub[lication] - Defense 
Hydrographic Center ; 
78-10643 

Pub[lication] - Defense 
Hydrographic Center ; 
78-4277 

Pub[lication] - Defense 
Hydrographic Center ; 
78-6374 

Pub[lication] - Defense 
Hydrographic Center ; 
78-23036 

Pub[lication] - Defense 
Hydrographic Center ; 
78-10644 

Pub[lication] - Defense 
Hydrographic Center ; 
78-4281 

Pub[lication] - Defense 
Hydrographic Center ; 
78-4282 

Pub[lication] - Defense 
Hydrographic Center ; 
78-4280 

Pub[lication] - Defense 
Hydrographic Center ; 
78-4279 

Pub[lication] - Defense 
Hydrographic Center ; 
78-6375 

Pub[lication] - Defense 
Hydrographic Center ; 
78-10649 

Pub[lication] - Defense 
Hydrographic Center ; 
78-10640 

Pub[lication] - Defense 
Hydrographic Center ; 
78-6371 

Pub[lication] - Defense 
Hydrographic Center ; 
78-6376 

Pub[lication] - Defense 
Hydrographic Center ; 
78-188 

Pub[lication] - Defense 
Hydrographic Center ; 
78-186 

Pub[lication] - Defense 
Hydrographic Center ; 
78-6377 

Pub[lication] - Defense 
Hydrographic Center ; 
78-4278 

Pub[lication] - Defense 
Hydrographic Center ; 
78-10642 

Pub[lication] - Defense 
Hydrographic Center ; 
78-4284 

Pub[lication] - Defense 
Hydrographic Center ; 
78-10641 


Mapping Agency, 
221 (2006), 78- 


Mapping Agency, 
224 (100) A-H, 


Mapping Agency, 
224 (101) A-D, 


Mapping Agency, 
224 (101) A-H, 


Mapping Agency, 
224 (101) C-D, 


Mapping Agency, 
224 (101) G-H, 


Mapping Agency, 
224 (102) A-D, 


Mapping Agency, 
224 (103) A-D, 


Mapping Agency, 
224 (105) A-D, 


Mapping Agency, 
224 (106) A-D, 


Mapping Agency, 
224 (106) A-G, 


Mapping Agency, 
224 (106) C-A, 


Mapping Agency, 
224 (106) G-C, 


Mapping Agency, 
224 (108) A-E, 


Mapping Agency, 
224 (108) A-H, 


Mapping Agency, 
224 (109-C) A, 


Mapping Agency, 
224 (110) D-H, 


Mapping Agency, 
224 (111) C-F, 


Mapping Agency, 
224 (111) G-D, 


Mapping Agency, 
224 (112) A-E, 


Mapping Agency, 
224 (113-C) H, 


Mapping Agency, 
224 (114) A-E, 


Do not order from index; see indicated entry 





Pub[lication] - Defense Mapping Agency, 
Hydrographic Center ; 224 (115) C-H, 
78-10645 

Pub[lication] - Defense Mapping Agency, 
Hydrographic Center ; 224 (118)A-B, 
78-23037 

Pub[lication] - Defense Mapping Agency, 
Hydrographic Center ; 224 (118)B-E, 
78-23038 

Pub[lication] - Defense Mapping Agency, 
Hydrographic Center ; 224 (121) C-H, 
78-25121 

Pub[lication] - Defense Mapping Agency, 
Hydrographic Center ; 224 (122-C) C, 
78-10650 

Pub[lication] - Defense Mapping Agency, 
Hydrographic Center ; 224 (123-C) D, 
78-4285 

Pub[lication] - Defense Mapping Agency, 
Hydrographic Center ; 224 (124) C-D, 
78-185 

Pub[lication] - Defense Mapping Agency, 
Hydrographic Center ; 224 (124) D-E, 
78-4283 

Pub[lication] - Defense Mapping Agency, 
Hydrographic Center ; 224 (304-C) C, 
78-4286 

Pub[lication] - Defense Mapping Agency, 
Hydrographic Center ; 224 (304-C) H, 
78-4287 

Pub[lication] - Defense Mapping Agency, 
Hydrographic Center ; 224 (305-C) A, 
78-6378 

Pub[lication] - Defense Mapping Agency, 
Hydrographic Center ; 224 (305-C) B, 
78-6379 

Pub[lication] - Defense Mapping Agency, 
Hydrographic Center ; 224 (305-C) C, 
78-4288 

Pub[lication] - Defense Mapping Agency, 
Hydrographic Center ; 224 (305-C) D, 
78-6380 

Pub[lication] - Defense Mapping Agency, 
Hydrographic Center ; 224 (305-C) H, 
78-6381 

Pub[lication] - Defense Mapping Agency, 
Hydrographic Center ; 224 (306-C) A, 
78-6382 

Pub[lication] - Defense Mapping Agency, 
Hydrographic Center ; 224 (306-C) B, 
78-1065 1 

Pub[lication] - Defense Mapping Agency, 
Hydrographic Center ; 224 (306-C) H, 
78-10652 

Pub[lication] - Defense Mapping Agency, 
Hydrographic Center ; 224 (308-C) H, 
78-25123 

Pub[lication] - Defense Mapping Agency, 
Hydrographic Center ; 224 (310-C) A, 
78-4289 

Pub[lication] - Defense Mapping Agency, 
Hydrographic Center ; 224 (310-C) C, 
78-4290 

Pub[lication] - Defense Mapping Agency, 
Hydrographic Center ; 224 (310-C) D, 
78-4291 





Pub[lication] - Defense Mapping Agency, 
Hydrographic Center ; 224 (310-C) F, 
78-4292 

Pub[lication] - Defense Mapping Agency, 
Hydrographic Center ; 224 (310-C) H, 
78-4293 

Pub[lication}] - Defense Mapping Agency, 
Hydrographic Center ; 224 (311-C)A, 
78-23039 

Pub[lication] - Defense Mapping Agency, 
Hydrographic Center ; 224 (311-C)B, 
78-20046 

Pub[lication] - Defense Mapping Agency, 
Hydrographic Center ; 224 (311-C)C, 
78-20047 

Pub[lication] - Defense Mapping Agency, 
Hydrographic Center ; 224 (311-C)D, 
78-20048 

Pub[lication] - Defense Mapping Agency, 
Hydrographic Center ; 224 (311-C)F, 
78-20049 

Pub[lication] - Defense Mapping Agency, 
Hydrographic Center ; 224 (312-C) B, 
78-10654 

Pub[lication] - Defense Mapping Agency, 
Hydrographic Center ; 224 (312-C)C, 
78-20050 

Pub[lication] - Defense Mapping Agency 
Hydrographic Center ; 224 (317-C) B, 
78-25128 

Pub[lication] - Defense Mapping Agency, 
Hydrographic Center ; 224 (317-C) F, 
78-25129 

Pub[lication] - Defense Mapping Agency, 
Hydrographic Center ; 224 (317-C)D, 
78-23040 

Pub[lication] - Defense Mapping Agency, 
Hydrographic Center ; 221(236), 78- 
25119 

Pub[lication] - Defense Mapping Agency, 
Hydrographic Center ; 224(100)A-D, 
78-20022 

Pub[lication] - Defense Mapping Agency, 
Hydrographic Center ; 224(102-C)C, 
78-20023 

Pub[lication] - Defense Mapping Agency, 
Hydrographic Center ; 224(102-C)D, 
78-25120 

Pub[lication] - Defense Mapping Agency, 
Hydrographic Center ; 224(104-C)C, 
78-20024 

Pub[lication] - Defense Mapping Agency, 
Hydrographic Center ; 224(105-C)D, 
78-20025 

Pub[lication] - Defense Mapping Agency, 
Hydrographic Center ; 224(106-C)D, 
78-2004 1 

Pub[lication] - Defense Mapping Agency, 
Hydrographic Center ; 224(107-C)B, 
78-20026 

Pub[lication] - Defense Mapping Agency, 
Hydrographic Center ; 224(108)E-H, 
78-20027 

Pub|lication] - Defense Mapping Agency, 
Hydrographic Center ; 224(110)D-F, 
78-20028 





December 1978 


Pub[lication] - Defense Mapping Agency, 
Hydrographic Center ; 224(111)A-F, 
78-20029 

Pub[lication] - Defense Mapping Agency, 
Hydrographic Center ; 224(112)A-D, 
78-20030 

Pub[lication] - Defense Mapping Agency 
Hydrographic Center ; 224(112)B-E, 
78-2003 1 

Pub[lication] - Defense Mapping Agency, 
Hydrographic Center ; 224(121)E-F, 
78-20032 

Pub[lication] - Defense Mapping Agency, 
Hydrographic Center ; 224(301-C)A, 
78-20033 

Pub[lication] - Defense Mapping Agency, 
Hydrographic Center ; 224(301-C)C, 
78-20034 

Pub[lication] - Defense Mapping Agency, 
Hydrographic Center ; 224(301-C)D, 
78-20035 

Pub[lication] - Defense Mapping Agency, 
Hydrographic Center ; 224(301-C)H, 
78-20036 

Pub[lication] - Defense Mapping Agency, 
Hydrographic Center ; 224(302-C)B, 
78-20037 

Pub[lication] - Defense Mapping Agency, 
Hydrographic Center ; 224(302-C)H, 
78-20038 

Pub[lication] - Defense Mapping Agency, 
Hydrographic Center ; 224(304-C)A, 
78-20039 

Pub[lication] - Defense Mapping Agency, 
Hydrographic Center ; 224(304-C)D, 
78-20040 

Pub[lication] - Defense Mapping Agency, 
Hydrographic Center ; 224(307-C)A, 
78-20042 

Pub[lication] - Defense Mapping Agency, 
Hydrographic Center ; 224(307-C)B, 
78-20043 

Pub[lication] - Defense Mapping Agency, 
Hydrographic Center ; 224(307-C)D, 
78-20044 

Pub[lication] - Defense Mapping Agency, 
Hydrographic Center ; 224(307-C)F, 
78-20045 

Pub[lication] - Defense Mapping Agency, 
Hydrographic Center ; 224(307-C)H, 
78-2005 1 

Pub[lication] - Defense Mapping Agency, 
Hydrographic Center ; 224(308-C)B, 
78-25122 

Pub[lication] - Defense Mapping Agency, 
Hydrographic Center ; 224(309-C)A, 
78-25124 

Pub[lication] - Defense Mapping Agency, 
Hydrographic Center ; 224(309-C)C, 
78-25125 

Pub[lication] - Defense Mapping Agency, 
Hydrographic Center ; 224(309-C)D, 
78-25126 

Pub[lication] - Defense Mapping Agency, 
Hydrographic Center ; 224(309-C)H, 
78-25127 


Do not order from index; see indicated entry 





Pub[lication] - Defense Mapping Agency, 
Hydrographic Center ; 224(312-C)A, 
78-10653 

Pub[lication] - Defense Mapping Agency, 
Hydrographic Center ; 221(1005), 78- 
12572 

Pub[lication] - Defense Mapping Agency, 
Hydrographic Center ; 221(1015), 78- 
12573 

Pub[lication] - Defense Mapping Agency, 
Hydrographic Center ; 221(1016), 78- 
25114 

Pub(lication] - Defense Mapping Agency, 
Hydrographic Center ; 221(1017), 78- 
25115 

Pub[lication] - Defense Mapping Agency, 
Hydrographic Center ; 221(1019), 78- 
12574 

[Publication] - Defense Mapping Agency, 
Hydrographic Center ; 221(1020), 78- 
25116 

Pub[lication] - Defense Mapping Agency, 
Hydrographic Center ; 221(2007), 78- 
12575 

Pub[lication] - Defense Mapping Agency, 
Hydrographic Center ; 221(2008), 78- 
12576 

Pub[lication] - Defense Mapping Center ; 
224 (124) B-C, 78-4276 

Publication - Heritage Conservation and 
Recreation Service : no. 1, 78-26235 

Publication - Internal Revenue Service ; 17, 
78-2156 

Publication - Internal Revenue Service ; 54, 
78-7646 

Publication - Internal Revenue Service ; 55, 
78-18487, 78-24327 

Publication - Internal Revenue Service ; 78, 
78-3701, 78-24328 

Publication - Internal Revenue Service ; 79, 
78-18492, 78-22000 

Publication - Internal Revenue Service ; 
159 (1-78), 78-18493 

Publication - Internal Revenue 
198, 78-26552 

Publication - Internal 
334, 78-7645 

Publication - Internal 
378, 78-7644 

Publication - Internal 
438, 78-24330 

Publication - Internal 
453, 78-22001 

Publication - Internal 
463, 78-5243 

Publication - Internal 
464, 78-3707 

Publication - Internal 
501, 78-2157 

Publication - Internal 
502, 78-2158 

Publication - Internal 
503, 78-2159 

Publication - Internal 
504, 78-7647 

Publication - Internal 
505, 78-5244 


Service ; 
Revenue Service ; 
Revenue Service ; 
Revenue Service ; 
Revenue Service ; 
Revenue Service ; 
Revenue Service ; 
Revenue Service ; 
Revenue Service ; 
Revenue Service ; 
Revenue Service ; 


Revenue Service ; 


Page 1-2733 





Publication - Internal Revenue 
506, 787648 

Publication - Internal Revenue 
508, 78-5245 

Publication - Internal Revenue 
509, 78-7649 

Publication - Internal Revenue 
510, 78-5246 

Publication - Internal Revenue 
512, 78-7650 

Publication - Internal Revenue 
513, 78-5247 

Publication - Internal Revenue 
514, 78-18494 

Publication - Internal Revenue 
$15, 78-2160 

Publication - Internal Revenue 
516, 78-2161 

Publication - Internal Revenue 
517, 78-5248 

Publication - Internal Revenue 
518, 78-7651 

Publication - Internal Revenue 
519, 78-5249 

Publication - Internal Revenue 
520, 78-7652 

Publication - Internal Revenue 
521, 78-7653 

Publication - Internal Revenue 
522, 78-2162, 78-15915 

Publication - Internal Revenue 
523, 78-5250 

Publication - Internal Revenue 
524, 78-5251 

Publication - Internal Revenue 
525, 78-7654 

Publication - Internal Revenue 
526, 78-7640 

Publication - Internal Revenue 
529, 78-7655 

Publication - Internal Revenue 
530, 78-7656 

Publication - Internal Revenue 
531, 78-11826 

Publication - Internal Revenue 
533, 78-5252 

Publication - Internal Revenue 
534, 78-7657 

Publication - Internal Revenue 
535, 78-7658 

Publication - Internal Revenue 
537, 78-7659 

Publication - Internal Revenue 
538, 78-5253 

Publication - Internal Revenue 
539, 78-18495 

Publication - Internal Revenue 
541, 78-7660 

Publication - Internal Revenue 
542, 78-5254 

Publication - Internal Revenue 
544, 78-7661 

Publication - Internal Revenue 
545, 78-2163 

Publication - Internal Revenue 
547, 78-18496, 78-24331 

Publication - Internal Revenue 
548, 78-2164 


Page I-2734 


Service ; 


Service ; 


Service ; 


Service ; 


Service ; 


Service ; 


Service ; 


Service ; 


Service ; 


Service ; 


Service ; 


Service ; 


Service ; 


Service ; 


Service ; 


Service ; 


Service ; 


Service ; 


Service ; 


Service ; 


Service ; 


Service ; 


Service ; 


Service ; 


Service ; 


Service ; 


Service ; 


Service ; 


Service ; 


Service ; 


Service ; 


Service ; 


Service ; 


Service ; 





Series/Report Index 


Publication - Internal Revenue Service ; 


549, 78-5255 


Publication - Internal Revenue Service ; 


550, 78-5256 


Publication - Internal Revenue Service ; 


551, 78-7662 


Publication - Internal Revenue Service ; 


553, 78-15916 


Publication - Internal Revenue Service ; 


$54, 78-5257 


Publication - Internal Revenue Service ; 


555, 78-7663 


Publication - Internal Revenue Service ; 


556, 78-7664 


Publication - Internal Revenue Service ; 


556S, 78-18497 


Publication - Internal Revenue Service ; 


557, 78-7665 


Publication - Internal Revenue Service ; 


558, 78-7666 


Publication - Internal Revenue Service ; 


559, 78-5258 


Publication - Internal Revenue Service ; 


560, 78-7667 


Publication - Internal Revenue Service ; 


561, 78-2165 


Publication - Internal Revenue Service ; 


564, 78-7668 


Publication - Internal Revenue Service ; 


567, 78-7669 


Publication - Internal Revenue Service ; 


570, 78-2166 


Publication - Internal Revenue Service ; 


572, 78-11827 


Publication - Internal Revenue Service ; 


575, 78-5259 


Publication - Internal Revenue Service ; 


579S, 78-18498 


Publication - Internal Revenue Service ; 


583, 78-2167 


Publication - Internal Revenue Service ; 


585, 78-5260 


Publication - Internal Revenue Service ; 


586 S, 78-26553 


Publication - Internal Revenue Service ; 


587, 78-11828 


Publication - Internal Revenue Service ; 


588, 78-5261 


Publication - Internal Revenue Service ; 


589, 78-5262 


Publication - Internal Revenue Service ; 


590, 78-5263 


Publication - Internal Revenue Service ; 


596, 78-7670 


Publication - Internal Revenue Service ; 


598, 78-24332 


Publication - Internal Revenue Service ; 


641, 78-825, 78-3709 


Publication - Internal Revenue Service ; 


642, 78-3710 


Publication - Internal Revenue Service ; 


643, 78-3711 


Publication - Internal Revenue Service ; 


644, 78-3712 


Publication - Internal Revenue Service ; 


673, 78-18488 


Publication - Internal Revenue Service ; 


676, 78-7643 


Do not order from index; see indicated entry 





Publication - Internal Revenue Service ; 
721, 78-11824, 78-18489 

Publication - Internal Revenue Service ; 
837, 78-24329 

Publication - Internal Revenue Service ; 
900, 78-11830 

Publication - Internal Revenue Service ; 
901, 78-11829 

Publication - Internal Revenue Service ; 
1008, 78-18490, 78-18491 

Publication - Internal Revenue Service ; 
1069, 78-21999 

Publication - National Bureau of Standards 
; TFS-601, 78-22892 

Publication - U.S. Environmental Protec- 
tion Agency, Office of Air Quality 
Planning and Standards ; no. APTD- 
1102, 78-6590 

Publication - United States Postal Service ; 
8, 78-3640 

Publication - United States Postal Service ; 
26, 78-13988 

Publication - United States Postal Service ; 
41, 78-3639 

Publication - United States Postal Service ; 
42, 78-3637 

Publication - United States Postal Service ; 
65, 78-7536, 78-7537 

Publication - United States Postal Service ; 
201, 78-26426 

Publication NMAB ; 7-C, 78-24206 

Publications in anthropology - Western 
Archeological Center ; no. 6, 78-24042 

Publications in anthropology - Western 
Archeological Center ; no. 7, 78-24043 

Publications in anthropology - Western 
Archeological Center ; no. 8, 78-21590 

Publications of the American Folklife 
Center; no. 1, 78-26310 


R 


R & D monograph ; 16, 
R & D monograph ; 24, 
R & D monograph ; 45, 
R & D monograph ; 49, 
R & D monograph ; 51, 
R & D monograph ; 52, 
R & D monograph ; 53, 
R & D monograph ; 54, 
R & D monograph ; 55, 
R & D monograph ; 56, 
R & D monograph ; 57, 
R & D monograph ; 59, 78-18026 
R & D monograph ; 61, 78-24187 
R & D system studies, technical report ; 
no. 3, 78-4796 
R & D utilization report ; 76-1, 
R & D utilization report ; 76-2, 
R ; 1-76, 78-7363 
R ; 2-76, 78-7364 
R-2-77, 78-11595 
R-5-77, 78-11596 
R-6-77, 78-11597 
78-7365 
78-7366, 
78-7 368 
78-7369 


78-9229 
78-18024 
78-15735 
78-13871 
78-730 
78-2101 
78-13864 
78-26293 
78-11656 
78-15736 
78-18025 


78-4443 
78-4444 


78-7367 


R ; 10-72, 





R-11-73, 
R ; 11-74, 
R ; 11-75, 
R-11-77, 
R-12-70, 
R ; 12-75, 
R-12-77, 
R ; 13-74, 
R ; 13-75, 
R-13-77, 
R ; 14-75, 
R-14-76, 
R ; 15-75, 
R-15-77, 
R ; 16-75, 
R-16-76, 
R-16-77, 
R ; 17-73, 
R ; 17-75, 
R-17-77, 
R ; 18-75, 
R ; 18-76, 
R-18-77, 
R-19-75, 
R-19-77, 
R ; 20-75, 
R ; 20-76, 
R-20-77, 
R-21-77, 
R ; 22-70, 
R-22-76, 
R-25-70, 
R-25-76, 
R-34-71, 
R-40-72, 
R-41-72, 


78-13822 
78-7371 
78-7372 

78-9183 

78-13823 
78-7373 

78-9184 
78-7374 
78-7385 

78-9185 
78-7375 

78-13824 
78-7370, 

78-9187 
78-7377 

78-13825 

78-9188 
78-7378 
78-7379 

78-13826 
78-7380 
78-7381 

78-13827 

78-13828 

78-13829 
78-7382 
78-7383 

78-13830 

78-13831 
78-7384 

78-13832 

78-13833 

78-13820 

78-13834 

78-13835 

78-13836 


78-7376 


Railroad accident investigation report ; no. 


4181, 78-22145 


Railroad accident investigation report; no. 


4184, 78-22146 


December 1978 


Railroad employee accident 
report ; no. 99, 78-5311 
Railroad employee accident 
report ; no. 100, 78-5312 
Railroad employee accident 
report ; no. 179, 78-5313 
Railroad employee accident 
report ; no. 192, 78-5314 
Railroad employee accident 
report ; no. 193, 78-5315 
Railroad employee accident 
report ; no. 194, 78-5316 
Railroad employee accident 
report ; no. 195, 78-5317 
Railroad employee accident 
report ; no. 196, 78-5318 
Railroad employee accident 
report ; no. 197, 78-5319 
Railroad employee accident 
report ; no. 198, 78-5320 
Railroad employee accident 
report ; no. 199, 78-5321 
Railroad employee accident 
report ; no. 200, 78-5322 
Railroad employee accident 
report ; no. 207, 78-5323 
Railroad employee accident 
report ; no. 208, 78-5324 
Railroad employee accident 
report ; no. 209, 78-5325 
Railroad employee accident 
report ; no. 210, 78-5326 
Railroad employee accident 
report ; no. 211, 78-5327 
Railroad employee accident 
report ; no. 212, 78-5328 
Railroad employee accident 
report ; no. 213, 78-5329 
Railroad employee accident 
report ; no. 214, 78-5330 


investigation 
investigation 
investigation 
investigation 
investigation 
investigation 
investigation 
investigation 
investigation 
investigation 
investigation 
investigation 
investigation 
investigation 
investigation 
investigation 
investigation 
investigation 
investigation 


investigation 


RC72 ; A-30, 
RDD/PMS-1, 
RDD/PMS-2, 
RDD/PMS-4, 
RDD/PMS-5, 
RDD/PMS-6, 
RDD/PMS-7, 
RDD/PMS-8, 
REA bulletin 
REA bulletin ; 
REA bulletin ; 
REA bulletin ; 
REA bulletin ; 
REA bulletin ; 
REA bulletin ; 
REA bulletin ; 
REA bulletin ; 
REA bulletin ; 
REA bulletin ; 
REA bulletin ; 
REA bulletin ; 
REA bulletin ; 
REA bulletin ; 
REA bulletin ; 
REA bulletin ; 
REA bulletin ; 
Reading report 
REC-ERC ; 76 
REC-ERC ; 77 
REC-ERC ; 77 
REC-ERC ; 77 
REC-ERC ; 77 
REC-ERC ; 77 
Reference aid 
24281 
Reference 
7544 
Reference 
21863 


aid 


aid 


-11, 
-3, 
-8, 
-11, 
-12, 
-15, 


78-19946 
78-23247 
78-23248 
78-23250 
78-23249, 
78-23252 
78-23253 
78-23254 
78-2454, 78-2456 
20-19:320-19, 78-22741 
43-5, 78-2453, 78-227 
61-2, 78-14779 

62-6, 78-14780 

66-5, 78-22742 

66-6, 78-19588 

66-8, 78-19589 

86-4, 78-14781 

109-3, 78-10434 
111-2, 78-10435 
161-23, 78-4014 
300-4, 78-22740 
344-2, 78-2455 
345-14, 78-22743 
345-80, 78-22744 
387-4, 78-14781 
409-2, 78-10434 

; no. 06-R-21, 
78-26156 
78-26157 
78-26158 
78-26159 
78-26160 
78-26161 
CR ; CR-77-12059, 


78-23251 


CR ; CR 77-13125, 


CR ; CR 77-13212, 


45 


78-17454 


78- 


78- 


78- 


Railroad accident investigation summary 
report ; no. 44, 78-5298 

Railroad accident investigation summary 
report ; no. 45, 78-5299 


Reference aid 
18366 
Reference 
14006 
Reference 
15829 


Reference 


Railroad employee accident a om Fekete, lar 
report ; no. 215, 78-5331 
Railroad employee accident 
report ; no. 223, 78-5332 
Railroad employee accident 
report ; no. 224, 78-5333 


Railroad employee accident 


investigation 


investigation aid CR ; CR 77-14473, 78- 


Railroad accident investigation summary 


investigation aid CR 7177-14798, 78- 


report ; no. 48, 78-22147 


~ 169 x 
Railroad employee accident investigation investigation CR 77-15208, 78 


report ; no. 88, 78-5300 
Railroad employee accident 
report ; no. 89, 78-5301 
Railroad employee accident 
report ; no. 90, 78-5302 
Railroad employee accident 
report ; no. 91, 78-5303 
Railroad employee accident 
report ; no. 92, 78-5304 
Railroad employee accident 
report ; no. 93, 78-5305 
Railroad employee accident 
report ; no. 94, 78-5306 
Railroad employee accident 
report ; no. 95, 78-5307 
Railroad employee accident 
report ; no. 96, 78-5308 
Railroad employee accident 
report ; no. 97, 78-5309 
Railroad employee accident 
report ; no. 98, 78-5310 


investigation 
investigation 
investigation 
investigation 
investigation 
investigation 
investigation 
investigation 
investigation 


investigation 





report ; no. 225, 78-5334 

R&S health insurance statistics ; HI-55, 
78-8948 

R&S health insurance statistics 
78-8949 

Rate training manual, 
78-1537, 78-1538, 
1540, 78-1541, 
78-4502, 
12761, 


; HI-72, 


78-1535, 
78-1539, 

78-1542, 

78-4503, 


78-1536, 
78- 
78-4498, 
78-8724, 78- 
78-15115, 78-20363, 78- 
20365, 78-20367, 78-25312 
Rate training manual and nonresident 
career course, 78-4499, 78-4500, 
78-4504, 78-4505, 78-12760, 78- 
15116, 78-15117, 78-15118, 78- 
20361, 78-20362, 78-20364, 78- 
20366, 78-25313, 78-25315 
RB ; 23, 78-21868, 78-24283 
RC-W ; 136, 78-26520, 78-26521 
RC72 ; A-21, 78-19945 
RC72 ; A-22, 78-19947 


Do not order from index; see indicated entry 





11805 


Reference ai 


15830 
Reference 
18367 
Reference 
15831 
Reference 
21864 
Reference 
15832 
Reference 
18368 
Reference 
21865 
Reference 
15833 
Reference 
26430 
Reference 
18369 


CR 


CR 


CR 


CR 


CR 


CR 


CR 


CR 


CR 


CR 


77-15211, 78- 


77-15751, 78- 
77-15883, 78- 
77-16679, 78- 
78-10114, 78- 
78-10122, 78- 
78-10194, 78- 
78-10278, 78- 
78-11373, 78- 


78-11398, 78- 


Page 1-2735 





Reference aid CR ; CR 78-11599, 78- 
26431 

Regional geology of the Quadrilatero Fer- 
rifero, Minas Gerais, Brazil, 78-7271 

Regional report - Bureau of Labor 
Statistics, New England Regional Office ; 
75-1, 78-21730 

Regional report - Bureau of Labor 
Statistics, New England Regional Office ; 
75-2, 78-24160 

Regional report - Bureau of Labor 
Statistics, New England Regional Office ; 
75-4, 78-18001 

Regional report - Bureau of Labor 
Statistics, New England Regional Office ; 
76-1, 78-21731 

Regional report - Bureau of Labor 
Statistics, New England Regional Office ; 
76-2, 78-18002 

Regional report - Bureau of Labor 
Statistics, New England Regional Office ; 
76-3, 78-21732 

Regional report - Bureau of Labor 
Statistics, North Central Regional Office 
; 75-7, 78-18006 

Regional report - Bureau of Labor 
Statistics, North Central Regional Office 
; 76-1, 78-21733 

Regional report - Bureau of Labor 
Statistics, North Central Regional Office 
; 76-2, 78-18003 

Regional report - Bureau of Labor 
Statistics, North Central Regional Office 
; 76-3, 78-18004 

Regional report - Bureau of Labor 
Statistics, North Central Regional Office 
; 76-4, 78-21734 

Regional report - Bureau of Labor 
Statistics, North Central Regional Office; 
76-5, 78-21739 

Regional report - Bureau of Labor 
Statistics, North Central Regional Office 
; 76-6, 78-18007 

Regional report - Bureau of Labor 
Statistics, North Central Regional Office 
; 76-7, 78-15726 

Regional report - Bureau of Labor 
Statistics, Southeastern Regional Office ; 
28, 78-18005 

Report - Airway Facilities Service ; AAF- 
74-3, 78-22199 

Report - Airway Facilities Service ; 
76-3, 78-22200 

Report - Airway Facilities Service ; 
76-8, 78-22201 

Report - Airway Facilities Service ; 
77-1, 78-22202 

Report - Airway Facilities Service ; AAF- 
77-2, 78-22203 

Report - Airway Facilities Service ; AFF- 
74-2, 78-22198 

Report - Airways Facilities Service ; 
75-2, 78-9715 

Report - Airways Facilities Service ; 
76-5, 78-9716 

Report - Airways Facilities Service ; 
76-6, 78-9717 


AAF- 
AAF- 


AAF- 


AAF- 
AAF- 


AAF- 


Page I-2736 





Series/Report Index 


Report - Airways Facilities Service ; AAF- 
76-9, 78-8016 

Report - Bureau of Indian Affairs, Planning 
Support Group ; no. 235, 78-23998 

Report - Bureau of Indian Affairs, Planning 
Support Group ; no. 237, 78-13766 

Report - Bureau of Indian Affairs, Planning 
Support Group ; no. 238, 78-23999 

Report - Bureau of Indian Affairs, Planning 
Support Group ; no. 239, 78-24000 

Report - Bureau of Indian Affairs, Planning 
Support Group ; no. 241, 78-24001 

Report - Bureau of Indian Affairs, Planning 
Support Group ; no. 242, 78-21520 

Report - Bureau of Indian Affairs, Planning 
Support Group ; no. 243, 78-21521 

Report - Bureau of Indian Affairs, Planning 
Support Group ; no. 244, 78-11460 

Report - Bureau of Indian Affairs, Planning 
Support Group ; no. 246, 78-13767 

Report - Bureau of Indian Affairs, Planning 
Support Group ; no. 249, 78-7288 

Report - Bureau of Indian Affairs, Planning 
Support Group ; no. 250, 78-21522 

Report - Bureau of Indian Affairs, Planning 
Support Group ; no. 251, 78-13768 

Report - Bureau of Indian Affairs, Planning 
Support Group ; no. 252, 78-13769 

Report - Bureau of Indian Affairs, Planning 
Support Group ; no. 258, 78-21523 

Report - Bureau of Labor Statistics ; 446, 
78-21725 

Report - Bureau of Labor Statistics ; 448-2, 
78-21726 

Report - Bureau of Labor Statistics ; 448-3, 
78-17988 

Report - Bureau of Labor Statistics ; 455-1, 
78-17989 

Report - Bureau of Labor Statistics ; 465, 
78-26266 

Report - Bureau of Labor Statistics ; 471, 
78-21727 

Report - Bureau of Labor Statistics ; 481, 
78-17990 

Report - Bureau of Labor Statistics ; 486, 
78-17991 

Report - Bureau of Labor Statistics ; 497, 
78-9219 

Report - Bureau of Labor Statistics ; 500, 
78-17992 

Report - Bureau of Labor Statistics ; 501, 
78-713 

Report - Bureau of Labor Statistics ; 504, 
78-5123 

Report - Bureau of Labor Statistics ; 506, 
78-5124 

Report - Bureau of Labor Statistics ; 508, 
78-714 

Report - Bureau of Labor Statistics ; 512, 
78-24157 

Report - Bureau of Labor Statistics ; 517, 
78-9220, 78-17993 

Report - Bureau of Labor Statistics ; 521, 
78-24158 

Report - Bureau of Labor Statistics ; 525, 
78-21728 

Report - Bureau of Labor Statistics ; 526, 
78-11651 


Do not order from index; see indicated entry 





Report - Bureau of Labor Statistics ; 528, 
78-21729 

Report - Bureau of Labor Statistics ; 534, 
78-17994 

Report - Bureau of Labor Statistics ; 535, 
78-24159 

Report - Bureau of Labor Statistics ; 536, 
78-26267 

Report - Bureau of Motor Carrier Safety ; 
76-3, 78-5289 

Report - Bureau of Motor Carrier Safety ; 
76-4, 78-18627 

Report - Bureau of Motor Carrier Safety ; 
76-6, 78-18628 

Report - Bureau of Motor Carrier Safety ; 
76-7, 78-18629 

Report - Bureau of Motor Carrier Safety ; 
76-8, 78-18630 

Report - Bureau of Motor Carrier Safety ; 
77-1, 78-9647 

Report - Bureau of Motor Carrier Safety ; 
77-2, 78-9648 

Report - Bureau ef Motor Carrier Safety ; 
77-3, 78-18631 

Report - Coast Guard ; no. CG-B-003-78, 
78-22224 

Report - Coast Guard ; no. CG-WEP-1-77, 
78-883 

Report - Coast Guard, Office of Research 
and Development ; no. CG-D-9-77, 78- 
8037 

Report - Community Education 
Council ; no. 2, 78-407 

Report - Community Education 
Council ; no. 3, 78-1920 

Report - Community Education 
Council ; no. 4, 78-1921 

Report - Community Education 
Council ; no. 5, 78-1922 

Report - Community Education 
Council ; no. 6, 78-4787 

Report - Community Education 
Council ; no. 7, 78-13454 

Report - Dept. of Transportation ; no. 
DOT-TPI-10-77-23, 78-9588 

Report - Dept. of Transportation ; no. 
DOT-TPI-10-77-26, 78-9589 

Report - Dept. of Transportation ; no. 
DOT-TPI-10-77-27, 78-9590 

Report - Dept. of Transportation ; no. 
DOT-TPI-10-77-31, 78-22026 

Report - Dept. of Transportation ; no. 
DOT-TPI-10-78-32, 78-22027 

Report - Dept. of Transportation ; no. 
DOT-TPI-10-78-33, 78-22028 

Report - Dept. of Transportation ; no. 
DOT-TPI-77-10-01, 78-7724 

Report - Dept. of Transportation ; no. 
DOT-TST-75-102, 78-7702 

Report - Dept. of Transportation ; no. 
DOT-TST-75-114, 78-7703 

Report - Dept. of Transportation 
DOT-TST-75-145, 78-7704 

Report - Dept. of Transportation 
DOT-TST-76 T-40, 78-5274 

Report - Dept. of Transportation 
DOT-TST-76-16, 78-7707 


Advisory 
Advisory 
Advisory 
Advisory 
Advisory 


Advisory 





Report - Dept. of Transportation ; 


DOT-TST076-42, 78-7708 


Report - Dept. of Transportation ; 


December 1978 


Report - Dept. of Transportation 
DOT-TST-77-35, 78-7719 


DOT-TST-76-49, 
Report - Dept. of 
DOT-TST-76-55, 
Report - Dept. of 
DOT-TST-76-60, 
Report - Dept. of 
DOT-TST-76-68, 
Report - Dept. of 
DOT-TST-76-70, 
Report - Dept. of 
DOT-TST-76-74, 
Report - Dept. of 
DOT-TST-76-77, 
Report - Dept. of 
DOT-TST-76-81, 
Report - Dept. of 
DOT-TST-76-84, 
Report - Dept. of 
DOT-TST-76-85, 
Report - Dept. of 
DOT-TST-76-94, 
Report - Dept. of 
DOT-TST-76-100, 
Report - Dept. of 
DOT-TST-76-107, 
Report - Dept. of 
DOT-TST-76T-2, 
Report - Dept. of 
DOT-TST-76T-3, 
Report - Dept. of 
DOT-TST-76T-8, 
Report - Dept. of 
DOT-TST-76T-9, 
Report - Dept. of 
DOT-TST-76T-11, 
Report - Dept. of 
DOT-TST-76T-25, 
Report - Dept. of 
DOT-TST-76T-31, 
Report - Dept. of 
DOT-TST-76T-34, 
Report - Dept. of 
DOT-TST-76T-35, 
Report - Dept. of 
DOT-TST-76T-36, 


78-7709 
Transportation 
78-7710 
Transportation 
78-7711 


Transportation ; 


78-15922 
Transportation 
78-7712 


Transportation ; 


78-7713 
Transportation 
78-9570 
Transportation 
78-7714 
Transportation 
78-7715 
Transportation 
78-18540 
Transportation 
78-7716 
Transportation 
78-22016 
Transportation 
78-5268 


Transportation ; 


78-7705 
Transportation 
78-18539 
Transportation 
78-22013 
Transportation 
78-22014 
Transportation 
78-22015 
Transportation 
78-7706 
Transportation 
78-830 
Transportation 
78-11835 
Transportation 
78-5275 
Transportation 
78-5275 


Report - Dept. of Transportation ; 


DOT-TST-77-37, 
Report - Dept. of 
DOT-TST-77-38, 
Report - Dept. of 
DOT-TST-77-39, 
Report - Dept. of 
DOT-TST-77-40, 
Report - Dept. of 
DOT-TST-77-42, 
Report - Dept. of 
DOT-TST-77-44, 
Report - Dept. of 
DOT-TST-77-53, 
Report - Dept. of 
DOT-TST-77-57, 
Report - Dept. of 
DOT-TST-77-58, 
Report - Dept. of 
DOT-TST-77-59, 
Report - Dept. of 
DOT-TST-77-60, 
Report - Dept. of 
DOT-TST-77-69, 
Report - Dept. of 
DOT-TST-77-70, 
Report - Dept. of 
DOT-TST-77-72, 
Report - Dept. of 
DOT-TST-77-75, 
Report - Dept. of 
DOT-TST-77-76, 
Report - Dept. of 
DOT-TST-77-78, 
Report - Dept. of 
DOT-TST-77-79, 
Report - Dept. of 
DOT-TST-77-80, 
Report - Dept. of 
DOT-TST-77-81, 
Report - Dept. of 
DOT-TST-77-84, 
Report - Dept. of 
DOT-TST-77-85, 
Report - Dept. of 


78-11836 
Transportation 
78-7720 
Transportation 
78-9574 
Transportation 
78-18541 
Transportation 
78-18542 
Transportation 
78-11837 


Transportation ; 


78-832, 78-833 


Transportation ; 


78-15923 
Transportation 
78-5269 
Transportation 
78-5271 
Transportation 
78-5271 


Transportation ; 


78-18543 
Transportation 
78-11838 
Transportation 
78-2168 
Transportation 
78-5270 
Transportation 
78-18544 
Transportation 
78-7721 
Transportation 
78-7721 
Transportation 
78-7721 
Transportation 
78-7721 
Transportation 
78-9575 
Transportation 
78-18545 
Transportation 


> ho. 


; no. 


no. 


> no. 


Report - Dept. of Transportation 
DOT-TST-76T-37, 78-5275 
Report - Dept. of Transportation 
DOT-TST-76T-38, 78-5275 
Report - Dept. of Transportation 
DOT-TST-76T-39, 78-5275 
Report - Dept. of Transportation 
DOT-TST-77-14, 78-22017 
Report - Dept. of Transportation 
DOT-TST-77-15, 78-7717 
Report - Dept. of Transportation 
DOT-TST-77-17, 78-7718 
Report - Dept. of Transportation 
DOT-TST-77-22, 78-9571 
Report - Dept. of Transportation 
DOT-TST-77-31, 78-9572 


Report - Dept. of Transportation ; 


DOT-TST-77-33, 78-9573 
Report - Dept. of Transportation 
DOT-TST-77-34, 78-831 





DOT-TST-78-1, 78-5272 


Report - Dept. of Transportation ; no. 


DOT-TST-78-2, 78-5273 


Report - Federal Aviation Administration ; 


FAA-ASP-75-4, 78-7954 


Report - Federal Aviation Administration ; 


FAA-ASP-76-1, 78-15968 


Report - Federal Aviation Administration ; 


FAA-ASP-77-6, 78-9684 


Report - Federal Aviation Administration ; 


FAA-ED-15-2A, 78-5396 


Report - Federal Aviation Administration ; 


FAA-ED-18-1, 78-22167 


Report - Federal Aviation Administration ; 


FAA-EM-76-12, 78-22164 
Report - Federal Aviation Administration ; 
FAA-EM-77-5, 78-22165 


Report - Federal Aviation Administration ; 


FAA-EM-77-7, 78-22166 
Report - Federal Aviation Administration ; 
FAA-EM-77-9, 78-9679 
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Report - Federal Aviation Administration ; 
FAA-EM-77-15, 78-9680 

Report - Federal Aviation Administration ; 
FAA-EM-77-17, 78-7948 

Report - Federal Aviation Administration ; 
FAA-EQ-76-2, 78-7949 

Report - Federal Aviation Administration ; 
FAA-EQ-78-03, 78-22168 

Report - Federal Aviation Administration ; 
FAA-RD-75-56, 78-7945 

Report - Federal Aviation Administration ; 
no. FAA-NA-75-29, 78-7944 

Report - Federal Aviation Administration ; 
no. FAA-NA-76-27, 78-7946 

Report - Federal Aviation Administration ; 
no. FAA-NA-77-30, 78-7947 

Report - Federal Aviation Administration, 
Office of Aviation Medicine ; FAA-AM- 
76-5, 78-22183 

Report - Federal Aviation Administration, 
Office of Aviation Medicine ; FAA-AM- 
76-9, 78-22184 

Report - Federal Aviation Administration, 
Office of Aviation Medicine ; FAA-AM- 
76-12, 78-22185 

Report - Federal Aviation Administration, 
Office of Aviation Medicine ; FAA-AM- 
76-13, 78-22186 

Report - Federal Aviation Administration, 
Office of Aviation Medicine ; FAA-AM- 
76-15, 78-22187 

Report - Federal Aviation Administration, 
Office of Aviation Medicine ; FAA-AM- 
77-3, 78-22188 

Report - Federal Aviation Administration, 
Office of Aviation Medicine ; FAA-AM- 
77-4, 78-22189 

Report - Federal Aviation Administration, 
Office of Aviation Medicine ; FAA-AM- 
77-5, 78-22196 

Report - Federal Aviation Administration, 
Office of Aviation Medicine ; FAA-AM- 
77-7, 78-22191 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-AEQ-77-5, 78-18752 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-73-28, 78-15971 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-73-82, 78-7962 

Report - Federal Aviation Administration, 
Systems Research and Devclopment Ser- 
vice ; FAA-RD-73-98, 78-7970 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-73-198-II, 78-7963 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-74-37, 78-24393 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-74-124, 78-18700 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-74-125, 78-9694 
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Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-74-182, 78-7965 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-74-187, 78-22194 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-74-196, 78-7966 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-75-13, 78-7967 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-75-60, 78-22195 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-75-86, 78-7968 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-75-89, 78-15972 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-75-107, 78-7971 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-75-110, 78-7972 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-75-120, 78-7973 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-75-124, 78-11903 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-75-127, 78-11904 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-75-131, 78-9695 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-75-136, 78-7974 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-75-162, Ill, 78-7975 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-75-165, 78-9696 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-75-167, 78-7976 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-75-171, 78-7977 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-75-173, 78-18701 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-75-186, 78-18702 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-75-187, 78-18703 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-75-193, 78-18704 
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Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-75-196, 78-7978 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-75-201, 78-18705 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-75-206, 78-7979 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-75-212, 78-18706 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-75-215, 78-15973, 78- 
18707 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-75-217, 78-9697 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-75-218, 78-15974 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-75-219, 78-15975 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-75-228, 78-15976 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-75-231, 78-15977 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-75-235, 78-15978 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-1, 78-15979 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-4, 78-7980 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-5, 78-7981 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-6, 78-7982 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-7, 78-7983 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-16, 78-7984 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-19, 78-7985 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-20, 78-7986, 78- 
15980 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-21, 78-15981 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-27, 78-15982 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-30, 78-11905 
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Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-31, 78-11906 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-32, 78-11907 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-33, 78-18708 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-40, 78-7987 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-43, 78-11908 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-44, 78-11909 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-46, 78-11910 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-47, 78-7988 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-56, 78-7989 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-58, 78-7990 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-59, 78-9698 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-62, 78-18709 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-63, 78-7991 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-64, 78-15983 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-65, 78-7992 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-67, 78-7993 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-72, 78-7994 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-74, 78-7995 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-76, 78-9699 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-79, 1, 78-9700 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-79, 1 a, 78-7996 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-79, IV, 78-9701 





Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-80, 78-7997 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-85, 78-15984 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-86, 78-7998 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-89, 78-7999 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-90, 78-11911 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-91, 78-15985 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-93, 78-15986 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-94, 78-11912 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-96, 78-11913 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-97, 78-11914 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-98, 78-11915 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-99, 78-15987 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-102, 78-18710 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-103, 78-11916 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-105, 78-8000 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-106, 78-15988 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-107, 78-9702 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-109, 78-11917 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-I11, 78-11918 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-112, 78-11919 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-113, 78-18711 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-114, 78-18712 





December 1978 


Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-117, 78-15989 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-118, 78-18713 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-119, 78-11920 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-121, 78-15990 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-123, 78-15991 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-125, 78-8001 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-127, 78-15992 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-128, 78-18714 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-130, 78-18715 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-131, 78-18716 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-132, 78-18717 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-133, 78-15993 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-134, 78-18718 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-136, 78-8002 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-139, 78-15994 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-140, 78-15995 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-141, 78-18719 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-142, 78-15996 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-143, 78-15997 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-144, 78-15998 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-145, 78-15999 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-148, 78-16000 
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Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-149, 78-8003 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-150, 78-16001 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-151, 78-8004 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-155, 78-8005 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-156, 78-18720 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-157, 78-16002 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-160, 78-16003 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-164, 78-16004 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-170, 78-16005 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-171, 78-16006 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-173., 78-16007 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-175, 78-8006 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-176., 78-16008 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-178, 78-18721 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-180, 78-16009 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-181, 78-16010 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-184, 78-9704 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-186, 78-16011 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-187, 78-16012 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-193, 78-16013 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-196, 78-18722 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-197, 78-16014 
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Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-198, 78-16015 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-200, 78-870 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-201, 78-18723 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-202, 78-18724 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-210, 78-18725 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-211, 78-18726 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-212, 78-18727 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-213, 78-8007 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-216, 78-8008 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-217, 78-8009 

Report - Federal Aviation Administration ; 
Systems Research and Development Ser- 
vice ; FAA-RD-76-218, 78-8010 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-220, 78-8011 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-221, 78-16016 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-223, 78-26614 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-76-224, 78-9705 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-77-1, 78-18728 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-77-4, 78-5405 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-77-5, 78-8012 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-77-9, 78-18729 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-77-10, 78-18730 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-77-14, 78-18731 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-77-15, 78-22196 
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Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-77-16, 78-18732 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-77-17, 78-22197 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-77-20, 78-18733 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-77-21, 78-18734 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-77-23, 78-18735 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-77-27, 78-16017 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-77-29, 78-18736 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-77-33, 78-9706 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-77-34, 78-18737 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-77-36, 78-9707 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-77-37, 78-872 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-77-38, 78-16018 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-77-40, 78-26615 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-77-41, 78-18738 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-77-42, 78-18739 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-77-43, 78-16019 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-77-44, 78-5406 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-77-46, 78-18740 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-77-48, 78-9708, 78- 
18741 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-77-49, 78-16020 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-77-52, 78-18742 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-77-53, 78-18743 
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Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-77-55, 78-2174 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-77-56, 78-18744 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-77-58, 78-18745 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-77-59, 78-18746 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-77-60, 78-26616 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-77-63, 78-8013 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-77-65, 78-18747 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-77-66, 78-8014 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-77-67, 78-9709 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-77-71, 78-18748 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-77-72, 78-9710 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-77-74, 78-8015 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-77-76, 78-873 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-77-95, 78-9711 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-77-99, 78-26617 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-77-100, 78-9712 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-77-101, 78-9713 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-77-103, 78-18749 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-77-104, 78-18750 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-77-105, 78-18751 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-77-106, 78-26618 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-77-116, 78-26619 





Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-77-117, 78-26620 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-77-126, 78-24394 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-77-127, 78-5407 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-77-131, 78-26621 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-77-137, 78-26622 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-77-145, 78-5408 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-77-151, 78-5409 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-77-153, 78-5410 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-77-154, 78-9703 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-77-157, 78-5411 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-77-177, 78-26623 


Report - Federal Aviation Administration, 


Systems Research and Development Ser- 
vice ; FAA-RD-77-179, 78-9714 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-77-181, 78-26624 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-77-183, 78-26625 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-78-3, 78-24395 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-78-4, 78-26626 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 

. vice ; FAA-RD-78-43, 78-24396 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-90, 78-7969 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-125, 78-7964 

Report - Federal Aviation Administration, 
Systems Research and Development Ser- 
vice ; FAA-RD-206, 78-871 

Report - Federal Highway Administration ; 
FHWA-TS-77-201, 78-7815 

Report - Federal Highway Administration ; 
FHWA-TS-77-205, 78-7816 

Report - Federal Highway Administration ; 
FHWA-TS-77-208, 78-22099 

Report - Federal Highway Administration ; 
FHWA-TS-77-211, 78-9632 





December 1978 


Report - Federal Highway Administration ; 


FHWA-TS-77-215, 78-22100 


Report - Federal Highway Administration ; 


FHWA-TS-77-216, 78-22101 


Report - Federal Highway Administration ; 


FHWA-TS-77-220, 78-22102 


Report - Federal Highway Administration ; 


FHWA-TS-77-222, 78-7817 


Report - Federal Highway Administration ; 


FHWA-TS-77-223, 78-9633 


Report - Federal Highway Administration ; 


FHWA-TS-78-201, 78-22103 


Report - Federal Highway Administration ; 


FHWA-TS-78-202, 78-7818 


Report - Federal Highway Administration ; 


FHWA-TS-78-203, 78-7819 


Report - Federal Highway Administration ; 


FHWA-TS-78-204, 78-7820 


Report - Federal Highway Administration ; 


FHWA-TS-78-206, 78-18608 


Report - Federal Highway Administration ; 


FHWA-TS-78-208, 78-18609 


Report - Federal Highway Administration ; 


FHWA-TS-78-209, 78-7821 


Report - Federal Highway Administration ; 


FHWA-TS-78-211, 78-18610 


Report - Federal Highway Administration ; 


FHWA-TS-78-212, 78-22104 


Report - Federal Highway Administration ; 


FHWA-TS-78-213, 78-18611 


Report - Federal Highway Administration ; 


FHWA-TS-78-215, 78-18612 


Report - Federal Highway Administration ; 


FHWA-TS-78-216, 78-18613 


Report - Federal Highway Administration ; 


FHWA-TS-78-219, 78-18614 


Report - Federal Highway Administration ; 


FHWA-TS-78-220, 78-18615 


Report - Federal Highway Administration ; 


no. FHWA DP-PC-820, 78-7830 


Report - Federal Highway Administration ; 


no. FHWA DP-PC-920, 78-7831 


Report - Federal Highway Administration ; 


no. FHWA-DP-40-1, 78-7829 


Report - Federal Highway Administration ; 


no. FHWA-HP-HS-S75, 78-9619 


Report - Federal Highway Administration ; 


no. FHWA-HP-HS-OIR, °°3-22075 


Report - Federal Highway Administration ; 


no. FHWA-HP-HS-02, 78-22075 


Report - Federal Highway Administration ; 


no. FHWA-HP-HS-03, 78-22075 


Report - Federal Highway Administration ; 


no. FHWA-HP-HS-76, 78-24368 


Report - Federal Highway Administration ; 


no. FHWA-RD-75-2, 78-22081 


Report - Federal Highway Administration ; 


no. FHWA-RD-75-!7, 78-18571 


Report - Federal Highway Administration ; 


no. FHWA-RD-75-21, 78-22082 


Report - Federal Highway Administration ; 


no. FHWA-RD-75-24, 78-18572 


Report - Federal Highway Administration ; 


no. FHWA-RD-75-29, 78-22083 


Report - Federal Highway Administration ; 


no. FHWA-RD-75-52, 78-7768 


Report - Federal Highway Administration ; 


no. FHWA-RD-75-54, 78-9621 


Do not order from index; see indicated entry 





Report - Federal Highway Administration ; 
no. FHWA-RD-75-55, 78-7769 

Report - Federal Highway Administration ; 
no. FHWA-RD-75-63, 78-7770 

Report - Federal Highway Administration ; 
no. FHWA-RD-75-72, 78-22084 

Report - Federal Highway Administration ; 
no. FHWA-RD-75-75, 78-18573 

Report - Federal Highway Administration ; 
no. FHWA-RD-75-76, 78-18573 

Report - Federal Highway Administration ; 
no. FHWA-RD-75-79, 78-18574 

Report - Federal Highway Administration ; 
no. FHWA-RD-75-83, 78-7771 

Report - Federal Highway Administration ; 
no. FHWA-RD-75-89, 78-18575 

Report - Federal Highway Administration ; 
no. FHWA-RD-75-91, 78-15938 

Report - Federal Highway Administration ; 
no. FHWA-RD-75-121, 78-7772 

Report - Federal Highway Administration ; 
no. FHWA-RD-75-129, 78-9622 

Report - Federal Highway Administration ; 
no. FHWA-RD-75-130, 78-9622 

Report - Federal Highway Administration ; 
no. FHWA-RD-75-510, 78-18576 

Report - Federal Highway Administration ; 
no. FHWA-RD-75-524, 78-18577 

Report - Federal Highway Administration ; 
no. FHWA-RD-76-9, 78-22085 

Report - Federal Highway Administration ; 
no. FHWA-RD-76-20, 78-9623 

Report - Federal Highway Administration ; 
no. FHWA-RD-76-23, 78-9624 

Report - Federal Highway Administration ; 
no. FHWA-RD-76-24, 78-9624 

Report - Federal Highway Administration ; 
no. FHWA-RD-76-25, 78-18578 

Report - Federal Highway Administration ; 
no. FHWA-RD-76-26, 78-11857 

Report - Federal Highway Administration ; 
no. FHWA-RD-76-27, 78-11857 

Report - Federal Highway Administration ; 
no. FHWA-RD-76-34, 78-15939 

Report - Federal Highway Administration ; 
no. FHWA-RD-76-39, 78-11858 

Report - Federal Highway Administration ; 
no. FHWA-RD-76-40, 78-7773 

Report - Federal Highway Administration ; 
no. FHWA-RD-76-42, 78-18579 

Report - Federal Highway Administration ; 
no. FHWA-RD-76-47, 78-7774 

Report - Federal Highway Administration ; 
no. FHWA-RD-76-49, 78-18580 

Report - Federal Highway Administration ; 
no. FHWA-RD-76-50, 78-7774 

Report - Federal Highway Administration ; 
no. FHWA-RD-76-54, 78-18581 

Report - Federal Highway Administration ; 
no. FHWA-RD-76-61, 78-7775 

Report - Federal Highway Administration ; 
no. FHWA-RD-76-66, 78-7776 

Report - Federal Highway Administration ; 
no. FHWA-RD-76-72, 78-7777 

Report - Federal Highway Administration ; 
no. FHWA-RD-76-73, 78-22086 

Report - Federal Highway Administration ; 
no. FHWA-RD-76-84, 78-18582 
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Report - Federal Highway Administration ; 
no. FHWA-RD-76-86, 78-7778, 78- 
22087 

Report - Federal Highway Administration ; 
no. FHWA-RD-76-88, 78-22088 

Report - Federal Highway Administration ; 
no. FHWA-RD-76-102, 78-18583 

Report - Federal Highway Administration ; 
no. FHWA-RD-76-105, 78-18584 

Report - Federal Highway Administration ; 
no. FHWA-RD-76-122, 78-7779 

Report - Federal Highway Administration ; 
no. FHWA-RD-76-126, 78-7780 

Report - Federal Highway Administration ; 
no. FHWA-RD-76-127, 78-22089 

Report - Federal Highway Administration ; 
no. FHWA-RD-76-128, 78-18585 

Report - Federal Highway Administration ; 
no. FHWA-RD-76-129, 78-18585 

Report - Federal Highway Administration ; 
no. FHWA-RD-76-130, 78-18585 

Report - Federal Highway Administration ; 
no. FHWA-RD-76-133, 78-22090 

Report - Federal Highway Administration ; 
no. FHWA-RD-76-135, 78-843 

Report - Federal Highway Administration ; 
no. FHWA-RD-76-137, 78-843 

Report - Federal Highway Administration ; 
no. FHWA-RD-76-140, 78-18586 

Report - Federal Highway Administration ; 
no. FHWA-RD-76-141, 78-844 

Report - Federal Highway Administration ; 
no. FHWA-RD-76-143, 78-18587 

Report - Federal Highway Administration ; 
no. FHWA-RD-76-144, 78-18587 

Report - Federal Highway Administration ; 
no. FHWA-RD-76-148, 78-18588 

Report - Federal Highway Administration ; 
no. FHWA-RD-76-149, 78-7781 

Report - Federal Highway Administration ; 
no. FHWA-RD-76-151, 78-7782 

Report - Federal Highway Administration ; 
no. FHWA-RD-76-152, 78-7782 

Report - Federal Highway Administration ; 
no. FHWA-RD-76-153, 78-7782 

Report - Federal Highway Administration ; 
no. FHWA-RD-76-154, 78-5281 

Report - Federal Highway Administration ; 
no. FHWA-RD-76-155, 78-5282 

Report - Federal Highway Administration ; 
no. FHWA-RD-76-156, 78-5283 

Report - Federal Highway Administration ; 
no. FHWA-RD-76-157, 78-5284 

Report - Federal Highway Administration ; 
no. FHWA-RD-76-158, 78-5285 

Report - Federal Highway Administration ; 
no. FHWA-RD-76-159, 78-5286 

Report - Federal Highway Administration ; 
no. FHWA-RD-76-160, 78-7783 

Report - Federal Highway Administration ; 
no. FHWA-RD-76-16!, 78-845 

Report - Federal Highway Administration ; 
no. FHWA-RD-76-166, 78-18589 

Report - Federal Highway Administration ; 
no. FHWA-RD-76-169, 78-7784 

Report - Federal Highway Administration ; 
no. FHWA-RD-76-173, 78-18590 
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Report - Federal Highway Administration ; 


no. FHWA-RD-76-175, 78-9625 


Report - Federal Highway Administration ; 


no. FHWA-RD-76-190, 78-18591 


Report - Federal Highway Administration ; 


no. FHWA-RD-76-502, 78-14074 


Report - Federal Highway Administration ; 


no. FHWA-RD-76-506, 78-14075 


Report - Federal Highway Administration ; 


no. FHWA-RD-76-508, 78-22091 


Report - Federal Highway Administration ; 


no. FHWA-RD-77-6, 78-846 


Report - Federal Highway Administration ; 


no. FHWA-RD-77-8, 78-7785 


Report - Federal Highway Administration ; 


no. FHWA-RD-77-9, 78-7786 


Report - Federal Highway Administration ; 


no. FHWA-RD-77-10, 78-7787 


Report - Federal Highway Administration ; 


no. FHWA-RD-77-11, 78-7787 


Report - Federal Highway Administration ; 


no. FHWA-RD-77-16, 78-18592 


Report - Federal Highway Administration ; 


no. FHWA-RD-77-24, 78-847 


Report - Federal Highway Administration ; 


no. FHWA-RD-77-26, 78-7788 


Report - Federal Highway Administration ; 


no. FHWA-RD-77-30, 78-7789 


Report - Federal Highway Administration ; 


no. FHWA-RD-77-31, 78-7790 


Report - Federal Highway Administration ; 


no. FHWA-RD-77-36, 78-7791 


Report - Federal Highway Administration ; 


no. FHWA-RD-77-37, 78-7792 


Report - Federal Highway Administration ; 


no. FHWA-RD-77-38, 78-7793 


Report - Federal Highway Administration ; 


no. FHWA-RD-77-40, 78-18593 


Report - Federal Highway Administration ; 


no. FHWA-RD-77-49, 78-848 


Report - Federal Highway Administration ; 


no. FHWA-RD-77-50, 78-18594 


Report - Federal Highway Administration ; 


no. FHWA-RD-77-51, 78-18594 


Report - Federal Highway Administration ; 


no. FHWA-RD-77-61, 78-7794 


Report - Federal Highway Administration ; 


no. FHWA-RD-77-62, 78-7794 


Report - Federal Highway Administration ; 


no. FHWA-RD-77-70, 78-849 


Report - Federal Highway Administration ; 


no. FHWA-RD-77-76, 78-850 


Report - Federal Highway Administration ; 


no. FHWA-RD-77-77, 78-7795 


Report - Federal Highway Administration ; 


no. FHWA-RD-77-79, 78-851 


Report - Federal Highway Administration ; 


no. FHWA-RD-77-80., 78-852 


Report - Federal Highway Administration ; 


no. FHWA-RD-77-81, 78-7796 


Report - Federal Highway Administration ; 


no. FHWA-RD-77-82, 78-7797 


Report - Federal Highway Administration ; 


no. FHWA-RD-77-83, 78-7798 


Report - Federal Highway Administration ; 


no. FHWA-RD-77-84, 78-2172 


Report - Federal Highway Administration ; 


no. FHWA-RD-77-85, 78-22092 
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Report - Federal Highway Administration ; 
no. FHWA-RD-77-87, 78-7799 
Report - Federal Highway Administration ; 
no. FHWA-RD-77-89, 78-7800 
Report - Federal Highway Administration ; 
no. FHWA-RD-77-90, 78-7801 
Report - Federal Highway Administration ; 
no. FHWA-RD-77-91, 78-7802 
Report - Federal Highway Administration ; 
no. FHWA-RD-77-92, 78-2171 
Report - Federal Highway Administration ,; 
no. FHWA-RD-77-93, 78-7803 
Report - Federal Highway Administration ; 
no. FHWA-RD-77-95, 78-14076 
Report - Federal Highway Administration ; 
no. FHWA-RD-77-96, 78-14077 
Report - Federal Highway Administration ; 
no. FHWA-RD-77-97, 78-14078 
Report - Federal Highway Administration ; 
no. FHWA-RD-77-98, 78-7804 
Report - Federal Highway Administration ; 
no. FHWA-RD-77-99, 78-7805 
Report - Federal Highway Administration ; 
no. FHWA-RD-77-100, 78-7806 
Report - Federal Highway Administration ; 
no. FHWA-RD-77-101, 78-2173 
Report - Federal Highway Administration ; 
no. FHWA-RD-77-102, 78-14079 
Report - Federal Highway Administration ; 
no. FHWA-RD-77-103, 78-24369 
Report - Federal Highway Administration ; 
no. FHWA-RD-77-105, 78-7807 
Report - Federal Highway Administration ; 
no. FHWA-RD-77-106, 78-7808 
Report - Federal Highway Administration ; 
no. FHWA-RD-77-114, 78-9626 
Report - Federal Highway Administration ; 
no. FHWA-RD-77-115, 78-9627 
Report - Federal Highway Administration ; 
no. FHWA-RD-77-117, 78-18595 
Report - Federal Highway Administration ; 
no. FHWA-RD-77-118, 78-7809 
Report - Federal Highway Administration ; 
no. FHWA-RD-77-119, 78-9628 
Report - Federal Highway Administration ; 
no. FHWA-RD-77-124, 78-9629 
Report - Federal Highway Administration ; 
no. FHWA-RD-77-126, 78-9630 
Report - Federal Highway Administration ; 
no. FHWA-RD-77-127, 78-18596 
Report - Federal Highway Administration ; 
no. FHWA-RD-77-128, 78-18596 
Report - Federal Highway Administration ; 
no. FHWA-RD-77-129, 78-22093 
Report - Federal Highway Administration ; 
no. FHWA-RD-77-130, 78-7810 
Report - Federal Highway Administration ; 
no. FHWA-RD-77-131, 78-18597 
Report - Federal Highway Administration ; 
no. FHWA-RD-77-136, 78-22094 
Report - Federal Highway Administration ; 
no. FHWA-RD-77-137, 78-18598 
Report - Federal Highway Administration ; 
no. FHWA-RD-77-138., 78-15940 
Report - Federal Highway Administration ; 
no. FHWA-RD-77-139, 78-22095 
Report - Federal Highway Administration ; 
no. FHWA-RD-77-142, 78-22096 











Report - Federal Highway 
no. FHWA-RD-77-143, 
Report - Federal Highway 
no. FHWA-RD-77-145, 
Report - Federal Highway 
no. FHWA-RD-77-146, 
Report - Federal Highway 
no. FHWA-RD-77-147, 
Report - Federal Highway 
no. FHWA-RD-77-148, 
Report - Federal Highway 
no. FHWA-RD-77-150, 
Report - Federal Highway 
no. FHWA-RD-77-154, 
Report - Federal Highway 
no. FHWA-RD-77-156, 
Report - Federal Highway 
no. FHWA-RD-77-157, 
Report - Federal Highway 
no. FHWA-RD-77-158, 
Report - Federal Highway 
no. FHWA-RD-77-159, 
Report - Federal Highway 
no. FHWA-RD-77-162, 
Report - Federal Highway 
no. FHWA-RD-77-165, 
Report - Federal Highway 
no. FHWA-RD-77-168, 
Report - Federal Highway 
no. FHWA-RD-77-169, 
Report - Federal Highway 
no. FHWA-RD-77-170, 
Report - Federal Highway 
no. FHWA-RD-77-502, 
Report - Federal Highway 
no. FHWA-RD-78-1, 





Administration 
78-22096 


78-24370 
Administration 
78-24370 
Administration 
78-7811 
Administration 
78-7812 
Administration 
78-22097 
Administration 
78-24371 


78-9631 
Administration 
78-18599 


78-24372 


78-24372 
Administration 
78-14080 
Administration 
78-24373 


78-18600 
Administration 
78-14081 
Administration 
78-18601 
Administration 
78-7813 
Administration 
78-24374 


Report - Federal Highway Administration 


no. FHWA-RD-78-4, 


78-24375 


Report - Federal Highway Administration 


no. FHWA-RD-78-26, 


78-18602 


Report - Federal Highway Administration 


no. FHWA-RD-78-31, 


78-18603 


Administration ; 


Administration ; 


Administration ; 


Administration ; 


Administration ; 


Report - Federal Highway Administration ; 


no. FHWA-RD-78-35, 


78-18604 


Report - Federal Highway Administration ; 


no. FHWA-RD-78-50, 


78-22098 


Report - Federal Highway Administration 


no. FHWA-RD-78-51, 


78-22098 


Report - Federal Highway Administration ; 


no. FHWA-RD-78-52, 


78-22098 


Report - Federal Highway Administration ; 


no. FHWA-RD-78-53, 
Report - Federal Highway Administration 
no. FHWA-RD-78-54, 


78-24376 


78-24376 


Report - Federal Highway Administration ; 


no. FHWA-RD-78-55, 
Report - Federal Highway Administration 
no. FHWA-RD-78-59, 


78-24376 


78-18605 


Report - Federal Highway Administration ; 


no. FHWA-RD-78-60, 
Report - Federal Highway Administration 
no. FHWA-RD-78-77, 
Report - Federal Highway Administration 
no. FHWA-RD-78-503, 
Report - Federal Highway Administration 


no. FHWA-RD-109, 


Report - Federal Highway Administration 


no. FHWA-RD-110, 


78-18606 


78-24377 


78-18607 


78-853 


78-853 





December 1978 


Report - Federal Highway Administration ; 
no. FHWA-RD-113, 78-842 

Report - Federal Highway Administration ; 
no. FHWA-RD-114, 78-842 

Report - Federal Highway Administration ; 
no. UCDP-73-3, 78-18622 

Report - Federal Highway Administration ; 
no. 77-219, 78-854 

Report - Federal Highway Administration, 
Region 15 ; no. FHWA-DP-34-1., 78- 
5287 

Report - Federal Highway Administration, 
Region 15 ; no. FHWA-DP-39, 78- 
18619 

Report - Federal Highway Administration, 
Region 15 ; no. FHWA-DP-39-2, 78- 
26568 

Report - Federal Highway Administration, 


Region 15 ; no. FHWA-DP-40-1, 78- 
18620 

Report - Federal Highway Administration, 
Region 15 no. FHWA-DP-41, 78- 
18621 


Report - Federal Railroad Administration ; 
FRA-ORD&D-76-260, 78-15943 
Report - Federal Railroad Administration ; 
no. DOT-TSC-FRA-NCD-76-3, 78- 
14096, 78-18635 
Report - Federal Railroad Administration ; 
no. DOT-TSC-FRA-NCD-76-4, 78- 
15945 
Report - Federal Railroad Administration ; 
no. FRA/NECPO-76/09, 78-22117 
Report - Federal Railroad Administration ; 
no. FRA/NEPCO-76/21, 78-14090 
Report - Federal Railroad Administration ; 
no. FRA/NEPCO-76/22, 78-14090 
Report - Federal Railroad Administration ; 
no. FRA-ONECD-75-51, 78-7839 
Report - Federal Railroad Administration ; 
no. FRA-OPPD-75-1, 78-5297 
Report - Federal Railroad Administration ; 
no. FRA-OPPD-76-5, 78-9664 
Report - Federal Railroad Administration ; 
no. FRA-OPPD-76-6, 78-7861 
Report - Federal Railroad Administration 
no. FRA-OPPD-76-10, 78-7862 
Report - Federal Railroad Administration ; 
no. FRA-OPPD-77-7, 78-26570 
Report - Federal Railroad Administration 
no. FRA-OPPD-77-8, 78-857 
Report - Federal Railroad Administration ; 
no. FRA-OPPD-77-10, 78-22140 
Report - Federal Railroad Administration 
no. FRA-OPPD-77-13, 78-11882 
Report - Federal Railroad Administration 
no. FRA-OPPD-77-18, 78-7863 
Report - Federal Railroad Administration 
no. FRA-OPPD-77-24, 78-22141 
Report - Federal Railroad Administration 
no. FRA-OPPD-78-8, 78-22142 
Report - Federal Railroad Administration ; 
no. FRA-OR&D-75-22, 78-11873 
Report - Federal Railroad Administration ; 
no. FRA-OR&D-76-09, 78-14092 
Report - Federal Railroad Administration 
no. FRA/OR&D-76/133, 78-11874 








Report - Federal Railroad Administration ; 


no. FRA-OR&D-76-142, 78-7722 
Report - Federal Railroad Administration 
no. FRA-OR&D-76-246, 78-11875 
Report - Federal Railroad Administration 

no. FRA-OR&D-76-248, 78-5292 


Report - Federal Railroad Administration ; 


no. FRA-OR&D-76-250, 78-7845 
Report - Federal Railroad Administration 
no. FRA-OR&D-76-252, 78-11876 


Report - Federal Railroad Administration ; 


no. FRA-OR&D-76-254, 78-11877 


Report - Federal Railroad Administration ; 


no. FRA-OR&D-76-257, 78-7846 
Report - Federal Railroad Administration 
no. FRA-OR&D 76-266, 78-5293 
Report - Federal Railroad Administration 
no. FRA-OR&D-76-271, 78-7847 


Report - Federal Railroad Administration ; 


no. FRA-OR&D-76-273, 78-5294 


Report - Federal Railroad Administration ; 


no. FRA/OR&D-76/275, 78-7848 
Report - Federal Railroad Administration 
no. FRA-OR&D-76-276, 78-7849 


Report - Federal Railroad Administration ; 


no. FRA-OR&D-76-277, 78-5295 


Report - Federal Railroad Administration ; 


no. FRA-OR&D 76-280, 78-22119 


Report - Federal Railroad Administration ; 


no. FRA-OR&D-76-289, 78-14094 


Report - Federal Railroad Administration ,; 


no. FRA/OR&D 76-290, 78-7850 


Report - Federal Railroad Administration ; 


no. FRA-OR&D-76-293, 78-7851 


Report - Federal Railroad Administration ; 


no. FRA-OR&D-76-306, 78-7853 


Report - Federal Railroad Administration ; 


no. FRA-OR&D-77-36, 78-856 


Report - Federal Railroad Administration ; 


no. FRA-OR&D-77-40, 78-22129 


Report - Federal Railroad Administration ; 
no. FRA-ORD-75/96, 78-14091 
Report - Federal Railroad Administration ; 


no. FRA/ORD-76-247, 78-14093 


Report - Federal Railroad Administration ; 


no. FRA/ORD-76/274, 78-11878 


Report - Federal Railroad Administration ; 


no. FRA/ORD-76/287.1, 78-9650 
Report - Federal Railroad Administration 
no. FRA/ORD-76-295, 78-9651 


Report - Federal Railroad Administration ; 


no. FRA/ORD-76/297, 78-9652 


Report - Federal Railroad Administration ; 


no. FRA/ORD-76-304, 78-7852 


Report - Federal Railroad Administration ; 


no. FRA/ORD/77-05, 78-7854 
Report - Federal Railroad Administration 
no. FRA/ORD-77/06, 78-22130 


Report - Federal Railroad Administration ; 


no. FRA/ORD-77/07, 78-9653 


Report - Federal Railroad Administration ; 


no. FRA/ORD-77/08, 78-7855 
Report - Federal Railroad Administration 
no. FRA/ORD-77/11, 78-9654 


Report - Federal Railroad Administration ; 


no. FRA/ORD-77/13, 78-18634 


Report - Federal Railroad Administration ; 


no. FRA/ORD-77/14, 78-7856 
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Report - Federal Railroad Administration ; 


no. FRA/ORD-77/15, 78-9655 


Report - Federal Railroad Administration ; 


no. FRA/ORD-77/17, 78-7857 


Report - Federal Railroad Administration ; 


no. FRA/ORD-77/18, 78-9656 


Report - Federal Railroad Administration ; 


no. FRA/ORD-77/19, 78-22120 


Report - Federal Railroad Administration ; 


no. FRA/ORD-77/22, 78-11879 


Report - Federal Railroad Administration ; 


no. FRA/ORD-77/27, 78-22121 


Report - Federal Railroad Administration ; 


no. FRA/ORD-77/28, 78-22122 


Report - Federal Railroad Administration ; 


no. FRA/ORD-77/29, 78-9658 


Report - Federal Railroad Administration ; 


no. FRA/ORD-77/31, 78-22123 


Report - Federal Railroad Administration ; 


no. FRA/ORD-77-32, 78-22124 


Report - Federal Railroad Administration ; 


no. FRA/ORD-77/35, 78-7858 


Report - Federal Railroad Administration ; 


no. FRA/ORD-77/38.1, 78-22125 


Report - Federal Railroad Administration ; 


no. FRA/ORD-77/38.2, 78-22126 


Report - Federal Railroad Administration ; 


no. FRA/ORD-77/38.3, 78-22127 


Report - Federal Railroad Administration ; 


no. FRA/ORD-77/38.4, 78-22128 


Report - Federal Railroad Administration ; 


no. FRA/ORD-77/41, 78-9659 


Report - Federal Railroad Administration ; 


no. FRA/ORD-77/42, 78-9660 


Report - Federal Railroad Administration ; 


no. FRA/ORD-77/47, 78-9661 


Report - Federal Railroad Administration ; 


no. FRA/ORD-77/56, 78-9662 


Report - Federal Railroad Administration ; 


no. FRA/ORD-77/58, 78-15944 


Report - Federal Railroad Administration ; 


no. FRA/ORD-77/61, 78-9663 


Report - Federal Railroad Administration ; 


no. FRA/ORD-77-64, 78-5296 


Report - Federal Railroad Administration ; 


no. FRA/ORD-77-71, 78-14095 


Report - Federal Railroad Administration ; 


no. FRA/ORD-77/75, 78-11880 


Report - Federal Railroad Administration ; 


no. FRA-ORD-78/04.1, 78-22131 


Report - Federal Railroad Administration ; 


no. FRA/ORD-78/07, 78-22132 


Report - Federal Railroad Administration ; 


no. FRA/ORD-78/09, 78-22133 


Report - Federal Railroad Administration ; 


no. FRA/ORD-78/12, 78-11881 


Report - Federal Railroad Administration ; 


no. FRA/ORD-78/18, 78-22134 


Report - Federal Railroad Administration ; 


no. FRA-ORD-78-24.1, 78-22135 


Report - Federal Railroad Administration ; 


no. FRA-ORD&D-74-4, 78-11870 


Report - Federal Railroad Administration ; 


no. FRA-ORD&D-74-7, 78-11871 


Report - Federal Railroad Administration ; 


no. FRA-ORD&D-75-21A, 78-11872 


Report - Federal Railroad Administration ; 


no. FRA-ORD&D-75-21B, 78-11872 
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Report - Federal Railroad Administration ; 
no. FRA-RT-73-17, 78-22137 

Report - Federal Railroad Administration ; 
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Report - Federal Railroad Administration ; 
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Report - National Transportation Safety 
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Report - National Transportation Safety 
Board ; no. NTSB-AAR-77-10, 78-7738 

Report - National Transportation Safety 
Board ; no. NTSB-AAR-77-11, 78-7732 

Report - National Transportation Safety 
Board ; no. NTSB-AAR-77-12, 78-7739 

Report - National Transportation Safety 
Board ; no. NTSB-AAR-78-1, 78-11848 

Report - National Transportation Safety 
Board ; no. NTSB-AAR-78-2, 78-11849 
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Board ; no. NTSB-AMM-78-7, 78- 
24359 

Report - National Transportation Safety 
Board ; no. NTSB-AMM-78-8, 78- 
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Board ; no. NTSB-PAR-77-2, 78-836 
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78-30 
78-31 
78-32 
78-33 
78-1341 
78-6109 
78-10322 
78-3974 
78-3975 
78-6110 
78-3976 
78-10323 
78-8515 
78-8516 
78-12368 
78-14575 
78-10324 
78-12369 
78-12370 
78-14576 
78-16525 
78-22672 
78-16526 
78-19520 
78-19521 
78-19522 
78-24954 
78-19523 
» 78-19524 


.110:(nos.), 78-2385 
.114:22, 78-14577 


.115:(v.nos.&nos.), 


.117:(date/nos.), 78-2387 


-118:An 5, 
-118:C 77, 
.118:C 88, 
-118:En 8, 
-118:F 22, 
-118:F 73, 


78-16527 
78-16528 
78-16529 
78-16530 
78-16531 

78-16532 


-118:F 73/2, 78-16533 


.118:H 89, 
.118:N 95, 
-118:Sch 6 


78-16534 
78-16535 
, 78-16536 





78-2386 


A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 


A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 


13.2:Al 1 s/5, 
13.2:Al 1 s/6, 
13.2:An 4, 
13.2:B 53/3, 
13.2:B 53/7, 
13.2:B 66, 
13.2:C 78/4, 
13.2:C 82, 
13.2:Ev 2/2, 
13.2:F 31 p, 
13.2:F 51/55, 
13.2:F 51/61, 
13.2:F 52/2, 
13.2:F 53/3, 78-14584 

13.2:F 66/2, 78-14585 

13.2:G 28/976, 78-16538 
13.2:H 26, 78-6112 

13.2:H 53/3, 78-22675 

13.2:L 14 t/2, 78-19525 

13.2:M 56, 78-22676 

13.2:N 11, 78-14586 

13.2:N 8le, 78-14587 

13.2:Oc 3/2/pt.1, 78-14588 
13.2:Ow 4/4, 78-14589 
13.2:0W 4/5, 78-16537 

13.2:P 94/4, 78-22677 

13.2:R 24/19, 78-34 

13.2:R 31/5/977, 78-19526 
13.2:R 31/12/errata, 78-12372 
13.2:R 31/13, 78-12373 

13.2:R 31/14, 78-12374 

13.2:R 31/15/975-78, 78-14590 
13.2:R 53/7, 78-16539 

13.2:Si 3/3, 78-6113 

13.2:Si 3/4, 78-10327 

13.2:Sn 6/5, 78-16540 

13.2:So 8/3, 78-19527 

13.2:Sp 88/7/975, 78-16541 
13.2:Sp 88/7/976, 78-22678 
13.2:St 29/2/976, 78-16542 
13.2:T 22/3, 78-6114 
13.2:T 48/44/975-78, 
13.2:T 71/29, 78-16544 
13.2:V 53, 78-16545 
13.2:W 15/2, 78-6115 
13.2:;W 15/973, 78-22679 
13.2:W 64/8, 78-14591 
13.2:W 65/8, 78-14592 
13.2:W 85/14, 78-3977 
13.2:W 99/2, 78-14593 
13.2:W 99/3, 78-14594 
13.2:Y 8/2/976, 78-3978 
13.10:977, 78-10328 
13.11/2:F 76/5/905-63, 
13.13:An 8/978, 78-22680 
13.25:R 31, 78-6116 
13.27/2:Ad 4/2, 78-16546 
13.27/2:H 37, 78-14596 
13.27/2:H 42, 78-16547 
13.27/2:J 93, 78-14597 
13.27/2:K 55/11, 78-16548 
13.27/2:L 12/2, 78-14598 
13.27/2:N 22, 78-14599 
13.27/2:P 21, 78-14600 
13.27/2:P 21/2, 78-14601 
13.27/2:P 65/19, 78-14602 
13.27/2:P 74/12, 78-14603 
13.27/2:R 31/4, 78-35 


78-14578 
78-10325 
78-22673 
78-8517 
78-22674 
78-14579 
78-14580 
78-14581 
78-6111 
78-14582 
78-14583 
78-12371 
78-10326 


78-16543 


78-14595 





A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 


A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 


December 1978 


13.27/2:So 8, 
13.27/2:T 19, 78-16549 
13.27/2:T 48/7, 78-16550 
13.27/2:W 85/11/976, 78-14605 
13.27/2:W 85/99, 78-16551 
13.27/2:W 85/103, 78-16552 
13.27/7:Ar 2/977, 78-14606 
13.27/7:F 51/976, 78-8518 
13.27/7:G 52/2/976, 78-8519 
13.27/7:W 85/2/976, 78-8520 
13.27/7:W 85/10/976, 78-8521 
13.27/7:W 85/15/976-2, 78-10329 
13.27/7:W 85/15/977, 78-22681 
13.28:L 89 p, 78-22682 
13.28:M 72, 78-19528 
13.32:(v.nos.&nos.), 78-2389 
13.32/3:974, 78-12375 
13.32/3:975, 78-12375 
13.32/3:976, 78-10330 
13.36:G 79/4/978, 78-16553 
13.36/2:B 53, 78-14607 
13.36/2:C 59, 78-24955 
13.36/2:C 63, 78-8522 
13.36/2:D 95, 78-16554 
13.36/2:F 45, 78-14608 
13.36/2:F 51/10, 78-16555 
13.36/2:G 53, 78-6117 
13.36/2:G 53/976-2, 78-6118 
13.36/2:In 3/draft, 78-1342 
13.36/2:L 23, 78-24956 
13.36/2:L 82/amdt.5, 78-16556 
13.36/2:L 82/2, 78-14609 
13.36/2:L 97, 78-16557 
13.36/2:Or 3/2/977-2, 78-22683 
13.36/2:Or 3/2/978, 78-19529 
13.36/2:P 58, 78-8523 
13.36/2:P 65, 78-14610 
13.36/2:R 26, 78-12376 
13.36/2:R 31/2/pt.6, 78-6119 
13.36/2:R 67, 78-22684 
13.36/2:Sa 9, 78-16558 
13.36/2:T 14, 78-14611 
13.36/2:T 48/5, 78-24957 
13.36/2:T 71, 78-14612 
13.36/2:Y 8, 78-36 
13.36/4:4(6300), 78-6120 
13.36/4:5(6300), 78-6121 
13.36/4:54( 1660/2300), 78-6122 
13.36/5:C 33, 78-37 
13.40/2:H 99, 78-19530 
13.40/2:R 67, 78-14613 
13.40/2:Sy 1, 78-16559 
13.40/8-3:976, 78-10331 
13.40/8-3:977, 78-22685 
13.40/8-4:(date/nos.), 78-2391 
13.42/2:P 43, 78-38 
13.42/6-2:H 22/2, 78-14614 
13.42/6-2:0a 4, 78-39 
13.49/4:7700-10, 78-16560 
13.49/4:7700-11, 78-6123 
13.49/4-2:Ai 7, 78-10332 
13.49/4-2:Ea 7, 78-3979 
13.49/4-2:T 67, 78-10333 
13.49/5:976-77, 78-10334 
13.51:(v.nos.&nos.), 78-2392 
13.51/2:974, 78-10335 
13.52:153, 78-16561 
13.52:155, 78-14615 


78-14604 


Do not order from index; see indicated entry 





A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 


A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 


13.52:156, 

13.52/2:975, 
13.52/6:976, 
13.52/9:974, 
13.52/11:977, 


13.62/11:976, 


13.64/1:976, 
13.64/9:976, 
13.64/9:977, 


13.66/2:B 93, 
13.66/2:D 36/2, 
13.66/2:So 8, 
13.66/2:T 48/2, 
13.66/2:T 48/3, 


13.66/12:D 36/3, 
13.66/12:N 21/supp.6, 


13.66/12:P 69, 


13.66/13:(date/nos.), 
13.66/14:(date/nos. ), 
13.66/15:O1 1/pt.4, 
13.66/15:O1 1/pt.5, 
13.66/15:P 96/977, 
13.69/10:(date/nos.), 
78-16564 
78-14619 


13.69/11:1, 
13.69/11:5, 
13.69/12:C 33, 
13.69/12:G 79, 
13.69/12:P 65, 
13.69/12:So 8, 
13.74:976, 
13.78:FPL-277, 
13.78:FPL-278, 
13.78:FPL-279, 
13.78:FPL-280, 


13.78:FPL-280/supp., 


13.78:FPL-281, 
13.78:FPL-282, 
13.78:FPL-283, 
13.78:FPL-284, 
13.78:FPL-285, 
13.78:FPL-286, 
13.78:FPL-287, 
13.78:FPL-288, 
13.78:FPL-289, 
13./8:FPL-290, 
13.78:FPL-291, 
13.78:FPL-293, 
13.78:FPL-294, 
13.78:FPL-296, 
13.78:FPL-297, 
13.78:FPL-298, 
13.78:FPL-300, 
13.78:INT-177, 
13.78:INT-185, 
13.78:INT-186, 
13.78:INT-187, 
13.78:INT-188, 
13.78:INT-189, 


78-3980 
78-10336 
78-10337 
78-10338 
78-16562 
13.58/2:(date/nos. ), 
13.62/2:H 35/pt.2-3, 
13.62/2:H 35/pt.4, 
13.62/2:H 35/pt.S, 
13.62/2:H 35/978/pt.4, 
13.62/2:H 35/978/pt.5, 


78-2393 
78-6124 
78-14616 
78-6124 
78-19531 
78-19531 


78-10339 
13.62/11-3:(date/nos.), 
13.63/13:(dates/nos.), 
78-22686 
78-22687 
78-22687 
13.65/14-3:(nos.), 
13.65/15:(date), 


78-2394 
78-2395 


78-2396 
78-2388 


78-19532 


78-8524 


78-6125 


78-3981 
78-10340 
78-10341 
78-16563 
78-10342 
78-2397 
78-2398 
78-14618 
78-14617 
78-19533 
78-2400 


78-40 
78-41 
78-14620 

78-42 


78-6127 


78-14621 
78-10343 
78-16565 
78-14622 
78-16566 
78-14623 
78-10344 
78-10345 
78-10346 
78-14624 
78-10347 
78-14625 
78-14626 
78-14627 
78-16567 
78-16568 
78-16569 
78-16570 
78-16571 
78-16572 
78-14628 
78-14629 
78-14630 
78-16573 
78-16574 
78-16575 
78-16576 
78-16577 


Page I-2787 





Classification Number Index 


13.78:INT-190, 
13.78:INT-191, 
13.78:INT-192, 
13.78:INT-193, 
13.78:ITF-19, 
13.78:ITF-20, 
13.78:ITF-21, 
13.78:NC-138, 
13.78:NC-140, 
13.78:NC-144, 
13.78:NC-145, 
13.78:NC-146, 
13.78:NC-147, 
13.78:NC-148, 
13.78:NC-149, 
13.78:NC-150, 
13.78:NC-151, 
13.78:NC-152, 


78-16578 
78-14631 
78-14632 
78-14633 
78-6128 
78-24958 
78-14634 
78-14635 
78-14636 
78-6129 
78-8525 
78-14637 
78-6130 
78-10348 
78-10349 
78-8526 
78-12377 
78-22688 


13.78:PNW-225, 
13.78:PNW-226, 
13.78:PNW-227, 
13.78:PNW-228, 
13.78:PNW-229, 
13.78:PNW-230, 
13.78:PNW-231, 
13.78:PNW-232, 
13.78:PNW-233, 
13.78:PNW-234, 
13.78:PNW-235, 
13.78:PNW-237, 
13.78:PNW-238, 
13.78:PSW-115, 
13.78:PSW-116, 
13.78:PSW-118, 
13.78:PSW-120, 
13.78:PSW-121, 


78-14645 
78-1350 

78-14646 
78-16583 
78-10354 
78-12380 
78-14647 
78-16584 
78-22697 
78-22698 
78-19535 
78-14648 
78-22699 


13.78:SO-122, 
13.78:SO-123, 
13.78:SO-124, 
13.78:SO-125, 
13.78:SO-126, 
13.78:SO-128, 
13.78:SO-129, 
13.78:SO-130, 
13.78:SO-131, 
13.78:SO-133, 
13.78:SO-134, 
13.78:SO-136, 
13.78:SO-138, 


78-16598 
78-16599 
78-10358 
78-14667 
78-10359 
78-14668 
78-10360 
78-10361 
78-10362 
78-10363 
78-16600 
78-1352 
78-8532 
78-19537 
78-14669 
78-16601 
78-6145 
78-10364 


78-14649 
78-6136 
78-6137 
78-6138 


13.78:SO-141, 
13.78:WO-10/2, 
13.78:WO-34, 
13.79:FPL-02/7, 


A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 


13.78:NC-153, 
13.78:NC-154, 
13.78:NC-155, 
13.78:NC-156, 
13.78:NC-157, 
13.78:NE-354, 
13.78:NE-355, 
13.78:NE-3564, 
13.78:NE-370, 
13.78:NE-371, 
13.78:NE-372, 
13.78:NE-374, 
13.78:NE-375, 
13.78:NE-376, 
13.78:NE-377, 
13.78:NE-378, 
13.78:NE-379, 
13.78:NE-380, 
13.78:NE-381, 
13.78:NE-382, 
13.78:NE-383, 
13.78:NE-384, 
13.78:NE-385, 
13.78:NE-386, 
13.78:NE-387, 
13.78:NE-388, 
13.78:NE-389, 
13.78:NE-391, 
13.78:NE-392, 
13.78:NE-393, 
13.78:Nz-394, 
13.78:NE-395, 
13.78:NE-396, 
13.78:NE-397, 
13.78:NE-398, 
13.78:NE-399, 
13.78:NE-400, 
13.78:NE-401, 
13.78:NE-402, 
13.78:NE-404, 
13.78:NE-405, 
13.78:NE-406, 
13.78:NE-407, 
13.78:NE-408, 
13.78:NE-409, 
13.78:NE-410, 


13.78:PNW-217, 
13.78:PNW-222, 


78-12378 
78-14638 
78-22689 
78-22690 
78-22691 
78-14639 
78-14640 
78-16579 
78-43 
78-3982 
78-44 
78-1343 
78-1344 
78-3983 
78-3984 
78-3985 
78-1345 
78-6131 
78-3986 
78-3987 
78-3988 
78-1346 
78-10350 
78-1347 
78-3989 
78-6132 
78-6133 
78-6134 
78-12379 
78-10351 
78-10352 
78-10353 
78-14641 
78-16580 
78-16581 
78-14642 
78-14643 
78-16582 
78-19534 
78-22692 
78-22693 
78-22694 
78-22695 
78-24959 
78-24960 
78-22696 


78-1348 


13.78:PNW-223, 
A 13.78:PNW-224, 


Page I-2788 


78-14644 





A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 


Do not order from index; see indicated entry 


13.78:PSW-122, 
13.78:RM-136, 
13.78:RM-137, 
13.78:RM-138, 
13.78:RM-139, 
13.78:RM-167, 
13.78:RM-169, 
13.78:RM-170, 
13.78:RM-171, 
13.78:RM-172, 
13.78:RM-173, 
13.78:RM-174, 
13.78:RM-176, 
13.78:RM-177, 
13.78:RM-179, 
13.78:RM-180, 
13.78:RM-181, 
13.78:RM-182, 
13.78:RM-183, 
13.78:RM-184, 
13.78:RM-185, 
13.78:RM-186, 
13.78:RM-189, 
13.78:RM-194, 
13.78:SE-138, 
13.78:SE-142, 
13.78:SE-147, 
13.78:SE-148, 
13.78:SE-149, 
13.78:SE-151, 
13.78:SE-152, 
13.78:SE-153, 
13.78:SE-161, 
13.78:SE-162, 
13.78:SE-163, 
13.78:SE-165, 
13.78:SE-167, 
13.78:SE-172, 
13.78:SE-173, 
13.78:SE-174, 
13.78:SE-175, 
13.78:SE-176, 
13.78:SE-177, 
13.78:SE-179, 
13.78:SE-180, 
13.78:SE-183, 
13.78:SE-184, 
13.78:SE-185, 
13.78:SE-189, 
13.78:SO-121, 


78-16586 
78-14650 
78-14651 
78-14652 
78-14653 
78-14654 
78-14655 
78-14656 
78-16587 
78-14657 
78-16588 
78-14658 
78-16589 
78-14659 
78-14660 
78-16590 
78-6139 
78-6140 
78-6141 
78-6142 
78-6143 
78-14661 
78-14662 
78-6144 

78-16591 
78-16592 
78-14663 
78-14664 
78-14665 
78-16593 
78-16594 
78-16595 
78-8527 

78-8528 


78-3990 

78-10355 
78-10356 
78-1351 

78-19536 
78-8531 

78-10357 
78-16596 
78-22700 
78-14666 
78-22701 
78-22702 
78-16597 





A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
78-16585 A 13.78:SO-140, 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 


A 
A 
A 
A 
A 
A 
A 
A 
A 


A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 


13.79:FPL-0128, 
13.79:FPL-0237, 


13.79:INT-210, 
13.79:INT-212, 
13.79:INT-213, 
13.79:INT-214, 
13.79:INT-215, 
13.79:INT-216, 
13.79:INT-217, 
13.79:INT-218, 
13.79:INT-219, 
13.79:INT-220, 
13.79:INT-221, 
13.79:INT-222, 
13.79:INT-223, 
13.79:INT-224, 
13.79:INT-226, 
13.79:INT-227, 
13.79:INT-230, 
13.79:INT-23 1, 
13.79:INT-232, 
13.79:INT-233, 
13.79:INT-234, 
13.79:INT-235, 
13.79:INT-236, 
13.79:ITF-14A, 
13.79:NC-209, 
13.79:NC-212, 
13.79:NC-214, 
13.79:NC-216, 
13.79:NC-219, 
13.79:NC-220, 
13.79:NC-221, 
13.79:NC-222, 
13.79:NC-223, 
13.79:NC-224, 
13.79:NC-225, 
13.79:NC-226, 
13.79:NC-227, 
13.79:NC-228, 
13.79:NC-230, 
13.79:NC-23 1, 
13.79:NC-232, 
13.79:NC-233, 
13.79:NC-234, 
13.79:NE-225, 
13.79:NE-227, 
13.79:NE-228, 
13.79:NE-229, 
13.79:NE-230, 


78-10365 
78-14670 
78-6146 
78-10366 
78-16602 
78-16603 
78-6147 
78-6148 
78-6149 
78-14671 
78-6150 
78-14672 
78-14673 
78-14674 
78-14675 
78-14676 
78-14677 
78-14678 
78-8533 
78-8534 
78-8535 
78-8536 
78-10367 
78-8537 
78-8538 
78-10368 
78-10369 
78-14679 
78-10370 
78-10371 
78-1353 
78-46 
78-47 
78-3991 
78-8539 
78-14680 
78-8540 
78-6151 
78-6152 
78-16604 
78-10372 
78-16605 
78-16606 
78-19538 
78-22703 
78-14681 
78-10373 
78-10374 
78-10375 
78-6153 





A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 


December 1978 


13.79:NE-232, 78-10376 
13.79:NE-241, 78-1354 
13.79:NE-242, 78-1355 
13.79:NE-243, 78-1356 
13.79:NE-244, 78-1357 
13.79:NE-245, 78-1358 
13.79:NE-246, 78-48 

13.79:NE-247, 78-49 

13.79:NE-248, 78-50 

13.79:NE-249, 78-1359 
13.79:NE-250, 78-10377 
13.79:NE-251, 78-16607 
13.79:NE-252, 78-16608 13.79:SE-210, 78-14712 
13.79:NE-253, 78-16609 13.79:SE-211, 78-14713 


A 13.79:RM-337, 78-16613 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 

13.79:NE-255, 78-19539 A 13.79:SE-212, 78-14714 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 


13.79:RM-338, 78-16614 
13.79:RM-339, 78-16615 
13.79:RM-340, 78-14705 
13.79:RM-341, 78-14706 
13.79:RM-342, 78-14707 
13.79:RM-343, 78-14708 
13.79:RM-344, 78-14709 
13.79:RM-345, 78-14710 
13.79:RM-346, 78-14711 
13.79:RM-347, 78-8544 

13.79:RM-348, 78-8545 


13.79:NE-256, 78-22704 13.79:SE-213, 78-14715 
13.79:NE-257, 78-22705 13.79:SE-221, 78-14716 
13.79:NE-258, 78-22706 13.79:SE-235, 78-14717 
13.79:NE-259, 78-22707 13.79:SE-236, 78-14718 
13.79:NE-260, 78-22708 13.79:SE-238, 78-6159 
13.79:PNW-283, 78-10378 13.79:SE-239, 78-6160 
13.79:PNW-300, 78-3992 13.79:SE-242, 78-6161 
13.79:PNW-301, 78-51 13.79:SE-243, 78-6162 
13.79:PNW-302, 78-3993 13.79:SE-244, 78-6163 
13.79:PNW-303, 78-3994 13.79:SE-245, 78-6164 
13.79:PNW-304, 78-14682 13.79:SE-247, 78-52 

13.79:PNW-305, 78-14683 13.79:SE-249, 78-3995 
13.79:PNW-306, 78-14684 13.79:SE-250, 78-6165 
13.79:PNW-307, 78-10379 13.79:SE-251, 78-16616 
13.79:PNW-308, 78-14685 
13.79:PNW-309, 78-8541 
13.79:PNW-310, 78-6154 
13.79:PNW-311, 78-10380 
13.79:PNW-312, 78-22709 
13.79:PNW-313, 78-14686 
13.79:PNW-314, 78-10381 
13.79:PNW-315, 78-14687 
13.79:PNW-316, 78-14688 
13.79:PSW-309, 78-14689 
13.79:PSW-312, 78-6155 
13.79:PSW-317, 78-6156 
13.79:PSW-319, 78-10382 
13.79:PSW-320, 78-8542 
13.79:PSW-321, 78-8543 
13.79:PSW-333, 78-24961 
13.79:RM-284, 78-14690 
13.79:RM-315, 78-10383 13.79:SO-213, 78-14724 
13.79:RM-316, 78-14691 13.79:SO-214, 78-14725 


A 13.79:SE-252, 78-3996 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 

13.79:RM-317, 78-10384 A 13.79:SO-215, 78-14726 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 


13.79:SE-253, 78-53 
13.79:SE-254, 78-16617 
13.79:SE-255, 78-16618 
13.79:SE-256, 78-16619 
13.79:SE-257, 78-16620 
13.79:SE-258, 78-6166 
13.79:SE-259, 78-16621 
13.79:SE-260, 78-16622 
13.79:SE-261, 78-19540 
13.79:SE-262, 78-19541 
13.79:SE-263, 78-14719 
13.79:SE-264, 78-19542 
13.79:SO-178, 78-14720 
13.79:SO-200, 78-14721 
13.79:SO-201, 78-14722 
13.79:SO-212, 78-14723 


13.79:RM-318, 78-16610 13.79:SO-216, 78-14727 
13.79:RM-319, 78-16611 13.79:SO-217, 78-10386 
13.79:RM-320, 78-10385 13.79:SO-219, 78-10387 
13.79:RM-321, 78-14692 13.79:SO-220, 78-10388 
13.79:RM-322, 78-14693 13.79:SO-221, 78-10389 
13.79:RM-323, 78-14694 13.79:SO-223, 78-10390 
13.79:RM-324, 78-14695 13.79:SO-225, 78-10391 
13.79:RM-325, 78-14696 13.79:SO-226, 78-54 
13.79:RM-326, 78-14697 13.79:SO-227, 78-1360 
13.79:RM-327, 78-14698 13.79:SO-228, 78-10392 
13.79:RM-328, 78-14699 13.79:SO-229, 78-10393 
13.79:RM-329, 78-14700 13.79:SO-230, 78-55 
13.79:RM-330, 78-14701 13.79:SO-231, 78-56 
13.79:RM-331, 78-14702 13.79:SO-232, 78-14728 
13.79:RM-332, 78-14703 13.79:SO-239, 78-24962 
13.79:RM-333, 78-14704 13.79:SO-240, 78-24963 
13.79:RM-334, 78-6157 13.79:SO-241, 78-22710 
13.79:RM-335, 78-6158 13.80:NC-35, 78-14729 
13.79:RM-336, 78-16612 13.80:NC-36, 78-19543 
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A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 


A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 


13.80:NC-37, 
13.80:NE-52, 
13.80:NE-53, 
13.80:NE 54, 
13.80:NE-55, 


78-19544 
78-1361 

78-10394 
78-16623 
78-16624 


13.80:PNW-73, 78-10395 
13.80:PNW-74, 78-19545 
13.80:PNW-76, 78-22713 


13.80:PSW-14, 
13.80:SE-40, 
13.80:SE-41, 
13.80:SE-42, 
13.80:SE-43, 
13.80:SE-44, 
13.80:SE-44/er 


13.80:SO-55/errata, 


13.80:SO-64, 
13.80:SO-65, 
13.80:SO-66, 
13.80:SO-67, 


13.80/2:FPL-1, 
13.80/2:FPL-2, 


13.82/2:F 76/2 
13.82/2:G 53, 
13.82/2:L 47, 


78-10396 
78-3997 
78-8546 
78-3998 
78-12381 
78-16625 


rata, 78-19546 


78-14731 
78-6167 
78-10397 
78-16626 
78-14732 
78-14733 
, 78-10398 
78-14734 
78-14735 


13.82/2:M 69 i, 78-14736 


13.82/2:N 28, 
13.82/2:N 73, 
13.82/2:N 81, 
13.82/2:0a 4, 
13.82/2:P 65/2 
13.82/2:P 65/3 


78-14737 
78-14738 
78-10399 
78-19547 
, 78-6168 
, 78-22711 


13.82/2:R 31/3, 78-14739 


13.82/2:R 31/3/errata, 
13.82/2:R 31/978, 


13.82/2:Sa 6/2, 78-19548 


13.82/2:W 58, 
13.82/9:976, 
13.82/9:977, 


78-16628 
78-19549 
78-19550 


13.84/2:7110-1b, 78-6169 
13.84/2:7710-3, 78-6170 
13.84/2:7720-3, 78-12382 


13.88:FPL-1, 
13.88:FPL-7, 
13.88:FPL-8, 
13.88:FPL-9, 
13.88:FPL-11, 
13.88:FPL-12, 
13.88:INT-30, 
13.88:INT-32, 
13.88:INT-33, 
13.88:INT-35, 
13.88:INT-36, 
13.88:INT-37, 
13.88:NC-30, 
13.88:NC-31, 
13.88:NC-32, 
13.88:NC-33, 
13.88:NC-34, 
13.88:NC-35, 
13.88:NC-36, 
13.88:NC-37, 
13.88:NC-38, 
13.88:NC-39, 
13.88:NC-40, 
13.88:NC-41, 
13.88:NC-42, 
13.88:NC-43, 


78-14741 
78-16629 
78-10400 
78-10401 
78-16630 
78-6171 
78-1663 1 
78-14742 
78-16632 
78-14743 
78-14744 
78-14745 
78-1362 
78-10402 
78-57 
78-58 
78-59 
78-60 
78-61 
78-62 
78-63 
78-64 
78-6172 
78-16633 
78-16634 
78-19551 


78-14730 


78-16627 
78-14740 
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13.88:NE-25, 78-10403 
13.88:NE-30, 78-10404 
13.88:NE-31, 78-10405 
13.88:NE-32, 78-1363 


A 13.92:R 6-76-7, 78-16656 A 57.1/3:In 2/975, 78-22723 
A 13.92:R 6-76-7/add., 78-16657 A 57.1/3:L 93, 78-4001 
A 13.92:R 6-76-8, 78-22716 A 57.1/3:N 81 d/976, 78-73 
A 13.92:R 6-76-9, 78-22717 A 57.1/3:So 8 d/975, 78-12389 
13.88:NE-33, 78-12383 A 13.92:R 6-76-11, 78-22718 A 57.2:C 76/18/976, 78-4002 
13.88:NE-34, 78-6173 A 13.92:R 6-76-12, 78-22719 A 57.2:C 76/23, 78-22724 

A 13.92:R 6-76-15, 78-16658 A 57.2:C 76/25, 78-4003 

A 13.92:R 6-77-5, 78-12386 A 57.2:D 46, 78-14767 

A 13.92:R 6-77-8, 78-22720 A 57.2:Er 6/17, 
13.92:R 6-77-12, 78-16659 A 57.2:F 65/7, 
13.92:R 8-75-9, 78-16660 
13.92:R 9-77-04, 78-6180 
13.92:R 10-75-03/add., 78-16661 
13.92:R 10-77-06, 78-16662 
13.92:R 53, 78-16663 
13.92:Sa 9, 78-16664 
13.92:W 73 p, 78-16665 
13.92:75-06, 78-6181 
13.92/2:B 66, 78-16666 
13.92/2:F 61, _78-14759 
13.92/2:R 2-76-09, 78-16667 
13.92/2:R 2-76-12, 78-16668 
13.92/2:R 2-78-02, 78-16669 


13.92/2:R 3-75-04, 78-16670 A 57.2:Sn 6/20/924-74, 78-16684 
13.88:PSW-21, 78-14748 13.92/2:R 4-76-18, 78-16671 


A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A . 
13.88:PSW-23, 78-8547 A 13.92/2:R 6-75-18(rev.), 78-6182 etn STATE hia AO 
13.88:PSW-24, 78-16640 A 13.92/2:R 6-77-4, 78-16672 . 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 


13.88:NE-35, 78-6174 
13.88:NE-36, 78-14746 


13.88:NE-37, 78-16635 78-16679 


78-16680 
A 57.2:F 65/8, 78-6189 
A 57.2:Id 1/5, 78-74 

A 57.2:In 3/2, 78-4004 
A 57.2:In 8, 78-4005 

A 57.2:L 75, 78-14765 
A 57.2:N 42 y/3/977, 78-6190 
A 57.2:N 81d, 78-10414 
A 57.2:P 84, 78-16681 

A 57.2:P 96/7, 78-12390 
A 57.2:P 96/8, 78-6191 
A 57.2:R 24/4, 78-16682 
A 57.2:R 31/9, 78-16683 
A 57.2:R 34, 78-4006 


A 

A 

A 

A 

A 

A 

A 

A 

A 

A 13.88:NE-38, 78-16636 
A 13.88:NE-39, 78-16637 
A 13.88:PNW-35, 78-14747 
A 13.88:PNW-58, 78-3999 
A 13.88:PNW-59, 78-65 

A 13.88:PNW-60, 78-4000 
A 13.88:PNW-61, 78-1364 
A 13.88:PNW-63, 78-10406 
A 13.88:PNW-64, 78-10407 
A 13.88:PNW-67, 78-22712 
A 13.88:PNW-68, 78-24964 
A 13.88:PSW-15, 78-16638 
A 13.88:PSW-17, 78-12384 
A 13.88:PSW-18, 78-10408 
A 13.88:PSW-19, 78-16639 
A 
A 


13.88:PSW-28, 78-22714 13.92/2:R 6-78-3, 78-6183 pepe! sa ONES 
13.88:RM-27, 78-14749 13.92/2:R 10-35, 78-22721 A Siete 30 oak. eee 
13.88:RM-28, 78-14750 13.92/2:R 53/supp.AL, 78-16673 csv Salk wes 
13.88:RM-31, 78-14751 13.92/2:R 53/supp.CA, 78-16674 A hae A ES 
13.88:RM-32, 78-12385 13.92/2:R 53/supp.CA/map, 78-16675 A 57.6/2:E n , o 
: .6/2:En 3/sec.14, 78-10417 
13.88:RM-34, 78-6175 13.92/2:W 73 p, 78-10410 Ee Ae ee Ome 
13.88:RM-35, 78-6176 13.93:G 99/2, 78-6184 pe arogente » Mog ot 
13.88:RM-36, 78-14752 13.93:S0 5, 78-19553 Ne 
13.88:RM-37, 78-14753 13.93/3:In 7, 78-67 6 Se eet eee 
: A 57.6/2:W 64, 78-14768 
13.88:RM-43, 78-14754 13.95:(date/nos.), 78-2401 , 
13.88:RM-55, 78-1664 1 13.96:7, 78-14760 oO ee ae 
13.88:SE-8, 78-14755 17.2:Ag 8/3, 78-10411 ASRS Ei, eeieene 
13.88:SE-9, 78-16642 17.2:St 1, 78-6185 A 57.1/2,Un 3, 78-16689 
13.88:SE-12, 78-14756 17.2:St 1/978, 78-10412 A 57.9(v.nos.dcnos.), 78-2409 
13.88:SE-14, 78-16643 17.17:100, 78-16676 A 57.15:152, 78-16690 
13.88:S0-8, 78-14757 17.18/3:973/supp.6, 78-10413 A 57.15:155, : 78-1669! 
13.88:SO0-10, 78-14758 17.22:Au 2, 78-16677 A 57.15:156, 78-24965 


A 

A 

A 

A 

A 

A 

A 

A 

A 

A 

A 

A 

A 

A 

A 

A 

A 

A 

A 13.88:SO-11, 78-16644 17.23:(v.nos.&nos.), 78-2402 A 57.38:An 2/4, 78-6192 
A 13.88:SO-12, 78-16645 A 21.2:Ag 8/15/977, 78-6186 A 57.38:An 7/2, 78-6193 
A 13.88:SO-15, 78-22715 A 21.2:D 84, 78-12387 A 57.38:Ap 4/erratum, 78-10419 
A 13.88:SO-16, 78-6177 A 21.2:P 86, 78-14761 A 57.38:Ar 7, 78-6194 

A 13.88:SO-17, 78-6178 A 21.6/5:(date/nos.), 78-2403 A 57.38:As 7, 78-24966 
A 13.88:WO-3, 78-10409 9/8:11/11, 78-19554 A 57.38:At 6, 78-16692 
A 13.91:11, 78-19552 .20:T 24, 78-12388 A 57.38:Au 8, 78-4007 

A 13.92:Am 3, 78-16646 .29:(nos.), 78-2404 A 57.38:B 48, 78-10420 
A 13.92:B 63, 78-16647 .32:(nos.), 78-2405 A 57.38:B 77, 78-75 

A 13.92:B 63/map, 78-16647 .33:(date), 78-2406 A 57.38:B 84/2, 78-22727 
A 13.92:B 63/plan, 78-16647 .34:(letters&nos.), 78-2407 A 57.38:B 86/2/erratum, 78-4008 
A 13.92:C 45, 78-16648 .35:4-3-1, 78-69 A 57.38:C 12/3, 78-10421 
A 13.92:Ea 3, 78-6179 .35:4-5-1, 78-70 A 57.38:C 12/4, 78-22728 
A 13.92:F 19, 78-8548 A 21.35:4-5-2, 78-71 A 57.38:C 14/erratum, 78-1365 
A 13.92:H 19, 78-16649 A 43.2:C 16, 78-14762 A 57.38:C 19, 78-19557 
A 13.92:M 58, 78-16650 A 43.2:D 19/3, 78-14763 A 57.38:C 23/8, 78-8550 
A 13.92:P 44, 78-16651 A 43.2:F 82/48, 78-14764 A 57.38:C 42/5, 78-16693 
A 13.92:R 1-77-4, 78-8549 A 43.4:575/2, 78-72 A 57.38:C 57/3/erratum, 78-1366 
A 13.92:R 4-76-10, 78-16652 A 43.4:582, 78-22722 A 57.38:C 57/4, 78-22729 
A 13.92:R 5-74-4, 78-16653 A 43.4:584, 78-6187 A 57.38:C 61/2, 78-12391 
A 13.92:R 6-75-20, 78-16654 A 43.4:585, 78-6188 A 57.38:C 72/4, 78-22730 
A 13.92:R 6-76-1, 78-6126 A 43.7:(v.nos.&nos.), 78-2408 A 57.38:C 73/2, 78-6195 
A 13.92:R 6-76-6, 78-16655 A 49.2:D 44, 78-16678 A 57.38:C 76, 78-8551 
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A 57.38:C 
10422 

A 57.38:C 91/3, 

A 57.38:C 96, 

A 57.38:D 19, 

A 57.38:D 32/5, 

A 57.38:D 36/3, 

A 57.38:D 38/3, 

A 57.38:D 64, 

A 57.38:Ea 8, 

A 57.38:Ec 8, 

A 57.38:Ed 5, 

A 57.38:Et 6, 78-19559 

A 57.38:F 19/2, 78-24968 

A 57.38:F 77 h/erratum, 78-16697 

A 57.38:F 85/4, 78-12392 

A 57.38:F 92, 78-10423 

A 57.38:G 28/3/erratum, 

A 57.38:G 61/erratum, 

A 57.38:G 75, 

A 57.38:G 76/2, 

A 57.38:G 82/2, 

A 57.38:G 83/4, 

A 57.38:G 94, 

A 57.38:H 5/2, 

A 57.38:H 18, 

A 57.38:H 18/2, 

A 57.38:H 19/3, 78-19560 

A 57.38:H 19/4, 78-24970 

A 57.38:H 24/6/v.2/interim, 

A 57.38:H 77, 78-8556 

A 57.38:H 77/erratum, 

A 57.38:H 77/2, 

A 57.38:J 13, 

A 57.38:J 35/7, 78-8557 

A 57.38:J 63/2, 78-4009 

A 57.38:J 63/2/erratum, 

A 57.38:J 64, 78-79 

A 57.38:K 16/2/erratum, 

A 57.38:K 17, 78-16701 

A 57.38:K 33, 78-12396 

A 57.38:L 13/2, 78-80 

A 57.38:L 36/erratum, 78-1369 

A 57.38:L 43, 78-10424 

A 57.38:L 43/erratum, 78-19561 

A 57.38:L 43/rev.sh.32, 78-19563 

A 57.38:L 43/2, 78-19564 

A 57.38:L 51/4, 78-16702 

A 57.38:L 54/erratum, 78-1370 

A 57.38:L 82/4/erratum, 78-1371 

A 57.38:L 99/2, 78-12397 

A 57.38:list/978, 78-10425 

A 57.38:M 26/5, 78-14771 

A 57.38:M 27/2/erratum, 78-1372 

A 57.38:M 33/3, 78-81 

A 57.38:M 44, 78-6200 

A 57.38:M 46/3, 78-82 

A 57.38:M 46/4, 78-6201 

A 57.38:M 56/3, 78-12398 

A 57.38:M 58/2/interim, 

A 57.38:M 58/3/interim, 

A 57.38:M 58/4/interim, 

A 57.38:M 58/5/interim, 

A 57.38:M 58/6/interim, 

A 57.38:M 58/7, 78-8563 

A 57.38:M 58/7/erratum, 

A 57.38:M 75/3, 

A 57.38:M 76/9, 


76/ch.43,51/erratum, 


78-16694 
78-14770 
78-8552 

78-16695 

78-16696 

78-6196 
78-19558 
78-8553 
78-24967 
78-76 


78-1367 
78-77 
78-24969 

78-12393 

78-78 

78-12394 
78-8554 

78-6197 
78-12395 
78-16698 


78-8555 
78-6198 
78-6199 

78-16699 

78-16700 


78-1368 


78-14772 
78-22731 
78-19565 
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57.38:M 76/10, 78-24971 

57.38:M 83/2/interim, 78-14773 

57.38:N 42 m, 78-83 

57.38:N 66/2, 78-8564 

57.38:N 82, 78-6202 

57.38:N 88, 78-19566 

57.38:Oc 2/interim, 78-8565 

57.38:01 1, 78-i10426 

57.38:Or 5, 78-84 

§7.38:P 14, 78-19567 

57.38:P 24, 78-16703 

5$7.38:P 36/2/erratum, 78-1373 

5 78-24972 

5 78-24973 

5 78-8566 

78-6203 
78-24974 
78-6204 


7.38:P 61/4, 
7.38:P 83, 
7.38:R 54/3, 
57.38:R 59 i, 
A 57.38:Sa 2 c/2, 
A 57.38:Sa 2 j/2, 
A 57.38:Sa 2 ma, 78-12399 
A 57.38:Sa 3/4, 78-19568 
A 57.38:Sa 5 c/erratum, 78-14774 
A 57.38:Sco 8/4, 78-85 
A 57.38:Sh 3, 78-8567 
A 57.38:Sh 5/4/erratum, 
A 57.38:Sh 5/4/erratum-2, 
A 57.38:St 1/2, 78-24975 
A 57.38:St 4/2, 78-1376 
A 57.38:T 68/2, 78-86 
A 57.38:T 82, 78-6205 
A 57.38:Un 3/2, 78-19569 
A 57.38:Un 3/3, 78-19570 
A 57.38:V 59/2, 78-87 
A 57.38:W 27/8, 78-4010 
A 57.38:W 36/4, 78-8568 
A 57.38:W 39/3, 78-19571 
A 57.38:Y 1/3, 78-14775 
A 57.44:19, 78-4011 
A 57.46:(date/nos.), 
A 57.46/3:(date/nos.), 
A 57.46/3-2:976, 78-19572 
A 57.46/3-2:977, 78-19572 
A 57.46/4:(date/nos.), 78-2412 
A 57.46/5:(date/nos.), 78-2413 
A 57.46/6:(date/nos.), 78-2414 
A 57.46/7:(date/nos.), 78-2415 
A 57.46/8:976, 78-22732 
A 57.46/9:(date/nos.), 78-2416 
A 57.46/10:(date/nos.), 78-2417 
A 57.46/11:(date/nos.), 78-2418 
A 57.46/12:(date/nos.), 78-2419 
A 57.46/13:(date/nos.), 78-2420 
A 57.46/14:977, 78-22733 
A 57.46/15:C 71/975, 78-10427 
A 57.46/17:975, 78-22734 
A 57.51:25, 78-10428 
A 57.51:64, 78-16704 
A 57.52:32, 78-24976 
A 57.52:33, 78-24977 
A 57.59:H 75/add., 78-10429 
A 57.59:L 72 bl, 78-16705 
A 57.59:L 89, 78-16706 
A 57.59:W 53, 78-10430 
A 57.59:W 53/no. 1, 78-6206 
A 57.59:W 53/no. 2, 78-6207 
A 57.59:W 53/no. 3, 78-6208 
A 57.59:W 53/no. 5, 78-6209 
A 57.62:L 95 j, 78-16707 
A 57.62:0z 1, 78-16708 


A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 


78-1374 
78-1375 


78-2410 
78-2411 
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A 57.62:P 63, 

A 57.62:T 31, 

A 57.64/2:As 7, 
A 57.64/2:B 15, 
A 57.64/2:B 81, 
A 57.64/2:B 86, 
A 57.64/2:C 46, 
A 57.64/2:C 76, 
A 57.64/2:C 88, 
A 57.64/2:El 5, 


A 57.64/2:H 77, 


A 57.64/2:L 58, 
A 57.64/2:N 81 
A 57.64/2:P 34, 
A 57.64/2:P 65, 
A 57.64/2:Sa 5, 
A 57.64/2:Sa 8, 


A 57.64/2:So 8 r, 


A 57.64/2:St 8, 
A 57.64/2:W 52 
A 57.65:Ea 7 b, 
A 57.65/2:As 7, 


A 57.65/2:C 22, 


A 57.65/2:C 32, 


A 57.65/2:C 43/v.1-4, 


A 57.65/2:C 99, 
A 57.65/2:El 5, 


A 57.65/2:H 75, 
A 57.65/2:L 72/2, 


A 57.65/2:M 35 
A 57.65/2:M 88 
A 57.65/2:P 65, 
A 57.65/2:R 67, 
A 57.65/2:R 88, 
A 57.65/2:Se 2, 


A 57.65/2:So 8 f, 


A 57.65/2:Y 1, 
A 57.65/2:Z 8, 
A 62.1:977, 
A 62.2:Al 5, 
A 67.24. 32, 7 
A 67.2:Su 3, 7 
A 67.7/2:(v.nos. 
A 67.8/3:975, 

A 67.13:H 88, 


A 67.18:FC-(nos.), 
A 67.18:FCAN-(nos.), 


A 67.18:FCB-(n 


A 67.18:FCF-(nos.), 


A 67.18:FCOF-( 


A 67.18:FD-(nos.), 
| A 67.18:FDAP-(nos.), 
| A 67.18:FDF-(n 
A 67.18:FDR-(nos.), 


A 67.18:FFVS-( 


A 67.18:FG-(nos.), 
A 67.18:FH-(nos.), 
A 67.18:FHON-(nos.), 
A 67.18:FLM-(nos.), 


A 67.18:FLM M 


A 67.18:FN-(nos.), 


A 67.18:FOL-(n 
A 67.18:FOP-(n 


A 67.18:FPE-(nos.), 
A 67.18:FR-(nos.), 
A 67.18:FS-(nos.), 
A 67.18:FT-(nos.), 


A 67.18:FTEA-( 


78-6210 


78-16709 
78-6211 
78-12400 
78-1043 1 
78-12401 
78-12402 
78-12403 
78-12404 
78-8569 
78-6212 
78-88 

f, 78-89 
78-16710 
78-16711 
78-90 
78-6213 


78-10432 

v, 78-91 

78-19573 
78-19574 
78-19575 
78-19576 


78-19577 
78-19578 


78-19579 

78-22735 
, 78-22736 
, 78-19580 


78-19581 

78-24978 
78-22737 

78-19582 


78-19584 
78-19585 


78-22738 
78-6214 


8-14777 
8-4012 
&nos.), 
78-10433 
78-14778 


nos.), 


nos.), 


T-(nos.), 


nos.), 


78-16712 


78-19583 


78-2423 
78-2424 
os.), 78-2425 
78-2426 
78-2428 
78-2429 
78-2430 
os.), 78-2432 
78-2433 
78-2434 
78-2435 
78-2436 
78-2437 
78-2438 
78-2439 
78-2440 
os.), 78-2442 
os.), 78-2443 
78-2444 
78-2445 
78-2446 
78-2447 
78-2448 


78-14776 


78-2421 
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A 67.18:FVEG-(nos.), 78-2449 
A 67.18:FVF-(nos.), 78-2450 
A 67.18:FW-(nos.), 78-2451 
A 67.26:272, 78-16713 

A 67.26:274, 78-16714 

A 67.26:275, 78-16715 

A 67.26:276, 78-12405 

A 67.26:277, 78-16716 

A 67.26:279, 78-8570 

A 67.26:281, 78-16717 

A 67.26:282, 78-16718 

A 67.26:283, 78-19586 

A 67.26:284, 78-19587 

A 67.40:(date/nos.), 78-2452 
A 68.1:977, 78-22739 

A 68.1/3:976, 78-22740 

A 68.2:C 73/2/976, 78-4013 
A 68.2:C 81, 78-24979 

A 68.2:F 27/2, 78-16719 

A 68.2:P 69/977, 78-16720 
A 68.3:20-19:320-19, 78-2274i 
A 68.3:61-2/2, 78-14779 

A 68.3:62-6, 78-14780 

A 68.3:66-5, 78-22742 

A 68.3:66-6, 78-19588 

A 68.3:66-8, 78-19589 

A 68.3:86-4/2, 78-14781 

A 68.3:109-3, 78-10434 

A 68.3:111-2/16, 78-10435 
A 68.3:161-23/2, 78-4014 

A 68.3:345-14, 78-22743 

A 68.3:345-80, 73-22744 

A 68.3:409-2, 78-10434 

A 68.6/2:(date), 78-2453 

A 68.6/2:(date/supp.), 78-2454 
A 68.6/2:977, 78-22745 

A 68.6/5:(date), 78-2455 

A 68.6/5:(date/supp.), 78-2456 
A 68.13/2:322, 78-12406 

A 68.13/2:323, 78-12406 

A 68.22:74-6-F, 78-14782 

A 68.22:75-12-F, 78-14783 
A 68.22:76-2-D, 78-14784 

A 68.22:76-2-F, 78-14785 

A 68.22:76-6-F, 78-14786 

A 68.22:76-8, 78-14787 

A 77.2:Ag 8/6/975, 78-92 

A 77.2:Ag 8/8/978, 78-12407 
A 77.2:B 41/2, 78-16721 

A 77.2:C 42/3, 78-6215 

A 77.2:C 73/2, 78-12408 

A 77.2:C 82/5, 78-22746 

A 77.2:F 73/5/977, 78-1377 
A 77.2:M 46, 78-4015 

A 77.2:P 43/2, 78-14788 

A 77.2:P 86/2, 78-12409 

A 77.2:R 31/15/977, 78-6216 
A 77.2:So 3/3, 78-14789 

A 77.2:S0 3/4, 78-14790 

A 77.2:S0 3/5, 78-14791 

A 77.2:S0 3/5/978, 78-14792 
A 77.6/3:M 72, 78-22747 

A 77.10:B 99/7, 78-14793 

A 77.10:M 87, 78-10436 

A 77.10:P 44/2, 78-4016 

A 77.10:W 21, 78-4017 

A 77.12:(v.nos.&nos.), 78-2457 
A 77.15:H-6, 78-4018 
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Classification Number Index 


A 77.15:NC-19/errata, 78-14794 
A 77.15:NC-38, 78-14795 
A 77.15:NC-53, 78-4019 
A 77.15:NC-54, 78-14796 
A 77.15:NC-57, 78-10437 
A 77.15:NE-8-3, 78-93 
A 77.15:NE-9-3, 78-19590 
A 77.15:NE-9-5, 78-19591 
A 77.15:NE-11-4, 78-16722 
A 77.15:NE-75, 78-14797 
A 77.15:NE-84, 78-6217 
A 77.15:NE-86, 78-4020 
A 77.15:NE-98, 78-16723 

.15:S-71, 78-14798 

.15:S-96, 78-4021 

.15:S-103, 78-4022 

.15:S 111, 78-4023 

.15:S-127, 78-14799 

.15:S-131, 78-16724 

.15:S-132, 78-14800 

.15:S-143, 78-14801 

.15:S-145, 78-4024 

-15:S-151, 78-14802 

.15:S-153, 78-14803 

.15:S-157, 78-10438 

.15:S-158, 78-4025 

.15:S-159, 

.15:S-160, 

.15:S-161, 

.15:S-162, 

-15:S-163, 

.15:S-164, 

.15:S-165, 

.15:S-166, 

.15:S-167, 

.15:S-168, 

.15:W-38, 

.15:W-39, 

.15:W-42, 

.15:W-43, 

.15:W-44, 

.15:W-46, 

.15:W-47, 

.15:W-53, 

.17:D 85, 

.17/3:974, 78-10444 

.17/4:975-2, 78-10445 

.17/4:976-2, 78-10445 

.17/5:974-2, 78-19592 

.17/5:975, 78-19592 

.18:H-2, 78-14805 

.18:H-3, 78-14806 
A 77.26:973-74, 78-19593 
A 77.26:974-75, 78-19593 
A 77.26:975-76, 78-19593 
A 77.27:973, 78-19594 
A 77.27:975, 78-19595 
A 77.28:20030, 78-6220 
A 77.28:20100, 78-6221 
A 77.28:20220, 78-6222 
A 77.28:20230, 78-6223 
A 77.28:20250, 78-6224 
A 77.28:20260, 78-6225 
A 77.28:20280, 78-6226 
A 77.28:20290, 78-6227 
A 77.28:20350, 78-12410 
A 77.28:20360, 78-6228 
A 77.28:20370, 78-6229 
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A 77.28:20480, 78-6230 

A 77.28:20550, 78-6231 

A 77.28:20610, 78-6232 

A 77.28:20730, 78-6233 

A 77.28:20740, 78-6234 

A 77.28:20760, 78-6235 

A 77.28:20770, 78-12411 

A 77.28:20790, 78-6236 

A 77.28:20800, 78-6237 

A 77.28:20810, 78-6238 

A 77.28:20830, 78-6239 

A 77.28:20910, 78-6240 

A 77.219/2:21/pt.1, 78-10446 
A 77.219/2:21/pt.3, 78-19596 
A 77.219/2:21/pt.4, 78-19597 
A 77.219/2:21/pt.5, 78-19598 
A 77.219/2:21/pt.6, 78-10447 
A 77.219/4:3/pt.3/977, 78-10448 
A 77.219/4:3/pt.4, 78-22748 

A 77.227:(date), 78-2458 

A 77.511:(v.nos.&nos.), 78-2459 
A 77.526:4, 78-6241 

A 77.608:(v.nos.&nos.), 78-2460 
A 77.708:(date), 78-2461 

A 77.710:(date), 78-2462 

A 82.1/2:C 19/972, 78-19599 

A 82.1/2:C 19/973, 78-19599 

A 82.1/2:N 41/973, 78-19600 

A 82.1/2:N 42 y/976, 78-10449 
A 82.1/2:P 38/976, 78-10450 

A 82.1/2:R 34/975, 78-19601 

A 82.1/2:W 52 v/976, 78-22749 
A 82.2:Ap 4/973, 78-14807 

A 82.2:Ap 4/977, 78-10451 

A 82.2:C 76/17/976, 78-22750 
A 82.2:C 76/19/936-75, 78-10452 
A 82.2:C 76/20, 78-12412 

A 82.2:D 14/7, 78-16729 

A 82.2:D 26/975, 78-19602 

A 82.2:D 63/2/975, 78-22751 

A 82.2:D 63/3/976, 78-10453 

A 82.2:R 11/976, 78-10454 

A 82.2:T 55/10/976, 78-10455 
A 82.76:973, 78-10456 

A 82.76:974, 78-10456 

A 82.76:975, 78-10456 

A 82.77:973-74, 78-19603 

A 82.77:974-75, 78-19603 

A 82.77:975-76, 78-19603 

A 82.82:1/11, 78-10457 

A 82.82:2/8, 78-10458 

A 82.82:10/5, 78-10459 

A 82.82:11/7, 78-10460 

A 82.84:Ae 8, 78-19604 

A 82.85:75-1-D, 78-10461 

A 82.85:76-2-D, 78-10462 

A 82.308:974, 78-12413 

A 82.308:975, 78-22752 

A 82.308:976, 78-10463 

A 82.311:975, 78-10464 

A 84.2:C 73/3/940-75, 78-10465 
A 84.2:H 81/2/950-75, 78-10466 
A 84.2:P 94/2/939-75, 78-6242 
A 84.10:ADM-NC-76-1, 78-10467 
A 88.2:D 14/3, 78-14808 

A 88.2:D 14/4, 78-22753 

A 88.6:B 37, 78-14809 

A 88.6:Se 3/3, 78-14810 





A 88.6/2:Ap 68/976, 78-12414 

A 88.6/2:B 562/976, 78-12415 

A 88.6/2:B 625/2/976, 78-12416 
A 88.6/2:C 424/4/976, 78-12417 
A 88.6/2:C 424/976, 78-12418 

A 88.6/2:F 468/2/976, 78-12419 
A 88.6/2:F 943/4/976, 78-12420 
A 88.6/2:G 761/974, 78-12421 

A 88.6/2:G 761/975, 78-12422 

A 88.6/2:G 767/9/976, 78-12423 
A 88.6/2:L 569/975, 78-12424 

A 88.6/2:0a 8, 78-12425 

A 88.6/2:P 32/2/976, 78-14811 

A 88.6/2:P 313/2/976, 78-12426 
A 88.6/2:P 316/976, 78-12427 

A 88.6/2:P 847/3/976, 78-12428 
A 88.6/2:P 953/3/976, 78-12429 
A 88.6/2:R 184/976, 78-12430 

A 88.10:(v.nos.&nos.), 78-2463 
A 88.11:(v.nos.&nos.), 78-2464 
A 88.11:49/7, 78-12431 

A 88.11:50/7, 78-12431 

A 88.11/2:(v.nos.&nos.), 78-2465 
A 88.11/3:(v.nos.&nos.), 78-2466 
A 88.11/4:(v.nos.&nos.), 78-2468 
A 88.11/7:(v.nos.&nos.), 78-2469 
A 88.11/9:(v.nos.&nos.), 78-2470 
A 88.11/9:58/13, 78-12432 

A 88.11/13:973-77, 78-12433 

A 88.11/15:976, 78-12434 

A 88.11/17:(date&nos.), 78-2471 
A 88.11/17-2:976, 78-12435 

A 88.11/19:977, 78-22754 


A 88.11/20:(v.nos.&nos.), 78-2472 


A 88.12/22:(nos.), 78-2473 

A 88.12/31:976-5, 78-10468 

A 88.12/31:976-6, 78-10469 

A 88.12/31:977-1, 78-22755 

A 88.12/31:977-2, 78-19605 

A 88.12/31:977-3, 78-22756 

A 88.12/31:977-4, 78-19606 

A 88.14/i1:(nos.), 78-2474 

A 88.14/12:(date), 78-2475 

A 88.16/4:(v.nos.&nos.), 78-2477 
A 88.18:(v.nos.&nos.), 78-2478 
A 88.18/4:(v.nos.&nos.), 78-2479 
A 88.18/9:(v.nos.&nos.), 78-2480 
A 88.19:(v.nos.&nos.), 78-2481 
A 88.22:F 76/26, 78-14812 

A 88.23:(v.nos.&nos.), 78-2482 
A 88.34:(daie), 78-2483 

A 88.34/5:977, 78-22757 

A 88.34/5:977-78, 78-22758 

A 88.34/6:976, 78-12436 

A 88.34/6:977, 78-22759 

A 88.34/8:976-77, 78-22760 

A 88.34/8:977-78, 78-22760 

A 88.40:565/3, 78-12437 

A 88.40:571, 78-22761 

A 88.40:572/2, 78-19607 

A 88.40:574, 78-16730 

A 88.40:575, 78-22762 

A 88.52:(v.nos.&nos.), 78-2484 
A 89.4/2:33/3, 78-4029 

A 89.8:(v.nos.&nos.), 78-2485 
A 89.8/a:4, 78-10470 

A 89.12:151, 78-94 

A 89.15:109, 78-95 





December 1978 


A 
A 
A 
A 


89.15:110, 78-96 

8 78-14813 
89.19:42, 78-97 
89.19:43, 78-4030 


A 92.2:F 22/3/977, 78-10471 
A 92.2:H 67, 78-14814 

A 92.2:R 29, 78-12438 

A 92.9/3:975-76, 78-16731 


A 92.9/4:(date) 
A 92.9/5:(date) 
A 92.9/10:975, 


, 78-2486 
, 78-2487 
78-19608 


A 92.9/13:974-75, 78-12439 
A 92.9/13:975-76, 78-12439 
A 92.9/16:(date), 78-2488 


A 92.10:(date), 


78-2489 


A 92.10/2:974-76, 78-16732 


A 92.10/5:976, 


78-10472 


A 92.10/7:(date), 78-2490 


A 92.11:(date), 


78-2491 


A 92.11/2-2:973, 78-8575 
A 92.11/2-2:976, 78-8576 
A 92.11/2-2:977-2, 78-22763 


A 92.11/3:977, 


78-22764 


A 92.11/4:974-75, 78-16733 
A 92.11/4:975-76, 78-16733 


A 92.11/6:977, 
A 92.11/9:977, 


78-16734 
78-10473 


A 92.11/10:976, 78-19609 


A 92.11/10-2:9 
A 92.11/10-2:9 
A 92.11/10-2:9 


76, 78-12440 
76-2, 78-12441 
77, 78-22765 


A 92.11/10-4:(date), 78-2494 


A 92.11/10-5:9 
A 92.11/11:(da 


77, 78-16735 
te), 78-2495 


A 92.12:(date), 78-2496 
A 92.14:(date), 78-2497 
A 92.14:975-76, 78-10474 
A 92.15:(date), 78-2498 
A 92.15/2:(date), 78-2499 
A 92.15/4:(date), 78-2500 
A 92.16:(date), 78-2501 


A 92.16/2:976, 


78-16736 


A 92.16/3:973-75, 78-8577 
A 92.17:975-76, 78-10475 


A 92.18:976, 


78-16737 


A 92.18/3:(date), 78-2502 


A 92.18/4:977, 


78-10476 


A 92.18/6:(date), 78-2503 
A 92.18/6-2:976, 78-10477 
A 92.18/6-2:977, 78-10477 
A 92.18/6-2:977-2, 78-10478 
A 92.18/7:(date), 78-2504 


A 92.18/8:977, 


78-10479 


A 92.18/11:976, 78-19610 


A 92.19:974-75 
A 92.19/4:975, 


, 78-10480 
78-10481 


A 92.19/4:975-76, 78-16738 


A 92.19/4:976, 
A 92.19/4:977, 
A 92.21:(date), 
A 92.21/2:973, 
A 92.21/2:975, 
A 92.21/2:976, 


78-10481 
78-19611 
78-2505 
78-16739 
78-16740 
78-16741 


A 92.23:(v.nos.&nos.), 78-2506 


A 92.24:(date), 


78-2508 


A 92.24/2:976-2, 78-10482 
A 92.24/2:977-1, 78-10482 
A 92.24/3:974-76, 78-10483 
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A 92.25:(date), 78-2509 

A 92.28/2:977, 78-19612 

A 92.29/5:976, 78-10484 

A 92.29/5:977, 78-10484 

A 92.30:975, 78-19613 

A 92.30:976, 78-19613 

A 92.30:977, 78-19613 

A 92.37:976, 78-16742 

A 92.37:976/prelim., 78-16742 
A 92.37/2:(date), 78-2510 

A 92.39:976, 78-10485 

A 92.39:977, 78-10485 

A 93.2:N 21, 78-14815 

A 93.2:R 31, 78-10486 

A 93.9/4:82/supp.1, 78-10487 
A 93.9/6:16, 78-10488 

A 93.9/6:17, 78-10488 

A 93.9/8:17, 78-19614 

A 93.9/8:18, 78-10489 

A 93.10/2:(nos.), 78-2512 

A 93.11:(nos.), 78-2513 

A 93.11/2:(nos.), 78-2514 

A 93.11/3:29, 78-8578 

A 93.11/3:30, 78-8578 

A 93.12/2:(nos.), 78-2515 

A 93.12/3:(nos.), 78-2516 

A 93.13:(nos.), 78-2517 

A 93.15:(nos.), 78-2518 

A 93.16:(nos.), 78-2519 

A 93.16/2:1, 78-10490 

A 93.17/3:976-2, 78-10491 

A 93.17/7:(date/nos.), 78-2521 
A 93.20:(nos.), 78-2522 

A 93.21:368/supp.8, 78-22766 
A 93.21:663, 78-6243 

A 93.21:664, 78-6244 

A 93.21/3:42, 78-1378 

A 93.23:(nos.), 78-2523 

A 93.24/2:(nos.), 78-2524 

A 93.25:(nos.), 78-2525 

A 93.26:(v.nos.&nos.), 78-2526 
A 93.27:138, 78-22767 

A 93.27:139, 78-98 

A 93.27:140, 78-6245 

A 93.27:141, 78-6246 

A 93.27:142, 78-6247 

A 93.28:138/supp.976, 78-16743 
A 93.29/2:(nos.), 78-2527 

A 93.33:(v.nos.&nos.), 78-2528 
A 93.33/a:F 22, 78-14816 

A 93.34/2:7, 78-14817 

A 93.34/2:13, 78-14818 

A 94.2:In 8/976/v.1-3, 78-10492 
A 94.10:1, 78-6248 

A 96.9:(v.nos.&nos.), 78-2529 
A 98.9:131, 78-6249 

A 98.9:163, 78-99 

A 98.9:165, 78-24980 

A 98.9:166, 78-10493 

A 98.9:167, 78-16744 

A 98.9:174, 78-10494 

A 98.9:175, 78-10495 

A 98.9:177, 78-14819 

A 98.11:(v.nos.&nos.), 78-2531 
A 98.12:(date), 78-2532 

A 101.2:An 5/978, 78-14820 
A 101.2:B 83/3, 78-100 

A 101.2:B 83/975, 78-10496 
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101.2:C 77, 78-12442 A 105.22:151, 78-16750 AA 1.14:(nos.), 78-2543 
101.2:D 63/2/977, 78-12443 A 105.22:152, 78-24981 AA 3.9:(v.nos.&nos.), 78-2544 
101.2:Eq 5/976, 78-10497 A 105.22:153, 78-24982 AA 4.8/2:1 A, 78-10508 
101.2:F 76, 78-12444 A 105.23:978, 78-19623 AA 4.8/2:6, 78-10509 
101.2:N 42/2, 78-22768 A 105.23/6:975-77, 78-22779 AA 4.10:A, 78-14837 
101.2:N 42/975, 78-10498 A 105.24/2:977, 78-22780 AA 4.10:1, 78-10510 
101.2:N 42/976, 78-10498 A 105.24/4-2:977, 78-22781 AA 4.10:3, 78-10511 
101.2:0a 8/977, 78-8579 A 105.25:01, 78-16751 AA 4.10:4, 78-10512 
101.2:P 41, 78-12445 A 105.25:04, 78-14828 AA 4.10:5, 78-10513 
101.2:V 64/2, 78-6250 A 105.25:05, 78-14829 AA 4.10:7, 78-10514 
101.2:V 64/974, 78-14821 A 105.25:06, 78-16752 AA 4.10:8, 78-10515 
101.6:C 42/977, 78-22769 A 105.25:07, 78-16753 AA 4.10:9, 78-10516 
101.6/2:(date), 78-2533 A 105.25:09, 78-19624 AA 4.10:13, 78-10517 
101.8:D 63, 78-6251 A 105.25:9-S, 78-19625 AA 4.10:14, 78-10518 
101.8:M 46/2(chap.nos.), 78-2534 A 105.25:13, 78-14830 AA 4.10:15 a, 78-10519 
101.8:P 69/2, 78-12446 A 105.25:14, 78-16754 AA 4.10:17, 78-10520 
101.8:W 77, 78-19615 A 105.25:15, 78-16755 AA 4.10:18, 78-10521 
101.9/2:(v.nos.&nos.), 78-2535 A 105.25:16, 78-16756 AA 4.10:20, 78-10522 
101.10/2:91-17-7/amend.2, 78-16745 A 105.25:17, 78-16757 AA 4.10:21, 78-10523 
101.11:G 81/972/ch.5, 78-14822 A 105.25:19, 78-16758 AA 4.10:23, 78-10524 
101.11:L 82, 78-14823 A 105.25:20, 78-16759 .10: 78-10525 
101.11:M 29, 78-12447 A 105.25:21, 78-19626 .1:977, 78-22793 
101.12:(date), 78-2536 A 105.25:22, 78-16760 .2:Am 3, 78-24987 
101.12/2:976, 78-16746 A 105.25:23, 78-16761 .2:Ar 5/3/977, 78-12453 
101.14:22, 78-19616 A 105.25:24, 78-16762 .2:Ar 5/7/978, 78-24988 
101.14:24, 78-19616 A 105.25:28, 78-24983 .2:Ar 5/8, 78-16765 
101.14:25, 78-19616 A 105.25:30, 78-22782 .2:Ar 5/9, 78-16766 

A 105.25:31, 78-22783 .2:B 52, 78-14838 

A 105.25:32, 78-22784 .2:N 88/8, 78-24989 

A 105.25:33, 78-22785 .2:N 88/9, 78-24990 

A 105.25:34, 78-22786 .2:T 71/2, 78-12454 

A 105.25:36, 78-24984 .2:W 23/2, 78-10526 

A 105.25:37, 78-22787 .11/2:975, 78-22794 

A 105.25:38, 78-24985 .12:Ik 6/7, 78-24991 

A 105.26/2:977, 78-19627 .12:Ik 6/8, 78-24992 

A 105.30:978, 78-22788 

A 105.31:44, 78-10503 

A 105.31:45, 78-12452 

A 105.31:47, 78-16763 

A 105.33/2:977, 78-19628 

A 105.33/3:977, 78-22789 

A 105.35:38, 78-19629 

A 105.38/2:2, 78-19630 

A 105.39:978, 78-22790 

A 106.8:F 82, 78-22791 

A 106.11:184, 78-14831 

A 106.110:F 73, 78-14832 

A 106.110/2:102, 78-14833 

A 

A 


101.17:(date/nos.), 78-2538 
101.18:976, 78-12448 
101.18/2:976, 78-22770 
101.19:In 3, 78-4031 
101.19:T 78, 78-14824 
102.2:An 5/2/977-2, 78-101 
103.2:F 73, 78-1379 
103.6/2:Ap 5. 78-10499 


103.6/2:01 4, 78-10500 .1:976, 78-10527 


.2:Am 3, 78-10528 

.2:Aq 3, 78-24993 

.2:Au 8/3, 78-19631 
.2:In 3, 78-12455 

.2:In 8/10/978, 78-10529 
.2:N 21/5/977, 78-16767 
.2:0p 5, 78-14839 

.2:P 76/976, 78-19632 
.2:Sci 2/4/975-76, 78-16768 
.2:Sci 2/4/976-77, 78-16768 
.2:T 23/2, 78-24994 
.2:Un 2/3, 78-19633 
.2:W 37/2/v.1, 78-22795 
.2:W 89/978, 78-22796 
.8/3:Ex 7, 78-14840 
.8/3:M 66/3, 78-1384 
-8/3:O0c 1/977, 78-4032 
.8/3:St 2/2, 78-19634 
.8/4:7/pt.A, 78-22797 
-18:H 22, 78-102 

.18:K 88, 78-103 

.18:K 88/2, 78-104 

.18:K 88/3, 78-105 

.18:R 39/11, 78-106 
.18:R 39/12, 78-107 
.18:S]1 1, 78-108 
.24:(v.nos.&nos.), 78-2545 
.37:(date/transmittal no.), 78-2546 
.54:R 25/pt.1, 78-19635 
.54/2:975/supp., 78-16769 
.54/2:976/supp., 78-16769 
.57/4:(date), 78-2547 


A 

A 

A 

A 

A 

A 

A 

A 

A 

A 

A 

A 

A 

A 

A 

A 

A 

A 

A 

A 

A 

A 

A 103.6/2:T 59/2, 78-19617 
A 103.6/2:T 59/3, 78-22771 
A 103.6/3:(date/nos.), 78-2539 
A 103.8:R 24, 78-14825 

A 103.9:(date), 78-2540 

A 103.9:978, 78-22772 

A 103.9/2:(date/nos.), 78-2541 
A 103.10:977, 78-1380 

A 103.11/2:976, 78-22773 
A 103.13:978, 78-19618 

A 104.6/2:977, 78-12449 

A 104.6/2:978, 78-19619 

A 104.8:G 76, 78-6252 107.2:Ag 8, 78-14834 

A 105.8:Ag 8, 78-22774 107.2:Or 1, 78-22792 

A 105.9/2:977, 78-19620 107.12:5, 78-24986 

A 105.9/3:978, 78-10501 .2:D 62/976-77, 78-6254 
A 105.9/3:978-2, 78-22775 .2:Ev 1, 78-14835 

A 105.9/4:975-77, 78-19621 .2:G 53, 78-10504 

A 105.11:977, 78-10502 -8/2:4301.1, 78-10505 
A 105.13:665, 78-6253 -8/2:4405.90, 78-6255 
A 105.14/2:977, 78-22776 .9/2:976, 78-16764 

A 105.14/2:977-2, 78-22777 11:4110.1, 78-10506 
A 105.17/4:977, 78-19622 .11:4200.23, 78-1381 

A 105.20/4:31, 78-22778 .11:4300.6, 78-6256 

A 105.22:143, 78-14826 .11:4800.3, 78-6257 

A 105.22:144, 78-12450 -11/2:4000.11, 78-10507 
A 105.22:145, 78-12451 .11/2:4000.12, 78-14836 
A 105.22:146, 78-16747 .11/2:4400.1, 78-6258 
A 105.22:147, 78-14827 -11/2:4401.2, 78-1382 
A 105.22:148, 78-16748 .11/2:4500.1, 78-6259 
A 105.22:149, 78-16747 .11/2:4500.3, 78-1383 
A 105.22:150, 78-16749 .13:(v.nos.&nos.), 78-2542 
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December 1978 


1.58/2:(v.nos.&nos.), 78-2548 na 
1.58/3:N 41/(date), 78-2549 1 
1.60/2:77-12 (1)-(9), 78-109 .158:M 26 A (76)-13, 78-8587 
1.60/2:78-18/v.1-2, 78-19636 3.31/4:974/v.1/pt.S1, 78-8582 .158:M 28 A (nos.), 78-2577 
1 
1 


C 3.31/4:974/v.1/pt.10/bk.2, 78-8580 
- 
Cc 
Cc 
1.60/2:78-19, 78-19637 C 3.31/4:974/v.1/pt.52, 78-8583 58:M 28 A (76)-14, 78-8588 
Cc 
Cc 
c 
oo 
Cc 


3.31/4:974/v.1/pt.10/bk.3, 78-8580 
3.31/4:974/v.1/pt.46, 78-8581 


58:M 25 E (77)-13, 78-19671 
58:M 26 A (nos.), 78-2576 


1.60/3:77-128, 78-1385 3.31/5:974/v.4/pt.2, 78-22800 58:M 28 A (77)-13, 78-22810 
1.60/3:77-129, 78-1386 3.31/9:v.2/pt.2, 78-22801 3.158:M 28 A (77)-14/supp.1, 78- 
1.60/3:77-130/pt. 1, 78-10530 3.31/9:974/v.2/pt.5, 78-22802 19672 

158:M 28 A supp.(SA), 78-8588 


158:M 28 B (nos.), 78-2578 


.60/3:77-131, 78-4033 C 3. 
C 3. 

.60/3:77-133, 78-14841 C 3.31/9:974/v.4/pt.1, 78-22804 C 3.158:M 28 B (77)-13, 78-19673 
C 3. 
c 3. 


3.31/9:974/v.2/pt.9, 78-22803 
-60/3:77-132, 78-10531 


1 
1 3.31/9:974/v.2/pt.9/ch., 78-22803 
1 

1.60/3:77-134, 78-14842 C 3.32:975, 78-12463 158:M 28 C (nos.), 78-2579 
1.60/3:77-135, 78-14843 C 3.32:976, 78-12463 158:M 28 C (76)-14, 78-8589 
1.60/3:77-136, 78-19638 C 3.32:977, 78-19661 C 3.158:M 28 C/supp.(SA)/973-77, 78- 
1.60/3:78-139, 78-19639 C 3.62/7:1000, 78-1390 8589 

1.60/3:78-141, 78-22798 C 3.62/7:2160, 78-6262 C 3.158:M 28 F (nos.), 78-2580 
1.60/3:78-142, 78-19640 C 3.62/7:4480, 78-6263 158:M 28 F/supp.(SA), 78-8590 
1.60/3:78-143, 78-19641 C 3.62/7:5600, 78-6264 158:M 30 E (nos.), 78-2581 
1.60/3:78-144, 78-19642 C 3.62/7:7320, 78-6265 158:M 30 E/supp. (SA), 78-10538 

1 158:M 31 A (nos.), 78-2582 

1 158:M 32 D (nos.), 78-2583 

1 158:M 32 D (76)-13, 78-8591 

1 158:M 32 D/supp., 78-10539 

1 158:M 32 G (nos), 78-2584 


-60/3:78-145, 78-19643 
-158:M 32 G (77)-13, 78-22811 


.60/4:76-5, 78-12456 

.66:final, 78-19644 
.66:final/sum., 78-19645 
.66:77/03/v.1, 78-1387 
1.66/2:P 19, 78-19646 

C 1.67:(date/nos.), 78-2550 

C 1.70:2, 78-19647 

C 3.2:Am 3s, 78-19648 

C 3.2:Am 3/4, 78-10532 

C 3.2:An 1, 78-14844 

C 3.2:C 33/27/977, 78-1388 

C 3.2:C 33/28/970, 78-14845 

C 3.2:C 33/30, 78-1389 

C 3.2:D 26/6/977, 78-19649 

C 3.2:D 26/6/978, 78-19649 

C 3.2:D 39/v.1l/errata-3, 78-24995 
C 3.2:D 39/v.2/errata-3, 78-24996 
C 3.2:Ex 7/5/975, 78-19650 

C 3.2:M 54/972-74, 78-19651 

C 3.2:P 69/2, 78-19652 

C 3.2:R 31/7, 78-110 

C 3.2:Se 1, 78-14846 

C 3.2:So 1/2/976, 78-14847 

C 3.2:Sp 2/975, 78-19653 

C 3.2:T 16, 78-6260 

C 3.2:Up 1, 78-6261 

C 3.6:F 76/2/976, 78-19654 

C 3.6:F 76/2/976/amdt.1, 78-24997 
C 3.6:F 76/2/976/amdt.3, 78-24998 
C 3.6/2:G 74, 78-19655 

C 3.6/2:In 2/2/977, 78-14848 

C 3.6/2:In 2/978, 78-19656 

C 3.6/2:St 2/2/976, 78-19657 

C 3.20:(date-nos.), 78-2551 

C 3.20/3:(date-nos.), 78-2552 

C 3.24/9:M 75 (AS)-3, 78-12457 
C 3.24/9:M 75 (AS)-4, 78-12458 
C 3.24/9:M 75 (AS)-6, 78-12459 
C 3.24/9:M 76 (AS)-1, 78-10533 
C 3.24/9:M 76 (AS)-2, 78-10534 
C 3.24/9:M 76 (AS)-4 P, 78-12460 
C 3.24/9:M 76 (AS)-4.1, 78-12461 
C 3.24/9:M 76 (AS)-4.2, 78-19658 
C 3.24/9:M 76 (AS)-4.3, 78-19659 
C 3.24/9:M 76 (AS)-6, 78-12462 
C 3.24/9:M 76 (AS)-7, 78-19660 
C 3.24/9:M 76 (AS)-8, 78-22799 
C 3.31/4:974/v.1/pt.10/bk.1, 78-8580 


133:(nos.), 78-2553 
133/2:967-77, 78-19662 
134:977, 78-14849 
134/a:So 1/977, 78-19663 
134/2:St 2/977, 78-19664 


annnannaanananaaanaaaaaaanaaaan 


3 

3 

3 

3 

134/2 a:St 29, 78-10535 3 
134/2 a:St 29/ch., 78-14850 3 
134/3:976, 78-19665 3 
.138/3:(nos.), 78-2554 3 
138/3-2:976, 78-16770 3 
138/3-3:967-977, 78-6266 3 
138/4:(nos.), 78-2555 3 
138/5:(date), 78-2556 3 
138/5:967-976/supp., 78-22805 3 
140/2:976/3, 78-22806 3 
145:83, 78-19666 3 
145:86, 78-19667 3 
145:88, 78-19668 3 
145/6:(date/nos.), 78-2557 3 
150:A/976, 78-19669 3 
150:B/(date), 78-2558 3 
3 

3 

3 

3 

3 

3 

3 

3 

3 

3 

3 

3 

3 

3 

3 

3 

3 

3 

3 

3 


C3 
c3 
C3 
C3 
Cc 
Cc 
Cc 
Cc 
Cc 
C 3.158:M 33 A (nos.), 78-2585 
Cc 
Cc 
Cc 
Cc 
Cc 
Cc 
Cc 
Cc 
Cc 
Cc 
Cc 
Cc 
Cc 
Cc 
150:B/978, 78-4034 Cc 
Cc 
Cc 
Cc 
Cc 
Cc 
Cc 
Cc 
Cc 
Cc 
Cc 
Cc 
Cc 
Cc 
Cc 
Cc 
Cc 
Cc 
Cc 
Cc 
Cc 
Cc 
Cc 
Cc 
Cc 
Cc 
Cc 
Cc 


158:M 33 A (76)-13, 78-8592 
158:M 33 E (nos.), 78-2586 
158:M 33 K (nos.), 78-2587 
158:M 33 K (76)-13, 78-8593 
158:M 33 K (77)-13, 78-25002 
158:M 33-2 (nos.), 78-2588 
158:M 33-3 (nos.), 78-2589 
158:M 33-3 (77)-13, 78-22812 
.158:M 34 D (76)-13, 78-10540 
.158:M 34H (nos.), 78-2590 
.158:M 34H (76)-13, 78-10541 
.158:M 34 K (nos.), 78-2591 
.158:M 34 K (76)-13, 78-8594 
.158:M 35S, 78-2592 

.158:M 35 S (76)-13, 78-8595 
.158:M 36 D (nos.), 78-2593 
.158:M 37 G (nos.), 78-2594 
.158:M 37 L (nos.), 78-2595 
.158:M 37 L (77)-13, 78-22813 
.158:MA-13 K (76)-1, 78-10542 
.158:MA-22 F.1 (76)-1, 78-8596 
.158:MA-22 F.2 (76)-1, 78-10543 


anaanaaaaaaanaaaaaaaaana 
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.150:B/978/rev.-1, 78-22807 
.150:C-E/976, 78-19670 
3.150:D/978, 78-22808 
.158:DIB-917 (nos.), 78-2559 
.158:DIB-917 (76)-5, 78-10536 
.158:DIB-917 (77)-5, 78-24999 
158:DIB-991 (nos.), 78-2560 
158:DIB-991 (77)-13, 78-16771 
158:M 3-1 (nos.), 78-2561 
158:M 4-A (nos.), 78-2562 
158:M 20 A (nos.), 78-2563 
158:M 20 C (nos.), 78-2564 
158:M 20 C (77)-13, 78-22809 
158:M 20 J (nos.), 78-2565 
158:M 20 J (77)-13, 78-25000 
158:M 20 K (nos.) 1, 78-2567 
158:M 20 K (76)-13, 78-8584 
158:M 22 A (nos.), 78-2568 
158:M 22 A/Supp.3, 78-8585 
158:M 22 D (nos.), 78-2569 
158:M 22 D (77)-13, 78-25001 
158:M 22 P (nos.), 78-2570 
158:M 22 P (77)-13, 78-10537 
158:M 23 B (nos.), 78-2572 
158:M 23 H (nos.), 78-2573 
.158:M 23 H (77)-8, 78-8586 
.158:M 25 E (nos.), 78-2575 


QAAQAAAA 
www ww 


158:MA-22 G (76)-1, 78-8598 
158:MA-23 A (76)-1, 78-8599 
158:MA-23 D (76)-1, 78-19674 
158:MA-23 J (76)-1, 78-8600 
158:MA-23 J (77)-1, 78-19675 
158:MA-24 F (76)-1, 78-8601 
158:MA-24 H (75)-1, 78-16772 
158:MA-24 H (76)-1, 78-12464 
158:MA-24 T (76)-1, 78-8602 
158:MA-25 H (75)-1, 78-16773 
158:MA-25 H (76)-1, 78-10544 
158:MA-28 G (75)-1, 78-16774 
3.158:MA-28 G (76)-1, 78-12465 
158:MA-29 A (76)-1, 78-8603 
158:MA-29 A (77)-1, 78-19676 
3.158:MA-30 A (77)-1, 78-25003 


. 
3.158:MA-30 D (76)-1, 78-8604 


3 


3.158:MA-31 A (76)-1, 78-8605 
3.158:MA-31 A (77)-1, 78-25004 
3.158:MA-32 E (76)-1, 78-8606 
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.158:MA-32 J (76)-1, 


Cc 
Cc 
Cc 
Cc 
C 
Cc 
Cc 
Cc 
Cc 
C 
Cc 
Cc 
Cc 
Cc 


22818 


C 3.158:MA-35 F (76)-1, 
C 3.158:MA-35 F (77)-1, 


C 3.158:MA-35 J (75)-1, 
C 3.158:MA-35 J (76)-1, 


C 3.158:MA-35 L (76)-1, 
C 3.158:MA-35 M (76)-1, 
C 3.158:MA-35 P (76)-1, 
C 3.158:MA-35 P (76)-1/ch., 
C 3.158:MA-35 R (75)-1, 
C 3.158:MA-35 R (75)-1/ch., 
C 3.158:MA-35 R (76)-1, 
C 3.158:MA-35 U (76)-1, 
C 3.158:MA-35 U (77)-1, 
C 3.158:MA-36 A (77)-1, 
C 3.158:MA-36 E (76)-1/ch., 
C 3.158:MA-36 E (77)-1, 
C 3.158:MA-36 F (77)-1, 
C 3.158:MA-36 H (77)-1, 
C 3.158:MA-36 K (76)-1, 
C 3.158:MA-36 K (77)-1, 
C 3.158:MA-36 L (75)-1, 
C 3.158:MA-36 L (77)-1, 
C 3.158:MA-36 M (76)-1, 
C 3.158:MA-36 N (76)-1, 

-158:MA-37 E (77)-1, 

-158:MA-38 B (76)-1, 

-158:MA-38 B (76)-1I/ch., 


-158:MA-175 (76)-1, 
-158:MA-200 (76)-1, 


-158:MA-32 E (76)-1/ch., 
.158:MA-32 E (77)-1, 


3 

3 

3 

3.158:MA-33 B (76)-1/ch., 
3.158:MA-33 B(76)-1/ch.2, 
3.158:MA-33 L (76)-1, 
3.158:MA-34 C (77)-1, 
3.158:MA-34 G (75)-1, 
3.158:MA-34 G (76)-1, 
3.158:MA-34 N (76)-1, 
3.158:MA-34 N (77)-1, 
3.158:MA-34 P (76)-1, 
3.158:MA-34 P (77)-1, 
3.158:MA-35 A (77)-1, 
C 3.158:MA-35 B (75)-1, 
C 3.158:MA-35 D (76)-1, 
C 3.158:MA-35 D (76)-1/ch., 
C 3.158:MA-35 D (77)-1/advance, 


78-16775 
78-22814 
78-8607 
78-16776 
78-22815 
78-8608 
78-22816 
78-10545 
78-8609 
78-8610 
78-25005 
78-10546 
78-19677 
78-22817 
78-16777 
78-10547 
78-10547 
78- 


78-8611 
78-19678 
78-16778 
78-12466 
78-8612 
78-12467 
78-10548 
78-16779 
78-16780 
78-16780 
78-10549 
78-8613 
78-22819 
78-25006 
78-8614 
78-19679 
78-25007 
78-25008 
78-8615 
78-19680 
78-16781 
78-25009 
78-8616 
78-8617 
78-22820 
78-16782 
78-10550 
78-12468 
78-10551 


Classification Number Index 


.158:MQ-32 A (76)-5, 
.158:MQ-32 C (nos.), 78-2604 
.158:MQ-34 E (nos.), 78-2605 
.158:MQ-34 E Supp.(SA), 78-10554 
.158:MQ-35 D (nos.), 78-2606 
.158:MQ-35 W (nos.), 78-2607 
.158:MQ-35 W (76)-5, 78-8623 
.158:MQ-36 B (nos.), 78-2608 
.158:MQ-36 B (76)-5, 78-8624 
.158:MQ-36 C (nos.), 78-2609 
.158:MQ-36 C (75)-5, 78-10555 
.158:MQ-36 C (76)-5, 78-8625 
.158:MQ-36 C (77)-5, 78-25011 
.158:MQ-37 D (nos.), 78-2610 
.158:MQ-37 D (76)-5, 78-8626 
.163/2:(date), 78-2611 
.163/3:(date), 78-2612 

.163/4:M 56/976, 78-19684 
.163/4:P 41, 78-1391 

.163/6:B 96, 78-25012 
.164:130-(nos.), 78-2613 
.164:135-(nos.), 78-2614 
.164:150/976, 78-4035 
.164:155/976, 78-4036 
.164:210/976, 78-4037 
.164:246/976, 78-4038 
.164:410-(nos.), 78-2615 
.164:450/976, 78-4039 
.164:450/977, 78-22821 
.164:455/976, 78-4040 
.164:455/977, 
.164:610/976, 
.164:800-(nos.), 
.164:800/976, 
.164:810-(nos.), 
.164:810-75-13, 
.164:810-76-13, 
.164:810-77-13, 
.164:900-(nos.), 
.164:975/975, 
.164:975/976, 
.164:985-(nos.), 
.164:986-(nos.), 
.164:986-75, 78-22824 
.164:986-76, 78-16786 
.164:986-77-13, 78-22825 
.164:990/(date), 78-2621 
.186:P-20/(nos.), 78-2622 


78-8622 


78-2616 
78-16784 
78-2617 
78-19685 
78-19686 
78-22823 
78-2618 
78-16785 
78-16785 
78-2619 
78-2620 


.158:MA-200(76)-2, 
.158:MQ-CI (74)-1, 
158:MQ-CI (75)-1, 
158:MQ-CI (75)-2, 
158:MQ-CI (76)-1, 
158:MQ-CI (76)-2, 
158:MQ-22 K (nos), 
158:MQ-22 K (76)-5, 
158:MQ-22 Q (nos.), 
158:MQ-22 Q (76)-5, 
158:MQ-22 T (nos.), 
158:MQ-23 X (nos.), 
158:MQ-23 X (76)-5, 
158:MQ-25 E (nos.), 
158:MQ-25 E (76)-5, 
158:MQ-26 F (nos.), 
.158:MQ-26 F (76)-5, 


78-16783 
78-19681 
78-19682 
78-19683 
78-12469 
78-12469 
78-2597 

78-10552 

78-2598 

78-8618 
78-2599 

78-2600 

78-8619 
78-2601 

78-8620 
78-2602 

78-8621 


annaaaaanannanaaaan 
WWW WW WW Ww ww WW Www 


.186:P-20/302, 
.186:P-20/303, 
.186:P-20/305, 
.186:P-20/306, 
.186:P-20/3 10, 
.186:P-20/311, 
.186:P-20/3 1 1/errata, 
.186:P-20/312, 
.186:P-20/3 13, 
.186:P-20/314, 
.186:P-20/315, 
.186:P-20/3 16, 
.186:P-20/317, 
.186:P-20/318, 
.186:P-20/319, 
.186:P-20/320, 
.186:P-20/321, 


78-4042 
78-4043 
78-4044 
78-12470 
78-4045 
78-4046 
78-4046 
78-4047 
78-4048 
78-8627 
78-12471 
78-8628 
78-8629 
78-16787 
78-12472 
78-22826 
78-12473 


C 3.158:MQ-26 F (77)-5, 
C 3.158:MQ-32 A (nos.), 


C 3.158:MQ-32 A (75)-5, 
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78-25010 
78-2603 
78-10553 





-186:P-20/322, 
C 3.186:P-20/323, 
C 3.186:P-20/324, 


78-12474 
78-12475 
78-16788 


Do not order from index; see indicated entry 





C 3.186:P-23/(nos.), 
C 3.186:P-23/59/rev., 
C 3.186:P-23/65, 7 
C 3.186:P-23/66, 7 
C 3.186:P-23/67, 7 
C 3.186:P-23/68, 7 
C 3.186:P-23/69, 7 
C 3.186:P-25/(nos.), 
C 3.186:P-25/701, 

C 3.186:P-25/705, 

C 3.186:P-25/706, 

C 3.186:P-25/707, 

C 3.186:P-25/708, 

C 3.186:P-25/709, 

C 3.186:P-25/710, 

C 3.186:P-25/711, 

C 3.186:P-25/7 12, 

C 3.186:P-25/7 13, 

C 3.186:P-25/7 14, 

C 3.186:P-25/715, 
C 3.186:P-25/7 16, 

C 3.186:P-25/717, 

C 3.186:P-25/719, 

C 3.186:P-25/720, 

C 3.186:P-25/721, 

C 3.186:P-25/722, 

C 3.186:P-25/723, 

C 3.186:P-25/724, 

C 3.186:P-25/725, 

C 3.186:P-25/726, 

C 3.186:P-26/(nos.), 
C 3.186:P-26/75-4, 
C 3.186:P-26/76-1, 
C 3.186:P-26/76-3, 
C 3.186:P-26/76-4, 
C 3.186:P-26/76-5, 
C 3.186:P-26/76-6, 
C 3.186:P-26/76-7, 
C 3.186:P-26/76-9, 
C 3.186:P-26/76-10, 
C 3.186:P-26/76-12, 
C 3.186:P-26/76-13, 
C 3.186:P-26/76-14, 
C 3.186:P-26/76-15, 
C 3.186:P-26/7 6-16, 
C 3.186:P-26/76-18, 
C 3.186:P-26/76-20, 
C 3.186:P-26/76-22, 
C 3.186:P-26/76-23, 
C 3.186:P-26/76-24, 
C 3.186:P-26/76-25, 
C 3.186:P-26/76-27, 
C 3.186:P-26/76-29, 
C 3.186:P-26/7 6-30, 
C 3.186:P-26/76-31, 
C 3.186:P-26/76-32, 
C 3.186:P-26/76-33, 
C 3.186:P-26/76-34, 
C 3.186:P-26/76-35, 
C 3.186:P-26/7 6-36, 
C 3.186:P-26/7 6-37, 
C 3.186:P-26/76-38, 
C 3.186:P-26/76-40, 
C 3.186:P-26/76-41, 
C 3.186:P-26/7 6-42, 
C 3.186:P-26/7 6-44, 
C 3.186:P-26/76-45, 
C 3.186:P-26/7 6-46, 


78-2623 


78-22827 


8-12476 
8-22828 
8-12477 
8-12478 
8-22829 
78-2624 
78-4049 
78-4050 
78-4051 
78-4052 
78-4053 
78-4054 
78-4055 
78-4056 
78-4057 
78-4058 
78-8630 
78-8631 
78-8632 
78-8633 


78-2625 
78-111 
78-4059 
78-4060 
78-4061 
78-4062 
78-4063 
78-4064 
78-8634 

78-8635 

78-4065 

78-4066 

78-4067 

78-4068 

78-8636 

78-4069 

78-4070 

78-4071 

78-4072 

78-4073 

78-8637 

78-4074 

78-8638 

78-4075 

78-4076 

78-4077 

78-4078 
78-4079 
78-8639 
78-4080 
78-8640 
78-4081 
78-4082 
78-4083 
78-4084 
78-4085 





.186:P-26/76-48, 
.186:P-26/77-8, 

.186:P-26/77-39, 
.186:P-27/(nos.), 


78-8641 
78-22832 

78-22833 

78-2626 


-186:P-27/47, 78-4088 
.186:P-27/49, 78-12480 
-186:P-27/50, 78-12481 


.186:P-28/(nos.), 
.186:P-28/1540, 
.186:P-28/1548, 
.186:P-28/1549, 
.186:P-28/1552, 
.186:P-28/1554, 
.186:P-28/1557, 
.186:P-28/1558, 
.186:P-60/(nos.), 
.186:P-60/103, 
-186:P-60/107, 
.186:P-60/108, 
.186:P-60/109, 
.186:P-60/110, 
.186:P-60/111, 
-186:P-60/112, 
.186:P-60/113, 


78-2627 
78-8642 
78-8643 
78-8644 
78-4089 
78-4090 
78-22834 
78-22835 

78-2628 

78-4091 
78-4092 
78-8645 
78-8646 
78-22836 
78-16789 
78-22837 
78-22838 


.186:P-65/(nos.), 78-2629 
C 3.189:(nos.), 78-2630 


C 3.191/2:976/2/cor 
C 3.191/2:976/3, 7 
C 3.191/2:976/4, 7 
C 3.191/2:976/5, 7 
C 3.191/2:976/6, 7 
C 3.191/2:976/8, 7 
C 3.191/2:977/1, 7 
C 3.191/3:974, 78- 
C 3.204:74-32/ch., 

C 3.204:74-48/ch., 

C 3.204:75-1, 78-1 
C 3.204:75-2, 78-1 


T., 78-22839 
8-22840 
8-22841 
8-12482 
8-22842 
8-22843 
8-16790 
10556 
78-19692 
78-12483 
9693 

392 


C 3.204:75-3, 78-4093 


C 3.204:75-4, 78-4 
C 3.204:75-5, 78-1 


094 
393 


C 3.204:75-6, 78-4095 


C 3.204:75-7, 78-1 


394 


C 3.204:75-8, 78-4096 


C 3.204:75-9, 78-1 


C 3.204:75-10, 78- 


395 
1396 


C 3.204:75-11, 78-1397 


C 3.204:75-12, 78- 
C 3.204:75-13, 78- 
C 3.204:75-14, 78- 
C 3.204:75-15, 78- 
C 3.204:75-16, 78- 
C 3.204:75-17, 78- 
C 3.204:75-18, 78- 
C 3.204:75-19, 78- 


C 3.204:75-20, 78- 
C 3.204:75-22, 78- 
C 3.204:75-23/ch., 

C 3.204:75-24, 78- 
C 3.204:75-25, 78- 
C 3.204:75-26, 78- 
C 3.204:75-27, 78- 
C 3.204:75-28, 78- 
C 3.204:75-29, 78- 
C 3.204:75-30, 78- 
C 3.204:75-32, 78- 
C 3.204:75-33, 78- 


1398 
4097 
1399 
1400 
1401 
1402 
1403 
4098 
1404 
1405 
78-4099 
1406 
4100 
1407 
1408 
4101 
1409 
1410 
1411 
1412 


C 3.204:75-34, 78-4102 





December 1978 


3.204:75-35, 
3.204:75-36, 
3.204:75-37, 
3.204:75-38, 
3.204:75-39, 
3.204:75-40, 


78-4103 
78-4104 
78-1413 
78-1414 
78-1415 
78-1416 


3.204:75-40/ch., 78-12484 


3.204:75-41, 
3.204:75-42, 
3.204:75-43, 
3.204:75-44, 
3.204:75-45, 


78-4105 
78-4106 
78-1417 
78-1418 
78-1419 
78-4107 
78-4108 


3.204:75-48/ch., 78-4108 


3.204:75-49, 
3.204:75-50, 
3.204:75-51, 
3.204:75-52, 


C 3.204:76-3, 

C 3.204:76-4, 

C 3.204:76-5, 

C 3.204:76-6, 

C 3.204:76-7, 

C 3.204:76-8, 

C 3.204:76-9, 

C 3.204:76-10, 
C 3.204:76-12, 
C 3.204:76-13, 
C 3.204:76-14, 
C 3.204:76-15, 
C 3.204:76-16, 
C 3.204:76-17, 
C 3.204:76-18, 
C 3.204:76-19, 
C 3.204:76-20, 
C 3.204:76-21, 
C 3.204:76-22, 
C 3.204:76-23, 
C 3.204:76-24, 
C 3.204:76-25, 
C 3.204:76-26, 
C 3.204:76-27, 
C 3.204:76-28, 
C 3.204:76-29, 
C 3.204:76-30, 
C 3.204:76-31, 
C 3.204:76-32, 
C 3.204:76-33, 
C 3.204:76-34, 
C 3.204:76-36, 
C 3.204:76-37, 
C 3.204:76-38, 
C 3.204:76-39, 
C 3.204:76-40, 
C 3.204:76-41, 
C 3.204:76-42, 
C 3.204:76-43, 
C 3.204:76-44, 
C 3.204:76-45, 
C 3.204:76-46, 
C 3.204:76-47, 
C 3.204:76-48, 
C 3.204:76-49, 
C 3.204:76-50, 
C 3.204:76-51, 
C 3.204:76-52, 


Do not order from index; see indicated entry 


78-1420 
78-1421 
78-4109 
78-4110 
78-16791 
78-19694 
78-16792 
78-19695 
78-22844 
78-12485 
78-12486 
78-19696 
78-19697 
78-19698 
78-19699 
78-12487 
78-16793 
78-19700 
78-19701 
78-19702 
78-16794 
78-19703 
78-12488 
78-19704 
78-12489 
78-16795 
78-19705 
78-19706 
78-12490 
78-12491 
78-12492 
78-12493 
78-12494 
78-16796 
78-12495 
78-16797 
78-12496 
78-16798 
78-19707 
78-19708 
78-16799 
78-12497 
78-19709 
78-12498 
78-19710 
78-19711 
78-12499 
78-12500 
78-19712 
78-19713 
78-19714 
78-16800 
78-12501 





C 3.205/3:DP-4, 78-1422 

C 3.205/3:DP-5, 78-1423 

C 3.205/3:DP-6, 78-6267 

C 3.205/3:DP-7, 78-1424 

C 3.205/3:DP-8, 78-1425 

C 3.205/3:DP-9, 78-19715 

C 3.205/3:DP-10, 78-6268 

C 3.205/3:DP-11, 78-6269 

C 3.205/3:DP-12, 78-14851 

C 3.205/3:DP-13, 78-12502 

C 3.205/3:DP-15, 78-19716 

C 3.205/3:DP-17, 78-19717 

C 3.205/3:TR-3A, 78-14852 

C 3.205/6:3, 78-16801 

C 3.205/6:4, 78-112 

C 3.205/6:5, 78-25013 

C 3.211/5:(nos.), 78-2631 

C 3.212:40, 78-12503 

C 3.212:41, 78-14853 

C 3.212:42, 78-22845 

C 3.214:41, 78-25014 

C 3.215:H-111/(nos.), 78-2632 

C 3.215:H-111-76-5, 78-12504 

C 3.215:H-111-77-5, 78-16802 

C 3.215:H-121/(nos.), 78-2633 
C 3.215:H-123-77, 78-19718 

C 3.215:H-130/(nos.), 78-2634 
C 3.215:H-130-76-5, 78-16803 
C 3.215:H-131-75A, 78-22846 

C 3.215:H-131-76A, 78-22846 
C 3.215:H-150-76/pt.A, 78-12505 
C 3.215:H-150-76/pt.B, 78-12506 
C 3.215:H-150-76/pt.C, 78-12507 
C 3.215:H-150-76/pt.D, 78-12508 
C 3.215:H-150-76/pt.E, 78-12509 
C 3.215:H-150-76/pt.F, 78-12510 
C 3.215:H-170-75-20, 78-4111 

C 3.215:H-170-75-21, 78-4112 

C 3.215:H-170-75-22, 78-4113 

C 3.215:H-170-75-23, 78-4114 

C 3.215:H-170-75-24, 78-4115 

C 3.215:H-170-75-25, 78-4116 

C 3.215:H-170-75-26, 78-4117 

C 3.215:H-170-75-27, 78-4118 

C 3.215:H-170-75-28, 78-4119 

C 3.215:H-170-75-29, 78-4120 
C 3.215:H-170-75-30, 78-4121 

C 3.215:H-170-75-31, 78-4122 
C 3.215:H-170-75-32, 78-4123 
C 3.215:H-170-75-33, 78-4124 
C 3.215:H-170-75-34, 78-4125 
C 3.215:H-170-75-36, 78-4126 
C 3.215:H-170-75-37, 78-4127 
C 3.215:H-170-75-38, 78-4128 
C 3.215:H-170-75-39, 78-4129 
C 3.215:H-170-75-40, 78-4130 
C 3.215:H-171-74/no.1, 78-22847 
C 3.215/2:(nos.), 78-2635 

C 3.215/3:C 30-(nos.), 78-2636 
C 3.215/3:C 30-745/change, 78-22848 
C 3.215/4:(nos.), 78-2637 

C 3.215/5:(nos.), 78-2638 

C 3.215/8:(nos.), 78-2639 

C 3.215/8:77-5, 78-22849 

C 3.215/9:(nos.), 78-2640 

C 3.215/9-2:(nos.), 78-2641 

C 3.215/12:976, 78-19719 

C 3.215/12:977, 78-19720 
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C 3.215/13:(nos.), 78-2643 

C 3.215/15:C 21-(nos.), 78-2644 
C 3.223:P 94/2/970/chap.16,17, 78-22850 
C 3.223:P 94/2/970/ind., 78-22851 
C 3.223/12:970/106, 78-19721 
C 3.223/12:970/107, 78-19722 
C 3.223/16:970/6, 78-22852 

C 3.223/16:970/9, 78-22853 

C 3.223/16:970/12, 78-22854 

C 3.231:M 3-1.7, 78-19723 

C 3.236:(nos.), 78-2645 

C 3.238:(v.nos.&nos.), 78-2646 
C 3.238/2:3, 78-19724 

C 3.238/2:4, 78-19725 

C 3.238/3:1, 78-16804 

C 3.238/3:2, 78-16805 

C 3.238/3:3, 78-16806 

C 3.238/3:4, 78-16807 

C 3.239:(nos.), 78-2647 

C 3.239/2:972-77, 78-19726 

C 3.240/7:38, 78-113 

C 3.240/7:39, 78-114 

C 3.240/7:42, 78-10557 

C 3.242:(nos.), 78-2648 

C 3.249:GEO-MT 501, 78-19727 
C 3.249:GEO-MT 505/2, 78-115 
C 3.249:GEO-MT 509, 78-116 
C 3.249:GEO-MT-510, 78-4131 
C 3.249:GEO-MT 906, 78-19728 
C 3.249:GEO-MT 908, 78-22855 
C 3.249/2:G 29, 78-14854 

C 3.249/2:T 22, 78-117 

C 3.251:76-1, 78-22856 

C 3.251:76-2, 78-22856 

C 3.252:1/2, 78-14855 

C 3.252:2, 78-14856 

C 3.252:3 (Rev.), 78-14857 

C 3.252:4, 78-14858 

C 3.252:4/2, 78-14859 

C 3.252:6, 78-14860 

C 3.252:6/2, 78-25015 

C 3.252:7, 78-14861 

C 3.252:8, 78-14862 

C 3.252:8/2, 78-25016 

C 3.252:9, 78-14863 

C 3.252:10, 78-19729 

C 3.252:11, 78-19730 

C 3.252:12, 78-14864 

C 3.252:13, 78-10558 

C 3.252:14, 78-10559 

C 3.252:15, 78-14865 

C 3.252:16, 78-14866 

C 3.252:17, 78-14867 

C 3.252:76/1, 78-4132 

13.2:At 7/2, 78-25017 
13.2:Au 8/978, 78-19731 
13.2:Eq 2, 78-6270 

13.2:M 46/978, 78-1426 
13.2:W 42/977, 78-22857 
13.10:250/5, 78-19732 
13.10:260-54, 78-8647 
13.10:260-56, 78-22858 
13.10:260-57, 78-14868 
13.10:260-59, 78-25018 
13.10:304 A/6, 78-19733 
13.10:305/supp.8, 78-10560 
C 13.10:305/supp.9, 78-19734 
C 13.10:330/4, 78-1427 
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13.10:365/3, 78-4133 

13.10:380/supp.1, 78-22859 

13.10:400-30, 78-14869 

13.10:400-32, 78-14870 

13.10:400-41, 78-4134 
.10:400-46, 78-19735 
.10:410, 78-14871 
.10:434, 78-4135 
.10:457-1, 78-1428 
.10:462, 78-22860 
.10:464, 78-4136 
.10:473, 78-1429 
.10:479, 78-118 
.10:480-15, 78-19736 
.10:480-17, 78-19737 
.10:480-20, 78-14872 
.10:480-24, 78-19738 
10:480-25, 78-4137 
10:480-26, 78-4138 
.10:480-27, 78-19739 

C 13.10:480-28, 78-19740 

C 13.10:480-29, 78-19741 

C 13.10:480-31, 78-22861 

C 13.10:480-34, 78-25019 

C 13.10:483/errata, 78-22862 

C 13.10:484/v.1-2, 78-119 

C 13.10:488, 78-25020 

C 13.10:490, 78-1430 

C 13.10:491, 78-120 

C 13.10:492, 78-6271 

C 13.10:493, 78-4139 

C 13.10:494, 78-121 

C 13.10:496/v.1-2, 78-14873 

C 13.10:497, 78-16808 

C 13.10:499, 78-12511 

C 13.10:500-17, 78-122 

C 13.10:500-18, 78-19742 

C 13.10:500-19, 78-1431 

C 13.10:500-20, 78-1432 

C 13.10:500-21/v.1, 

C 13.10:500-21/v.2, 78-12513 

C 13.10:500-22, 78-1433 

C 13.10:500-23, 78-4140 

Cc 78-6272 

Cc 78-4141 

Cc 78-6273 

Cc 78-14874 

78-19743 

Cc 78-19744 

Cc 78-19745 

Cc 78-19746 

Cc 78-19747 

Cc 78-22863 

Cc 78-19748 

Cc 78-25021 

Cc 78-22864 

Cc 78-19749 

Cc 78-19750 

Cc 78-19751 

Cc 78-14875 

c 78-19752 

Cc 78-19753 

Cc 78-19754 

Cc 78-19755 

C 13.10:510, 78-22866 

C 13.10:511-1, 78-19756 

C 13.10:511-l/app.C, 78-19756 

C 13.10:511-2, 78-19756 


-10:500-24, 
.10:500-25, 
.10:500-26, 
.10:500-27, 
-10:500-28, 
.10:500-29, 
.10:500-30, 
.10:500-31, 
.10:500-32, 
.10:500-33, 
.10:500-35, 
.10:500-36, 
.10:500-37, 
.10:501, 
.10:502, 
.10:503, 
.10:504, 
.10:505, 
.10:507, 
.10:508, 
.10:509, 
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Cc 
Cc 
Cc 
. 
Cc 
Cc 
Cc 
Cc 
Cc 
Cc 
Cc 
Cc 
i 
Cc 
Cc 
Cc 
Cc 
Cc 
Cc 
Cc 
Cc 
Cc 
Cc 
Cc 
Cc 
Cc 


13.10:512, 78-19757 
13.10:513, 78-19758 
13.10:514, 78-19759 
13.10:515/errata, 78-25022 
13.10:520, 78-25023 
13.10:530, 78-25024 
13.11:44/4/rev.pages 976, 
13.11:44/4/rev.pages 977, 
13.11:111/2, 78-19760 
13.11:124, 78-19761 
13.11:126, 78-22869 
13.11:127, 78-25025 
13.13:(v.nos.&nos.), 
13.16:1056, 
13.16:1067, 
13.16:1070, 
13.16:1078, 78-4142 
13.16:1085, 78-1434 
13.20/2:57-7 3/errata, 
13.20/2:67-76, 
13.20/2:68-76, 
13.20/2:69-76, 
13.20/2:70-76, 
13.20/2:71-76, 78-1436 
13.20/2:73-77, 78-10561 
13.22:(v.nos.&nos.), 78-2650 
13.22/sec.A:(v.nos.&nos.), 78-2651 
13.22/2:79 A, 78-16809 
13.22/2:79 B, 78-19763 
13.22/2:80 B, 78-19764 
13.22/2:81 A, 78-19765 
13.29/2:58/errata, 78-22870 
13.29/2:63/errata, 78-25027 
13.29/2:7l/errata, 78-22871 
13.29/2:84, 78-25028 
13.29/2:98/errata, 78-22872 
13.29/2:102, 78-19766 
13.29/2:103, 78-1437 
13.29/2:106, 78-14877 
13.29/2:109, 78-19767 
13.29/2:110, 78-14878 
13.29/2:111, 78-19768 
13.29/2:112, 78-19769 
13.36/2:(CT), 78-2653 
13.36/5:(nos.), 78-2654 
13.37/5:(nos.), 78-2655 
13.37/6:(nos.), 78-2656 
13.44:155, 78-14879 
13.44:158/errata, 78-22873 
13.44:160, 78-1438 

13.44:161, 78-25029 

13.45:616/3, 78-125 
13.46:683/errata, 78-22874 
13.46:696/2, 78-4144 

13.46:697, 78-14880 

13.46:698, 78-19770 

13.46:699, 78-4145 
13.46:699/errata, 78-25030 
13.46:710-9, 78-19771 
13.46:710-10, 78-19772 
13.46:910-2, 78-19773 
13.46:952/errata, 78-22875 
13.46:958, 78-1439 

13.46:959, 78-14881 

13.46:960, 78-4146 

13.46:961, 78-14882 

13.46:962, 78-22876 

13.46:964, 78-19774 


78-22867 
78-22868 


78-2649 
78-14876 
78-12514 
78-19762 


78-25026 
78-4143 

78-123 

78-1435 

78-124 





December 1978 


13.46:965, 78-19775 C 21.5/a 5:N 845/976, 78-6279 31.259/2:977, 78-14889 
13.46:965, 78-22877 C 21.5/2:976/pt.1, 78-4148 31.260:(v.nos.&nos.), 78-2673 
13.46:966, 78-22878 C 21.5/2:976/pt.2, 78-4148 .261:(date/nos.), 78-2674 
13.46:968, 78-22879 C 21.5/3:976, 78-4149 .262:(date), 78-2675 
13.46:969, 78-16810 C 21.5/3:977, 78-19789 .262/2:(date), 78-2676 
13.46:970, 78-25031 C 21.5/4:(v.nos.&nos.), 78-2661 .262/3:(date), 78-2677 
13.46:972, 78-22880 C 21.7:976, 78-6280 .262/4:(date), 78-2678 
13.46:974, 78-22881 C 21.9/2:977, 78-22894 .262/5:(date/nos.), 78-2679 
13.46:975, 78-22882 C 21.12:(date) 1, 78-2662 .263:974-75, 78-22902 
13.46:976, 78-22883 C 21.12:972-73/curr.pages, 78-6281 264:(date/nos.) 1, 78-2681 
13.46:977, 78-22884 C 21.12/2:977, 78-19790 264/2:977, 78-14890 
13.46:978, 78-22885 C 21.14:T 67/2/(date), 78-2663 265:(nos.), 78-2682 
13.46:986, 78-25032 C 21.14:T 67/2/976, 78-6282 C 31.265/2:1, 78-22903 
13.46:1000, 78-14883 C 21.15:(date), 78-2664 C 31.265/3:3, 78-22904 
13.46:1001, 78-19776 C 21.15:961/rev.46-54, 78-6283 C 31.266:974-75, 78-22905 
13.46:1002, 78-14884 C 21.17/2:(nos.), 78-2665 C 31.266:975-76, 78-22905 
13.46:1003, 78-19777 C 21.24:T 22/977-2, 78-22895 C 31.266/2:975-76, 78-10568 
13.46:1004, 78-22886 C 31.201:976, 78-10562 C 31.267:(date/nos.), 78-2683 
13.46:1005, 78-22887 C 31.202:Ai 7/13, 78-14886 C 31.268:975-76, 78-19793 
13.48:60, 78-19778 C 31.202:At 8/975, 78-25038 C 31.268:975-76/2, 78-19793 
13.48:61/pt.1, 78-19779 C 31.202:C 76/976, 78-14887 C 31.269:(date/nos.), 78-2684 
13.48:62, 78-22888 C 31.202:M 34/966-76, 78-136 C 31.270:976, 78-22906 
13.51:(nos.), 78-2657 C 31.202:P 94, 78-25039 C 39.201:976, 78-19794 
13.52:10-2, 78-126 C 31.205:Ae 8/(date), 78-2666 C 39.201:977, 78-19795 
13.52:11-1, 78-1440 C 31.205:Ae 8/974/trans.1, 78-19791 C 39.202:Ai 2/2, 78-1444 
S2: 78-127 C 31.205:Ae 8/974/trans.2, 78-22896 C 39.202:C 76/5, 78-22907 
78-128 C 31.205:Av 5/975, 78-25040 C 39.202:En 2, 78-19796 
78-129 C 31.205:Av 5/977, 78-10563 C 39.202:En 2 gr, 78-19797 
78-130 C 31.206/5:(date), 78-2667 C 39.202:En 2 in, 78-19798 
78-131 C 31.206/5:976, 78-10564 C 39.202:En 2 oc, 78-19799 
78-132 C 31.206/5:976/trans.1, 78-22897 C 39.202:En 2 sh, 78-19800 
78-133 C 31.206/7:(date), 78-2668 C 39.202:En 2 sho, 78-19801 
78-12515 C 31.206/7:974/trans.4, 78-10565 C 39.202:H 81, 78-19802 
78-12516 C 31.206/7:974/trans.5, 78-10565 C 39.202:In 2/2, 78-25041 
78-25033 C 31.206/9:Ai 7, 78-137 C 39.202:L 66/2, 78-19803 
78-25034 C 31.206/9:D 26, 78-14888 C 39.202:M 33/4, 78-19804 
13.52:55/v.1-2, 78-19780 C 31.211:55, 78-12517 C 39.202:M 53/13, 78-25042 
13.52:56, 78-25035 C 31.211:56, 78-19792 C 39.202:P 83/4, 78-25043 
13.53:6, 78-25036 217:Al 1 8/1974, 78-6284 C 39.202:P 83/5/v.1-2, 78-25044 
13.53:9, 78-19781 217:Al 1 s/1975, 78-6285 C 39.202:P 83/6, 78-25045 
13.58:75-926, 78-4147 217:C 19/975, 78-6286 C 39.202:So 8/2, 78-138 
13.58:75-974, 78-19782 217:F 76/975/p.1-2, 78-6287 C 39.202:W 29/v.1, 78-6292 
13.58:76-1113, 78-1441 > 31.217:In 85/975/p.1-3, 78-6288 C 39.202:W 29/v.3, 78-6292 
13.58:76-1125, 78-19783 .217:T 68/6/975, 78-6289 C 39.206/3:Se 6/978, 78-25046 
13.58:77-1214, 78-8648 > 31.217:T 68/7/974, 78-6290 C 39.210:C 26, 78-14891 
13.58:77-1250/pt.1, 78-6274 217:T 68/7/975, 78-6291 C 39.212:976, 78-10569 
13.58:77-1264, 78-134 220:208/5, 78-12518 C 39.212/3:975, 78-19805 
13.58:77-1290, 78-1442 220:212/2, 78-12519 C 39.216/2:975, 78-16813 
13.58:77-1297, 78-1443 31.220:214/4, 78-12520 C 39.217:976, 78-14892 
13.58:77-1314, 78-22889 .221:(nos.), 78-2669 C 39.219:(nos.), 78-2685 
13.58:78-885, 78-22890 .240:(v.nos.&nos.), 78-2670 C 39.222:972-76, 78-22908 
13.58:78-1438, 78-22891 ) 31.240/3:(date/nos.), 78-2671 C 39.223/2:(nos.), 78-2686 
13.58:78-1446, 78-14885 31.241:(v.nos.&nos.), 78-2672 C 39.224:976, 78-14893 
13.60:976, 78-22892 .241/3:976-2, 78-16811 C 39.230:976, 78-22909 
13.62:(date), 78-2659 241/3:977, 78-16812 C 39.236:(date), 78-2687 
21.1/2:976, 78-6275 : .249:973-74/supp., 78-22898 C 39.237:977, 78-14894 
21.1/2:977, 78-19784 5 .249:975-76/supp., 78-22899 C 39.237:978, 78-14894 
21.2:P 27/9/976-2, . 78-135 .253:977/v.1, 78-10566 C 39.238:(date), 78-2688 
21.2:P 27/10/977, 78-6276 .253:977/v.2, 78-10567 C 39.239:C 42, 78-19806 
:P 27/977, 78-6277 > 31.253:977-2/v.1, 78-10567 C 39.239:V 63/2/draft, 78-19807 
:P 27/978, 78-22893 > 31.254:975, 78-12521 C 46.1:976, 78-19808 
:P 94/2, 78-19785 .254:975-2, 78-12522 C 46.1:977, 78-19809 
:T 67/2/978, 78-25037 31.254:976, 78-12523 C 46.2:D 83/977, 78-6293 
:T 67/977, 78-6278 .254:976-2, 78-12524 C 46.2:Ec 7/10, 78-14895 
:T 67/978, 78-19786 .254:977, 78-12525 C 46.2:F 96, 78-19810 
.3/2:354, 78-19787 .255:977, 78-22900 C 46.2:In 2/12/965-77, 78-6294 
/2:360, 78-19788 .255:978, 78-22901 C 46.2:L 72 a, 78-6295 
.5:(v.nos.&nos.), 78-2660 .259:11, 78-12526 C 46.2:P 96/9, 78-10570 
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C 46.2:P 96/11, 78-10571 
C 46.2:Sp 3, 78-10572 

C 46.2:St 2/3, 78-22910 

C 46.8:Au 8, 78-19811 

C 46.8:Ec 7/977, 78-19812 
C 46.8:S0 4, 78-1445 

C 46.8:So 4/2, 78-1446 


C 51.9/13:(nos.) 1, 78-2703 C 55.13:NMFS CIRC 409, 78-19842 
Cc 
Cc 
Cc 
Cc 
Cc 
Cc 
C 46.19/2:977, 78-14896 Cc 
Cc 
Cc 
Cc 
Cc 
Cc 
Cc 


5 
51.9/14:(nos.), 78-2704 C 55.13:NMFS CIRC 411, 78-19843 
51.9/14:(nos.) 1, 78-2705 C 55.13:NMFS CIRC 413, 78-25052 
51.9/15:(nos.), 78-2706 C 55.13:NMFS SSRF-678, 78-14910 
$1.9/16:(nos.), 78-2707 C 55.13:NMFS SSRF-693, 78-14911 
5$1.9/17:(nos.), 78-2708 C 55.13:NMFS SSRF-709, 78-14912 
$1.9/18:(nos.), 78-2709 C 55.13:NMFS SSRF-712, 78-142 
51.9/19:(nos.), 78-2710 C 55.13:NMFS SSRF 713, 78-143 
$1.9/20:(nos.), 78-2711 C 55.13:NMFS SSRF-714, 78-4152 
51.9/21:(nos.) 1, 78-2713 C 55.13:NMFS SSRF-715, 78-4153 
51.9/22:(nos.), 78-2714 C 55.13:NMFS SSRF 716, 78-144 
$1.9/23:(nos.), 78-2715 C 55.13:NMFS SSRF-717, 78-14913 
C 46.25:978, 78-19814 51.9/24:(nos.), 78-2716 C 55.13:NMFS SSRF-718, 78-14914 
C 46.26:977, 78-19815 51.9/25:(nos.) 1, 78-2718 C 55.13:NMFS SSRF-719, 78-19844 
C 46.29:F 51, 78-22911 C 51.9/26:(nos.), 78-2719 C 55.13:NMFS SSRF-720, 78-19845 
C 46.29:H 88, 78-22912 C $1.9/27:(nos.), 78-2720 C 55.13:NMFS SSRF-721, 78-19846 
C 46.29:N 73, 78-19816 C 51.9/28:(nos.), 78-2721 C 55.13:NMFS SSRF-722, 78-19847 
C 46.29:P 81, 78-22913 C 51.9/29:(nos.), 78-2722 C 55.13:NMFS SSRF-723, 78-19848 
C 46.30:B 72, 78-25047 C 51.9/30:(nos.), 78-2723 C 55.13:NMFS SSRF-724, 78-19849 
C 46.30:019, 78-25048 C 51.11:B 46, 78-1448 C 55.13:NMFS SSRF-725, 78-22918 
C 47.2:C 16/2/976/v.1, 78-12527 C $1.11:C 49/2, 78-1449 C 55.13:NOS 72 NGS 7, 78-25053 
C 47.2:C 16/2/976/v.3-5, 78-12528 C 51.11:En 2, 78-1450 C 55.13:NOS 73 NGS 8, 78-25054 
C 47.2:C 16/2/976/v.7, 78-12529 C 51.11:R 22, 78-19829 C 55.13:77-1, 78-12532 

C 47.2:T 64/10/975, 78-1447 C 51.11/3:(date), 78-2724 C 55.13/1:ERL AOML-24, 78-19850 
C 47.2:T 67/976-77, 78-22914 C 51.11/5:C 49/970-78, 78-19830 C 55.13/1:NWS TDL-62, 78-10575 
C 47.2:T 69/4, 78-19817 C 51.11/5:En 2, 78-16826 C 55.13/2:ERL AOML-27, 78-19851 
C 47.9:Sh 6, 78-19818 C 51.11/5:M 66/977, 78-16827 C 55.13/2:ERL APCL-20, 78-10576 
C 47.12:Ag 3, 78-19819 C 51.13:(date/nos.), 78-2725 C 55.13/2:ERL ARL-52, 78-19852 
C 47.12:T 64/2, 78-10573 C 55.2:Ar 3, 78-25050 C 55.13/2:ERL ARL-65, 78-4154 

C 47.12:T 64/2/977, 78-16815 C 55.2:C 61, 78-14901 C 55.13/2:ERL GLERL-11-1, 78-4155 


C 46.19/2:977-2, 78-14897 
C 46.19/2:978, 78-19813 
C 46.25:974-4, 78-16814 
C 46.25:977, 78-19814 


C 47.12/2:1, 78-16816 C 55.2:C 61/2, 78-19831 C 55.13/2:ERL GLERL-12, 78-19853 
C 47.12/2:2, 78-16817 C 55.2:Em 7/2, 78-14902 C 55.13/2:ERL GLERL-13, 78-4156 
C 47.12/2:3, 78-16818 C 55.2:H 94/4/977, 78-139 C 55.13/2:ERL MESA-14, 
C 47.12/2:4, 78-16819 C 55.2:M 31/v.1-3, 78-1451 C  §5.13/2:ERL 


78-14915 


NSSL-75/errata, 78- 
C 47.12/2:5, 78-16820 C 55.2:M 58, 78-19832 22919 


C 47.12/2:6, 78-16821 C 55.2:N 21 oc/4/977, 78-140 C 55.13/2:ERL NSSL-76, 78-10577 
C 47.12/2:8, 78-16822 C 55.2:N 67, 78-19833 C 55.13/2:ERL NSSL-79, 78-25055 
C 47.12/2:9, 78-25049 C 55.2:P 94/2, 78-10574 C 55.13/2:ERL NSSL-81, 78-25056 
C 47.12/2:10, 78-16823 C 55.2:Se 1/3/977, 78-1452 C 55.13/2:ERL PMEL-9, 78-4157 
C 47.15:(date/nos.) 1, 78-2691 C 55.2:St 2, 78-4150 C 55.13/2:ERL PMEL-10, 78-1460 
C 47.15:975/12, 78-19820 C 55.2:St 7/977, 78-1453 C 55.13/2:ERL SEL-45, 78-10578 
C 47.15:975/12/rev., 78-14898 C 55.2:T 42/2, 78-19834 C 55.13/2:ERL SEL-46, 78-1461 
C 47.18:P 53, 78-19821 C 55.2:Un 2/975, 78-22915 C 55.13/2:ERL WMPO-16, 78-25057 
C 47.18:V 55, 78-19958 C 55.6:L 52, 78-1454 C 55.13/2:ERL WMPO-35, 78-4158 
C 47.19:Au 7, 78-19822 C 55.12:76-4, 78-141 C 55.13/2:ERL WMPO-38, 78-22920 
C 47.19:B 41, 78-19823 C 55.12:76-5, 78-25051 C 55.13/2:ERL WPL-18, 78-25058 
C 47.19:F 84, 78-12530 C 55.12:77-2, 78-22916 C 55.13/2:ERL WPL-20, 78-10579 
C 47.19:It 1, 78-19824 C 55.12:78-1, 78-14903 C 55.13/2:ERL WPL-21, 78-10580 
C 47.19:3 27, 78-12531 C 55.13:EDS 25, 78-14904 C 55.13/2:ERL WPL-23, 78-1462 
C 47.19:M 57, 78-14899 C 55.13:EDS 28, 78-19835 C 55.13/2:NESS-75, 78-19854 
C 47.19:N 38, 78-19825 C 55.13:ERL PMEL-8, 78-14905 C 55.13/2:NESS 84, 78-10581 
C 47.19:Sw 3, 78-16824 C 55.13:ERL 320-SEL 33, 78-14906 C 55.13/2:NESS 85, 78-10582 
C 47.19:Un 3k, 78-19826 C 55.13:ERL 385-AOML 26, 78-1455 C 55.13/2:NESS 94, 78-14916 
C 47.19:V 55, 78-6296 C 55.13:ERL 386-AOML 27, 78-14907 C 55.13/2:NESS 95, 78-19855 
C 47.19:W 52 g, 78-19827 C 55.13:ERL 387-WPL 50, 78-1456 C 55.13/2:NOS NGS-7, 78-10583 
© 51.8:B 47, 78-19828 C 55.13:ERL 388-APCL 41, 78-1457 C 55.13/2:NOS 18, 78-10584 
C 51.8:W 89, 78-14900 C 55.13:ERL 390-PMEL 28, 78-19836 C 55.13/2:NWS CR-61, 78-14917 
C 51.9/3:(v.nos.& nos.), 78-2692 C 55.13:ERL 392-WPL 51, 78-14908 C 55.13/2:NWS CR-62, 78-14918 
C 51.9/5:(nos.), 78-2693 C 55.13:ERL 393-SEL 40, 78-19837 C 55.13/2:NWS EDL-14, 78-14919 
C 51.9/5:77/1-26/sec.1-6, 78-16825 C 55.13:ERL 394-NHEML 1, 78-19838 C 55.13/2:NWS ER-63, 78-14920 
C 51.9/6:(nos.), 78-2694 C 55.13:ERL 395-APCL 42, 78-22917 C 55.13/2:NWS HYDRO-34, 78-14921 
C 5i.9/7:(nos.), 78-2695 C 55.13:ERL 396-ARL 5, 78-19839 C 55.13/2:NWS NMC 60, 78-4159 
C 51.9/8:(nos.), 78-2696 C 55.13:NMFS CIRC-403, 78-1458 C 55.13/2:NWS SR-89, 78-4160 
.9/9:(nos.), 78-2697 C 55.13:NMFS CIRC-404, 78-4151 C 55.13/2:NWS SR-90, 78-4161 
.9/10:(nos.) 1, 78-2699 C 55.13:NMFS CIRC-405, 78-1459 C 55.13/2:NWS TDL-63, 78-10585 
C 51.9/11:(nos.), 78-2700 C 55.13:NMFS CIRC 406, 78-19840 C 55.13/2:NWS TDL-64, 78-10586 
C 51.9/12:(nos.), 78-2701 C 55.13:NMFS CIRC 407, 78-19841 C 55.13/2:NWS TDL-65, 78-4162 
C 51.9/13:(nos.), 78-2702 C 55.13:NMFS CIRC 408, 78-14909 C 55.13/2:NWS WR-117, 78-19856 
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5.13/2:NWS WR-120, 
5.14:(v.nos.&nos.), 
5.14/a:F 526, 


5 78-19857 
5 

5 

55.16:977, 

5 

5 

5 

5 


78-2726 
78-19858 
78-12533 
78-19859 
78-1463 


5.16/2:979, 
5.20:77-1, 
5.21:20, 78-1464 
§.21:21, 78-22921 
C 55.21/3:974, 78-1465 
C 55.21/4:2, 78-22922 
C 55.21/4:6, 78-1466 
C 55.25:8, 78-1467 
C 55.25:9, 78-145 
C 55.25:10, 78-19860 
C 55.27/2:975, 78-25059 
C 55.28:49, 78-1468 
C 55.30:(v.nos.&nos.) 1, 78-2728 
C 55.31:976, 78-19861 
C 55.31/2:975-76, 78-22923 
C 55.32:973, 
C 55.32:975, 78-19862 
C 55.32:976, 78-19863 
C 55.32/3:975-76, 78-1469 
C 55.34:C 12/attach.1, 78-146 
C 55.34:C 63, 78-1470 
C 55.34:M 38, 78-6297 
C 55.34:P 83 f, 78-22925 
C 55.34:P 96/v.1, 78-19864 
C 55.34/2:H 94, 78-12534 
C 55.34/2:M 36, 78-22926 
C 55.34/2:M 38, 78-25060 
C 55.34/2:N 42j, 78-25061 
C §5.34/2:P 96, 78-25062 
C 55.38:976, 78-22927 
C 55.38:977, 78-16828 
C 55.70:0034, 78-22928 
C 55.70:0035, 78-22929 
C 55.71:76004, 78-10587 
C 55.71:76005, 78-10588 
C 55.71:76006, 78-10589 
C 55.71:76007, 78-10590 
C 55.71:76008, 78-10591 
C 55.71:76011, 78-10592 
C 55.102:L 62/2, 78-19865 
C 55.102:L 62/4, 78-19866 
C 55.102:0f 2/976, 78-16829 
C 55.102:R 11/4/977-2, 78-6298 
.102:R 11/6, 78-14922 
.102:St 7/2/953-76, 78-1471 
.102:Sy 8/977, 78-19867 
.102:T 63/978, 78-19868 
.108:Au 8, 78-25063 
.108:Av 5/976, 78-19869 
.108:F 65, 78-6299 
.108/3:1/pages, 78-19870 
.108/4:5/2, 78-19871 
.109:(v.nos.&nos.), 78-2729 
.110:(date), 78-2730 
.110/3:(date), 78-2731 
.110/4:(nos.), 78-2732 
.110/7:(date), 78-2733 
-111:978, 78-19872 
.113:(v.nos.&nos.), 
.113/2:(v.nos.&nos.), 
.115:974, 78-10593 
.115:975, 78-10593 
.119:977, 78-19873 
.123:(v.nos.&nos.), 


78-22924 


78-2734 
78-2735 


78-2736 





December 1978 


55.202:C 61/2/976, 
55.202:C 61/3, 78-6300 
§5.202:Ea 7/3/978, 
§5.202:Ea 7/4, 

55.202:G 79/v.1, 
§5.202:G 79/v.4, 
§5.208:C 78, 


78-19875 


78-19876 


5.213:(date), 78-2741 


Cc 
Cc 
Cc 
Cc 
Cc 
¢ 
Cc 
Cc 
Cc 
Cc 
Cc 
Cc 
i 
Cc 
C 55.214/2:(v.nos.&nos. ), 
C 55.214/3:(v.nos.&nos. ), 
C 55.214/4:(v.nos.&nos. ), 
C 55.214/5:(v.nos.&nos. ), 
C 55.214/6:(v.nos.&nos.), 
C 55.214/7:(v.nos.&nos. ), 
C 55.214/8:(v.nos.&nos.), 
C 55.214/9:(v.nos.&nos. ), 
C 55.214/10:(v.nos. & nos.), 
C 55.214/11:(v.nos.&nos.), 
C 55.214/12:(v.nos.&nos. ), 
C 55.214/13:(v.nos.&nos. ), 
C 55.214/14:(v.nos.&nos.), 
C 55.214/15:(v.nos.&nos.), 
C 55.214/16:(v.nos.&nos.), 
C 55.214/17:(v.nos.&nos.), 
C 55.214/18:(v.nos.&nos.), 
C 55.214/19:(v.nos.&nos.), 
C 55.214/20:(v.nos.&nos. ), 
C 55.214/21:(v.nos.&nos.), 
C 55.214/22:(v.nos.&nos.), 
C 55.214/23:(v.nos.&nos. ), 
C 55.214/24:(v.nos.&nos.), 
C 55.214/25:(v.nos.&nos. ), 
C 55.214/26:(v.nos.&nos. ), 
C 55.214/27:(v.nos.&nos.), 
C 55.214/28:(v.nos.&nos.), 
C §5.214/29:(v.nos.&nos.), 
C 55.214/30:(v.nos.&nos.), 
C 55.214/31:(v.nos.&nos.), 
C 55.214/32:(v.nos.&nos. ), 
C 55.214/33:(v.nos.&nos. ), 
C 55.214/34:(v.nos.&nos.), 
C §5.214/36:(v.nos.&nos.), 
C §5.214/37:(v.nos.&nos.), 
C 55.214/38:(v.nos.&nos.), 
C 55.214/39:(v.nos.&nos.), 
C 55.214/40:(v.nos.&nos.), 
C 55.214/41:(v.nos.&nos.), 
C 55.214/42:(v.nos.&nos. ), 
C 55.214/43:(v.nos.&nos.), 
C 55.214/44:(v.nos.&nos.), 
§5.214/45:(v.nos.&nos. ), 
5§.214/46:(v.nos.&nos. ), 
5§.214/47:(v.nos&nos. ), 
5.215:(nos.)/pt.(nos.), 


§.216/2:(v.nos.&nos. ), 
5.216/3:(v.nos.&nos. ), 
5.216/4:(v.nos.&nos.), 
§5.216/5:(v.nos.&nos. ), 
C 55.216/6:(v.nos.&nos. ), 
C 55.216/7:(v.nos.&nos.), 
C 55.216/8:(v.nos.&nos.), 
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§5.209:(v.nos.&nos.), 78- 
§5.210:(v.nos.&nos.), 78- 
§5.211:(v.nos.&nos.), 78- 
55.212:(v.nos.&nos.), 78- 
5 
5 
5 


5.213/2:(date)/(pt.), 78- 
§.214:(v.nos.&nos.), 78- 


78-22930 


78-19874 


78-25064 
78-25065 


2737 
2738 
2739 
2740 


2742 
2743 


78-2744 
78-2745 
78-2746 
78-2747 
78-2748 
78-2749 
78-2750 
78-2751 


78-2752 
78-2753 
78-2754 
78-2755 
78-2756 
78-2757 
78-2758 
78-2759 
78-2760 
78-2761 
78-2762 
78-2763 
78-2764 
78-2765 
78-2766 
78-2767 


Cc 

C5 

C5 

C5 78-2789 
C 55.216:(v.nos.&nos.), 78- 
C5 

C5 

C5 

Cc 


2790 


78-2791 
78-2792 
78-2793 
78-2794 
78-2795 
78-2796 
78-2797 





cs 
C5 
, 
® 
Cc 
Cc 
C53 
c 
Cc 
Cc 
Cc 
Cc 
Cc 
Cc 
Cc 
Cc 
Cc 


C 55.217:(date ), 
C 55.219/1:8, 
C 55.219/2:5, 
C 55.219/2:9, 


C 55.219/5:1/2, 
C 55.220:55, 
C 55.220:66, 
C 55.220/3:977, 
C 55.222:(date/nos.), 
C §5.225:19, 

C 55.226:975, 


78-147 


C 55.228/2:(nos.), 
C 55.230:H 35, 
C 55.231:M 56, 
C 55.238:W 13/v.2, 


$5.281:Al 1/v.1-3, 
55.281:N 21 ¢c/977, 
55.283:C-1, 
55.283:C-2, 
55.283:C-3, 
$5.283:C-4, 
55.283:C-6, 
55.283:C-7, 
55.283: C- 8, 
2 


anqnaAaAaANANAA 


C 55.283:C-10, 
C 55.283:C-11, 
C 55.283:C-13, 


55.216/9:(v.nos.&nos. ), 
§5.216/10:(v.nos.&nos.), 
§5.216/11:(v.nos.&nos.), 
§5.216/12:(v.nos.&nos.), 
§5.216/13:(v.nos.&nos.), 
5§5.216/14:(v.nos.&nos.), 
§5.216/15:(v.nos.&nos.), 
§5.216/16:(v.nos.&nos.), 
§5.216/17:(v.nos.&nos.), 
§5.216/18:(v.nos.&nos.), 
§5.216/19:(v.nos.&nos.), 
§5.216/20:(v.nos.&nos. ), 
§5.216/21:(v.nos.&nos.), 
§5.216/22:(v.nos.&nos.), 
§5.216/23:(v.nos.&nos.), 
§5.216/24:(v.nos.&nos.), 
§5.216/25:(v.nos.&nos.), 
C 55.216/26:(v.nos.&nos.), 
C 55.216/27:(v.nos.&nos.), 
C 55.216/28:(v.nos.&nos. ), 
C 55.216/29:(v.nos.&nos. ), 
C 55.216/30:(v.nos.&nos. ), 
C §5.216/31:(v.nos.&nos. ), 
C 55.216/32:(v.nos.&nos.), 
C 55.216/33:(v.nos.&nos. ), 
C 55.216/34:(v.nos.&nos.), 
C 55.216/35:(v.nos.&nos.), 
C 55.216/36:(v.nos.&nos. ), 
C 55.216/37:(v.nos.&nos. ), 
C 55.216/38:(v.nos.&nos.), 
C 55.216/39:(v.nos.&nos.), 
C 55.216/40:(v.nos.&nos. ), 
C 55.216/41:(v.nos.&nos.), 
C 55.216/42:(v.nos.&nos.), 
C 55.216/43:(v.nos.&nos.), 
C 55.216/44:(v.nos.&nos.), 
78-2834 
78-25066 
78-14923 
78-25067 
C 55.219/4:(date/nos.), 


78-2798 
78-2799 
78-2800 
78-2801 
78-2802 
78-2803 
78-2804 
78-2805 
78-2806 
78-2807 
78-2808 
78-2809 
78-2810 
78-2811 
78-2812 
78-2813 
78-2814 
78-2815 
78-2816 
78-2817 
78-2818 
78-2819 
78-2820 
78-2821 
78-2822 
78-2823 
78-2824 
78-2825 
78-2826 
78-2827 
78-2828 
78-2829 
78-2830 
78-2831 
78-2832 
78-2833 


78-2835 


78-19877 


78-22931 
78-22932 


78-2836 


78-10594 
78-19878 
C 55.227:975-76, 78- 
C 55.227:976-77, 78- 


148 
148 


78-2837 
78-4163 
78-1472 
78-1473 
C 55.280:(v.nos.&nos.), 


78-2838 
78-8649 
78-1474 


78-19879 
78-19880 
78-19881 
78-19882 
78-19883 
78-19884 
78-19885 
78-19886 
78-19887 
78-19888 
78-19889 
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C 55.283:C-15, 78-19890 

C 55.283:C-16, 78-19891 

C 55.285:5, 78-12535 

C 55.286:Al 1 b/941-70, 78-4164 
C 55.286:Al 1 s/941-70, 78-4165 
C 55.286:Ar 4 i/941-70, 78-4166 
C 55.286:Ar 4 k/941-70, 78-4167 
C 55.286:C 12/941-70, 78-4168 

C 55.286:C 71/941-70, 78-4169 

C 55.286:D 37/941-70, 78-4170 

C 55.286:F 66/941-70, 78-4171 

C 55.286:G 29/941-70, 78-4172 

C 55.286:H 31/941-70, 78-4173 

C 55.286:Id 1/941-70, 78-4174 

C 55.286:I1 6/941-70, 78-4175 

C 55.286:In 2/941-70, 78-4176 

C 55.286:lo 9/941-70, 78-4177 

C 55.286:K 13/941-70, 78-4178 

C 55.286:K 41/941-70, 78-4179 

C 55.286:L 93/941-70, 78-4180 

C 55.286:M 58/941-70, 78-4181 
C 55.286:M 66/941-70, 78-4182 
C 55.286:M 69 i/941-70, 78-4183 
C 55.286:M 69 0/941-70, 78-4184 
C 55.286:M 76/941-70, 78-4185 
C 55.286:N 27/941-70, 78-4186 

C 55.286:N 41/941-70, 78-4187 

C 55.286:N 42 e/941-70, 78-4188 
C 55.286:N 42 j/941-70, 78-4189 
C 55.286:N 42 m/941-70, 78-4190 
C 55.286:N 42 y/941-70, 78-4191 
C 55.286:N 81 c/941-70, 

C 55.286:N 81 d/941-70, 

C 55.286:Oh 3/941-70, 78-4194 

C 55.286:0k 4/941-70, 78-4195 

C 55.286:Or 3/941-70, 78-4196 

C 55.286:P 38/941-70, 78-4197 

C 55.286:P 96/941-70, 78-4198 

C 55.286:So 8 c/941-70, 78-4199 
C 55.286:So 8 d/941-70, 78-4200 
C 55.286:T 25/941-70, 78-4201 

C 55.286:T 31/941-70, 78-4202 

C 55.286:Ut 1/941-70, 78-4203 

C 55.286:V 81/941-70, 78-4204 

C 55.286:W 27/941-70, 78-4205 
C 55.286:W 52 v/941-70, 78-4206 
C 55.286:W 75/941-70, 78-4207 
C 55.286:W 99/941-70, 78-4208 
C 55.286/2:Al 1 b/941-70, 78-4209 
C 55.286/2:Al 1 s/941-70, 78-4210 
C 55.286/2:Ar 4 i/941-70, 78-4211 
C 55.286/2:Ar 4 k/941-70, 78-4212 
C 55.286/2:C 12/941-70, 78-4213 
C 55.286/2:C 71/941-70, 78-4214 
C 55.286/2:D 37/941-70, 78-4215 
C 55.286/2:F 66/941-70, 78-4216 
C 55.286/2:G 29/941-70, 

C 55.286/2:Id 1/941-70, 

C 55.286/2:I1 6/941-70, 

C 55.286/2:In 2/941-70, 

C 55.286/2:lo 9/941-70, 

C 55.286/2:K 13/941-70, 

C 55.286/2:K 41/941-70, 

C 55.286/2:L 93/941-70, 

C 55.286/2:M 58/941-70, 

C 55.286/2:M 66/941-70, 

C 55.286/2:M 69 i/941-70, 78-4227 
C 55.286/2:M 69 0/941-70, 78-4228 
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Classification Number Index 


C 55.286/2:M 76/941-70, 78-4229 
C 55.286/2:N 27/941-70, 78-4230 
C 55.286/2:N 41/941-70, 78-4231 
C 55.286/2:N 42 e/941-70, 78-4232 
C 55.286/2:N 42 j/941-70, 78-4233 
55.286/2:N 42 m/941-70, 78-4234 
55.286/2:N 42 y/941-70, 78-4235 
§5.286/2:N 81 c/941-70, 78-4236 
55.286/2:N 81 d/941-70, 78-4237 
§5.286/2:Oh 3/941-70, 78-4238 
§5.286/2:Ok 4/941-70, 78-4239 
C 55.286/2:Or 3/941-70, 78-4240 
C 55.286/2:P 38/941-70, 78-4241 

C 55.286/2:P 96/941-70, 78-4242 
C 55.286/2:So 8 c/941-70, 78-4243 
C 55.286/2:So 8 d/941-70, 78-4244 
C 55.286/2:T 25/941-70, 78-4245 
C 55.286/2:T 31/941-70, 78-4246 
C 55.286/2:Ut 1/941-70, 78-4247 
C 55.286/2:V 81/941-70, 78-4248 
C 55.286/2:W 27/941-70, 78-4249 
C 55.286/2:W 52 v/941-70, 78-4250 
C 55.286/2:W 75/941-70, 78-4251 
C 55.286/2:W 99/941-70, 78-25068 
C 55.287:976/pt.1-2, 78-10595 

C 55.302:M 73, 78-1475 

C 55.303/2:(nos.), 78-2839 

C 55.303/2-2:(date/nos.), 78-2840 
C 55.304:330/v.10-11, 78-149 

C 55.308:An 4/2, 78-19892 

C 55.309/2:(nos.), 78-2841 

C 55.309/2:(nos.), 78-2842 

C 55.309/2:(nos.), 78-2844 

C 55.309/2:(nos.), 78-2845 

C 55.309/2:(nos.), 78-2846 

C 55.309/2:(nos.), 78-2847 

C 55.309/2:(nos.), 78-2848 

C 55.309/2:(nos.), 78-2849 

C 55.309/2:(nos.), 78-2850 

C 55.309/2:(nos.), 78-2852 

C 55.309/2:(nos.), 78-2853 

C 55.309/2:(nos.), 78-2854 

C 55.309/2:(nos.), 78-2855 

C 55.309/2:(nos.), 78-2856 

C 55.309/2:(nos.), 78-2857 

C 55.309/2:(nos.), 78-2858 

C 55.309/2:(nos.), 78-2859 

C 55.309/2:(nos.), 78-2860 

C 55.309/2:(nos.) 21, 78-2843 

C 55.309/2:(nos.)17, 78-2851 

C 55.309/2:6187, 78-16830 

C 55.309/2:6231, 78-12536 

C 55.309/2:6236, 78-19893 

C 55.309/2:6272, 78-12537 

C 55.309/2:6273, 78-12538 

C 55.309/2:6407, 78-16831 

C 55.309/2:6413, 78-16832 

C 55.309/2:6419, 78-12539 

C 55.309/2:6420, 78-10596 

C 55.309/2:6566, 78-16833 

C 55.309/2:6571, 78-19894 
cs 
C5 
Cc 


Cc 
Cc 
Cc 
Cc 
Cc 
Cc 


5.309/2:6573, 78-19895 
5.309/2:6600, 78-14924 
5$5.309/2:6703, 78-16834 
C 55.309/2:6704, 78-16835 
C 55.309/2:6713, 78-16836 
C 55.309/2:6714, 78-16837 
C $5.309/2:6718, 78-16838 
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5§5.309/2:6817, 78-19896 
§5.309/2:6901, 78-19897 
55.309/2:6902, 78-19898 
§5.309/2:6904, 78-19899 
55.309/2:6905, 78-19900 
§5.309/2:6906, 78-19901 
§5.309/2:6907, 78-16839 
55.309/2:6908, 78-19902 
5§5.309/2:6910, 78-10597 
§5.309/2:6911, 78-16840 
§5.309/2:6913, 78-16841 
§5.309/2:6915, 78-10598 
C 55.309/2:6916, 78-19903 
C 55.309/2:6917, 78-16842 
C 55.309/2:6918, 78-16843 
C 55.309/2:6919, 78-16844 
C 55.309/2:6921, 78-16845 
C 55.309/2:6922, 78-16846 
C 55.309/2:6923, 78-16847 
C 55.309/2:6924, 78-16848 
C 55.309/2:6925, 78-19904 
C 55.309/2:7201, 

C 55.309/2:7202, 

C 55.309/2:7203, 

C 55.309/2:7204, 

C 55.309/2:7205, 

C 55.309/2:7206, 

C 55.309/2:7207, 

C 55.309/2:7208, 

C §5.309/2:7211, 

C 55.309/2:7215, 

C 55.309/2:7216, 

C 55.309/2:7219, 

C 55.309/2:7222, 

C 55.309/2:7226, 

C 55.309/2:7227, 

C 55.309/2:7228, 

C 55.309/2:7229, 

C 55.309/2:7230, 

C 55.309/2:7231, 

C 55.309/2:7232, 

C 55.309/2:7233, 

C 55.309/2:7406, 

C 55.309/2:7408, 

C 55.309/2:7410, 

C 55.309/2:7412, 

C 55.309/2:7500, 

C 55.309/2:7507, 

C 55.309/2:7510, 

C 55.309/2:7511, 

C 55.309/2:7526, 

C 55.309/3:(nos.), 78-2861 

C 55.309/4:(nos.), 78-2862 

C 55.309/5:(nos.), 78-2863 
C 55.310:(v.nos.&nos.), 78-2864 
C 55.313:(v.nos.&nos.), 78-2865 
C 55.316:68, 78-22936 

C 55.319:(date/nos.), 78-2866 
C 55.323:977, 78-22937 

C 55.325:(nos.), 78-2867 

C 55.325/2:(nos.), 78-2868 

C 55.325/3:(nos.), 78-2869 
C5 
C5 
cs 


Cc 
Cc 
Cc 
Cc 
Cc 
Cc 
Cc 
Cc 
Cc 
Cc 
Cc 
Cc 


5.326:Sn 1, 78-25069 
5.326:Sn 1/2, 78-19922 
5.326:T 22, 78-19923 
C 55.328:W 13/v.1, 78-19924 
C 55.328:W 55/v.1-2, 78-6301 
C 55.329:976, 78-19925 





C §5.330:977, 78-25070 

C 55.402:Ae 8/3, 78-19926 
C 55.402:D 63/978, 78-19927 
C 55.402:P 41/635-976, 78-19928 
C 55.408:H 99, 78-12544 

C 55.408:H 99/2, 78-19929 
C 55.409:(date), 78-2870 

C 55.418/3:(date), 78-2871 
C 55.421:979, 78-10600 

C §5.421/2:979, 78-22938 

C 55.421/3:979, 78-16854 

C 55.421/4:978, 78-14925 

C 55.421/4:979, 78-22939 

C 55.422:1/14, 78-22940 

C $5.422:2/13, 78-22941 

C 55.422:3/16, 78-19930 

C 55.422:4/16, 78-19931 

C 55.422:5/11, 78-22942 

C 55.422:6, 78-16855 

C 55.422:7/14, 78-19932 

C 55.422:8, 78-22943 

C 55.423:974, 78-10601 

C 55.423:975, 78-10601 

C 55.424:L 85/977, 78-19933 
C 55.425:979, 78-22944 

C 55.425/2:978, 78-19934 

C 55.425/2:979, 78-22945 

C 55.428:974, 78-16856 

C 55.429:1, 78-19935 

C 55.502:P 75, 78-19936 

C 55.602:M 32, 78-25071 

C 55.602:M 56/2, 78-22946 
C 55.602:N 21 s/2, 78-6302 
C 55.602:0i 5/prelim., 78-22947 
C 55.602:P 96, 78-1476 

C 55.602:R 31/2, 78-19937 
C 55.609:70, 78-16857 


December 1978 


C $6.228:72-1, 
C 56.228:72-2, 
C 56.236/6:972, 
C 5$6.239/2:973, 
C 56.244:972/v.4, 
C $6.244/3:972/7, 
C 56.247/2:972/v.8, 
C $6.251/2:972/21, 
C 56.25 1/2:972/30, 
C $6.251/5:972/22, 
C 56.254/6:972/1, 78-19948 

C 56.254/6:972/2, 78-19949 

C 56.344/8:972/S/ch., 78-25075 
C 57.2:C 73, 78-19950 

C 57.2:C 76/2, 78-19951 

C 57.2:C 82, 78-6303 

C 57.2:C 86, 78-151 

C 57.2:D 36, 78-152 

C 57.2:D 63/978, 78-19952 

C 57.2:Ex 7/3/978, 78-22956 

C 57.2:Ex 7/8, 78-153 

C 57.2:Ex 7/8/978, 78-19953 

C 57.2:Ex 7/9, 78-22957 

C 57.2:Ex 7/10, 78-22958 


78-22952 
78-22952 
78-19944 
78-16861 
78-22953 
78-22954 
78-22955 
78-19945 
78-19946 
78-19947 


C 57.2:Ex 7/11, 


78-25076 


C 57.2:F 73/4, 
C 57.2:F 84/97 
C 57.2:In 8/2, 
C 57.2:J 27, 

C 57.2:J 27/2, 
C 57.2:M 31, 


78-19954 
6-78, 78-14928 
78-14929 


78-19955 


78-22959 
78-19956 


C 57.2:M 34, 

C 57.2:M 66/2, 
C 57.2:T 31/977, 
C 57.2:T 31/978, 


C 57.2:T 31/978-2, 


78-14930 


78-19957 

78-14931 

78-6304 
78-14932 


C §7.11:77-60, 
C 57.11:77-61, 
C 57.11:77-62, 
C 57.11:77-63, 
C 57.11:77-64, 
C 57.11:77-65, 
C 57.11:77-66, 
C 57.11:77-67, 
C 57.11:77-68, 
C 57.11:77-70, 
C 57.11:78-01, 
C 57.11:78-02, 
C 57.11:78-03, 
C 57.11:78-04, 
C 57.11:78-05, 
C 57.11:78-06, 
C 57.11:78-07, 
C 57.11:78-08, 
C 57.11:78-10, 
C 57.11:78-11, 
C 57.11:78-12, 
C 57.11:78-13, 
©.37 78-14, 
C 57.11:78-15, 
C 57.11:78-16, 
C 57.11:78-17, 
C 57.11:78-18, 
C 57.11:78-19, 
C 57.11:78-20, 
C 57.11:78-21, 
C 57.11:78-22, 
C 57.11:78-23, 
C 57.11:78-24, 
C 57.11:78-25, 
C 57.13:976, 


C 57.14:(date), 


78-4266 

78-4267 

78-16863 
78-16864 
78-6306 

78-16865 
78-10605 
78-16866 
78-6307 

78-16867 
78-16868 
78-16869 
78-16870 
78-10606 
78-16871 
78-10607 
78-22963 
78-16872 
78-16873 
78-16874 
78-16875 
78-16876 
78-16877 
78-22964 
78-16878 
78-22965 
78-22966 
78-22967 
78-22968 
78-22969 
78-22970 
78-22971 
78-22972 
78-22973 


78-10608 


78-2874 


C 57.8:C 83, 78-22960 C 57.16:977, 78-10609 


C 55.612:975/v.1, 78-4252 

C 55.612:975/v.2, 78-4252 

C 55.612:976/v.1, 78-4253 

C $5.612:976/v.2, 78-4253 

C 55.620:975, 78-19938 

C 55.621:76/14, 78-10602 

C $§5.622/2:977/v.1, 78-25072 
C 56.202:Au 5, 78-22948 

C 56.202:C 86, 78-19939 

C 56.202:EL 2, 78-19940 

C 5$6.202:St 2/3, 78-150 

C 56.209:974/6, 78-10603 

C 56.209/2:972/2, 78-19941 
C 56.210:800/975-13, 78-19942 
C 56.210:810-74-13, 78-22949 
C $6.210:975-74, 78-22950 

C $6.210:985-73-13, 78-16858 
C 56.210:985-75-13, 78-16858 
C 56.210:986-74, 78-16859 
C 56.212/6:37, 78-22951 
C 56.212/6:41, 78-14926 
C 56.216:MA-36 M (77)-1, 
C 56.216:MQ-36 B (73)-S, 
C 56.218:P-25/537, 78-8650 

C 56.218:P-25/616, 78-8651 

C 56.218:P-27/46, 78-14927 

C 56.218:P-28/1516, 78-8652 
C 56.218:P-28/1523, 78-8653 
C 56.219/4-2:975, 78-16860 

C 56.227:969/v.1/pt.55, 78-25074 
C 5$6.228:72 (P)-2, 78-19943 


78-25073 
78-10604 





C 57.9:M 95, 
C 57.9:W 42, 
C 57.11:(nos.), 78-2873 

C 57.11:74-27, 78-22961 
C 57.11:74-50/errata, 78-25077 
C 57.11:77-09-2, 78-16862 
C 57.11:77-28, 78-4254 

C 57.11:77-34, 78-4255 

C 57.11:77-36, 78-4256 

C 57.11:77-38, 78-1478 

C 57.11:77-39, 78-4257 

C 57.11:77-40, 78-1479 

C 57.11:77-41, 78-1480 

C 57.11:77-42, 78-1481 

C 57.11:77-43, 78-1482 

C 57.11:77-44, 78-1477 

C 57.11:77-45, 78-1483 

C 57.11:77-46, 78-1484 

C 57.11:77-47, 78-4258 

C 57.11:77-48, 78-1485 

C 57.11:77-49, 78-4259 

C 57.11:77-50, 78-6305 

C 57.11:77-51, 78-4260 

C 57.11:77-52, 78-4261 

C 57.11:77-53, 78-4262 

C 57.11:77-54, 78-4263 

C 57.11:77-55, 78-1486 

C 57.11:77-56, 78-22962 
C 57.11:77-57, 78-1487 

C 57.11:77-58, 78-4264 

C 57.11:77-59, 78-4265 


78-154 
78-155 


Do not order from index; see indicated entry 





C 57.18:978, 


C 57.20:(nos.), 


C 57.21:974-75, 


C 57.22:C 99, 
C 57.22:Ec 9, 
C 57.22:Eg 9, 
C 57.22:J 22, 
C 57.22:K 96, 
C 57.25:(nos.), 


C 57.26:So 8 e, 


C 57.102:Ag 3, 


102:In 8/4, 


C 57.108:In 3, 


108:N 27/978, 
109:C 73/2, 
110:(date/nos.), 
111:(nos. ), 
.112:(nos. ), 
.114:(nos. ), 
.117:Ov 2/(date), 
.117/2:Eq 5, 
.117/2:F 73, 
.117/2:G 76, 
.117/2:G 76/2, 
117/2:P 44, 
117/2:P 76, 


118:C 76, 
.119:Ir 1, 
.119:J 27, 


119/a:N 56, 


78-14933 
C 57.19/2:(v.nos.&nos.), 


78-2877 
78-19959 
78-19960 
78-19961 
78-19962 
78-19963 
78-19964 
78-2878 
78-14934 
78-22974 
78-12545 
78-156 
78-19965 
78-157 
78-2879 
78-2880 
78-2881 
78-2822 


78-22975 
78-22976 
78-19966 
78-19967 
78-22977 
78-19968 
78-14935 
78-158 
78-19969 
78-14936 


78-2876 


78-2883 
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C 57.402:C 44/976, 78-10610 

C 57.402:Ea 7/3, 78-19970 

C 57.402:R 66/2, 78-159 

C 57.402:T 67/977, 78-10611 

C 57.409:(date), 78-2884 

C 57.409:976/dividers, 78-16879 
C 57.409:977/dividers, 78-16880 
C 57.409:977, 78-16881 

C 57.409:978, 78-19971 

C 57.409/2:(nos.), 78-2885 

C 57.410:(date), 78-2886 

C 57.411:975-3, 78-12546 

C 57.411:976-1, 78-12547 

C 57.411:976-2, 78-12547 

C 57.502:Au 8, 78-1488 

C 57.502:C 76/2, 78-19972 

C 57.502:Em 7, 78-19973 

C 57.502:In 2, 78-19974 

C 57.502:St 3/2, 78-19975 

C 57.502:Up 3, 78-19976 

C 57.509:(v.nos.&nos.), 78-2887 
C 57.510:(v.nos.&nos.), 78-2888 
C 57.511:(v.nos.&nos.), 78-2889 
C 57.512:(v.nos.&nos.), 78-2890 
C 57.512/2:20, 78-19977 

C 57.512/2:21, 78-19977 

C 57.512/2:22, 78-19977 

C 57.513:(v.nos.&nos.), 78-2891 
C 57.515:B 96, 78-19978 

C 58.1:976, 78-10612 

C 58.2:D 34, 78-19979 

C 58.2:Ed 8/3, 78-19980 

C 58.2:F S5l/intro., 78-160 

C 58.2:F 51/3, 78-22978 

C 58.2:H 36, 78-1489 

C 58.2:P 75, 78-25078 

C 58.2:P 92, 78-19981 

C 58.2:P 94, 78-8654 

C 58.2:P 94/2, 78-22979 

C 58.2:Sm 7/6, 78-14937 

C 58.2:Sp 8/2, 78-22980 

C 58.2:W 73, 78-19982 

C 58.8:P 69, 78-14938 

C 58.8:T 68, 78-19983 

C 58.8:Ur1, 78-161 

C 58.8/a:F 51, 78-6308 

C 58.10:(date/nos.), 78-2892 

C 58.11:(v.nos.&nos.), 78-2893 
C 58.12:977, 78-22981 

C 59.2:B 43/set 1, 78-1490 

C 59.2:In 2/3, 78-4268 

C 59.2:In 2/970-75/v.1, 78-6309 
C 59.2:In 2/970-75/v.3-9, 78-6310 
C 59.2:T 67/965-76, 78-16882 
C 59.9:(date), 78-2894 

C 59.9/3:In 2, 78-6311 

C 59.10:(date/nos.), 78-2895 

C 59.11:(v.nos.&nos.), 78-2896 
C 59.11/a:Ec 7/950-73, 78-19984 
C 59.11/2:(date), 78-2897 

C 59.14:28, 78-22982 

C 59.14:29, 78-22983 

© 59.14:30, 78-19985 

C 59.15:Ec 7, 78-25079 

C 60.9:78-1, 78-22984 

C 60.10:78-1, 78-22985 

C 60.10:78-2, 78-22986 

C 60.10:78-3, 78-22987 
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Classification Number Index 


C 60.10:78-4/v.1-2, 78-22988 

C 60.10:78-5, 78-22989 

C 60.10:78-7, 78-25080 

C 60.12:78-1, 78-25081 

CAB 1.9:976-77, 78-19986 

CAB 1.9:976-77/2, 78-19986 

CAB 1.11:977-2, 78-22990 

CAB 1.12:978/v.1, 78-22991 

CAB 1.21:57, 78-22992 

CC 1.2:B 78/27/975, 78-14939 

CC 1.2:R 11/14/977, 78-16883 

CC 1.6/1:(date)/trans.(nos.), 78-2899 

CC 1.6/1:977, 78-22993 

CC 1.6/4:(date)/trans.(nos.), 78-2898 

CC 1.6/5:(date)/trans.(nos.), 78-2900 

CC 1.6/8:(date)/trans.(nos.), 78-2902 

CC 1.6/9:(date)/trans.(nos.), 78-2903 

CC 1.6/10:(date)/trans.(nos.), 78-2904 

CC 1.6/10:977, 78-22994 

CC 1.6/11:(date)/trans.(nos.), 78-2905 

CC 1.7:97, 78-162 

CC 1.7:97/2, 78-16884 

CC 1.7:99, 78-163 

CC 1.7/4:In 8, 78-1491 

CC 1.12/a 8:(date), 78-2906 

CC 1.12/2:41-60/ind., 78-16885 

CC 1.12/2:55, 78-8655 

CC 1.12/2:56, 78-8655 

CC 1.12/2:57, 78-14940 

CC 1.12/2:58, 78-19987 

CC 1.12/2a:(v.nos.&nos.), 78-2907 

CC 1.13:(date), 78-2908 

CC 1.14:(date), 78-2909 

CC 1.15:F 68, 78-12548 

CC 1.15:F 68/2, 78-10613 

CC 1.15:F 68/3, 78-25082 

CC 1.15:L 51/2, 78-10614 

CC 1.15:L 51/3, 78-19988 

1.15:Q 3/2, 78-6312 

1.15:Q 3/3, 78-19989 

1.15:W 27/3, 78-164 

1.15:W 27/4/draft, 78-10615 

1.15:W 27/5, 78-22995 

1.15:W 68/3, 78-25083 

1.20/2:(nos.), 78-2910 

1.20/3:(nos.), 78-2911 

1.26:(nos.), 78-2912 

1.33:(nos.), 78-2913 

1.35:976, 78-22996 

1.36:(nos.), 78-2914 

1.36/2:(nos.), 78-2915 

1.36/4:(nos.), 78-2916 

1.36/5:(nos.), 78-2917 

1.37/3:(nos.), 78-2918 

1.38:(nos.), 78-2919 

1.38/2:(nos.), 78-2920 

1.39:(nos.), 78-2921 

1.39/2:(nos.), 78-2922 

1.39/4:(nos.), 78-2923 
1.42:(nos.), 78-2924 
1.44:(nos.), 78-2925 
1.45/2:(nos.), 78-2926 
1.45/3:(nos.), 78-2927 
1.47:(nos.), 78-2928 
1.47/2:(nos.), 78-2929 
1.47/3:(nos.), 78-2930 

CC 1.48:(nos.), 78-2931 

CC 1.48/2:(nos.), 78-2932 


Do not order from index; see indicated entry 





1.49:(v.nos.&nos.), 78-2933 
1.2:Af 2, 78-10616 
1.2:Af 2/2, 78-19990 
1.2:Ag 3, 78-6313 
1.2:Ag 3/977-2, 78-19991 
1.2:As 4/2, 78-6314 
1.2:B 76, 78-6315 

1.2:B 81/3, 78-1492 
1.2:C 49/5/977, 78-22997 
1.2:C 86/3, 78-19992 
1.2:D 45/29, 78-165 
1.2:D 46, 78-19993 
1.2:Em 7/10, 78-12549 
1.2:EM 7/11, 78-22998 
1.2:En 2/2/977, 78-19994 
1.2:L 61, 78-10617 
1.2:P 39/2, 78-22999 
1.2:P 75/11, 78-6316 
1.2:P 93/4, 78-19995 
1.2:P 96 r/2/Spanish, 78-16886 
1.2:So 1/2, 78-19996 
1.2:Su 2, 78-19997 
.2:Un 2/2, 78-25084 
.2:W 84/3, 78-19998 
.8:B 65, 78-16887 

.8:C 43/v.1-2, 78-166 
.8:C 43/v.3-4, 78-16888 
.8:C 81, 78-6317 

.8:D 43, 78-6318 

.8:D 43/2/v.1, 78-6319 
.8:D 43/2/v.2, 78-16889 
.8:L 89 a, 78-6320 
.8:L 93, . 78-6321 

.8:M 51, 78-6322 

.8:M 58/v.1, 78-6323 
.8:M 58/v.2, 78-14941 
.8:Sa 5 f/v.1, 78-6324 
.8:Sa 5 f/v.2, 78-16890 
.8:T 15, 78-6325 

.8:W 27/2, 78-10618 
.8:W 27/3/v.1, 78-12550 
.10:54, 78-167 

.10:55, 78-19999 
.12:(v.nos.&nos.), 78-2934 
.1:974, 78-23000 
.1:975, 78-23001 
.1:976, 78-23002 

.2:Ac 4/2/977, 78-25085 
.2:As 7/2, 78-10619 
.2:B 85/978, 78-16891 
.2:C 68/977, 78-168 
.2:C 73/4/974, 78-12551 
2:Em 7/20, 78-23003 
.2:Em 7/21, 78-6326 
.2:Em 7/22, 78-1493 
.2:Ev 1, 78-169 

.2:Ex 3/10/977, 78-23004 
.2:Fm 7/22, 78-1494 
2:G 76/4, 78-16892 
2:H 34/24/977, 78-6327 
.2:H 62/2, 78-1495 
.2:H 62/3, 78-6328 
.2:In 7, 78-12552 

.2:In 8/10/976, 78-23005 
.2:In 8/12, 78-23006 
.2:In 8/13/972, 78-23007 
CS 1.2:In 8/14/972, 78-23008 
CS 1.2:In 8/15, 78-6329 


a ee ed a la el 


—_ 





December 1978 


CS 1.2:In 8/16, 78-6330 1.41/4:512-1/trans.29, 78-23014 1.61/3:83, 78-6360 

CS 1.2:L 11/3, 78-25086 1.41/4:512-1/trans.35, 78-23015 1.61/3:84, 78-1498 

CS 1.2:L 11/4, 78-6331 1.41/4:532-1/(nos.), 78-2949 1.61/3:86, 78-8662 

CS 1.2:M 28/976, 78-14942 1.41/4:532-2/(nos.), 78-2950 1.61/3:87, 78-12556 

CS 1.2:M 31/12/973, 78-16893 1.41/4:711-1/(nos.), 78-2951 1.61/3:88, 78-20004 

CS 1.2:M 31/12/976, 78-16894 1.41/4:711-l/rep., 78-23016 1.61/3:89, 78-14952 

CS 1.2:M 91, 78-25087 1.41/4:711-2/(nos.), 78-2952 1.61/3:90, 78-6361 

CS 1.2:0c 1, 78-4269 1.41/4:731-1, 78-23017 1.61/3:91, 78-6362 

CS 1.2:P 43/12, 78-8656 1.41/4:731-1/(nos.), 78-2953 1.61/4:(date), 78-2966 

CS 1.2:P 43/14/976, 78-16895 1.41/4:752-1/(nos.), 78-2954 1.62:(v.nos.&nos.), 78-2967 

CS 1.2:P 43/19, 78-6332 1.41/4:792-1/(nos.), 78-2955 1.65/4:(date), 78-2968 

CS 1.2:P 75/5/977, 78-170 1.41/4:792-2, 78-25092 1.65/5:976, 78-23023 

CS 1.2:P 84/4/976, 78-14943 1.41/4:831-1/(nos.), 78-2956 1.65/5:978, 78-23024 

CS 1.2:P 94/7, 78-171 1.41/4:870-1/(nos.), 78-2957 1.65/7:El 2, 78-12557 

CS 1.2:Sa 3/4/977, 78-23009 1.41/4:870-1/rep., 78-25093 1.65/7:M 31, 78-12558 

CS 1.2:Su 7/8, 78-8657 1.41/4:890-1/(nos.), 78-2958 1.65/7:P 19, 78-12559 

CS 1.2:T 68/9, 78-6333 1.41/4:890-1/2/rep., 78-25094 1.65/7:P 94, 78-10627 

CS 1.2:Un 3/2/976, 78-20000 1.41/4:910-1/(nos.), 78-2959 1.65/7:P 94/2, 78-10628 

CS 1.2:Un 3/2/977, 78-20001 1.41/4:990-1/(nos.), 78-2960 .65/7:St 2, 78-12560 

CS 1.2:Un 3/5/978-83, 78-172 1.41/4:990-1/972, 78-23018 .65/8:P 94, 78-10629 

CS 1.7/4:C 83/975, 78-6334 1.41/4:990-2/(nos.), 78-2961 .65/9:Eq 2, 78-6363 
-7/4:In 2/4, 78-8658 1.41/4:990-2/2/rep.-2, 78-25095 .65/9:M 31, 78-10630 
.7/4:M 31/6/no.4, 78-10620 1.41/4:990-3/(nos.), 78-2962 .65/9:P 43, 78-6364 
.7/4:M 31/9/inst., 78-173 1.44:(date/trans.sh.nos.), 78-2963 .65/9:P 43/2, 78-12561 
1.7/4:M 31/9/work., 78-174 1.45:X-118 C/2/rep., 78-10623 .66:(v.nos.&nos.), 78-2969 

1.7/4:Of 2/973, 78-10621 .45:X-118/trans.sh.(nos.), 78-2964 .69:(nos.), 78-2970 

1.7/4:R 29/2, 78-6335 .48:BRE-6/2, 78-6350 .71/2:78-1, 78-14953 

1.7/4:R 29/3, 78-1496 .48:BRE-7, 78-14944 -71/2:78-2, 78-16898 

1.7/4:Sp 2/2, 78-12553 .48:BRE-8, 78-6351 -71/3:77-8, 78-180 

1.7/4:St 1, 78-6336 .48:BRE-18/7, 78-12554 -71/3:77-20, 78-181 

1.7/4:Su 7/2/975/errata, 78-25088 48:BRE 22/2, 78-6352 .71/4:74-1, 78-16899 

1.7/4:T 68/2, 78-4270 .48:BRE 23, 78-6353 .71/4:76-15, 78-12562 

1.26:977/230, 78-6337 .48:BRE-27/2, 78-10624 -71/4:77-5, 78-182 

1.26:977/331, 78-10622 .48:BRE-29, 78-6354 -71/4:77-8, 78-183 

1.26/4:977/CH-5-08, 78-175 .48:BRE 37/8, 78-14945 .71/4:77-21, 78-12563 

1.26/4:977/WA 5-06, 78-176 .48:BRE-38/3, 78-8659 -71/6:75-2, 78-14954 

1.26/4:977/WA-7-06/rev., 78-6338 .48:BRE-59, 78-8660 .71/6:75-3, 78-14955 

1.26/4:977/WA-7-27, 78-6339 .48:BRE-62/2, 78-25096 .71/7:75-2, 78-16900 

1.26/4:977/WA-8-10, 78-6340 .48:BRE-63/2, 78-23019 .71/8:P 95, 78-14956 

1.26/4:977/WA-9-07, 78-6341 .48:BRE-67/2, 78-1497 .73:63, 78-6365 

1.26/4:978/WA-7-02/rev., 78-6342 .48:SM 33-76, 78-20002 .76:(v.nos.&nos.), 78-2971 

1.28:2279/(nos.), 78-2935 .48:SM 33-77, 78-20003 .79:(v.nos.&nos.), 78-2972 

1.28:2602-WA/(nos.), 78-2937 .48:SM 59-10, 78-25097 .80:(nos.), 78-2973 

1.29/3:973, 78-23010 .48:SM 68-10, 78-23020 .80/2:1-3, 78-25100 

1.29/3:976, 78-23011 .48:SM 68-11, 78-25098 .84:(nos.), 78-2974 

l .48:SM 70-76 A, 78-23021 .85:5, 78-16901 

1 .86:(date), 78-2975 

1 .90:(v.nos.&nos.), 78-2976 

1 .48:T-7/7, 78-23022 .91:(v.nos.&nos.), 78-2977 

1 .48:TLA-307, 78-12555 .94:(date/nos.), 78-2978 

1 54:28, 78-14946 .95:976, 78-23025 

1 54:29, 78-16897 1.2:C 67, 78-12564 

1 .55/2:(date), 78-2965 1.2:T 22, 78-16902 

1 .59:2/7, 78-177 1.9:1405-17, 78-23026 

1 .59:3/16, 78-178 1.9:6143-5/2, 78-16903 

1 .59:5/5, 78-6355 .9:6143-7, 78-184 

1 .9:6143-8, 78-12565 

l .10:77-1, 78-14957 

1 .10:77-2, 78-14958 

1 .10:77-3, 78-14959 

1 .10:77-4, 78-14960 

1 ‘ 

1 j 

l . 

1 ‘ 

1 


.29/4:976, 78-23012 


.39/a:GS-408, 78-6343 
.39/a:GS-610, 78-6345 
.39/a:GS-830, 78-6346 
-39/a:GS-1550, 78-6347 
.39/a:GS-1550, 78-6348 
.41:(nos.), 78-2939 
.41:969/rep.977, 78-6349 
.41/4:271-1/(nos.), 78-2940 
.41/4:271-2/(nos.), 78-2941 
.41/4:292-1, 78-23013 
.41/4:293-31/(nos.), 78-2942 
.41/4:296-31/(nos.), 78-2943 
.41/4:296-31/2/rep., 78-25089 
.41/4:305-1/(nos.), 78-2944 
.41/4:305-1/2, 78-25090 
.41/4:330-1/(nos.), 78-2945 
.41/4:335-1/(nos.), 78-2946 
.41/4:335-l/rep., 78-25091 
.41/4:339-31/(nos.), 78-2947 
1.41/4:512-1/(nos.), 78-2948 
1.41/4:512-I/rep., 78-16896 


.48:SM 75-300, 78-10+.25 


g 
ee ee a ee ee a ee ea ae a eee ee ee ee 


1 
-59:6/2, 78-6356 1 
.59:6/3, 78-8661 1 
.59:8/4, 78-14947 1 
.59:9/3, 78-6357 1 
:10/6, 78-10626 l 
:12/3, 78-179 1.10:77-5, 78-14961 
1.10:77-6, 78-14962 
1.10:77-7, 78-14963 
1.10:77-8, 78-14964 

l 

1 

1 


:12/4, 78-14948 
:14/3, 78-14949 
:15/2, 78-6358 
:15/3, 78-14950 
:18, 78-6359 
:19, 78-14951 


-10:77-9, 78-14965 
.10:77-10, 78-14966 
.10:77-11, 78-14967 








1 
1 
1 
1 
1 
1 
1 
l 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 

.39:(date)/trans.(nos.), 78-2938 1.48:SM 70-76 B, 78-25099 
1 
1 
1 
1 
1 
l 
1 
1 
| 
1 
1 
1 
l 
1 
1 
1 
1 
1 
1 
1 
1 


Do not order from index; see indicated entry Page I-2805 





78-14968 
78-14969 
78-14970 
78-14971 
78-14972 
78-14973 
78-14974 
78-14975 
78-14976 
78-14977 
78-14978 
78-14979 
78-14980 
78-1498 1 
78-14982 
78-14983 
78-14984 
78-14985 
78-14986 
78-14987 
78-14988 
78-14989 
78-14990 
78-14991 
78-14992 
78-14993 
78-14994 
78-14995 
78-14996 
78-14997 
78-14998 
78-14999 
78-15000 
78-15001 
78-15002 
78-15003 
78-15004 
78-15005 
78-15006 
78-15007 
78-15008 


1.10:77-12, 
1.10:77-13, 
1.10:77-14, 
1.10:77-15, 
1.10:77-16, 
1.10:77-17, 
1.10:77-18, 
1.10:77-19, 
1.10:77-20, 
1.10:77-21, 
1.10:77-22, 
1.10:77-23, 
1.10:77-24, 
1.10:77-25, 
1.10:77-26, 
1.10:77-27, 
1.10:77-28, 
1.10:77-29, 
1.10:77-30, 
1.10:77-31, 
1.10:77-32, 
1.10:77-33, 
1.10:77-34, 
1.10:77-35, 
1.10:77-36, 
1.10:77-37, 
1.10:77-38, 
1.10:77-39, 
1.10:77-40, 
1.10:77-41, 
1.10:77-42, 
1.10:77-43, 
1.10:77-44, 
1.10:77-45, 
1.10:77-46, 
1.10:77-47, 
1.10:77-48, 
1.10:77-49, 
1.10:77-50, 
1.10:77-51, 
1.10:77-52, 
1.10:77-53, 78-15009 
.1:976, 78-16904 
1.8:(date/nos.), 78-2979 
1.9:973, 78-20005 
1.9:975, 78-20006 
1.9:976, 78-20006 
1.11:(v.nos.&nos.), 
.1:979, 78-16905 
.1/3:976, 78-23027 
.2:B 85/978-82, 78-23028 

.2:C 76/5, 78-15010 

.2:M 31/7/976, 78-6366 

.2:M 31/7/977, 78-25101 

.2:M 59/11, 78-15011 

.2:N 88/2, 78-8663 

.2:P 94/8/976, 78-16906 

.2:W 84/2, 78-15012 

.6:M 59/975/v.1/ch.1, 78-10631 
-6:M 59/975/v.1/ch.5, 78-15013 
.6:M 59/975/v.2/ch.3/corr., 78-10632 
.6:M 59/975/v.2/ch.4, 78-10633 

.6:P 43/ch.12, 78-10634 

.6:P 43/ch.16, 78-10635 

.6:P 43/ch.17, 78-10636 

.6:P 43/ch.18, 78-10637 

.6:P 43/ch.20, 78-23029 

.6:St 7, 78-25102 


78-2980 


ocovvv0ovvVvCOCCOCCCoo0os 
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Classification Number Index 


1.6/2:Ed 8/978/v.1-3, 
1.6/2:P 43/ch.3, 
1.6/2:P 43/978, 
1.6/2:P 75/ch.2, 
1.6/2:W 28, 
1.6/2:W 29, 


78-25103 
78-25104 
78-23030 
78-23031 
78-25105 
78-25106 
.6/4:(date/ch.nos.), 78-2981 
.6/4:977, 78-20007 
.6/4:978, 78-20008 
.6/5:(date/ch. nos.), 
-7:(date), 78-2983 
.13:(date), 78-2984 
.13/2-3:(date/ch.nos. ), 
.13/3:(nos.), 78-2986 
.15:969/ch.2, 78-23032 
.16/3:14, 78-25107 
.16/4:T 75/v.1, 78-6367 
.16/4:T 75/v.2, 78-25108 


1 

1 

1 

1 78-2982 
1 
l 
1 
1 
1 
l 
1 
1 
1.19:975, 78-20009 
1 
1 
l 
1 
1 
1 
1 
1 
l 
2 
2 


78-2985 


.19:976, 78-20009 
.38/2:(v.nos.&nos. ), 
.41:(v.nos.&nos.), 78-2988 
.46/2:(nos.), 78-2989 
.46/2:7640.1/rev.76, 78-23033 
.46/2:7640.1/rev.77, 78-23033 
.48:(date), 78-2990 
.53:(v.nos.&nos.), 78-2991 
.54:C 73, 78-6368 

.2:C 49/3/977, 78-8664 

.2:C 49/7, 78-6369 

D 2.2:M 41, 78-12566 

D 2.2:N 93/977, 78-8665 

D 2.14:FS-46 A, 78-20013 

D 2.14:FS-63, 78-20010 

D 2.14:FS-64, 78-20011 

D 2.14:FS-65, 78-20012 

D 2.14:GEN-38, 78-6370 

D 2.14:PA-9 A, 78-20014 

D 2.14:PA-11 B, 78-20015 

D 2.14:PA 13/2, 78-10638 

D 2.14:PA-15, 78-20016 

D 2.15/2:(v.nos.&nos.), 78-2992 
D 2.17:(nos.), 78-2993 

D 3.6/3:Se 2/977, 78-4271 

D 3.6/3:Se 2/977/ch.1, 78-23034 
D 4.11:47, 78-23035 
D 4.11/2:33, 78-25109 
D 4.12/2:(v.nos.&nos.), 
D 5.2:P 84/979, 
D 5.9/3:D 36/4, 
D 5.9/3:Ec 7/971, 
D 5.9/3:N 21/974, 
D 5.9/3:T 68/974, 
D 5.13:D 38, 
D 5.17:D 36, 
D 5.17:D 36/2, 
D 5.208/2:N 56, 78-8669 

D 5.208/3:65-18, 78-25110 

D 5.315:(date/nos.), 78-2996 
D 5.315/2:977-3/v.1, 78-15014 
D 5.317:9/3/v.1, 78-8670 

D 5.317:71/ch.2, 78-20017 

D 5.317:72/ch.1, 78-12567 

D 5.317:73/ch.1, 78-15015 

D 5.317:78/ch.1, 78-20018 

D 5.317:81/ch.1, 78-25111 

D 5.317:90/v.1/ch.1, 78-187 

D 5.317:91/v.2/ch.1, 78-10646 


78-2987 


whoo Rohoh-hoh-oh-h-h- RoR ho h-hh 


78-2995 
78-16907 
78-4272 
78-4273 
78-4274 
78-4275 
78-10639 
78-8666 
78-8667 


Do not order from index; see indicated entry 





D 5.317:92/v.3/ch.i, 
D 5.317:93/ch.1, 
D 5.317:131/ch.1, 
D 5.317:132/ch.1, 
D 5.317:143/ch.1, 
D 5.317:170, 
D 5.317:171, 
D 5.317:172, 
D 5.317:173, 78-12569 
D 5.317:175, 78-12570 
D 5.317:193/ch.1, 
D 5.317:194/ch.1, 
D 5.317:195/ch.1, 
D 5.317:217/2, 78-6372 
D 5.317:221 (1004), 78- 
D 5.317:221 (1005), 78- 
D 5.317:221 (1015), 78- 
D 5.317:221 (1016), 
D 5.317:221 (1017), 
D 5.317:221 (1018), 78- 
D 5.317:221 (1019), 78- 
D 5.317:221 (1020), 
D 5.317:221 (108), 
D 5.317:221 (121), 
D 5.317:221 (131), 
D 5.317:221 (2006), 
D 5.317:221 (2007), 78- 
D 5.317:221 (2008), 78- 
D 5.317:221 (204), 
D 5.317:221 (207), 
D 5.317:221 (213), 
D 5.317:221 (219), 
D 5.317:221 (226), 
D 5.317:221 (233), 
D 5.317:221 (236), 
D 5.317:224 (100) A-H, 
D 5.317:224 (101) A-D, 
D 5.317:224 (101) A-E/2, 
D 5.317:224 (101) A-H, 
D 5.317:224 (101) C-D, 
D 5.317:224 (101) G-H, 
D 5.317:224 (102) A-D, 
D 5.317:224 (102-C) D, 
D 5.317:224 (103) A-D, 
D 5.317:224 (103-C) C, 
D 5.317:224 (104-C) C, 
D 5.317:224 (105) A-D, 
D 5.317:224 (105-C) D, 
D 5.317:224 (106) A-D, 
D 5.317:224 (106) A-G, 
D 5.317:224 (106) C-A, 
D 5.317:224 (106) G-C, 
D 5.317:224 (107-C) B, 
D 5.317:224 (108) A-E, 
D 5.317:224 (108) A-H, 
D 5.317:224 (108) E-H, 
D 5.317:224 (109-C) A, 
D 5.317:224 (110) D-F, 
D 5.317:224 (110) D-H, 
D 5.317:224 (111) A-F, 
D 5.317:224 (111) C-F, 
D 5.317:224 (111) G-D, 
D 5.317:224 (112) A-D/2, 
D 5.317:224 (112) A-E, 
D 5.317:224 (112) B-E/2, 
D 5.317:224 (113-C) H, 
D 5.317:224 (114) A-E, 
D 5.317:224 (115) C-H, 


78-15016 
78-20020 
78-25113 


78-10647 
78-12568 
78-20019 
78-1499 
78-25112 


78-10648 
78-12571 
78-20021 


193 
12572 
12573 


78-25114 
78-25115 


10656 
12574 


78-25116 
78-189 
78-190 
78-25117 

78-4295 


12575 
12576 


78-191 
78-25118 
78-192 
78-10655 
78-6373 
78-4294 
78-25119 


78-10643 
78-4277 
78-20022 
78-6374 
78-23036 
78-10644 
78-4281 
78-25120 
78-4282 
78-20023 
78-20024 
78-4280 
78-20025 
78-4279 
78-6375 
78-10649 
78-10640 
78-20026 
78-6371 
78-6376 
78-20027 
78-188 
78-20028 
78-186 
78-20029 


78-6377 


78-4278 
78-20030 
78-10642 
78-2003 1 
78-4284 
78-10641 
78-10645 





D 5.317:224 (118) A-B/2, 


D 5.317:224 (118) B-E, 
D §.317:224 (121) C-H, 
D 5.317:224 (121) E-F, 
D 5.317:224 (122-C) C, 
D 5.317:224 (123-C) D, 
D 5.317:224 (124) B-C, 
D 5.317:224 (124) C-D, 
D 5.317:224 (124) D-E, 
D 5.317:224 (301-C) A, 
D 5.317:224 (301-C) C, 
D 5.317:224 (301-C) D, 
D 5.317:224 (301-C) H, 
D 5.317:224 (302-C) B, 
D 5.317:224 (302-C) H, 
D 5.317:224 (304-C) A, 
D 5.317:224 (304-C) C, 
D 5.317:224 (304-C) D, 
D 5.317:224 (304-C) H, 
D 5.317:224 (305-C) A, 
D 5.317:224 (305-C) B, 
D 5.317:224 (305-C) C, 
D 5.317:224 (305-C) D, 
D 5.317:224 (305-C) H, 
D 5.317:224 (306-C) A, 
D 5.317:224 (306-C) B, 
D 5.317:224 (306-C) D, 
D 5.317:224 (306-C) H, 
D 5.317:224 (307-C) A, 
D 5.317:224 (307-C) B, 
D 5.317:224 (307-C) D, 
D 5.317:224 (307-C) F, 
D 5.317:224 (307-C) H, 
D 5.317:224 (308-C) B, 
D 5.317:224 (308-C) H, 
D 5.317:224 (309-C) A, 
D 5.317:224 (309-C) C, 
D 5.317:224 (309-C) D, 
D 5.317:224 (309-C) H, 
D 5.317:224 (310-C) A, 
D 5.317:224 (310-C) C, 
D 5.317:224 (310-C) D, 
D 5.317:224 (310-C) F, 
D 5.317:224 (310-C) H, 
D 5.317:224 (311-C) A, 
D 5.317:224 (311-C) B, 
D 5.317:224 (311-C) C, 
D 5.317:224 (311-C) D, 
D 5.317:224 (311-C) F, 
D 5.317:224 (312-C) B, 
D 5.317:224 (312-C) C, 
D 5.317:224 (317-C) B, 
D 5.317:224 (317-C) D, 
D 5.317:224 (317-C) F, 


D 5.317:224(312-C)A, 
D 5.325/2:978/v.2, 


D 5.402:C 61, 


D 5.402:Se 2/977, 


D 5.409:77-4, 
D 5.409:77-5, 
D 5.409:77-6, 
D 5.409:78-1, 
D 5.409:78-2, 
D 5.409:78-3, 
D 5.409:78-4, 
D 5.410:M 31, 
D 5.410:Sci 2, 
D 5.410:Su 7, 


78-8671 
78-10657 
78-12577 
78-20052 
78-23042 
78-20053 
78-20054 
78-4296 
78-4297 
78-4298 


78-23037 


78-23038 
78-25121 
78-20032 
78-10650 
78-4285 
78-4276 
78-185 
78-4283 
78-20033 
78-20034 
78-20035 
78-20036 
78-20037 
78-20038 
78-20039 
78-4286 
78-20040 
78-4287 
78-6378 
78-6379 
78-4288 
78-6380 
78-6381 
78-6382 
78-10651 
78-20041 
78-10652 
78-20042 
78-20043 
78-20044 
78-20045 
78-20051 
78-25122 
78-25123 
78-25124 
78-25125 
78-25126 
78-25127 
78-4289 
78-4290 
78-4291 
78-4292 
78-4293 
78-23039 
78-20046 
78-20047 
78-20048 
78-20049 
78-10654 
78-20050 
78-25128 
78-23040 
78-25129 


78-10653 
78-15017 
78-23041 
78-25130 





December 1978 


D 5.411:R 31, 78-25131 

D 7.2:Ae 8, 78-25132 

D 7.2:D 26/ch.4, 78-15018 

D 7.2:D 36/3, 78-15019 

D 7.2:D 36/4, 78-12578 

D 7.2:D 36/978, 78-25133 

D 7.2:In 2/978, 78-20055 

D 7.2:P 94/4/978, 78-23043 

D 7.6/2:2-1/24, 78-20056 

D 7.6/2:2-1/25, 78-20056 

D 7.6/2:742, 78-25134 

D 7.6/2-2:2-2/(date/nos. ), 

D 7.6/2-2:2-3/(date/nos. ), 

D 7.6/2-2:4-1/(date/nos. ), 

D 7.6/2-2:4-2/(date/nos.), 

D 7.6/2-2:4-3/(date/nos.), 

D 7.6/2-2:6/(date/nos.), 

D 7.6/2-2:8-1/(date/nos.), 

D 7.6/2-2:8-2/(date/nos.), 

D 7.6/4:Ai 7/2/rep./ch.3, 

D 7.6/4:Ai 7/4/rep./ch.4, 

D 7.6/4:Al 1/rep./ch.S5, 78-23044 

D 7.6/4:An 7/ch.8, 78-20058 

D 7.6/4:An 8/rep./ch.3, 78-20059 

D 7.6/4:An 8/2/rep./ch.4, 78-20060 

D 7.6/4:Ap 6/rep./ch.3, 78-6383 

D 7.6/4:Au 8/2/rep./ch.1, 78-12580 

D 7.6/4:Au 8/2/rep./ch.1/errata, 78-20061 

D_ 7.6/4:Au  8/2/rep./ch.1/errata-2, 78- 
23045 

D 7.6/4:Au 8/3/977/ch.1, 

D 7.6/4:B 14/2/rep., 78-23046 

D 7.6/4:B 22/ch.8, 78-6384 

D 7.6/4:B 32/rep./975/ch.4, 

D 7.6/4:B 32/rep.975/ch.5, 

D 7.6/4:B 32/rep.975/ch.6, 

D 7.6/4:B 38/ch.10, 78-20062 

D 7.6/4:B 38/2/ch.8, 78-23048 

D 7.6/4:B 41/2/rep. 977/ch.1, 78-23049 

D 7.6/4:B 52/rep.976/ch.2, 78-25135 

D 7.6/4:B 63/2/ch.5, 78-20063 

D 7.6/4:B 63/3, 78-6386 

D 7.6/4:B 69/ch.7, 78-23050 

D 7.6/4:B 72/rep./ch.2, 78-6387 

D 7.6/4:B 72/rep./ch.2/errata, 78-6388 

D 7.6/4:B 72/rep./ch.3, 78-20064 

D 7.6/4:B 83/rep./ch.2, 78-23051 

D 7.6/4:B 96/2/rep.977/ch.1, 78-23052 

D 7.6/4:C 11/rep.978, 78-23053 

D 7.6/4:C 11/2/rep./ch.1, 78-20065 

D 7.6/4:C 17/2/rep.977/ch.1, 78-4299 

D 7.6/4:C 17/3/rep.977/ch.2, 78-23054 

D 7.6/4:C 17/S/rep./ch.1, 78-4300 

D 7.6/4:C 17/S/rep./ch.2, 78-20066 

D 7.6/4:C 17/7/ch.8, 78-20067 

D 7.6/4:C 17/973/ch.10, 78-20068 

D 7.6/4:C 24/rep./ch.3, 78-4301 

D 7.6/4:C 24/rep./ch.4, 78-12583 

D 7.6/4:C 24/rep./ch.5, 78-12584 

D 7.6/4:C 24/2/rep./ch.3, 78-12585 

D 7.6/4:C 34/ch.7, 78-20069 

D 7.6/4:C 34/2, 78-23C_5 

D 7.6/4:C 37/rep., 78-23056 

D 7.6/4:C 42/2/rep./ch.3/errata, 

D 7.6/4:C 42/2/rep./ch.4, 

D 7.6/4:C 42/4/rep.978, 

D 7.6/4:C 62/rep./ch.4, 

D 7.6/4:C 62/rep./ch.5, 


78-2997 
78-2998 
78-2999 
78-3000 
78-3001 
78-3002 
78-3003 
78-3004 
78-20057 
78-12579 


78-12581 


78-6385 
78-12582 
78-23047 


78-6389 
78-20070 

78-4302 

78-4303 

78-25 136 


Do not order from index; see indicated entry 





D 7.6/4:C 63/rep./ch.2, 
D 7.6/4:C 66/2/978, 
D 7.6/4:C 73/6/977, 
D 7.6/4:C 73/6/978, 78-12587 

D 7.6/4:C 73/6/978-2, 78-25137 

D 7.6/4:C 75/2/rep./ch.1, 78-6390 

D 7.6/4:C 75/3/rep./ch.1, 78-12588 

D 7.6/4:C 76/rep.977/ch.1, 78-6391 

D 7.6/4:C 76/3/978, 78-15020 

D 7.6/4:C 76/3/978/ch.1, 78-15021 

D 7.6/4:C 76/8/rep./errata, 78-6392 
D 7.6/4:C 76/13/ch.6, 78-6393 

D 7.6/4:C 76/13/rep., 78-25138 

D 7.6/4:C 83/rep./ch.3, 78-12589 

D 7.6/4:C 83/3/ch.2, 78-23058 

D 7.6/4:C 83/3/rep./977/ch.1, 78-6394 
D 7.6/4:C 83/5/rep.976/ch.1, 78-4305 
D 7.6/4:C 83/6/rep./ch.3, 78-12590 

D 7.6/4:C 85/2/rep./ch.1, 78-1500 

D 7.6/4:D 26/rep./ch.7, 78-12591 

D 7.6/4:D 26/rep./ch.8, 78-12592 

D 7.6/4:D 26/v.1/978/ch.1, 78-16908 
D 7.6/4:D 26/v.1/978/ch.2, 78-20071 
D 7.6/4:D 26/v.2-3/978, 78-6395 

D 7.6/4:D 26/v.2/978/ch.1, 78-15022 
D 7.6/4:D 26/v.2/978/ch.2, 78-25139 
D 7.6/4:D 26/v.3/978/ch.1, 78-16909 
D 7.6/4:D 26/v.3/978/ch.2, 78-25140 
D 7.6/4:D 26/v.4/978/ch.1, 78-16910 
D 7.6/4:D 26/v.4/978/ch.2, 78-25141 
D 7.6/4:D 26/v.5/978/ch.1, 78-15023 
D 7.6/4:D 26/v.5/978/ch.2, 78-20072 
D 7.6/4:D 26/v.6/978/ch.1, 78-16911 
D 7.6/4:D 26/v.6/978/ch.2, 78-20073 
D 7.6/4:D 26/v.7-13/978, 78-6395 

D 7.6/4:D 26/v.7/978/ch.1, 78-16912 
D 7.6/4:D 26/v.8/978/ch.1, 78-16913 
D 7.6/4:D 26/v.8/978/ch.2, 78-25142 
D 7.6/4:D 26/v.9/978/ch.1, 78-16914 
D 7.6/4:D 26/v.9/978/ch.2, 78-20074 
D 7.6/4:D 26/v.10/978/ch.1, 78-16915 
D 7.6/4:D 26/v.10/978/ch.2, 78-25143 
D 7.6/4:D 26/v.12/978/ch.1, 78-16916 
D 7.6/4:D 26/v.12/978/ch.2, 78-25144 
D 7.6/4:D 26/v.13/978/ch.1, 78-16917 
D 7.6/4:D 26/v.14/978/ch.1, 78-16918 
D 7.6/4:D 26/v.15/978, 78-6395 

D 7.6/4:D 26/2/976, 78-15024 

D 7.6/4:D 26/2/976/ch.1, 78-15025 

D 7.6/4:D 26/2/976/ch.2, 78-16919 

D 7.6/4:D 36/rep./ch.1, 78-20075 

D 7.6/4:D 63/2/ch.3, 78-12593 

D 7.6/4:D 63/2/ch.4, 78-12594 

D 7.6/4:D 63/2/ch.5, 78-12595 

D 7.6/4:D 63/2/ch.6, 78-12596 

D 7.6/4:D 63/2/ch.7, 78-23059 

D 7.6/4:D 63/2/ch.8, 78-23060 

D 7.6/4:D 78/rep., 78-12597 

D 7.6/4:D 83/978, 78-23061 

D 7.6/4:D 89/rep./ch.4, 78-20076 

D 7.6/4:El 2/2/rep./ch.1, 78-12598 

D 7.6/4:El 2/4/rep., 78-4306 

D 7.6/4:El 2/5/rep./977, 78-6396 

D 7.6/4:El 2/6/rep./ch.1, 78-20077 

D 7.6/4:El 2/8/rep./ch.4, 78-20078 

D 7.6/4:El 2/14/rep.977/ch.1, 78-4307 
D 7.6/4:El 2/14/rep.977/ch.2, 78-12599 
D 7.6/4:El 2/15/ch.15, 78-20079 


78-4304 
78-23057 
78-12586 
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D 7.6/4:El 2/16, 78-15026 

D 7.6/4:El 2/16/ch.1, 78-23062 

D 7.6/4:El 2/16/ch.2, 78-20080 

D 7.6/4:Em 3/977/v.1, 78-16920 

D 7.6/4:Em 3/977/v.2, 78-16920 

D 7.6/4:Em 3/977/v.3, 78-16920 

D 7.6/4:Em 3/978/v.1, 78-16921 

D 7.6/4:Em 3/978/v.2, 78-16921 

D 7.6/4:Em 3/978/v.3, 78-16921 

D 7.6/4:En 3/3/rep./ch.2, 78-6397 

D 7.6/4:F 21/rep./ch.1, 78-12600 

D 7.6/4:F 26/2/rep./ch.2, 78-6398 

D 7.6/4:F 26/2/rep./ch.3, 78-6399 

D 7.6/4:F 26/2/rep./ch.4, 78-12601 

D 7.6/4:F 48/2/974/rep., 78-6400 

D 7.6/4:F 98/rep./ch.1, 78-20081 

D 7.6/4:F 98/2/974/ch.3, 78-6401 

D 7.6/4:F 98/2/974/ch.4, 78-20082 

D 7.6/4:F 98/3/rep./ch.3, 78-20083 

D 7.6/4:F 98/4/rep./ch. 2, 78-25145 

D 7.6/4:F 98/6/rep.977, 78-4308 

D 7.6/4:G 21/ch.11, 78-6402 

D 7.6/4:G 21/ch.12, 78-23063 

D 7.6/4:G 26/ch.7, 78-6403 

D 7.6/4:G 26/ch.8, 78-6404 

D 7.6/4:G 46/rep./ch.1, 78-20084 

D 7.6/4:G 51/rep.975/ch.3, 78-6405 

D 7.6/4:G 55/rep.977/errata, 78-6406 

D 7.6/4:G 86/rep./ch.1, 78-6407 

D 7.6/4:G 86/rep./ch.2, 78-25146 

D 7.6/4:G 95/rep.977/ch.1, 78-6408 

D 7.6/4:H 19/rep./ch.1, 78-6409 

D 7.6/4:H 19/rep./ch.2, 78-20085 

D 7.6/4:H 19/4/rep.978, 78-20086 

D 7.6/4:H 19/5, 78-4309 

D 7.6/4:H 22/rep./ch.4, 78-20087 

D 7.6/4:H 22/S/ch.5, 78-20088 

D 7.6/4:H 22/6/rep./ch.3, 78-20089 

D 7.6/4:H 22/7/rep.977/ch.1, 78-12602 

D 7.6/4:H 22/7/rep.977/ch.2, 78-20090 

D 7.6/4:H 34/rep./ch.6, 78-20091 

D 7.6/4:H 34/2/rep./977/ch.1, 78-12603 

D 7.6/4:H 35/rep.976/ch.2, 78-6410 

D_ 7.6/4:H  35/rep.976/ch.2/errata, 
6411 

D 7.6/4:H 35/rep.976/ch.3, 78-12604 

D 7.6/4:H 35/2/ch.6, 78-6412 

D 7.6/4:H 35/3, 78-6413 

D 7.6/4:H 71/rep./ch.3, 78-20092 

D 7.6/4:H 71/3/rep./ch.2, 78-20093 

D 7.6/4:H 79/rep.977/ch.1, 78-4310 

D 7.6/4:H 79/2/976/rep./ch.2, 78-6414 

D 7.6/4:H 79/5 /rep./ch.3, 78-20094 

D 7.6/4:H 79/6/975/rep./ch.3, 78-12605 

D 7.6/4:H 79/6/975 rep./ch.4, 78-20095 

D 7.6/4:H 79/7/rep.977/ch.1, 78-12606 

D 7.6/4:H 79/8/rep.978, 78-6415 

D 7.6/4:H 79/9/rep./977, 78-6416 

D 7.6/4:In 7/3/rep.977/ch.1, 78-4311 

D 7.6/4:In 7/3/rep.977/errata, 78-6417 

D 7.6/4:J 13/rep.978, 78-12607 

D 7.6/4:J 95/978, 78-23064 

D 7.6/4:K 52/978, 78-23065 

D 7.6/4:K 52/978/ch.1, 78-25147 

D 7.6/4:K 75/ch.11, 78-12608 

D 7.6/4:L 11/5/977/ch.1, 78-12609 

D 7.6/4:L 19/rep., 78-20096 

D 7.6/4:L 19/rep./ch. 1, 78-25148 


78- 
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D 7.6/4:L 54/976/ch.1, 

D 7.6/4:L 62/2/978, 78-23066 

D 7.6/4:L 62/7, 78-15027 

D 7.6/4:L 62/978, 78-12610 

D 7.6/4:L 96/2/rep.977/ch.1, 

D 7.6/4:M 41/3/rep./ch.4, 

D 7.6/4:M 41/6/v.1/978, 

D 7.6/4:M 46/rep./ch.2, 

D 7.6/4:M 46/5/rep./976, 

D 7.6/4:M 56/3/rep., 

D_ 7.6/4:M 
12611 

D_ 7.6/4:M 
12612 

D_ 7.6/4:M 
12613 

D_ 7.6/4:M 
12614 

D_ 7.6/4:M 
12615 

D_ 7.6/4:M 
12616 

D 7.6/4:M 59/supp.1/978, 78-15029 

D 7.6/4:M 59/supp.1/978/ch.1, 78-12617 

D 7.6/4:M 59/supp.1/978/ch.2, 78-12618 

D 7.6/4:M 59/supp.1/978/ch.3, 78-12619 

D 7.6/4:M 59/supp.1/978/ch.4, 78-15030 

D 7.6/4:M 59/supp.1/978/ch.S, 78-16922 

D 7.6/4:M 59/supp.1/978/ch.7, 78-23068 

D 7.6/4:M 59/supp.1/978/ch.8, 78-25150 

D_ 7.6/4:M 59/supp.3/rev.-3/ch.1, 78- 
23069 

D_ 7.6/4:M 
25151 

D 7.6/4:M 59/2/972/ch.3, 78-12620 

D 7.6/4:M 59/3/977, 78-16923 

D 7.6/4:M 59/6/977/ch. 2, 78-10658 

D 7.6/4:M 59/6/977/ch.3, 78-10659 

D 7.6/4:M 59/6/977/ch.4, 78-10660 

D 7.6/4:M 59/6/977/ch.5, 78-10661 

D 7.6/4:M 59/6/977/ch.6, 78-10662 

D 7.6/4:M 59/6/977/ch.7, 78-10663 

D 7.6/4:M 59/6/977/ch.8, 78-10664 

D 7.6/4:M 59/6/977/ch.9, 78-10665 

D 7.6/4:M 59/6/977/ch.10, 78-10666 

D 7.6/4:M 59/6/977/ch.11, 78-10667 

D 7.6/4:M 59/6/977/ch.12, 78-10668 

D 7.6/4:M 59/6/977/ch.13, 78-12621 

D 7.6/4:M 59/6/977/ch.14, 78-16924 

D 7.6/4:M 59/6/977/ch.15, 78-16925 

D 7.6/4:M 59/6/977/ch.16, 78-16926 

D 7.6/4:M 59/6/977/ch.17, 78-20099 

D 7.6/4:M 59/7/ch.1, 78-10669 

D 7.6/4:M 59/7/ch.11, 78-12622 

D 7.6/4:M 59/7/ch.12, 78-12623 

D 7.6/4:M 59/7/ch.13, 78-12624 

D 7.6/4:M 59/7/supp.1/ch.12, 78-12625 

D 7.6/4:M 59/7/supp.1/ch.13, 78-12626 

D 7.6/4:M 59/7/supp.1/ch.14, 78-12627 

D 7.6/4:M 59/7/supp.1/978, 78-16927 

D- 7.6/4:M = 59/7/supp.1/978/ch.1, 
25152 

D 7.6/4:M 59/976/ch.2, 

D 7.6/4:M 59/976/ch.3, 

D 7.6/4:M 59/976/ch.4, 

D 7.6/4:M 68/2/ch.3, 

D 7.6/4:M 68/2/ch.4, 

D 7.6/4:M 85/ch.5, 


78-20097 


78-20098 
78-6418 
78-25149 
78-15028 
78-6419 
78-23067 
59/supp.1/976-2/ch.10, 78- 


59/supp.1/976-2/ch.11, 78- 


59/supp.1/976-2/ch.6, 78- 


59/supp.1/976-2/ch.7, 78- 


59/supp.1/976-2/ch.8, 78- 


59/supp.1/976-2/ch.9, 78- 


59/supp.3/rev.-3/ch.1, 78- 


78- 


78-12628 
78-12629 
78-16928 
78-6420 
78-6421 
78-12630 


Do not order from index; see indicated entry 





D 7.6/4:N 95/rep., 
D 7.6/4:Or 4/977, 


D 7.6/4:P 16/rep./ch.5, 


D 7.6/4:P 28/rep., 


D 7.6/4:P 43/rep.976/ch.3, 


D 7.6/4:P 44/ch.1, 
D 7.6/4:P 49/2/rep., 
D 7.6/4:P 49/3/rep., 


D 7.6/4:P 94/rep./ch.1, 
D 7.6/4:P 94/4/rep.977/ch.1, 


D 7.6/4:P 94/5/978, 


D 7.6/4:R 11/2/rep./ch.2, 
D 7.6/4:R 11/3/rep./ch.1, 
D 7.6/4:R 24/rep.977/ch.1, 


D 7.6/4:R 26/ch.3, 
D 7.6/4:R 26/rep., 
D 7.6/4:R 27/2, 


D 7.6/4:R 52/978, 


D 7.6/4:Se 7/rep./ch.3, 
D 7.6/4:Sh 1/3/ch.6, 


D 7.6/4:Sh 6/3, 78 
D 7.6/4:Sh 6/3/ch.1 
D 7.6/4:So 1/2/rep., 


D 7.6/4:Sp 8/rep./977, 


D 7.6/4:Su 7/rep.97 
D 7.6/4:Sy 7/rep., 
D 7.6/4:T 23/rep., 


D 7.6/4:T 26/rep.977, 
D 7.6/4:T 28/2/rep.978, 


D 7.6/4:T 41/rep., 


D 7.6/4:T 41/rep./ch.1, 


D 7.6/4:T 75/2, 
D 7.6/4:Up 9, 


D 7.6/4:V 24/S/rep. 


D 7.6/4:W 23/rep./ch.6, 
D 7.6/4:W 23/rep./ch.7, 
D 7.6/4:W 27/976/ch.5/errata, 
D 7.6/4:W 87/rep./ch.3, 


D 7.6/4:X 1/rep./97 


D 7.6/4-2:basic/977, 
D 7.6/4-2:basic/977/ch.1, 


D 7.6/4-2:2/975/ch. 
D 7.6/4-2:3/ch. 1, 
D 7.6/4-2:4/ch.1, 
D 7.6/4-2:S/ch. 1, 
D 7.6/4-2:6/ch. 1, 
D 7.6/4-2:7/ch.1, 
D 7.6/4-2:8/ch. 1, 
D 7.6/4-2:9/977/ch. 


D 7.6/4-2:10/977/ch.1, 
78-4317 


D 7.6/5:977, 
D 7.6/7:4140.3/2, 


D 7.6/7:4140.3/3/micro., 
D 7.6/7:4140.3/5/micro., 
D 7.6/7:4140.3/6/micro./pt.1-2, 
D 7.6/7:4140.4/4/ch.1, 
D 7.6/7:4140.4/4/ch.2, 
D 7.6/7:4140.4/4/ch.3, 


D 7.6/7:4215.1/6, 
D 7.6/7:4215.2/5, 
D 7.6/7:4215.4/5, 
D 7.6/7:4215.6/5, 


78-6422 
78-10670 
78-23070 
78-12631 
78-4312 
78-12632 

78-15031 

78-15032 
78-12633 
78-6423 
78-23071 
78-23072 
78-23073 

78-6424 

78-6425 
78-23074 


78-6426 
D 7.6/4:R 31/rep.978, 
D 7.6/4:R 31/2/973/ch. 7, 
D 7.6/4:R 31/4/rep./ch.6, 
D 7.6/4:R 31/4/rep./ch.6/errata, 
D 7.6/4:R 47/3/rep., 


78-15033 
78-23075 
78-6427 
78-4313 
78-23076 
78-20100 
78-6428 
78-6429 
-6430 
, 78-15034 
78-12634 
78-6431 
6/ch.2, 78-12635 
78-4314 
78-12636 
78-4315 
78-23077 
78-6432 
78-15035 


78-6433 
78-15036 
D 7.6/4:V 13/rep./ch.2, 


78-6434 
977/ch.2, 78-23078 
78-12637 
78-12638 
78-6435 
78-12639 

7, 78-4316 
78-15037 
78-15038 
1, 78-16929 
78-16930 


78-16931 


78-16932 
78-16933 


78-15039 


78-16934 
1, 78-15040 
78-15041 


78-20101 
78-20102 
78-20103 
78-20104 
78-20105 
78-20106 
78-20107 
78-20108 
78-25153 
78-20109 
78-16935 





December 1978 


D 7.6/7:4215.8/5, 78-16936 D 7.20/2:C-RL-1/978, 78-12646 101.11:11-5820-401-10-1, 
D 7.6/7:4215.10/6, 78-20110 D 7.20/2:C-RL-1/978-2, 78-20132 101.11:55-603, 78-4338 
D 7.6/7:4215.12/6, 78-20111 D 7.20/2:C-RL-2/977-2, 78-12645 101.11:55-1500-204-25/1/rep., 
D 7.6/7:4215.13/5, 78-16937 D 7.20/2:C-RL-2/978, 78-12646 101.11:746-210, 78-20141 

D 7.6/7:4215.15/5, 78-20112 D 7.20/2:C-RL-2/978-2, 78-20132 .12:(v.nos.&nos.), 78-3015 
D 7.6/7:4215.16/4, 78-16938 D 7.22:975, 78-194 .20:1-15/5, 78-15043 

D 7.6/7:4215.17/5, 78-25154 D 7.22:976, 78-194 .20:1-60/3, 78-4340 

D 7.6/7:4215.18/5, 78-20113 D 7.22:977, 78-12647 .20:1-71 P 3, 78-6440 

D 7.6/7:4215.19/4, 78-25155 D 7.24:(date/nos.), 78-3012 .20:1-71 P 4, 78-6441 

D 7.6/7:4215.21/6, 78-25156 D 12.2:Ar 5/3/978, 78-20133 .20:1-71 P 5, 78-15044 

D 7.6/7:4215.23/5, 78-20114 D 12.2:Ar 5/6/978, 78-20134 .20:1-93 H 1/2, 78-8678 
D 7.6/7:4215.24/5, 78-16939 D 12.2:Ar 5/7, 78-25163 .20:1-93 H 3, 78-4341 

D 7.6/7:4215.30/5, 78-20115 D 12.2:C 73, 78-10671 .20:1-93 H 4, 78-4342 

D 7.6/7:4215.33/5, 78-16940 D 12.2:F 11, 78-20135 .20:1-93 J 1/2, 78-6442 
D 7.6/7:4215.35/5, 78-20116 12.2:O0f 2/977, 78-25164 .20:1-93 J 4, 78-4343 

D 7.6/7:4215.36/4, 78-20117 12.2:St 7, 78-10672 .20:02 Z 5, 78-6443 

D 7.6/7:4215.37/4, 78-20118 12.8:350-1/2, 78-25165 .20:3-21, 78-23088 

D 7.6/7:4215.38/4, 78-20119 12.8:360-5, 78-25166 .20:5-12 B/CM, 78-8679 
D 7.6/7:4215.39/4, 78-20120 12.10/2:700-1, 78-10673 .20:5-12 B 1/2, 78-10678 
D 7.6/7:4215.40/5, 78-20121 14.2:D 56, 78-25167 .20:5-12 B 3, 78-10679 
D 7.6/7:4215.41/4, 78-25157 14.2:N 88, 78-20136 .20:5-12 B 4, 78-10680 
D 7.6/7:4215.42/4, 78-20122 14.8/2:11.25.1, 78-4324 .20:5-12 C/CM, 78-10681 
D 7.6/7:4215.43/5, 78-25158 14.8/2:11.27, 78-4325 .20:5-12 C 1/2, 78-10682 
D 7.6/7:4215.44/4, 78-20123 14.8/3:14, 78-4326 .20:5-12 C 3, 78-12655 
D 7.6/7:4215.45/4, 78-20124 14.8/3:16, 78-12648 .20:5-12 C 4, 78-10683 

D 7.6/7:4215.46/4, 78-25159 14.8/6:2-6.2, 78-4327 .20:5-12 E/CM, 78-10684 
D 7.6/7:4215.47/4, 78-20125 14.8/6:2-6.2.3, 78-10674 .20:5-12 E 1/2, 78-10685 
D 7.6/7:4215.49/3, 78-20126 14.8/6:2-8-16, 78-4328 .20:5-12 E 3, 78-20142 

D 7.6/7:4215.50/5, 78-25160 14.8/6:2-8-17, 78-8676 .20:5-12 E 4, 78-12656 
D 7.6/7:4215.51/3, 78-20127 14.9:20/v.3, 78-23084 .20:5-41 B/CM, 78-20143 
D 7.6/7:4215.52/3, 78-20128 14.9:85, 78-10675 .20:5-51 C/CM, 78-25174 
D 7.6/7:4215.53/3, 78-20129 14.10:20/3, 78-23085 .20:5-52 C/CM, 78-20144 
D 7.6/7:5025.1/pt.1/(date/nos.), 78-3005 14.10:55/5, 78-6436 .20:5-52 D/CM, 78-20145 


78-4337 


78-6439 


D 7.6/7:5025.1/pt.1/(date-nos.)2, 78-3006 14.11:2/pt.1-2, 78-8677 .20:5-62 B/CM, 78-15045 


D 7.6/7:5025.1/pt.2/(date-nos.), 78-3007 14.12:87/2, 78-20137 .20:5-62 B 1/2, 78-20146 
D 7.6/7:5025.1/pt.2/(date/nos.), 78-3008 14.12:90, 78-6437 .20:5-62 B 3, 78-20147 

D 7.6/7:5025.1/pt.3/(date-nos.), 78-3009 14.12:91, 78-15042 .20:5-62 B 4, 78-15046 

D 7.6/7:5025.2/20, 78-4318 14.12:93, 78-12649 .20:6-13 B/CM, 78-20148 
D 7.6/8:4145.2/4/v.2, 78-8672 14.12:94, 78-20138 .20:6-13 E/CM, 78-20149 
D 7.6/8:5020.1/977, 78-4319 14.13/2:(nos.), 78-3013 .20:6-13 E 3, 78-10686 

D 7.6/8:5330.1, 78-4320 14.14:(v.nos.&nos.), 78-3014 .20:6-13 E 4, 78-10687 

D 7.6/8:7000.1, 78-16941 101.1/2:968-72, 78-25168 .20:6-13 F 1/2, 78-4344 
D 7.6/8:7000.1/ch.46, 78-12640 101.2:At 6, 78-6438 .20:6-13 F 3, 78-4345 

D 7.6/8:7000.1/ch.48, 78-12641 101.2:C 36/5/v.4, 78-12650 .20:6-13 W/Y/CM, 78-20150 
D 7.6/8:7000.1/ch.50, 78-20130 101.2:D 43/2/978-79, 78-25169 .20:6-13 W/Y 5, 78-20151 
D 7.6/8:7000.1/rep., 78-12642 101.2:H 75, 78-25170 .20:6-15 JICM, 78-10688 
D 7.6/8:7041.1, 78-16942 101.2:In 3/3, 78-4329 .20:6-15 J 3, 78-4346 

D 7.6/8:8105.1/3/ch.1, 78-12643 101.2:M 46/3, 78-4330 .20:6-15 J 4, 78-10689 

D 7.6/8:8105.1/3/ch.2, 78-16943 101.2:R 31/19/977, 78-4331 .20:6-17 B/CM, 78-20152 
D 7.6/8:8200.1/3/app.A, 78-4321 101.2:R 31/25/977, 78-4332 .20:6-17 B 1/2, 78-20153 
D 7.6/8:8200.1/3/app.B, 78-23079 101.2:R 31/37, 78-4333 .20:6-17 B 3, 78-20154 

D 7.6/8:8300.1/4/ch. 1, 78-23080 101.2:R 31/38, 78-23086 .20:6-17 C 1/2, 78-20155 
D 7.6/8:8300.1/4/ch.2, 78-23081 101.2:So 8/3, 78-4334 .20:6-17 C 3, 78-6444 

D 7.6/8:8300.1/4/ch.5, 78-23082 101.2:W 74, 78-16945 )1.20:6-20, 78-15047 

D 7.6/13:4160.3, 78-8673 101.2:W 93/977, 78-4335 .20:6-21 G/CM/corr., 78-12657 
D 7.6/14:5025.1, 78-8674 101.6/5:Ac 1, 78-20139 .20:6-21 G 1/2, 78-8680 
D 7.6/15:978, 78-20131 101.9:105-4, 78-25171 .20:6-21 G3, 78-6445 

D 7.9:C-6530-IL, 78-4322 101.11:3-216/2, 78-10676 20:6-30, 78-23089 

D 7.13:1/23, 78-4323 101.11:3-240, 78-10677 20:6-50, 78-20156 

D 7.14:(date)/pt.(nos), 78-3010 101.11:5-551 B, 78-20140 101.20:6-82 C 1/2, 78-20157 
D 7.14:973/pt.2, 78-25161 101.11:5-800-1/3, 78-12651 101.20:6-121/2, 78-25175 

D 7.14:976/pt.1, 78-16944 101.11:5-809-3, 78-12652 101.20:6-141-1, 78-20158 

D 7.14:977/pt.1, 78-25162 101.11:5-822-2/3, 78-4336 101.20:6-161, 78-25176 

D 7.14:977/pt.2, 78-25162 101.11:5-824-1, 78-23087 101.20:7-7, 78-4347 

D 7.14/2:(date), 78-3011 .11:5-830-3, 78-12653 101.20:7-11 B/C/CM, 78-1501 
D 7.14/2:977, 78-23083 .11:5-845-2, 78-12654 101.20:7-11 B 4, 78-6446 

D 7.20/2:C-RL-1/977, 78-12644 .11:10-412/2/ch.4, 78-25172 101.20:7-11 B 5, 78-25177 

D 7.20/2:C-RL-1/977-2, 78-12645 .11:10-412/2/ind./976, 78-25173 101.20:7-11 Z 5, 78-4348 
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D 101.20:7-20/3, 78-23090 

D 101.20:8-42 C/CM, 78-4349 
D 101.20:8-42 C 1/2, 78-1502 
D 101.20:8-42 C 3/4, 78-1503 
D 101.20:8-42 D/CM, 78-4350 
D 101.20:8-42 D 1/2, 78-1504 
D 101.20:8-42 D 1/2/ch.1, 78-23091 
D 101.20:8-42 D 3/4, 78-4351 
D 101.20:8-42 E 3/4/5, 78-4352 
D 101.20:8-42 F-CM, 78-1529 
D 101.20:8-71 G/CM, 78-4353 
D 101.20:8-71 G 1/2, 78-4354 
D 101.20:8-71 G3, 78-4355 
D 101.20:8-71 G 4/5, 78-4356 
D 101.20:8-76 J-CM, 78-1505 
D 101.20:8-76 J 1/2, 78-20159 
D 101.20:8-91 B/CM, 78-4357 
D 101.20:8-91 B 1/2, 78-4358 
D 101.20:8-91 B 3, 78-4359 
D 101.20:8-91 B 4, 78-4360 

D 101.20:8-91 B 5, 78-6447 

D 101.20:8-91 C/CM, 78-4361 
D 101.20:8-91 C 1/2, 78-6448 
D 101.20:8-91 C 3/4, 78-4362 
D 101.20:8-91 C 5, 78-4363 
D 101.20:8-91 D/CM, 78-1506 
D 101.20:8-91 D 1/2, 78-1507 
D 101.20:8-91 D 3/4, 78-25178 
D 101.20:8-91 E-CM, 78-4364 
D 101.20:8-91 E 5, 78-4365 

D 101.20:8-91 F-CM, 78-195 
D 101.20:8-91 F 1/2, 78-196 
D 101.20:8-91 F 3/4, 78-1508 
D 101.20:8-91 G/CM, 78-1509 
D 101.20:8-91 G 1/2, 78-1510 
D 101.20:8-91 G 3/4, 78-4366 
101.20:8-91 H/CM, 78-4367 
101.20:8-91 H 1/2, 78-197 
101.20:8-91 H 3/4, 78-4368 
101.20:8-91 J-CM, 78-1530 
101.20:8-91 J 1/2, 78-1511 
101.20:8-91 J 1/2/ch.1, 78-20160 
101.20:8-91 L/CM, 78-1512 
101.20:8-91 L 1/2, 78-1513 
101.20:8-91 L 3/4, 78-4369 
101.20:8-91 N, 78-1514 
101.20:8-91 N/CM, 78-1515 
101.20:8-91 P-CM, 78-1531 
101.20:8-91 P 1/2, 78-198 
101.20:8-91 P 3/4, 78-4370 
101.20:8-91 Q 1/2, 78-4371 
101.20:8-91 R/CM, 78-1516 
101.20:8-91 R 1/2, 78-1517 
101.20:8-91 R 3/4, 78-1518 
101.20:8-91 R 5, 78-4372 
101.20:8-91 S-CM, 78-1532 
101.20:8-91 S 1/2, 78-1519 
101.20:8-91 S 3/4, 78-4373 
101.20:8-91 T/CM, 78-1520 
101.20:8-91 T/CM, 78-4339 
101.20:8-91 T 1/2, 78-199 
101.20:8-91 T 3/4, 78-8681 
101.20:8-91 U/CM, 78-1521 
101.20:8-91 U 1/2, 78-1522 
101.20:8-91 U 3/4, 78-1523 
101.20:8-91 V/CM, 78-1524 
D 101.20:8-91 V 1/2, 78-1525 
D 101.20:8-91 V 3/4, 78-4374 
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Classification Number Index 


D 101.20:8-91 W, 78-4375 

D 101.20:8-91 W/CM, 78-4376 

D 101.20:8-91 Y/CM, 78-1526 

D 101.20:8-91 Y 1/2, 78-1527 

D 101.20:8-91 Y 3/4, 78-4377 

D 101.20:8-92 B 1/2, 78-1528 

D 101.20:8-92 B 3, 78-4378 

D 101.20:8-92 B 4/5, 78-4379 

D 101.20:8-94 F/CM/corr., 78-20161 
D 101.20:8-94 F 1/2, 78-6449 

D 101.20:8-94 F 3, 78-8682 

D 101.20:9-21 L 1/2, 78-12658 

D 101.20:9-21 L 3, 78-20162 

D 101.20:9-21 L 4, 78-12659 

D 101.20:9-21 L 5, 78-12660 

D 101.20:9-21 L/46 N-CM, 78-12661 
D 101.20:9-24 H/CM, 78-23092 

D 101.20:9-24 H/J/K/L/3, 78-23093 
D 101.20:9-24 H 1/2, 78-25179 

D 101.20:9-24 JICM, 78-25180 

D 101.20:9-24 J 1/2, 78-25181 

D 101.20:9-24 K/CM, 78-25182 

D 101.20:9-24 L 1/2, 78-23094 

D 101.20:9-24 V 4, 78-20163 

D 101.20:9-24 V 5, 78-25183 

D 101.20:9-27 B/CM, 78-12662 

D 101.20:9-27 B 1/2, 78-12663 

D 101.20:9-27 B 3, 78-12664 

D 101.20:9-27 B 4, 78-12665 

D 101.20:9-27 E/CM, 78-12666 

D 101.20:9-27 E 1/2, 78-12667 

D 101.20:9-27 E 3, 78-12668 

D 101.20:9-27 F/CM, 78-12669 

D 101.20:9-27 F 1/2, 78-12670 

D 101.20:9-27 F 3, 78-15048 

D 101.20:9-27 G/CM, 78-12671 

D 101.20:9-27 G 1/2, 78-12672 
D 101.20:9-27 G 3, 78-15049 
D 101.20:9-27 G4, 78-12673 
D 101.20:9-27 H/CM, 78-20164 
D 101.20:9-27 H 1/2, 78-12674 
D 101.20:9-27 H 3, 78-12675 
D 101.20:9-27 Z/CM, 78-20165 
D 101.20:9-27 Z 5, 78-15050 
D 101.20:9-34 G/CM, 78-23095 
D 101.20:9-34 G 3, 78-8683 

D 101.20:9-35 F-CM, 78-200 
D 101.20:9-35 F 1/2, 78-4380 
D 101.20:9-41 C 4, 78-10690 
D 101.20:9-44 B/CM, 78-8684 
D 101.20:9-44 B 3, 78-25184 
D 101.20:9-45 B 1/2, 78-4381 
D 101.20:9-45 K/CM, 78-4382 
D 101.20:9-45 K 1/2, 78-10691 
D 101.20:9-45 L/CM, 78-201 

D 101.20:9-45 Z 4, 78-8685 

D 101.20:9-46 N 1/2, 78-12676 
D 101.20:9-46 N 3, 78-12677 
D 101.20:9-55 B/CM, 78-10692 
D 101.20:9-55 B 1/2, 78-202 

D 101.20:9-55 B 4, 78-10693 
D 101.20:9-55 D/CM, 78-203 
D 101.20:9-55 G/CM, 78-8686 
D 101.20:9-55 G4, 78-10694 
D 101.20:9-55 Z/CM, 78-4383 
D 101.20:9-55 Z 5, 78-4384 

D 101.20:9-63 B 3, 78-6450 

D 101.20:9-63 C 1/2, 78-20166 


Do not order from index; see indicated entry 





D 101.20:9-63 F 1/2, 


78-12678 


D 101.20:9-63 G 1/2, 78-25185 


101.20:9-63-H 1/2, 


78-20167 


101.20:9-63 H 3, 78-8687 


101.20:9-63 J/CM, 


78-20168 


101.20:9-63 J 1/2, 78-10695 
101.20:9-63 J 3, 78-4385 


101.20:9-63 Z/CM, 


78-20169 


101.20:9-63 Z 5, 78-12679 
101.20:9-207, 78-15051 
101.20:10-8/3, 78-20170 


101.20:10-18/2/ch.1, 


78-10696 


101.20:10-26, 78-4386 


101.20:10-41 J/CM, 
101.20:10-41 J 1/2, 
101.20:10-41 J 3/4, 
101.20:10-43 E/CM, 
101.20:10-43 E 1/2, 


78-10697 


78-10698 
78-10699 


78-10700 
78-12680 


101.20:10-43 E 3, 78-10701 
101.20:10-43 E 4, 78-12681 


101.20:10-43 M/CM, 


101.20:10-43 M 1/2, 
101.20:10-43 M 3/4, 
101.20:10-57 E/CM, 


101.20:10-57 E 1/2/3, 


78-20171 
78-10702 
78-10703 
78-10704 

78-10705 


101.20:10-57 E 4, 78-10706 


1061.20:10-57 F/CM, 
101.20:10-57 F 1/2, 


78-10707 
78-10708 


101.20:10-57 F 3, 78-10709 
101.20:10-57 F 4, 78-10710 
101.20:10-69, 78-6451 
101.20:10-71, 78-23096 


101.20:10-76 D 1/2, 
101.20:10-76 D 3/4, 


78-20172 
78-12682 


101.20:10-76 P 1/2/ch.1, 78-20173 


101.20:10-76 P 3/4, 
20:10-76 V 1/2, 


78-20174 
78-8688 


101.20:10-76 V 3, 78-6452 
101.20:10-76 V 4, 78-6453 


101.20:10-76 W/CM, 


101.20:10-76 W 1/2, 
101.20:10-76 W 3, 
101.20:10-76 W 5, 


78-6454 
78-8689 


78-6455 
78-10711 


20:10-76 X/CM/rep., 78-25186 


101.20:10-76 X 1/2, 
101.20:10-76 X 3/4, 
101.20:10-76 Y/CM, 
101.20:10-76 Y 1/2, 
101.20:10-76 Y 3/4, 
101.20:10-76 Z/CM, 


78-8690 

78-10712 
78-20175 
78-20176 
78-20177 
78-12683 


101.20:10-76 Z5, 78-10713 


101.20:10-92 C/CM, 


78-20178 


101.20:10-92 C 3, 78-6456 


101.20:10-94 B/CM, 
101.20:10-94 B 1/2, 
101.20:10-94 B 3/4, 


78-4387 
78-4388 
78-4389 


101.20:10-94 B 5, 78-4390 
101.20:10-286, 78-15052 
101.20:10-501, 78-20179 
101.20:10-519, 78-4391 
101.20:10-528, 78-8691 
101.20:10-534, 78-4392 


101.20:11-05 C 1/2, 
101.20:11-31 M 1/2, 
101.20:11-34 E/CM, 
101.20:11-34 F/CM, 
101.20:11-34 F 2/3, 
D 101.20:11-34 H/CM, 


78-25 187 
78-25 188 
78-20180 
78-15053 
78-8692 

78-20181 





D 101.20:11-44 (Test), 78-20182 
D 101.20:11-50/5, 78-10714 

D 101.20:11-60, 78-20183 

D 101.20:11-72, 78-10715 

D 101.20:11-72 E 1/2, 78-25189 
D 101.20:12-02 B-Z/CM, 78-6457 
D 101.20:12-02 E, 78-10716 

D 101.20:12-02 F, 78-12684 

D 101.20:12-02 H, 78-10717 

D 101.20:12-02 J, 78-10718 

D 101.20:12-02 K, 78-8693 

D 101.20:12-02 P 4, 78-10719 

D 101.20:12-02 04, 78-10720 
D 101.20:12-02 R 4, 78-8694 

D 101.20:12-02 T, 78-6458 

D 101.20:12-74 B 1/2, 78-12685 
D 101.20:12-74 D 1/2, 78-20184 
D 101.20:12-74 D3, 78-6459 

D 101.20:12-74 F 1/2, 78-8695 
D 101.20:12-74 F 1/2 ch.1, 78-10721 
D 101.20:12-74 F 3, 78-4393 

D 101.20:12-74 Z 5, 78-10722 

D 101.20:17-11 D/CM, 78-20185 
D 101.20:17-11 D 1/2, 78-4394 
D 101.20:17-11 E/CM, 78-6460 
D 101.20:17-11 E 1/2, 78-8696 
D 101.20:17-11 E 3, 78-6461 

D 101.20:17-11-E 5, 78-4395 

D 101.20:17-12-4, 78-4396 

D 101.20:17-12-6, 78-4397 

D 101.20:17-45/CM, 78-20186 
D 101.20:17-45 N, 78-10723 

D 101.20:17-45 P, 78-10724 

D 101.20:17-45 R, 78-8697 

D 101.20:17-47, 78-23097 

D 101.20:19-25/2, 78-6462 

D 101.20:19-95 B/CM, 78-20187 
D 101.20:19-95 B 1/2, 78-8698 
D 101.20:19-95 B 3, 78-10725 

D 101.20:19-95 B 4, 78-4398 

D 101.20:19-95 B5, 78-6463 

D 101.20:19-95 C/CM, 78-20188 
D 101.20:19-95 C 1/2, 78-15054 
D 101.20:19-95 C 1/2-1, 78-8699 
D 101.20:19-95 C 3, 78-12686 
D 101.20:19-95 C 5, 78-15055 
D 101.20:19-95 D/CM, 78-10726 
D 101.20:21-33, 78-20189 

D 101.20:21-40/2, 78-20190 

D 101.20:21-41, 78-6464 
101.20:21-2(test), 78-6465 
101.20:24-1/2, 78-4399 
101.20:24-16/2, 78-23098 
101.20:24-24, 78-4400 
101.20:24-25, 78-4401 
101.20:30-17 K/CM, 78-15056 
101.20:30-17 K 1/2/3, 78-6466 
101.20:30-17 K 4/5, 78-10727 
101.20:30-17 M, 78-6467 
101.20:30-17 M/CM, 78-8700 
101.20:30-40, 78-15057 
101.20:30-96 B/CM, 78-10728 
D 101.20:30-96 B 3, 78-10729 

D 101.20:30-96 B 4, 78-10730 

D 101.20:30-96 B 5, 78-10731 

D 101.20:30-96 C/CM, 78-1533 
D 101.20:30-96 DCM, 78-20191 
D 101.20:30-96 D 3, 78-6468 
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D 101.20:30-96 D 4, 
101.20:30-96 D 5, 
101.20:30-96 H, 


78-6469 
D 78-12687 
D 78-20192 
D 101.20:30-96 H/CM, 78-25190 
D 101.20:30-97 B, 78-8701 
D 101.20:30-97 B/CM, 78-15058 
D 101.20:30-102, 78-6470 
D 101.20:31-19, 78-4402 

D 101.20:38-2, 78-20193 

D 101.20:42-5-4, 78-6471 

D 101.20:42-5-5, 78-4403 

D 101.20:42-5-6, 78-6472 

D 101.20:42-5-9, 78-23099 
D 101.20:42-5-10, 78-20194 
D 101.20:42-9-9, 78-12688 
D 101.20:42-9-11, 78-23100 
D 101.20:42-9-12, 78-23101 
D 101.20:42-9-13, 78-4404 
D 101.20:42-9-14, 78-8702 
D 101.20:42-9-15, 78-6473 
D 101.20:42-9-19, 78-6474 
D 101.20:42-9-21, 78-23102 
D 101.20:42-10-1, 78-4405 
D 101.20:42-11-3, 
D 101.20:42-11-4, 

D 101.20:42-11-5, 

D 101.20:42-11-6, 

D 101.20:42-11-7, 

D 101.20:42-11-9, 

D 101.20:42-11-11, 

D 101.20:42-11-15, 

D 101.20:42-55-1, 

D 101.20:44-1-2, 78-25194 
D 101.20:44-3, 78-6475 

D 101.20:44-16 B/CM, 78-4406 
D 101.20:44-16 C/CM, 78-6476 
D 101.20:44-16 C/CM/ch.1, 78-20198 
D 101.20:44-16 E/CM, 78-204 

D 101.20:44-16 H/CM, 78-20199 
D 101.20:44-16 J/CM, 78-205 

D 101.20:44-16 P, 78-4407 

D 101.20:44-16 P/CM, 78-206 

D 101.20:44-16 R/CM, 78-207 

D 101.20:44-16 Z 5, 78-4408 

D 101.20:44-23-1, 78-25195 

D 101.20:44-24 M, 78-15059 

D 101.20:44-24 M/CM, 78-15060 
D 101.20:44-24 N, 78-20200 

D 101.20:44-24 N/CM, 78-15061 
D 101.20:44-90, 78-6477 

D 101.20:55-61 Z/CM, 78-6478 
D 101.20:55-64 Z/CM, 78-4409 
D 101.20:55-64 Z 5, 78-4410 

D 20:55-67 G, 78-6479 

D 20:55-67 G/CM, 78-6480 
D 101.20:55-67 N, 78-15062 

D 101.20:55-67 N/CM, 78-20202 
D 101.20:55-67 U, 78-12689 

D 101.20:55-67 U/CM, 78-20201 
D 101.20:55-67 V, 78-10732 

D 101.20:55-67 V/CM, 78-10733 
D 101.20:55-67 W/CM, 78-4411 
D 101.20:55-67 W 3/4, 78-4412 
D 101.20:55-67 X, 78-12690 

D 101.20:55-67 X/CM, 78-15063 
D 101.20:55-67 Y, 78-4413 

D 101.20:55-67 Z, 78-20203 

D 101.20:55-67 Z/CM, 78-15064 


Do not order from index; see indicated entry 





D 101.20:55-68 B, 


D 101.20:55-68 B/CM, 


D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 


101. 


101.20:55-68 D/CM, 


101. 


101.20:55-68 F/CM, 


101. 


101.20:55-68 G/CM, 


101. 
101. 
101. 
101. 
101. 
10}. 
101. 
101. 
101. 
101. 
101. 
101. 
101. 
101. 
101. 
101 
101. 
101. 
101. 
101. 
101 
101. 
101. 
101. 
101 
101. 
101. 
101. 
101. 
101 
101 


.22:55-21, 


20:55-68 D, 
20:55-68 F, 
20:55-68 G, 


20:55-68 H, 


20:55-68 H/CM, 
20:55-68 K/CM, 
20:55-68 K 4, 


20:7 1-2, 
20:90-2, 
20/2:8-1, 
20/2:9-59, 
20/2:9-520, 
20/2:29-118, 
20/2:29-139, 
20/2:30-28, 


20/2:55-1002, 


22:(nos.) 1, 


22:27-(date)-(nos.), 
.22:27-100-Bicentennial, 
22:27-21/ch.3, 

22:27-50-(nos.), 
22:27-100-(nos.), 


22:27-153/3, 


.22:27-162/4/ch.1, 


22:27-173/3, 
22:55-3/5, 
22:55-20, 


22:140-7, 


22:165-13, 
22:190-52, 


.22:310-1/9, 
.22:310-2/4/errata, 


22:310-2/6, 
22:310-4/6, 


22:3 10-4/6/errata, 
.22:310-6/ch.3, 
22:310-6/2/ch.2, 


22:310-6/3, 


22:351-4/ch.1, 
22:351-4/ch.2, 


.22:352-2/2, 


.22:352-4, 
22:360-( nos.), 


22:420-6, 
22:550-9-1, 


.22:550-64/2, 
.22:550-7 1/2, 
.22:550-87/2, 


22:550-182, 
22:550-183, 


.22:550-184, 
.22:550-185, 


.22:600-8-1/ch.1, 
.22:600-8-1/ch.2, 
.22:600-8 -2/ch.1, 
.22:600-8 -2/ch.2, 
.22:600-8 /2/ch.13, 
.22:600-8 -4/2/ch.1, 
.22:600-8 -S/ch.2, 
.22:600-8 -6/ch.1, 
22:600-8 -6/ch.2, 


78-10734 
78-8704 
78-10735 
78-15065 
78-4414 
78-4415 
78-12691 
78-4416 
78-12692 
78-20204 
78-12693 
78-12694 


78-4417 
78-25196 
78-23105 
78-12695 


78-20205 
78-6481 
78-10736 

78-12696 

78-23106 

78-3017 

78-3018 

78-23107 

78-25197 

78-3019 
78-3020 

78-20206 

78-25198 

78-20207 


78-20208 
78-4418 
78-20209 
78-4419 
22:165-(nos.), 


78-3021 


78-20210 
78-15066 


78-20211 
78-25199 
78-23108 
78-6482 
78-25200 
78-25201 
78-25202 
78-25203 
78-12697 
78-12698 
78-4420 


78-8705 


78-3022 


78-15067 


78-10737 
78-6483 
78-4421 
78-10738 
78-208 
78-209 
78-210 
78-4422 
78-12699 
78-12700 
78-12701 
78-12702 
78-25204 
78-20212 
78-12703 
78-12704 
78-12705 
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101.22:600-8-6/ch.3, 
101.22:600-8-6/ch.4, 
101.22:600-8-8/ch.1, 78-12707 
101.22:621-6, 78-10739 
101.22:621-58/2, 78-4423 
101.22:621-60/2, 78-8706 
101.22:621-61/2, 78-10740 
101.22:621-62/2, 78-8707 
101.22:621-65/2, 78-8708 
101.22:621-66/2, 78-4424 
101.22:621-67/2, 78-4425 
101.22:621-73/2, 78-4426 
101.22:621-81, 78-4427 
101.22:621-82, 78-4428 
101.22:621-83, 78-4429 
101.22:621-84, 78-4430 
101.22:621-85, 78-4431 
101.22:621-86, 78-4432 
101.22:621-87, 78-211 
101.22:621-88, 78-212 
101.22:621-90, 78-4433 
101.22:621-91, 78-4434 
101.22:621-92, 78-4435 
101.22:621-93, 78-4436 
101.22:621-94, 78-4437 
101.22:621-95, 78-6484 
101.22:621-96, 78-4438 
101.22:621-97, 78-4439 
101.22:621-98, 78-6485 
101.22:621-99, 78-6486 
101.22:621-100, 78-6487 
101.22:621-101, 78-4440 


78-12706 
78-20213 


101.22:621-103, 78-6489 
101.22:621-105, 78-8709 
101.22:621-106, 78-10741 
101.22:621-107, 78-10742 
101.22:621-108, 78-4441 
101.22:621-108/ch.1, 78-23109 
101.22:621-109, 78-8710 
101.22:621-110, 78-12708 
101.22:621-111, 78-12709 
101.22:621-112, 78-12710 
101.22:621-113, 78-12711 
101.22:621-114, 78-12712 
101.22:621-115, 78-10743 
101.22:621-116, 78-10744 
101.22:621-117, 78-10745 
101.22:621-118, 78-10746 
101.22:621-119, 78-12713 
101.22:621-120, 78-20214 
101.22:621-122, 78-15068 
101.22:621-123, 78-15069 
101.22:621-123/ch.1, 78-20215 


101.22:621-125, 
101.22:621-126, 
101.22:621-127, 
101.22:750-14, 
101.22:750-34, 


101.22/3:706-101, 
101.24:12-71-13 PT, 


D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 101.22:621-102, 78-6488 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
») 


101.24:19-14, 7 
101.24:30-32, 7 
101.24:31-20-1, 


101.47:(v.nos.&nos. ), 


D 
D 
D 
D 101.43:(v.nos.&nos. ), 
D 
D 101.52/3:(v.nos.&nos. ), 
D 


101.52/5:974-75, 
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78-20216 
78-20217 
78-20218 
78-20219 
78-20220 
78-23110 
78-8711 
8-213 
8-16946 
78-15070 
78-3023 
78-3024 
78-3025 
78-12714 





Classification Number Index 


78-12714 

78-23111 

78-214 

78-20221 

78-20222 

78-20223 

78-20224 

78-23112 

78-20225 

78-215 

78-216 

78-217 

78-4442 

78-12715 
.60/2:1191, 78-218 
.60/2:1192, 78-20226 
.60/3:76-1, 78-4443 
.60/3:76-2, 78-4444 
.60/4:76-A7, 78-20227 
.60/4:77-A 6, 78-23113 
.60/4:77-A5S, 78-20228 
.66/2:(v.nos.&nos.), 78-3026 
.68:(v.nos.&nos.), 78-3027 
.69:(v.nos.&nos.), 78-3028 
.74:In 6, 78-25205 
-77:(date/nos.), 78-3030 
.80:75-13, 78-20229 
.80:76-41, 78-219 
81:F 73, 78-25206 
81:L 82, 78-25207 
81:So 4, 78-25208 
81:W 58s, 78-25209 
82:M 59, 78-20230 

101.83:977, 78-23114 

101.84:(v. nos. & nos.), 

101.85:(v.nos.&nos.), 

102.2:Ad 4/978, 


D 101.52/5:976, 
D 101.54:76-1, 
D 101.60:261, 
D 101.60:265, 
D 101.60:267, 
D 101.60:268, 
D 101.60:269, 
D 101.60:271, 
D 101.60:272, 
D 101.60:273, 
101.60:276, 
101.60:277, 
101.60:278, 
101.60:282, 


D 

D 

D 

D 

D 

D 

D 

D 

D 

D 

D 

D 

D 

D 

D 

D 

D 

D 

D 

D 

D 

D 

D 

D 

D 78-3032 

D 78-3033 

D 78-20231 

D 102.6/2:Ed 8/supp., 78-20232 

D 102.22:C 13/2, 78-12716 

D 102.24/2:H-77-21, 78-20233 

D 102.42/8:77-6, 78-23115 

D 102.81:(v.nos.&nos.) nos. & nos.), 78- 
3035 

D 103.1:974/v.1-2, 78-4445 

D 103.1:976/v.2, 78-12717 

D 103.1/2:976/pt.1-5, 78-20234 

D 103.2:Al 6, 78-4446 

D 103.2:B 21/774-974, 

D 103.2:C 24, 

D 103.2:C 88, 78-25211 

D 103.2:C 96, 78-4447 

D 103.2:D 18/v.2-5, 78-12718 

D 103.2:F 22, 78-23116 

D 103.2:F 65/5, 78-20236 

D 103.2:F 76/973-74, 78-4448 

D 103.2:H 92/754-974, 78-4449 

D 103.2:K 46, 78-25212 

D 103.2:L 61/4, 78-25213 

D 103.2:M 56, 78-15071 

D 103.2:M 69 i, 78-23117 

D 103.2:N 42 e/2/775-975, 

D 103.2:N 42 y/775-975, 

D 103.2:N 81 f, 78-12719 

D 103.2:N 81/2, 78-25215 

D 103.2:Oh 3/4/975-76, 78-20238 

D 103.2:Oh 3/5/975, 78-20239 

D 103.2:P 56, 78-15072 

D 103.2:R 31/2, 78-12720 


78-20235 
78-25210 


78-25214 
78-20237 


Do not order from index; see indicated entry 





D 
D 
D 
D 
D 
D 
D 
D 
D 


D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 


103.2:Sa 1/2/929-73, 
103.2:Um 6, 78-25216 
103.2:W 52, 78-25217 
103.6/3:1110-2-2901, 78-23118 
103.6/5:F 65/2, 78-25218 
103.6/5:Sh 7/3/977/v.1-3, 
103.6/5:Si 1, 78-25219 
103.8:4/3, 78-4451 
103.8:20/3, 78-23119 
103.8:38/2, 78-8668 
103.10:3/975, 78-23120 
103.10:4/975, 78-12721 
103.10:4/976, 78-12721 
103.10:5/975, 78-12722 
103.10:5/976, 78-12722 
103.22:B 73/5, 78-4452 
103.22:C 43/3, 78-23121 
103.22:D 37 v, 78-12723 
103.22:D 37/9, 78-12724 
103.22:F 77 f, 78-12725 
103.22:H 32, 78-12726 
103.22:L 81, 78-10747 
103.22:N 73, 78-25220 
103.22:P 92/978, 78-12727 
103.22:R 47 g/S, 78-12728 
103.22:Sa 2 j/3, 78-12730 
103.22:Se 2, 78-12729 
103.22/2:975/supp.2, 78-25221 
103.22/2:977, 78-25222 
103.24/2:C-76-4, 78-20240 
103.24/2:C-76-6/supp.1, 78-20241 
103.24/2:C-77-1, 78-20242 
103.24/2:H-72-2/rp.6, 78-20243 
103.24/2:H-75-4/rp.3, 78-20244 
103.24/2:H-76-1/rp.3, 78-20245 
103.24/2:H-76-1/rp.4, 78-10748 
103.24/2:H-76-12, 78-25223 
103.24/2:H-76-13/rp.2, 78-20246 
103.24/2:H-76-16, 78-20247 
103.24/2:H-76-17, 78-20248 
103.24/2:H-76-18, 78-20249 
103.24/2:H-76-19, 78-25224 
103.24/2:H-76-20, 78-20250 
103.24/2:H-76-22, 78-20251 
103.24/2:H-77-6, 78-6490 
103.24/2:H-77-7, 78-6491 
103.24/2:H-77-11, 78-15073 
103.24/2:H-77-14, 78-15074 
103.24/2:H-77-16, 78-20252 
103.24/2:H-77-18, 78-10749 
103.24/2:H-77-19, 78-25225 
103.24/2:H-77-22, 78-10750 
103.24/2:M-74-8/rp.2, 78-6492 
103.24/2:M-74-8/rp.3, 
103.24/2:M-76-8, 
103.24/2:M-76-10, 78-20253 
103.24/2:M-76-11, 78-25227 
103.24/2:M-77-3/v.1-2, 78-15075 
103.24/2:M-77-4/rpt.5, 78-15076 
103.24/2:S-7 1-6, 78-20254 
103.24/2:S-76-7, 78-20255 
103.24/2:S-76-10, 78-20256 
103.24/2:S-76-11, 78-20257 
103.24/2:S-76-14, 78-20258 
103.24/2:S-76-15, 78-25228 
103.24/2:S-77-6, 78-10751 
103.24/2:S-77-7, 78-10752 
103.24/2:S-77-8, 78-10753 


78-4450 


78-8712 


78-6493 
78-25226 





D 103.24/2:6-570/rep.4, 
D 103.24/4:C-77-11, 


D 103.24/4:H-77-5, 
D 103.24/4:H-77-7, 


D 103.24/4:H-77-9/rpt.1, 


D 103.24/4:H-78-1, 
D 103.24/4:M-76-21 


D 103.24/4:S-76-9, 
D 103.24/4:S-76-18, 


78-15077 
78-10754 
78-15078 
78-20259 
78-10755 
78-25229 


, 78-20260 
D 103.24/4:M-77-12, 
D 103.24/4:S-71-17/rpt.5, 


78-25230 

78-25231 

78-15079 
78-15080 


December 1978 


D 103.33/12:76-47, 
103.33/12:77-3, 
103.33/12:77-4, 
103.33/12:77-5, 
103.33/12:77-6, 
103.33/12:77-7, 
103.33/12:77-8, 
103.33/12:77-9, 


103.33/12:77-11, 


78-20273 
78-15088 
78-20274 
78-25261 
78-25262 
78-4453 
78-4454 
78-4455 

78-4456 

78-4457 


D 103.24/4:S-76-25, 
D 103.24/4:S-77-1, 
D 103.24/4:S-77-3, 
D 103.24/4:S-77-4, 
D 103.24/4:S-77-6, 
D 
D 


78-15081 
78-15082 
78-15083 
78-15084 
78-12731 
78-25232 

78-25233 
78-25234 
78-25235 
78-25236 
78-25237 
78-25238 
78-25239 
78-25240 
103.24/5:H-75-3/rpt.2, 78-25241 
103.24/5:H-77-1, 78-20261 
103.24/5:S-76-1, 78-25242 
103.24/5:S-76-2/rp.2, 78-20262 
103.24/5:S-76-2/rp.3-4, 78-20263 
103.24/7:H-77-1, 78-10756 
103.24/7:S-77-1, 78-6494 
103.24/9:H-76-1, 78-15085 
103.24/9:H-77-1, 78-10757 
103.24/9:N-77-1, 78-20264 
103.24/9:S-76-7, 78-20265 
103.24/9:S-76-8, 78-15086 
103.24/9:S-77-1, 78-15087 
103.24/9:S-77-4/v.1-2, 78-10758 
103.24/12:4, 78-25243 
103.24/12:5/v.1, 78-20266 
78-20266 
103.27:975, 78-16947 
103.27:976, 78-16947 
103.33/5:G 45/v.1-2 & atlas, 
103.33/12:76-7, 
103.33/12:76-13, 


103.24/4:S-77-9, 
103.24/4:S-77-15, 
103.24/4:S-77-17, 
103.24/4:S-77-19, 
103.24/4:S-77-21, 
103.24/4:S-77-26, 
103.24/4:S-78-3, 
103.24/4:S-78-4, 
103.24/4:S-78-8, 


78-6495 
78-25244 
78-25245 


103.33/12:77-12, 
103.33/12:77-14, 
103.33/12:77-15, 
103.33/12:77-16, 
103.33/12:77-17, 
103.33/12:77-18, 


78-4458 
78-25263 
78-10759 
78-10760 
78-10761 
78-10762 
78-10763 
78-10764 
78-15089 
78-15090 
78-10765 
78-10766 
78-15091 
78-10767 
78-10768 
78-10769 
78-3036 
78-220 
78-12732 
78-23122 
78-4459 
78-20275 
78-20276 
78-20277 
78-20278 
78-20279 
78-20280 
78-20281 
78-20282 
78-20283 
78-20284 
78-20285 


D 
D 
D 
D 
D 
D 
D 
D 103.33/12:77-10, 
D 
D 
D 
D 
D 
D 
D 


103.33/12:77-19, 
103.33/12:77-20, 
103.33/12:77-21, 
103.33/12:77-23, 
103.33/12:77-25, 
103.33/12:77-26, 
103.33/12:77-27, 
103.33/12:77-28, 
103.33/12:77-29, 
103.33/12:77-30, 
103.33/13:(nos.), 
103.35:Ar 4/977, 
103.35:Id 1/977, 
103.35:K 41/975, 
103.42:28/errata, 
103.42/4:78-1, 
103.42/4:78-2, 
103.42/4:78-3, 
103.42/4:78-4, 
103.42/4:78-5, 
103.42/4:78-6, 
103.42/4:78-7, 
103.42/4:78-8, 
103.42/4:78-9, 
103.42/4:78-10, 


103.42/5:76-3/v.1, 78-20286 
103.42/5:77-1, 78-12733 
103.42/7:8, 78-25264 
103.42/7:11, 78-25265 
103.42/7:12, 78-4460 


D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 


103.42/10:76-9, 
103.42/10:76-10, 
103.42/10:76-11, 
103.42/10:76-12, 
193.42/10:76-13, 
103.42/10:76-14, 
103.42/10:76-15, 
103.42/10:76-16, 
103.42/10:76-17, 
103.42/10:76-18, 
103.42/10:76-19 


78-20294 
78-15101 
78-20295 
78-12735 
78-15102 
78-20296 
78-20297 
78-15103 
78-20298 
78-20299 
78-20300 


103.42/10:76-19/errata, 78-20300 


103.42/10:76-20, 


103.42/10:77-1, 
103.42/10:77-2, 
103.42/10:77-3, 
103.42/10:77-4, 
103.42/10:77-5, 
103.42/10:77-9, 


103.42/10:77-10, 
103.42/10:77-11, 
103.42/10:77-12, 
103.42/10:77-13, 


103.42/11:(v.nos 
103.42/12:77-1, 
103.42/12:77-2, 
103.42/12:77-3, 
103.42/12:77-4, 
103.42/12:77-4/e 
103.42/12:77-5, 
103.42/12:77-6, 
103.42/12:77-8, 
103.43:360-1-11, 


103.43:415-345-2, 
103.43:415-345-3, 
103.43:415-345-4, 
103.43:500-1-1/2, 
103.43:1110-1-5, 
103.43:1130-2-411, 


78-25267 
78-25268 
78-20301 
78-25269 
78-12736 
78-15104 
78-10773 

78-10774 

78-10775 

78-20302 

78-15105 

.&nos.), 78-3037 
78-10776 
78-10777 
78-10778 
78-10779 

trata, 78-25270 
78-10780 
78-12737 
78-25271 

78-6496 
78-4461 
78-4462 
78-6497 
78-16948 

78-6498 

78-4463 


103.45:974, 78-16949 
103.45:975, 78-16949 


103.45/2:973, 
103.45/2:974, 
103.45/4:973, 
103.45/4:974, 
103.45/4:975, 


78-16950 
78-16950 
78-16951 
78-16951 
78-16951 


103.47:Al 1/pt.3/supp.1, 78-20303 


78-25246 


103.33/12:76-16, 
103.33/12:76-20, 
103.33/12:76-23, 
103.33/12:76-24, 
103.33/12:76-28, 
103.33/12:76-29, 
103.33/12:76-30, 
103.33/12:76-31, 
103.33/12:76-32, 
103.33/12:76-33, 
103.33/12:76-34, 
103.33/12:76-36, 
103.33/12:76-37, 
103.33/12:76-38, 
103.33/12:76-40, 
103.33/12:76-41, 
103.33/12:76-42, 
103.33/12:76-43, 
103.33/12:76-44, 
103.33/12:76-45, 
D 103.33/12:76-46, 


D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 103.24/12:5/v.2/pt.2, 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 


78-25247 
78-25248 
78-25249 
78-25250 
78-25251 
78-25252 
78-20267 
78-25253 
78-20268 
78-20269 
78-20270 
78-25254 
78-25255 
78-25256 
78-25257 
78-25258 
78-20271 
78-25259 
78-25260 
78-20272 





103.42/7:13, 
103.42/8:76-7, 
103.42/8:76-8, 
103.42/8:76-9, 
103.42/8:76-10, 
103.42/8:76-11, 
103.42/8:77-3, 
103.42/8:77-4, 
103.42/8:77-5, 


103.42/8:77-7/v.2, 


103.42/8:77-8, 

103.42/8:77-9, 

103.42/8:77-10, 
103.42/8:77-11, 
103.42/10:76-1, 
103.42/10:76-2, 
103.42/10:76-4, 
103.42/10:76-5, 
103.42/10:76-6, 
103.42/10:76-7, 


D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 103.42/4:78-11, 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 103.42/10:76-8, 


Do not order from index; see indicated entry 


78-25266 


78-15092 
78-15093 
78-15094 
78-15095 
78-15096 
78-20287 
78-12734 
78-20288 
78-15097 
78-10770 
78-10771 
78-10772 
78-15098 
78-15099 
78-15100 
78-20289 
78-20290 
78-20291 
78-20292 
78-20293 





D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
> 


D 
D 
D 
D 
D 
D 
D 
D 
D 


103.47:Am 4, 7 
103.47:Ap 6, 

103.47:As 3/2, 
103.47:Au 7/11, 
103.47:B 39/5, 
103.47:B 44/3, 
103.47:B 64/4, 
103.47:B 65/2, 
103.47:B 73/5, 
103.47:B 85/6, 
103.47:B 92/4, 
103.47:C 14/5, 
103.47:C 15, 

103.47:C 16/5, 
103.47:C 29, 

103.47:C 91/3, 


8-4464 


78-4465 


78-12738 
78-12739 

78-4466 

78-12740 
78-12741 
78-4467 

78-12742 
78-4468 

78-12743 
78-12744 


78-4469 


78-25272 


78-12745 


78-4470 


103.47:D 81, 
103.47:D 89, 


103.47:Ea 7/3, 


103.47:El 1 p, 
103.47:F 55, 


78-4471 
78-23123 
78-4472 
78-4473 
78-4474 
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D 103.47:F 67, 
D 103.47:F 77 b, 
D 103.47:F 77 b/2, 
D 103.47:F 77 b/3, 
D 103.47:F 94/2, 
D 103.47:G 59, 
D 103.47:H 18/3, 
D 103.47:H 19/7., 
D 103.47:H 24/6, 
D 103.47:H 24/7, 
D 103.47:H 38/5, 
D 103.47:H 78, 
D 103.47:K 77, 
D 103.47:L 11 v, 
D 103.47:L 11 v/2, 
D 103.47:L 32/2, 
D 103.47:L 99, 
D 103.47:M 17, 
D 103.47:M 83/2, 
D 103.47:N 33, 
D 103.47:N 66, 
D 103.47:Ok 4, 
D 103.47:O1 1 t, 
103.47:P 22, 
103.47:P 77/4, 


o 


103.47:P 87, 
103.47:R 59/5, 
103.47:Sa 2 c/6, 
103.47:Se 4/2, 
103.47:Sh 3/2, 
103.47:Sm 9, 
103.47:T 33, 


103.47:T 82/3, 
103.47:V 23, 

103.47:W 52/3, 
103.47:W 63/3, 
103.47/2:Ac 7, 


103.47/2:Au 7/8, 
103.47/2:C 14/6, 
103.47/2:C 16/4, 
103.47/2:C 16/5, 


103.47/2:D 23, 
103.47/2:D 81, 


103.47/2:H 19/5, 
103.47/2:H 19/6, 
103.47/2:H_ 19/7, 
103.47/2:H 19/8, 
103.47/2:H 19/9, 


103.47/2:H 24/4, 
103.47/2:L 38/2, 
103.47/2:M 31/7, 
103.47/2:M 76/6, 
103.47/2:M 76/7, 
103.47/2:M 76/8, 
103.47/2:M 79, 
103.47/2:M 83, 
103.47/2:Ok 4, 
103.47/2:0n 6/3, 
103.47/2:Or 1/7, 
103.47/2:P 22, 
103.47/2:P 96/7, 


D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
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103.47/2:H 19/10, 


78-4475 
78-25273 


78-25274 


78-4476 
78-20304 
78-4477 
78-4478 

78-25275 
78-23124 
78-12746 
78-23125 
78-4479 
78-8713 
78-8714 

78-4480 
78-25276 
78-4481 

78-20305 

78-25277 
78-4482 
78-12747 
78-12748 

78-221 
78-4483 

78-15106 
103.47:P 77/4/errata, 
78-4484 

78-4485 

78-23126 
78-23127 
78-23128 

78-8715 
78-23129 
103.47:T 73/3/app., 


78-15106 


78-23130 


78-23131 
78-23132 

78-25278 
78-6499 
78-10781 
103.47/2:Al 1/pt.3, 


78-23133 
78-10782 
78-10783 
78-10784 
78-23134 


103.47/2:C 29, 78-23135 
78-10785 
78-23136 
103.47/2:F 85/3/no.1, 
103.47/2:F 85/3/no.2, 


78-10786 
78-10787 
78-10788 
78-10789 
78-10790 
78-10791 
78-10792 
78-10793 
78-23137 
78-23138 
78-10794 
78-10795 
78-10796 
78-10797 


78-10798 
78-23139 
78-23140 


78-10799 


78-10800 
78-23141 
78-10801 





Classification 


D 103.47/2:P 96/8, 
D 103.47/2:R 48/2, 
D 103.47/2:R 52/2, 
D 103.47/2:Sh 3, 
D 103.47/2:Si 3, 
D 103.47/2:St 6/4, 
D 103.47/2:T 33, 
D 103.47/2:V 23, 
D 103.47/2:W 25/2, 
D 103.47/2:W 43, 
D 103.47/2:W 52/3, 
D 103.47/2:W 68/2, 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 


103.48:(v.nos.&nos.), 


103.53:M-213, 
103.53:P-82, 

103.53/5:C-45, 
103.53/5:C-74, 
103.53/5:E-94, 


103.62:Ap 1, 
103.62:Ar 2, 


103.62:At 6, 


103.62:B 38/draft rev., 
78-4486 
103.62:C 14/draft, 
103.62:C 14/insert, 


103.62:C 14, 


103.62:C 14/2, 
103.62:C 17, 
103.62:C 36/2, 
103.62:C 72, 
103.62:C 83, 


D 

D 

D 

D 

D 

D 

D 

D 

D 

D 

D 

D 

D 

D 

D 

D 

D 103.62:J 59, 

D 103.62:K 14, 
D 103.62:L 14, 
D 103.62:L 95/2, 
D 103.62:M 28/2, 
D 103.62:M 33, 
D 103.62:M 33/2, 
D 

D 103.62:M 69/2, 
D 103.62:N 22/977, 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 


103.62:N 22/977/draft, 
103.62:N 22/978-79/draft, 
78-23159 
78-25291 
78-8717 
78-23160 
103.62:P 77/statement, 


103.62:N 27, 
103.62:N 42 h, 
103.62:0m 1, 
103.62:Om 1/2, 


103.62:P 19, 
103.62:P 26, 


103.62:P 77, 
103.62:P 83 s, 
103.62:P 96, 
103.62:R 13, 
103.62:R 18, 


103.62:Sa 1, 


103.62:Si 9/draft, 


Do not order from index; see indicated entry 


Number Index 


78-23142 
78-10802 
78-10803 


78-23143 
78-10804 
78-10805 
78-10806 
78-10807 


78-23144 


78-23145 


78-23146 
78-23147 
78-3038 


78-20306 
78-20307 

78-20308 
78-15107 
78-15108 
103.55/2:W 29/v.7, 


78-23148 


78-8716 
78-25279 
103.62:At 6/statement, 


78-25280 


78-23149 
103.62:B 23/supp., 


78-10808 
78-25281 


78-4487 
78-4486 


78-23150 
78-23151 
78-25282 
78-6500 
78-25283 
103.62:Ea 7 b/draft, 
103.62:Ea 7/2/draft, 
103.62:G 79/rev.draft, 
103.62:G 79/supp., 
103.62:H 16/draft, 


78-23152 
78-25284 
78-25285 
78-25286 
78-6501 


78-23153 
78-25287 
78-23154 
78-23155 
78-25288 
78-23156 
78-25289 
103.62:M 69/2/statement, 
78-23158 


78-12749 
78-12750 


78-4488 


78-6502 
78-4489 
103.62:P 36/rev.draft, 


78-12751 


78-15109 
78-25292 
78-23161 
78-25293 
78-25294 
103.62:R 91/draft supp., 


78-23162 


78-15110 
103.62:Sa 5 a/draft/rev., 
103.62:Se 2/draft, 


78-23163 
78-25295 
78-4490 


78-23157 


78-25290 





D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 


D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 
D 


D 


103.62:T 53/draft, 78-23164 
103.62:V 27, 78-23165 
103.62:W 58 o/draft, 78-23166 
103.63:T 34, 78-25296 
103.63/2:(nos.), 78-3040 
103.67:976, 78-12752 
103.67:977, 78-20309 
103.115:(v.nos.&nos. ), 
103.310:2, 78-16952 
104.1:973, 78-23167 
104.2:H 34, 78-25297 
104.2:K 54/2, 78-4491 
104.6/2:R 31, 78-222 
104.11/2:In 8/v.1, 78-20310 
104.15/5:(nos.), 78-3042 
104.28:(v.nos.&nos.), 78-3043 
104.28:28, 78-20311 
104.29:23, 78-20312 
106.21:75-95-FEL, 78-25298 
106.21:75-116-FEL, 78-25299 
106.21:76-27-FEL, 78-8718 
106.21:76-28-FEL, 78-8719 
106.21:76-29-FEL, 78-25300 
106.21:76-31-FEL, 78-8720 
106.21:76-32-FEL, 78-25301 
106.21:76-33 FEL, 78-8721 
106.21:76-37-FSL, 78-25302 
106.21:76-43-FSL, 78-25303 
106.21:76-56-FEL, 78-25304 
108.2:C 88/v.1, 78-23168 
109.2:M 59, 78-20313 
110.7:(v.nos.&nos.), 78-3044 
111.9/4:77-3, 78-20314 
111.9/4:77-4, 78-12753 
111.9/4:77-5, 78-25305 
111.9/4:5577, 78-20315 
111.9/4:5584, 78-8675 
111.9/4:5801, 78-20316 
111.9/4:5813, 78-20317 
111.9/4:5818, 78-20318 
111.9/4:5819, 78-20319 
111.9/4:5820, 78-20320 
111.9/4:5821, 78-20321 
111.9/4:5822, 78-20322 
111.9/4:5825, 78-20323 
111.9/4:5827, 78-20324 
111.14:(v.nos.&nos), 78-3045 
114.7:P ll/v.1, 78-20325 
114.10:977-78, 78-25306 
114.14:4/2/v.1, 78-25307 
114.14:4/2/v.2, 78-25308 
114.14:14, 78-15111 
114.14:15, 78-1534 
114.14:16/v.1, 78-10809 
114.14:16/v.2, 78-23169 
114.14:17, 78-25309 
114.15:974, 78-23170 
114.15:976, 78-12754 
114.16:(nos.), 78-3046 
117.8/2:76-5, 78-23171 
117.8/2:76-14, 78-20326 
117.8/2:76-24, 78-20327 
117.8/2:76-27, 78-23172 
117.8/2:76-31, 78-20328 
117.8/2:76-32, 78-23173 
117.8/2:76-36, 78-20329 
117.8/2:76-37, 78-20330 
117.8/2:76-42, 78-23174 


78-3041 





117.8/2:77-2, 
117.8/2:77-6, 
117.8/2:77-13, 
117.8/2:77-14, 78-20332 
117.8/2:77-18, 78-10811 
117.8/2:77-19 A, 78-10812 
117.8/2:77-19 B, 78-20333 
117.8/2:77-20, 78-10813 
117.8/2:77-22, 78-10814 
117.8/2:77-26, 78-10815 
117.8/2:77-27, 78-10816 
117.8/2:77-30, 78-20334 
117.8/2:77-31, 78-10817 
117.8/2:78-7, 78-20335 
118.9:(v.nos.&nos.), 78-3047 
.2:C 18, 78-20336 
.2:D 13, 78-15112 
.2:In 8/2/v.1-2, 78-6503 
.2:N 22/7, 78-25310 
.2:N 22/8, 78-6504 
.2:N 88, 78-20337 
.2:Sh 6, 78-23175 
.2:So 8/2/978, 78-23176 
.2:T 73/2, 78-8722 
.6:P 96/974/ch.2, 78-12755 
.6/10:(date), 78-3048 
.6/12:C 73/3, 78-15113 
.6/12:P 93, 78-10818 
.6/12:P 93/977, 78-10819 
.6/12:R 31, 78-25311 
.6/14:(date/nos.), 78-3049 
.17:(date), 78-3050 
.21:3449, 78-4492 
.21:3473, 78-20338 
.21:3475, 78-20339 
.21:3478, 78-20340 
.21:3482, 78-20341 
.21:3485, 78-4493 
.21:3490, 78-20342 
.21:3492, 78-4494 
.21:3519, 78-4495 
.21:3521, 78-20343 
.21:3530, 78-20344 
.21:3535, 78-4496 
.21:3560, 78-20345 
.21:3565, 78-20346 
.21:3569, 78-10820 
.21:3573, 78-20347 
.21:3581, 78-20348 
.21:3583, 78-20349 
.21:3587, 78-20350 
.21:3597, 78-20351 
.21:3615, 78-20352 
.21:3624, 78-20353 
.21:3645, 78-10821 
.21:3687, 78-10822 
.21/4:71-100, 78-15114 
.26:(date), 78-3052 
.2:At 6/974/v.1, 78-4497 
2.2:At 6/974/v.2, 78-8723 
D 202.2:At 6/976/v.3, 78-6505 
D 202.9:(date), 78-3053 
D 202.13:(v.nos.&nos.), 78-3054 
D 202.19:(date), 78-3055 
D 202.20:(v.nos.&nos.), 78-3056 
D 204.9:(v.nos.&nos.), 78-3057 
D 205.9:975, 78-6506 
D 205.9:977, 78-6507 


78-2033 1 
78-223 
78-10810 


couvvv0v0oCcC000os 





December 1978 


D 205.9:978, 


D 206.2:J 32, 


D 206.8/2:977, 


D 206.11:971-72, 
D 206.11:973-74, 


D 206.15:(v.nos.&nos.), 
D 207.2:L 62/967-75, 
D 207.10/2:W 65/798-877, 


D 207.11:H 62/3, 


D 207.15:(v.nos.&nos.), 


D 207.17:(nos.), 


D 207.208/2:H 88, 


D 207.208/2:J 82/2/978, 


D 207.208/2:L 52, 


D 207.208/2:M 56/2, 


D 207.208/2:M 59, 


D 207.208/2:P 43/2, 


D 207.208/2:P 45, 


D 207.208/2:P 45/2, 


D 207.208/2:R 11, 
D 207.208/2:St 3, 
D 207.208/2:St 7, 


D 207.208/2:T 67/2, 


D 207.208/4:C 96, 
D 207.208/4:F 49, 
D 207.208/4:Or 4, 
D 207.208/4:P 26, 
D 207.208/4:P 44, 
D 207.208/4:P 44, 


D 207.208/4:W 37, 


D 207.209:(date), 


D 207.309:(v.nos.&nos. ), 
78-6508 
D 208.2:F 98/4/978, 


D 208.2:B 56, 


78-23177 
D 206.2:D 43/3/962-77, 
78-16953 
D 206.6/3:M 46/2/978, 
D 206.6/3:Su 7/978, 
D 206.7:(v.nos.&nos. ), 
D 206.8/2:976/ch.91, 


78-224 


78-20354 

78-23178 
78-3058 

78-12756 


78-12757 
D 206.10:811, 78- 
D 206.10:812, 78- 
D 206.10:828, 78- 
D 206.10:830, 78- 
D 206.10:832, 78- 


20355 

20356 

20357 

20358 

20359 

78-12758 

78-23179 
78-3059 

78-23180 

78-20360 

78-12759 

78-3060 


78-3061 
D 207.18:(v.nos.&nos.), 

D 207.208/2:Ae 8/2, 
D 207.208/2:Ai 7/3/977, 
D 207.208/2:Ai 7/4, 
D 207.208/2:Av 5/6/978, 
D 207.208/2:Av 5/19, 
D 207.208/2:Av 5/20, 
D 207.208/2:Av 5/21, 
D 207.208/2:Av 5/22, 
D 207.208/2:Av 5/23, 
D 207.208/2:Av 5/24/974, 
D 207.208/2:Av 5/975, 

D 207.208/2:B 63/2/976, 
D 207.208/2:B 63/4, 
D 207.208/2:C 76/2, 
D 207.208/2:C 83/man.1, 
D 207.208/2:C 83/man.4, 
D 207.208/2:C 83/man.5, 
D 207.208/2:C 88/2, 
D 207.208/2:D 63/2, 
D 207.208/2:E! 2/6, 
D 207.208/2:F 51/2, 
D 207.208/2:G 95/2, 
D 207.208/2:G 95/3, 


78-3062 
78-4498 
78-4499 
78-1535 
78-20361 
78-1536 
78-4500 
78-8724 
78-12760 
78-15115 
78-25312 
78-15116 
78-20362 
78-20363 
78-25313 
78-25314 
78-8725 
78-4501 
78-20364 
78-4502 
78-4503 
78-20365 
78-1537 
78-15117 
78-15118 
78-20366 
78-1538 
78-12761 
78-1539 
78-1540 
78-1541 
78-4504 
78-25315 
78-4505 
78-20367 
78-1542 
78-23181 
78-15119 
78-4506 
78-20368 
78-1543 
78-15120 
78-1544 
78-3063 
78-3064 


78-20369 


Do not order from index; see indicated entry 





D 208.2:It 1 ca, 
D 208.2:It 1 r, 
D 208.2:It 1 so, 
D 208.2:T 18, 


D = 208.6/3:C 
10826 

D  208.6/3:C 
10827 

D  208.6/3:C 
10828 

D = 208.6/3:C 
10829 


D 208.6/3:C 86, 
D 208.6/3:D 84, 
D 208.6/4:G 31, 
D 208.6/4:G 79, 
D 208.6/4:N 16, 


D 208.12:976, 
D 208.12:977, 


D 208.12/2:977, 
D 208.12/3-2:( date/nos.), 
D 208.19:(date ), 

D 208.109:977-78, 
D 208.109:978-79, 
D 208.209:(v.nos.&nos. ), 
78-225 


D 208.210:3, 
D 209.2:W 27, 


D 209.13:(v.nos.&nos.), 
D 209.14:El 2/966/rep., 


D 209.14:Eq 5, 
D 209.14:H 79, 


D 209.14:J 25/962/rep., 
D 209.14:J 25/977, 
D 209.14:M 28/3, 


D 209.14:N 88, 
D 209.14:N 88, 


D 209.14:P 28/977, 
D 209.14:P 28/978, 


D 209.14:Sh 7, 


D 209.14:Sh 7/2, 
D 209.14:T 68/971/rep., 
D 209.14/2:1/2/ch.2, 
D 209.14/2:2/3/rep., 
D 209.14/2:4/2/rep./ch.3, 
D 209.14/2:5/3/ch.2, 
D 209.14/2:6/4, 
D 209.14/2:26/2/rep., 
D 209.14/2:33/4/rep., 
D 209.14/2:34/4, 
D 209.14/2:36/2/rep., 
D 210.2:C 76/978, 
D 210.2:Ed 8/v.31, 
D 210.2:Ed 8/v.32, 
D 210.2:Sci 2/4/946-76, 
D 210.3/2:(v.nos.&nos. ), 
D 210.3/3:(v.nos.&nos.), 


D 210.8:7937, 
D 210.8:7952, 
D 210.8:7953, 
D 210.8:7958, 
D 210.8:7959, 


78-20370 
78-16954 
78-20371 


78-15121 
D 208.3/2:(date), 
D 208.6/2:(date), 
D 208.6/3:C 56/2/978/v.1, 

D 208.6/3:C 56/2/978/v.2, 

D 208.6/3:C 56/4/sec.1/ch.2, 
D 208.6/3:C 56/4/sec.1/ch.3, 
D 208.6/3:C 56/4/sec.1/ch.4, 


78-3065 

78-3066 

78-25316 

78-25317 
78-10823 
78-10824 
78-10825 

56/4/sec.2/977/ch.1, 


56/4/sec.2/977/ch.2, 
56/4/sec.2/977/ch.3, 
56/4/sec.2/977/ch.4, 


78-4507 
78-4508 
78-6509 
78-6510 
78-25318 
78-15122 
78-12762 
78-16955 
78-3068 
78-3069 
78-12763 
78-12763 
78-3070 


78-6511 
78-3071 
78-6512 
78-226 
78-8726 
78-6513 
78-23182 

78-227 
78-15123 
78-20372 
78-4509 
78-20373 
78-228 

78-4510 
78-10830 
78-12764 
78-15124 
78-12765 
78-12766 
78-25319 
78-25320 
78-229 
78-4511 
78-4512 
78-23183 
78-23184 
78-12767 
78-15125 

78-3072 
78-3073 

78-25321 
78-25322 
78-10831 
78-25323 
78-10832 
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D 210.8:7964, 
D 210.8:7973, 
D 210.8:7983, 
D 210.8:7985, 
D 210.8:7986, 
D 210.8:7987, 
D 210.8:7992, 
D 210.8:7993, 
D 210.8:8002, 
D 210.8:8003, 
D 210.8:8004, 
D 210.8:8006, 
D 210.8:8009, 
D 210.8:8013, 
D 210.8:8014, 
D 210.8:8015, 
D 210.8:8016, 
D 210.8:8019, 
D 210.8:8020, 
D 210.8:8021, 
D 210.8:8030, 
D 210.8:8031, 
D 210.8:8032, 
D 210.8:8035, 
D 210.8:8036, 
D 210.8:8037, 
D 210.8:8038, 
D 210.8:8039, 
D 210.8:8040, 
D 210.8:8042, 
D 210.8:8043, 
D 210.8:8046, 
D 210.8:8047, 
D 210.8:8049, 
D 210.8:8050, 
D 210.8:8051, 
D 210.8:8055, 
D 210.8:8056, 
D 210.8:8062, 
D 210.8:8063, 
D 210.8:8064, 
D 210.8:8066, 
D 210.8:8068, 
D 210.8:8071, 
D 210.8:8073, 
D 210.8:8074, 
D 210.8:8082, 
D 210.8:8084, 
D 210.8:8085, 
D 210.8:8086, 
D 210.8:8087, 
D 210.8:8088, 
D 210.8:8091, 
D 210.8:8093, 
D 210.8:8094, 
D 210.8:8099, 
D 210.8:8101, 
D 210.8:8104, 
D 210.8:8107, 
D 210.8:8108, 
D 210.8:8111, 
D 210.8:8113, 
D 210.8:8114, 
D 210.8:8118, 
D 210.8:8119, 
D 210.8:8123, 
D 210.8:8131, 
D 210.8:8132, 
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78-20374 
78-6514 

78-20375 
78-20376 
78-25324 
78-25325 
78-25326 
78-20377 
78-10833 
78-25327 
78-20378 
78-10834 
78-20379 
78-10835 
78-10836 
78-25328 
78-20380 
78-20381 
78-20382 
78-20383 
78-20384 
78-25329 
78-25330 
78-20385 
78-25331 
78-25332 
78-10837 
78-10838 
78-20386 
78-25333 
78-20387 
78-10839 
78-23185 
78-25334 
78-25335 
78-25336 
78-25337 
78-20388 
78-10840 
78-20389 
78-20390 
78-10841 
78-10842 
78-2039 1 
78-20392 
78-25338 
78-20393 
78-10843 
78-20394 
78-25339 
78-25340 
78-10844 
78-6515 

78-20395 
78-20396 
78-20397 
78-20398 
78-25341 
78-25342 
78-25343 
78-23186 
78-4513 

78-23187 
78-20399 
78-25344 
78-23188 
78-25345 
78-25346 





Classification Number Index 


D 210.8:8133, 78-25347 

D 210.8:8139, 78-25348 

D 210.8:8147, 78-25349 

D 210.8:8166, 78-10845 

D 210.8/2:3456, 78-20400 

D 210.8/2:3489, 78-23189 

D 210.8/2:3490, 78-25350 
D 210.8/2:3525, 78-20401 

D 210.8/2:3581, 78-10846 
D 210.8/2:3588, 78-10847 

D 210.8/2:3610, 78-10848 
D 210.8/2:3622, 78-8727 

D 210.8/2:3627, 78-10849 

D 210.8/2:3628, 78-20402 
D 210.8/2:3644, 78-20403 
D 210.8/2:3646, 78-10850 
D 210.8/2:3662, 78-10851 

D 210.11:(v.nos.&nos.), 78-3074 
D 210.12:(v.nos.&nos.), 78-3075 
D 210.15:ACR-221, 78-8728 
D 210.17:(date), 78-3076 

D 210.17/2:974, 78-20404 
D 210.17/2:975, 78-20404 
D 211.2: El 2/8, 78-15750 


D 211.6/2:D 64/973/v.2/ch.1, 78-20405 


D 211.22:(v.nos.&nos.), 78-3077 
D 212.14:(v.nos.&nos.), 78-3078 


| D 213.7:978/1, 78-12768 


D 213.7:978/2, 78-23190 

D 213.8:979, 78-23191 

D 213.8/3:979, 78-12769 

D 213.8/3:980, 78-23192 

D 213.10:24/pt.2, 78-12770 

D 213.10:24/pt.3, 78-12770 

D 213.11:979, 78-12771 

D 213.11:979/insert, 78-12771 
D 214.9/4:6-1/5, 78-23193 

D 214.9/4:6-2/4, 78-16956 

D 214.9/4:6-3/4, 78-20406 

D 214.9/4:6-4/4, 78-20407 

D 214.9/4:7-1/4, 

D 214.9/4:9-2/4, 

D 214.10:(v.nos.&nos.), 78-3079 
D 214.13:Av 5/2, 78-10852 

D 214.13:Ea 3/868-968, 78-4514 
D 214.13:Sp 3, 78-6516 

D 214.13:V 67/2/966, 78-4515 
D 214.13:V 67/954-64, 78-4516 
D 214.16:M 33/2, 78-15126 

D 216.8:(v.nos.&nos.), 78-3080 
D 218.9:1-77, 78-12772 

D 218.9:1-78, 78-12773 

D 220.10:So 8/v.1-2, 78-8729 

D 301.2:Ai 7/29/961-73, 78-4517 
D 301.2:Ai 7/30, 78-16958 

D 301.2:Ar7, 78-230 

D 301.2:H 36/2, 78-4518 

D 301.2:In 8/2/945-64, 78-10853 
D 301.2:St 2/3, 78-20409 

D 301.2:Un 4, 78-6517 

D 301.6/4-2:(date/nos.), 78-3081 
D 301.6/5:P 27, 78-25351 

D 301.7:3-7, 78-6518 

D 301.7:10-4/3/ch.1, 78-15127 
D 301.7:19-10, 78-20410 

D 301.7:25-1/2/rep., 78-25352 
D 301.7:30-3/5/v.2/ch.2, 78-15128 
D 301.7:30-3/5/v.8/ch.1, 78-15129 


Do not order from index; see indicated entry 





D 301.7:50-5/v.2/ch.2, 78-12774 
D 301.7:50-5/v.2/ch.3, 78-12775 
D 301.7:51-37/(nos.), 78-3082 

D 301.7:85-25/ch.7, 78-12776 

D 301.7:87-18, 78-20411 

D 301.7:160-47/2, 78-4519 

D 301.8:(v.nos.&nos.), 78-3083 
D 301.25:(date/nos.), 78-3084 

D 301.26:(v.nos.&nos.), 78-3085 
D 301.26/2:(v.nos.&nos.), 78-3086 
D 301.26/6:Ac 3/965-73, 78-4520 
D 301.26/6:M 58/v.1, 78-12777 
D 301.35:12-36, 78-25353 

D 301.35:200-21, 78-20412 

D 301.35:215-4, 78-23194 

D 301.38/4:(v.nos.&nos.), 78-3087 
D 301.44:(v.nos.&nos.), 78-3088 
D 301.45:Ai 7/2/977, 78-6519 

D 301.45:N 42/phase 1-3, 78-6520 
D 301.45/27:75-21, 78-4521 

D 301.45/27:75-69, 78-20413 

D 301.45/27:75-72, 78-20414 

D 301.45/27:75-72, 78-20415 

D 301.45/27:75-75, 78-20416 

D 301.45/27:75-78, 78-20417 

D 301.45/27:75-81, 78-23195 

D 301.45/27:76-9 (errata), 78-4522 
D 301.45/27:76-2, 78-4523 

D 301.45/27:76-5, 78-20418 

D 301.45/27:76-6, 78-20419 

D 301.45/27:76-7, 78-20420 

D 301.45/27:76-9 (corr.), 78-4524 
D 301.45/27:76-10, 78-20421 

D 301.45/27:76-11, 78-23196 

D 301.45/27:76-21, 78-10854 

D 301.45/27:76-37, 78-4525 

D 301.45/27:76-40, 78-4526 

D 301.45/27:76-42, 78-4527 

D 301.45/27:76-49, 78-20422 

D 301.45/27:76-50, 78-20423 

D 301.45/27:76-52, 78-4528 

D 301.45/27:76-54, 78-4529 

D 301.45/27:76-55, 78-4530 

D 301.45/27:76-60, 78-4531 

D 301.45/27:76-61, 78-4532 

D 301.45/27:76-62 (1), 78-6524 
D 301.45/27:76-62 (2), 78-6525 
D 301.45/27:76-63, 

D 301.45/27:76-64, 

D 301.45/27:76-65, 

D 301.45/27:76-66, 

D 301.45/27:76-67, 

D 301.45/27:76-68, 

D 301.45/27:76-70, 

D 301.45/27:76-71, 

D 301.45/27:76-73, 

D 301.45/27:76-74 (1), 78-20427 
D 301.45/27:76-75, 78-4537 

D 301.45/27:76-76, 78-4538 

D 301.45/27:76-77, 78-4539 

D 301.45/27:76-78, 78-4540 

D 301.45/27:76-80, 78-4541 

D 301.45/27:76-84, 78-4542 

D 301.45/27:76-86, 78-6523 

D 301.45/27:76-88, 78-20428 

D 301.45/27:76-89, 78-4543 

D 301.45/27:76-91, 78-4544 

D 301.45/27:76-92, 78-4545 





December 1978 


D 301.45/27:77-1, 78-4546 D 301.45/27-3:76-11, 78-15162 
D 301.45/27:77-2, 78-20429 D 301.45/27-3:76-12, 78-15163 
D 301.45/27:77-4, 78-4547 D 301.45/27-3:76-13, 78-15164 
D 301.45/27:77-5, 78-20430 D 301.45/27-3:76-14, 78-15165 


D 301.45/27:77-6, 78-4548 D 301.45/27-3:76-15, 78-15166 D 301.45/27-3:77-54, 78-15207 
D 301.45/27:77-7, 78-4549 D 301.45/27-3:76-17, 78-15167 D 301.45/27-3:77-56, 78-15208 
D 301.45/27:77-8, 78-4550 45/27-3:76-19, 78-10858 D 301.45/27-3:77-57, 78-15209 
D 301.45/27:77-12, 78-4551 .45/27-3:76-20, 78-10859 D 301.45/27-3:77-58, 78-23205 

D 301.45/27:77-13, 78-23197 .45/27-3:76-22, 78-10860 D 301.45/27-3:77-59, 78-6537 

D 301.45/27:77-14, 78-20431 .45/27-3:76-23, 78-10861 D 301.45/27-3:77-60, 78-25355 

D 301.45/27:77-15, 78-4552 .45/27-3:76-24, 78-10862 D 301.45/27-3:77-61, 78-25356 

D 301.45/27:77-16, 78-4553 .45/27-3:76-25, 78-15168 D 301.45/27-3:77-63, 78-15210 

D 301.45/27:77-17, 78-20432 .45/27-3:76-26, 78-10863 D 301.45/27-3:77-64 (1), 78-15211 
D 301.45/27:77-19, 78-4554 .45/27-3:76-27, 78-10864 D 301.45/27-3:77-64 (2), 78-15130 
D 301.45/27:77-22, 78-20433 .45/27-3:76-28, 78-15169 D 301.45/27-3:77-65, 78-23206 

D 301.45/27:77-23, 78-20434 .45/27-3:76-29, 78-i0865 D 301.45/27-3:77-66, 78-15212 

D 301.45/27:77-24, 78-20435 .45/27-3:76-30, 78-10866 D 301.45/27-3:77-67, 78-25357 

D 301.45/27:77-25, 78-20436 .45/27-3:76-31, 78-10867 D 301.45/27-3:77-71, 78-25358 

D 301.45/27:77-26, 78-20437 .45/27-3:76-32, 78-10868 D 301.45/27-3:77-73, 78-23207 

D 301.45/27:77-27 (1), 78-20438 .45/27-3:76-33, 78-15170 D 301.45/27-3:77-74, 78-15213 

D 301.45/27:77-29, 78-20439 -45/27-3:76-34, 78-15171 D 301.45/27-3:77-78, 78-15214 

D 301.45/27:77-30, 78-20440 .45/27-3:76-35, 78-15172 D 301.45/27-3:77-79, 78-15215 

D 301.45/27:77-34, 78-23198 .45/27-3:76-36, 


78-15173 D 301.45/27-3:77-81, 78-25359 
D 301.45/27:77-35 (1)-(2), 78-20441 .45/27-3:76-37, 78-23201 D 301.45/27-3:77-82, 78-25360 


D 301.45/27:77-39, 78-20442 .45/27-3:76-38, 78-15174 D 301.45/27-3:77-83, 78-25361 
D 301.45/27:77-40, 78-20443 .45/27-3:76-40, 78-15175 D 301.45/27-3:78-3, 78-23208 
D 301.45/27:77-41, 78-10855 .45/27-3:76-42, 78-15176 D 301.45/27-3:78-4, 78-23209 
D 301.45/27:77-45, 78-20444 .45/27-3:76-43, 78-15177 D 301.45/27-3:78-5, 78-25362 
D 301.45/27:77-49, 78-10856 .45/27-3:76-46, 78-15178 D 301.45/27-3:78-7, 78-25363 
D 301.45/27:77-53, 78-20445 .45/27-3:76-47 (1), 78-15179 D 301.45/27-3:78-9, 78-23210 
D 301.45/27:77-54, 78-10857 .45/27-3:76-48, 78-15180 .45/27-3:78-10, 78-23211 
D 301.45/27:77-58, 78-20446 .45/27-3:76-49, 78-15181 .45/27-3:78-12, 78-25364 
D 301.45/27:77-64 (1), 78-20447 .45/27-3:76-51, 78-23202 .45/27-3:78-13, 78-23212 
D 301.45/27:77-64 (2), 78-20448 .45/27-3:76-53, 78-15182 .45/27-3:78-14, 78-25365 
D 301.45/27:77-69, 78-20449 .45/27-3:76-55, 78-15183 .45/27-3:78-15, 78-25366 
D 301.45/27-3:74-97 (3), 78-15131 .45/27-3:76-56, 78-15184 .45/27-3:78-16, 78-25367 
D 301.45/27-3:74-97 (6), 78-15132 .45/27-3:76-59, 78-23203 .45/27-3:78-20, 78-23213 
D 301.45/27-3:75-45, 78-15133 .45/27-3:76-60, 78-15185 .45/27-3:78-22, 78-25368 
D 301.45/27-3:75-50, 78-15134 .45/27-3:76-61, 78-15186 .45/27-3:78-23, 78-23214 
D 301.45/27-3:75-51, 78-15135 .45/27-3:76-62 (1), 78-15187 .45/27-3:78-26, 78-25369 
D 301.45/27-3:75-53, 78-15136 301.45/27-3:76-62 (2), 78-15188 .45/27-3:78-30, 78-23215 
D 301.45/27-3:75-54, 78-15137 301.45/27-3:76-63, 78-25354 .45/27-3:78-33, 78-25370 
D 301.45/27-3:75-55, 78-15138 .45/27-3:76-64, 78-15189 .45/27-3:78-35, 78-25371 
D 301.45/27-3:75-56, 78-15139 .45/27-3:76-65, 78-15190 .45/27-3:78-36, 78-23216 
D 301.45/27-3:75-57, 78-23199 .45/27-3:76-71, 78-23204 .45/27-3:78-38, 78-25372 
D 301.45/27-3:75-59 (1), 78-15140 .45/27-3:76-75, 78-15191 .45/27-3:78-39, 78-25373 
D 301.45/27-3:75-60, 78-15141 .45/27-3:76-76, 78-15192 .45/27-3:78-46, 78-25374 
D 301.45/27-3:75-62, 78-15142 .45/27-3:76-80, 78-15193 .45/27-3:78-47, 78-25375 
D 301.45/27-3:75-63, 78-15143 .45/27-3:76-81, 78-15194 .45/38:975, 78-25376 

D 301.45/27-3:75-65, 78-i5144 .45/27-3:76-82, 78-6526 .56:(v.nos.&nos.), 78-3089 
D 301.45/27-3:75-66, 78-15145 .45/27-3:76-83, 78-15195 .60:(v.nos.&nos.), 78-3090 
D 301.45/27-3:75-67, 78-15146 .45/27-3:76-84, 78-15196 .65:(v.nos.&nos.), 78-3091 
D 301.45/27-3:75-68, 78-15147 .45/27-3:76-88, 78-6527 -72:(v.nos.&nos.), 78-3092 
D 301.45/27-3:75-73, 78-15148 .45/27-3:77-4, 78-15197 D 301.73:(v.nos.&nos.), 78-3093 
D 301.45/27-3:75-75, 78-23200 .45/27-3:77-11, 78-15198 D 30!1.76:28, 78-8730 

D 301.45/27-3:75-76, 78-15149 .45/27-3:77-12, 78-15199 D 301.76/2:1, 78-20450 

D 301.45/27-3:75-79, 78-15150 .45/27-3:77-13, 78-6528 D 301.79:13, 78-4555 

D 301.45/27-3:75-80, 78-15151 .45/27-3:77-19, 78-15200 D 301.79:14, 78-15216 

D 301.45/27-3:75-81, 78-15152 .45/27-3:77-32, 78-15201 D 301.80:5, 78-12778 

D 301.45/27-3:75-82, 78-15153 .45/27-3:77-33 (1), 78-6529 D 301.81:(v.nos.&nos.), 78-3094 
D 301.45/27-3:76-2, 78-15154 .45/27-3:77-34, 78-15202 D 301.84:(v.nos.&nos.), 78-3095 
D 301.45/27-3:76-3, 78-15155 .45/27-3:77-37, 78-15203 D 301.85:2, 78-25377 

D 301.45/27-3:76-5, 78-15156 .45/27-3:77-41, 78-6530 D 301.86:4/6, 78-20451 

D 301.45/27-3:76-6, 78-15157 .45/27-3:77-43, 78-6531 D 301.88:124-83, 78-25378 

D 301.45/27-3:76-7, 78-15158 .45/27-3:77-44, 78-6532 D 302.9:(v.nos.&nos.), 78-3096 
D 301.45/27-3:76-8, 78-15159 .45/27-3:77-46, 78-6533 D 302.10:(v.nos.&nos.), 78-3097 
D 301.45/27-3:76-9, 78-15160 .45/27-3:77-47, 78-15204 D 304.8:(v.nos.&nos.), 78-3098 
D 301.45/27-3:76-10, 78-15161 .45/27-3:77-48, 78-6534 D 305.8:977-78, 78-23217 


D 301.45/27-3:77-49, 78-15205 
D 301.45/27-3:77-50, 78-15206 
D 301.45/27-3:77-51, 78-6535 
D 301.45/27-3:77-53, 78-6536 








Do not order from index; see indicated entry Page I-2817 





D 305.12:54, 78-10869 
C 57.1:973, 78-25379 
.2:Ai 7/985, 78-16959 
.2:Al 1/2, 78-20452 
ee 78-25380 
.2:En 2/976, 78-12779 
a3 78-23218 

a 78-4556 

ey 78-16960 

eo 78-23219 

ae » 78-23220 
.2:0r 3, 78-1545 
.2:813, 78-23221 
.2:S0 4/2, 78-25381 
1.2:T 34, 78-6538 
1.8:B 85, 78-10870 
.8:H 75, 78-231 

8:L 61, 78-20453 
.8:N 88, 78-20454 
.8:V 34, 78-6539 
8:V 34/2, 78-10871 
.8:V 34/3, 78-20455 
.8/3:Am 3, 78-1546 
.8/3:F 98, 78-1547 
1.9:Ag 8, 78-10872 
1.9:G S1/draft, 78-10873 
1.9:M 42/draft, 78-23222 
1.9:N 38/draft, 78-16961 
1.9:3, 78-4557 

1.9:4, 78-4558 

1.9:5, 78-4559 

1.9:6, 78-4560 
1.10:760558, 78-23223 
1.10:770253, 78-12780 
1.10:770386, 78-16962 
1.10:770402-7, 78-23224 
1.10:770491, 78-25382 
1.10:770593, 78-10874 
1.10:770604, 78-25383 
1.10:770740, 78-1548 
1.10:770921/1, 78-16963 
1.10:770921/2, 78-16963 
1.10:770937, 78-16964 
1.10:770966, 78-23225 
1.10:770997, 78-23226 
1.10:771037, 78-12781 
1.10:771129, 78-15217 
1.10:771131, 78-23227 
1.10:771155/v.1-2, 78-25384 
1.10:771160, 78-20456 
1.10:771221, 78-12782 
1.10:771221/add., 78-16965 
1.10:771221/2, 78-23228 
1.10:771236, 78-23229 
1.10:771241, 78-25385 
1.10:780132, 78-20457 
1.10:780133, 78-15218 
1.10:780225, 78-20458 
1.10:780231, 78-25386 
1.10:780323, 78-12783 
1.10:780603, 78-20459 
1.10:780643, 78-25387 
1.10:780701, 78-23230 
1.10:781018, 78-25388 
1.10:7608116, 78-23231 
1.10:7706100, 78-6540 
1.10:7709116, 78-25389 
1.10:7710118, 78-12784 
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Classification Number Index 


-10:7760101, 78-25390 
-11:FE-2018-8, 78-20460 
-L1:FE-2355-22, 78-23232 
.12:977, 78-20461 
-12:978, 78-20462 
.12:978-2, 78-20463 
-13:In 2, 78-12785 
.13/2:977, 78-23233 
-15:0004, 78-16966 
-15:0006, 78-23234 
.16:0002, 78-8731 
-16:0003, 78-16967 


16:0004, 78-4561 
16:0004/2, 78-25391 


-16:0005/1, 78-6541 
-16:0005/2, 78-10875 
-16:0005/3, 78-12786 


16:0005/4, 78-25392 
16:0005/5, 78-25392 


-16:0005/6, 78-25392 
-16:0005/7, 78-25393 
.16:0006, 78-20464 
.16:0007, 78-23235 
.16:0008/1, 78-16968 
-16:0008/2, 78-15219 
-16:0009, 78-23236 


16:0014, 78-23237 
16:0015, 78-23238 


-16:0016, 78-25394 

-16:0025, 78-23239 

.16:0030, 78-23240 
.17:2/ind/pt.1-7, 78-16969 
.17:3/1-6/ind./pt.1-3, 78-25395 
-18:0001, 78-16970 


18:0002, 78-16971 


-18:0003, 78-16972 
-18:0006, 78-16973 
-18:0007, 78-6542 
-18:0008/3, 78-16974 
-18:0009, 78-16975 
-18:0012/1, 78-23241 
-18:0013 (78), 78-23257 
-18:0015, 78-16976 
-18:0016, 78-6543 
.18:0018/1, 78-23242 
-18:0019/1, 78-23243 
.18:0020/1, 78-23244 
-18:0022/1, 78-23245 
.18:0023/1, 78-25396 
-18:0030/4, 78-25397 


18:0031/1, 78-8732 


-18:0032/1, 78-25398 
-18:0032/2, 78-25399 
-18:0032/3, 78-25400 
-18:0033/1(78), 78-20465 
-18:0034, 78-16977 
-18:0035 (78), 78-16978 
-18:0036, 78-12787 
.18:0037, 78-12788 
.18:0039/1, 78-25401 
-18:0040/1, 78-15220 
-18:0040/2, 78-15221 
-18:0040/3, 78-15221 
.18:0042, 78-12789 
-18:0047, 78-25402 
-18:0049, 78-23246 
-18:0050/1, 78-23247 
-18:0050/2, 78-23248 





-18:0050/3, 78-23249 
.18:0050/4, 78-23250 
-18:0050/5, 78-23251 
-18:0050/6, 78-23252 


-18:0050/7, 78-23253 


-18:0050/8, 78-23254 


.18:0051, 78-23255 
-18:0054, 78-23256 
.18:0055, 78-20466 
-18:0062, 78-20467 
.18:0063, 78-25403 
.19:0002, 78-12790 
-19:0003 (78), 78-10876 
.19:0004/D, 78-12791 
-19:0007, 78-20468 
.19:0008, 78-25404 
-19:0012, 78-25405 
-19:0014, 78-10877 
.20:0002, 78-25406 
-20:0002-D, 78-20978 
.20:0003, 78-25407 
.20:0004, 78-23258 
.20:0004-D, 78-16979 
.20:0006, 78-25408 
.20:0010, 78-12792 
.20:0016, 78-23259 
.20:0017, 78-23260 
.20:0020, 78-25409 
.20:0021/v.1-3, 78-20469 
.20:0024/v.1-4, 78-25410 
.20:0032-D, 78-23261 
.20/2:0024, 78-20470 
-20/2:0033, 78-20471 
.20/2:0034, 78-20472 
.20/2:0035, 78-25411 
.20/2:0045, 78-25412 
.21:975, 78-20473 
.24:977, 78-23262 
.25:001, 78-6544 
-25:0002, 78-16980 
.25:003, 78-12793 
.25:0003/2, 78-8733 
.25:0004, 78-20475 
.25:005, 78-6545 
.25:006, 78-6546 
.25:007, 78-6547 
-25:008, 78-10878 
.25:009, 78-16981 
-25:0010, 78-12794 
.25:0011, 78-8734 
-25:0012, 78-16982 
.25:0013, 78-16983 
.25:0013 R, 78-20476 
-25:0015, 78-20477 
-25:0016, 78-20474 
.25:0018, 78-10879 
-25:0019, 78-10880 
-25:0019 R, 78-12795 
-25:0020, 78-12796 
.25:0023, 78-20478 
.25:0024, 78-10881 
-25:0026, 78-20479 
.25:0036, 78-23263 
-25:0038, 78-25413 
.26:0001, 78-10882 
-26:0002/1, 78-23264 
-26:0004, 78-23265 
.26:0006, 78-25414 





78-25415 
78-23266 
78-25416 


78-25417 
78-25418 


El 26: 0020, 
-26:0023, 
-26:0025, 
.26:0027/1, 
-26:0028/1, 
.26:0028/2, 
.26:0028/3, 
.26: 0028/4, 


26: 0030/2, 
-26:0031, 
.26:0038, 


-26:0041/2, 
-26:0041/4, 


-26:0041/5, 
.26:004 1/6, 
-26:0041/7, 
-26:0041/8, 


.26:0004 1/9, 
.26:0041/10, 
.26:0041/11, 
-26:0041/12, 
-26:0041/13, 


-26:0042/1, 
-26:0042/2, 


-26:0042/3, 


.26:0043, 
.26:0048, 
b1s91 8» 


78-12797 
78-25419 
78-25420 
78-23267 
78-12798 
78-20480 
78-23268 
78-25421 
78-25421 
78-25421 
78-25421 
78-2048 1 
78-25422 
78-25423 
78-25424 
78-23269 
78-25425 
78-25426 


78-25427 
78-25428 
78-25429 
78-25430 
78-2543 1 
78-25432 
78-25433 
78-25434 
78-25434 
78-23270 
78-23271 


78-23272 
78-23273 
78-25435 


78-25436 
1.28:ACD-38391-8, 

1.28:ALO-41/1, 
1.28:ALO-41/2, 


28:ALO/2748-12(v.2), 
.28:ALO/2748-12(v.3), 


.28:ANL/4113-1, 


78-25437 
78-20482 
78-20482 


78-25438 
78-25438 


78-20483 


December 1978 


.28:COO-0003-8, 
28:COO/0066-2, 


78-20488 
78-20489 


.28:COO-2477-015, 78-25442 


.28:COO-2477-4(vol.2), 
.28:COO/2577-13, 
.28:COO/2618-1, 
.28:COO/2627-2, 
.28:COO/2628-3, 
.28:COO/2769-2, 
.28:COO/2824-1, 
.28:COO-2898-10, 
.28:COO-2900-8, 
.28:COO-2909-3, 


.28:COO/2979-2, 
.28:COO-4041-6, 
.28:COO-4041-9, 
.28:COO-4062-5, 
-28:COO/4083-1, 
.28:COO/4147-3, 
.28:COO/4238-3, 
.28:COO-4246-2, 
.28:COO/4339-1, 


78-23289 
78-20490 


78-23290 
78-16985 
78-2049 1 
78-23291 
78-16986 


78-23292 
78-23293 
78-25443 
78-25444 
78-25445 
78-25446 
78-12799 
78-20493 
78-20494 
78-23294 
78-20495 
78-23295 


78-20492 


.28:DOE/JPL/954339-10, 
.28:DOE/JPL/954862-2, 
28:DOE/JPL/954873-2, 
28:DOE/JPL/954929-1, 
1.28:DOE/NASA/101 


1 
he 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1.28:COO/2939-5, 
1 
1 
1 
l 
1 
1 
1 
1 
1 
1 
1 
1. 
* 


apne eadondpnet-abesbn ne ape jpabaionenin om aspen 


25451 

E 1.28:DOE/NASA/101 
23296 

E 1.28:DOE/NASA/102 
20496 


78-25447 
78-25448 
78-25449 
78-25450 
1-78/23, 


1-78/24, 


8-77/14, 


E 1.28:DOE/NASA/1028-78/16, 
23297 
1.28:DOE/NASA/1028-78/17, 


Les] 


78- 


78- 


78- 


78- 


78- 


23298 


.28:DSE/4017-1, 
.28:DST/1074-1, 


.28:DOE/NASA/7405-78/1, 
.28:DOE/NASA/7405-78/2, 
.28:DP-1423/v.1-2, 
.28:DSE/1963-1, 


78-25453 
78-16987 
78-23301 
78-20497 


78-23299 
78-23300 


78-25452 


.28:ARI-RP-31, 78- 
-28:ARI-RP-32, 78- 
.28:BERC/PPS-77/5, 
.28:BERC/RI-77/1, 

.28:BERC/RI-77/10, 
.28:BERC/RI-77/14, 
.28:BERC/RI-77/16, 
-28:BERC/RI-77/17, 
.28:BERC/RI-77/18, 


.28:BERC/TPR-77/4, 
.28:BERC/TPR-77/7, 
.28:BERC/TPR-77/9, 
.28:BERC/TPR-78/1, 
.28:BERC-0020-9, 
.28:BETC/IC-78/1, 
.28:BETC/RI-78/8, 
.28:BETC/RI-78/13, 


.28:BMI-X-690, 78- 


16984 
16984 
78-23274 
78-23275 
78-23276 
78-20484 
78-20485 
78-20486 
78-23277 
78-23278 
78-23279 
78-23280 
78-23281 
78-25439 


78-20487 


78-23282 

78-23283 
78-23284 

23285 


1 
1 
1 
1 
1.28:DSE/2458-1, 
1 
1 
l 


.28:EID-27815/3, 78-15224 
1.28:ERDA/JPL/954343-77/3, 

23302 

E 1.28:ERDA/JPL/954458-77/6, 
23303 

E 1.28:ERDA/JPL/954471-77/3, 
23304 

E 1.28:ERDA/JPL/954605-77/3, 
23305 

E 1.28:ERDA/JPL/954607-77/1, 
23306 

E 1.28: ERDA/JPL/954653-77/1, 

25454 
.28:FE-496-T 11, 
.28:FE-1207-33, 
.28:FE/1216-2, 
.28:FE-1224-75, 


Am mm mmm mM mM 


78-25455 
78-23307 
78-25456 
78-20498 
78-20499 


.28:BMI-1986, 
.28:BNL 50727, 
.28:BNL-50862, 
28:CONS/0008-1, 
28:COO/W 4338-1, 


a 
1 
1 
1 
1 
1 
1 
1 
! 
1 
! 
1 
1.28:BERC/RI-77/19, 
l 
1 
1 
1 
I 
I 
| 
I 
l 
l 
| 
l 
1. 
BF 


78-25440 
78-25441 
78-23286 

78-23287 
78-23288 


.28:FE-1236-13, 





lesMesMesMerMerMcrMmcrmcsMcrm csi ce] 


1 
1 
1 
1 
1.28:FE-1234-8, 
l 
l 
1 
1 
1 


.28:FE-1513-62, 
.28:FE-1521-20, 
.28:FE-1521-21, 
.28:FE-1521-23, 
1.28:FE-1521-26, 


78-16988 
78-17286 
78-20500 
78-20500 
78-20501 
78-23308 
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E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 


1.28:FE-1521-27, 
28:FE-1521-28, 
28:FE-1521-29, 
28:FE-1521-30, 
28:FE-1521-31 A, 
.28:FE-1527-33, 
.28:FE-1527-37, 
.28:FE-1534-49, 
.28:FE-1534-50, 
.28:FE-1545-35, 
.28:FE-1545-44, 
.28:FE-1724-30, 
.28:FE-1743-41, 
.28:FE-1759-2, 
.28:FE-1775-11, 
.28:FE-1775-15, 
.28:FE-1784-30, 
.28:FE-1784-33, 
.28:FE-1787-9, 
.28:FE-1794-22, 
.28:FE-1794-25, 
.28:FE-1794-31, 
.28:FE-1794-32, 
.28:FE-1795-3(pt.1), 
.28:FE-1795-3(pt.2), 
.28:FE-1795-3(pt.3), 
.28:FE-1800-15, 
.28:FE-1806-9, 
.28:FE-1806-22, 
.28:FE-1806-23, 
.28:FE-1806-24, 
.28:FE-2006-8, 
.28:FE-2007-38, 
.28:FE-2011-9, 
.28:FE-2015-16, 
.28:FE-2020-1, 
.28:FE-2028-8, 
.28:FE-2030-8, 
.28:FE-2031-8, 
.28:FE-2031-9, 
.28:FE-2031-10, 
.28:FE-2036-A 1, 
.28:FE-2036-T-1, 
.28:FE-2038-17, 
.28:FE-2044-25, 
.28:FE-2044-29, 
.28:FE-2205-4, 
.28:FE-2205-8, 
.28:FE-2210-20, 
.28:FE-2211-7, 
.28:FE-2218-3, 
.28:FE-2218-9, 
.28:FE-2218-11, 
.28:FE-2220-16, 
.28:FE-2229-5, 
.28:FE-2229-6, 
.28:FE-2229-7, 
.28:FE-2238-1, 
.28:FE-2240-45, 
28:FE-2240-47, 
28:FE-2240-54, 
28:FE-2240-71, 
28:FE-2245-3(Rev.A), 


28:FE-2253-5, 
28:FE-2254-6, 
28:FE-2254-7, 
28:FE-2256-6, 


.28:FE-2262-15, 


78-23308 
78-20502 


78-20502 


78-20502 
78-25457 
78-20503 
78-20504 
78-20505 
78-20506 
78-23309 
78-25458 
78-20507 
78-20508 
78-20509 
78-25459 
78-23310 
78-20510 
78-23311 
78-23312 
78-23313 
78-23314 
78-25460 
78-23315 
78-23316 
78-23316 
78-23316 
78-20511 
78-23317 
78-25461 
78-23318 
78-23319 
78-25462 
78-20512 
78-20513 
78-20514 
78-20515 
78-205 16 
78-20517 
78-20518 
78-20519 
78-20520 
78-23320 
78-20521 
78-23321 
78-20522 
78-23322 
78-16989 
78-20523 
78-20524 
78-20525 
78-23323 
78-20526 
78-20527 
78-23324 
78-20528 
78-20529 
78-20530 
78-23325 
78-23326 
78-20531 
78-20532 
78-20533 


78-23327 


78-20534 
78-20535 
78-20536 
78-20537 
78-20538 
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:FE-2267-2, 
:FE-2275-4, 
:FE-2276-6, 
:FE-2286-24, 
:FE-2288-16, 
:FE-2291-10, 


78-25463 

78-20539 

78-20540 
78-23328 
78-20541 
78-16990 


:FE-2291-18 (bk.2), 78-20542 


:FE-2292-9, 
:FE 2292-11, 
:FE-2292-12, 
:FE 2292-13, 
:FE-2292-15, 
:FE-2292-16, 
:FE-2292-19, 
:FE-2299-21, 
:FE-2305-3, 
28: FE-2305-15, 


.28:FE-2306-12, 
1.28:FE-2307-21, 
1.28:FE-2315-12, 
1.28:FE-2315-15, 


1.28:FE-23 16-3, 
1.28:FE-23 16-4, 


1.28:FE-2321-12, 
1.28:FE-2321-19, 
1.28:FE-2336-10, 


1.28:FE-2338-3, 
1.28:FE-2338-5, 
1.28:FE-2338-8, 
1.28:FE-2338-9, 
1.28:FE-2341-2, 
1.28:FE-2342-8, 


™ mm 


1.28:FE-2353-2, 


28:FE-2367-5, 
28:FE-2368-3, 
28:FE-2368-4, 
28:FE-2408-4, 
28:FE-2408-5, 


28:FE-2414-7, 


28:FE-2437-3, 
28:FE-2446-2, 
28:FE-2446-3, 
28:FE-2446-5, 
28:FE-2449-2, 

8:FE-2449-5, 

8:FE-2450-2, 


8:FE-2454-1, 


E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 


1.28:FE-2461-5, 
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1.28:FE-2343-12, 
1.28:FE-2343-42, 
1.28:FE-2343-45, 
1.28:FE-2346-12, 
1.28:FE-2346-16, 
1.28:FE-2346-25, 


1.28:FE-2355-2 (Rev.A), 
1.28:FE-2355-2 (Rev.D), 
1.28:FE-2355-2 (Rev.E), 78-16995 
28:FE-2355-2/rev.F, 
28:FE-2355-20, 
28:FE-2363-2/v.1-, 


is 

1. 

1. 

1. 

1. 

1. 

iF 

1. 
1.28:FE-2412-19, 
1. 
1.28:FE-2422-10, 
1.28:FE-2428-10, 
1.28:FE-2434-16, 
1.28:FE-2434-20, 
1. 
1. 
1. 
1. 
1. 
1. 
l. 
: 
l. 


2 
2 
28:FE-2452-21, 
2 


1.28:FE-2455-77-2, 
1.28:FE-2455-77-3, 


78-20543 
78-20544 
78-20545 
78-20546 
78-20547 
78-20547 
78-23329 
78-25464 

78-23330 
78-20548 
78-20549 
78-20550 
78-20551 
78-20552 

78-20553 

78-20554 
78-20555 
78-20556 
78-16991 

78-20557 

78-25465 

78-20558 

78-25466 

78-16992 

78-16993 
78-20559 
78-20560 
78-20561 
78-20562 
78-20563 
78-25467 

78-25468 

78-16994 

78-20564 


78-23331 
78-20565 
78-25469 
78-20566 
78-20567 
78-20568 
78-23332 
78-20569 
78-20570 
78-25470 
78-25471 
78-10883 
78-20571 
78-25472 
78-25473 
78-20572 
78-20572 
78-25474 
78-23333 
78-20573 
78-20574 
78-25475 
78-23334 
78-23335 
78-20575 
78-20576 





Classification Number Index 


E 1.28:FE-2463-3, 
E 1.28:FE-2463-9, 
E 1.28:FE-2465-5, 
E 1.28:FE-2467-4, 
E 1.28:FE-2467-6, 


78-20577 
78-23336 
78-23337 
78-23338 
78-25476 
78-25477 
78-25478 
78-25479 
78-23339 
78-20578 
78-20579 
78-20580 
78-2058 1 
78-23340 
78-20582 
78-23341 
78-16996 
78-23342 
78-25480 
78-20583 
78-20584 
78-2548 1 
78-20585 
78-23343 
78-20586 
78-23344 
78-25482 
78-23345 
78-20587 
78-20588 
78-20589 
78-20590 

1 78-25483 

1 78-20591 

1 78-25484 

1 78-20592 

1 78-25485 
1.28:GFERC/IC-77/1, 78-23346 
1.28:GJBX-12 (78), 78-20593 
1.28:GURC-159, 78-25486 
1.28:HASL-313, 78-20594 
1.28:HASL-330, 78-23347 
1.28:HCP/B 60540-01, 78-15222 
1.28:HCP/B 60792-01, 78-20595 
1.28:HCP/B 60792-02, 78-20595 
1.28:HCP/B 60830-01, 78-23348 
1.28:HCP/B 60830-02, 78-23348 
1.28:HCP/B 60830-03, 78-23348 
1.28:HCP/D 0789-01, 78-20596 
1.28:HCP/H 60878-01, 78-20597 
1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 


E 1.28:FE-2468-25, 
E 1.28:FE-2469-25, 
E 1.28:FE-2472-24, 
E 1.28:FE-2475-13, 
E 1.28:FE-2478-4, 
E 1.28:FE-2479-1, 
E 1.28:FE-2494-2, 
E 1.28:FE-2518-14, 
E 1.28:FE-2519-2, 
E 1.28:FE-2520-3, 
E 1.28:FE-2537-4, 
E 1.28:FE-2549-9, 
E 1.28:FE-2550-3, 
E 1.28:FE-2556-03, 
E 1.28:FE-2556-06, 
E 1.28:FE-2565-5, 
E 1.28:FE-2574-7, 
E 1.28:FE-2579-7, 
E 1.28:FE-2579-9, 
E 1.28:FE-2579-10, 
E 1.28:FE-2579-15, 
E 1.28:FE-2583-15, 
E 1.28:FE-2600-9, 
E 1.28:FE-2612-8, 
E 1.28:FE-2612-10, 
E 1.28:FE/2660-1, 
1.28:FE/2692-1, 
.28:FE-2798-46, 
.28:FE-3800-10, 
.28:FE/6010-T 1, 
-28:FE/6010-11, 
.28:FE/6010-14, 


E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 1.28:HCP/I 5663-01, 78-20598 
E 1.28:HCP/J 60438-01, 78-16997 
E 1.28:HCP/L-2213, 78-23349 

E 1.28:HCP/L 2516-01, 78-20599 
E 1.28:HCP/L 50172-01, 78-12800 
E 1.28:HCP/L-50172-02, 78-12801 
E 1.28:HCP/M 1011-01, 78-20600 
E 1.28:HCP/M 1011-02, 78-23350 
E 1.28:HCP/M 1011-03/1, 78-23351 
E 1.28:HCP/M 1043-01, 78-25487 
E 1.28:HCP/M 1227-01, 78-20601 
E 1.28:HCP/M 1227-02, 78-20602 
E 1.28:HCP/M 2098-01, 78-20603 
E 1.28:HCP/M 2121-01, 78-20604 
E 1.28:HCP/M 2534-01, 78-12802 
E 1.28:HCP/M 2534-02, 78-25488 
E 1.28:HCP/M 2923-01, 78-20605 
E 1.28:HCP/M 3764-02, 78-25489 


Do not order from index; see indicated entry 





.28:HCP/M 4007-01, 78-12803 
.28:HCP/M 4038-01, 78-12804 
.28:HCP/M 4038-01 (rev.), 78-25491 
.28:HCP/M 4038-02, 78-25490 
.28:HCP/M 5812-01, 78-20606 
.28:HCP/M 8295-01, 78-23352 
.28:HCP/M 8656-01, 78-20607 
.28:HCP/M 60437-03, 78-20608 
.28:HCP/P 2756-01, 78-23353 
.28:HCP/P 3241-01, 78-16998 
.28:HCP/P 4548-01, 78-25492 
.28:HCP/P 7405-03, 78-25493 
.28:HCP/T 0016-01, 78-20609 
.28:HCP/T 1237-01/1, 78-25494 
.28:HCP/T 1237-01/2, 78-25494 
.28:HCP/T 1237-01/3, 78-25494 
.28:HCP/T 1237-02/1, 78-25495 
.28:HCP/T 1401-01, 78-12805 
.28:HCP/T-2110/1, 78-25496 
.28:HCP/T 2289-01, 78-23354 
.28:HCP/T 2461-8, 78-25497 
.28:HCP/T 2463-01, 78-20610 
.28:HCP/T 2552-01, 78-15223 
.28:HCP/T 2557-01, 78-20611 
.28:HCP/T 2637-01, 78-20612 
.28:HCP/T 2865-01, 78-20613 
.28:HCP/T 2865-Ol/errata, 78-25498 
.28:HCP/T 3073-01, 78-20614 
.28:HCP/T 4014-04, 78-23355 
1.28:HCP/T 4055-01, 78-23356 
1.28:HCP/T 4101-03, 78-25499 
1.28:HCP/T 4388-02, 78-20615 
1.28:HCP/T 4478-01, 78-12806 
1.28:HCP/U 6046-01, 78-25500 
1.28:HCP/W 1737-01, 78-16999 
1.28:HCP/W 1830-01, 78-23357 
1.28:HCP/W 2977-05/1, 78-20616 
1.28:HCP/W 2977-05/2, 78-20616 
1.28:HCP/W 2977-05/3, 78-20616 
1.28:HCP/W 3683-18, 78-23358 
1.28:HCP/W 4047-02, 78-23359 
1.28:HCP/W 4248, 78-23360 
1.28:HCP/W 4325-01/1, 78-25501 
1.28:HCP/W 5148-01, 78-23361 
1.28:HEDL-TME 77-27, 78-25502 
1.28:LA-6779 MS, 78-25503 
1.28:LA-6943-H, 78-20617 
1.28:LA-6982-PR, 78-20618 
1.28:LA-7011, 78-23362 
1.28:LA-7064-MS, 78-20619 
1.28:LA-7124-MS, 78-25504 
1.28:LA-7126-MS, 78-25505 
1.28:LASL-78-1, 78-25506 
1.28:LASL-78-12, 78-20620 
1.28:LBL-5231, 78-23363 
1.28:LBL-7000, 78-17000 
1.28:LERC/RI-77/3, 78-20621 
1.28:LERC/RI-77/6, 78-23364 
1.28:LERC/RI-77/7, 78-23365 
1.28:MERC/CR-77/9, 78-20622 
1.28:MERC/CR-77/10, 78-20623 
1.28:MERC/RI-77/3, 78-20624 
1.28:MERC/RI-77/5, 78-23366 
1.28:MERC/SP-77/4, 78-20625 
1.28:MERC/SP-78/2, 78-23367 
1.28:MERC-8007-1(Pt.1), 78-8735 
1.28:MERC-8007-1(Pt.2), 78-8735 
1.28:MERC-8007-1(Pt.3), 78-8735 





E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 


m™ 


feoMcoMcoMcsMcrMcoMmecrmcrMcs| 


leoMcoMcoMcoMecMcoMcrMcoMcrsMcomcrmcrmcz| 


28:MLM-2447, 
28:MLM-2460, 
28:MLM-2462, 
28:MLM-2463, 
28:MLM-2464, 
28:MLM-2484, 
28:NBL-287, 


1. 
1 
1 
Re 
1. 
BA. 
1. 
1. 
f 
i: 
1. 
i 
1. 


1.28:ORO-755, 


1.28:ORO-4944-7, 
28:ORO/5124-1, 


.28:O0RO/S 136-77/2, 


28:ORO-5 197-4, 
28:0RO-5203-3, 


1. 

1 

1. 

£ 
1.28:0RO/5278-5, 
1.28:ORO-5301-18, 
1.28:ORO-5301-21, 
1.28:ORO-5301-24, 
1.28:ORO-5301-28, 
1.28:0RO/5302-9, 
1.28:ORO/5302-15, 
1.28:ORO-5302-16, 
1.28:PERC/RI-77/11, 
1 
1 
1 
1 
1 


.28:PNL-2200, 


.28:PNL-2377-3, 


.28:PNL-2410, 


.28:PNL-2410/rep., 


.28:PNL-2501, 


1.28:SAN/W 1201-01, 
1.28:SAN/W 1364-01, 


1.28:SAN-115 
23379 

1.28:SAN-115 
23379 


1.28:SAN-235 P 13-39 (v.2), 
1.28:SAN/1000-1, 
1.28:SAN/1108-8/5, 
1.28:SAN/1109-8, 
1.28:SAN/1109-8/1, 
1.28:SAN/1109-8/3, 
1.28:SAN/1109-8/4, 
1.28:SAN/1109-8/5, 
1.28:SAN/1110-77-2 


10884 


1.28:SAN/1111-8/1, 
1.28:SAN/1111-8/2, 
1.28:SAN-1112-1, 
1.28:SAN/1126-1, 
1.28:SAN/1132-2/1-5, 
1.28:SAN/1188-1, 
1.28:SAN-1189-2, 
1.28:SAN/1234-1/1, 
1.28:SAN/1256-76/1, 
1.28:SAN/1300-1, 
l 
l 
1 


.28:SAN/1300-2, 


.28:SAN/1300-3, 


.28:SAN/1300-4, 


28:MERC-8007- 
.28:MERC-8007- 
.28:MERC-8007- 
28:MIT-2295 T 9-4, 
28:MIT-2295 T 9-7, 


1(Pt.4), 78-8735 
1(Pt.5), 78-8735 
1(Summ.), 78-8735 
78-20626 
78-23368 
78-23369 
78-23370 
78-20627 
78-20628 
78-25507 
78-23371 


78-25508 
28:NUREG/CR-0168, 
, 1.28:NVO/0679-1, 
1.28:ORNL/Sub-7296/1, 
1.28:ORNL-5336, 


78-25509 
78-23372 
78-25510 
78-25511 


78-23373 
1.28:0RO/4891-2, 
1.28:0RO/4891-3, 
1.28:0RO/4891-4, 


78-23374 
78-25512 
78-25513 
78-25514 
78-25515 
78-20629 
78-25516 
78-23375 
78-20630 
78-2063 1 
78-23376 
78-23377 
78-25517 
78-20632 
78-20633 
78-20634 
78-23378 
78-25518 
78-25519 
78-25520 
78-25521 
78-25522 
78-20635 
78-20636 
P 108-1(vol.1), 78- 


P 108-1(vol.2), 78- 
78-23380 
78-17001 
78-25523 
78-25524 
78-20637 
78-25525 
78-25526 
78-20638 
(vol.1-6), 78- 
78-12807 
78-17002 
78-10885 
78-17003 
78-10886 
78-17004 
78-20639 
78-17005 
78-17006 
78-23381 

78-23382 
78-25527 
78-20640 





December 1978 


E 1.28:SAN/1317-3, 
E 


1.28:SAN/1326-1/1-2, 
28:SAN/1395-20, 
28:SAN/1396-15, 
28:SAN/1429-20, 
28:SAND 77-8299, 
28:SOLAR/2005-77/14, 
28:SRO/0885-77/2/2, 
-28:SRO-893-14, 


.28:TID-3367, 

.28:TID-27440, 
.28:TID-27600, 
.28:TID-27702, 
.28:TID-27746, 
.28:TID-27775, 


.28:TID-27885, 
.28:TID-27904, 
.28:TID-27910, 
1.28:TID-27913, 


El. 
B 1. 
E 1. 
ei. 
Et. 
E 1. 
E 1 
El 
El 
El 
El 
E 1 
El 
El 
El 
El 
E1 
El 


E 

E 

E 1.28:TID-27914, 
E 1.28:TID-27941, 
E 1.28:TID-27949, 
E 1.28:TID-28039, 
E 1.28:TID-28073, 
E 1.28:TID-28286, 
1.28:TID-28408, 


1 

1 

l 

1 

1 

1 

1 

1 

1 

1 

1 

1 
1.28:2416-20, 7 
1.30:0001, 
1.30:0003/1/v.1-, 
1.30:0003/2/v.2, 
1.30:0004/1(77), 
1.30:0005, 78-2 
1.30:0006, 
1.30:0032/2, 
1.30:0032/3, 
1.32:0005/1, 
1.32:0007, 
1.32:0008/1, 
1.32:0010/1, 
1.32:0013, 
1.32:0014, 
1.33:005, 
1.33:0006-3, 
1.33:0008, 
1.33:0009, 
1.33:0010, 
1.33:0012, 
1.33:0014, 
1.35:0001/1, 
1.36:0001, 
1.36:0002, 
1.36:0003, 
1.36:0004, 


78-2 


E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 
E 


Do not order from index; see indicated entry 


.28:TID-27815/1, 
.28:TID-27815/2, 


1.28:TID-27913/1, 


.28:UCRL-50019-77-1, 

.28:UCRL-50036-77-3, 

.28:UCRL-50039-77-3,4, 
.28:UCRL-52293, 
.28:UCRL-52303/v.1-2, 
-28:UCRL-52306/v.1-2, 
.28:UCRL-52353/rev.1, 
.28:UCRL-52398, 
.28:UCRL-52402 pt.1-2, 
.28:UCRL-52406, 

.28:UCRL-52409-1, 
.28:VPI-SU-5 103-4, 


78- 
78- 
78-25555 
78-23396 
78-17008 
78- 
78-20649 
78-23397 
78-25557 
78-23398 
78-25558 
78- 
78-17009 
78-17010 
78-17011 
78-17012 


78-17007 
78-25528 
78-25529 
78-20641 
78-23383 
78-20642 
78-25530 
78-25531 
78-25532 
78-20643 
78-23384 
78-25533 
78-10887 
78-12808 
78-12809 
78-15224 
78-15224 
78-23385 
78-25551 
78-25534 
78-25535 
78-25536 
78-25537 
78-23386 
78-23387 
78-25538 
78-20644 
78-25539 
78-23388 
78-25540 
78-25541 
78-25542 
78-25543 
78-25544 
78-25545 
78-25546 
78-25547 
78-25548 
78-25549 
78-25550 
78-23389 
8-20645 


78-20646 


78-20647 
78-23390 
78-23391 
3392 


78-25552 
78- 
78- 
78- 


23393 
25553 
25554 
3394 

20648 
23395 


25556 


25559 
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ww Ww 


.36:0008, 
.36:0009, 
.36:0010, 
.36:0011, 
.36:0012, 
.36:0013, 
.36:0014, 
.36:0015, 
.36:0016, 
.36:0017, 
.36:0018, 
.36:0019, 
.36:0020, 
.36:0021, 
.36:0022, 
.36:0024, 
.36:0026, 
.40:977, 

.2:El 2/pt. 
.12:0001, 
.12:0003, 
.12:0005, 
.12:0008, 
.12:0009, 
.12:0012, 
.12:0019, 
.1:977/v.1, 
.1:977/v.2, 
.1:977/v.2/sum., 
.1:977/v.3, 
oh ym 


2:D 26, 


.2:D 26/2, 
.2:G 21/2/967-78, 
.2:G 21/2/976, 
.2:G 21/977-78, 
.2:P 69, 
14:Al 1 b/977, 
.14:Al 1 s/978, 
14:C 12/977, 
14:F 66/977, 
14:Id 1/978, 
14:In 2/978, 
14:lo 9/978, 
14:K 41/977, 
i4:M 36/977, 
14:M 38/977, 
14:M 58/978, 
14:M 66/977, 
14:M 69 i/977, 
14:M 69 0/978, 
14:N 27/978, 
14:N 42 5/977, 
14:N 42 m/978, 
14:N 42 y/977, 
14:N 81 c/977, 
14:N 81 d/977, 
14:Oh 3/977, 
14:O0k 4/977, 
14:P 38/978, 
14:So 8 c/977, 
14:So 8 d/977, 
14:T 25/977, 
14:T 31/978, 
14:Ut 1/978, 


78-17013 
78-17014 
78-17015 
78-17016 
78-25560 
78-17017 
78-25561 
78-17018 
78-17019 
78-17020 
78-17021 
78-25562 
78-17022 
78-17023 
78-17024 
78-17025 
78-17026 
78-17027 
78-17028 
78-17029 
78-23399 
1-2, 78-25563 
78-20650 
78-2065 1 
78-20652 
78-23400 
78-25564 
78-23401 
78-25565 
78-20653 
78-20654 
78-20654 
78-20655 
78-25566 
78-23402 
78-23402 


78-23403 
78-20656 


78-25568 


78-10888 
78-20657 
78-10889 
78-10890 
78-20658 
78-23404 
78-23405 
78-10891 
78-20659 
78-10892 
78-20660 
78-10893 
78-10894 
78-23406 
78-20661 
78-10895 
78-20662 
78-10896 
78-10897 
78-10898 
78-10899 
78-10900 
78-20663 
78-10901 
78-10902 
78-10903 
78-23407 
78-23408 


78-25567 


Page I-2821 





E 3.16:977, 78-23409 

E 3.19:977, 78-23410 

E 4.2:R 25, 78-17030 

E 4.8:Em 3/977-78, 78-4562 

E 4.8:Em 3/977-78/app., 78-4562 

E 4.10:0007, 78-23411 

E 4.10:0009, 78-25569 

E 4.10:0019, 78-23412 

E 5.2:B 64, 78-25570 

E 5.2:D 18, 78-25571 

EP 1.1:D 83/3, 78-15225 

EP 1.2:Ac 8/2, 78-25572 

EP 1.2:Ai 7/5/975, 78-12810 

EP 1.2:Ai 7/5/976, 78-12810 

EP 1.2:Ai 7/30, 78-10904 
.2:Ai 7/32, 78-17031 
.2:Ai 7/33/v.2, 78-17032 
.2:Ai 7/33/v.3, 78-17032 
.2:Ai 7/36, 78-23413 
.2:Ai 7/36/971-75, 78-23414 
.2:Am 6, 78-12811 
.2:Aq 3/3, 78-23415 
.2:As 1, 78-17033 
.2:Au 8/6, 78-17034 
.2:Au 8/7, 78-12812 
.2:Au 8/8, 78-12813 
.2:Au 8/9, 78-15226 
.2:B 14, 78-20664 
.2:B 41, 78-6548 
.2:B 46, 78-20665 
.2:C 17/7, 78-23416 
.2:C 17/11, 78-6549 
.2:C 17/12, 78-25573 
.2:C 17/13, 78-23417 
.2:C 18/978, 78-17035 
.2:C 28, 78-12814 
.2:C 33, 78-12815 
.2:C 42/8, 78-25574 
.2:C 56, 78-23418 
.2:C 71/3/app.A-C, 78-17036 
.2:C 71/3/summ., 78-12816 
.2:C 71/4, 78-6550 
.2:C 73/4, 78-25575 
.2:C 76, 78-17037 
.2:D 26/2, 78-20666 
.2:D 63, 78-23419 
.2:D 83/4, 78-23420 
.2:D 94/2, 78-12817 
.2:Ea 7/4, 78-12818 
.2:Ec 7/5, 78-25576 
.2:Em 4/17/v.1, 78-12819 
.2:Em 4/30/v.1, 78-15227 
.2:Em 4/30/v.2, 78-25577 
.2:Em 4/31, 78-17038 
.2:Em 4/32, 78-20667 
.2:Em 4/33, 78-20668 
.2:Em 4/34, 78-12820 
.2:Em 4/35, 78-17039 
.2:Em 4/36/v.1, 78-25578 
.2:Em 4/36/v.2, 78-25579 
.2:Em 4/37, 78-20669 
.2:Em 4/38, 78-12821 
.2:Em 4/38/977, 78-12822 
.2:Em 4/39, 78-17040 
.2:Em 4/40, 78-17041 
.2:Em 4/41, 78-17042 
.2:Em 4/42, 78-12823 
.2:Em 4/43, 78-15228 
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1.2:Em 4/44/work.a, 78-232 
1.2:Em 4/44/work.b, 78-233 
.2:Em 4/44/work.c-d, 78-232 
.2:Em 4/44/work.e, 78-6551 
.2:Em 4/45, 78-20670 

.2:Em 4/46, 78-15229 

.2:Em 4/47/v.1-2, 78-1549 
.2:En 2/3, 78-12824 

.2:En 3/v.8, 78-23421 

.2:En 8/4, 78-23422 

.2:En 8/19, 78-17043 

.2:En 8/22, 78-4563 

.2:Er 6/2/prelim, 78-10905 
.2:F 22/977, 78-1550 

.2:F 31/3/977, 78-12825 
.2:F 32/3, 78-12826 

.2:F 43/7/977, 78-234 

.2:F 95/4, 78-20671 

.2:F 95/5, 78-15230 

.2:F 95/6, 78-12827 

.2:G 21/5, 78-20672 

.2:G 21/6/v. 2, 78-12828 
.2:G 21/8/v.1-3, 78-17044 
.2:G 22/6/v. 1, 78-12828 
1.2:G 85, 78-4564 

1.2:G 91/4, 78-1551 
1.2:G 91/5, 78-25580 
1.2:H 22/2/977, 78-6552 
1.2:H 33, 78-23423 
1.2:H 33/2/supp., 78-20673 
1.2:H 34/4, 78-17045 
1.2:H 34/7, 78-17046 
1.2:H 35/2, 78-15231 
1.2:H 75, 78-17047 
1.2:H 99/2, 78-15232 
1.2:H 99/3/v.1, 78-10906 
1.2:H 99/3/v.2, 78-10906 
1.2:H 99/4, 78-20674 
1.2:H 99/6, 78-20675 
1.2:H 99/7, 78-25581 
1.2:In 8/3, 78-25582 
1.2:In 8/4, 78-4565 
1.2:L 11/4, 78-15233 
1.2:L 22/7/v. 2, 78-15234 
1.2:L 22/7/v.1, 78-12829 
1.2:L 22/7/v.3, 78-17048 
1.2:L 23/5, 78-1552 

1.2:L 46/4, 78-12830 

1.2:L 46/5, 78-12831 

1.2:L 46/6, 78-12832 

1.2:L 52, 78-17049 

1.2:L 62/3, 78-12833 

1.2:M 46, 78-12834 

1.2:M 56/4/965-74, 78-12835 
1.2:M 56/5, 78-8736 

1.2:M 58/8/973-974, 78-17050 
1.2:M 66/8, 78-4566 

1.2:M 71, 78-15235 
1.2:M 71/2, 78-15236 

1.2:M 72/2/v.2, 78-15237 
1.2:M 72/2/v.3, 78-12836 
1.2:M 74/5, 78-20676 

1.2:M 74/6, 78-17051 
1.2:M 85/4/v.1, 78-17052 
1.2:M 85/4/v.2, 78-25583 
1.2:M 85/5/bks. 1-7, 78-15238 
1.2:N 63/3, 78-12837 
1.2:N 69/37/978, 78-15239 
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.2:N 69/50, 78-25584 
.2:N 69/51, 78-1553 
.2:N 69/52, 78-1554 
.2:N 69/53, 78-25585 
.2:N 95/2, 78-10907 
.2:01 5/6, 78-17053 
.2:0i 5/7/978, 78-17054 
.2:Or 3/3, 78-6553 

.2:Or 3/3/app.1-4, 78-6554 
.2:Or 3/4/v.1, 78-6555 
.2:Or 3/5, 78-25586 
.2:0x 3/3/v.1, 78-10908 
.2:Ox 3/3/v.3, 78-10908 
.2:0z 7/3, 78-17055 
.2:0z 7/4, 78-20677 
.2:0z 7/5, 78-20678 

.2:P 25/3, 78-15240 

.2:P 25/6/v.3, 78-25587 
.2:P 25/6/v.5, 78-20679 
.2:P 25/6/v.8, 78-20680 
.2:P 25/6/v.9, 78-20680 
.2:P 25/6/v.10, 78-20680 
.2:P 25/6/v.11, 78-20680 
.2:P 25/6/v.12, 78-25588 
.2:P 25/6/v.13, 78-20681 
.2:P 25/6/v.14, 78-20681 
.2:P 25/6/v.16, 78-20682 
.2:P 43/13, 78-20683 
.2:P 43/14, 78-15241 
.2:P 43/19, 78-10909 
.2:P 43/21, 78-17056 
.2:P 44/4/v.1, 78-25589 
.2:P 44/6, 78-12838 

.2:P 56/S/addenda, 78-17057 
.2:P 76/7, 78-6556 

.2:P 76/7/app., 78-6556 
.2:P 76/9, 78-23424 

.2:P 81/2, 78-17058 

.2:P 87/3, 78-12839 

.2:P 87/4/v. 2, 78-12840 
.2:P 87/4/v. 3, 78-12840 
.2:0 2/6, 78-17059 

.2:Q 2/7, 78-15242 

.2:Q 2/9, 78-23425 

.2:Q 2/10/978-82, 78-12841 
.2:R 11/3, 78-25590 
.2:R 13/2, 78-15243 
.2:R 26/3, 78-17060 
.2:R 26/4/975, 78-23426 
.2:R 31/12, 78-235 

.2:Sa 3/3, 78-10910 
.2:Se 2/2, 78-1555 

.2:Se 5/7/v.1, 78-20684 
.2:Se 5/7/v.2, 78-17061 
.2:Si 8, 78-1556 

.2:S1 7/2/sum., 78-25591 
.2:S1 7/3, 78-10911 
.2:Sm 7/4, 78-236 

.2:Sn 6/v.1, 78-20685 
.2:S0 4/5, 78-4567 

.2:So0 8/5, 78-15244 
.2:So 8/6, 78-10912 
.2:So 8/7, 78-15245 
.2:So 8/9, 78-237 

.2:So 8/10, 78-237 

.2:Sp 4, 78-17062 

.2:St 1, 78-17063 

.2:St 2/4, 78-25592 





December 1978 


EP 1.2:St 2/5, 78-12842 EP 1.8:En 8/5, 78-4570 1.12:978, 78-17081 
EP 1.2:St 2/6, 78-17064 EP 1.8:Er 6/2, 78-25600 1.17:22 p, 78-240 
EP 1.2:St 2/977, 78-15246 EP 1.8:F 11/975, 78-23433 1.17:26 p, 78-17082 
EP 1.2:St 3/7, 78-17065 EP 1.8:G 76, 78-23434 1.17:27 p, 78-17083 
EP 1.2:St 8/2, 78-25593 EP 1.8:G 76/2, 78-12853 1.17:28 p, 78-25613 
EP 1.2:Su 5/6, 78-12843 EP 1.8:G 76/3/978, 78-23435 1.17:30 p, 78-25614 
EP 1.2:Su 5/7/v.2, 78-23427 EP 1.8:G 76/3/978/ch.1, 78-23436 1.17:31 p, 78-25615 
EP 1.2:Su 5/9, 78-15247 EP 1.8:M 59 ca/978, 78-239 1.17:32 p, 78-25616 
EP 1.2:Su 5/10, 78-8737 EP 1.8:M 59 ca/978-2, 78-15250 1.17:58.25, 78-12870 
.2:8u 7, 78-25594 EP 1.8:M 59/978, 78-6560 1.17:58.27, 78-23446 
.2:T 27/977, 78-12844 EP 1.8:M 59/978-2, 78-15251 1.17:170, 78-17084 
.2:T 41, 78-20686 EP 1.8:0i 5/3, 78-25601 1.17:536.2, 78-23447 
.2:T 66/5, 78-12845 EP 1.8:P 25, 78-1562 1.17:541, 78-23448 
.2:T 66/6, 78-12846 EP 1.8:P 43/3, 78-23437 1.17:547 c, 78-241 
.2:T 66/7, 78-12847 EP 1.8:P 43/4, 78-25602 1.17:553, 78-242 
.2:T 68/4, 78-17066 EP 1.8:P 69/4/979-80, 78-23438 1.17:571 c, 78-243 
.2:T 69/sum., 78-15248 EP 1.8:P 96, 78-17075 1.17:600, 78-6563 
.2:T 73/2, 78-6557 -8:Q 2/v.2, 78-25603 1.17:611, 78-12871 
.2:T 76/2/pt.2, 78-23428 8:Si 6, 78-12854 1.17:612, 78-10921 
.2:Un 3/9, 78-1557 .8:St 7, 78-17076 17:614d, 78-12872 
.2:Un 3/10, 78-10913 8:St 7/2, 78-12855 17:617, 78-244 
.2:V 13, 78-20687 8:V 24, 78-12856 17:619, 78-12873 
.2:V 41, 78-23429 .8:V 26, 78-17077 17:634, 78-4572 
.2:V 41/2, 78-12848 8:V 52, 78-23439 17:636, 78-10922 
.2:V 41/4, 78-1558 -8:W 29/6, 78-17078 17:663, 78-23449 
.2:V $3/S/v.1-2, 78-12849 .8/2:(trans.nos.), 78-3104 17:677, 78-15256 
.2:V 53/6, 78-12850 .8/2:trans.8, 78-10917 17:694, 78-20693 
.2:V 53/7, 78-17067 .8/3:C 74, 78-25604 17:3004, 78-25617 
.2:V 53/9, 78-20688 -8/3:El 2, 78-17079 17/2:R 24, 78-23450 
.2:V 53/10 insp., 78-17068 .8/3:In 7/2/973/supp., 78-12857 .17/3:(v.nos.&nos.), 78-3105 
.2:V 53/10 inst., 78-17069 -8/3:P 44/974/Supp., 78-12858 .21:F 66, 78-245 
.2:V 53/10 tr, 78-17070 .8/4:In 2/977-2, 78-12859 .21:P 25, 78-17085 
.2:V 53/10 work, 78-17071 -8/4-2:El 2, 78-15252 .21:P 96, 78-23451 
.2:V 79, 78-17072 .8/4-2:T 31, 78-6561 .21:P 96/2/971-76, 78-17086 
.2:W 27/2, 78-10914 -8/6:1.2-036, 78-25605 .21:W 29/3/978, 78-17087 
.2:W 27/3, 78-10915 -8/6:1.2-039/insert, 78-25606 : 
.2:W 28/19, 78-25595 .8/6:1.2-044, 78-17080 : 
.2:W 28/27, 78-17073 .8/6:1.2-049, 78-12860 
.2:W 29/16, 78-25596 .8/6:1.2-067, 78-25607 
.2:W 29/34/976-2, 78-6558 .8/6:1.2-070, 78-25608 
.2:W 29/43, 78-238 .8/6:1.2-071, 78-25609 
.2:W 29/44, 78-4568 -8/6:1.2-073, 78-23440 


21/4:(nos.), 78-3106 
21/6:(date), 78-3107 
21/7:(date), 78-3108 
21/7:(date/nos.), 78-3109 
21/7-2:970-76/pt.1-2, 78-6564 
23:600/3-76-048, 78-12874 
23:600/3-77-022, 78-12875 
23:600/3-77-029, 78-12876 


.2:W 29/46, 78-20689 23:600/3-77-050, 78-12877 


.2:W 29/47, 78-25598 
.2:W 62/2, 78-23430 
.2:W 84, 78-1559 

.2:W 89/4, 78-17074 
.2:W 89/5, 78-20690 
.2:Y 8/2, 78-6559 
.5/4:974, 78-20691 
.6/2:M 85/2, 78-1560 
.6/2:M 85/2/app., 78-1560 
.7/2:(date), 78-3099 
.7/4:(nos.), 78-3100 
.7/6:(date), 78-3101 
.7/8:(date), 78-3102 
.7/9:(date), 78-3103 
.8:Ac 2, 78-4569 

.8:Ac 8/pt.1-3, 78-25599 
-8:Ai 7/4/v.2, 78-15249 
-8:Au 2/978, 78-20692 
.8:B 63, 78-10916 

8:C 45, 78-23431 

.8:C 6l1/add., 78-1561 
.8:C 74, 78-12851 

.8:C 76/5, 78-23432 
.8:Em 4/2, 78-12852 


.8/6:1.2-079, 78-12861 
.8/6:1.2-082, 78-23441 
-8/6:1.2-084, 78-12862 23:600/3-77-064, 78-246 
-8/6:1.2-096, 78-23442 23:600/3-77-067, 78-247 
-8/6:1.2-102, 78-25610 23:600/3-77-070, 78-12879 
-8/6:1.2-040a, 78-10918 23:600/3-77-071, 78-248 
8/7:340/1-77-008, 78-12863 23:600/3-77-074 a, 78-249 
8/7:340/1-77-014 a, 78-15254 23:600/3-77-076, 78-250 
8/7:340/1-77-014 b, 78-15254 23:600/3-77-078, 78-251 


8/7:340/1-77-015, 78-23443 


23:600/3-77-059, 78-12878 
.23:600/3-77-079, 78-1563 


8/7:340 1-77-017, 78-12866 
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1.23:600/3-77-082, 78-252 
1 


8/7:340/1-77-019, 78-12864 .23:600/3-77-083, 78-1564 
.23:600/3-77-084, 78-10923 
.23:600/3-77-085, 78-1565 
.23:600/3-77-086, 78-12880 
.23:600/3-77-087, 78-10924 
.23:600/3-77-090, 78-12881 
.23:600/3-77-092, 78-12882 
10:B 38, 78-23444 .23:600/3-77-093, 78-4573 


8/7:340/1-77-022, 78-10919 
1 
1 
1 
1 

10:C 82, 78-4571 1.23:600/3-77-095, 78-253 
1 
! 
1 
1 
1 


‘ 1 
.8/7:340/1-77-023, 78-10920 1 
.8/7:340/1-77-026, 78-15255 1 
.8/8:M 66, 78-12865 
.8/9:977, 78-12867 
.8/9:978, 78-12868 


10:Qu 2/4, 78-6562 23:600/3-77-096, 78-254 
10:T 68/3, 78-23445 23:600/3-77/097, 78-10925 
10:T 68/4, 78-25611 23:600/3-77-098, 78-255 
10:T 68/5, 78-25612 23:600/3-77-100, 78-1566 
12:977, 78-12869 23:600/3-77-101, 78-1567 
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EP 1.23:600/3-77-103, 
EP 1.23:600/3-77-104, 
EP 1.23:600/3-77-105, 
EP 1.23:600/3-77-106, 
EP 1.23:600/3-77-122, 
EP 1.23:600/3-77-124, 
EP 1.23:600/3-77-125, 
EP 1.23:600/3-77-128, 
EP 1.23:600/3-77-129, 
EP 1.23:600/3-78-001, 
EP 1.23:600/3-78-002, 
EP 1.23:600/3-78-004, 
EP 1.23:600/3-78-005, 
EP 1.23:600/3-78-008, 
EP 1.23:600/3-78-011, 
EP 1.23:600/3-78-013, 
EP 1.23:600/3-78-014, 
EP 1.23:600/3-78-015, 
EP 1.23:600/3-78-016, 
EP 1.23:600/3-78-021, 
EP 1.23:600/3-78-022, 
.23:600/3-78-023, 
.23:600/3-78-024, 
.23:600/3-78-025, 
-23:600/3-78-026, 
.23:600/3-78-027, 
.23:600/3-78-029, 
-23:600/3-78-030, 
.23:600/3-78-032, 
.23:600/3-78-033, 
.23:600/3-78-035, 
.23:600/3-78-037, 
.23:600/3-78-038, 
.23:600/3-78-049, 
.23:600/3-78-050, 
-23:600/3-78-053, 
.23:600/3-78-054, 
.23:600/3-78-055, 
.23:600/3-78-056, 
.23:600/3-78-060, 
.23:600/3-78-080, 
.23:650/3-74-008, 
.23:660/3-74-027, 


eee 


.23/2:600/2-75-037, 


.23/2:600/2-75-077, 
.23/2:600/2-76-012 a, 
.23/2:600/2-76-023, 
.23/2:600/2-76-032 d, 
.23/2:600/2-76-035, 
.23/2:600/2-76-045, 
.23/2:600/2-76-047, 
.23/2:600/2-76-050, 
.23/2:600/2-76-054, 
-23/2:600/2-76-056, 
.23/2:600/2-76-057, 
.23/2:600/2-76-060, 
.23/2:600/2-76-065, 
.23/2:600/2-76-066, 
.23/2:600-2-76-069, 
.23/2:600/2-76-070, 
.23/2:600/2-76-073, 
.23/2:600/2-76-074, 
.23/2:600/2-76-078, 
-23/2:600/2-76-079, 
.23/2:600/2-76-090, 
EP 1.23/2:600/2-76-093 a, 
EP 1.23/2:600/2-76-125, 
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EP 1.23/2:600/2-76-132, 
EP 1.23/2:600/2-76-153, 
EP 1.23/2:600/2-76-167, 
EP 1.23/2:600/2/76-172, 
EP 1.23/2:600/2-76-173, 
EP 1.23/2:600/2-76-200, 
EP 1.23/2:600/2-76-207, 
EP 1.23/2:600/2-76-208, 
EP 1.23/2:600/2-76-209, 
EP 1.23/2:600/2-76-213 a, 
.23/2:600/2-76-221, 
.23/2:600/2-76-246, 
-23/2:600/2-76-248, 
.23/2:600/2-76-257, 
.23/2:600/2-76-258, 
.23/2:600/2-76-259, 
.23/2:600/2-76-267, 
.23/2:600/2-76-268, 
.23/2:600/2-76-269, 
-23/2:600/2-76-270, 
-23/2:600/2-76-273 a, 
.23/2:600/2-76-273 b, 
.23/2:600/2-76-278, 
1.23/2:600/2-76-279, 
1.23/2:600/2-76-280, 
1.23/2:600/2-76-281, 
1.23/2:600/2-76-282, 
1.23/2:600/2-76-283, 
1.23/2:600/2-77-001, 
1.23/2:600/2-77-002, 
1.23/2:600/2-77-004, 
1.23/2:600/2-77-005, 
1.23/2:600/2-77-006, 
1.23/2:600/2-77-007, 
1.23/2:600/2-77-011, 
1.23/2:600/2-77-015, 
1.23/2:600/2-77-017 d, 
1.23/2:600/2-77-022, 
1.23/2:600/2-77-923 a, 
1.23/2:600/2-77-023 c, 
1.23/2:600/2-77-023 e, 
1.23/2:600/2-77-023 h, 
1.23/2:600/2-77-023 x, 
1.23/2:600/2/77-024, 
1.23/2:600/2-77-025, 
1.23/2:600/2-77-031, 
1.23/2:600/2-77-043, 
1.23/2:600/2-77-044, 
1.23/2:600/2-77-045, 
1.23/2:600/2-77-051, 
1.23/2:600/2-77-053 b, 
1.23/2:600/2-77-055, 
1.23/2:600/2-77-056, 
1.23/2:600/2-77-057, 
1.23/2:600/2-77-058, 
1.23/2:600/2-77-059, 
1.23/2:600/2-77-060, 
1.23/2:600/2-77-064 a, 
1.23/2:600/2-77-064 c, 
1.23/2:600/2-77-066 a, 
1.23/2:600/2-77-067, 
1.23/2:600/2-77-069 a, 
1.23/2:600/2-77-071, 
1.23/2:600/2-77-077, 
1.23/2:600/2-77-080, 
1.23/2:600/2-77-084, 
EP 1.23/2:600/2-77-087, 
EP 1.23/2:600/2-77-089, 


Do not order from index; see indicated entry 


78-20705 
78-17100 
78-15263 
78-12901 
78-12902 
78-20706 
78-15264 
78-6570 
78-10930 
78-15265 
78-17101 
78-20707 
78-12903 
78-10931 
78-17102 
78-6571 
78-17103 
78-20708 
78-6572 
78-20709 
78-20710 
78-20710 
78-20711 
78-20712 
78-20713 
78-6573 
78-20714 
78-20715 
78-8739 
78-6574 
78-17104 
78-10932 
78-17105 
78-20716 
78-17106 
78-17107 
78-17108 
78-10933 
78-20717 
78-20718 
78-20719 
78-20720 
78-20721 
78-6575 
78-12904 
78-17109 
78-17110 
78-10934 
78-257 
78-17111 
78-17112 
78-12905 
78-12906 
78-10935 
78-12907 
78-12908 
78-6576 
78-258 
78-259 
78-10944 
78-12909 
78-260 
78-261 
78-20722 
78-17113 
78-20723 
78-262 
78-263 





EP 1.23/2:600/2-77-097, 
EP 1.23/2:600/2-77-103, 
EP 1.23/2:600/2-77-107, 
EP 1.23/2:600/2-77-107 a, 
EP 1.23/2:600/2-77-107 a, 
EP 1.23/2:600/2-77-107 b, 
EP 1.23/2:600/2-77-107 c, 
EP 1.23/2:600/2-77-107 e, 
EP 1.23/2:600/2-77-107 f, 
EP 1.23/2:600/2-77-107 g, 
EP 1.23/2:600/2-77-107 h, 
EP 1.23/2:600/2-77-107 i, 
EP 1.23/2:600/2-77-107 j, 
EP 1.23/2:600/2-77-107 k, 
EP 1.23/2:600/2-77-107 1, 
EP 1.23/2:600/2-77-107 m 
-23/2:600/2-77-110, 
.23/2:600/2-77-111, 
.23/2:600/2-77-115, 
.23/2:600/2-77-117, 
.23/2:600/2-77-122, 
.23/2:600/2-77-126, 
.23/2:600/2-77-127, 
.23/2:600/2-77-129, 
1.23/2:600/2-77-132, 
1.23/2:600/2-77-134, 
1.23/2:600/2-77-135, 
1.23/2:600/2-77-136, 
1.23/2:600/2-77-148, 
1.23/2:600/2-77-149, 
1.23/2:600/2-77-150, 
1.23/2:600/2-77-153 a, 
1.23/2:600/2-77-153 b, 
1.23/2:600/2-77-155 b, 
1.23/2:600/2-77-157, 
1.23/2:600/2-77-158, 
1.23/2:600/2-77-159, 
1.23/2:600/2-77-161, 
1.23/2:600/2-77-162, 
1.23/2:600/2-77-165, 
1.23/2:600/2-77-168, 
1.23/2:600/2-77-171, 
1.23/2:600/2-77-172, 
1.23/2:600/2-77-173, 
1.23/2:600/2-77-174, 
1.23/2:600/2-77-175, 
1.23/2:600/2-77-176, 
1.23/2:600/2-77-177, 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 


.23/2:600/2-77-179 a-e, 


.23/2:600/2-77-180, 
.23/2:600/2-77-182, 
.23/2:600/2-77-184, 
.23/2:600/2-77-185, 
.23/2:600/2-77-188, 
.23/2:600/2-77-189, 
.23/2:600/2-77-190, 
.23/2:600/2-77-191, 
-23/2:600/2-77-193, 
.23/2:600/2-77-196, 
.23/2:600/2-77-197, 
.23/2:600/2-77-199, 
.23/2:600/2-77-200, 
-23/2:600/2-77-201, 
.23/2:600/2-77-203, 
.23/2:600/2-77-206, 
-23/2:600/2-77-207, 
1.23/2:600/2-77-208, 
EP 1.23/2:600/2-77-209 a, 


78-20724 
78-1570 
78-17114 
78-8740 
78-12910 
78-6577 
78-8741 
78-12911 
78-17115 
78-17116 
78-10936 
78-8742 
78-12912 
78-17117 
78-10937 
, 78-12913 
78-15266 
78-12914 
78-12915 
78-264 
78-23456 
78-15267 
78-10938 
78-17118 
78-8743 
78-15268 
78-4574 
78-17119 
78-12916 
78-12917 
78-4575 
78-265 
78-1572 
78-15269 
78-12918 
78-266 
78-267 
78-268 
78-4576 
78-12919 
78-269 
78-270 
78-13001 
78-10939 
78-271 
78-272 
78-273 
78-274 
78-275 


78-12924 





EP 1.23/2:600/2-77-213, 
EP 1.23/2:600/2-77-216, 
EP 1.23/2:600/2-77-217, 
EP 1.23/2:600/2-77-220, 
EP 1.23/2:600/2-77-230, 
EP 1.23/2:600/2-77-232, 
EP 1.23/2:600/2-77-233, 
EP 1.23/2:600/2-77-233, 
EP 1.23/2:600/2-77-234, 
EP 1.23/2:600/2-77-017c, 
EP 1.23/2:600/2-78-002, 
EP 1.23/2:600/2-78-004 a, 
EP 1.23/2:600/2-78-004 b, 
EP 1.23/2:600/2-78-004 c, 
EP 1.23/2:600/2-78-004 e, 
EP 1.23/2:600/2-78-004 f, 
.23/2:600/2-78-004 g, 
.23/2:600/2-78-004 i, 
.23/2:600/2-78-004 j, 
.23/2:600/2-78-004 k, 
.23/2:600/2-78-004 1, 
.23/2:600/2-78-004 m 
.23/2:600/2-78-004 n, 
.23/2:600/2-78-004 p, 
.23/2:600/2-78-005, 
.23/2:600/2-78-011, 
.23/2:600/2-78-012, 
1.23/2:600/2-78-013, 
1.23/2:600/2-78-014, 
1.23/2:600/2-78-015, 
1.23/2:600/2-78-017, 
1.23/2:600/2-78-018, 
1.23/2:600/2-78-020, 
1.23/2:600/2-78-025, 
1.23/2:600/2-78-026, 
1.23/2:600/2-78-027, 
1.23/2:600/2-78-029, 
1.23/2:600/2-78-030, 
1.23/2:600/2-78-031, 
1.23/2:600/2-78-033, 
1.23/2:600/2-78-034, 
1.23/2:600/2-78-035, 
1.23/2:600/2-78-036, 
1.23/2:600/2-78-039, 
1.23/2:600/2-78-040, 
1.23/2:600/2-78-042, 
1.23/2:600/2-78-044, 
1.23/2:600/2-78-045, 
1.23/2:600/2-78-048, 
1.23/2:600/2-78-051, 
1.23/2:600/2-78-052, 
1.23/2:600/2-78-055, 
1.23/2:600/2-78-056, 
1.23/2:600/2-78-057, 
1.23/2:600/2-78-058, 
1.23/2:600/2-78-061, 
1.23/2:600/2-78-064, 
1.23/2:600/2-78-066, 
1.23/2:600/2-78-068, 
1.23/2:600/2-78-069, 
1.23/2:600/2-78-070, 
1.23/2:600/2-78-071, 
1.23/2:600/2-78-073, 
1.23/2:600/2-78-074, 
EP 1.23/2:600/2-78-075, 
EP 1.23/2:600/2-78-076, 
EP 1.23/2:600/2-78-078, 
EP 1.23/2:600/2-78-080, 


78-17124 
78-12925 
78-17125 
78-8745 
78-12926 
78-17126 
78-10943 
78-15270 
78-12927 
78-286 
78-12928 
78-15271 
78-17127 
78-17128 
78-12929 
78-12930 
78-17147 
78-20725 
78-17129 
78-23458 
78-23459 
, 78-23460 
78-23461 
78-25622 
78-17130 
78-17131 
78-17132 
78-23462 
78-17133 
78-17134 
78-17135 
78-15272 
78-17136 
78-23463 
78-17137 
78-17138 
78-15273 
78-20726 
78-20727 
78-20728 
78-17139 
78-15274 
78-15275 
78-17140 
78-17141 
78-20729 
78-15276 
78-15277 
78-15278 
78-17142 
78-23464 
78-17143 
78-25623 
78-23465 
78-20730 
78-23466 
78-20731 
78-17144 
78-20732 
78-17145 
78-23467 
78-20733 
78-23468 
78-17146 
78-23469 
78-23470 
78-20734 
78-23471 





December 1978 


EP 1.23/2:600/2-78-08 1, 
EP 1.23/2:600/2-78-082, 
EP 1.23/2:600/2-78-083, 
EP 1.23/2:600/2-78-084, 
EP 1.23/2:600/2-78-085, 
EP 1.23/2:600/2-78-088 a, 
EP 1.23/2:600/2-78-089, 
EP 1.23/2:600/2-78-090, 
EP 1.23/2:600/2-78-093, 
EP 1.23/2:600/2-78-094, 
EP 1.23/2:600/2-78-095, 
1.23/2:600/2-78-097, 
1.23/2:600/2-78-098, 
1.23/2:600/2-78-102, 
1.23/2:600/2-78-103, 
1.23/2:600/2-78-105, 
1.23/2:600/2-78-106, 
1.23/2:600/2-78-108, 
1.23/2:600/2-78-110, 
1.23/2:600/2-78-111, 
1.23/2:600/2-78-119, 
1.23/2:600/2-78-127, 
1.23/2:600/2-78-128, 
1.23/2:600/2-78-129, 
1.23/2:600/2-78-130, 
1.23/2:600/2-78-131 a, 
.23/2:600/2-78-131 b, 
.23/2:600/2-78-132, 
.23/2:600/2-78-138, 
-23/2:600/2-78-139, 
.23/2:600/2-78-147, 
.23/2:600/2-78-151, 
.23/2:600/2-78-182, 
.23/2:600/2-78-183, 
.23/2:600/9-77-030, 


.23/2:650/2-75-003/errata, 


1 

1 

1 

1 

1 

1 

1 

l 

1 

1 
1.23/2:660/2-74-002, 
1.23/2:670/2-74-061, 
1.23/2:670/2-74-069, 
1.23/3:600/5-77-014, 
1.23/3:600/5-77-009, 
1.23/3:600/5-77-010, 
1.23/3:600/5-77-011 b, 
1.23/3:600/5-77-012, 
1.23/3:600/5-77-015 a- 
1.23/3:600/5-78-002, 
1.23/3:600/5-78-003, 
1.23/3:600/5-78-004, 
1.23/3:600/5-78-005, 
1.23/3:600/5-78-006 a, 
1.23/3:600/5-78-006 b, 
1.23/3:600/5-78-007, 
1.23/3:600/5-78-008, 
1.23/3:600/5-78-010, 
1.23/3:600/5-78-011, 
1.23/3:600/5-78-013, 
1.23/3:600/S-78-014, 
1.23/4:600/1-77-038, 
1.23/4:600/1-78-019, 
1.23/4:600/1-78-032, 
1.23/4:600/1-78-045, 
1.23/5:72-003, 
1.23/5:600/4-75-015, 
1.23/5:600/4-76-050, 
1.23/5:600/4-76-061, 
1.23/5:600/4-77-024, 
.23/5:600/4-77-026, 
.23/5:600/4-77-029, 


Do not order from index; see indicated entry 


78-23472 
78-20735 
78-20736 
78-20737 
78-20738 
78-20739 
78-23473 
78-25624 
78-20740 
78-23474 
78-23475 
78-25625 
78-20741 
78-25626 
78-20742 
78-20743 
78-25627 
78-23476 
78-23477 
78-25628 
78-23478 
78-25629 
78-23479 
78-25630 
78-25631 
78-25632 
78-25632 
78-25633 
78-25634 
78-25635 
78-25636 
78-25637 
78-25638 
78-25639 
78-1573 


78-17148 
78-12932 
78-10945 


78-15279 


78-1574 

78-280 
78-12933 

78-281 


b, 78-6578 


78-12934 
78-12935 
78-12936 
78-17149 
78-17150 
78-17151 
78-25640 
78-23480 
78-20744 
78-20745 
78-23481 
78-25641 
78-282 
78-15280 
78-25642 
78-25643 


78-12937 


78-6579 
78-12938 
78-12939 
78-1575 
78-12940 
78-1576 


78-12931 





EP 1.23/5:600/4-77-034, 
EP 1.23/5:600/4-77-036, 
EP 1.23/5:600/4-77-039, 
EP 1.23/5:600/4-77-043, 
EP 1.23/5:600/4-77-047, 
1.23/5:600/4-78-005, 
1.23/5:600/4-78-008, 
1.23/5:600/4-78-011, 
1.23/5:600/4-78-012, 
1.23/5:600/4-78-017, 
1.23/5:600/4-78-019, 
1.23/5:600/4-78-026, 
1.23/5:600/4-78-030, 
1.23/5:600/4-78-032, 
1.23/5:600/4-78-036, 
1.23/5:600/4-78-039, 
1.23/5:600/4-78-040, 
1.23/5:650/4-74-048, 
1.23/5:650/4-75-024 g, 
1.23/5:670/4-74-007, 
1.23/6:600/9-78-005, 
1.23/7:600/6-75-001, 
1.23/7:600/6-77-001, 
1.23/8:600/7-76-007, 
1.23/8:600/7-76-010, 
1.23/8:600/7-76-011, 
1.23/8:600/7-76-016, 
1.23/8:600/7-76-017, 
1.23/8:600/7-76-019, 
1.23/8:600/7-76-020, 
1.23/8:600/7-76-021, 
1.23/8:600/7-76-022, 
1.23/8:600/7-76-026, 
1.23/8:600/7-76-027, 
1.23/8:600/7-76-028, 
1.23/8:600/7-76-030, 
1.23/8:600/7-76-031, 
1.23/8:600/7-76-033, 
1.23/8:600/7-76-112, 
1.23/8:600/7-77-001, 
1.23/8:600/7-77-002, 
1.23/8:600/7-77-005, 
1.23/8:600/7-77-009, 
1.23/8:600/7-77-010, 
1.23/8:600/7-77-011, 
1.23/8:600/7-77-012, 
1.23/8:600/7-77-013, 
1.23/8:600/7-77-014, 
1.23/8:600/7-77-018, 
1.23/8:600/7-77-019, 
1.23/8:600/7-77-022, 
1.23/8:600/7-77-023, 
1.23/8:600/7-77-026, 
1.23/8:600/7-77-027, 
1.23/8:600/7-77-029, 
1.23/8:600/7-77-030, 
1.23/8:600/7-77-031, 
1.23/8:600/7-77-035, 
1.23/8:600/7-77-043, 
1.23/8:600/7-77-044, 
1.23/8:600/7-77-045, 
1.23/8:600/7-77-050 a, 
1.23/8:600/7-77-050 b, 
1.23/8:600/7-77-050 c, 
1.23/8:600/7-77-051, 
1.23/8:600/7-77-052, 
1.23/8:600/7-77-053, 
1.23/8:600/7-77-054, 


78-4577 
78-1577 
78-283 
78-6580 
78-6581 
78-12941 
78-12942 
78-17152 
78-12943 
78-17153 
78-20746 
78-23482 
78-23483 
78-25644 
78-25645 
78-25646 
78-23484 
78-12944 
78-6582 
78-12945 
78-23485 
78-15281 
78-12946 
78-6583 
78-6584 
78-20747 
78-12947 
78-12948 
78-20748 
78-12949 
78-20749 
78-12950 
78-12951 
78-20750 
78-12952 
78-20751 
78-20752 
78-12953 
78-12954 
78-12955 
78-12956 
78-12957 
78-6585 
78-6586 
78-12958 
78-6587 
78-20753 
78-12959 
78-12960 
78-17154 
78-20754 
78-20755 
78-20756 
78-12961 
78-20757 
78-12962 
78-17155 
78-20758 
78-17156 
78-12963 
78-12964 
78-17157 
78-17158 
78-17159 
78-12965 
78-17160 
78-15282 
78-20759 
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Classification Number Index 


EP 1.23/8:600/7-77-057, 78-15283 EP 1.23/8:600/7-78-021, 78-17178 EP 1.35:1-78-01, 78-25689 

EP 1.23/8:600/7-77-058, 78-17161 EP 1.23/8:600/7-78-022, 78-17179 EP 1.42:(date/nos.), 78-3111 

EP 1.23/8:600/7-77-059, 78-15284 EP 1.23/8:600/7-78-023 a, 78-25649 EP 1.46/3:(date), 78-3112 

EP 1.23/8:600/7-77-060, 78-17162 EP 1.23/8:600/7-78-025, 78-25650 EP 1.46/3:(date/nos.), 78-3113 

EP 1.23/8:600/7-77-061, 78-12966 EP 1.23/8:600/7-78-026, 78-25651 EP 1.48:R 24, 78-4578 

EP 1.23/8:600/7-77-063, 78-17163 EP 1.23/8:600/7-78-030 a-b, 78-25652 1.51/2:60, 78-25690 

EP 1.23/8:600/7-77-064, 78-17164 EP 1.23/8:600/7-78-031 a, 78-25653 1.51/2:61, 78-23514 

EP 1.23/8:600/7-77-065, 78-8746 EP 1.23/8:600/7-78-031 b, 78-25654 1.51/3:7, 78-20764 

EP 1.23/8:600/7-77-066, 78-17165 EP 1.23/8:600/7-78-032 a, 78-25655 1.51/3:10, 78-23515 

EP 1.23/8:600/7-77-070, 78-12967 EP 1.23/8:600/7-78-033, 78-23496 1.51/4:24, 78-23516 

EP 1.23/8:600/7-77-071, 78-10946 EP 1.23/8:600/7-78-034, 78-25656 1.51/4:25, 78-23517 

EP 1.23/8:600/7-77-073 a, 78-17166 EP 1.23/8:600/7-78-035, 78-25657 1.51/5:33, 78-25691 

EP 1.23/8:600/7-77-073 b, 78-17166 EP 1.23/8:600/7-78-036 a, 78-25658 1.51/5:34, 78-25692 

EP 1.23/8:600/7-77-073 d, 78-12968 EP 1.23/8:600/7-78-038, 78-17180 1.51/6:910-8-76-095, 78-17182 

EP 1.23/8:600/7-77-074, 78-10947 EP 1.23/8:600/7-78-039, 78-25659 1.51/6:910-8-76-096, 78-17183 

EP 1.23/8:600/7-77-075, 78-10948 EP 1.23/8:600/7-78-043, 78-25660 1.51/6:910-8-76-097, 78-17184 
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.11:COQO/2909-1, 78-13045 
1.11:COO/2917-3/v.1-2, 78-1593 
1.11:COO/2917-76/2, 78-6638 
1.11:COO/2917-76/4, 78-6638 
1.11:COO/2930-4, 78-6639 
1.11:COO-2934-2, 78-23552 
1.11:COO/2934-3, 78-13046 
1.11:CQOO/2934-4, 78-13047 
1.11:COO/2934-76/1, 78-11002 
1.11:COO/2938-77/1, 78-6640 
1.11:COO/2939-1, 78-11003 
1.11:COO-2947-i, 78-11004 
1.11:COO-2947-2, 78-8763 
1.11:COO-2951-1, 78-17206 
1.11:COO-2955-1, 78-20813 
1.11:COO/2971-1, 78-11005 
1.11:COO-2983-2, 78-11006 
1.11:COO-2983-3, 78-13048 
1.11:COO-2983-4, 78-23553 
1.11:COO/2985-2, 78-6641 
1.11:COO-2990-6, 
1.11:COO/2991-8, 
1.11:COO/2991-10, 
1.11:COO/2991-11, 
1.11:COO/2991-14, 
1.11:COO/2991-17, 
1.11:COO/2991-76/4, 78-8764 
1.11:COO-3243-5, 78-11008 
1.11:COO-3243-6, 78-11008 
1.11:COO-4010-1, 78-11009 
1.11:COO-4010-2, 78-20815 
1.11:COO-4011-1, 78-8765 
1.11:COO-4037-3, 78-13049 
1.11:COO-4074-3, 78-11010 
1.11:COO-4094-3, 78-11011 


Do not order from index; see indicated entry 





11:COO/4128-1, 78-11012 
-11:COO-4129-3, 78-8766 
.11:COO/4130-77/1, 78-20816 
.11:COO/4198-1, 78-6644 
-11:COO-4208-1, 78-17207 


.11:COO/4210-1 (summ.), 78-11013 


-11:COO-4211-1/1, 78-6645 
.11:COG/4212-1/1, 78-20817 
-11:COO/4213-1/1, 78-20818 
.11:COO/4214-1/1, 78-8767 
-11:COO-4227-1, 78-17208 
.11:COO/4272-1, 78-20819 
.11:DGE/2293-3 (v.2), 78-20820 
.11:DGE/2293-3(v.1), 78-23554 
.11:DSE/W APO/4691-1, 78-11014 
-11:DSE-115/2, 78-292 
.11:DSE/1024-1, 78-6646 
.11:DSE/1024-2, 78-6647 
.11:DSE/1041-1, 78-11015 
-11:DSE/1217-1, 78-6648 
.11:DSE/2071-1, 78-4592 
.11:DSE/2426-8, 78-13050 
.11:DSE/2426-12, 78-20821 
.11:DSE/2426-15, 78-13051 
.11:DSE/2457-2, 78-13052 
.11:DSE/2460-2, 78-20822 
-11:DSE/2521-1, 78-6649 
.11:DSE/2523-1, 78-6650 
.11:DSE/2523-2, 78-6650 
.11:DSE/2528-1, 78-11016 
-L1:DSE/2538-1, 78-11017 
-11:DSE/4033-1, 78-13053 
-11:DSE/4135-1, 78-4593 
.11:DSE/4691-76/1, 78-6651 
.11:EDP/C-01(77), 78-20823 
-11:EDP/G 01 (77), 78-8768 
1.11:ERDA/JPL/649005-76/1, 
15291 
ER 1.11:ERDA/JPL/954144-76/1, 
4594 
ER 1.11:ERDA/JPL/954144-76/02, 
13054 
-L1:ERDA/JPL/954144-76/4, 


.11:ERDA/JPL/954144-76/5, 
-11:ERDA/JPL/954144-77/1, 
-11:ERDA/JPL/954144-77/2, 
-11:ERDA/JPL/954289-76/3, 
.11:ERDA/JPL/954289-76/4, 
-11:ER DA/JPL/954328-76/1, 
-11:ERDA/JPL/954328-76/2, 
-11:ER DA/JPL/954328-76/3, 
-11:ERDA/JPL/954328-76/4, 
-11:ER DA/JPL/954328-76/5, 
-11:ER DA/JPL/954328-76/6, 


-11:ERDA/JPL-954328-77/1, 





-11:ERDA/JPL/95433 1-76/1, 
-11:ERDA/JPL/95433 1-76/2, 
-11:ERDA/JPL/95433 1-76/4, 
-11:ERDA/JPL/95433 1-77/1, 
-11:ERDA/JPL/95433 1-77/2, 


-11:ERDA/JPL/954334-76/3, 


-ERDA/JPL/954334-76/4, 
-ERDA/JPL/954334-77/1, 
:-ERDA/JPL/954334-77/2, 
-ERDA/JPL/954338-76/1, 
:-ERDA/JPL/954338-76/2, 
-ERDA-JPL/954339-76/1, 
:-ERDA/JPL/954339-76/2, 
:-ERDA/JPL/954339-76/3, 
-ERDA/JPL/954339-77/1, 
-ERDA/JPL/954339-77/7, 
-ERDA/JPL/954343-76/1, 
:-ERDA/JPL/954343-76/2, 
:ERDA/JPL/954343-76/4, 
:ERDA/JPL/954344-76/1, 
:-ERDA/JPL/954344-76/2, 
:-ERDA/JPL/954344-76/3, 
:-ERDA/JPL/954344-76/4, 
:ERDA/JPL/954344-77/1, 
-ERDA/JPL/954350-76/1, 
:-ERDA/JPL/954350-76/2, 
-ERDA/JPL/954350-76/3, 
:ERDA/JPL/954350-76/4, 
:-ERDA/JPL/954350-77/1, 
:-ERDA/JPL/954350-77/2, 
:ERDA/JPL/95435 2-76/2, 
:-ERDA/JPL/954352-76/3, 
:ERDA/JPL/954352-77/1, 


:-ERDA/JPL/954352-77/2, 





December 1978 


ER 1.11:ERDA/JPL/954355-76/4, 
20824 


ER 1.11:ERDA/JPL/954355-76/8, 
4601 


ER 1.11:ERDA/JPL/954355-76/11, 
4601 


ER 1.11:ERDA/JPL/954355-77/1, 
4601 

-11:ERDA/JPL/954355-77/2, 
- LL: ERDA/JPL/954356-76/2, 
.11:ERDA/JPL/954356-76/3, 
-11:ERDA/JPL/954356-76/4, 
:-ERDA/JPL/954356-77/1, 
:-ERDA/JPL/954356-77/2, 
-ERDA/JPL/954363-76/2, 
:-ERDA/JPL/954363-76/3, 
:-ERDA/JPL/954363-77/1, 
-ERDA/JPL/954372-76/1, 
:-ERDA/JPL/954372-76/2, 
-ERDA/JPL/954372-76/3, 
:ERDA/JPL/954372-77/1, 
:-ERDA/JPL/954372-77/2, 
-ERDA/JPL/954373-76/1, 
-ERDA/JPL/954373-76/3, 
:-ERDA/JPL/954373-76/4, 
:-ERDA/JPL/954373-76/5, 
:-ERDA/JPL/954373-77/2, 
:-ERDA/JPL/954373-77/6, 
-ERDA/JPL/954374-76/1, 
:ERDA/JPL/954374-76/2, 
:ERDA/JPL/954374/76-3, 
:-ERDA/JPL/954374-76/4, 
:-ERDA/JPL/954374-77/1, 
:-ERDA/JPL/954374-77/2, 
:ERDA/JPL/954376-76/2, 
:-ERDA/JPL/954376-76/3, 
:-ERDA/JPL/954387-76/1, 


-ERDA/JPL/954405-76/1, 


Do not order from index; see indicated entry 





-11:ERDA/JPL/954405-76/2, 
.11:ERDA/JPL/954405-76/3, 
-L1:ERDA/JPL/954405-76/5, 


-11:ERDA/JPL/954405-77/4, 


:ERDA/JPL/954405-77/6, 
:-ERDA/JPL/954412-76/1, 
:-ERDA/JPL/954412-76/3, 
:-ERDA/JPL/954412-77/1, 
:-ER DA/JPL/954442-76/1, 
:-ERDA/JPL/954442-76/2, 
:-ER DA/JPL/954442-76/3, 
:ER DA/JPL/954442-77/1, 
:ER DA/JPL/954442-77/1, 
:-ER DA/JPL/954442-77/3, 
:-ER DA/JPL/954458-76/1, 
:-ER DA/JPL/954458-76/2, 
:ER DA/JPL/954458-76/3, 
:-ER DA/JPL/954458-77/3, 
:ER DA/JPL/954458-77/4, 
:ER DA/JPL/954465-76/1, 
:ER DA/JPL/954465-76/2, 
:-ER DA/JPL/954465-76/3, 
:ER DA/JPL/954465-77/1, 
:-ER DA/JPL/95447 1-76/1, 
:ER DA/JPL/95447 1-76/2, 
:ER DA/JPL/954471-77/1, 
:-ER DA/JPL/95447 1-77/2, 
:-ER DA/JPL/954475-76/1, 
:ER DA/JPL/954475-76/2, 


:ER DA/JPL/954475-76/3, 


.11:ERDA/JPL/954506-76/1, 
-11:ERDA/JPL/954506-76/2, 
.11:ERDA/JPL/954506-77/1, 


.11:ERDA/JPL/954506-77/2, 


78- 


78- 


78- 


78- 


78- 


78- 


78- 


78- 


78- 


78- 


78- 


78- 


78- 


78- 


78- 


78- 


78- 


78- 


78- 


78- 


78- 


78- 


78- 


78- 


78- 


78- 


78- 


78- 


78- 


78- 


78- 


78- 


78- 


78- 
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-11:ERDA/JPL/954506-77/3, 
-11:ERDA/JPL/95452 1-76/1, 
-L1:ERDA/JPL/954521-76/2, 
-11:ERDA/JPL/954521-77/1, 
-11:ERDA/JPL/954521-77/2, 
-11:ERDA/JPL/954527-76/1, 
-11:ERDA/JPL/954527-76/2, 
-11:ERDA/JPL/954527-77/1, 
-11:ERDA/JPL/954559-76/1, 
-11:ERDA/JPL/954559-76/2, 
-1L1:ERDA/JPL/954559-77/1, 
-11:ERDA/JPL/954559-77/2, 
-11:ERDA/JPL/954560-76/1, 

:ERDA/JPL/954560-76/2, 

:-ERDA/JPL/954560-77/1, 

:-ERDA/JPL/954560-77/4, 78- 
:-ERDA/JPL/954589-76/1, 78- 
:-ERDA/JPL/954589-76/2, 78- 
:ERDA/JPL/954589-77/1, 78- 
:ERDA/JPL/954605-77/1, 78- 
:ERDA/JPL/954605-77/2, 78- 
:ERDA/JPL/954606-77/1, 78- 
:-ERDA/JPL/954606-77/2, 78- 
:-ERDA/JPL/954694-77/1, 78- 
:ERDA/JPL/954694-77/2, 78- 
:ERDA/JPL/954694-77/2, 78- 
-L1:ERDA/JPL/954698-77/1, 78- 
ER 1.11:ERDA/NASA/1022-76/1, 


11027 
1.11:ERDA/NASA/19740-76/1, 

6675 

ER 1.11:ERDA/NASA-19768, 78-23558 

ER — 1.11:ERDA/NSF/AER/00647-76/2, 
78-17214 

ER 1.11:ERDA/NSF/00033-76/T 
1594 

ER 
13077 

ER 
6676 


78- 


78- 


1, 78- 
1.11:ERDA/NSF/00357-76/1, 78- 


1.11:ERDA/NSF/00367-76/2, 78- 
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Classification Number Index 


ER 1.11:ERDA/NSF/00598-75/T 1, 
13078 
ER 

6677 


1.11:ERDA/NSF/00702-75/1, 
1.11:ERDA/NSF/00826-75/2, 
1.11:ERDA/NSF/00833-75/1, 
1.11:ERDA/NSF/04014-76/1, 


1.11:ERDA/NSF/07378-75/1, 
11028 
ER 
11029 
ER 
6680 
.11:ERDA-tr-55, 
.11:ERDA-tr-111, 
.11:ERDA-tr-112, 
.11:ERDA-tr-149, 
.11:ERDA-tr-150, 
.11:ERDA-tr-153, 
.11:ERDA-tr-154, 
.11:ERDA-tr-159, 
-11:ERDA-tr-163, 
.11:ERDA-tr-165, 
.11:ERDA-tr-167, 
-11:ERDA-tr-173, 
.11:ERDA-tr-174, 
.11:ERDA-tr-175, 
.11:ERDA-tr-176, 
.L1L:ERDA-tr-177, 
.11:ERDA-tr-183, 
.11:ERDA-tr-184, 
.11:ERDA-tr-185, 
.11:ERDA-tr-186, 
.11:ERDA-tr-187, 
.11:ERDA-tr-189, 
.11:ERDA-tr-190, 
.11:ERDA-tr-191, 
:-ERDA-tr-209, 
:-ERDA-tr-221, 
:-ERDA-tr-262, 
:-ERDA-tr-263, 
:-ERDA-tr-267, 
:-ERDA-tr-268, 
:-ERDA-tr-275, 
:-ERDA-tr-284, 78-13079 
:-ERDA-tr-291, 78-13080 
-ERDA/USN/1027-3/1, 78-6684 
-ERDA/USN/1027-3/2, 78-6684 
:ERDA/USN/1027-5, 78-6685 
:ERDA/USN/1027/76/1/v.1-7, 


1.11:ERDA/NSF/7940-76/12, 
1.11:ERDA/NSF/43441-76/1, 


78-23559 
78-293 
78-294 
78-295 


78-313 
78-314 
78-315 
78-316 
78-23560 
78-6681 
78-6682 
78-6683 
78-17215 


78- 


:-ERDA/USN/1027-76/4, 
:7ERDA-68, 78-4617 
:-ERDA-76/1 (PM-3), 78-8770 
:-ERDA 76-6, 78-20830 
:-ERDA-76-10/v.2, 78-25710 
-L1:ERDA 76-14, 78-1596 
-LL:ERDA 76-28 V 1, 78-20831 
.11:ERDA 76-29, 
.11:ERDA-76-37, 
.11:ERDA-76-41, 
-11:ERDA-76-68, 
.11:ERDA-76-69, 
-L1L:ERDA 76-73, 
.11:ERDA-76-74, 


78-6686 


78-6688 
78-6689 


Do not order from index; see indicated entry 





ER 
ER 
ER 
ER 
ER 
ER 
ER 
ER 
ER 
ER 
ER 
ER 
ER 
ER 
ER 


-LL:ERDA 76-81, 
-L1:ERDA 76-87, 
-L1:ERDA 76-138, 
-L1L:ERDA-76/148, 
-11:ERDA-76-157, 78-20834 
-L1:ERDA 77-13, 78-8772 


1 78-1598 
1 

1 

1 

1 

1 

1.11:ERDA 77-15/1-2, 78-4619 
1 

1 

1 

1. 

1. 

1. 


78-20833 
78-11030 
78-8771 


.11:ERDA-77-24, 78-20835 
.11:ERDA-77-41/1, 78-20832 
-11:ERDA-77-41/4, 78-20836 
11:ERDA-77-41/5, 78-20837 
11:ERDA 77-41/8, 78-23561 
11:ERDA 77-43, 78-4620 
1.11:ERDA-77-44, 78-8773 
1.11:ERDA_ 77-50/2/pt.1/errata, 


20838 


-L1:ERDA 77-51, 
.11:ERDA 77-57, 
.11:ERDA 77-61, 
.11:ERDA 77-65, 
.11:ERDA 77-70, 
.11:ERDA 77-72, 
.L1:ERDA 77-73, 
.11:ERDA-77-74, 
-11:ERDA 77-76/1, 
-L1:ERDA 77-76/2, 
.11:ERDA-77-78, 
-1L1:ERDA 77-80, 
-L1:ERDA 77-91, 
.L1:ERDA 77-101, 78-23562 
.11:ERDA-77-102, 78-11032 
.11:ERDA 77-104/1-2, 78-320 
.11:ERDA-77-123, 78-13083 
.11:ERDA-1545-D/v.2, 78-13084 
-LL:ERDA-1554-D, 78-13085 
-11:ERDA-48(summ.), 78-20841 
-L1:FE-COSC-1, 78-13086 
.11:FE/WAPO/0020-1, 78-17217 
.11:FE/WAPO/2526-1, 78-17218 
-11:FE/WAPO/3387-1, 78-1599 
-11:FE/WAPO/7612-1, 78-6694 
.11:FE/WAPO/7621-1, 78-6695 
.11:FE/WAPO/7646-1, 78-321 
-11:FE-0390-2, 78-6696 

-1L1:FE 496-T 13, 78-8774 
.L1:FE-496-115, 78-6697 
.L1:FE-496-126, 78-6697 
-11:FE-496-127, 78-6697 

-L1:FE 496-129, 78-20842 
.11:FE-496-131, 78-20843 
.L1:FE-496-134, 78-6697 
-11:FE-1207-P 21, 78-6698 
-11:FE-1207-P 25, 78-6699 
-L1:FE-1207-17, 78-25711 
-11:FE-1207-21, 78-25711 
-L1:FE-1207-25, 78-20844 
-L1:FE-1207-29, 78-11033 
-L1:FE-1208-1, 78-6700 
-L1:FE-1218-T-1, 78-8775 
-L1:FE-1220-15, 78-1600 
-11:FE-1220-18, 78-1601 
-L1:FE-1220-21, 78-20845 
-L1:FE-1220-24, 78-20846 
-L1:FE-1221-144, 78-6701 
-11:FE-1221-145, 78-6701 
-L1:FE-1224-T-3, 78-8776 
-L1:FE-1224-58, 78-8777 
-L1:FE-1224-61, 78-8777 


78-318 
78-11031 
78-20839 
78-6690 
78-6691 
78-319 
78-17216 
78-13081 
78-20840 
78-20840 
78-6692 
78-13082 
78-6693 





.11:FE-1224-65, 
-L1:FE-1224-68, 
.L1:FE-1227-1, 
.11:FE-1231-2, 
-L1:FE-1231-4, 
.11:FE-1231-5, 
.11:FE-1231-6, 
-11:FE-1231-7, 
-L1L:FE-1231-8, 
.11:FE-1234-6, 
-11:FE-1234-7, 
-11:FE-1235-1, 
-L1:FE-1235-2, 
.11:FE-1235-4, 
-11:FE-1236-10, 
-11:FE-1236-15, 
.11:FE-1237-38, 
.11:FE-1237-42, 
-11:FE-1237-43, 
-L1:FE-1237-47, 
.11:FE-1237-51, 
-L1:FE-1237-59, 
-11:FE-1237-63, 
.L1:FE-1237-67, 


78-6702 
78-8777 
78-20847 
78-6703 
78-6703 
78-6703 
78-6703 
78-6704 
78-6704 
78-6705 
78-6705 
78-8778 
78-6706 
78-6707 
78-8779 
78-8780 
78-6708 
78-8781 
78-6708 
78-6709 
78-6710 
78-6709 
78-6708 
78-8782 


-L1:FE-1502-108, 78-15293 


-11:FE-1505-6, 
-11:FE-1505-7, 
-11:FE-1505-8, 
-11:FE-1505-9, 
-L1:FE-1511-23, 
-L1:FE-1511-27, 
-L1:FE-1511-31, 
-L1:FE-1511-36, 
-11:FE-1513-46, 
-L1:FE-1513-50, 
-L1:FE-1513-54, 
-11:FE-1513-58, 
-L1:FE-1514-52, 
-L1:FE-1514-53, 
.L1:FE-1514-57, 
-L1:FE-1514-61, 
-L1:FE-1514-65, 
:FE-1514-69, 
:FE-1516-2, 
:FE-1517-24, 
FE-1517-25, 
FE-1517-26, 
:FE-1517-28, 
:FE-1517-29, 
:FE-1517-31, 
:FE-1517-32, 
:FE-1517-34, 
:FE-1518-30, 
:FE-1518-34, 
:FE-1520-4, 
:FE-1520-9, 
:FE-1520-13, 
:FE-1520-16, 
:FE-1520-20, 
:FE-1520-21, 
:FE-1520-25, 
:FE-1520-101, 
:FE-1520-102, 
:FE-1520-103, 
:FE-1520-104, 
:FE-1520-105, 
:FE-1520-106, 
FE-1520-107, 


78-6711 
78-6711 
78-6711 
78-6711 
78-6712 
78-6712 
78-6713 
78-13087 
78-6714 
78-6714 
78-206848 
78-8783 
78-6715 
78-6715 
78-6715 
78-6715 
78-6715 
78-8784 
78-6716 
78-6717 
78-6718 
78-8785 
78-6719 
78-13088 
78-11034 
78-6720 
78-6721 
78-20849 
78-20849 
78-6722 
78-6722 
78-6722 
78-6722 
78-6722 
78-6722 
78-6722 
78-15292 
78-15292 
78-15292 
78-15292 
78-15293 
78-15293 
78-15293 


December 


.11:FE-1520-109, 
.11:FE-1520-110, 
11:FE-1520-111, 
1:FE-1520-112, 
11:FE-1520-113, 
11:FE-1520-114, 
11:FE-1520-115, 
.11:FE-1520-116, 
.11:FE-1521-20, 

.11:FE-1521-40, 

11:FE-1527-17, 

11:FE-1527-21, 
.11:FE-1527-25, 
.11:FE-1527-29, 
L1:FE-1534-29, 
11:FE-1534-33, 
11:FE-1534-44, 
.11:FE-1534-46, 
1 1:FE-1534-48, 
11:FE-1536-1, 

11:FE-1536-2, 

11:FE-1536-3, 

11:FE-1536-22, 


1978 


78-15294 
78-15294 
78-15294 
78-15294 
78-15295 
78-15295 
78-15295 
78-15295 
78-6723 
78-6723 
78-6724 
78-6724 
78-6725 
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78-20915 
78-209 16 
78-20917 
78-20918 
78-20919 
78-20919 
78-17254 





-11:LA-6637-C, 78-6835 
-11:LERC/RI-76/1, 78-13149 
.11:LERC/RI-76/4, 78-6836 
.11:LERC/RI-76/5, 78-8817 


-11:LERC/RI-76/6, 
-11:LERC/RI-77/1, 
-11:LERC/RI-77/2, 
-11:LERC/RI-77/4, 
-L1:LERC/RI-77/5, 
-11:LERC/TPR-76/2, 
.11:LERC/TPR-77/1, 
-11:LERC/TRC-77/2, 
-L1:MERC/CR-77/1, 
-L1:MERC/CR-77-2, 
-11:MERC/CR-77/5, 
-L1:MERC/CR-77/6, 
-11:MERC/CR-77/7, 
.11:MERC/CR-77/8, 
-11:MERC/RI-76/2, 
-11:MERC/RI-77/1, 
-11:MERC/RI-77/2, 
.11:MERC/SP-76/3, 
-11:MERC/SP-76/4, 
-L1:MERC/SP-77/1, 
.11:MERC/SP-77/2, 
-11:MERC/TPR-77/1 
-L1:MIT-2295-1, 78 


78-6837 
78-20921 
78-20922 
78-20923 
78-23570 
78-11064 
78-23571 
78-17259 
78-11065 
78-8818 
78-8819 
78-20924 
78-11066 
78-8820 
78-6838 
78-20925 
78-11067 
78-11068 
78-4622 
78-6839 
78-17260 
, 7178-23572 
-6840 


.11:MLM-2352, 78-6841 

.11:MLM-2354, 78-20926 
-11:MLM-2356, 78-20927 
.11:MLM-2358, 78-20928 
-11:MLM-2371, 78-20929 
-11:MLM-2373, 78-20930 
-11:MLM-2379, 78-20931 
-11:MLM-2380, 78-11069 
-11:MLM-2381, 78-20932 
-11:MLM-2382, 78-20933 
-11:MLM-2384, 78-11070 


.11:MLM-2399, 78- 


11071 


.11:MLM-2400, 78-11072 


-11:MLM-2403, 78- 


23573 


.11:MLM-2406, 78-4623 


-11:MLM-2414, 78- 
-L1:MLM-2418, 78- 
.11:MLM-2420, 78- 
-11:MLM-2421, 78- 
-11:MLM-2427, 78- 
.11:MLM-2428, 78- 
.11:MLM-2429, 78- 
.11:MLM-2435, 78- 
.11:MLM-2436, 78- 
-11:MLM-2444, 78- 
-11:MLM-2445, 78- 
.11:MLM-2449, 78- 
-11:MLM-2450, 78- 
-L1:MLM-2451, 78- 
-11:MLM-2452, 78- 
-11:MTR-7347/v.1, 

-1L1:MTR-7347/v.2, 

-11:MTR-7347/v.3, 

-11:MTR-7347/v.4, 

-L1:MTR-7347/v.5, 

-L1:MTR-7347/v.6, 


20934 
20935 
6842 
20936 
13150 
8821 
20937 
13151 
13152 
8822 
17261 
11073 
25716 
11074 
11075 
78-20938 
78-6843 
78-6843 
78-13153 
78-6843 
78-13153 


-LI:NBL-277, 78-20939 
-LI:NBL-281, 78-6844 


-L1:NBSIR-76-1137, 
.L1:NBSIR-76-1143, 
1.11:NP-22388, 78-8 


78-20940 
78-6845 
823 


Page I-2833 





ER 1.11:NRA-3071-035, 78-20941 
ER 1.11:NRC-TR-3, 78-20942 
ER 1.11:NSF-AER-75-23453-4, 78-15303 
ER 1.11:NSF-AER-7515213, 78-8824 
ER 1.11:NSF/RANN/GI-41891/FR/75/4, 
78-20943 
ER 1.11:NVO-159, 78-20944 
ER 1.11:NVO-184, 78-20945 
ER 1.11:NVO/0684-1, 78-20946 
ER 1.11:ORNL/EIS-94, 78-322 
ER 1.11:ORNL/EIS-95, 78-322 
ER 1.11:;ORNL/NUREG/TM-43, 78- 
17262 
ER 1.11:;0RNL/NUREG/TM-44, 78- 
20947 
ER 1.11:;ORNL/NUREG/TM-47, 78- 
17263 
-11:ORNL/NUREG-1, 78-17264 
-11:ORNL/sub-4308-2, 
-11:;ORNL/TM-4210, 
-11:O0RNL/TM-5313, 
-11:ORNL/TM-5344, 78-17267 
-11:ORNL/TM-5457, 78-20949 
-11:0RNL-4990, 78-20950 
-11:ORNL-5032, 78-23574 
-L1:ORNL-5097, 78-17268 
-L1:ORNL-5132, 78-17269 
-LLORNL-5142, 78-11076 
-L1:ORNL-5182, 78-20951 
-LL:ORNL-5189, 78-17270 
-LL:ORNL-5191, 78-8825 
-11:ORNL-5193, 78-20952 
-LL:ORNL-5194, 78-17271 
-11:O0RO-651, 78-6846 
-11:0RO-4893-1, 78-6847 
-11:0RO-4927-76/1, 78-6848 
-11:0RO-4927-76/2, 78-6848 
.11:O0RO-4927-77/1, 78-15304 
-11:;0RO-4944-4, 78-13154 
-11:0RO-4944-5, 78-13155 
-11:0RO/4976-77-1, 78-17272 
-11:;0RO-5018-13, 78-11077 
-11:;0RO-5081-12, 78-13156 
-11:0RO-5097-2, 78-11078 
.11:0RO/5108-76/4, 78-23575 
-11:0RO-5136-76/1, 78-11079 
-11:;ORO-5152-1, 78-20953 
-L1:0RO-5153-1, 78-11080 
-11:0RO-5154-1, 78-20954 
-11:0RO-5205-1, 78-13157 
-11:ORO-5205-2, 78-13157 
-11:0RO-5205-3, 78-13157 
-11:;ORO-5362-1, 78-11081 
-L1:PAE/3794-1, 78-6849 
.11:PAE/3794-2, 78-6850 
-11:PAE/3794-3, 78-20955 
.L1:PAE/3794-4, 78-11082 
-11:PAE/3794-5, 78-8826 
-11:PAE/3794-6, 78-8827 
-L1:PERC/RI-76/1, 78-20956 
-11:PERC/RI-76/2, 78-13158 
-11:PERC/RI-76/5, 78-17273 
-11:PERC/RI-77/1, 78-6851 
-L1:PERC/RI-77/2, 78-11083 
-11:PERC/RI-77/3, 78-20957 
-L1:PERC/RI-77/4, 78-13159 
-L1:PERC/RI-77/5, 78-6852 
-11:PERC/RI-77/6, 78-11084 


Page I-2834 





Classification Number Index 


ER 1.11:PERC/RI-77/7, 78-17274 
ER 1.11:PERC/RI-77/8, 78-13160 
ER 1.11:PERC/RI-77/9, 78-15305 
ER 1.11:PERC/RI-77/10, 78-13161 
ER 1.11:PERC/RI-77/12, 78-23576 
ER 1.11:PERC/TPR-76/2, 78-25717 
ER 1.11:PERC/TPR-77/1, 78-13162 
ER 1.11:RLO-2227-T 21-1, 78-20958 
ER 1.11:RLO/2229/T 12-76/1, 78-6853 
ER 1.11:RLO/2440-76/4, 78-17275 
ER 1.11:SAN/0326-1, 78-23577 
ER 1.11:SAN/1004-76-1, 78-8828 
ER 1.11:SAN/1011-76/3, 78-11085 
ER 1.11:SAN/1038-76/1, 78-6854 
ER 1.11:SAN/1075-1/1, 78-6855 
ER 1.11:SAN/1075-1/2, 78-13163 
ER 1.11:SAN/1075-1/3, 78-6856 
ER 1.11:SAN/1075-2, 78-17276 
ER 1.11:SAN-1077-4, 78-25718 
ER 1.11:SAN/1081-76/1, 78-11086 
ER 1.11:SAN/1083-76/1, 78-6857 
ER 1.11:SAN/1094-1, 78-13164 
ER 1.11:SAN/1096-1, 78-8829 
Er 1.11:SAN/1108-76-3, 78-8830 
ER 1.11:SAN/1109-76/T 1, 78-6858 
ER 1.11:SAN/1109-76/4, 78-11087 
ER 1.11:SAN/1109-76/5, 78-11087 
ER 1.11:SAN/1110-76/T 1, 78-6859 
ER 1.11:SAN/1110-76/T 2, 78-6859 
ER 1.11:SAN/1110-76/1, 78-8831 
ER 1.11:SAN/1110-76/2, 78-6859 
ER 1.11:SAN/1110-76/3, 78-8832 
ER 1.11:SAN/1116-1, 78-17277 
ER 1.11:SAN/1122-76/2, 78-6860 
ER 1.11:SAN/1132-1, 78-17278 
ER 1.11:SAN/1137-5, 78-17279 
ER 1.11:SAN/1140-1/1, 78-20959 
ER 1.11:SAN/1151-1, 78-13165 
ER 1.11:SAN/1156-77/1/v.2/pt.A, 78- 
6861 
ER 1.11:SAN/1156-77/1/v.2/pt.B, 78- 
6861 
ER 1.11:SAN/1156-77/1/v.2/pt.C, 78- 
6861 
-L1:SAN/1156-77/1(Vol.1), 78-8833 
-L1:SAN/1178-1, 78-17280 
-LL:SAN-1189-77-1, 78-13166 
-L1:SAN/1194-76/T 1, 78-20960 
-L1:SAN/1201-1, 78-23578 
-L1:SAN/1202-76/1, 78-13167 
11:SAN/1202-77/1, 78-13168 
11:SAN/1202-77/2, 78-23579 
-LL:SAN 1207-1, 78-20961 
-L1:SAN/1208-1, 78-23580 
-LI:SAN/1213-1, 78-13169 
-L1:SAN/1215-1, 78-8834 
-L1:SAN/1218-1, 78-6862 
-11:SAN/1220-1, 78-8835 
-L1:SAN/1241-77/1, 78-20962 
-L1:SAN/1249-1, 78-11088 
-L1:SAN/1273-1, 
-L1:SAN/1284/2, 
-11:SAN/1284-3, 
.11:SAN/1285-2, 
-L1:SAN/1288-1, 
-L1:SAN/1288-2, 
-L1:SAN/1288-3, 
-L1:SAN/1294-1, 78-11090 


— 


eee 


Do not order from index; see indicated entry 





11:SAN/1327-2, 78-13171 


.11:SAN/1335-1, 78-11091 
-11:SAN/1395-9, 78-8836 
.11:SAN/1396-6, 78-20964 
.11:SAND-76-8175, 78-17281 
-11:SCRC-CR-77-11, 78-23582 
.11:SE-2284-1, 78-6865 
.11:SE-4578-76/1, 78-6866 
.11:SRO-893-6, 78-20965 
-11:SRO-893-7, 78-20965 
.11:SRO-893-8, 78-20965 
-11:SRO-893-9, 78-20965 
.11:SRO-893-10, 78-20965 
.11:TEC-75/007, 78-11092 
.11:TID-85-R12, 78-13172 
.11:TID-3326-R 1, 78-20966 
.11:TID-3333-S 3, 78-6867 
.11:TID-3334-S 3, 78-6868 
.11:TID-3339-S 1, 78-23583 
.11:TID-3352, 78-20967 
.11:TID-3557-S 11, 78-13173 
.11:TID-3915/supp.2, 78-6869 
.11:TID-4045-S 1, 78-6877 
.11:TID-4500-R 65, 78-23584 
.11:TID-4579-R 9, 78-20968 
.11:TID-4584-R 1, 78-13174 
.11:TID-4585, 78-20969 
.11:TID-7000-R 1, 78-8837 
.11:TID-7000-R 2, 78-13175 
.11:TID-8200-R-33, 78-20970 
.11:TID-8200-R-34, 78-20970 
.11:TID-8200-R-35, 78-20970 
.11:TID-8200-R-36, 78-20970 
.11:TID-26113-P 2, 78-23585 
.11:TID-26711-P 2, 78-23586 
.11:TID-26870, 78-23587 
.11:TID-27008, 78-20971 
.11:TID-27143, 78-6870 
.11:TID-27144, 78-6871 
.11:TID-27145, 78-13176 
.11:TID-27146, 78-17282 
.11:TID-27147, 78-1624 
.11:TID-27148, 78-20972 
-11:TID-27149, 78-13179 
-11:TID-27150, 78-17283 
-11:TID-27151, 78-17283 
.11:TID-27152, 78-17283 
.11:TID-27153, 78-17284 
.11:TID-27163-P 1, 78-20973 
.11:TID-27163-P 2, 78-20973 
.11:TID-27164, 78-6872 
.11:TID-27348/1, 78-13177 
.11:TID-27439, 78-20974 
.11:TID-27610, 78-6873 
.11:TID-27621, 78-323 
.11:TID-27629-P 1 P 1, 78-23588 
.11:TID-27629-P 1 P 2, 78-23588 
.11:TID-27629-P3, 
.11:TID-27633, 78-6874 
.11:TID-27669, 78-17285 
.11:TID-27674, 78-6875 
.11:TID-27681, 78-6876 
-11:TID-27747, 78-20975 
.11:UCCND/CSD-19, 78-6878 
.11:UCID-17261-76-2, 78-8838 
.11:UCRL-13684, 78-13180 
.11:UCRL-52306/1, 78-20976 
.11:UCRL-52306/2, 78-20976 





.11:UR-3490-1189, 
.11:VPI-SU-5103-2, 
.11:VPI-SU-5103-3, 
-11:VPI-SU-5104-1, 
.12:(v.nos.&nos. ), 
.13:(nos.), 
-14:Ic 3, 78-23590 

.14:0x 3, 78-6881 
.15:(v.nos.&nos.), 78-3133 
.15:2/1-6/ind/pt.1-pt.3, 78-4624 
-17:977, 78-20977 
.24:F 95, 78-6882 
.24:R 22, 78-8840 
.24:T 22, 78-20979 
.24:W 72, 78-6883 
.25:F 95, 78-324 
.25:N 41, 78-325 
.25:P 83/977-2/v.1-2, 
.25:R 11, 78-327 
.25:R 59/draft/v.1-2, 
.25:Sa 1, 78-329 
.25:W 28, 78-330 
.25:W 28/2, 78-331 
.26:(v.nos.&nos.), 78-3134 
.27:(date/nos.), 78-3135 
.28:(date), 78-3136 
.28/2:(date), 78-3137 
.28/3:(date), 78-3138 
.28/4:(date), 78-3139 
.28/5:C 76/976, 78-20980 
.28/5:D 39/976, 78-20981 
.29:(date), 78-3140 
-33:C-01(77), 78-23591 
.33:F-01(77), 78-23592 
1.1:976-77, 78-23593 
1.3/2:12, 78-15306 
1.3/2:15, 78-20982 
1.3/2:17, 78-20983 
.1:975-76, 78-17287 
.1:976-77, 78-17287 
.2:Ag 8/974/v.2, 78-332 
.2:C 31, 78-1625 

.2:C 31/2/v.1-2, 78-1626 
.2:C 63/6, 78-15307 

.2:C 63/7, 78-15308 

.2:C 73/app., 78-6884 
.2:C 73/v.2, 78-6884 
.2:El 2/5, 78-1627 

.2:In 2/v.1, 78-4625 

.2:In 2/v.3-6, 78-4625 
.2:In 2/v.9, 78-8841 

.2:In 2/v.12-15, 78-4625 
.2:L 78, 78-1628 

.2:L 78/2, 78-1629 

.2:M 85, 78-1630 

.2:N 88/4, 78-1631 

.2:0i1 5/6, 78-15309 

.2:P 44/9, 78-15310 

.2:P 87/3, 78-15311 

.2:P 87/4, 78-15312 

.2:R 25/975, 78-23594 
.2:St 2/2/v.1, 78-8842 
.2:St 2/2/v.3, 78-8842 
.2:St 2/2/v.6, 78-8842 
.2:W 72, 78-15313 

.8:C 15/v.2, 78-8843 

.8:P 44, 78-8844 

FE 1.8:P 94, 78-8845 


78-23589 
78-6879 
78-6879 
78-8839 

78-3131 
78-3132 


78-326 


78-328 


eel 





December 1978 


FE 1.8:P 94/2, 

FE 1.8/5:(nos.), 78-3141 

FE 1.9/4:(date), 78-3142 

FE 1.9/5:(date/nos.), 78-3143 

FE 1.11:(nos.), 78-3144 

FE 1.12:(date), 78-3145 

FE 1.12/2:G 21, 78-15314 

FE 1.13:977, 78-17288 

FE 1.15:(date), 78-3146 

FE 1.15/2:975-2, 78-6885 

FE 1.15/2:977, 78-17289 

FE 1.17:(date), 78-3147 

FE 1.19:(date), 78-3148 
21:76-2/final/supp., 


78-333 


1. 78-334 
1.21: inhi -6/final/supp., 78-8846 
- 78-1632 
1. 77- 2/final, 78-335 
1.21:77- — 78-1633 
# 78-336 
1. 77- 8/v. 1-4, 78-337 
1.21:77-9/v.1-3, 78-338 
1.21:77-10/v.1-3, 78-339 
1.23:T 22/976, 78-17290 
S Se 78-15315 
1.25:5, 78-15316 
aan. 78-15317 
1.25:7/3, 78-17291 
FE 1.26:(date/nos.), 78-3149 
FE 1.27:01 5, 78-15318 
FHL 1.2:As 7/970-74, 78-23595 
FHL 1.2:M 84/2/v.1-3, 78-11093 
.2:Sa 9/4/976, 78-23596 
.6/2:St 2/(date), 78-3150 
.6/2:St 2/976/dividers, 78-17292 
.6/2:St 2/976, 78-17292 
.11:976, 78-17293 
.12:975, 78-17294 
.12:976, 78-17294 
.20:(date), 78-3151 
.23:B 63/7, 78-340 
.27:(v.nos.&nos. ), 
.28:(date), 78-3153 
FM 1.1:976, 78-23597 
FM 1.2:L 11/7, 78-341 
FMC 1.2:D 62, 78-6886 
FMC 1.9:76-4, 78-15319 
FMC 1.9:76-6, 78-15320 
FMC 1.9:77-1, 78-6887 
FMC 1.9/2:B 17/3, 78-342 
FMC 1.9/2:D 26, 78-6888 
FMC 1.9/2:D 26/2, 78-8847 
FMC 1.9/2:D 26/3, 78-8848 
FMC 1.9/2:K 63, 78-15321 
FMC 1.9/2:K 63/2, 78-15322 
FMC 1.10:18, 78-23598 
FMC 1.11:977, 78-25719 
FP 1.1:976, 78-17295 
FP 1.2:Al 1 s/2/9/976/v.1-2, 
FP 1.2:C 63/2, 78-25720 
FP 1.2:C 63/3/976-85, 78-15323 
FP 1.2:El 2/21, 78-8850 
FP 1.2:El 2/24/exec., 78-15324 
FP 1.2:F 95/976, 78-23599 
FP 1.2:G 21/2/975, 78-23600 
FP 1.2:G 21/16, 78-15325 
FP 1.7/2:(date), 78-3154 
FP 1.7/2:974/trans.2, 78-23601 
FP 1.7/3:(date), 78-3155 


78-3152 


78-8849 


Do not order from index; see indicated entry 





FP 
FP 
FP 
FP 
FP 
FP 
FP 
FP 
FP 
FP 
FP 
FP 
FP 
FP 
FP 
FP 
FP 


FR 
FR 
FR 
FR 


1.7/3:974/trans.2, 78-23602 
1.10:87, 78-17296 
1.10:88, 78-17297 
1.10:89, 78-17298 
1.10:90, 78-17299 
1.12:43, 78-17300 
1.18:(CT)/( date), 
1.18:Ar 4 i/977, 
1.18:Ar 4 k/977, 
1.18:C 71/977, 
1.18:C 76/975, 
1.18:C 76/977, 
1.18:D 37/977, 
1.18:G 29/977, 
1.18:H 31/977, 
1.18:Id 1/977, 
1.18:lo 9/977, 
1.18:K 13/977, 
1.18:L 93/977, 
1.18:M 28/977, 
1.18:M 36/974, 
1.18:M 69 0/977, 
.18:M 76/977, 


78-3156 
78-8851 
78-8852 
78-8853 
78-11094 
78-8854 
78-8855 
78-8856 
78-8857 
78-8858 
78-8859 
78-8860 
78-8861 
78-8862 
78-11095 
78-8863 
78-8864 
78-11096 
| 78-8865 
1 78-8866 
1 78-8867 
1 78-8868 
1 78-11097 
l 78-8869 
1 78-8870 
1 78-8871 
1 78-8872 
1 78-4626 
1 78-4626 
1 78-4626 
1 78-20984 
1 78-20985 
1 78-17301 
1 78-20986 
1.20:53/errata, 78-20986 
1.21:257, 78-17302 
1.21:258, 78-17303 
1.21:259, 78-17304 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
l 
1 
1 
1 
1 
1 
1 
1 
1 


1 
1.18:Ok 4/974 4/974, 


.18:Or 3/977, 
.18:R 34/977, 
.18:T 31/977, 
.18:V 59/977, 
.18:V 81/977, 
.18:W 27/977, 
.18:W 52 v/977, 
.18:W 75/977, 
.18:W 99/977, 
.20:41/errata, 
.20:42, 
.20:43, 
20:44, 
.20:45, 
.20:46, 
20:53, 


.21:260, 78-17305 
.21:261, 78-17306 
.21:262, 78-17307 
.25/3:(v.nos.&nos.), 
.27:(date), 78-3158 
.29:L 95, 78-15326 
.29:Up 6, 78-17308 
.32:(date/nos.), 78-3160 
.33:Im 7/2, 78-17309 

.33:P 11, 78-17310 

.33:W 52, 78-17311 

.1:976, 78-17312 

.2:F 31/2/974, 78-4627 

.2:R 26, 78-15327 

.2:T 77/4/975, 78-8873 

.2:T 77/4/976, 78-17313 
3:(v.nos.&nos.), 78-3161 
.6:C/976, 78-15328 

.6:D 970/supp.-9, 78-6889 
1.6:H/952/amdt.-8, 78-343 
1.6:J/969/rev./amdt.-3, 78-6890 
1.6:M/967/amdt.-8, 78-15329 
1.6:0/971/amdt.-2, 78-15330 
1.6:0/97 |/amdt.-3, 78-15331 


78-3157 
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Classification Number Index 


FR 1.6:Q/971/supp.-4, 78-15332 FR 1.50:(date), 78-3196 .13:CED-76-155, 78-1641 
FR 1.6:0/975, 78-17314 FR 1.50:(date), 78-3197 .13:CED-76-157, 78-1642 
FR 1.6:Q/975/amdt., 78-344 FR 1.52:(date), 78-3198 .13:CED-76-158, 78-1643 
FR 1.6:Q/975/supp., 78-345 FR 1.52/2:(date), 78-3199 .13:CED-77-1, 78-1644 
FR 1.6:V/969/amdt., 78-15333 FR 1.53:(date), 78-3200 .13:CED-77-2, 78-1645 
FR 1.6:V/969/amdt.-2, 78-6891 FR 1.54/2:(date), 78-3201 .13:CED-77-3, 78-1646 
FR 1.6:Z/977, 78-25721 FR 1.56:(date), 78-3203 .13:CED-77-4, 78-1647 
FR 1.8/2:Au 8/974/amdt.-2, 78-15334 FR 1.57:975, 78-8887 .13:CED-77-5, 78-1648 
FR 1.8/2:Au 8/977/amdt., 78-6892 FR 1.58:77, 78-15335 .13:CED-77-8, 78-1649 
FR 1.9/2:(date), 78-3162 FR 1.59:971-75, 78-17322 .13:CED-77-11, 78-1650 
FR 1.11/3:974, 78-17315 FR 1.60:976, 78-17323 .13:CED-77-12, 78-1651 
FR 1.11/3:975, 78-17315 FS 2.2:B 39/2, 78-20987 .13:CED-77-14, 78-1652 
1.11/4:(date), 78-3163 FS 2.2:C 71/2, 78-20988 .13:CED-77-15, 78-1653 
1.11/5:974, 78-17316 FS 2.2:H 41/2, 78-20989 .13:CED-77-17, 78-1654 
1.11/5:975, 78-17316 FS 2.2:R 24/3, 78-20990 .13:CED-77-19, 78-1655 
1.15:(date), 78-3164 FS 2.2:R 29/4, 78-20991 .13:CED-77-21, 78-1656 
1.15/3:(date), 78-3165 FS 2.30:B 56, 78-20992 .13:CED-77-24, 78-1657 
1.16:(date), 78-3166 FS 2.60/2:M 29, 78-20993 .13:CED-77-25, 78-1658 
1.17:(date), 78-3167 FT 1.2:At 8, 78-17324 .13:CED-77-27, 78-1659 
1.17/2:975, 78-25722 FT 1.2:C 48/5/976-2, 78-11098 .13:CED-77-28, 78-13183 
1.17/2:976, 78-25722 .2:C 73/2, 78-17325 .13:CED-77-29, 78-1660 
1.19/3:(date), .2:D 84/2, 78-346 .13:CED-77-30, 78-1661 
1.23:B 93/47, .2:F 22/3, 78-23603 .13:CED-77-31, 78-1662 
1.23:B 93/48, .2:F 31/6/975, 78-13181 .13:CED-77-32, 78-1663 
1.23:B 93/49, .2:F 73/6, 78-13182 .13:CED-77-34, 78-1664 
1.23:B 93/50, .2:F 95, 78-6894 .13:CED-77-37, 78-1665 
1.23:B 93/51, .2:F 96/4, 78-11099 .13:CED-77-38, 78-1666 
1.23:B 93/52, .2:F 96/5, 78-20994 .13:CED-77-39, 78-1667 
1.23:B 93/53, .2:H 34/2, 78-23604 .13:CED-77-40, 78-1668 
1.23:C 67/22, .2:L 11/3, 78-23605 .13:CED-77-42, 78-1669 
1.23:C 67/23, .2:M 34/4, 78-25723 .13:CED-77-45, 78-1670 
.23:G 17/4, 78-8882 .2:M 54/3/977, 78-17326 .13:CED-77-46, 78-15337 
.2:S0 4, 78-23606 .13:CED-77-48, 78-1671 
-2:St 3/7, 78-15336 .13:CED-77-49, 78-1672 
-2:Su 5/3, 78-347 .13:CED-77-50, 78-1673 
.2:T 67/2, 78-25724 .13:CED-77-51, 78-1674 
.2:W 84, 78-25725 .13:CED-77-55, 78-1675 


.23:5 12/9, 78-6893 
.23:W 15/36, 78-8883 
.23:W 15/37, 78-8884 
.23:W 15/38, 78-8885 
.23:W 15/39, 78-8886 
.26:(date), 78-3169 
.28/3:(date), 78-3170 
.29:(date/nos.), 78-3171 


1 

1 

1 

1 

1 

1 

1 5:L-St 2/976, 78-23607 .13:CED-77-56, 78-1676 
1 7:971/rev.-2, 78-17327 .13:CED-77-57, 78-1677 
1 8/2:F 15, 78-20995 .13:CED-77-58, 78-13184 
1.30:(date), 78-3172 .11:89, 78-8888 .13:CED-77-59, 78-1678 
1.30/2:977, 78-17318 FT 1.11:90, 78-23608 .13:CED-77-61, 78-13185 
1.31/2:(date), 78-3173 FT 1.13:976, 78-20996 .13:CED-77-62, 78-1679 
1.32:(date), 78-3174 FT 1.14:C 69/2, 78-348 .13:CED-77-64, 78-1680 
1.32/2:(date), 78-3175 FT 1.14:C 69/3, 78-349 .13:CED-77-66, 78-1681 
1.32/3:(date/nos.), 78-3176 FT 1.18:(date/nos.), 78-3204 .13:CED-77-67, 78-1682 
1.32/4:(date), 78-3178 FT 1.19/2:(nos.), 78-3205 .13:CED-77-69, 78-1683 
1.32/S:(date), 78-3179 FTZ 1.10:Ex 7, 78-1634 .13:CED-77-70, 78-1684 
1.32/6:(date), 78-3180 .1:975, 78-350 -13:CED-77-71, 78-1685 
I 

l 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

l 

I 

I 

1 

1 

! 


1 
1 
1 
1 
1 
l 
1 
1 
1 
1 
1 
1 
1 
1 
l 
1 
1 
1 
{ 
1 


5 9995955599559545554555 


1 
1 


.33:(date&nos.), 78-3182 .1:976, 78-17328 .13:CED-77-73, 78-1686 
.33/2:(date), 78-3183 .1:977, 78-17329 .13:CED-77-74, 78-1687 
.34/5:(date), 78-3184 .2:As 7, 78-351 .13:CED-77-76, 78-1688 
.34/7:(date), 78-3185 .2:Au 2/10, 78-25726 .13:CED-77-77, 78-1689 
.34/8:(date), 78-3186 5:55, 78-4628 .13:CED-77-79, 78-1690 
.34/9:(date), 78-3187 .5/a:(v.nos.&nos.), 78-3206 .13:CED-77-81, 78-1691 
.36:(date), 78-3188 .5/2:(date), 78-3207 .13:CED-77-82, 78-4629 
.38:(date), 78-3189 .5/3:971-76, 78-17330 .13:CED-77-85, 78-1692 
.39:(date), 78-3190 .5/5:(v.nos.&nos.), 78-3208 .13:CED-77-86, 78-1693 
.40:(date), 78-3191 .5/9:(v.nos.&nos.), 78-3209 .13:CED-77-87, 78-13186 
.43:(date), 78-3192 .5/10:(v.nos.&nos.), 78-3210 .13:CED-77-88, 78-1694 
.45:976, 78-17319 .13:CD-77-1, 78-6895 .13:CED-77-92, 78-11100 
.45:977, 78-17320 13:CED-76-124, 78-1635 .13:CED-77-94, 78-1695 
.46/4:975, 78-17321 .13:CED-76-130, 78-1636 .13:CED-77-96, 78-1696 
.46/4:976, 78-17321 .13:CED-76-130-A, 78-1636 .13:CED-77-97, 78-1697 
.46/4:977, 78-17321 .13:CED-76-135, 78-1637 .13:CED-77-98, 78-4630 
.47:(date), 78-3193 .13:CED-76-148, 78-1638 .13:CED-77-99, 78-1698 
.48:(nos.), 78-3194 .13:CED-76-153, 78-1639 .13:CED-77-100, 78-13187 
.48:(nos.), 78-3195 .13:CED-76-154, 78-1640 .13:CED-77-102, 78-13188 





eee 
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.13:CED-77-103, 
.13:CED-77-104, 
.13:CED-77-105, 
.13:CED 77-107, 
.13:CED-77-108, 
.13:CED-77-109, 
.13:CED-77-111, 
.13:CED-77-112, 


78-1699 
78-13189 
78-1700 
78-4631 
78-13190 
78-13191 
78-13192 
78-1701 


.13:CED-77-112 A, 78-6896. 


.13:CED-77-113, 
.13:CED-77-114, 
.13:CED 77-117, 
.13:CED-77-118, 
.13:CED-77-119, 
.13:CED-77-121, 
.13:CED-77-122, 
.13:CED-77-123, 
.13:CED-77-124, 
.13:CED-77-125, 
.13:CED-77-126, 
.13:CED-77-130, 
.13:CED-77-131, 
.13:CED-77-132, 
.13:CED-77-135, 
.13:CED-77-136, 
.13:CED-77-137, 
.13:CED-77-138, 


78-1702 
78-1703 
78-6897 
78-1704 
78-6898 
78-6899 
78-1705 
78-6900 
78-1706 
78-4632 
78-4633 
78-6901 
78-1707 
78-13193 
78-6902 
78-13194 
78-6903 
78-13195 


.13:CED-78-1, 78-13196 


.13:CED-78-3, 

.13:CED-78-6, 

.13:CED-78-8, 

.13:CED-78-9, 

.13:CED-78-10, 
.13:CED-78-11, 
.13:CED-78-12, 
.13:CED-78-15, 
.13:CED-78-18, 
.13:CED-78-19, 
.13:CED-78-21, 
.13:CED-78-22, 
.13:CED-78-23, 
.13:CED-78-24, 
.13:CED-78-27, 
.13:CED-78-28, 
.13:CED-78-29, 
.13:CED-78-32, 
.13:CED-78-36, 
.13:CED-78-38, 
.13:CED-78-42, 
.13:CED-78-44, 
.13:CED-78-45, 
.13:CED-78-46, 
.13:CED-78-48, 
.13:CED-78-49, 
.13:CED-78-50, 
.13:CED-78-55, 
.13:CED-78-56, 
.13:CED-78-57, 
.13:CED-78-58, 
.13:CED-78-60, 
.13:CED-78-61, 
.13:CED-78-62, 
.13:CED-78-63, 
.13:CED-78-65, 
.13:CED-78-67, 
.13:CED-78-68, 
.13:CED-78-70, 
.13:CED-78-71, 


78-6904 
78-6905 
78-11101 
78-11102 


78-20997 
78-6906 
78-6907 
78-13197 
78-6908 
78-13198 
78-13199 
78-13200 
78-13201 
78-17331 
78-13202 
78-25727 
78-13203 
78-13204 
78-15338 
78-15339 
78-13205 
78-13206 
78-17332 
78-13207 
78-13208 
78-25728 
78-13209 
78-13210 
78-13211 
78-15340 
78-15341 
78-20998 
78-13212 
78-13213 
78-23609 
78-15342 
78-23610 
78-15343 
78-15344 
78-15345 








as 
& 


1 
1 
1 


i 
1 
1 
1 
1 


1 
1 


1 
1 
1 
1 
l 


1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
& 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
l 
1 
1 
1 
1 
1 
1 


December 1978 


13:CED-78-74, 
13:CED-78-76, 


.13:CED-78-79, 
.13:CED-78-80, 
.13:CED-78-81, 
1. 


13:CED-78-82, 


.13:CED-78-83, 
.13:CED-78-84, 
.13:CED-78-87, 
.13:CED-78-88, 
.13:CED-78-90, 
1. 


13:CED-78-91, 


.13:CED-78-92, 
- 
1. 
¥ 
1. 
i 


13:CED-78-93, 
13:CED-78-94, 
13:CED-78-95, 
13:CED-78-97, 
13:CED-78-99, 


.13:CED-78-101, 
.13:CED-78-105, 
a 


13:CED-78-106, 


.13:CED-78-107, 
.13:CED-78-108, 
.13:CED-78-111, 
.13:CED-78-113, 
.13:CED-78-114, 
.13:CED-78-116, 
.13:CED-78-118, 
.13:CED-78-119, 
.13:CED-78-120, 
.13:CED-78-121, 
.13:CED-78-123, 
.13:CED-78-124, 
.13:CED-78-125, 
.13:CED-78-130, 
.13:CED-78-131, 
.13:CED-78-133, 
.13:CED-78-134, 
.13:CED-78-137, 
.13:CED-78-141, 
.13:CED-78-143, 
.13:CED-78-156, 


78-15346 
78-20999 
78-17333 
78-15347 
78-21000 
78-17334 
78-21001 
78-21002 
78-17335 
78-25729 
78-17336 
78-25730 
78-21003 
78-25731 
78-25732 
78-21004 
78-21005 
78-21006 
78-21007 
78-21008 
78-25733 
78-21009 
78-23611 
78-21010 
78-23612 
78-21011 
78-25734 
78-25735 
78-23613 
78-23614 
78-25736 
78-25737 
78-25738 
78-23615 
78-23616 
78-25739 
78-23617 
78-25740 
78-25741 
78-25742 
78-23618 
78-25743 


.13:CGD-78-3, 78-13214 
.13:EMD-76-2, 78-6909 
.13:EMD-76-13, 
.13:EMD-76-105, 


78-1708 
78-6910 


.13:EMD-77-3, 78-1709 


13:EMD-77-5, 78-462 


.13:EMD-77-6, 78-13215 
.13:EMD-77-7, 78-4635 
.13:EMD-77-9 a, 
.13:EMD-77-11, 
.13:EMD-77-15, 
.13:EMD-77-16, 
.13:EMD-77-19, 
.13:EMD-77-20, 
.13:EMD-77-21, 
.13:EMD-77-22, 
.13:EMD-77-23, 
.13:EMD-77-25, 
.13:EMD-77-27, 
.13:EMD-77-30, 
.13:EMD-77-31, 
.13:EMD-77-32, 
.13:EMD-77-34, 
.13:EMD-77-37, 
.13:EMD-77-40 a, 
.13:EMD-77-41, 


78-13216 
78-4636 
78-4637 
78-1710 
78-4638 


78-13221 
78-4644 


Do not order from index; see indicated entry 





-13:EMD-77-44, 78-1713 
.13:EMD-77-46, 78-1714 
.13:EMD-77-48, 78-1715 
.13:EMD-77-51, 78-1716 
.13:EMD-77-57, 78-13222 
.13:EMD-77-58, 78-6911 
i.13:EMD-77-59, 78-4645 
.13:EMD-77-60 a, 
.13:EMD-77-62, 78-4646 
.13:EMD-77-64, 78-6912 
.13:EMD-78-1, 78-6913 
.13:EMD-78-2, 78-6914 
.13:EMD-78-9, 78-17337 
.13:EMD-78-16, 78-23619 
.13:EMD-78-17, 78-23620 
.13:EMD-78-19, 78-6915 
.13:EMD-78-22, 78-11103 
.13:EMD-78-24, 78-6916 
.13:EMD-78-25, 78-11104 
.13:EMD-78-27, 78-13224 
.13:EMD-78-28/v.1, 
.13:EMD-78-29, 78-21012 
.13:EMD-78-30, 78-13225 
.13:EMD-78-31, 78-13226 
.13:EMD-78-32, 78-23621 
.13:EMD-78-35, 78-13227 
.13:EMD-78-38, 78-25745 
.13:EMD-78-39, 78-15348 
.13:EMD-78-40, 78-21013 
.13:EMD-78-41, 78-23622 
.13:EMD-78-43, 78-17338 
.13:EMD-78-46, 78-13228 
.13:EMD-78-47, 78-23623 
.13:EMD-78-48, 78-25746 
.13:EMD-78-52, 78-23624 
.13:EMD-78-53, 78-21014 
.13:EMD-78-65, 78-25747 
.13:EMD-78-66, 78-17339 
.13:EMD-78-82, 78-25748 
.13:EMD-78-83, 78-23625 
.13:EMD-78-90, 78-25749 
.13:EMD-78-94, 78-23626 
.13:EMD-78-95, 78-25750 
.13:EMD-78-97, 78-2575i 
.13:EMD-78-101, 
.13:F 22/7, 78-1717 
.13:F 89, 78-1718 
.13:F 94/2, 78-1719 
.13:FGMSD-75-52, 
.13:FGMSD-76-50, 
.13:FGMSD-76-63, 
.13:FGMSD-76-79, 
.13:FGMSD-76-82, 
.13:FGMSD-76-91, 
.13:FGMSD-76-102, 78-1724 
.13:FGMSD-77-4, 
.13:FGMSD-77-8, 
.13:FGMSD-77-11, 
.13:FGMSD-77-12, 
.13:FGMSD-77-13, 
.13:FGMSD-77-14, 
.13:FGMSD-77-15, 
.13:FGMSD-77-17, 
.13:FGMSD-77-20, 
.13:FGMSD-77-21, 
.13:FGMSD-77-22, 
.13:FGMSD-77-26, 
.13:FGMSD-77-28, 


78-13223 


78-25744 


78-25752 


78-1720 
78-1721 
78-1722 
78-13229 
78-6917 
78-1723 


78-1725 

78-13230 
78-13231 
78-6918 
78-13232 
78-1726 
78-1727 
78-1728 
78-17340 
78-6919 
78-6920 
78-13233 
78-11105 
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1. 
1. 


1 


1 
1 


1 


1 
1 


1 


1 
1 


1 
1 


1 
1. 
1 


13:FGMSD-77-33, 78-4647 
13:FGMSD-77-34, 78-4648 


.13:FGMSD-77-35, 78-1729 
1. 


13:FGMSD-77-49, 78-11106 


.13:FGMSD-77-51, 78-11107 
.13:FGMSD-77-55, 78-11108 
1. 
L. 
i. 


13:FGMSD-77-81, 78-13234 
13:FGMSD-77-82, 78-1730 
13:FGMSD-78-02, 78-25753 


.13:FGMSD-78-4, 78-6921 
1. 
ke 
1. 
1. 


13:FGMSD-78-5, 78-6922 
13:FGMSD-78-7, 78-11109 
13:FGMSD-78-11, 78-23627 
13:FGMSD-78-14, 78-13235 


.13:FGMSD-78-16, 78-13236 
i 


13:FGMSD-78-17, 78-13237 


.13:FGMSD-78-22, 78-17341 
.13:FGMSD-78-23, 78-21015 
1. 
1. 
1. 
bs 
i 


13:FGMSD-78-24, 78-25754 
13:FGMSD-78-25, 78-21016 
13:FGMSD-78-27, 78-21017 
13:FGMSD-78-30, 78-17342 
13:FGMSD-78-31, 


.13:FGMSD-78-33, 
ay 


13:FGMSD-78-34, 


.13:FGMSD-78-36, 
.13:FGMSD-78-39, 
Le 
it 
A. 
i. 


13:FGMSD-78-41, 
13:FGMSD-78-43, 
13:FGMSD-78-46, 
13:FGMSD-78-S0, 


.13:FOD-76-22, 78-1731 
.13:FOD-76-23, 78-1732 
.13:FOD-77-1, 78-1733 


13:FOD-77-02, 78-1734 


.13:FOD-77-03, 78-1735 
1.13:FOD-77-4 (a), 78-1738 
1.13:FOD-77-5, 78-6923 
1.13:FOD-77-6, 78-1736 
1.13:FOD-77-7, 78-6924 
1.13:FOD-77-8, 78-6925 
1.13:FOD-77-10, 78-1737 
1.13:FOD-77-11, 78-4649 
1.13:FOD-77-12, 78-13238 
1.13:FOD-77-13, 78-4650 
1.13:FOD-77-15, 78-6926 
1.13:FOD-77-16, 78-13239 
1.13:FOD-78-2, 78-25760 
1.13:FOD-78-4, 78-25761 
1.13:FPCD-76-48, 78-1739 
1.13:FPCD-76-49, 78-6927 
I. 
1 
l 
1 
1 
1 
1 
l 
1 
1 
1 
1 
1 
1 
1 
1 
I 


13:FPCD-76-51, 78-1740 


.13:FPCD-76-61, 78-1741 
.13:FPCD-76-64, 78-1742 
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1.13:LCD-77-321, 78-4762 
1.13:LCD-77-322, 78-4763 
1.13:LCD-77-323, 78-1827 
1.13:LCD-77-341, 78-1828 
1.13:LCD-77-348, 78-6955 
1.13:LCD-77-349, 78-4764 
1.13:LCD-77-351, 78-17355 
1.13:LCD-77-354, 78-13343 
1.13:LCD-77-355, 78-23660 
1.13:LCD-77-356, 78-13344 
1.13:LCD-77-358, 78-11130 
1.13:LCD-77-359, 78-25798 
1.13:LCD-77-406, 78-15360 
1.13:LCD-77-408, 78-1829 
1.13:LCD-77-410, 78-1830 
1.13:LCD-77-411, 78-4765 
1.13:LCD-77-412, 78-353 
1.13:LCD-77-416, 78-1831 
1.13:LCD-77-417, 78-4766 
1.13:LCD-77-418, 78-6956 
1.13:LCD-77-421, 
1.13:LCD-77-423, 
1.13:LCD-77-426, 
1.13:LCD-77-427, 
1.13:LCD-77-429, 
1.13:LCD-77-430, 
1.13:LCD-77-432, 
1.13:LCD-77-433, 
1.13:LCD-77-437, 


Do not order from index; see indicated entry 





.13:LCD-77-439, 
.13:LCD-77-440, 
.13:LCD-77-441, 
.13:LCD-77-444, 
.13:LCD-77-446, 
.13:LCD-77-447, 
.13:LCD-77-450, 
.13:LCD-77-451, 
.13:LCD-77-456, 
.13:LCD-78-105, 
.13:LCD-78-110, 
.13:LCD-78-113, 
.13:LCD-78-115, 
.13:LCD-78-118, 
.13:LCD-78-119, 
.13:LCD-78-120, 
.13:LCD-78-202, 
.13:LCD-78-212, 
.13:LCD-78-213, 
.13:LCD-78-214, 
.13:LCD-78-218, 
.13:LCD-78-222 A, 78-25805 
.13:LCD-78-228, 
.13:LCD-78-300, 
.13:LCD-78-301, 
.13:LCD-78-303, 
.13:LCD-78-308, 
.13:LCD-78-311, 
.13:LCD-78-313, 
.13:LCD-78-3 16, 
.13:LCD-78-327, 
.13:LCD-78-328, 
.13:LCD-78-329, 
.13:LCD-78-333, 
.13:LCD-78-343, 
.13:LCD-78-403, 
.13:LCD-78-406, 
.13:LCD-78-407 A, 78-25808 
.13:LCD-78-408 A, 78-25809 
.13:LCD-78-409, 
.13:LCD-78-410, 
.13:LCD-78-412, 
.13:LCD-78-421, 
.13:N 42 y/2, 78-6963 
.13:0CG-77-1, 
.13:0CG-77-1 A, 
.13:0CG-77-20, 

.13:0CR-77-1002, 78-21050 
.13:00G-77-2, 
.13:PAD-77-1, 78-1837 
.13:PAD-77-1 A, 
.13:PAD-77-7, 78-1839 
.13:PAD-77-8, 78-1840 
.13:PAD-77-14, 
.13:PAD-77-14 A, 78-11134 
.13:PAD-77-18, 
.13:PAD-77-25, 
.13:PAD-77-25 (a), 78-4771 
.13:PAD-77-27, 
.13:PAD-77-29, 
.13:PAD-77-34, 
.13:PAD-77-70, 
.13:PAD-77-73, 
.13:PAD-77-82, 
.13:PAD-78-3, 78-6964 

.13:PAD-78-4, 78-13358 
.13:PAD-78-5, 78-6965 

.13:PAD 78-13, 


78-13349 
78-6959 

78-13350 
78-13351 
78-6960 

78-6961 

78-17356 
78-4768 

78-1833 

78-25799 
78-21045 
78-25800 
78-25801 
78-25802 
78-23661 
78-25803 
78-15361 
78-11132 
78-25804 
78-23662 
78-23663 


78-23664 
78-23665 
78-13352 
78-11133 
78-13353 
78-13354 
78-13355 
78-21046 
78-21047 
78-23666 
78-25806 
78-25807 
78-21048 
78-6962 

78-23667 


78-21049 
78-15362 
78-23668 
78-25810 


78-1834 


78-1835 
78-1836 


78-13356 


78-1838 


78-1841 


78-1842 
78-4769 


78-1843 
78-1844 
78-4770 
78-1845 
78-13357 
78-11135 


78-11136 





December 1978 


.13:PAD-78-14, 78-6966 
.13:PAD-78-15, 78-6967 
.13:PAD-78-19, 78-6968 
.13:PAD-78-20, 78-6969 
-13:PAD-78-21, 78-25811 
.13:PAD-78-24, 78-21051 
.13:PAD-78-31, 78-25812 
-13:PAD-78-33, 78-15363 
.13:PAD-78-34, 78-13359 
-13:PAD-78-35, 78-23669 
.13:PAD-78-40, 78-21052 
.13:PAD-78-44, 78-23670 
.13:PAD-78-48, 78-21053 


-13:PSAD-77-124, 78-1889 
.13:PSAD-77-126, 78-4773 
-13:PSAD-77-127, 78-23671 
.13:PSAD-77-128, 78-4774 
.13:PSAD-77-131, 78-1890 
-13:PSAD-77-132, 78-13366 
.13:PSAD-77-133, 78-1891 
-13:PSAD-77-135, 78-6971 
.13:PSAD-77-151, 78-13367 
-13:PSAD-77-152, 78-4775 
.13:PSAD-77-170, 78-6972 
.13:PSAD-77-171, 78-6973 
-13:PSAD-78-1, 78-11137 


GA 1.19:11, 78-6983 

GA 1.21:l/appendix, 78-17362 
GA 1.21:1, 78-17362 

GA 1.22:In 3/977, 78-8890 

GA 1.22:P 94/977, 78-17363 
GA 1.22:R 29/977, 78-21063 
GP 1.23/4:D 44, 78-13379 

GP 3.8:(date), 78-3214 

GP 3.8:966-70/v.1-2, 78-21064 
GP 3.8:977/index/v.1, 78-17364 
GP 3.8:977/index/v.2, 78-17364 
GP 3.8:978/semiannual index, 78-25820 
GP 3.8:978/supp., 78-25821 


.13:PAD-78-50, 78-13360 
-13:PAD-78-51, 78-13361 
.13:PAD-78-52, 78-21054 
.13:PAD-78-62, 78-21055 
.13:PAD-78-67, 78-25813 
.13:PAD-78-72, 78-25814 


.13:PSAD-75-52, 
.13:PSAD-76-77, 
.13:PSAD-76-155, 
.13:PSAD-76-173, 
.13:PSAD-76-179, 


78-1847 

78-1848 
78-1849 
78-1850 
78-1851 


-13:PSAD-77-2, 78-1852 


.13:PSAD-77-5, 
.13:PSAD-77-13, 
.13:PSAD-77-17, 
.13:PSAD-77-23, 
.13:PSAD-77-31, 
.13:PSAD-77-32, 
-13:PSAD-77-33, 
.13:PSAD-77-34, 
.13:PSAD-77-40, 
.13:PSAD-77-41, 
.13:PSAD-77-47, 
.13:PSAD-77-49, 
.13:PSAD-77-50, 
.13:PSAD-77-51, 
.13:PSAD-77-54, 
.13:PSAD-77-57, 
.13:PSAD-77-58, 
.13:PSAD-77-60, 
.13:PSAD-77-62, 
.13:PSAD-77-65, 
.13:PSAD-77-66, 
.13:PSAD-77-69, 
.13:PSAD-77-74, 
.13:PSAD-77-76, 
.13:PSAD-77-78, 
.13:PSAD-77-80, 
.13:PSAD-77-85, 
.13:PSAD-77-86, 
.13:PSAD-77-88, 
.13:PSAD-77-91, 
.13:PSAD-77-92, 
.13:PSAD-77-93, 
.13:PSAD-77-98, 
.13:PSAD-77-99, 
.13:PSAD-77-100, 
.13:PSAD-77-101, 
.13:PSAD-77-103, 
.13:PSAD-77-107, 
.13:PSAD-77-108, 
.13:PSAD-77-113, 
.13:PSAD-77-114, 
.13:PSAD-77-115, 
.13:PSAD-77-123, 


78-1853 


78-1854 
78-1855 
78-1856 
78-1857 
78-1858 
78-1859 
78-1860 
78-1861 
78-1862 
78-1863 
78-1864 
78-1865 
78-4772 
78-1866 
78-1867 
78-1868 
78-1869 
78-1870 
78-6970 
78-1871 
78-1872 
78-1873 
78-1874 
78-13362 
78-1875 
78-13363 
78-1876 
78-13364 
78-1877 
78-1846 
78-1878 
78-1879 
78-1880 
78-1881 
78-1882 
78-1883 
78-1884 
78-13365 
78-1885 
78-1886 
78-1887 
78-1888 





.13:PSAD-78-2, 78-13368 
.13:PSAD-78-4, 
.13:PSAD-78-5, 
.13:PSAD-78-6 A, 78-13370 
.13:PSAD-78-8, 78-15364 
.13:PSAD-78-11, 78-6974 
.13:PSAD-78-12, 78-13371 
.13:PSAD-78-14, 78-11138 
.13:PSAD-78-18, 78-13372 
.13:PSAD-78-27, 78-15365 
.13:PSAD-78-31, 78-17357 
.13:PSAD-78-35, 78-17358 
.13:PSAD-78-36, 78-21056 
.13:PSAD-78-37, 78-21057 
.13:PSAD-78-43, 78-6975 
.13:PSAD-78-46, 78-13373 
.13:PSAD-78-47, 78-13374 
.13:PSAD-78-52, 78-17359 
.13:PSAD-78-54, 78-11139 
.13:PSAD-78-57, 78-25815 
.13:PSAD-78-58, 78-21058 
.13:PSAD-78-60, 78-11140 
.13:PSAD-78-61, 78-13375 
.13:PSAD-78-65, 78-13376 
.13:PSAD-78-80, 78-13377 
.13:PSAD-78-83, 78-13378 
.13:PSAD-78-85, 78-21059 
.13:PSAD-78-90, 78-23672 
.13:PSAD-78-100, 78-25816 
.13:PSAD-78-115, 78-25817 
.13:RED-76-8, 78-1892 
.13:RED-76-64, 78-1893 
.13:RED-76-72, 78-1894 
.13:RED-76-83, 78-1895 
.13:RED-76-84, 78-1896 
.13:RED-76-90, 78-6976 
.13:Sa 1/6, 78-1897 

.14:Ac 2/978, 78-6977 
.14:Au 2/3, 78-25818 
.14:B 47, 78-6978 

.14:C 49/title 2, 78-15366 
.14:F 73, 78-21060 

.14:P 94/3, 78-6979 

.14:P 94/4, 78-6980 

.14:P 94/5, 78-25819 
.15:(v.nos.&nos.), 78-3211 
.16:En 2, 78-6981 
.16/2:9/2, 78-21061 
.16/2:10/1, 78-21061 
.16/2:11/1, 78-21062 
.16/2:11/2, 78-17360 
.16/3:(v.nos.&nos.), 78-3212 
.17:(date), 78-3213 

.19:7, 78-17361 

.19:10, 78-6982 


Do not order from index; see indicated entry 





GP 3.9:36/(nos.), 
GP 3.16/3:(nos.), 


GP 3.17:(v.nos.&nos.), 


GP 3.22:In 3/2, 

GP 3.22/2:(nos.), 
GP 3.22/2:001/3, 
GP 3.22/2:002/4, 
GP 3.22/2:003/4, 
GP 3.22/2:004/3, 
GP 3.22/2:005/3, 
GP 3.22/2:007/2, 
GP 3.22/2:008/3, 
GP 3.22/2:009/3, 
GP 3.22/2:012/5, 
GP 3.22/2:016/3, 
GP 3.22/2:017/4, 
GP 3.22/2:018/4, 
GP 3.22/2:019/4, 
GP 3.22/2:021/3, 
GP 3.22/2:025/4, 
GP 3.22/2:026/4, 
GP 3.22/2:028/3, 
GP 3.22/2:030/4, 
GP 3.22/2:034/4, 
GP 3.22/2:035/4, 
GP 3.22/2:038/3, 
GP 3.22/2:039/4, 
GP 3.22/2:040/3, 
GP 3.22/2:041/3, 
GP 3.22/2:042/3, 
GP 3.22/2:043/4, 
GP 3.22/2:044/4, 
GP 3.22/2:045/3, 
GP 3.22/2:049/3, 
GP 3.22/2:055/4, 
GP 3.22/2:058/3, 
GP 3.22/2:062/3, 
GP 3.22/2:064/4, 
GP 3.22/2:065/4, 
GP 3.22/2:074/3, 
GP 3.22/2:076/3, 
GP 3.22/2:078/2, 
GP 3.22/2:078/4, 
GP 3.22/2:082/3, 
GP 3.22/2:083/3, 
GP 3.22/2:085/3, 
GP 3.22/2:086/3, 
GP 3.22/2:088/3, 
GP 3.22/2:089/3, 
GP 3.22/2:098/3, 
GP 3.22/2:104/3, 
GP 3.22/2:107/3, 
GP 3.22/2:110/3, 
GP 3.22/2:111/3, 
GP 3.22/2:111/4, 


78-3215 
78-3216 


78-17365 

78-3218 
78-15367 
78-23673 
78-21065 
78-15368 
78-21066 
78-25822 
78-25823 
78-6984 
78-354 
78-21067 
78-15369 
78-15370 
78-23674 
78-355 
78-25824 
78-21068 
78-25825 
78-23675 
78-21069 
78-23676 
78-17366 
78-17367 
78-356 
78-17368 
78-357 
78-23677 
78-17369 
78-358 
78-1899 
78-21070 
78-359 
78-1900 
78-23678 
78-23679 
78-360 
78-361 
78-13380 
78-17370 
78-13381 
78-362 
78-363 
78-364 
78-365 
78-21071 
78-6985 
78-17371 
78-366 
78-367 
78-1898 
78-21072 


78-3217 
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GP 3.22/2:115/3, 
GP 3.22/2:116/2, 
GP 3.22/2:117/3, 
GP 3.22/2:118/3, 
GP 3.22/2:119/3, 
GP 3.22/2:120/2, 
GP 3.22/2:121/3, 
GP 3.22/2:122/3, 
GP 3.22/2:123/3, 
GP 3.22/2:124/2, 
GP 3.22/2:125/3, 
GP 3.22/2:127/3, 
GP 3.22/2:128/3, 
GP 3.22/2:129/3, 
GP 3.22/2:130/3, 
GP 3.22/2:131/3, 
GP 3.22/2:132/3, 
GP 3.22/2:133/3, 
GP 3.22/2:134/3, 
GP 3.22/2:135/3, 
GP 3.22/2:136/3, 
GP 3.22/2:137/2, 
GP 3.22/2:139/3, 
GP 3.22/2:140/3, 
GP 3.22/2:141/3, 
GP 3.22/2:142/2, 
GP 3.22/2:143/3, 
GP 3.22/2:144/4, 
GP 3.22/2:146/3, 
GP 3.22/2:148/3, 
GP 3.22/2:149/3, 
GP 3.22/2:150/3, 
GP 3.22/2:151/3, 
GP 3.22/2:152/3, 
GP 3.22/2:153/3, 
GP 3.22/2:154/3, 
GP 3.22/2:157/3, 
GP 3.22/2:158/3, 
GP 3.22/2:159/3, 
GP 3.22/2:160/3, 
GP 3.22/2:161/3, 
GP 3.22/2:162/3, 
GP 3.22/2:163/3, 
GP 3.22/2:166/3, 
GP 3.22/2:168/4, 
GP 3.22/2:169/2, 
GP 3.22/2:170/2, 
GP 3.22/2:171, 

GP 3.22/2:172/3, 
GP 3.22/2:173/3, 
GP 3.22/2:174/3, 
GP 3.22/2:175/3, 
GP 3.22/2:176/3, 
GP 3.22/2:177/2, 
GP 3.22/2:178/3, 
GP 3.22/2:179/3, 
GP 3.22/2:180/2, 
GP 3.22/2:181/2, 
GP 3.22/2:182/2, 
GP 3.22/2:183/3, 
GP 3.22/2:185/2, 
GP 3.22/2:186/3, 
GP 3.22/2:187/2, 
GP 3.22/2:190/2, 
GP 3.22/2:191/3, 
GP 3.22/2:192/3, 
GP 3.22/2:193/2, 
GP 3.22/2:194/3, 
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78-6986 
78-6987 
78-1901 
78-13382 
78-6988 
78-6989 
78-368 
78-13383 
78-13384 
78-1902 
78-13385 
78-369 
78-13386 
78-8892 
78-370 
78-371 
78-8893 
78-372 
78-373 
78-1903 
78-13387 
78-21073 
78-6990 
78-13388 
78-13389 
78-1904 
78-6991 
78-23680 
78-374 
78-8894 
78-8895 
78-13390 
78-17372 
78-8896 
78-17373 
78-21074 
78-13391 
78-11141 


78-21076 
78-13398 

78-13399 
78-13400 
78-13401 
78-13402 
78-6992 

78-13403 
78-13404 
78-13405 
78-13406 
78-15371 
78-13407 
78-8898 


78-6993 





Classification Number Index 


GP 3.22/2:195/3, 78-13412 
GP 3.22/2:196/2, 78-13413 
GP 3.22/2:198/3, 78-13414 
GP 3.22/2:199/3, 78-13415 
GP 3.22/2:200/2, 78-17374 
GP 3.22/2:202/2, 78-375 
GP 3.22/2:203/2, 78-25826 
GP 3.22/2:204/3, 78-8891 
GP 3.22/2:205/2, 78-21077 
GP 3.22/2:206/3, 78-13416 
GP 3.22/2:207/2, 78-8903 
GP 3.22/2:207/2, 78-15372 
GP 3.22/2:208/2, 78-15373 
GP 3.22/2:209/3, 78-15374 
GP 3.22/2:210/3, 78-17375 
GP 3.22/2:212/2, 78-15375 
GP 3.22/2:213/2, 78-15376 
GP 3.22/2:214/2, 78-13417 
GP 3.22/2:215/3, 78-17376 
GP 3.22/2:217, 78-21078 
GP 3.22/2:218/2, 78-25827 
GP 3.22/2:223/2, 78-25828 
GP 3.22/2:225/2, 78-25829 
GP 3.22/2:227/2, 78-25830 
GP 3.22/2:228/2, 78-6994 
GP 3.22/2:229/2, 78-25831 
GP 3.22/2:232, 78-25832 
GP 3.22/2:235/2, 78-15377 
GP 3.22/2:239/2, 78-13418 
GP 3.22/2:240/3, 78-23681 
GP 3.22/2:242/2, 78-25833 
GP 3.22/2:244/3, 78-23682 
GP 3.22/2:250/3, 78-23683 
GP 3.22/2:254/3, 78-23684 
GP 3.22/2:258/3, 78-13419 
GP 3.22/2:270/2, 78-8902 
GP 3.22/2:273/2, 78-13420 
GP 3.22/2:275/2, 

GP 3.22/2:276/2, 

GP 3.22/2:277/2, 

GP 3/22/2:278/2, 

GP 3.22/2:279/2, 

GP 3.22/2:282, 78-376 

GP 3.22/2:284, 78-1906 
GP 3.22/2:285, 78-21079 
GP 3.22/3:(date), 78-3219 
GP 3.24:977/app., 78-21080 
GP 3.27:(nos.), 78-3220 
GS 1.1:976, 78-21081 

GS 1.1:977, 78-21082 

GS 1.2:Ar7, 78-17377 

GS 1.2:Su 7/978, 78-17378 
GS 1.4/3:73-2, 78-15378 
GS 1.4/3:74-4, 78-15379 
GS 1.4/3:74-7, 78-15380 
GS 1.6/5:(date)/amdt.(nos.), 78-3221 
GS 1.6/5:964/rep.-4, 78-8905 
GS 1.6/6:F 76/2, 78-6996 
GS 1.6/6:Sa 1, 78-11142 
GS 1.15:976, 78-21083 

GS 1.15/2:976, 78-21084 
GS 2.2:D 63/2, 78-15381 
GS 2.2:St 7/4, 78-13423 
GS 2.6/3:T 68, 78-17379 
GS 2.8/2:(date)/supp.-(nos.), 78-3222 
GS 2.8/3:122 R, 78-13424 
GS 2.8/3:285 a/amdt.2, 78-377 
GS 2.8/3:307 D, 78-8906 


Do not order from index; see indicated entry 





GS 2.8/3:368, 78-4777 

GS 2.8/3:369, 78-4778 

GS 2.8/3:1006, 78-11143 

GS 2.8/7:372, 78-1907 

GS 2.10/6:(vol.no./(date), 78-3223 

GS 2.10/6:In 2, 78-21085 

GS 2.10/6:0f 2, 78-21086 

GS 2.10/6:T 61, 78-21087 

GS 2.10/6:v.3/976, 78-21088 

GS 2.10/6:v.4/975, 78-6997 

GS 2.10/6:v.4/976, 78-6998 

GS 2.10/6:v.4/976/ch.1, 78-6998 

GS 2.10/6:v.4/976/ch.2, 78-6998 

GS 2.17:(date), 78-3224 

GS 2.18:976, 78-21089 

GS 2.19:1, 78-15382 

GS 4.2:K 38/supp., 78-6999 

GS 4.2:T 77/4/976, 78-7000 

GS 4.6/2:F 31, 78-378 

GS 4.6/2:R 24/5, 78-15383 

GS 4.6/3:976, 78-17380 

GS 4.7:8/2, 78-15384 

GS 4.7:13/3, 78-1908 

GS 4.7:43, 78-17381 

GS 4.14/3:977, 78-21090 

GS 4.18:15, 78-7001 

GS 4.18:17, 78-7001 

GS 4.18:19-20, 78-7001 

GS 4.18:23-29, 78-7001 

GS 4.18:55, 78-7001 

GS 4.18:74, 78-7001 

GS 4.21:1/sec.A-K, 78-379 

GS 4.21:3, 78-380 

GS 4.22:3/5, 78-7002 

GS 4.22:6/3, 78-1909 

GS 4.22:25/2, 78-1910 

GS 4.23:(v.nos.&nos.), 78-3225 

GS 4.24:977, 78-21091 

GS 4.102:R 26, 78-15385 

GS 4.107:(v.nos.&nos.), 78-3226 

GS 4.107:(v.nos.&nos.), 78-3227 

GS 4.107/a:P 93/2/976/v.5, 78-8907 

GS 4.107/a:R 245/977, 78-21092 

GS 4.108:(nos.), 78-3228 

GS 4.108:ind./977, 78-17382 

GS 4.108:4/978, 78-23685 

GS 4.108:5/978, 78-23686 

GS 4.108:7/pt.53-209/978, 78-25834 

GS 4.108:7/pt.750-899/978, 78-25835 

GS 4.108:7/pt.945-980/978, 78-21093 

GS 4.108:7/pt.981-999/978, 78-25836 

GS 4.108:7/pt.1000-1059/978, 78-21094 

GS 4.108:7/pt.1060-1119/978, 78-21094 

GS 4.108:7/pt.1120-1199/978, 78-23687 

GS 4.108:8/978, 78-23688 

GS 4.108:12/pt.1-299/978, 78-25837 

GS 4.108:13/978, 78-23689 

GS 4.108:14/pt.1-59/978, 78-25838 

GS 4.108:16/pt.0-149/977, 78-7003 

GS 4.108:16/pt.1000-end/978, 78-25839 

GS 4.108:22/977, 78-7004 

GS 4.108:25/977, 78-7005 

GS 4.108:25/977/errata, 78-21095 

GS 4.108:26/pt.1 (sec.1.0-1-1.169)/977, 
78-7011 

GS 4.108:26/pt.1 (sec.1.170-1.300)/977, 
78-7012 





GS 4.108:26/pt.1 (sec.1.301-1.400)/977, 
78-7013 

GS 4.108:26/pt.1 (sec.1.401-1.500)/977, 
78-7014 

GS 4.108:26/pt.1 (sec.1.501-1.640)/977, 
78-7015 

GS 4.108:26/pt.1 (sec.1.641-1.850)/977, 
78-7016 

GS 4.108:26/pt.1 (sec.1.851-1.1200)/977, 
78-7017 

GS 4.108:26/pt.1 (sec.1.1201-end)/977, 
78-7018 

GS 4.108:26/pt.2-29/977, 

GS 4.108:26/pt.30-39/977, 

GS 4.108:26/pt.40-299/977, 

GS 4.108:26/pt.300-499/977, 

GS 4.108:26/pt.600-end/977, 

GS 4.108:27/977, 78-7019 

GS 4.108:28/977, 78-11144 

GS 4.108:29/pt.0-499/977, 78-8908 

GS 4.108:29/pt.1900-1919/977, 78-8909 

GS 4.108:29/pt.1920-end/977, 78-8910 

GS 4.108:30/977, 78-7020 

GS 4.108:31/977, 78-15386 

GS 4.108:32 A/977, 78-7021 

GS 4.108:32/pt.1-39/v.1/976, 

GS 4.108:32/pt.1-39/v.2/976, 

GS 4.108:32/pt.1-39/v.3/976, 

GS 4.108:32/pt.40-399/977, 

GS 4.108:32/pt.400-589/977, 

GS 4.108:32/pt.590-699/977, 

GS 4.108:32/pt.700-799/977, 78-11145 

GS 4.108:32/pt.800-999/977, 78-11146 

GS 4.108:32/pt.1000-1399/977, 78-7025 

GS 4.108:32/pt.1400-1599/977, 78-7026 

GS 4.108:32/pt.1600-end/977, 78-7027 

GS 4.108:34/977, 78-7028 

GS 4.108:35/977, 78-7029 

GS 4.108:36/977, 78-7030 

GS 4.108:37/977, 78-7031 

GS 4.108:38/977, 78-11147 

GS 4.108:39/977, 78-7032 

GS 4.108:40/pt.0-49/977, 78-7033 

GS 4.108:40/pt.50-59/977, 78-7033 

GS 4.108:40/pt.60-99/977, 78-7033 

GS 4.108:40/pt.100-399/977, 78-7033 

GS 4.108:40/pt.400-end/977, 78-7033 

GS 4.108:41/chap.1-2/977, 78-7034 

GS 4.108:41/chap.3-6/977, 78-11148 

GS 4.108:41/chap.7/977, 78-7034 

GS 4.108:41/chap.8/977, 78-7034 

GS 4.108:41/chap.9/977, 78-7034 

GS 4.108:41/chap.10-17/977, 78-8911 

GS 4.108:41/chap.19/977, 78-7034 

GS 4.108:41/chap.101-end/977, 78-7034 

GS 4.108:42/pt.1-399/977, 78-21096 

GS 4.108:42/pt.400-end/977, 78-17384 

GS 4.108:43 (pt.1,000-end),44/977, 78- 
17385 

GS 4.108:43/pt.1-999/977, 78-11149 

GS 4.108:45/pt.1-99/977, 78-11150 

GS 4.108:45/pt.100-149/977, 78-21097 

GS 4.108:45/pt.150-199/977, 78-17386 

GS 4.108:45/pt.200-499/977, 78-17386 

GS 4.108:45/pt.500-end/977, 78-17387 

GS 4.108:46/pt.1-29/977, 78-11154 

GS 4.108:46/pt.30-40/977, 78-11151 

GS 4.108:46/pt.41-69/977, 78-17388 


78-7006 
78-7007 

78-7008 
78-7009 
78-7010 


78-7022 
78-7022 
78-7022 
78-17383 
78-7023 
78-7024 





December 1978 


GS 4.108:46/pt.70-89/977, 78-8912 
GS 4.108:46/pt.70-89/977/errata, 78- 
11154 

GS 4.108:46/pt.90-109/977, 

GS 4.108:46/pt.110-139/977, 

GS 4.108:46/pt.140-165/977, 

GS 4.108:46/pt.166-199/977, 

GS 4.108:46/pt.200-end/977, 

GS 4.108:47/pt.0-19/977, 

GS 4.108:47/pt.20-69/977, 

GS 4.108:47/pt.70-79/977, 78-21098 

GS 4.108:49/pt.1-99/977, 78-8913 

GS 4.108:49/pt.100-199/977, 78-17391 

GS 4.108:49/pt.200-999/977, 78-21099 

GS 4.108:49/pt.1000-1199/977, 78-17392 

GS 4.108:49/pt.1200-1299/977, 78-21100 

GS 4.108:49/pt.1300-end/977, 78-11153 

GS 4.108:50/977, 78-21101 

GS 4.108:1,2/978, 78-23690 

GS 4.108:47(pt.80-end),48/977, 78- 

21102 

GS 4.108/2:976, 78-7035 

GS 4.108/3:(date), 78-3229 

GS 4.109:976/supp.3, 78-1911 

GS 4.109:977-78, 78-17393 

GS 4.109:977-78/supp., 78-17393 

GS 4.109:978-79, 78-25840 

GS 4.110:(Cong.nos.)/(nos.), 

GS 4.111:89, 78-8914 

GS 4.113:932-33, 78-17394 

GS 4.113:975/bk.1, 78-4779 

GS 4.113:975/bk.2, 78-4779 

GS 4.114:(v.nos.&nos.), 78-3231 

GS 6.2:Aw 1, 78-7036 

GS 6.6/2:Ea 7/v.1-2, 78-17395 

GS 6.6/2:En 2/3/977, 78-11155 
10.7/2:(nos.), 78-3232 
11.9:(date/nos.), 78-3233 
11.9/2:(nos.), 78-3234 
11.9/3:(Ct.), 78-3235 
12.2:T 23, 78-7037 
12.9:976, 78-21103 
12.9:977, 78-25841 
12.10:977, 78-21104 
12.12:977, 78-17396 
12.14:(date/nos.), 78-3236 
13.2:St 6/976, 78-21105 
13.9:974, 78-15388 
13.9:975, 78-15389 
1.2:As 4/2, 78-7038 

.2:As 7/4, 78-17397 

.2:D 33/2, 78-7039 

.2:D 63/4, 78-23691 

.2:D 84/3, 78-23692 

.2:Ed 8/6, 78-25842 

.2:F 87/3, 78-7040 

.2:H 34/18, 78-17398 

.2:In 2/2/summ., 78-11156 

.2:P 27, 78-381 

.6/7:(trans.nos. ), 

.6/7-3:(nos.), 78-3238 

-7:C 12, 78-8915 

.7:M 42/975/76, 

.18/3:976-77, 

18/4:C 26, 

.18/4:C 43, 

.18/4:D 36, 

.18/4:Et 3, 


78-11152 
78-11154 
78-15387 
78-15387 
78-17389 

78-17390 
78-17390 


78-3230 


78-3237 


78-11157 
78-23693 
78-17399 
78-382 
78-23694 
78-23695 


a 


Do not order from index; see indicated entry 





HE 1.18/4:Ex 7, 

HE 1.18/4:M 91, 

HE 1.18/4:P 69, 

HE 1.18/4:So 1, 

HE 1.23/4:(nos.), 

HE 1.27/3:(date), 

HE 1.28:977-2, 78-7041 

HE 1.37:9, 78-7042 

HE 1.42:J 22, 78-17401 

HE 1.42:) 76, 78-17402 

HE 1.42:M 82, 78-13425 

HE 1.47:(letters&nos.), 78-3241 

HE 1.47/2:(letters&nos.), 78-3242 

HE 1.47/3:(letters&nos.), 78-3243 

HE 1.48:(v.nos.&nos.), 78-3244 
.49:(v.nos.&nos.), 78-3245 
.50:(v.nos.&nos.}, 78-3246 
.51:975, 78-8916 
.51:975-2, 78-8916 
.51:975-3, 78-8916 
.51:978, 78-23697 
.53:976/supp., 78-21106 
54:4, 78-13426 
1.54:5, 78-385 
1.54:6, 78-17403 
1.54:7, 78-17404 
1.55:976, 78-11158 
1.55:976-2, 78-11158 
1.55:976-3, 78-11158 
1.55:976-4, 78-11158 
1.102:F 49/976, 78-13427 
1.202:Ac 2, 78-7043 
1.202:F 11/977, 78-8917 
1.202:H 75/2, 78-1912 
1.208/2:R 31/v.1, 78-386 
1.209:2, 78-11159 
1.209:3, 78-11160 
1.209:7, 78-11161 
1.209:10, 78-11162 
1.209:11, 78-11163 

1.210:(nos.), 78-3247 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

| 

1 


78-383 
78-384 
78-17400 
78-23696 
78-3239 
78-3240 


.212:P 96/978, 78-15390 
.308:Y 8, 78-1913 
.321:2, 78-387 
.402:H 34/977, 
.402:R 31, 78-13428 
.409:975, 78-4780 
.411:B 49/supp.1, 78-11164 
.458:F 81, 78-13429 
.459:(v.nos.&nos.), 78-3249 
.480/2:(date), 78-3250 
.502:St 2/977, 78-389 
.509:(v.nos.&nos.), 78-3251 
.609:976, 78-13430 
.610:976, 78-13431 
.611:976, 78-17405 
.612:(v.nos.&nos.), 78-3252 
-702:H 19/3, 78-1914 
.706:H 19/975-76, 78-17406 
.710:(date/nos.), 78-3253 

HE 3.2:C 36, 78-11165 

HE 3.2:C 43/5, 78-23698 

HE 3.2:D 63/6/977-2, 78-390 

HE 3.2:D 63/6/978, 78-15391 

HE 3.2:D 63/9, 78-391 

HE 3.2:D 63/10, 78-17407 

HE 3.2:F 21/5/977-2, 78-392 

HE 3.2:F 21/5/978, 78-23699 


78-388 
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HE 3.2:H 34/9/973, 78-7044 
HE 3.2:J 57/2/977, 78-393 
HE 3.2:P 94/3, 78-25843 
HE 3.2:R 26/973, 78-17408 
HE 3.2:R 44/3, 78-4781 
HE 3.2:Se 2/7, 78-7045 
HE 3.3:(v.nos.&nos.), 78-3254 
HE 3.3/3:975, 78-7046 
HE 3.6/3:In 2/977, 78-4782 
HE 3.19/2:88, 78-8918 
HE 3.19/2:89, 78-17409 
HE 3.19/2:90, 78-8919 
HE 3.19/2:91, 78-8920 
HE 3.28/2:976/5, 78-8921 
HE 3.28/2:976/6, 78-8922 
HE 3.28/2:976/7, 78-8923 
HE 3.28/2:976/8, 78-8924 
HE 3.28/2:976/9, 78-8925 
HE 3.28/2:976/11, 
HE 3.28/2:976/14, 
HE 3.28/2:976/15, 
HE 3.28/2:976/19, 
HE 3.28/2:976/20, 
HE 3.28/2:976/21, 
HE 3.28/2:976/22, 78-8932 
HE 3.28/2:976/23, 78-8933 
HE 3.28/2:977/3, 78-8934 
HE 3.28/2:977/4, 78-8935 
HE 3.28/2:977/5, 78-13432 
HE 3.28/2:977/6, 78-8936 
HE 3.28/2:977/7, 78-8937 
HE 3.28/2:977/8, 78-8938 
HE 3.28/2:977/9, 78-8939 
HE 3.28/2:977/10, 78-8940 
HE 3.28/2:977/11, 78-8941 
HE 3.28/2:977/12, 78-8942 
HE 3.28/2:977/13, 78-8943 
HE 3.28/2:977/14, 78-8944 
HE 3.28/2:977/14/errata, 78-8944 
HE 3.28/2:977/16, 78-8945 
HE 3.28/2:977/17, 78-8946 
HE 3.28/2:977/18, 78-8947 
HE 3.28/2:978/4, 78-23700 
HE 3.28/2:978/7, 78-23701 
HE 3.28/2:978/8, 78-23702 
HE 3.28/5:55, 78-8948 
HE 3.28/5:72, 78-8949 
HE 3.28/5:73, 78-8950 
HE 3.28/5:76, 78-8951 
HE 3.28/5:77, 78-8952 
HE 3.28/5:79, 78-8953 
HE 3.28/6:(date/nos.), 78-3255 
HE 3.28/6-2:976, 78-23703 
HE 3.37:P 38/2, 78-394 
HE 3.44:(date/nos.), 78-3256 
HE 3.44/2:977, 78-23704 
HE 3.49:50, 78-21107 

2 3.56:28, 78-7047 

: 3.56:29, 78-11166 

2 3.56:30, 78-25844 

2 3.56:31, 78-25845 

2 3.60:(date), 78-3257 

: 3.402:C 43/976, 78-395 

2 3.508:Au 2, 78-1915 

2 5.2:AI17, 78-7048 

: 5.2:B 46, 78-7049 

2 §.2:In 7/6/971, 78-23705 

2 5.289:973, 78-23706 
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Classification Number Index 


HE 17.2:So 1/4, 78-396 

HE 17.2:St 2/2/976, 78-13433 

HE 17.2:St 2/2/976-2, 78-13433 

HE 17.8:Q 2/sec.3/976, 78-397 

HE 17.120:(date), 78-3259 

HE 17.408:In 2/3/976-77, 78-7050 

HE 17.609:(date), 78-3260 
17.613/3:(date), 78-3262 
17.616:(date), 78-3264 
17.619/2:(date), 78-3265 
17.625:975, 78-13434 
17.626:973, 78-23707 
17.626:974, 78-23708 
17.630:975, 78-17410 
17.639/3:971/pt.3, 78-7051 
17.642:976, 78-4783 
17.644:976, 78-13435 
17.645:975, 78-13436 
17.647:(date/nos.), 78-3266 
19.2:F 31, 78-1916 
19.9:C 68, 78-21108 
19.9:L 62, 78-17411 
19.9:P 94/2/978, 78-17412 
19.9:R 29, 78-11167 
19.9:R 31/977-78, 78-13437 
19.101:975, 78-4784 
19.101/2:976, 78-4785 
19.101/3:976, 78-11168 
19.101/3:977, 78-17413 
19.102:Ac 2, 78-11169 
19.102:Ac 8, 78-23709 
19.102:Ag 8, 78-13438 
19.102:Ar 7, 78-17414 
19.102:As 4, 78-23710 
19.102:B 49/975, 78-23711 
19.102:C 18/6, 78-23712 
19.102:C 18/6/977, 78-23713 
19.102:C 18/10, 78-13439 
19.102:C 18/11, 78-17415 
19.102:C 18/12, 78-17416 
19.102:C 49, 78-1917 
19.102:C 49/2, 78-25846 
19.102:C 49/3, 78-25847 
19.102:C 68, 78-15392 
19.102:C 68/case 1, 78-15392 
19.102:C 68/case 2, 78-15392 
19.102:C 68/case 3, 78-15393 
19.102:C 68/case 4, 78-15393 
19.102:C 68/case 5, 78-15393 
19.102:C 73/3, 78-17417 
19.102:D 59, 78-17418 
19.102:Eg 9, 78-1918 
19.102:En 2, 78-23714 
19.102:Eq 2, 78-23715 
19.102:F 49/2, 78-23716 
19.102:F 72/v.5, 78-25848 
19.102:F 72/v.5/app., 78-25848 
19.102:G 76/2/978-79, 78-17419 
19.102:G 76/977, 78-23717 
19.102:H 35, 78-398 
19.102:In 7, 78-21109 
19.102:L 47/2, 78-7052 
19.102:L 61/4, 78-17420 
19.102:P 21/3, 78-23718 
19.102:P 84/2, 78-25849 
19.102:P 84/978, 78-25850 
19.102:P 93/supp.977, 78-23719 
19.102:P 94/4/v.1, 78-25851 


Do not order from index; see indicated entry 





HE 
HE 
HE 
HE 
HE 
HE 
HE 
HE 
HE 
HE 
HE 


19.102:P 94/5, 78-17421 
19.102:R 22/2, 78-8954 
19.102:Se 9, 78-25852 
19.102:T 71, 78-17422 
19.102:Un 3/3, 78-23720 
19.102:Un 3/4, 78-25853 
19.102:V 85/2, 78-21110 
19.102:W 84/2, 78-17423 
19.108:Ag 8, 78-13440 
19.108:C 28, 78-23721 
19.108:C 76, 78-11170 
19.108:C 76/2, 78-17424 
19.108:D 63, 78-25854 
19.108:El12, 78-25855 
19.108:En 2, 78-25856 
19.108:G 76/2/977-78, 78-23722 
19.108:G 76/3/978, 78-25857 
19.108:H 19, 78-7053 
19.108:N 73, 78-1919 
19.108:Oc I/instr., 78-15394 
19.108:Oc 1/student, 78-15395 
19.108:Oc 1/2/instr., 78-15396 
19.108:Oc 1/2/student, 78-15397 
19.108:T 28, 78-25858 
19.108:V 85/3, 78-17425 
19.108:W 84, 78-21111 
19.109:B 87, 78-17426 
19.109:G 31/2, 78-399 
19.109:P 43, 78-400 
19.110:B 41/36, 78-13441 
19.110:B 41/37, 78-13442 
19.110:B 41/38, 78-13443 
19.110:B 69, 78-8955 
19.110:B 69/2, 78-8956 
19.110:B 69/3, 78-8957 
110:B 69/4, 78-8958 
110:B 69/5, 78-11171 
110:B 69/6, 78-11172 
.110:B 69/7, 78-11173 
.110:B 69/8, 78-11174 
.110:B 69/9, 78-13444 
110:B 69/10, 78-13445 
.110:B 69/11, 78-13446 
110:B 69/12, 78-13447 
110:B 69/13, 78-13448 
19.110:B 69/14, 78-17427 
19.110:B 69/15, 78-17428 
19.110:B 69/16, 78-17429 
110:B 69/17, 78-17430 
19.110:B 69/18, 78-17431 
110:B 69/19, 78-21112 
19.111/2:B 11, 78-401 
19.111/2:C 18/3, 78-402 
19.111/2:C 18/4, 78-17432 
19.111/2:M 66, 78-8959 
19.112:977-78, 78-13449 
19.112:978-79, 78-13450 
19.113:977, 78-17433 
19.114:975, 78-23723 
19.115:(v.nos.&nos.), 78-3267 
19.115/a:M 567, 78-7054 
19.115/a:P 943/976, 78-17434 
19.115/a:P 943/977, 78-17434 
19.115/a:P 943/978, 78-17434 
19.116:Ad 9/2, 78-403 
19.116:C 18/5, 78-404 
19.116:C 18/6, 78-405 
19.116:C 18/7, 78-406 





HE 19.116:C 18/8, 
HE 19.117:977, 
HE 19.119:977/1, 
HE 19.119:977/2, 
HE 19.120:38, 78-17435 
HE 19.120:39, 78-23724 
HE 19.121:976/2. 78-23725 
HE 19.122:975-76, 78-17436 
HE 19.123:Ad 9, 78-11175 
HE 19.123:B 49, 78-11176 
HE 19.123:C 73, 78-11177 
HE 19.123:D 63, 78-11178 
HE 19.123:Ed 8, 78-11179 
HE 19.123:Ed 8/2, 78-11180 
HE 19.123:Ed 8/3, 78-11181 
HE 19.123:L 47, 78-11182 
HE 19.123:M 58, 78-11183 
19.123:R 22, 78-11184 
19.123:R 32, 78-11185 
19.123:T 53, 78-11186 
19.124:975-76, 78-13452 
19.128:C 79, 78-4786 
19.128:P 96, 78-23726 
19.128:W 84/2/v.1, 78-7057 
19.132:976, 78-13453 
19.132/2:2, 78-407 
19.132/2:3, 78-1920 
19.132/2:4, 78-1921 
19.132/2:5, 78-1922 
19.132/2:6, 78-4787 
19.132/2:7, 78-13454 
19.133:974-76, 78-17437 
19.134:Ag 4, 78-4788 
19.134:C 28, 78-4789 
19.134:C 62, 78-4790 
19.134:C 76, 78-4791 
19.134:Em 7, 78-7058 
19.134:F 11, 78-4792 
19.134:F 73, 78-408 
19.134:F 98, 78-4793 
19.134:H 81, 78-4794 
19.134:W 72, 78-4795 
19.135:977, 78-409 
19.136:977, 78-17438 
19.137:1, 78-7059 
19.202:B 56/976, 78-7060 
19.202:C 73/3, 78-410 
19.202:C 73/4, 78-25859 
19.202:D 36, 78-17439 
19.202:D 45/2, 78-11187 
19.202:D 45/3, 78-411 
19.202:D 45/4, 78-412 
19.202:D 45/5, 78-413 
19.202:D 45/6, 78-25860 
19.202:Ed 8/5, 78-17440 
19.202:Ed 8/6/v.1-2, 78-21113 
19.202:En 7, 78-17441 
19.202:Eq 5, 78-21114 
2 19.202:Ex 7, 78-25861 
19.202:F 96/2, 78-7061 
19.202:F 96/3, 78-7062 
19.202:N 21 i/3/v.1-2/index, 
15398 
HE 19.202:R 22/2, 78-414 
HE 19.202:Sch 6/2, 78-13455 
HE 19.202:Sch 6/3/v.1, 78-13456 
HE 19.202:Sch 6/3/v.2, 78-1923 
HE 19.202:Sch 6/3/v.3, 78-13457 


78-7055 
78-7056 

78-13451 
78-13451 


78- 





December 1978 


HE 19.202:Sch 6/4, 

HE 19.202:St 2, 

HE 19.202:St 2/2, 

HE 19.202:St 9, 

HE 19.202:T 19, 

HE 19.202:T 22/2, 

HE 19.202:V 85, 

HE 19.202:W 89, 

HE 19.208:C 18, 

HE 19.208:Ed 8/2, 

HE 19.208:F 49, 

HE 19.208:F 96, 78-25862 

HE 19.208:Sch 6, 78-7065 

HE 19.209:(v.nos.&nos), 78-3268 

HE 19.210:(date), 78-3269 

HE 19.210:(v.nos.&nos.), 78-3270 

HE 19.210:977-2/ind., 78-13460 

HE 19.212:8, 78-1925 

HE 19.212:9, 78-7066 
19.214:975, 78-23727 
19.214:977, 78-17445 
19.215:3, 78-4796 
19.302:Ad 9/2, 78-23728 
19.302:As 7, 78-17446 
19.302:En 7/975, 78-17447 
19.302:L 86/9, 78-416 
19.302:L 86/10, 78-417 
19.302:St 2/3, 78-17448 
19.302:Su 7, 78-7067 
19.302:W 84/3, 78-25863 
19.308:Sk 3, 78-15399 
19.308/2:3, 78-418 
19.308/2:5/2, 78-8960 
19.309:Sa 3/974-75, 78-17449 
19.311:L 86/4, 78-21117 
19.311:T 22, 78-17450 
19.311:T 68, 78-419 
19.311:W 77, 78-420 
19.312:05-COD-21, 78-25864 
19.312:05-W-20, 78-17451 
19.312:06-A-02, 78-13461 
19.312:06-A-03, 78-17452 
19.312:06-A-20, 78-7068 
19.312:06-A-21, 78-17453 
19.312:06-R-21, 78-17454 
19.312:07-SS-01, 78-25865 
19.312:08-S-00, 78-25866 
19.312/2:M 42, 78-11188 
19.312/2:W 93, 78-11189 
19.314:975, 78-13462 
19.314:978/pt.1, 78-17455 
19.315:977-78, 78-17456 
19.316:975/State, 78-7069 
19.316/2:975, 78-7070 
19.316/2:976, 78-17457 
19.323:975-76, 78-23729 
19.324/2:976-77, 78-13463 
19.324/3:976-77, 78-17458 
19.324/3:977, 78-17459 
19.326:976, 78-13464 
19.329:965-75, 78-1926 
19.329:975-76, 78-23730 

HE 20.2:Au 8/978, 78-13465 

HE 20.2:H 34/3/976, 78-13466 

HE 20.2:R 26, 78-21118 

HE 20.10:33/2, 78-11190 

HE 20.11:45/6, 78-15400 

HE 20.11:45/7, 78-11191 


78-7063 
78-7064 
78-17442 
78-415 
78-21115 
78-1924 
78-13458 
78-17443 
78-17444 
78-13459 
78-21116 


Do not order from index; see indicated entry 





HE 20.11:45/8, 
HE 20.11:45/9, 
HE 20.19:977, 
HE 20.102:P 92, 


HE 20.2852:Se 6, 


78-11191 


78-13467 


78-13468 


78-23731 
HE 20.2311:(date/nos.), 


HE 20.3001/2:Ad 9/974, 
HE 20.3001/2:Ag 4/2/975, 
HE 20.3001/2:Ag 4/975, 
HE 20.3001/2:Al 5/2/974, 
HE 20.3001/2:Al 5/2/975, 
HE 20.3001/2:Al 5/3/974, 
HE 20.3001/2:Al 5/3/975, 
HE 20.3001/2:Al 5/974, 
HE 20.3001/2:Al 5/975, 
HE 20.3001/2:An 5/974, 
HE 20.3001/2:An 5/975, 
HE 20.3001/2:Ar 7/2/974, 
HE 20.3001/2:Ar 7/2/975, 
HE 20.3001/2:Ar 7/2/976, 
HE 20.3001/2:Ar 7/3/975, 
HE 20.3001/2:Ar 7/3/976, 
HE 20.3001/2:Au 8/974, 
HE 20.3001/2:Au 8/975, 


HE 20.3001/2:B 
HE 20.3001/2:B 
HE 20.3001/2:B 
HE 20.3001/2:B 
HE 20.3001/2:B 
HE 20.3001/2:B 
HE 20.3001/2:B 
HE 20.3001/2:B 
HE 20.3001/2:B 
HE 20.3001/2:B 
HE 20.3001/2:B 
HE 20.3001/2:B 
HE 20.3001/2:B 
HE 20.3001/2:B 
HE 20.3001/2:B 
HE 20.3001/2:B 
HE 20.3001/2:B 
HE 20.3001/2:B 
HE 20.3001/2:B 
HE 20.3001/2:B 
HE 20.3001/2:B 
HE 20.3001/2:B 
HE 20.3001/2:B 
HE 20.3001/2:B 
HE 20.3001/2:B 
HE 20.3001/2:B 
HE 20.3001/2:B 
HE 20.3001/2:B 
HE 20.3001/2:B 
HE 20.3001/2:C 
HE 20.3001/2:C 
HE 20.3001/2:C 
HE 20.3001/2:C 
HE 20.3001/2:C 
HE 20.3001/2:C 
HE 20.3001/2:C 
HE 20.3001/2:C 
HE 20.3001/2:C 
HE 20.3001/2:C 
HE 20.3001/2:C 
HE 20.3001/2:C 
HE 20.3001/2:C 
HE 20.3001/2:C 
HE 20.3001/2:C 


13/974, 

13/975, 

39/2/974, 
39/974, 

39/975, 

52/2/974, 
52/2/975, 
52/3/974, 
52/3/975, 
52/4/974, 
52/4/975, 
$2/5/974, 
$2/5/975, 
52/6/974, 
52/6/975, 
52/7/974, 
52/974, 

52/975, 

56/974, 

62/2/974, 
62/975, 

74/2/974, 
74/2/975, 
74/3/974, 
74/3/975, 
74/4/974, 
74/4/975, 
74/974, 

74/975, 

16/2/975, 
16/3/975, 
16/4/974, 
16/5/974, 
16/6/974, 
16/7/974, 
16/7/975, 
16/8/974, 
16/9/974, 


16/10/974, 
16/11/974, 
16/12/974, 
16/13/974, 
16/14/974, 
16/15/974, 


78-3271 


78-13469 


78-17460 
78-25867 
78-17461 
78-17462 
78-17462 
78-17463 
78-17463 
78-21119 
78-21120 
78-21121 
78-21121 
78-17464 
78-17464 
78-17464 
78-17465 
78-17465 
78-17466 
78-17466 
78-25868 
78-25868 
78-21122 
78-17467 
78-17467 
78-21123 
78-21123 
78-21124 
78-21124 
78-21125 
78-21125 
78-21126 
78-21126 
78-21127 
78-21127 
78-23732 
78-21128 
78-21128 
78-23733 
78-17468 
78-21129 
78-23734 
78-23734 
78-21130 
78-21130 
78-23735 
78-23735 
78-21131 
78-21131 
78-23736 
78-23737 
78-23738 
78-23739 
78-25869 
78-17469 
78-17469 
78-23740 
78-23741 
78-23742 
78-23743 
78-23744 
78-23745 
78-23746 
78-23747 
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HE 20.3001/2:C 16/974, 78-23748 
HE 20.3001/2:C 16/975, 78-23748 
HE 20.3001/2:C 17, 78-21132 

HE 20.3001/2:C 17/2/974, 78-23749 
HE 20.3001/2:C 17/3/974, 78-23750 
HE 20.3001/2:C 17/4/974, 78-23751 
HE 20.3001/2:C 17/5/974, 78-21133 
HE 20.3001/2:C 17/6/974, 78-21134 
HE 20.3001/2:C 33/974, 78-21135 
HE 20.3001/2:C 42/974, 78-21136 
HE 20.3001/2:C 43/974, 78-17470 
HE 20.3001/2:C 43/975, 78-17470 
HE 20.3001/2:C 43/976, 78-17470 
HE 20.3001/2:C 61, 78-21137 

HE 20.3001/2:C 61/2/974, 78-21138 
HE 20.3001/2:C 71/974, 78-23752 
HE 20.3001/2:C 73/2/974, 78-21139 
HE 20.3001/2:C 73/3/974, 78-17471 
HE 20.3001/2:C 73/974, 78-21140 
HE 20.3001/2:C 76/2/974, 78-17472 
HE 20.3001/2:C 76/974, 78-17473 
HE 20.3001/2:C 99/974, 78-17474 
HE 20.3001/2:D 43/2/974, 78-21141 
HE 20.3001/2:D 43/3/974, 78-21142 
HE 20.3001/2:D 43/4/974, 78-21143 
HE 20.3001/2:D 43/974, 78-17475 
HE 20.3001/2:D 43/975, 78-17475 
HE 20.3001/2:D 49/974, 78-25870 
HE 20.3001/2:D 54/2/974, 78-25871 
HE 20.3001/2:D 54/975, 78-17476 
HE 20.3001/2:D 54/976, 78-25872 
HE 20.3001/2:Em 1/974, 78-21144 
HE 20.3001/2:En 2/974, 78-21145 
HE 20.3001/2:En 8/974, 78-17477 
HE 20.3001/2:En 8/975, 78-17477 
HE 20.3001/2:En 8/976, 78-17477 
HE 20.3001/2:Ep 4/2/974, 78-21146 
HE 20.3001/2:Ep 4/3/974, 78-21147 
HE 20.3001/2:Ep 4/974, 78-17478 
HE 20.3001/2:Ep 4/976, 78-17479 
HE 20.3001/2:Ey 3/974, 78-17480 
HE 20.3001/2:Ey 3/975, 78-17480 
HE 20.3001/2:Ey 3/976, 78-17480 
HE 20.3001/2:G 28/974, 78-21148 
HE 20.3001/2:H 35/2/974, 78-17481 
HE 20.3001/2:H 35/974, 78-17482 
HE 20.3001/2:H 35/975, 78-17482 
HE 20.3001/2:H 35/976, 78-17482 
HE 20.3001/2:H 37/974, 78-21149 
HE 20.3001/2:H 99/974, 78-21150 
HE 20.3001/2:Im 6/2/974, 78-21151 
HE 20.3001/2:Im 6/976, 78-21152 
HE 20.3001/2:In 3/974, 78-17483 
HE 20.3001/2:K 54/975, 78-17484 
HE 20.3001/2:M 31/974, 78-21153 
HE 20.3001/2:M 41/974, 78-17485 
HE 20.3001/2:M 46/2/974, 78-21154 
HE 20.3001/2:M 46/3/974, 78-21155 
HE 20.3001/2:M 46/4/974, 78-17486 
HE 20.3001/2:M 46/5/974, 78-21156 
HE 20.3001/2:M 46/6/974, 78-21157 
HE 20.3001/2:M 46/7/974, 78-21158 
HE 20.3001/2:M 46/8/974, 78-17487 
HE 20.3001/2:M 46/974, 78-17488 
HE 20.3001/2:M 46/975, 78-17488 
HE 20.3001/2:M 46/976, 78-17488 
HE 20.3001/2:M 52/974, 78-17489 
HE 20.3001/2:M 56/2/974, 78-21159 


Page I-2846 
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HE 20.3001/2:M 56/974, 78-17490 
HE 20.3001/2:M 56/975, 78-17490 
HE 20.3001/2:M 56/976, 78-17491 
HE 20.3001/2:M 58/974, 78-21160 
HE 20.3001/2:M 73/2/974, 78-21161 
HE 20.3001/2:M 73/974, 78-17492 
HE 26.3001/2:N 21/974, 78-17493 
HE 20.3001/2:N 21/975, 78-17493 
HE 20.3001/2:N 21/976, 78-17493 
HE 20.3001/2:N 39/2/974, 78-21162 
HE 20.3001/2:N 39/2/975, 78-21162 
HE 20.3001/2:N 39/3/974, 78-17494 
HE 20.3001/2:N 39/3/975, 78-17495 
HE 20.3001/2:N 39/4/974, 78-17496 
HE 20.3001/2:N 39/4/975, 78-17497 
HE 20.3001/2:N 39/5/975, 78-17498 
HE 20.3001/2:N 39/5/976, 78-17498 
HE 20.3001/2:N 39/6/974, 78-21163 
HE 20.3001/2:N 39/974, 78-21164 
HE 20.3001/2:N 39/975, 78-21164 
HE 20.3001/2:N 95/974, 78-21165 
HE 20.3001/2:N 95/975, 78-21165 
HE 20.3001/2:Or 1/975, 78-21166 
HE 20.3001/2:P 27/2/974, 78-21167 
HE 20.3001/2:P 27/2/975, 78-21167 
HE 20.3001/2:P 27/974, 78-21168 
HE 20.3001/2:P 27/975, 78-21168 
HE 20.3001/2:P 41/974, 78-21169 
HE 20.3001/2:P 49/2/974, 78-21170 
HE 20.3001/2:P 49/974, 78-21171 
HE 20.3001/2:P 56/2/974, 78-21172 
HE 20.3001/2:P 56/3/974, 78-21173 
HE 20.3001/2:P 56/974, 78-21174 
HE 20.3001/2:P 56/975, 78-21174 
HE 20.3001/2:P 81/2/974, 78-21175 
HE 20.3001/2:P 81/974, 78-21176 
HE 20.3001/2:P 93/974, 78-21177 
HE 20.3001/2:P 95/974, 78-21178 
HE 20.3001/2:R 11/2/974, 78-25873 
HE 20.3001/2:R 11/3/974, 78-25874 
HE 20.3001/2:R 11/974, 78-21179 
HE 20.3001/2:R 26/975, 78-21180 
HE 20.3001/2:R 31/2/974, 78-21181 
HE 20.3001/2:R 31/2/975, 78-21181 
HE 20.3001/2:Sci 2/2/974, 78-25875 
HE 20.3001/2:Sci 2/2/975, 78-25875 
HE 20.3001/2:Sci 2/3/975, 78-23753 
HE 20.3001/2:Sci 2/4/974, 78-23754 
HE 20.3001/2:Sci 2/4/975, 78-23755 
HE 20.3001/2:Sci 2/5/974, 78-25876 
HE 20.3001/2:Sci 2/5/975, 78-25876 
HE 20.3001/2:Sci 2/6/974, 78-17499 
HE 20.3001/2:Sci 2/6/975, 78-17499 
HE 20.3001/2:Sci 2/7/974, 78-17500 
HE 20.3001/2:Sci 2/8/974, 78-25877 
HE 20.3001/2:Sci 2/9/974, 78-21182 
HE 20.3001/2:Sci 2/9/975, 78-25878 
HE 20.3001/2:Sci 2/10/974, 78-25879 
HE 20.3001/2:Si 1/974, 78-17501 
HE 20.3001/2:Si 1/975, 78-17501 
HE 20.3001/2:Su 7/2/974, 78-21183 
HE 20.3001/2:Su 7/974, 78-21184 
HE 20.3001/2:T 34/2/974, 78-21185 
HE 20.3001/2:T 34/974, 78-17502 
HE 20.3001/2:T 41/974, 78-17503 
HE 20.3001/2:T 55/974, 78-25880 
HE 20.3001/2:T 66/974, 78-21186 
HE 20.3001/2:T 68/974, 78-17504 


Do not order from index; see indicated entry 





HE 20.3001/2:T 83/2/974, 78-25881 

HE 20.3001/2:T 83/974, 78-25882 

HE 20.3001/2:V 81/2/974, 78-25883 

HE 20.3001/2:V 81/2/975, 78-25883 

HE 20.3001/2:V 81/3/974, 78-25884 

HE 20.3001/2:V 81/3/975, 78-25884 

HE 20.3001/2:V 81/4/975, 78-25885 

HE 20.3001/2:V 81/5/974, 78-17505 

HE 20.3001/2:V 81/974, 78-21187 

HE 20.3001/2:V 81/975, 78-21187 

HE 20.3001/2:V 82/2/974, 78-21188 

HE 20.3001/2:V 82/2/975, 78-21188 

HE 20.3001/2:V 82/3/974, 78-17506 

HE 20.3001/2:V 82/3/975, 78-17506 

HE 20.3001/2:V 82/974, 78-21189 

HE 20.3001/2:V 82/975, 78-21189 

HE 20.3002:An 5, 78-17507 

HE 20.3002:An 5/3, 78-421 

HE 20.3002:Au 2, 78-13471 

HE 20.3002:B 29, 78-4797 

HE 20.3002:B 62/13, 78-422 

HE 20.3002:B 62/14, 78-7071 

HE 20.3002:B 62/15, 78-11192 

HE 20.3002:C 16/2, 78-21190 

HE 20.3002:C 61/4/977-78, 78-17508 

HE 20.3002:C 61/4/978-79, 78-1927 

HE 20.3002:C 61/8, 78-8961 

HE 20.3002:C 61/9/977, 78-21191 

HE 20.3002:C 61/10, 78-17509 

HE 20.3002:C 61/11, 78-23756 

HE 20.3002:C 73/3/978-79, 78-8962 

HE 20.3002:D 54/2/977, 78-17510 

HE 20.3002:Ep 4/v.1, 78-11193 

HE = 20.3002:EP 4/v.2/pt.1/sec.1-6, 78- 
11193 

HE 20.3002:Ep 4/v.2/pt.1/sec.7-12, 78- 
11194 

HE 20.3002:Ep 4/v.2/pt.2, 78-7072 

HE 20.3002:Ep 4/v.3-4, 78-7072 

HE 20.3002:F 91, 78-11195 

HE 20.3002:F 98/2, 78-17511 

HE 20.3002:F 98/3, 78-17512 

HE 20.3002:F 98/4, 78-17513 

HE 20.3002:F 98/5, 78-17514 

HE 20.3002:G 76/7, 78-21192 

HE 20.3002:H 92/v.1, 78-17515 

HE 20.3002:H 92/v.3/pt.2, 78-25886 

HE 20.3002:H 92/v.4/pt.1-6, 78-11196 

HE 20.3002:M 66, 78-7073 

HE 20.3002:M 66/2, 78-21193 

HE 20.3002:N 21/4/977, 78-13472 

HE 20.3002:N 21/4/978, 78-23757 

HE 20.3002:N 21/5, 78-1928 

HE 20.3002:P 96, 78-21194 

HE 20.3002:R 24/supp., 78-25887 

HE 20.3002:R 24/v.2, 78-17516 

HE 20.3008:B 46, 78-23758 

HE 20.3008:B 63, 78-13473 

HE 20.3008:P 94/2/source, 78-17517 

HE 20.3008:P 94/2/users, 78-17518 

HE 20.3008:R 31/3, 78-4798 

HE 20.3008:T 83/bk.1/978, 78-15401 

HE 20.3008:T 83/bk.3/978, 78-15402 

HE 20.3008:W 97/978, 78-11197 

HE 20.3008/2:( v.nos.&nos.), 78-3272 

HE 20.3008/2-2:(nos.), 78-3273 

HE 20.3009:In 3, 78-11198 

HE 20.3009:978, 78-17519 





HE 20.3013:976/pt.1, 
HE 20.3013:976/pt.2, 78-13474 

HE 20.3013:976/pt.3, 78-13474 

HE 20.3013/2:977/v.1 A,B,2, 78-13475 
HE 20.3013/2-2:976, 78-17520 

HE 20.3013/2-2:977, 78-23760 

HE 20.3013/4:977, 78-17521 
HE 20.3013/5:976, 78-13476 
HE 20.3013/5:977, 78-23761 
HE 20.3013/6:(v.nos.&nos.), 
HE 20.3014:23, 78-13477 
HE 20.3015:978, 78-17522 
HE 20.3016:977, 78-13478 
HE 20.3016:978, 78-23762 
HE 20.3018:978, 78-15403 
HE 20.3023:977, 78-13479 
HE 20.3026:R 31/pt.1-2, 78-1929 

HE 20.3151:976-77, 78-4799 

HE 20.3151/2:976-77, 78-4800 

HE 20.3151/3:976-77/pt.3-A, 78-4801 
HE 20.3151/3:976-77/pt.3-B, 78-4802 
HE 20.3151/4:976-77, 78-4803 

HE 20.3151/5:976-77, 78-4804 

HE 20.3151/6:976-77, 78-13481 

HE 20.3152:C 16/4/rp.5, 78-423 

HE 20.3152:C 17/4, 78-11199 

HE 20.3152:Or 3, 78-11200 

HE 20.3152:P 92, 78-11201 

HE 20.3152:Sm 7/4, 78-15404 

HE 20.3152:V 81/977, 78-21195 

HE 20.3158:Ai 7, 78-23763 
HE 20.3158:H 34, 78-1930 
HE 20.3158:Si 4, 78-21196 
HE 20.3159:(v.nos.&nos. ), 
HE 20.3159/2:13, 78-424 
HE 20.3159/2:14, 78-1931 
HE 20.3159/2:15, 78-1932 
HE 20.3159/2:17, 78-1933 
HE 20.3159/2:18, 78-8963 
HE 20.3159/2:20, 78-1934 
HE 20.3159/2:21, 78-4805 
HE 20.3159/2:22, 78-4806 
HE 20.3159/2:23, 78-8964 
HE 20.3159/2:24, 78-13482 
HE 20.3159/2:25, 78-425 
HE 20.3159/2:26, 78-8965 
HE 20.3159/2:27, 78-8966 
HE 20.3159/2:28, 78-8967 
HE 20.3159/2:29, 78-8968 
HE 20.3159/2:30, 78-11202 
HE 20.3159/2:31, 78-426 
HE 20.3159/2:32, 78-1935 
HE 20.3159/2:33, 78-11203 
HE 20.3159/2:34, 78-13483 
HE 20.3159/2:35, 78-11204 
HE 20.3159/2:36, 78-13484 
HE 20.3159/2:38, 78-11205 
HE 20.3159/2:39, 78-13485 
HE 20.3159/2:40, 78-11206 
HE 20.3159/2:41, 78-23764 
HE 20.3159/2:42, 78-11207 
HE 20.3159/2:43, 78-11208 
HE 20.3159/2:44, 78-11209 
HE 20.3159/2:45, 78-4807 
HE 20.3159/2:46, 78-23765 
HE 20.3159/2:47, 78-15405 
HE 20.3159/2:48, 78-13486 
HE 20.3159/2:49, 78-17523 


78-23759 


78-3274 


78-3275 
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HE 20.3159/2:50, 
HE 20.3159/2:51, 
HE 20.3159/2:52, 
HE 20.3159/2:53, 
HE 20.3159/2:54, 
HE 20.3159/2:55, 
HE 20.3159/2:56, 
HE 20.3159/2:57, 
HE 20.3159/2:58, 
HE 20.3159/2:59, 
HE 20.3159/2:60, 
HE 20.3159/2:61, 
HE 20.3159/2:62, 
HE 20.3159/2:63, 
HE 20.3159/2:64, 
HE 20.3159/2:65, 
HE 20.3159/2:66, 
HE 20.3159/2:67, 
HE 20.3159/2:68, 
HE 20.3159/2:69, 
HE 20.3159/2:71, 
HE 20.3159/2:72, 
HE 20.3159/2:73, 
HE 20.3159/2:74, 
HE 20.3159/2:75, 
HE 20.3159/2:76, 
HE 20.3159/2:77, 
HE 20.3159/2:78, 
HE 20.3159/2:80, 
HE 20.3159/2:81, 
HE 20.3159/2:82, 
HE 20.3159/2:83, 
HE 20.3159/2:84, 
HE 20.3159/2:85, 
HE 20.3159/2:86, 
HE 20.3159/2:88, 
HE 20.3159/2:89, 
HE 20.3159/2:90, 
HE 20.3159/2:91, 
HE 20.3159/2:92, 
HE 20.3159/2:93, 
HE 20.3159/2:94, 
HE 20.3159/2:95, 
HE 20.3159/2:99, 
HE 20.3159/2:100, 
HE 20.3159/2:101, 
HE 20.3159/2:102, 
HE 20.3159/2:104, 
HE 20.3159/2:105, 
HE 20.3159/2:106, 
HE 20.3159/2:107, 
HE 20.3159/2:108, 
HE 20.3159/2:109, 
HE 20.3159/2:110, 
HE 20.3159/2:111, 
HE 20.3159/2:112, 
HE 20.3159/2:113, 
HE 20.3159/2:114, 
HE 20.3159/2:115, 
HE 20.3159/2:116, 
HE 20.3159/2:118, 
HE 20.3159/2:125, 
HE 20.3159/2:126, 
HE 20.3159/2:127, 
HE 20.3159/2:130, 
HE 20.3159/2:131, 
HE 20.3159/2:139, 
HE 20.3159/2:141, 


78-21197 
78-21198 
78-21199 
78-21200 
78-15406 
78-23766 
78-15407 
78-13470 
78-23767 
78-23768 
78-17524 
78-13487 
78-13488 
78-17525 
78-13489 
78-15408 
78-17526 
78-21201 
78-15409 
78-23769 
78-23770 
78-21202 
78-23771 
78-17527 
78-23772 
78-13490 
78-15410 
78-23773 
78-23774 
78-23775 
78-23776 
78-21203 
78-15411 
78-23777 
78-23778 
78-23779 
78-23780 
78-23781 
78-23782 
78-23783 
78-23784 
78-23785 
78-23786 
78-23787 
78-23788 
78-23789 
78-21204 
78-23790 
78-23791 
78-23792 
78-23793 
78-13491 
78-23794 
78-23795 
78-23796 
78-23797 
78-23798 
78-23799 
78-23800 
78-23801 
78-25888 
78-23802 
78-23803 
78-23804 
78-23805 
78-23806 
78-23807 
78-23808 
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HE 20.3159/2:142, 
HE 20.3159/2:143, 
HE 20.3159/2:144, 
HE 20.3159/2:145, 
HE 20.3159/2:147, 78-23813 
HE 20.3159/2:148, 78-25889 
HE 20.3160:(v.nos.&nos. ), 
HE 20.3161:(v.nos.&nos. ), 
HE 20.3162:46, 78-15412 
HE 20.3162:47, 78-15413 
HE 20.3162/2:1, 78-21205 
HE 20.3164:C 72/978, 78-17 
HE 20.3165:B 74, 78-17529 
HE 20.3165:Sm 7, 78-25890 
HE 20.3165/2:1-77, 78-1936 
HE 20.3165/2:2-77, 78-1937 
HE 20.3165/2:3-77, 78-1938 
HE 20.3165/2:4-77, 78-1939 
HE 20.3165/2:5-78, 
HE 20.3166:D 84/977, 
HE 20.3168:973, 
HE 20.3168:976, 
HE 20.3168/2:975, 
HE 20.3168/2:976, 
HE 20.3168/4:976, 
HE 20.3168/5:975, 78-11210 
HE 20.3168/5:976, 78-11211 
HE 20.3168/6:( date/nos.), 
HE 20.3169:L 97/978, 
HE 20.3169:Sk 3/978, 
HE 20.3169:T 28, 
HE 20.3170:C 61/3, 
HE 20.3171:1, 78-17534 
HE 20.3171:3, 78-7074 
HE 20.3172:977/v.1-2, 
HE 20.3172:978/v.1-2, 
HE 20.3173:77-103, 
HE 20.3173:77/104, 
HE 20.3173:77/109, 
HE 20.3173:77/110, 
HE 20.3173:77/111, 
HE 20.3173:77/115, 78-1121 
HE 20.3173:77/116, 78-1541 
HE 20.3173/2:CB O1/(nos.), 
HE 20.3173/2:CB 02/(nos.), 
HE 20.3173/2:CB 03/(nos.), 
HE 20.3173/2:CB 04/(nos 
HE 20.3173/2:CB 05/(nos 
HE 20.3173/2:CB 06/(nos 
HE 20.3173/2:CB 07/(nos 
HE 20.3173/2:CB 08/(nos 
HE 20.3173/2:CB 09/(nos 
HE 20.3173/2:CB 10/(nos.), 
HE 20.3173/2:CB 11/(nos.), 
HE 20.3173/2:CB 12/(nos.), 
HE 20.3173/2:CB 13/(nos.), 
HE 20.3173/2:CK O1/(nos.), 
HE 20.3173/2:CK 02/(nos.), 
HE 20.3173/2:CK 03/(nos.), 
HE 20.3173/2:CK 05/(nos.), 
HE 20.3173/2:CK 06/(nos.), 
HE 20.3173/2:CK 07/(nos.) 1, 
HE 20.3173/2:CK 08/(nos.), 
HE 20.3173/2:CK 09/(nos.), 
HE 20.3173/2:CK 10/(nos.), 
HE 20.3173/2:CK 11/(nos.), 
HE 20.3173/2:CT 02/(nos.), 
HE 20.3173/2:CT 03/(nos.), 


78-23809 
78-23810 
78-23811 
78-23812 


78-13 

78-15415 

78-17530 
78-17531 
78-17532 
78-15416 


78-23814 
78-1349 


78-15 
78-25 
78-1349 
78-1349 
78-1121 
78-1121 
78-1541 


), 
+* 
)s 
), 
5 i 
), 


78-3276 
78-3277 


528 


78-15414 


492 


78-3278 
78-11212 
78-17533 


3 


417 

891 

4 

5 

3 

4 

8 

5 

9 
78-3279 
78-3280 
78-3281 
78-3282 
78-3283 
78-3284 
78-3285 
78-3286 
78-3287 
78-3288 
78-3289 
78-3290 
78-3291 
78-3292 
78-3293 
78-3294 
78-3295 
78-3296 

78-3298 

78-3299 
78-3300 
78-3301 
78-3302 
78-3303 
78-3304 
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HE 20.3173/2:CT 04/(nos.), 78-3305 
HE 20.3173/2:CT 05/(nos.), 78-3306 
HE 20.3173/2:CT 06/(nos.), 78-3307 
HE 20.3173/2:CT 07/(nos.), 78-3308 
HE 20.3173/2:CT 08/(nos.), 78-3309 
HE 20.3173/2:CT 09/(nos.), 78-3310 
HE 20.3173/2:CT 10/(nos.), 78-3311 
HE 20.3173/2:CT 12/(nos.), 78-3312 
HE 20.3173/2:CT 13/(nos.), 78-3313 
He 20.3202:Ar 7/6, 78-21206 

HE 20.3202:B 39, 78-15420 

HE 20.3202:B 46, 78-23815 

HE 20.3202:B 52, 78-7075 

HE 20.3202:B 52/2, 78-8969 

HE 20.3202:B 62/17/v.2, 78-23816 
HE 20.3202:B 62/18, 78-21207 

HE 20.3202:C 17/5/977, 78-21208 
HE 20.3202:C 17/6/972-77, 78-4808 
HE 20.3202:C 17/7/v.1-2, 78-15421 
HE 20.3202:C 28/977, 78-17535 

HE 20.3202:C 28/978, 78-17536 

HE 20.3202:C 78, 78-25892 

HE 20.3202:F 11/975, 78-17537 

HE 20.3202:F 11/976, 78-17538 

HE 20.3202:H 35/4/977, 78-15422 
HE 20.3202:H 35/10, 78-17539 

HE 20.3202:H 35/11, 78-25893 

HE 20.3202:M 56/977, 78-11216 
HE 20.3202:M 66, 78-13496 

HE 20.3202:P 69, 78-8970 

HE 20.3202:P 94/3, 78-17540 

HE 20.3202:P 96/2/976, 78-13497 
HE 20.3202:Sci 2, 78-21209 

HE 20.3202:Si 1/9, 78-17541 

HE 20.3202:Si 1/10, 78-21210 

HE 20.3202:Si 1/11, 78-23817 

HE 20.3209:977, 78-17542 

HE 20.3209/2:(v.nos.&nos.), 78-3314 
HE 20.3211:976, 78-11217 

HE 20.3211:977, 78-11218 

HE 20.3213:974-75, 78-17543 

HE 20.3213:975-76, 78-17544 

HE 20.3213:976-77, 78-17545 

HE 20.3214:(nos.), 78-3315 

HE 20.3215:H 99/2, 78-4809 

HE 20.3215:Si 1, 78-1940 

HE 20.3252:An 8/2, 78-1941 

HE 20.3252:C 67/977, 78-427 

HE 20.3252:D 41, 78-4810 

HE 20.3252:In 7, 78-4811 

HE 20.3252:Op 4, 78-25894 

HE 20.3252:P 74/977, 78-13498 

HE 20.3252:Si 6/977, 78-428 

HE 20.3259:In 8/973-74, 78-17546 
HE 20.3261:976, 78-21211 

HE 20.3262:AI 5, 78-7076 

HE 20.3302:D 54, 78-429 

HE 20.3302:F 73/2, 78-11219 

HE 20.3302:N 35/v.1-5, 78-21212 
HE 20.3309:(v.nos.&nos.), 78-3316 
HE 20.3310:(v.nos.&nos.), 78-3317 
HE 20.3310/2:976/sec.1-2, 78-21213 
HE 20.3313:(v.nos.&nos.), 78-3318 
HE 20.3314:977-2, 78-13499 

HE 20.3315:(v.nos.&nos.), 78-3319 
HE 20.3318:(v.nos.&nos.), 78-3320 
HE 20.3319:976, 78-17547 

HE 20.3352:D 99, 78-25895 
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HE 20.3352:In 3/4/no.11, 78-17548 
HE 20.3352:R 31/3, 78-8971 

HE 20.3362/2:976, 78-13480 

HE 20.3362/2-2:976, 78-23818 

HE 20.3362/5:(v.nos.&nos.), 78-3321 
HE 20.3402:Af 2/977-78, 78-17549 
HE 20.3402:C 85, 78-430 

HE 20.3402:D 43/5/976, 78-13500 
HE 20.3402:D 43/5/977, 78-23819 
HE 20.3402:F 67/5, 78-7077 

HE 20.3402:G 56, 78-431 

HE 20.3408:T 22/977, 78-17550 
HE 20.3451:$77, 78-17551 

HE 20.3452:An 3/2, 78-432 

HE 20.3452:N 66/976, 78-17552 
HE 20.3452:N 66/978, 78-25896 
HE 20.3452:P 49/977, 78-1942 

HE 20.3459:C 33, 78-25897 

HE 20.3502:Am 9, 78-1943 

HE 20.3502:An 8/978, 78-13501 
HE 20.3502:An 8/978/status, 78-13502 
HE 20.3502:Ep 4/2/977, 78-7078 
HE 20.3502:H 35/2/977, 78-11220 
HE 20.3502:M 91/977, 78-7079 
HE 20.3502:Sp 4/2/977, 78-7080 
HE 20.3502:St 8/977, 78-7081 

HE 20.3502:V 88/978, 78-21214 
HE 20.3510:16, 78-7082 

HE 20.3510:17, 78-433 

HE 20.3510:18, 78-7083 

HE 20.3510:20, 78-8972 

HE 20.3511:(v.nos.&nos.), 78-3322 
HE 20.3513:C 33/no.5, 78-23820 
HE 20.3551:977, _ 78-15423 

HE 20.3552:En 8/2, 78-7084 

HE 20.3552:En 8/976-77, 78-17553 
HE 20.3559:(v.nos.), 78-3324 

HE 20.3601:977, 78-17554 

HE 20.3602:Au 2/975-76, 78-11221 
HE 20.3602:C 56/978, 78-25898 
HE 20.3602:H 34/2/978, 78-11222 
HE 20.3602:H 34/978, 78-11223 
HE 20.3602:M 46/4, 78-434 

HE 20.3608:M 46/3/pt.2, 78-435 
HE 20.3608:On 1/978, 78-17555 
HE 20.3608/4:974, 78-13503 

HE 20.3609/2:(date&nos.), 78-3325 
HE 20.3609/3:977, 78-13504 

HE 20.3612:(v.nos.&nos.), 78-3327 
HE 20.3612/2:(v.nos.&nos.), 78-3328 
HE 20.3612/2-2:8, 78-11224 

HE 20.3612/3:18/sec.1-14, 78-11225 
HE 20.3612/4:977, 78-13505 

HE 20.3612/4:978, 78-17556 

HE 20.3614/2:76-10, 78-15424 
HE 20.3614/2:77-4, 78-436 

HE 20.3614/2:77-5, 78-437 

HE 20.3614/2:77-6, 78-15425 

HE 20.3614/2:77-7, 78-438 

HE 20.3614/2:77-8, 78-439 

HE 20.3614/2:77-9, 78-440 

HE 20.3614/2:77-10, 78-1944 

HE 20.3614/2:77-11, 

HE 20.3614/2:77-12, 

HE 20.3614/2:77-13, 

HE 20.3614/2:77-14, 

HE 20.3614/2:77-15, 

HE 20.3614/2:77-16, 


Do not order from index; see indicated entry 





HE 20.3614/2:77-17, 78-7086 
HE 20.3614/2:78-1, 78-17557 
HE 20.3614/2:78-2, 78-17558 

HE 20.3614/2:78-3, 78-17559 
HE 20.3614/2:78-4, 78-13506 
HE 20.3614/2:78-5, 78-17560 
HE 20.3614/2:78-6, 78-17561 

HE 20.3614/2:78-7, 78-17562 
HE 20.3614/2:78-8, 78-17563 
HE 20.3614/2:78-9, 78-17564 
HE 20.3614/2:78-10, 78-17565 
HE 20.3614/2:78-11, 78-17566 
HE 20.3614/2:78-12, 78-17567 
HE 20.3614/2:78-13, 78-17562 
HE 20.3614/2:78-14, 78-17569 
HE 20.3614/2:78-15, 78-17570 
HE 20.3614/2:78-16, 78-21215 
HE 20.3614/2:78-17, 78-21216 
HE 20.3614/2:78-18, 78-21217 
HE 20.3614/2:78-19, 78-21218 
HE 20.3614/2:78-20, 78-21219 
HE 20.3615:12, 78-13507 

HE 20.3617/2:9, 78-13508 

HE 20.3620:(nos.), 78-3332 

HE 20.3701/2:975, 78-17571 

HE 20.3701/2:976, 78-13509 

HE 20.3702:D 63, 78-21220 

HE 20.3702:D 65, 78-17572 

HE 20.3702:Ec 7, 78-21221 

HE 20.3702:H 34, 78-21222 

HE 20.3702:H 34/2, 78-25899 
HE 20.3702:Sch 6, 78-7087 

HE 20.3709/2:976, 78-17573 

HE 20.3709/2:977, 78-17573 

HE 20.3710:35, 78-444 

HE 20.3710:37, 78-445 

HE 20.3710:38, 78-15426 

HE 20.3710:39, 78-446 

HE 20.3710:40, 78-13510 

HE 20.3712:977, 78-17574 

HE 20.3752:R 31/4/977/v.2, 78-17575 
HE 20.3852:C 36, 78-21223 

HE 20.3852:H 99, 78-11226 

HE 20.4001:975, 78-17576 

HE 20.4001:976, 78-4813 

HE 20.4001:977, 78-17577 

HE 20.4002:Af 2, 78-11227 

HE 20.4002:D 61, 78-7088 

HE 20.4002:L 12, 78-11228 

HE 20.4002:M 46/5, 78-4814 

HE 20.4002:M 58/3, 78-7089 

HE 20.4002:N 95/4, 78-7090 

HE 20.4002:R 31, 78-447 

HE 20.4003/2:(date&nos.), 78-3333 
HE 20.4003/3:(v.nos.&nos.), 78-3334 
HE 20.4008:C 76/2, 78-8973 

HE 20.4008:F 73/3, 78-23821 
HE 20.4008:M 46/2/977, 78-7091 
HE 20.4008:P 43/v.1/977, 78-11229 
HE 20.4009:(v.nos.&nos.), 78-3335 
HE 20.4010:(v.nos.&nos.), 78-3336 
HE 20.4010/a:Ad 26, 78-17578 
HE 20.4010/a:C 16, 78-17579 
HE 20.4010/a:F 739/4, 78-17580 
HE 20.4010/a:F 866, 78-17581 
HE 20.4010/a:H 351/2, 78-15427 
HE 20.4010/a:L 112, 78-17582 
HE 20.4010/a:N 638, 78-17583 





December 1978 


HE 20.4010/a:N 959/3, 78-15428 HE 20.4102:lo 6, 78-1946 

HE 20.4010/a:Su 7, 78-15429 HE 20.4102:lo 6/v.-2, 78-21267 HE 20.5102:P 52, 78-17602 

HE 20.4010/a:V 831, 78-17584 HE 20.4102:P 56/6, 78-21268 HE 20.5102:P 91/2/977, 78-4821 
HE 20.4010/a:W 84, 78-11230 HE 20.4102:R 11/13, 78-1947 HE 20.5102:P 91/3, 78-459 

HE 20.4010/2:Ad 2, 78-21224 HE 20.4102:R 11/14, 78-449 HE 20.5102:Sk 3, 78-460 

HE 20.4010/2:Al 1, 78-21225 HE 20.4102:R 24, 78-8975 HE 20.5102:So 1/3, 78-11234 
HE 20.4010/2:An 8, 78-21226 HE 20.4102:R 31/977-2, 78-13514 HE 20.5108:Ad 7, 78-13525 

HE 20.4010/2:As 6, 78-21227 HE 20.4102:Sk 7, 78-25901 HE 20.5108:C 43, 78-7102 

HE 20.4010/2:B 47, 78-21228 HE 20.4102:T 68/977, 78-17593 HE 20.5108:C 43/2, 78-461 
HE 20.4010/2:B 62, 78-21229 HE 20.4102:UI1 8/3, 78-13515 HE 20.5108:F 21/3, 78-13526 
HE 20.4010/2:B 78, 78-21230 HE 20.4102:W 36, 78-17594 HE 20.5108:H 34/4, 78-21272 
HE 20.4010/2:C 11, 78-21231 HE 20.4102:X 1/10, 78-15431 


HE 20.5108:N 21/3, 78-462 
HE 20.4010/2:C 16, 78-21232 HE 20.4102:X 1/11, 78-15432 HE 20.5108:N 95, 78-11235 
HE 20.4010/2:C 18, 78-21233 HE 20.4103:(v.nos.&nos.), 78-3339 HE 20.5108:P 43, 78-8978 


HE 20.4010/2:C 45, 78-21234 HE 20.4108:D 43/3, 78-4815 HE 20.5108:P 75, 78-21273 


HE 20.4010/2:C 71, 78-21235 HE 20.4108:D 43/3/978, 78-17595 HE 20.5110:P 96/977, 78-13527 
HE 20.4010/2:C 76, 78-21236 HE 20.4108:M. 58, 78-452 HE 20.5112:2, 78-13528 
HE 20.4010/2:C 77, 78-21237 HE 20.4108:R 29, 78-17596 


HE 20.5112:3, 78-13529 
HE 20.4010/2:C 82, 78-21238 HE 20.4108:X 1/2/977, 78-453 HE 20.5113:10, 78-463 
HE 20.4010/2:F 15, 78-21239 HE 20.4108:X 1/3/977, 78-454 HE 20.5113:12, 78-17603 


HE 20.4010/2:F 26, 78-21240 HE 20.4108:X 1/5/978, 78-17597 HE 20.5114/2:C 43, 78-13530 
HE 20.4010/2:F 73, 78-13511 HE 20.4108:X 1/977, 78-455 HE 20.5116:(date&nos.), 78-3342 
HE 20.4010/2:F 73/2, 78-21241 HE 20.4116:972, 78-13516 HE 20.5302:F 82, 78-17604 

HE 20.4010/2:F 73/3, 78-21242 HE 20.4119:976, 78-13517 HE 20.5302:H 34/5, 78-21274 

HE 20.4010/2:G 46, 78-21243 HE 20.4120:977, 78-7093 HE 20.5308:R 31/summ., 78-13531 
HE 20.4010/2:H 35, 78-21244 HE 20.4120/2:Ed 8, 


78-7094 HE 20.5308:R 31/v.1-2, 78-13532 
HE 20.4010/2:H Si, 78-21245 HE 20.4121:976, 78-13518 HE 20.5311:976, 78-13533 
HE 20.4010/2:In 8, 78-21246 HE 20.4122:975, 78-23822 HE 20.5402:M 46/2/978, 78-13534 


HE 20.4010/2:K 87, 78-21247 HE 20.4122:977-2, 78-7095 HE 20.5409:976, 78-23826 

HE 20.4010/2:L 12, 78-21248 HE 20.4208/2:An 3, 78-7096 HE 20.5411:C 61, 78-17605 

HE 20.4010/2:M 46, 78-21249 HE 20.4208/2:An 3/2, 78-8976 HE 20.5508:Su 7/2, 78-13535 

HE 20.4010/2:M 56, 78-21250 HE 20.4208/2:An 8, 78-13519 HE 20.6001/2:R 26/975, 78-17606 
HE 20.4010/2:N 63, 78-21251 HE 20.4208/2:An 8/2, 78-13520 HE 20.6001/2:976, 78-15434 

HE 20.4010/2:N 95, 78-21252 HE 20.4208/2:An 8/3, 78-13521 HE 20.6001/3:977, 78-17607 

HE 20.4010/2:N 95/2, 78-21253 HE 20.4208/2:An 8/4, 78-7097 HE 20.6002:C 18/4, 78-21275 

HE 20.4010/2:P 75, 78-13512 HE 20.4208/2:An 8/5, 78-4816 HE 20.6002:C 18/976, 78-11236 
HE 20.4010/2:P 93, 78-21254 HE 20.4208/2:An 8/6, 78-13522 HE 20.6002:Em 7, 78-21276 

HE 20.4010/2:0 2, 78-21255 HE 20.4208/2:An 8/7, 78-7098 HE 20.6002:Ex 7, 78-11237 

HE 20.4010/2:R 26, 78-21256 HE 20.4208/2:An 8/8, 78-7099 HE 20.6002:P 19/3, 78-1951 

HE 20.4010/2:R 27, 78-21257 HE 20.4208/2:C 61, 78-11231 HE 20.6002:P 56/2, 78-464 

HE 20.4010/2:Se 4, 78-21258 HE 20.4208/2:G 21/2, 78-21269 HE 20.6002:R 26, 78-7103 

HE 20.4010/2:St 8, 78-21259 HE 20.4208/2:H 99, 78-4817 HE 20.6002:W 84, 78-465 

HE 20.4010/2:Sw 6, 78-7092 HE 20.4208/2:In 3, 78-7100 HE 20.6011:(v.nos.&nos.), 78-3343 
HE 20.4010/2:Sy 6, 78-21260 HE 20.4208/2:L 45, 78-17598 HE 20.6013:(date&nos.), 78-3344 
HE 20.4010/2:T 15, 78-21261 HE 20.4208/2:R 11, 78-13523 HE 20.6014:(v.nos.&nos.), 78-3345 
HE 20.4010/2:T 32, 78-21262 HE 20.4302:An 3, 78-23823 HE 20.6015:(v.nos.&nos.), 78-3346 
HE 20.4010/2:T 84, 78-21263 HE 20.4302:D 49, 78-13524 HE 20.6016:W 84, 78-466 

HE 20.4010/2:W 42, 78-21264 HE 20.4302:M 46, 78-1948 HE 20.6017:D 63, 78-467 

HE 20.4012:976/v.1-2, 78-8974 HE 20.4409:Su I/draft, 78-25902 HE 20.6018:976-77, 78-13536 

HE 20.4014:(date&nos.), 78-3337 HE 20.5001/2:Em 3/975, 78-17599 HE 20.6018:976-77/chart, 78-17608 
HE 20.4016:C 46/936-76, 78-448 HE 20.5002:C 35, 78-1949 HE 20.6102:C 73, 78-23827 

HE 20.4017:(nos.), 78-3338 HE 20.5002:H 34/3/979-83, 78-17600 HE 20.6102:C 82, 78-21277 

HE 20.4019:976, 78-17585 HE 20.5002:M 46, 78-456 HE 20.6102:D 62, 78-23828 

HE 20.4023:22, 78-13513 HE 20.5002:P 94/v.1, 78-17601 HE 20.6102:H 34/4, 78-21278 

HE 20.4023:23, 78-17586 HE 20.5102:C 43/2/977, 78-457 HE 20.6102:H 79/2, 78-468 

HE 20.4031:975-2, 78-17587 HE 20.5102:C 61/978, 78-23824 HE 20.6102:St 8, 78-17609 

HE 20.4031:976, 78-17587 HE 20.5102:C 76/977/Spanish, 78-1950 HE 20.6108:H 34, 78-469 

HE 20.4031/2:2, 78-21265 HE 20.5102:D 34, 78-8977 HE 20.6108:H 79/2, 78-470 

HE 20.4036:976, 78-17588 HE 20.5102:D 43/4, 78-7101 HE 20.6108:R 24, 78-1952 

HE 20.4036:977, 78-17589 HE 20.5102:D 56, 78-458 HE 20.6108:R 26, 78-25903 

HE 20.4102:C 73, 78-21266 HE 20.5102:D 62/2/978, 78-11232 HE 20.6108:St 8, 78-471 

HE 20.4102:D 54/4, 78-450 HE 20.5102:Ep 4, 78-15433 HE 20.6110/2:5, 78-11238 

HE 20.4102:D 54/5, 78-17590 HE 20.5102:F 21/3/Spanish, 78-4818 HE 20.6110/2:5/2, 78-23829 

HE 20.4102:El 2, 78-17591 HE 20.5102:In 3/7/965-73, 78-4819 HE 20.6110/3:6, 78-13537 

HE 20.4102:El 2/3/pt.1, 78-25900 HE 20.5102:In 3/8/970-75, 78-11233 HE 20.6112/2:4, 78-23830 

HE 20.4102:G 14/pt.1, 78-15430 HE 20.5102:In 3/9, 78-21270 HE 20.6112/2:5, 78-472 

HE 20.4102:Im 1/977, 78-451 HE 20.5102:In 3/10, 78-23825 HE 20.6112/2:6, 78-1953 

HE 20.4102:In 7, 78-17592 HE 20.5102:In 3/10/Spanish, 78-21271 HE 20.6112/2:7, 78-23831 


HE 20.5102:M 41/977, 78-4820 
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HE 20.6202:Ap 5/2, 78-8979 

HE 20.6202:B 53/978, 78-23832 
HE 20.6202:C 83/2/973, 78-23833 
HE 20.6202:D 64/978, 78-23834 
HE 20.6202:F 21/2, 78-13538 
HE 20.6202:F 21/975, 78-23835 
HE 20.6202: 1 34/6/978, 78-21279 
HE 20.6202:H 34/7, 78-11239 
HE 20.6202:M 34/978, 78-23836 
HE 20.6202:P 75, 78-23837 

HE 20.6202:R 27, 78-21280 

HE 20.6208:B 53, 78-11240 

HE 20.6208:D 26/pt.1, 78-4822 
HE 20.6208:D 26/pt.5, 78-8980 
HE 20.6208:P 56, 78-21281 

HE 20.6208:St 2, 78-17610 

HE 20.6209:1/13, 78-21282 

HE 20.6209:1/14, 78-23838 

HE 20.6209:2/70, 78-473 

HE 20.6209:2/71, 78-4823 

HE 20.6209:2/72, 78-7104 

HE 20.6209:2/73, 78-1954 

HE 20.6209:2/74, 78-4824 

HE 20.6209:2/75, 78-4825 

HE 20.6209:2/76, 78-7105 

HE 20.6209:4/18, 78-11241 

HE 20.6209:4/20, 78-474 

HE 20.6209:10/108, 

HE 20.6209:10/111, 

HE 20.6209:10/113, 

HE 20.6209:10/118, 

HE 20.6209:10/119, 

HE 20.6209:10/120, 

HE 20.6209:11/164, 

HE 20.6209:11/165, 

HE 20.6209:1 1/166, 

HE 20.6209:11/202, 

HE 20.6209:11/203, 

HE 20.6209:11/204, 

HE 20.6209:11/205, 78-15435 
HE 20.6209:13/28, 78-1955 

HE 20.6209:13/29, 78-13541 

HE 20.6209:13/30, 78-479 

HE 20.6209:13/32, 78-8981 

HE 20.6209:13/33, 78-11242 

HE 20.6209:13/34, 78-21285 

HE 20.6209:13/35, 78-21286 

HE 20.6209:14/17, 78-4828 

HE 20.6209:14/19, 78-17611 

HE 20.6209:21/27, 78-7108 

HE 20.6209:21/28, 78-4829 

HE 20.6209:21/29, 78-17612 

HE 20.6209:23/1, 78-4830 

HE 20.6210:973/v.2/pt.A, 78-13542 
HE 20.6210:974/v.3, 78-13543 
HE 20.6210:975/v.2/pt.B, 78-15436 
HE 20.6210/a:975/v.2/sec.5, 78-13544 
HE 20.6213:(v.nos&nos.), 78-3347 
HE 20.6215:2/1, 78-4831 

HE 20.6215:2/2, 78-4832 

HE 20.6215:2/3, 78-4833 

HE 20.6215:2/4, 78-4834 

HE 20.6215:2/5, 78-4835 

HE 20.6215:2/6, 78-4836 

HE 20.6215:2/7, 78-4837 

HE 20.6215:2/8, 78-4838 

HE 20.6215:2/9, 78-4839 

HE 20.6215:2/10, 78-4840 
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HE 20.6215:2/11, 78-4841 

HE 20.6215:2/23, 78-4842 

HE 20.6215:2/24, 78-4843 

HE 20.6215:2/25, 78-4844 

HE 20.6215:2/26, 78-4845 

HE 20.6215:2/27, 78-4846 

HE 20.6215:2/28, 78-4847 

HE 20.6215:2/29, 78-8982 

HE 20.6215:2/30, 78-4848 

HE 20.6215:2/31, 78-8983 

HE 20.6215:2/32, 78-4849 

HE 20.6215:2/33, 78-4850 

HE 20.6215:2/34, 78-4851 

HE 20.6215:2/35, 78-4852 

HE 20.6215:2/36, 78-4853 

HE 20.6215:2/37, 78-4854 

HE 20.6215:2/38, 78-4855 

HE 20.6215:2/39, 78-4856 

HE 20.6215:2/40, 78-4857 

HE 20.6215:2/41, 78-4858 

HE 20.6215:2/42, 78-4859 

HE 20.6215:2/43, 

HE 20.6215:2/44, 

HE 20.6215:2/45, 

HE 20.6215:2/46, 

HE 20.6215:2/47, 

HE 20.6215:2/48, 

HE 20.6215:2/49, 

HE 20.6215:2/50, 

HE 20.6215:2/51, 

HE 20.6216:F 11, 

HE 20.6216/2:(date), 78-3348 

HE 20.6216/2:975, 78-17613 

HE 20.6217:(v.nos.&nos.), 78-3349 

HE 20.6218:1, 78-11243 

HE 20.6218:2, 78-11244 

HE 20.6218:2/2, 78-4868 

HE 20.6218:3, 78-11245 

HE 20.6218:4, 78-4869 

HE 20.6218:5, 78-13545 

HE 20.6219:974, 78-17614 

HE 20.6219:975, 78-17615 

HE 20.6502:St 2, 78-17616 

HE 20.6508:C 73/v.1, 78-480 

HE 20.6508:C 73/v.2/pt.A, 78-481 

HE 20.6508:C 73/v.2/pt.B, 78-480 

HE 20.6509:St 2, 78-11246 

HE 20.6512:In 8/971-77, 78-7110 

HE 20.6512/3:W 84, 78-7111 

HE 20.6601:975, 78-15437 

HE 20.6601:976, 78-15438 

HE 20.6602:B 41, 78-8985 

HE 20.6602:C 76/965-77, 78-23839 

HE 20.6602:D 43/6, 78-11247 

HE 20.6602:D 43/7, 78-13546 

HE 20.6602:D 43/8, 78-17617 

HE 20.6602:D 43/9, 78-23840 

HE 20.6602:Ed 8/4, 78-1956 

HE 20.6602:Ed 8/5, 78-23841 

HE 20.6602:Ed 8/975/guidance, 78- 
17618 

HE 20.6602:Ed 8/975/planners/v.1-2, 78- 
11248 

HE 20.6602:H 34/3/978, 78-13547 

HE 20.6602:H 34/4, 78-1957 

HE 20.6602:H 34/5/965-76, 78-8986 

HE 20.6602:In 7/2, 78-21287 

HE 20.6602:Is 7, 78-11249 
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HE 20.6602:M 46/6/974-75, 78-7112 
HE 20.6602:M 46/8, 78-7113 

HE 20.6602:M 46/9, 78-7114 

HE 20.6602:M 46/10, 78-7115 

HE 20.6602:M 46/11, 78-7116 

HE 20.6602:M 46/12, 78-482 

HE 20.6602:M 46/13/975-76, 78-7117 
HE 20.6602:M 46/14/974-75, 78-7118 
HE 20.6602:M 46/15, 78-483 

HE 20.6602:M 46/16/974-75, 78-7119 
HE 20.6602:M 46/17/974-75, 78-7120 
HE 20.6602:M 46/18/v.1, 78-484 

HE 20.6602:N 83, 78-8987 

HE 20.6602:N 93/8/pt.3, 78-8988 

HE 20.6602:N 93/19, 78-485 

HE 20.6602:N 93/21/pt.1,2, 78-8989 
HE 20.6602:N 93/22, 78-13548 

HE 20.6602:N 93/23, 78-23842 

HE 20.6602:P 56/phase 2, 78-17619 
HE 20.6602:P 56/2, 78-7121 

HE 20.6602:P 75, 78-15439 

HE 20.6602:P 75/2, 78-23843 

HE 20.6602:P 91, 78-486 

HE 20.6602:St 8/2, 78-11250 

HE 20.6602:T 68, 78-1958 

HE 20.6602:W 84/2/v.1/summ., 78-487 
HE 20.6602:W 84/2/v.2, 78-488 

HE 20.6602:W 84/2/v.2/summ., 78-4870 
HE 20.6602:W 84/2/v.3, 78-487 

HE 20.6609:N 93, 78-17620 

HE 20.6611:M 46/2, 78-21288 

HE 20.6612:975, 78-13549 

HE 20.6613:1, 78-1959 

HE 20.6613:2, 78-11251 

HE 20.6613:3, 78-8990 

HE 20.6614:1, 78-7122 

HE 20.6614:2, 78-13550 

HE 20.6615:977, 78-17621 

HE 20.7002:C 73, 78-23844 

HE 20.7002:Sm 7/6, 78-21289 

HE 20.7002:T 17/974, 78-17622 

HE 20.7002:T 17/974-2, 78-17622 
HE 20.7002:T 17/976-2, 78-17623 
HE 20.7008:Is 7/2, 78-11252 

HE 20.7008:Is 7/3, 78-11253 

HE 20.7008:Is 7/4, 78-11254 

HE 20.7008:Is 7/5, 78-11255 

HE 20.7008:Is 7/6, 78-11256 

HE 20.7009:(v.nos.&nos.), 78-3351 
HE 20.7009:26/supp., 78-11257 

HE 20.7009:26/supp./amdt., 78-23845 
HE 20.7010:(date), 78-3352 

HE 20.7011/2:(date), 78-3353 

HE 20.7011/2:975, 78-13551 

HE 20.7011/2:976, 78-13551 

HE 20.7011/4:975, 78-13552 

HE 20.7011/5:En 1/975, 78-13553 
HE 20.7011/5:M 52/972-73, 78-13554 
HE 20.7011/5:M 52/974, 78-13554 
HE 20.7011/7:974, 78-13555 

HE 20.7011/10:(date), 78-3354 

HE 20.7011/10:974, 78-13556 

HE 20.7011/11:(dates&nos.), 78-3355 
HE 20.7011/11:974, 78-13557 

HE 20.7011/13:975, 78-15440 

HE 20.7011/13:976, 78-15440 

HE 20.7011/15:(nos.), 78-3356 

HE 20.7011/16:975, 78-13558 
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HE 20.7011/17:975, 78-13559 KE 20.7110:T 17, 78-7131 HE 20.8102:R 18, 78-506 

HE 20.7011/18:(nos.), 78-3357 HE 20.7110:T 83, 78-4877 HE 20.8102:R 18/2, 78-1982 

HE 20.7011/18:38/errata, 78-13560 HE 20.7110:V 26, 78-1978 HE 20.8102:Se 4, 78-7138 

HE 20.7011/18:39, 78-17624 HE 20.7110/2:As 1, 78-497 HE 20.8102:Sw 5, 78-21309 

HE 20.7011/20:975, 78-13561 HE 20.7111:Ai 7, 78-13563 HE 20.8102:T 71, 78-7139 

HE 20.7012:(date), 78-3358 HE 20.7111:C 16, 78-498 HE 20.8108:C 73/2, 78-8994 

HE 20.7018:976, 78-17625 HE 20.7111:Ey 3, 78-11260 HE 20.8108:F 21, 78-507 

HE 20.7018/2:123-124, 78-13562 HE 20.7111:F 84, 78-23849 HE 20.8108:F 81, 78-17638 

HE 20.7102:Ag 8, 78-489 HE 20.7111:P 91, 78-11261 HE 20.8108:H 81/2, 78-13567 

HE 20.7102:Ai 7/4, 78-17626 HE 20.7111:W 45, 78-13564 HE 20.8108:H 88, 78-21310 

HE 20.7102:C 61, 78-4871 HE 20.7111/2:B 44, 78-21297 HE 20.8108:N 28, 78-11265 

HE 20.7102:D 43, 78-490 HE 20.7111/2:C 11/v.1-3, 78-21298 HE 20.8108:St 2, 78-11266 

HE 20.7102:Et 3, 78-1960 HE 20.7111/2:El 2, 78-21299 HE 20.8108:W 89, 78-25910 

HE 20.7102:F 44/3, 78-491 HE 20.7111/2:Ep 4, 78-21300 HE 20.8109:(v.nos.&nos.), 78-3359 
HE 20.7102:F 44/4, 78-21290 HE 20.7111/2:H 34, 78-21301 HE 20.8109/2:(v.nos.&nos.), 78-3360 
HE 20.7102:G 51, 78-1961 HE 20.7111/2:L 46, 78-21302 HE 20.8110:A/19, 78-13568 

HE 20.7102:H 19, 78-1962 HE 20.7111/2:L 55, 78-21303 HE 20.8110:B/12, 78-508 

HE 20.7102:H 79/2, 78-492 HE 20.7111/2:M 84, 78-21304 HE 20.8110:B/13, 78-21311 

HE 20.7102:N 53, 78-493 HE 20.7111/2:V 65, 78-21305 HE 20.8113:B 52, 78-7140 

HE 20.7102:N 56, 78-21291 HE 20.7112:977/v.1-2, 78-17630 HE 20.8113:H 99, 78-13569 

HE 20.7102:Oc 1/3/976, 78-4872 HE 20.7112/2:Ag 8, 78-1979 HE 20.8115:(v.nos.&nos.), 78-3361 
HE 20.7102:Or 3, 78-1963 HE 20.7202:Sm 7, 78-1980 HE 20.8116:135-139, 78-7141 

HE 20.7102:P 41, 78-1964 HE 20.7309:126, 78-13565 HE 20.8116:140, 78-17639 

HE 20.7102:Sp 3, 78-7123 HE 20.7310:975, 78-23850 HE 20.8116:141, 78-13570 

HE 20.7102:St 8, 78-23846 HE 20.7408:M 99/2, 78-25907 HE 20.8116:142, 78-17640 

HE 20.7102:St 8/2, 78-25904 HE 20.7409:2, 78-4878 HE 20.8116:143, 78-23854 

HE 20.7102:V 79, 78-494 HE 20.8002:Al 1, 78-17631 HE 20.8116:144, 78-17641 

HE 20.7102:X 1, 78-23847 HE 20.8002:M 31/v.1, 78-21306 HE 20.8116:145-147, 78-17642 
HE 20.7108:An 1/977/v.1-3, 78-7124 HE 20.8002:P 27, 78-21307 HE 20.8116:148, 78-23855 

HE 20.7108:Au 8, 78-1965 HE 20.8002:P 92, 78-499 HE 20.8118:977, 78-23856 

HE 20.7108:C 17, 78-1966 HE 20.8002:Se 9, 78-21308 HE 20.8122:1, 78-7142 

HE 20.7108:C 17/2, 78-4873 HE 20.8002:W 89/978, 78-17632 HE 20.8123:977, 78-13571 

HE 20.7108:D 63, 78-4874 HE 20.8102:Ad 9, 78-8991 HE 20.8124:B 39, 78-1983 

HE 20.7108:El 2, 78-1967 HE 20.8102:Ag 4/3, 78-23851 HE 20.8124:C 24, 78-1984 

HE 20.7108:In 7, 78-1968 HE 20.8102:Ag 4/960-76, 78-500 HE 20.8124:C 43, 78-15443 

HE 20.7108:L 71, 78-1969 HE 20.8102:B 39/3, 78-4879 HE 20.8124:So 1, 78-13572 

HE 20.7108:N 93, 78-17627 HE 20.8102:C 33/Spanish, 78-7132 HE 20.8124:T 23, 78-13573 

HE 20.7108:Sa 1, 78-25905 HE 20.8102:C 43/11, 78-501 HE 20.8125:P 93, 78-509 

HE 20.7108:Sa 4, 78-495 HE 20.8102:C 43/12, 78-4880 HE 20.8126:C 76, 78-17643 

HE 20.7108:Sa 4/2, 78-1970 HE 20.8102:C 43/13, 78-8992 HE 20.8126:P 75, 78-7143 

HE 20.7108:W 45, 78-21292 HE 20.8102:C 43/14, 78-23852 HE 20.8128:R 27, 78-17644 

HE 20.7108/2:B 32, 78-1971 HE 20.8102:C 43/977, 78-7133 HE 20.8202:As 4, 78-510 

HE 20.7108/2:C 42, 78-1972 HE 20.8102:C 61, 78-7134 HE 20.8202:B 56, 78-511 

HE 20.7108/2:C 76/2, 78-7125 HE 20.8102:C 73/2, 78-11262 HE 20.8202:C 61, 78-21312 

HE 20.7108/2:H 79/2, 78-21293 HE 20.8102:C 73/4, 78-11263 HE 20.8202:D 84/5, 78-4884 

HE 20.7108/2:In 2, 78-21294 HE 20.8102:C 73/977, 78-17633 HE 20.8202:D 84/6/975-77, 78-11267 
HE 20.7108/2:L 62, 78-7126 HE 20.8102:D 41, 78-17634 HE 20.8202:D 84/7, 78-25911 

HE 20.7108/2:M 56/2, 78-11258 HE 20.8102:D 44/2, 78-8993 HE 20.8202:In 2, 78-512 

HE 20.7108/2:M 56/3, 78-7127 HE 20.8102:D 63, 78-17635 HE 20.8202:P 21, 78-17645 

HE 20.7108/2:M 56/4, 78-17628 HE 20.8102:G 94, 78-4881 HE 20.8202:P 24, 78-8995 

HE 20.7108/2:P 43, 78-11259 HE 20.8102:H 35, 78-25908 HE 20.8202:P 52, 78-7144 

HE 20.7108/2:P 74, 78-4875 HE 20.8102:H 92, 78-7135 HE 20.8202:P 81, 78-21313 

HE 20.7108/2:Sa 9, 78-7128 HE 20.8102:In 7, 78-13566 HE 20.8202:P 92, 78-4885 

HE 20.7108/2:T 31, 78-1973 HE 20.8102:L 47/2, 78-25909 HE 20.8202:P 92/2, 78-4886 

HE 20.7108/2:T 31/2, 78-21295 HE 20.8102:M 46/2, 78-15442 HE 20.8202:P 92/3, 78-7145 

HE 20.7108/2:T 62, 78-4876 HE 20.8102:M 52/8, 78-502 HE 20.8202:P 92/3/Spanish, 78-21314 
HE 20.7109:975, 78-23848 HE 20.8102:M 52/9, 78-4882 HE 20.8202:P 92/4, 78-7146 

HE 20.7109:976, 78-25906 HE 20.8102:M 52/977-78, 78-17636 HE 20.8202:Se 2, 78-7147 

HE 20.7110:C 45/3, 78-496 HE 20.8102:M 66/3, 78-503 HE 20.8202:Su  7/977/highlights, 78- 
HE 20.7110:C 86, 78-17629 HE 20.8102:M 74, 78-17637 17646 

HE 20.7110:D 61, 78-15441 HE 20.8102:M 85, 78-7136 HE 20.8202:T 22, 78-21315 

HE 20.7110:D 62, 78-7129 HE 20.8102:P 21/3, 78-11264 HE 20.8202:T 34/eval., 78-11268 
HE 20.7110:Et 3/2, 78-1974 HE 20.8102:P 25, 78-504 HE 20.8202:T 68/977-78, 78-17647 
HE 20.7110:F 67/2, 78-1975 HE 20.8102:P 56, 78-7137 HE 20.8202:T 71/2, 78-7148 

HE 20.7110:F 96, 78-7130 HE 20.8102:P 95/4, 78-505 HE 20.8208:T 22/admin., 78-13574 
HE 20.7110:H 99/4, 78-21296 HE 20.8102:P 95/5, 78-1981 HE 20.8210:975/summ., 78-23857 
HE 20.7110:P 44, 78-1976 HE 20.8102:P 95/6, 78-4883 HE 20.8211:N 21/977, 78-11269 
HE 20.7110:P 76, 78-1977 HE 20.8102:P 95/7, 78-23853 HE 20.8212/2:(nos.), 78-3364 
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HE 20.8212/3:1, 

HE 20.8212/3:2, 

HE 20.8212/3:3, 

HE 20.8212/3:4, 

HE 20.8212/6:1, 

HE 20.8212/6:3, 

HE 20.8213:D 84, 

HE 20.8214:18, 

HE 20.8214:19, 

HE 20.8214:20, 78-516 

HE 20.8214:21, 78-21316 

HE 20.8215:(series nos.&nos.), 

HE 20.8216:12, 78-517 

HE 20.8216:14, 78-518 

HE 20.8216:15, 78-7149 

HE 20.8216:16, 78-7150 

HE 20.8216:17, 78-7151 

HE 20.8216:18, 78-8996 

HE 20.8216/2:3, 78-1985 

HE 20.8216/2-2:C 12, 78-8997 

HE 20.8216/2-2:Oc 1, 78-25915 

HE 20.8216/2-2:T 71/2, 78-21317 

HE 20.8216/3:C 73, 78-8998 

HE 20.8216/3:D 84/2, 78-8999 

HE 20.8216/3:Em 7/2, 78-519 

HE 20.8216/3:N 73, 78-11270 

HE 20.8216/3:P 52, 78-11271 

HE 20.8216/3:Sk 3, 78-21318 

HE 20.8216/3:T 22, 78-13575 

HE 20.8216/3:T 34/2, 78-11272 

HE 20.8216/3:T 71, 78-11273 

HE 20.8217:C 61, 78-17651 

HE 20.8217:St 2, 78-520 

HE 20.8217:St 2/2, 78-23858 

HE 20.8217:T 71/2, 78-521 

HE 20.8218:977/3, 78-4887 

HE 20.8218:977/4, 78-4887 

HE 20.8218:978/1, 78-17652 

HE 20.8219:975-77, 78-17653 

HE 20.8302:Ad 7, 78-9000 

HE 20.8302:Al 1/4/Spanish, 

HE 20.8302:Al 1/9, 78-522 

HE 20.8302:Al 1/10, 78-9001 

HE 20.8302:An 8/978, 78-17655 

HE 20.8302:B 56, 78-523 

HE 20.8302:D 35/2 ou insert 
9002 

HE 20.8302:D 35/2 ou insert 5-8, 
9003 

HE 20.8302:D 35/2 ou insert 9-11, 
9004 

HE 20.8302:D 35/2 po insert 1-4, 
9005 

HE 20.8302:D 35/2 po insert 5-8, 
9006 

HE 20.8302:D 35/2 po insert 9-11, 
9007 

HE 20.8302:D 35/2 re insert 1-4, 

HE 20.8302:D 35/2 re insert 5-8, 

HE 20.8302:D 35/2 re insert 9-11, 
9010 

HE 20.8302:J 13, 78-524 

HE 20.8302:W 84/2/review, 

HE 20.8308:Ad 9, 78-4888 

HE 20.8308:Al 1/2/part., 78-9011 

HE 20.8308:Al 1/2/v.2, 78-21319 

HE 20.8308:C 73/readings, 78-21320 

HE 20.8309:(date&nos.), 78-3366 


78-17648 
78-17649 
78-17650 
78-25912 
78-25913 
78-25914 
78-513 

78-514 

78-515 


78-17654 


1-4, 


78-525 


Page I-2852 


78-3365 


78- 


78- 


78- 


78- 


78- 


78- 


78-9008 
78-9009 


78- 





Classification Number Index 


HE 20.8311/2:0560, 78-11274 

HE 20.8312:(nos.), 78-3367 

HE 21.209:(v.nos.&nos.), 78-3368 

HE 22.2:Ac 2/978, 78-17656 

HE 22.2:Ea 7/2, 78-11275 

HE 22.2:Ea 7/3, 78-526 

HE 22.2:Ea 7/4, 

HE 22.2:Ea 7/5, 

HE 22.2:Ea 7/6, 

HE 22.2:Ea 7/7, 

HE 22.2:M 46/3, 78-7152 

HE 22.2:M 46/3/977-2, 78-17657 

HE 22.2:M 46/3/977-2/app., 78-17658 

HE 22.2:M 46/3/977-2/app.-2, 78-17659 

HE 22.2:R 29, 78-17660 

HE 22.8:Ea 7, 78-1987 

HE 22.8:M 46, 78-13576 

HE 22.10:(v.nos.&nos.), 

HE 22.11:Su 7/summ., 

HE 22.102:Ea 7, 

HE 22.102:Ea 7/2, 

HE 22.102:P 27, 78-530 

HE 22.108:D 84, 78-23860 

HE 22.109:(v.nos.&nos.), 78-3371 

HE 22.109/2:(date/nos.), 78-3372 

HE 22.110:(date/nos.), 78-3373 

HE 22.111:P 94/inst., 78-531 

HE 22.111:P 94/work., 78-531 

HE 22.112:D 26/966-78, 78-21322 

HE 22.112:D 84, 78-21323 

HE 22.112:In 2, 78-11276 

HE 22.112:In 7/2, 78-23861 

HE 22.112:In 8, 78-23862 

HE 22.202:Ad 9, 78-23863 

HE 22.202:L 52, 78-13577 

HE 22.202:M 46, 78-21324 

HE 23.9:H 19, 78-7153 

HE 23.9:P 96, 78-11277 

HE 23.1002:P 92, 78-23864 

HE 23.1002:R 31, 78-17661 

HE 23.1009:977, 78-17662 

HE 23.1012:977, 78-23865 

HE 23.1102:Ab 9, 78-17663 

HE 23.1102:Ab 9/Spanish, 78-21325 

HE 23.1102:H 34, 78-17664 

HE 23.1102:N 95, 78-21326 

HE 23.1102:N 95/2, 78-21327 

HE 23.1102:N 95/3, 78-21328 

HE 23.1102:P 25, 78-23866 
.1108:C 43, 78-532 
.1108:C 43/2/v.2, 78-7154 
-1108:H 34, 78-23867 
.1108:H 75, 78-533 
.1108:P 21, 78-21329 
.1108:P 21/2, 78-21330 
.1202:Ab 9, 78-7155 
.1202:C 43, 78-7156 
.1202:F 81, 78-17665 
.1202:In 3, 78-7157 
.1202:M 58, 78-7158 
.1202:R 31, 78-21331 
.1202:W 45, 78-7159 
.1208:Au 8, 78-7160 
.1208:C 73, 78-534 
.1208:C 73/2, 78-535 
.1208:F 81, 78-1989 

3.1208:F 81/2, 78-1990 
HE 23.1208:F 81/3, 78-17666 


78-3370 
78-23859 
78-1988 

78-21321 


Do not order from index; see indicated entry 





HE 23.1208:F 81/5, 
HE 23.1208:P 21, 

HE 23.1210:An 1/977, 
HE 23.1210:Au 2, 
HE 23.1210:F 21, 

HE 23.1210:G 51, 
HE 23.1210:P 21, 

HE 23.1210:St 2, 

HE 23.1210/2:978, 
HE 23.1308:R 44, 
HE 23.2009:977, 

HE 23.3002:R 31, 
HE 23.3002:T 68, 
HE 23.3009:Em 7, 
HE 23.3009:H 75, 
HE 23.3009:L 52, 
HE 23.3009:N 93, 
HE 23.3009:R 31, 
HE 23.3009:Se 5, 

HE 23.3102:El 2/976, 
HE 23.3102:T 34, 
HE 23.3108:In 3, 
HE 23.3109:Ed 8, 
HE 23.4102:Sh 4, 
HE 23.4108:Af 2, 
HE 23.4109:977, 


1 
l 
1 
1 
1 
1 
1 
1 
1 
1 
1 


1 
1 
1 
l 
1 
1 
1 
1 
| 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
l 
1 
1 
1 
1 


78-21332 
78-11278 


78-23868 
78-15444 
78-13578 
78-23869 
78-23870 
78-21333 
78-9012 
78-17668 
78-17669 
78-536 
78-11279 
78-11280 
78-11281 
78-11282 
78-11283 
78-11284 


78-1991 
78-21334 
78-11285 
78-17670 
78-23872 
78-17671 
78-4889 
78-7161 


aC Uii2; 
20 13s, 
.2:C 17/4, 78-7162 

.2:C 17/5, 78-7163 

.2:C 18/7/977, 78-7164 
.2:C 49/4, 78-17672 
.2:C 49/S5/pt.1, 78-17673 
.2:C 73/13. 78-1992 
.2:C 73/14, 78-7165 
.2:C 73/15, 78-15445 
.2:C 75/4/977, 78-1993 
.2:C 76/5, 78-25916 
.2:C 76/7/rp.4, 78-17674 
.2:C 78/2, 78-17675 
.2:D 62/3, 78-25917 
.2:Em 3/2, 78-537 

.2:En 2/15 at, 78-9013 
.2:En 2/15 bo, 78-9014 
.2:En 2/15 ch, 78-9015 
.2:En 2/15 de, 78-9016 
.2:En 2/15 ho, 78-9017 
.2:En 2/15/lo, 78-17676 
.2:En 2/15 mi, 78-9018 
.2:En 2/15/min, 78-9019 
.2:En 2/15 sa, 78-9020 
.2:En 2/15 sai, 78-9021 
.2:En 2/15/sum., 
.2:En 2/16/phase 1, 
.2:En 2/16/phase 1/final, 
.2:En 2/978, 78-21335 
.2:Eq 2/4/v.1, 78-4890 
.2:Eq 2/4/v.3, 78-25918 
.2:Ev 1, 78-11286 

.2:F 15/5, 78-25919 
.2:F 15/8, 78-7166 

.2:F 15/9, 78-21336 
.2:F 45/2, 78-9022 

.2:F 51/2/977, 78-1994 
.2:F 51/3, 78-538 

.2:F 51/4/v.1-2, 78-7167 
.2:F 51/5, 78-23874 
.2:F 91, 78-21337 


78-17667 


78-23871 


78-23873 
78-17677 


78-17678 





December 1978 


1.2:G 76/6, 78-539 1.6/6:IG 6502.2/ch.1, 78-7174 1.6/6:4191.1, 78-11332 

1.2:H 19/2, 78-9023 1.6/6:RHA 7200.0-7228.1/4, 78-9032 1.6/6:4191.1/rev., 78-11332 
1.2:H 62/3/978, 78-25920 1.6/6:000/1/ch., 78-25924 1.6/6:4210.2/ch.1, 78-17696 
1.2:H 75/3/977, 78-7168 1.6/6:000/1/ch.2, 78-25924 1.6/6:4210.2/ch.1/trans.2, 78-11333 
1.2:H 81/57, 78-540 1.6/6:000/1/ch.20, 78-25924 1.6/6:4240.2, 78-17697 
1.2:H 81/58, 78-17679 1.6/6:000/1/ch.21, 78-23878 1.6/6:4240.2/ch./trans.2, 
1.2:Im 7/3, 78-11287 1.6/6:304.1, 78-11294 1.6/6:4310.5/trans.61, 
1.2:Im 7/3/rep., 78-17680 1.6/6:352.1, 78-11295 1.6/6:4310.5/trans.63, 78-13582 
1.2:In 2/3/976, 78-17681 1.6/6:361.2, 78-11296 1.6/6:4310.5/trans.68, 78-13583 
1.2:In 6, 78-21338 1.6/6:430.4/rev., 78-11297 1.6/6:4310.5/trans.69, 78-13584 
1.2:L 95/3, 78-15446 1.6/6:437.1/trans.4, 78-17689 1.6/6:4310.5/trans.74, 78-13585 
1.2:L 95/4, 78-13579 1.6/6:550.5, 78-17690 1.6/6:4310.5S/trans.75, 78-7175 
1.2:M 31/3, 78-9024 1.6/6:560.2, 78-23879 1.6/6:4310.5/trans.76, 78-7176 
1.2:P 26, 78-11288 1.6/6:600.1, 78-11298 1.6/6:4310.5/trans.78, 78-7177 
1.2:P 26/2, 78-17682 1.6/6:711.2/rev., 78-11299 1.6/6:4310.5/trans.79, 78-7178 
1.2:P 26/3, 78-11289 -6/6:711.3, 78-11300 1.6/6:4310.5/trans.80, 78-17698 
1.2:P 55, 78-7169 .6/6:735.1 A, 78-11301 1.6/6:4351.1/rev., 78-11335 
1.2:P 75/2, 78-541 .6/6:792.2/rev., 78-11302 1.6/6:4352.1, 78-11336 

1.2:P 94/8/977, 78-17683 -6/6:1120.1/rev., 78-11303 1.6/6:4410.1/rev./ch.3, 78-11337 
1.2:P 94/8/978, 78-21339 -6/6:1130.1, 78-25925 1.6/6:4420.1, 78-11338 

1.2:P 94/8/978-2, 78-23875 -6/6:1130.1/ch.1, 78-23880 1.6/6:4420.1/ch.1, 78-11338 
1.2:P 94/17, 78-4891 .6/6:1140.1/rev./ch.1, 78-25926 1.6/6:4450.1/ch.-3, 78-11339 
1.2:P 94/21, 78-21340 -6/6:1140.1/rev./ch.2, 78-23881 1.6/6:4460.2, 78-17699 

1.2:R 24/5, 78-25921 -6/6:1146.1, 78-11304 1.6/6:4460.2/ch., 78-23889 
1.2:R 24/6, 78-1995 .6/6:1155.3, 78-11305 1.6/6:4465.1, 78-11340 

1.2:R 31/4/977, 78-17684 .6/6:1165.1, 78-11306 1.6/6:4465.1/ch.trans.7, 78-23890 
1.2:Se 2, 78-15447 .6/6:1371.1/rev.ch.5, 78-11307 1.6/6:4470.1/ch.8, 78-17700 
1.2:Se 2/2, 78-17685 .6/6:1371.1/rev.ch.6, 78-11307 1.6/6:4470.1/ch.10, 78-17700 
1.2:Se 4/2, 78-9025 -6/6:1400.1/rev., 78-11308 1.6/6:4470.1/ch.11, 78-17700 
1.2:Se 4/3, 78-9026 -6/6:1530.1, 78-17691 1.6/6:4470.1/rev., 78-17700 
1.2:Se 4/4, 78-9027 -6/6:1800.1, 78-23882 1.6/6:4470.1/RevCHG, 78-23891 
1.2:So0 4/2/977, 78-15448 6/6:1830.2, 78-11309 1.6/6:4510.1/ch.6, 78-11341 
1.2:So 4/8/977, 78-542 6/6:1830.3/rev.2/ch.1, 78-23883 1.6/6:4545.1/rev., 78-11342 
1.2:S0 4/9, 78-543 6/6:1900.2, 78-17692 .6/6:4565.1, 78-17701 

1.2:So 4/10, 78-21341 -6/6:1900.2/ch.1, 78-23884 .6/6:4570.1/2, 78-11343 
1.2:So 4/13, 78-23876 .6/6:1900.6, 78-11310 .6/6:4571.1/ch./trans.3, 78-7179 
1.2:T 23/2/976, 78-21342 .6/6:1900.20/ch.4, 78-113i1 .6/6:4571.1/ch./trans.4, 78-17702 
1.2:T 23/2/976-2, 78-21342 -6/6:1900.23/2, 78-11312 .6/6:4600.1, 78-11344 

1.2:T 66/2, 78-13580 .6/6:1900.25, 78-17693 .6/6:4600.1/ch., 78-11344 
1.2:Ur 1/17/v.1-3, 78-7170 -6/6:2145.1, 78-11313 .6/6:4630.1, 78-11345 

1.2:V 88/3/977, 78-7171 .6/6:2200.2/rev., 78-11314 .6/6:4940.4, 78-11346 

1.2:;W 27, 78-7172 -6/6:2210.15, 78-11315 .6/6:4940.4/ch., 78-11346 

1 

1 

l 

1 

1 

1 

l 

1 

1 

1 

1 

1 

1 

1 

1 

1 

I 


78-11334 
78-13581 


.2:W 28 a, 78-21343 .6/6:2226.1, 78-11316 .6/6:4950.3, 78-11347 
.6/6:2265.2, 78-11317 .6/6:4950.4, 78-11348 
.6/6:2300.2 Rev-1, 78-23885 .6/6:5550.1, 78-11349 
.6/6:2361.2, 78-11318 .6/6:5550.2, 78-11350 
.6/6:2362.1, 78-11319 .6/6:6270.2, 78-11351 
.6/6:6270.4, 78-11352 
.6/6:3300.5, 78-11321 .6/6:7217.1/trans.130, 78-17703 


1 

1 

1 

1 

l 

1 

l 

1 

1 

1 

.2:W 28 c, 78-21344 1 

1 

1 

1 

1 

1 
-6/6:3300.S/rev., 78-11321 1.6/6:7420.1, 78-11353 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 


.2:W 28 p, 78-21345 
.2:W 28s, 78-21346 
.2:W 28 t, 78-21347 


.6/3:B 96/2, 78-17686 
.6/3:D 63/6/user, 78-25922 
.6/3:En 2/3/977, 78-9028 
.6/3:Ev 1, 78-11290 

.6/3:H 53/2, 78-545 

.6/3:H 75/2, 78-7173 
.6/3:L 22/3, 78-9029 
.6/3:L 22/3/man., 78-9030 
.6/3:L 46, 78-11291 

.6/3:L 78/2, 78-25923 
.6/3:P 43, 78-9031 
1.6/3:Se 4/v.1-3, 78-15449 
1.6/6:(nos.), 78-3374 

1.6/6:GNMA 5500.1 Rev-4, 78- 

17687 


.6/6:3300.6, 78-11322 .6/6:7420.1/ch., 78-11353 
-6/6:3300.6/rev., 78-11322 .6/6:7420.1/ch.-2, 78-11353 
.6/6:3300.7, 78-11323 .6/6:7420.2, 78-25927 
.6/6:3300.11, 78-11324 .6/6:7420.2/ch., 78-25928 
.6/6:3300.14, 78-23886 .6/6:7420.2/trans.3, 78-25927 
.6/6:4000.2, 78-11325 .6/6:7420.3, 78-11354 
.6/6:4000.2/ch., 78-11325 .6/6:7440.2, 78-11355 
.6/6:4010.1/ch.5, 78-11326 .6/6:7476.2, 78-11356 
.6/6:4050.1/ch.10, 78-11327 .6/6:7485.9, 78-11357 
-6/6:4070.1/2, 78-11328 .6/6:7485.10, 78-11358 
.6/6:4075.12/rev., 78-11329 .6/6:7560.1/trans.16, 78-11359 
.6/6:4110.2/ch.3/trans.5, 78-17694 .6/6:7560.1/trans.18, 78-11359 
.6/6:4150.1, 78-17695 .6/6:8000.1, 78-11360 
HH 1.6/6:GNMA 5500.1C, 78-17688 .6/6:4150.1/ch./trans.16, 78-23887 .6/6:8020.1, 78-11361 
HH 1.6/6:HPMC-FHA 4200.15/ch.6, 78- .6/6:4155.1/ch.2/trans.9, 78-23888 .6/9:Ac 2, 78-3375 

11292 1.6/6:4165.1/ch.2, 78-11330 .6/9:Ac 2/rev., 78-21348 
HH 1.6/6:IG 3300.5, 78-11293 1.6/6:4190.1/ch., 78-11331 1.6/9:C 18, 78-3376 
HH 1.6/6:IG 6230.5, 78-23877 1.6/6:4190.1/ch.-2, 78-11331 1.6/9:M 91, 78-3377 


1. 
aa 
1. 
1 
1 
1 
1 
l 
1 
1 
1 
1 
1 
1 
1 
1 

.6:P 67, 78-544 1.6/6:3201.2, 78-11320 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
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1.6/9:On 2, 78-3378 
1.6/9:So 4, 78-3379 
1.6/9:So 4, 78-17704 
1.9:B 72/2, 78-9033 
1.9:P 83/4, 78-9034 


1.14:(v.nos.&nos.), 78-3380 
1.15/4:(v.nos.&nos.), 78-3381 


1.23:Op 2, 78-546 
1.23:Z 5, 78-21349 
1.23/3:(nos.), 78-3382 
.23/4:(nos.), 78-3383 
.23/5:(nos.), 78-3384 
.32:B 73, 78-1996 
.32:Ir 1, 78-11362 
.32:Sa 8 a, 78-547 


.36:(v.nos.&nos.), 78-3385 


-36/a:H 19, 78-7180 
.38:976, 78-17705 
.40:46, 78-17706 
.40:47, 78-17706 
.46/3:976, 78-17707 
.46/3:977, 78-23892 
.46/4:C 49, 78-11363 
.46/4:G 76/3, 78-548 
.50:(date), 78-3386 


-55:N 42 c/draft, 78-1997 


1 

1 

1 

1 

1 

1 

1 

1 

1 

l 

1 

1 

1.57:(date), 78-3387 
1.59:(date), 78-3388 
1.60:976, 78-17708 
1.63:2, 78-7181 
1.67:1, 78-549 
1.69:976, 78-11364 
1.69:976/2, 78-11365 
1.69:977/2, 78-11366 
1.69:977/3, 78-11367 
1.69:978, 78-11368 
1.69:978/2, 78-23893 
1.70:L 87, 78-7182 
1.72:M 38, 78-9035 
1.73:977, 78-25929 
1.74:1, 78-23894 
.74:2, 78-23895 


HH 2.24:(date/nos.), 78-3390 
HH 2.24/2:(date/nos.), 78-3391 
HH 2.24/3:(date/nos.), 78-3392 


HH 2.24/4:974, 78-7183 
HH 2.24/4:975, 78-7183 


Classification Number Index 


10.9:Al 1/3, 
10.9:Al 1/4, 
10.9:Al 1/5, 
10.9:Al 2/3, 
10.9:Al 2/4, 


78-9036 
78-15451 
78-17710 
78-7185 
78-15452 


10.9:Al 3, 78-551 
10.9:Al 4, 78-13589 


10.9:Al 5/2, 
10.9:Al 5/3, 
10.9:Al 5/4, 
10.9:Al 5/5, 


78-7186 

78-13590 
78-23896 
78-25932 


10.9:Al 7, 78-4892 


10.9:Al 7/2, 
10.9:Am 4/2, 
10.9:Am 6, 
10.9:An 2/2, 


78-15453 
78-15454 


78-9037 


78-21351 


10.9:Ap 4, 78-25933 
10.9:Ap 6, 78-13591 


10.9:Ar 2/2, 


78-25934 


10.9:Ar 5, 78-9038 


10.9:As 3/2, 
10.9:As 3/3, 


78-2002 
78-25935 


10.9:As 8, 78-15455 
10.9:At 2, 78-11370 
10.9:At 4, 78-7187 


10.9:At 4/2, 
10.9:At 4/3, 
10.9:At 6/2, 
10.9:At 6/3, 


78-13592 
78-21352 
78-9039 

78-25936 


10.9:At 8, 78-25937 
10.9:Au 1, 78-13593 
10.9:Au 4, 78-7188 

10.9:Au 6, 78-13594 


10.9:Au 6/2, 


78-25938 


10.9:Av 1, 78-23897 


10.9:Av 7/4, 
10.9:Av 7/5, 


78-9040 
78-15456 


10.9:B 19, 78-17711 


10.9:B 19/2, 


78-25939 


10.9:B 21, 78-7189 


10.9:B 22/3, 
10.9:B 22/4, 
10.9:B 22/5, 


78-13595 
78-23898 
78-25940 


10.9:B 26, 78-7190 
10.9:B 27, 78-13596 
10.9:B 28, 78-7191 


10.9:B 34/4, 


78-15457 


10.9:B 45/5, 
10.9:B 45/6, 
10.9:B 45/7, 


10.9:B 46, 7 


10.9:B 46/2, 
10.9:B 46/3, 
10.9:B 46/4, 
10.9:B 46/5, 
10.9:B 62/2, 
10.9:B 62/4, 
10.9:B 62/5, 
10.9:B 62/7, 
10.9:B 62/8, 


78-13600 
78-23901 
78-21356 
8-552 

78-11374 
78-13601 
78-21357 
78-25946 
78-13602 
78-4895 

78-13603 
78-15458 
78-21358 


10.9:B 63, 78-7193 


10.9:B 63/2, 
10.9:B 63/3, 


78-13604 
78-25947 


10.9:B 64, 78-21359 


10.9:B 64/2, 


78-21360 


10.9:B 65, 78-13605 
10.9:B 66, 78-15459 


10.9:B 66/2, 
10.9:B 66/3, 


78-23902 
78-23903 


10.9:B 69, 78-25948 
10.9:B 72, 78-4896 


10.9:B 73/2, 
10.9:B 73/3, 
10.9:B 73/4, 
10.9:B 73/5, 
10.9:B 73/6, 
10.9:B 73/7, 
10.9:B 75/3, 
10.9:B 75/4, 
10.9:B 75/5, 
10.9:B 76 m, 
10.9:B 76/3, 
10.9:B 76/4, 
10.9:B 77 b, 
10.9:B 77/2, 


78-553 
78-7194 
78-9041 
78-11375 
78-13606 
78-13607 
78-9042 
78-13608 
78-25949 
78-2003 

78-21361 
78-25950 
78-11376 
78-25951 


10.9:B 78, 78-25952 


10.9:B 79/3, 
10.9:B 79/4, 
10.9:B 79/5, 
10.9:B 81/2, 


78-4897 
78-23904 
78-25953 
78-9043 


10.9:B 81/977, 78-15460 


10.9:B 85/2, 
10.9:B 85/3, 
10.9:B 85/4, 


78-15461 
78-15462 
78-21362 


HH 2.24/4:976, 78-7183 

HH 2.24/5:(date/nos.), 78-3393 

HH 2.26:(date/nos.), 78-3394 

HH 2.27:(date/nos.), 78-3396 

HH 2.27:(date/nos.), 78-3397 

HH 2.27/2:(date&nos.), 78-3398 
10.2:F 65/9, 78-15450 
10.8:B 29, 78-11369 
10.8:El 2, 78-17709 
10.8:F 65, 78-25930 
10.8:F 65/2, 78-7184 
10.8:F 65/3, 78-550 
10.9:Ab 2, 78-21350 
10.9:Ab 3, 78-1998 
10.9:Ab 3/2, 78-13586 
10.9:Ab 5, 78-1999 
10.9:Ab 5/2, 78-25931 
10.9:Ac 8, 78-13587 
10.9:Ac 9, 78-2000 
10.9:Ad 9, 78-13588 
10.9:Ag 1, 78-2001 


10.9:B 34/5, 78-17712 
10.9:B 34/6, 78-25941 
10.9:B 38/4, 78-13597 
10.9:B 38/5, 78-23899 
10.9:B 38/6, 78-25942 10.9:B 92/4, 78-25954 
10.9:B 39/2, 78-11371 10.9:B 93/2, 78-9044 
10.9:B 39/3, 78-25943 10.9:B 97, 78-9045 
10.9:B 41/7, 78-11372 10.9:B 97/2, 78-11379 
10.9:B 41/8, 78-13598 10.9:B 97/3, 78-13609 
10.9:B 41/9, 78-21353 10.9:C 11, 78-15464 
10.9:B 41/10, 78-21354 10.9:C 11/2, 78-23905 
10.9:B 41/11, 78-21355 10.9:C 12/2, 78-2004 
10.9:B 41/12, 78-25944 10.9:C 12/3, 78-7195 
10.9:B 41/13, 78-23900 10.9:C 12/5, 78-21364 
10.9:B 41/14, 78-25945 10.9:C 14, 78-9046 
10.9:B 44/2, 78-7192 10.9:C 15, 78-11380 
10.9:B 44/3, 78-11373 10.9:C 15/2, 78-25955 
10.9:B 44/4, 78-13599 10.9:C 16/3, 78-9047 
10.9:B 44/5, 78-17713 10.9:C 16/4, 78-9048 
10.9:B 45/3, 78-4893 10.9:C 16/5, 78-17714 
10.9:B 45/4, 78-4894 10.9:C 16/6, 78-25956 


10.9:B 86/2, 78-11377 
10.9:B 86/3, 78-15463 
10.9:B 92/2, 78-11378 
10.9:B 92/3, 78-21363 
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HH 10.9:C 16/7, 
HH 10.9:C 19, 

HH 10.9:C 19/2, 
HH 10.9:C 21, 

HH 10.9:C 22/2, 
HH 10.9:C 23, 

HH 10.9:C-23/2, 
HH 10.9:C 23/3, 
HH 10.9:C 23/4, 
HH 10.9:C 24, 

HH 10.9:C 25, 

HH 10.9:C 25/2, 
HH 10.9:C 27, 

HH 10.9:C 27/4, 
HH 10.9:C 32/2, 
HH 10.9:C 32/3, 
HH-10.9:C 33, 

HH 10.9:C 35/3, 
HH 10.9:C 36, 

HH 10.9:C 38/3, 
HH 10.9:C 41/3, 
HH 10.9:C 42 c, 
HH 10.9:C 42 h, 
HH 10.9:C 42 h/ 
HH 10.9:C 42/3, 
HH 10.9:C 42/4, 
HH 10.9:C 43/2, 
HH 10.9:C 43/3, 
HH 10.9:C 43/4, 
HH 10.9:C 43/5, 
HH 10.9:C 44/3, 
HH 10.9:C 44/4, 
HH 10.9:C 49, 

HH 10.9:C 49/2, 
HH 10.9:C 51, 

HH 10.9:C 54, 

HH 10.9:C 55, 

HH 10.9:C 56/2, 
HH 10.9:C 57/4, 
HH 10.9:C 57/5, 
HH 10.9:C 57/6, 
HH 10.9:C 59/3, 
HH 10.9:C 59/4, 
HH 10.9:C 59/5, 
HH 10.9:C 61/6, 
HH 10.9:C 61/7, 
HH 10.9:C 62/3, 
HH 10.9:C 63, 

HH 10.9:C 67 s, 
HH 10.9:C 67/2, 
HH 10.9:C 68, 

HH 10.9:C 69/2, 
HH 10.9:C 72/2, 
HH 10.9:C 72/3, 
HH 10.9:C 72/4, 
HH 10.9:C 72/5, 
HH 10.9:C 72/6, 
HH 10.9:C 73, 

HH 10.9:C 73/2, 
HH 10.9:C 74/2, 
HH 10.9:C 74/3, 
HH 10.9:C 76/4, 
HH 10.9:C 76/5, 
HH 10.9:C 76/6, 
HH 10.9:C 78/3, 
HH 10.9:C 81/2, 
HH 10.9:C 81/3, 
HH 10.9:C 81/4, 


78-25957 


78-7196 


78-25958 
78-9049 
78-13610 
78-13611 
78-13612 
78-17715 
78-21365 
78-25959 
78-9050 
78-15465 
78-905 1 
78-21366 
78-9052 
78-21367 
78-9053 
78-13613 
78-9054 
78-17716 
78-554 
78-2005 
78-15466 


2, 78-21368 


78-15467 
78-25960 
78-11381 
78-13614 
78-23906 
78-25961 
78-15468 
78-23907 
78-11382 
78-21369 
78-9055 
78-7197 
78-25962 
78-9056 
78-11383 
78-13615 
78-13616 
78-11384 
78-15469 
78-23908 
78-21370 
78-25963 
78-11385 
78-17717 
78-4898 
78-25964 
78-21371 
78-13617 
78-11386 
78-13618 
78-13619 
78-25965 
78-23909 
78-9057 
78-11387 
78-555 





December 1978 


HH 10.9:C 81/5, 
HH 10.9:C 81/6, 


78-11389 
78-21372 


HH 10.9:C 83, 78-7198 


HH 10.9:C 83/2, 
HH 10.9:C 83/3, 
HH 10.9:C 83/4, 
HH 10.9:C 84, 

HH 10.9:C 86/3, 
HH 10.9:C 88/3, 
HH 10.9:C 88/4, 
HH 10.9:C 89, 

HH 10.9:C 91/2, 
HH 10.9:C 93, 

HH 10.9:D 17, 

HH 10.9:D 19/5, 
HH 10.9:D 22, 

HH 10.9:D 23/2, 
HH 10.9:D 24/2, 
HH 10.9:D 27, 

HH 10.9:D 29, 

HH 10.9:D 33, 

HH 10.9:D 36/2, 
HH 10.9:D 36/3, 
HH 10.9:D 36/4, 
HH 10.9:D 44/3, 
HH 10.9:D 44/4, 
HH 10.9:D 44/5, 
HH 10.9:D 44/6, 
HH 10.9:D 54, 

HH 10.9:D 56/2, 
HH 10.9:D 71, 

HH 10.9:D 72/2, 
HH 10.9:D 74/2, 
HH 10.9:D 74/3, 
HH 10.9:D 74/4, 
HH 10.9:D 74/5, 
HH 10.9:D 74/6, 
HH 10.9:D 75/2, 
HH 10.9:D 77, 

HH 10.9:D 82, 

HH 10.9:D 85/2, 
HH 10.9:D 93/2, 
HH 10.9:Ea 7 c, 


78-9060 
78-13620 
78-21373 
78-7199 
78-15470 
78-13621 
78-13622 
78-9061 
78-21374 
78-7200 
78-25967 
78-23910 
78-2006 
78-25968 
78-21375 
78-4900 
78-25969 
78-2007 
78-21376 
78-25970 
78-25971 
78-11390 
78-13623 
78-21377 
78-21378 
78-25972 
78-13624 
78-11391 
78-7201 
78-9062 
78-15471 
78-23911 
78-23912 
78-25973 
78-7202 
78-25974 
78-9063 
78-25975 
78-21379 
78-13625 


HH 10.9:Ea 7 c/2, 78-25976 


HH 10.9:Ea 7 h, 
HH 10.9:Ea 7 I, 


78-2008 
78-23913 


HH 10.9:Ea 7 r/2, 78-2009 
10.9:Ea 7 r/3, 78-25977 


10.9:Ea 7 s, 


78-13626 


10.9:Ea 7 s/2, 78-23914 


10.9:Ea 7 w, 
10.9:Ea 8/2, 


78-7203 
78-25978 


10.9:Ec 7, 78-9064 
10.9:Ed 2/3/976, 78-4901 


10.9:Ed 2/4, 
10.9:Ed 3/2, 
10.9:Ed 9/2, 


78-13627 
78-23915 
78-25979 


10.9:El 1, 78-25980 


10.9:El 1 m, 


78-25981 


10.9:E1 3, 78-26113 
10.9:E1 4, 78-7204 


10.9:El 4/2, 
10.9:El 4/3, 
10.9:El 5/3, 
10.9:El 5/4, 
10.9:El 5/5, 
10.9:El 5/6, 
10.9:El 5/7, 
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78-7205 
78-9065 
78-9066 
78-13628 
78-17718 
78-17719 
78-21380 





10.9:El 5/8, 
10.9:Em 7/2 
10.9:En 2, 
10.9:En 2/2, 
10.9:Ep 8, 
10.9:Er 4, 
10.9:Er 4/2, 
10.9:Er 4/3, 
10.9:Es 6, 
10.9:Es 7, 
10.9:Et 5, 
10.9:Ev 1/3, 
10.9:Ev 2, 
10.9:F 15 h, 
10.9:F 16, 
10.9:F 16/2, 
10.9:F 16/3, 


78-25982 
, 78-2010 
78-9067 
78-15472 
78-13629 
78-15473 
78-2138! 
78-23916 
78-17720 
78-21382 
78-17721 
78-13630 
78-7206 
78-2011 
78-559 
78-560 
78-9068 


10.9:F 16/4, 78-13631 
10.9:F 16/5, 78-17722 


10.9:F 16/6, 
10.9:F 17, 
10.9:F 18, 
10.9:F 22/2, 


78-25983 
78-13632 
78-561 

78-2012 


10.9:F 22/3, 78-13633 


10.9:F 22/4, 


78-17723 


10.9:F 22/5, 78-23917 
10.9:F 22/6, 78-25984 


10.9:F 24, 
10.9:F 29, 
10.9:F 36, 
10.9:F 38, 


78-9069 
78-23918 
78-2013 
78-2014 


10.9:F 38/2, 78-9070 


10.9:F 41, 


78-562 


10.9:F 41/2, 78-4902 


10.9:F 48, 
10.9:F 49, 
10.9:F 65, 
10.9:F 66/3, 
10.9:F 67, 
10.9:F 69/2, 
10.9:F 73, 
10.9:F 75 r, 
10.9:F 76h, 
10.9:F 77 e, 
10.9:F 77 g, 
10.9:F 77 s, 
10.9:F 83 1, 
10.9:F 85/3, 
10.9:F 85/4, 
10.9:F 85/5, 
10.9:F 85/6, 
10.9:F 85/7, 
10.9:F 87/4, 
10.9:F 87/5, 
10.9:F 87/6, 
10.9:F 87/7, 
10.9:F 88, 
10.9:F 88/2, 
10.9:F 96, 
10.9:F 96/2, 
10.9:G 12, 
10.9:G 13, 


78-23919 
78-9071 
78-13634 
78-9072 
78-21383 
78-4903 
78-21384 
78-7207 
78-15474 
78-13635 
78-25985 
78-21385 
78-25986 
78-13636 
78-13637 
78-21386 
78-21387 
78-25987 
78-4904 
78-13638 
78-13639 
78-15475 
78-2015 
78-21388 
78-2016 
78-25988 
78-21389 
78-4905 


10.9:G 13/2, 78-25989 


10.9:G 18, 


78-563 


10.9:G 18/2, 78-9073 
10.9:G 18/3, 78-13640 
10.9:G 18/4, 78-15476 


10.9:G 21, 


78-4906 
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10.9:G 22, 
10.9:G 25, 
10.9:G 26, 
10.9:G 28/2, 
10.9:G 28/3, 
10.9:G 28/4, 
10.9:G 29, 
10.9:G 29/2, 
10.9:G 36, 
10.9:G 41, 
10.9:G 45/3, 
10.9:G 46, 
10.9:G 48 c, 
10.9:G 48 r, 
10.9:G 48/2, 
10.9:G 48/3, 
10.9:G 48/4, 
10.9:G 48/5, 
10.9:G 58, 
10.9:G 61, 
10.9:G 62, 
10.9:G 65, 
10.9:G 65/2, 
10.9:G 67, 
10.9:G 69, 
10.9:G 76 b, 
10.9:G 76 c, 
10.9:G 76 h, 
10.9:G 76 q, 
10.9:G 76 s, 
10.9:G 76/2, 
10.9:G 79 v, 
10.9:G 82/3, 
10.9:G 82/4, 
10.9:G 83, 
10.9:G 85/2, 
10.9:G 85/3, 
10.9:G 85/4, 
10.9:G 91/3, 
10.9:G 91/4, 
10.9:G 91/5, 
10.9:G 91/6, 
10.9:G 94, 
10.9:H 11/2, 
10.9:H 11/3, 
10.9:H 12/2, 
10.9:H 12/3, 
10.9:H 12/4, 
10.9:H 13, 
10.9:H 16, 
10.9:H 16/2, 
10.9:H 18/2, 
10.9:H 18/3, 
10.9:H 18/4, 
10.9:H 18/5, 
10.9:H 18/6, 
10.9:H 18/7, 
10.9:H 18/8, 
10.9:H 19/4, 
10.9:H 19/5, 
10.9:H 19/6, 
10.9:H 19/7, 
10.9:H 19/8, 
10.9:H 21/2, 
10.9:H 22, 
10.9:H 24/5, 
10.9:H 24/6, 
HH 10.9:H 25, 
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78-9074 
78-13641 
78-9075 
78-2017 
78-9076 
78-15477 
78-23920 
78-25990 
78-21390 
78-9077 
78-564 
78-13642 
78-4907 
78-13643 
78-11392 
78-13644 
78-15478 
78-25991 
78-17724 
78-11393 
78-25992 
78-17725 
78-25993 
78-2018 
78-21391 
78-9078 
78-13645 
78-9079 
78-21392 
78-13646 
78-17726 
78-15479 
78-4908 
78-15480 
78-11394 
78-565 
78-15481 
78-25994 
78-4909 
78-4910 
78-17727 
78-25995 
78-9080 
78-11395 
78-11396 
78-11397 
78-9081 
78-15482 
78-15483 
78-2019 
78-21393 
78-2020 
78-9082 
78-9083 
78-9084 
78-9085 
78-15484 
78-25996 
78-7208 
78-13647 
78-21394 
78-21395 
78-25997 
78-25998 
78-21396 
78-13648 
78-25999 
78-7209 





Classification Number Index 


10.9:H 25, 
10.9:H 26, 
10.9:H 28/2 
10.9:H 32, 
10.9:H 33, 
10.9:H 33/2 
10.9:H 36, 
10.9:H 37, 
10.9:H 37/2 
10.9:H 38, 
10.9:H 38/2 
10.9:H 39, 
10.9:H 41, 
10.9:H 42, 
10.9:H 46/2 
10.9:H 49, 
10.9:H 55, 
10.9:H 71, 
10.9:H 71/2 
10.9:H 75/4 
10.9:H 75/5 
10.9:H 77, 
10.9:H 83, 
10.9:H 86, 
10.9:H 86/2 
10.9:H 87/2 
10.9:H 88, 
10.9:H 88/2 
10.9:H 92, 
10.9:H 92/2 
10.9:H 92/3 
10.9:H 92/4 
10.9:H 94, 
10.9:H 99, 
10.9:Ib 3, 
10.9:Ib 3/2, 
10.9:Id 1, 
10.9:Im 7, 
10.9:In 2/2, 
10.9:In 5, 
10.9:In 8, 
10.9:Io 5, 


’ 


’ 


, 


78-15485 
78-9086 


, 78-17728 


78-13649 
78-566 


, 78-26000 


78-11398 
78-21397 


, 78-23921 


78-13650 


» 78-21398 


78-9087 
78-9088 
78-13651 


, 78-15486 


78-9089 
78-7210 
78-11399 


, 78-26001 


» 78-7211 


, 78-26002 


78-9090 
78-7212 
78-13652 
78-7213 


78-567 


, 78-13653 
78-26003 
, 78-26004 


78-9091 
78-11400 


78-11401 


78-13654 


78-26005 


78-13655 
78-13656 


78-21401 
78-11402 
78-21402 


10.9:Ir 6, 78-13657 


10.9:Ir 6/2, 


78-26006 


10.9:Is 1, 78-21403 
10.9:Is 4, 78-26007 


10.9:Is 4c, 


78-23922 


10.9:Is 7, 78-13658 


10.9:It 1/2, 


78-26008 


10.9:It 7, 78-7214 


10.9:J 13/3, 
10.9:J 13/4, 
10.9:J 13/5, 
10.9:J 13/6, 
10.9:J 13/7, 
10.9:J 13/8, 
10.9:J 23, 
10.9:J 23/2, 
10.9:J 33, 
10.9:J 34, 
10.9:J 35, 
10.9:J 49, 
10.9:J 63/2, 
10.9:J 64, 
10.9:J 73, 
10.9:J 95, 
10.9:J 95/2, 
10.9:K 13, 
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78-568 
78-9092 
78-17730 
78-21404 
78-21405 
78-26009 
78-2021 
78-11403 
78-17731 
78-9093 
78-23923 
78-15487 
78-26010 
78-21406 
78-4911 
78-9094 
78-26011 
78-9095 


78-17729 
» 78-21399 


78-21400 





10.9:K 13/2, 
10.9:K 13/3, 
10.9:K 21/2, 
10.9:K 22, 
10.9:K 29, 
10.9:K 31, 
10.9:K 33, 
10.9:K 35, 
10.9:K 41, 
10.9:K 42, 
10.9:K 43, 
10.9:K 45, 
10.9:K 46, 
10.9:K 49, 
10.9:K 58, 
10.9:K 62, 
10.9:K 74, 
10.9:K 95, 
10.9:L 11 g, 
10.9:L 12, 
10.9:L 13, 
10.9:L 13/2, 
10.9:L 
10.9:L 
10.9:L 
10.9:L 
10.9:L 
10.9:L 
10.9:L 
10.9:L 
10.9:L 14/6, 


78-26012 
78-26013 
78-13659 
78-13660 
78-7215 
78-17732 
78-9096 
78-9097 
78-7216 
78-7217 
78-4912 
78-4913 
78-26014 
78-13661 
78-26015 
78-4914 
78-15488 
78-9098 
78-26016 
78-21407 
78-2022 
78-21408 
78-26017 
78-26018 
78-17733 
78-23924 
78-26019 
78-2023 
78-7218 
78-9099 
78-17734 


10.9:L 14/6/978-2, 78-23925 


10.9:L 23/2, 
10.9:L 23/3, 
10.9:L 29, 
10.9:L 32/3, 
10.9:L 36, 
10.9:L 37/2, 
10.9:L 38, 
10.9:L 39, 
10.9:L 42, 
10.9:L 43/2, 
10.9:L 43/3, 
10.9:L 44, 
10.9:L 46, 
10.9:L 48/2, 
10.9:L 48/3, 
10.9:L 51/2, 
10.9:L 53, 
10.9:L 54/2, 
10.9:L 55/2, 
10.9:L 56, 
16:9:L. 37, 
10.9:L 58/3, 
10.9:L 58/4, 
10.9:L 59, 
10.9:L 59/2, 
10.9:L 61, 
10.9:L 62, 
10.9:L 62/2, 
10.9:L 63, 
10.9:L 63/2, 
10.9:L 63/3, 
10.9:L 64/3, 
10.9:L 71, 
10.9:L 72 s, 
HH 10.9:L 72 v, 
HH 10.9:L 73, 


78-13662 
78-21409 
78-9100 
78 26020 
78-13663 
78-26021 
78-9101 
78-13664 
78-17735 
78-13665 
78-26022 
78-26023 
78-4915 
78-569 
78-570 
78-7219 
78-23926 
78-9102 
78-21410 
78-26024 
78-23927 
78-17736 
78-23928 
78-13666 
78-21411 
78-7220 
78-9103 
78-21412 
78-4916 
78-9104 
78-13667 
78-9105 
78-26025 
78-2024 
78-2025 
78-26026 





10.9:L 76/2, 
10.9:L 77 h, 


73-2026 
78-9106 


10.9:L 82, 78-2027 


10.9:L 82/2, 


78-4917 


10.9:L 83, 78-26027 


10.9:L 86/2, 
10.9:L 86/3, 


78-571 
78-21413 


10.9:L 88, 78-23929 


10.9:L 88/2, 


78-21414 


10.9:L 92, 78-572 


10.9:L 92/2, 
10.9:L 92/3, 


78-7221 
78-21415 


10.9:L 93, 78-9107 


10.9:L 93/2, 
10.9:L 93/3, 
10.9:L 93/4, 


78-13668 
78-15489 
78-17737 


10.9:L 94, 78-17738 


10.9:L 94/2, 
10.9:L 94/3, 


78-17739 
78-23930 


10.9:L 95 m/3, 78-2028 
10.9:L 95 m/4, 78-4918 
10.9:L 95 m/5, 78-7222 
10.9:L 95 m/6, 78-9108 


10.9:L 95 y, 


78-2029 


10.9:L 96, 78-17740 


10.9:L 97/2, 
10.9:L 97/3, 
10.9:L 99/3, 
10.9:L 99/4, 
10.9:M 11, 
10.9:M 12, 
10.9:M 16, 
10.9:M 19/3, 
10.9:M 23, 
10.9:M 26/3, 
10.9:M 27/2, 
10.9:M 29, 
10.9:M 31/6, 
10.9:M 31/8, 
10.9:M 31/9, 


78-573 
78-574 
78-13669 
78-21416 
78-7223 
78-21417 
78-13670 
78-23931 
78-2030 
78-21418 
78-23932 
78-9109 
78-575 
78-4919 
78-4920 


10.9:M 31/10, 78-9110 

10.9:M 31/11, 78-9111 

10.9:M 31/12, 78-15490 
10.9:M 31/13, 78-21419 
10.9:M 31/14, 78-23933 
10.9:M 31/15, 78-23934 
10.9:M 31/16, 78-26028 
10.9:M 31/17, 78-26029 
10.9:M 31/18, 78-23935 


10.9:M 32/3, 
10.9:M 33/2, 
10.9:M 33/3, 
10.9:M 33/4, 
10.9:M 33/5, 
10.9:M 34/2, 
10.9:M 34/3, 
10.9:M 35/3, 
10.9:M 36/3, 


78-9112 
78-2031 
78-2032 
78-7224 
78-23936 
78-13671 
78-21420 
78-11404 
78-2033 
78-7225 


December 1978 


10.9:M 52/3, 78-13673 
10.9:M 52/4, 78-21422 
10.9:M 52/5, 78-21423 
10.9:M 54, 78-577 
10.9:M 54/2, 78-17742 
10.9:M 55, 78-11405 
10.9:M 55/2, 78-17743 
10.9:M 56, 78-13674 
10.9:M 58/3, 78-2035 
10.9:M 58/4, 78-9115 
10.9:M 58/5, 78-26031 
10.9:M 59/3, 78-7226 
10.9:M 59/4, 78-9116 
10.9:M 59/5, 78-26032 
10.9:M 62, 78-21424 
10.9:M 64/2, 78-7227 
10.9:M 64/3, 78-17744 
10.9:M 69/2, 78-11406 
10.9:M 69/3, 78-26033 
10.9:M 72, 78-9117 
10.9:M 73, 78-578 
10.9:M 75/4, 78-9118 
10.9:M 75/5, 78-13675 
10.9:M 76/3, 78-9119 
10.9:M 76/4, 78-13676 
10.9:M 76/5, 78-26034 
10.9:M 78/2, 78-21425 
10.9:M 78/3, 78-26035 
10.9:M 81/2, 78-11407 
10.9:M 82, 78-7228 
10.9:M 82/2, 78-21426 
10.9:M 83/2, 78-11408 
10.9:M 83/3, 78-13677 
10.9:M 83/4, 78-21427 
10.9:M 83/5, 78-26036 
10.9:M 85/2, 78-21428 
10.9:M 86 c, 78-13678 
10.9:M 86m, 78-15491 


10.9:M 86 m/2, 78-15492 


10.9:M 86 v, 78-26037 
10.9:M 86/4, 78-23938 
10.9:M 91, 78-26038 
10.9:M 95, 78-26039 
10.9:M 96, 78-579 
10.9:M 96/2, 78-26040 
10.9:M 97/3, 78-580 
10.9:M 97/4, 78-581 
10.9:M 99 c, 78-9120 
10.9:N 16/2, 78-17745 
10.9:N 17, 78-13679 
10.9:N 17/2, 78-26041 
10.9:N 19, 78-13680 
10.9:N 21, 78-21429 
10.9:N 31, 78-9121 
10.9:N 31/2, 78-7229 
10.9:N 31/3, 78-13681 
10.9:N 33, 78-21430 
10.9:N 35/3, 78-21431 


10.9:N 42 p/2, 78-26043 
10.9:N 42 w, 78-26044 
10.9:N 42/4, 78-2036 
10.9:N 42/5, 78-26045 
10.9:N 46, 78-26046 
10.9:N 47/2, 78-11410 
10.9:N 47/3, 78-13683 
10.9:N 47/4, 78-17747 
10.9:N 47/5, 78-26047 
10.9:N 48, 78-4921 
10.9:N 48/2, 78-13684 
10.9:N 48/3, 78-15493 
10.9:N 51, 78-7231 
10.9:N 59, 78-11411 
10.9:N 63, 78-4922 
10.9:N 66, 78-21435 
10.9:N 81 a, 78-9122 
10.9:N 81 b, 78-15494 
10.9:N 81 c, 78-7232 
10.9:N 81 co, 78-17748 
10.9:N 81 hu, 78-23940 
10.9:N 81 p, 78-583 
10.9:N 81 pa, 78-17749 
10.9:N 81 po, 78-23941 
10.9:N 81 r, 78-9123 
10.9:N 81 sa, 78-21436 
10.9:N 81 sm, 78-15495 
10.9:N 81 wi, 78-2037 
10.9:N 81/2, 78-7233 
10.9:N 81/3, 78-11412 
10.9:N 81/4, 78-11413 
10.9:N 81/5, 78-21437 
10.9:N 81/6, 78-26048 
10.9:N 83, 78-7234 
10.9:N 83/2, 78-13685 
10.9:N 85, 78-2038 
10.9:N 85/2, 78-9124 
10.9:O0a 4/2, 78-21438 
10.9:0a 4/3, 78-26049 
10.9:0c 1, 78-17750 
10.9:0c 2 s, 78-4923 
10.9:0c 5, 78-26050 
10.9:0j 1, 78-23942 
10.9:01 1/2, 78-9125 
10.9:01 1/3, 78-13686 
10.9:01 1/4, 78-17751 
10.9:01 1/5, 78-26051 
10.9:012, 78-26052 
10.9:01 4, 78-13687 
10.9:0m 1, 78-4924 
10.9:On 2, 78-9126 
10.9:On 2/2, 78-26053 
10.9:On 8/2, 78-13688 
10.9:Or 3, 78-7235 
10.9:Or 5, 78-4925 
10.9:Or 6/2, 78-13689 
10.9:Or 6/3, 78-26054 
10.9:0s 1, 78-21439 


10.9:M 36/4, 10.9:N 38, 78-26042 10.9:0t 8, 78-23943 
10.9:M 37, 78-23937 10.9:N 41, 78-23939 10.9:0x 2, 78-21440 
10.9:M 38, 78-9113 10.9:N 42 b/2, 78-11409 10.9:Oy 8, 78-17752 
10.9:M 44, 78-2034 10.9:N 42 b/3, 78-21432 10.9:P 11/2, 78-2039 
10.9:M 44/2, 78-26030 10.9:N 42 b/4, 78-21433 10.9:P 14, 78-11414 
10.9:M 45/3, 78-576 10.9:N 42 c/3, 78-17746 10.9:P 14/2, 78-26055 
10.9:M 46/3, 78-17741 10.9:N 42 h, 78-582 10.9:P 15, 78-13690 
10.9:M 46/4, 78-21421 10.9:N 42 h/2, 78-7230 10.9:P 18/3, 78-4926 
10.9:M 49, 78-13672 10.9:N 42 h/3, 78-13682 10.9:P 18/4, 78-4927 
10.9:M 52/2, 78-9114 10.9:N 42 h/4, 78-21434 HH 10.9:P 18/5, 78-11415 
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HH 10.9:P 18/6, 78-11416 10.9:R 33, 78-9137 HH 10.9:Sh 1/2, 78-23955 
HH 10.9:P 18/7, 78-13691 10.9:R 33/2, 78-21450 HH 10.9:Sh 2/2, 78-26075 
HH 10.9:P 18/8, 78-15496 10.9:R 37, 78-17757 HH 10.9:Sh 2/3, 78-26076 
HH 10.9:P 18/9, 78-21441 10.9:R 39/2, 78-589 HH 10.9:Sh 2/4, 78-26077 
HH 10.9:P 19 p, 78-13692 10.9:R 39/3, 78-2040 HH 10.9:Sh 2/5, 78-26078 
HH 10.9:P 19/2, 78-4928 10.9:R 43/2, 78-7239 HH 10.9:Sh 3/2, 78-596 
HH 10.9:P 19/3, 78-9127 10.9:R 43/3, 78-21451 HH 10.9:Sh 3/3, 78-4936 
HH 10.9:P 19/4, 78-26056 10.9:R 44, 78-9138 HH 10.9:Sh 3/4, 78-15504 
HH 10.9:P 21, 78-11417 10.9:R 47, 78-13697 HH 10.9:Sh 4, 78-2045 
HH 10.9:P 21/2, 78-13693 10.9:R 47/2, 78-17758 HH 10.9:Sh 4/2, 78-7241 
HH 10.9:P 24, 78-15497 10.9:R 47/3, 78-21452 HH 10.9:Sh 4/3, 78-7242 
HH 10.9:P 25, 78-4929 10-9:R 52/4, 78-590 HH 10.9:Sh 4/4, 78-21461 
HH 10.9:P 27/2, 78-13694 10.9:R 52/5, 78-591 HH 10.9:Sh 4/5, 78-26079 
HH 10.9:P 28/2, 78-21442 10.9:R 52/6, 78-592 HH 10.9:Sh 5, 78-4937 
HH 10.9:P 29, 78-26057 10.9:R 52/7, 78-2041 HH 10.9:Sh 5/2, 78-21462 
HH 10.9:P 31/2, 78-584 10.9:R 52/8, 78-4932 HH 10.9:Sh 5/3, 78-26080 
10.9:P 36, 78-585 10.9:R 52/9, 78-4933 HH 10.9:Sh 6/3, 78-9145 
10.9:P 36/2, 78-15498 10.9:R 52/10, 78-26066 HH 10.9:Sh 6/4, 78-21463 
10.9:P 37, 78-7236 10.9:R 53/2, 78-9139 HH 10.9:Sh 8, 78-21464 
10.9:P 38/4, 78-4930 10.9:R 53/3, 78-26067 HH 10.9:Si 1, 78-7243 
10.9:P 38/5, 78-9128 10.9:R 53/4, 78-23948 HH 10.9:Si 3, 78-9146 
10.9:P 41/2, 78-23944 10.9:R 58, 78-26068 HH 10.9:Si 3/2, 78-17762 
10.9:P 42/2, 78-586 10.9:R 59/2, 78-593 HH 10.9:Si 3/3, 78-21465 
10.9:P 48, 78-9129 10.9:R 59/3, 78-9140 HH 10.9:Si 5/2, 78-11424 
10.9:P 65/2, 78-11418 10.9:R 59/4, 78-9141 HH 10.9:Si 5/3, 78-26081 
10.9:P 65/3, 78-21443 10.9:R 59/5, 78-23949 HH 10.9:Sm 3, 78-9147 
10.9:P 68/2, 78-4931 10.9:R 65, 78-23950 HH 10.9:Sm 6, 78-26082 
10.9:P 68/3, 78-15499 10.9:R 65/2, 78-23951 HH 10.9:Sm 9/2, 78-597 
10.9:P 68/4, 78-23945 10.9:R 66, 78-21453 HH 10.9:So 1/2, 78-2046 
10.9:P 69/4, 78-9130 10.9:R 71, 78-13698 HH 10.9:So 1/3, 78-9148 
10.9:P 69/5, 78-9131 10.9:R 72/4, 78-2042 HH 10.9:So 4/2, 78-17763 
10.9:P 73, 78-23946 10.9:R 72/5, 78-13699 HH 10.9:So 6, 78-11425 
10.9:P 74/4, 78-9132 10.9:R 72/6, 78-26069 HH 10.9:So 8 b/2, 78-2047 
10.9:P 74/5, 78-11419 10.9:R 73, 78-594 HH 10.9:So 8 b/3, 78-7244 
10.9:P 75/3, 78-7237 10.9:R 79, 78-21454 HH 10.9:So 8c, 78-4938 


10.9:P 75/4, 78-9133 10.9:R 86, 78-9142 HH 10.9:So 8 d/2, 78-598 


10.9:P 77/2, 78-15500 10.9:R 93, 78-9143 10.9:So 8 h/2, 78-13704 
10.9:P 83 c/2, 78-587 10.9:R 93/2, 78-11422 10.9:S0o 8 p, 78-11426 
10.9:P 83 g, 78-13695 10.9:R 93/3, 78-26070 10.9:So 8 wh/2, 78-9149 
10.9:P 83 j, 78-11420 10.9:Sa 1/2, 78-595 10.9:So 8 1, 78-13705 
10.9:P 83 r/2, 78-588 10.9:Sa 1/3, 78-21455 10.9:So 8/3, 78-23956 
10.9:P 83s, 78-9134 10.9:Sa 1/4, 78-21456 10.9:Sp 2, 78-599 
10.9:P 83/3, 78-9135 10.9:Sa 2 a, 78-13700 10.9:Sp 2/3, 78-13706 
10.9:P 83/5, 78-15501 10.9:Sa 2 c/3, 78-13701 10.9:Sp 3, 78-11427 
10.9:P 83/6, 78-17753 10.9:Sa 2 c/4, 78-15503 10.9:Sp 3/2, 78-17764 
10.9:P 83/7, 78-23947 10.9:Sa 2 c/S, 78-21457 10.9:Sp 3/3, 78-21466 
10.9:P 86, 78-26058 10.9:Sa 2 j/2, 78-4934 10.9:Sp 81, 78-11428 
10.9:P 87, 78-21444 10.9:Sa 2 j/3, 78-21458 10.9:Sp 8/3, 78-600 
10.9:P 88, 78-21445 10.9:Sa 3/4, 78-4935 10.9:Sp 8/4, 78-601 
10.9:P 88/2, 78-26059 10.9:Sa 3/5, 78-9144 10.9:Sp 8/5, 78-9150 
10.9:P 88/3, 78-26060 10.9:Sa 3/6, 78-17759 10.9:Sp 8/6, 78-2048 
10.9:P 93/2, 78-17754 10.9:Sa 5b, 78-23952 10.9:Sp 8/7, 78-15505 
10.9:P 93/3, 78-26061 10.9:Sa 5 b/2, 78-26071 10.9:Sp 8/8, 78-23957 
10.9:P 94, 78-7238 10.9:Sa5 m, 78-17760 10.9:St 2, 78-13707 
10.9:P 94/2, 78-26062 10.9:Sa 5 m/2, 78-26072 10.9:St 2/2, 78-15506 
10.9:P 96/2, 78-21446 10.9:Sa 8/2, 78-26073 10.9:St 2/3, 78-26083 
10.9:P 96/3, 78-26063 10.9:Sa 8/3, 78-26074 10.9:St 3/2, 78-2049 
10.9:Q 2/2, 78-17755 10.9:Sa 21/2, 78-21459 10.9:St 4/3, 78-4939 
10.9:R 11/2, 78-21447 10.9:Sch 3, 78-21460 10.9:St 4/4, 78-15507 
10.9:R 13, 78-17756 10.9:Sco 8/2, 78-7240 10.9:St 6, 78-4940 
10.9:R 15, 78-9136 10.9:Se lc, 78-2043 10.9:St 7, 78-9151 
10.9:R 15/2, 78-15502 10.9:Se 1/2, 78-13702 10.9:St 7/2, 78-13708 
10.9:R 21/2, 78-21448 10.9:Se 2, 78-23953 10.9:St 7/3, 78-15508 
10.9:R 22, 78-26064 10.9:Se 4, 78-2044 10.9:St 8/3, 78-11429 
10.9:R 24, 78-26065 10.9:Se 5/2, 78-23954 10.9:St 9/2, 78-17765 
10.9:R 25, 78-13696 10.9:Se 8, 78-11423 10.9:St 9/3, 78-21467 
10.9:R 27, 78-21449 10.9:Se 8/2, 78-17761 10.9:Su 7 v, 78-9152 
10.9:R 29, 78-11421 10.9:Se 9, 78-13703 10.9:Su 7/3, 78-9153 
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10.9:Su 7/4, 
10.9:Su 7/5, 
10.9:Su 7/6, 
10.9:Su 7/7, 
10.9:Sy 5/2, 
10.9:T 15, 
10.9:T 17, 
10.9:T 19, 
10.9:T 24/3, 
10.9:T 25, 
10.9:T 27, 
10.9:T 34, 
10.9:T 34/2, 
10.9:T 39/2, 
10.9:T 39/3, 
10.9:T 44, 
10.9:T 46, 
10.9:T 46/2, 
10.9:T 54/2, 
10.9:T 61, 
10.9:T 62/2, 
10.9:T 71, 
10.9:T 73, 
10.9:T 77, 
10.9:T 79, 
10.9:T 83, 
10.9:T 83/2, 
10.9:T 84, 
10.9:T 93, 
10.9:Um 1, 


78-13709 
78-15509 
78-26084 
78-26085 
78-7245 
78-2050 
78-602 
78-2051 
78-23958 
78-9154 
78-9155 
78-13710 
78-21468 
78-13711 
78-26086 
78-9156 
78-9157 
78-21469 
78-9158 
78-4941 
78-13712 
78-9159 
78-13713 
78-26087 
78-17766 
78-603 
78-7246 
78-4942 
78-7247 
78-21470 


10.9:Un 3/5, 78-4943 
10.9:Un 3/7, 78-9160 


10.9:Un 3/8, 
10.9:Un 3/9, 
10.9:Un 3/10, 


10.9:Un 3/1 


10.9:Un 3/12, 
10.9:Un 3/12 


3; 


10.9:Up 6 g, 78-4944 


10.9:Up 6 m/2, 
10.9:Up 6 p/2, 


10.9:Up 6 s/ 
10.9:Ur 1, 
10.9:Ut 8, 
10.9:V 19, 
10.9:V 23, 


10.9:V 24/2, 
10.9:V 27/2, 


10.9:V 48, 
10.9:V 55, 


10.9:V 59/2, 


10.9:V 66, 
10.9:V 79, 
10.9:V 89, 
10.9:W 11, 
10.9:W 11/2 
10.9:W 11/3 
10.9:W 11/4 
10.9:W 13, 
10.9:W 13/2 
10.9:W 13/3 
10.9:W 15/2 
10.9:W 15/3 
10.9:W 16/2 
10.9:W 19, 
10.9:W 19/2 
10.9:W 23, 
10.9:W 24, 


78-604 
78-21472 
78-7249 
78-2052 


78-9161 
78-4945 


78-13716 
78-7250 
78-21474 
78-605 

, 78-606 
, 78-9162 


, 78-26090 


78-11431 


, 78-13717 
, 78-26091 
, 78-15512 
, 78-23961 
, 78-11432 


78-15513 


, 78-21475 


78-4946 
78-26092 





78-11430 
78-13714 
78-15510 
1, 78-21471 
78-26088 
78-26089 


78-23959 


78-13715 
2, 78-7248 


78-23960 
78-15511 


78-21473 


December 1978 


10.9:W 25/3, 


10.9:W 
10.9:W 
10.9:W 
10.9:W 
10.9:W 
10.9:W 
10.9:W 
10.9:W 
10.9:W 
10.9:W 
10.9:W 
10.9:W 
10.9:W 
10 9:W 
10.9:W 
10.9:W 
10.9:W 
10.9:W 
10.9:W 
10.9:W 
10.9:W 
10.9:W 
10.9:W 
10.9:W 
10.9:W 
10.9:W 
10.9:W 
10.9:W 
10.9:W 
10.9:W 
10.9:W 
10.9:W 
10.9:W 
10.9:W 
10.9:W 
10.9:W 
10.9:W 
10.9:W 
10.9:W 
10.9:W 
10.9:W 
10.9:W 
10.9:W 
10.9:W 
10.9:W 
10.9:W 
10.9:W 
10.9:W 
10.9:W 
10.9:W 
10.9:W 
10.9:W 
10.9:W 
10.9:W 
10.9:W 
10.9:W 
10.9:W 
10.9:W 
10.9:W 
10.9:W 
10.9:W 
10.9:W 
10.9:W 
10.9:W 
10.9:W 
10.9:W 


25/4, 
25/5, 
25/6, 
26, 

27/3, 
27/4, 
213, 
29, 

ce A 

35/2, 
35/3, 
35/4, 
39, 

39/2, 
46, 

46/2, 
48/2, 
52 b, 


78-607 
78-11433 
78-26093 
78-23962 
78-26094 
78-13718 
78-17767 
78-23963 
78-26095 
78-15514 
78-2053 
78-9163 
78-26096 
78-15515 
78-26097 
78-15516 
78-23964 
78-11434 
78-13719 


52 ba, 78-7251 


52 e, 


78-26098 


$2 f/2, 78-9164 


52 h, 


78-11435 


52 1/3, 78-15517 


52m 
52 p/ 


/2, 78-26099 
3, 78-4947 


52 w/3, 78-2054 


52/5, 
52/6, 
52/7, 
52/8, 
56/2, 
56/3, 
Sy, 

58/3, 
58/4, 
58/5, 
61, 

61/2, 
63, 

65/2, 
65/3, 
66, 

67/3, 
67/4, 
67/5, 
68, 

68/2, 
68/4, 
69, 

69/2, 
69/3, 
72/3, 
72/4, 
72/5, 
73/2, 
73/3, 
73/4, 
73/5, 
76, 

85/3, 
85/4, 
85/5, 
85/6, 
85/7, 
86, 

89/2, 





HH 10.9:W 89/3, 


Do not order from index; see indicated entry 


78-9165 
78-15518 
78-26100 
78-26101 
78-4948 
78-21476 
78-21477 
78-2055 
78-4949 
78-15522 
78-608 
78-13720 
78-609 
78-23965 
78-26102 
78-15519 
78-4950 
78-13721 
78-23966 
78-9166 
78-9167 
78-26103 
78-2056 
78-7252 
78-9168 
78-13722 
78-26104 
78-26105 
78-15520 
78-21478 
78-23967 
78-26106 
78-11436 
78-610 
78-2057 
78-11437 
78-13723 
78-26107 
78-26108 
78-9169 
78-21479 


HH 10.9:W 93, 78-11438 
HH 10.9:W 93/2, 78-17768 
HH 10.9:W 97/2, 78-9170 
HH 10.9:W 99/2, 78-2058 
HH 10.9:W 99/3, 78-7253 
HH 10.9:Y 2/3, 78-26109 
HH 10.9:Y 3, 78-26110 
HH 10.9:Y 8/3, 78-26111 
HH 10.9:Y 8/4, 78-26112 
HH 10.9:Z 1/2, 78-15521 
HH 12.2:D 65/978, 78-11439 
HH 12.2:P 94, 78-17769 


.2:Al 1/16/960-76, 


78-13724 


.2:Au 7/2/974, 78-13725 
.2:D 45/2/977, 78-2059 


.2:D 62/4, 78-26114 
.2:In 2/9, 78-23968 


.2:In 2/9/cum.supp., 
.2:L 74, 78-2060 


.2:M 31/5, 78-13727 


78-13726 


.2:M 31/S/errata, 78-26115 


.2:P 44, 78-13728 


.2:Sa 5 a/6/974, 78-13729 


.2:W 84, 78-21480 
.2:Y¥ 8/6, 78-13730 
.4/2:770, 78-23969 
.69:82, 78-21481 

.69/a:(v.nos.&nos.), 


78-3400 


.69/2-3:965-74, 78-23970 


.75:(nos.), 78-3401 


.77:M 66/2, 78-13731 
.77/2:H 73, 78-23971 
.77/2:P 39/978, 78-11440 


.77/2:Sa 1, 78-7254 


-77/2:Su 8, 78-21482 


.77/2:Y 8/2/prelim., 


78-23972 


.77/2:Y¥ 8/978, 78-17770 


.84:In 2, 78-13732 


.84:Ou 8/978, 78-11441 


.84/3:978, 78-21483 
.86:977-2, 78-23973 


.86:978, 78-21484 
.94/2:(v.nos.&nos.), 


78-3402 


.97:77-201, 78-15523 
.97:77-205, 78-15524 
.97:77-206, 78-15525 
.97/2:(date), 78-3403 


.98:B 64/pt.1-2, app.A-C, 78-613 
.98:B 64/summ., 78-614 
.98:C 15/draft, 78-23974 


.98:C 35, 78-23975 


.98:C 63/2/draft, 78-4951 
.98:D 44/final, 78-15526 


.98:H 79, 78-26116 


.98:L 58, 78-17771 


.98:L 75, 78-26117 
98:01 5/2/979/v.1-2, 
.98:0i 5/3/979/v.1-2, 


.98:0i 5/978/v.1-2, 


78-26118 
78-26119 


78-26120 


.98:Su 7/draft, 78-26121 


.98:T 76, 78-2061 


.98:Y 8/draft, 78-26122 


.98:Y 8/draft/sum., 


1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
l 
1 
1 
1 
1 
1 
1 
1.98:Al1 8, 78-612 
l 
1 
l 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
l 
1.103:C 76, 78-7255 
1 


103:Ev 1, 78-23976 


19.1:977, 78-26124 


78-26123 





19.1/a:P 44/7, 78-21485 


Page I-2859 





1 19.2:Al 1/14/975, 78-11442 
1 19.2:Al 1/14/9876, 78-13733 
1 19.2:B 38/2/976, 78-23977 
119.2:B 41, 78-4952 

1 19.2:B 73, 78-26125 

1 19.2:B 89, 78-615 

1 19.2:C 12/33, 78-26126 

1 19.2:C 19/976, 78-15527 

1 19.2:C 42 b/2, 78-26127 

1 19.2:C 83 b/974, 78-13734 
1 19.2:Ea 7/14, 78-616 

1 19.2:Ea 7/16, 78-13735 

1 19.2:Ea 7/17, 78-23978 

1 19.2:Ed 9, 78-21486 

1 19.2:Ed 9/2, 78-21487 

I 19.2:F 77 wo/974, 78-13736 
1 19.2:G 45/3, 78-4953 
119.2:G 82, 78-26128 

1 19.2:G 91/4/976, 78-617 
I 19.2:H 81/974, 78-13737 
1 19.2:Id 1/7/915-72/pt.A-C, 78-23979 
1 19.2:In 3/4, 78-26129 
119.2:K 64, 78-21488 

1 19.2:L 14 g/977, 78-26130 
119.2:L 22/2, 78-23980 

1 19.2:L 51/5/975, 78-21489 
119.2:L95, 78-26131 

1 19.2:M 32/10/977, 78-618 
1 19.2:M 33/4, 78-2140 

1 19.2:M 53/3/973-74, 78-15528 

1 19.2:M 56/3, 78-17772 

1 19.2:M 56/4, 78-13738 

1 19.2:M 58/12/976, 78-23981 

1 19.2:M 66/6/958-75, 78-17773 

1 19.2:M 76/976, 78-26132 

119.2:N 21/3, 78-7256 

119.2:N 21/4, 78-15529 

1 19.2:N 27/975, 78-21491 

1 19.2:N 27/976, 78-21491 

1 19.2:N 42 j/3, 78-7257 

119.2:N 81 cr/974, 78-13739 

1 19.2:01 5/4/977, 78-17774 
119.2:01 5/9, 78-17775 

1 19.2:Ok 4/3/pt.1, 78-7258 

1 19.2:Or 3/4/v.4, 78-619 

1 19.2:P 18/4/970-75, 78-26133 

1 19.2:P 44/2/977, 78-21492 

1 19.2:P 56/2/977, 78-7259 

1 19.2:P 83/2, 78-23982 

119.2:R 52/2, 78-2062 

119.2:Sa 1/9, 78-21493 

1 19.2:Sa 5/3/977, 78-7260 

119.2:So0 8/2, 78-26134 

1 19.2:Su 3/5/978, 78-17776 

119.2:T 82, 78-26135 

1 19.2:W 29/16/977, 78-620 

1 19.2:W 29/32, 78-621 

1 19.2:W 58/10/975, 78-21494 
119.3:1309, 78-21495 

1 19.3:1397-C, 78-2063 

119.3:1416, 78-622 

1 19.3:1421-B/2, 78-7261 

1 19.3:1422-C, 78-623 

1 19.3:1430, 78-4954 

119.3:1431, 78-624 

1 19.3:1432, 78-625 

1 19.3:1434, 78-11443 

1 19.3:1435-A, 78-11444 


Page I-2860 
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I 
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I 
I 
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Classification Number Index 


19.3:1435-B, 
19.3:1435-C, 
19.3:1436, 
19.3:1437, 
19.3:1438, 
19.3:1439, 
19.3:1443, 
19.3:1444, 
19.3:1445, 
19.3:1446, 
19.3:1448, 
19.3:1449, 
19.3:1452, 78-13742 
19.3:1458, 78-26136 
19.4/2:715-1, 78-4955 
19.4/2:722, 78-23983 
19.4/2:749-A-D, 78-7263 
19.4/2:751-A, 78-26137 
19.4/2:751-B, 78-26138 
19.4/2:752, 78-2064 
19.4/2:753, 78-627 
19.4/2:755-A, 78-15530 
19.4/2:755-B, 78-21498 
19.4/2:756, 78-21499 
19.4/2:762-A, 78-21500 
19.4/2:762-B, 78-21500 
19.4/2:762-C, 78-21500 
19.4/2:763, 78-13743 
19.4/2:766-A, 78-13744 
19.4/2:766-B, 78-21501 
19.4/2:767, 78-7264 
19.4/2:768, 78-4956 
19.4/2:771, 78-13745 
19.4/2:772 A, 78-13746 
19.4/2:773, 78-15531 
19.4/2:774, 78-17782 
19.4/2:776 A-C, 78-17783 
19.4/2:777, 78-13747 
19.4/2:778, 78-26139 
19.4/2:779, 78-13748 
19.4/2:780, 78-17784 
19.4/2:784, 78-26140 
19.13:1608-P, 78-7265 
19.13:1608-R, 78-26141 
.13:1663-I, 78-7266 
.13:1757-N, 78-11446 
-13:1887, 78-7267 
.13:2042, 78-9171 
.13:2045, 78-15532 
.13:2046, 78-15533 
.13:2047, 78-23984 
.13:2048, 78-23985 
.13:2050, 78-11447 
.13:2051, 78-15534 
.13:2053, 78-21502 
.13:2055, 78-13749 
.13:2056, 78-26142 
.13:2137, 78-13750 
.13:2161, 78-7268 
.13:2164, 78-7269 
.13:2165, 78-7270 
.14:973-76, 78-13751 
.14:977, 78-21503 
.14/2:M 32/10, 78-2065 
.14/2:P 96/977, 78-2066 
.14/2:P 96/978, 78-26143 
.14/4:(nos.), 78-3404 
19.15/5:bk.1/chap.D 2, 


78-626 

78-13740 
78-7262 
78-11445 
78-17777 
78-17778 
78-17779 
78-21496 
78-17780 
78-21497 
78-13741 
78-17781 


78-13752 


Do not order from index; see indicated entry 





78-26144 
78-26145 


.15/5:bk.5/chap.A 4/977, 
-15/5:bk.5/chap.A 5, 
.16:533, 78-628 
.16:641-C, 78-7271 
.16:712-D, 78-11448 
.16:751-D, 78-2067 
.16:759-C, 78-7272 
.16:798-C, 78-13753 
.16:813-I, 78-26146 
.16:813-J, 78-15535 
.16:813-K, 78-21504 
.16:813-L, 78-15536 
.16:813-M, 78-17785 
.16:849, 78-13754 
.16:864-B, 78-7273 
.16:904, 78-17786 
.16:935-B, 78-15537 
.16:935-C, 78-21505 
.16:950, 78-15538 
.16:956, 78-629 
.16:988-A,B, 78-23986 
.16:993, 78-13755 
.16:994-A, 78-630 
.16:996, 78-2068 
.16:997, 78-13756 
.16:999, 78-631 
.16:1003, 78-17787 
.16:1004, 78-632 
.16:1007, 78-4957 
.16:1008, 78-7274 
.16:1009, 78-4958 
.16:1012, 78-7275 
.16:1015, 78-13757 
.16:1017, 78-26147 
.16:1019, 78-13758 
.16:1022-B, 78-7276 
.16:1022-C, 78-21506 
.16:1025, 78-4959 
.16:1027, 78-7277 
.16:1028, 78-11449 
.16:1029, 78-11450 
.16:1030, 78-23987 
.16:1031, 78-15539 
.16:1033, 78-21507 
.16:1036, 78-7278 
.16:1037, 78-21508 
.16:1039, 78-17788 
.16:1040, 78-4960 
.16:1044-A, 78-26148 
.16:1044-B, 78-7279 
.16:1045, 78-13759 
.16:1050, 78-15549 
.16:1051, 78-21509 
.16:1053, 78-215i0 
.16:1054-A, 78-13760 
.16:1055, 78-21511 
.16:1059, 78-7280 
.16:1068, 78-21512 
.16:1071, 78-26149 
.16:1076-A, 78-26150 
.16:1081, 78-26151 
19.42:(date), 78-3405 
19.42/4:38-76, 78-23988 
19.42/4:76-13, 78-7281 
19.42/4:76-43, 78-23989 
19.42/4:76-57, 78-17789 
19.42/4:76-58, 78-23990 
I 19.42/4:76-65, 78-23991 





19.42/4:76-76, 

19.42/4:76-93, 

19.42/4:76-108, 
19.42/4:76-119, 
19.42/4:77-6, 

19.42/4:77-72, 
19.42/4:77-98, 
19.42/4:77-103, 
19.42-4:77-118, 
19.42/4:77-123, 
19.42/4:78-22, 
19.42/4:78-23, 
19.42/4:78-24, 
19.42/4:78-27, 
19.42/4:78-35, 
19.42/4:78-46, 
19.42/4:78-50, 
19.42/4:78-53, 
19.42/4:78-78, 
19.42/4:78-82, 
19.46:(date), 

19.46:977, 


I 78-23992 

I 78-23993 

I 78-15541 

I 78-17790 

I 78-13761 

I 78-7282 

I 78-13762 

I 78-11451 

I 78-21513 

I 78-21514 

I 78-15542 

I 78-15542 

I 78-15542 

I 78-21515 

I 78-17791 

I 78-21516 

I 78-23994 

I 78-17792 

I 78-26152 

I 78-26153 

I 78-3406 

I 78-21517 

I 19.46/2:(date), 78-3407 

I 19.46/2-3:(date), 78-3410 
I 19.47/2:(date), 78-3411 

I 19.53/2:CA-76-2, 78-17793 
I 19.53/2:CA-76-4, 78-17794 
I 19.53/2:CO-76-I, 78-11452 
I 19.53/2:FL-77-4, 78-23995 
I 19.53/2:GA-76-1, 78-7283 
I 19.53/2:HI-76-1, 78-7284 
I 19.53/2:IA-77-1, 78-21518 
1 19.53/2:Il-77-1, 78-21519 
I 19.53/2:MD-DE-76-I, 78-11453 
I 19.53/2:MI-76-I, 78-11454 
I 19.53/2:MS-76-1, 78-13763 
I 19.53/2:NE-76-1, 78-13764 
I 19.53/2:NM-76-I, 78-11455 
I 19.53/2:NV-76-1, 78-23996 
1 19.53/2:NY-77-1, 78-17795 
I 19.53/2:O0H-76-1, 78-7285 
I 19.53/2:OH-76-2, 78-7285 
I 19.53/2:OK-76-I, 78-11456 
I 19.53/2:OK-76-2, 78-11456 
I 19.53/2:P 38/975/v.1-3, 78-11457 
I 19.53/2:SD-76-1, 78-7286 
I 19.53/2:UT-76-I, 78-11458 
I 19.53/2:WI-76-I, 78-11459 
1 19.56:D 37/977, 78-7287 

I 19.61:(v.nos.&nos.), 78-3412 
I 19.65:(v.nos.&nos.), 78-3413 
I 19.66:(date), 78-3414 

1 19.71:(nos.), 78-3415 

1 19.74:975, 78-15543 

I 19.76:78-29, 78-26154 

1 19.76:78-129, 78-23997 

I 19.76:78-303, 78-26155 

1 20.2:C 12/2/978, 78-15544 
1 20.2:W 29/2, 78-17796 

I 20.39:(v.nos.&nos.), 78-3416 
I 20.41:(v.nos.&nos.), 78-3417 
I 20.48:F 48/977, 78-13765 

1 20.52:235, 78-23998 

I 20.52:237/v.4, 78-13766 

I 20.52:238, 78-23999 

1 20.52:239, 78-24000 

1 20.52:241, 78-24001 

1 20.52:242, 78-21520 





December 1978 


I 20.52:243, 
I 20.52:244, 
I 20.52:246, 
I 20.52:249, 
1 20.52:250, 
I 20.52:251, 
I 20.52:252, 
I 20.52:258, 
I 20.58:974, 78-13770 
1 20.58:975, 78-13771 
I 20.59:(v.nos.&nos. ), 

I 27.2:C 92/978, 78-24002 

I 27.2:D 18/13, 78-13772 

I 27.2:En 8/2/977, 78-15545 

I 27.2:F 94/977, 78-21524 

I 27.2:G 48/5/977, 78-21525 

I 27.2:Ir 7/17/975, 78-13773 

1 27.2:Ir 7/17/976, 78-13773 

1 27.2:P 22/2/978, 78-24003 

I 27.2:R 24/24, 78-633 

1 27.2:Sa 5 1/6, 78-17797 

1 27.2:W 29/22, 78-17798 

1 27.2:W 29/22/state, 78-17799 
I 27.2:W 52/4, 78-21526 

I 27.5:(v.nos.&nos.), 78-3419 

1 27.18:(date), 78-3420 

I 27.19/2:D 18/3, 78-2069 

I 27.19/2:D 18/977, 78-17800 

I 27.19/2:D 78, 78-21527 

I 27.19/2:G 91, 78-15546 

I 27.34:19/3, 78-2070 

I 27.34:25/3, 78-17801 

I 27.34:39, 78-13774 

I 27.41:(nos.), 78-3421 

I 27.43:(date), 78-3422 

I 27.54:28, 78-7289 

I 27.55:976, 78-24004 

I 27.55:976/app.1, 78-13775 

1 27.55:976/app.2, 78-13776 

I 27.55:976/app.3, 78-13777 

I 27.60:76-11, 78-26156 

I 27.60:77-3, 78-26157 

I 27.60:77-8, 78-26158 

I 27.60:77-11, 78-26159 

I 27.60:77-12, 78-26160 

1 27.60:77-15, 78-26161 

I 27.70:Su 3 p, 78-26162 

I 27.70/2:F 94/2, 78-26163 

I 27.70/2:N 81d, 78-21528 

I 27.71:977-78, 78-13778 

I 27.72:1-75, 78-7290 

I 27.72:3-75, 78-7291 

I 27.72:5-77, 78-7292 

I 27.72:8-75, 78-9172 

1 27.72:11-77, 78-24005 

I 27.72:12-75, 78-7293 

I 27.72:22-76, 78-7294 

I 27.72:23-76, 78-7295 

1 27.72:24-76, 78-7296 

I 27.72:25-76, 78-26164 

I 28.2:M 66/6, 78-26165 

I 28.2:M 66/6/965-74, 78-13779 
I 28.2:M 66/6/966-75, 78-13779 
I 28.2:M 66/9/976, 78-24006 

I 28.3/C:C 631/2/975, 78-24007 
I 28.3/C:F 673/975, 78-24008 

I 28.3/C:In 8/975, 78-24009 

1 28.3/C:Ir 6/2, 78-24010 


78-21521 
78-11460 
78-13767 
78-7288 

78-21522 
78-13768 
78-13769 
78-21523 


78-3418 


Do not order from index; see indicated entry 





28.3/C:P 696/975, 


I 

I 28.5:976, 

I 28.5/2:(nos.), 
I 28.17/2:977, 
I 28.18/2:(date 
I 28.18/3:86, 

1 28.18/5:976, 
I 28.18/6:(date 
I 28.18/7:(date 
I 28.23:8046, 
I 28.23:8065, 
I 28.23:8067, 
I 28.23:8071, 
I 28.23:8075, 
I 28.23:8238, 
I 28.23:8239, 
I 28.23:8240, 
I 28.23:8246, 
I 28.23:8249, 
I 28.23:8250, 
I 28.23:8251, 
I 28.23:8252, 
I 28.23:8253, 
I 28.23:8254, 
I 28.23:8255, 
I 28.23:8256, 
I 28.23:8257, 
I 28.23:8258, 
I 28.23:8259, 
I 28.23:8260, 
I 28.23:8261, 
I 28.23:8262, 
I 28.23:8263, 


I 28.23:8263/errata, 


I 28.23:8264, 
I 28.23:8265, 
I 28.23:8266, 
I 28.23:8267, 
I 28.23:8268, 
I 28.23:8269, 
I 28.23:8270, 
I 28.23:8271, 
I 28.23:8272, 
I 28.23:8273, 
I 28.23:8274, 
I 28.23:8276, 
I 28.23:8277, 
I 28.23:8279, 
I 28.23:8280, 
I 28.23:8281, 
I 28.23:8282, 
I 28.23:8283, 
I 28.23:8284, 
I 28.23:8285, 
I 28.23:8286, 
I 28.23:8287, 
I 28.23:8288, 
I 28.23:8289, 
I 28.23:8290, 
I 28.23:8291, 
I 28.23:8292, 
I 28.23:8293, 
I 28.23:8294, 
I 28.23:8295, 
I 28.23:8296, 
I 28.23:8298, 
I 28.23:8299, 
I 28.23:8300, 


78-24011 


78-15547 


78-3423 
78-26166 
), 78-3424 
78-17802 
78-26167 
), 78-3425 
), 78-3426 
78-26168 
78-26169 
78-26170 
78-26171 
78-26172 
78-634 
78-635 
78-636 
78-637 
78-638 
78-639 
78-640 
78-2071 
78-641 
78-2072 
78-2073 
78-7297 
78-4961 
78-4962 
78-9173 
78-15548 
78-7298 
78-7299 
78-9174 
78-9175 
78-13780 
78-15549 
78-15550 
78-9176 
78-15551 
78-9177 
78-11461 
78-15552 
78-15553 
78-15554 
78-15555 
78-15556 
78-15557 
78-15558 
78-24012 
78-17803 
78-15559 
78-15560 
78-21529 
78-17804 
78-17805 
78-21530 
78-21531 
78-21532 
78-21533 
78-24013 
78-21534 
78-24014 
78-21535 
78-26173 
78-24015 
78-26174 
78-24016 
78-26175 


Page I-2861 





I 28.23:8303, 
I 28.23:8659, 


I 28.26/6:104, 


78-26176 

78-26177 
78-11462 
78-24017 


Classification Number Index 


I 28.37/a:B 542/976, 
I 28.37/a:B 549/975, 
I 28.37/a:B 645/975, 


78-11472 
78-15569 
78-4969 


I 28.26/6:105, 
1 28.26/6:105/errata, 
I 28.27:8668, 
I 28.27:8687, 
1 28.27:8737, 
I 28.27:8739, 
I 28.27:8748, 
I 28.27:8749, 
1 28.27:8750, 
I 28.27:8753, 
I 28.27:8754, 
I 28.27:8755, 
I 28.27:8756, 
I 28.27:8757, 
I 28.27:8758, 
I 28.27:8759, 
I 28.27:8760, 
I 28.27:8761, 
I 28.27:8762, 
I 28.27:8763, 
I 28.27:8764, 
I 28.27:8765, 
I 28.27:8766, 
I 28.27:8767, 
1 28.27:8768, 
I 28.27:8769, 
I 28.27:8770, 
I 28.27:8771, 


78-643 


78-642 
78-644 


78-24018 


78-26178 
78-26179 
78-11463 
78-21536 
78-26180 
78-26181 
78-2074 

78-4963 


78-7300 


78-7301 
78-2075 
78-4964 
78-7302 
78-2076 
78-9178 
78-15561 
78-15562 
78-15563 
78-11464 
78-11465 
78-15564 
78-15565 
78-15566 


1 28.27:8772, 
1 28.27:8773, 
1 28.27:8774, 
| 28.27:8775, 
1 28.27:8776, 
1 28.27:8777, 
1 28.27:8778, 
1 28.27:8779, 
I 28.27:8781, 
1 28.27:8782, 


I 28.28/2:(date ), 
1 28.28/3:976/advance, 
1 28.28/3:976/prelim., 
1 28.28/3:977/prelim., 
28.29:(date), 
28.29/2:977/prelim., 
28.30:(date ), 


28.30/3:975, 


oc 


28.30/4:974, 
28.32:(nos.), 
28.32/2:976/advance, 
.32/2:977/prelim., 
.33:(nos.), 

.33/2:(date ), 
37:974/v.2, 
37:975/v.1, 
37:975/v.1/errata, 


78-21537 
78-21538 
78-21539 
78-21540 
78-21541 
78-21542 
78-21543 
78-24019 
78-24020 
78-26182 
78-3427 
78-7303 
78-7304 
8-11466 
78-3428 
78-11467 
78-3429 
78-26183 
78-11468 
78-3430 
78-26184 
78-11469 
78-3431 
78-3432 
78-15567 
78-15568 
78-24021 


.37/a:Ab 84/975, 
.37/a:Ab 84/976, 
.37/a:Al 82/975, 
37/a:An 86/975, 
37/a:An 87/976, 
.37/a:As 15/975, 
.37/a:As 15/976, 
1 28.37/a:B 239/976, 
1 28.37/a:B 329/975, 
1 28.37/a:B 463/976, 


NNNNNNNNNN NN NWN 
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78-4965 
78-21544 
78-4966 
78-4967 
78-17806 
78-4968 
78-17807 
78-17808 
78-11470 
78-11471 





I 28.37/a:B 645/976, 
I 28.37/a:B 788/976, 


78-17809 
78-17810 


I 28.37/a:C 71/974, 78-4970 


I 28.37/a:C 114/976, 

I 28.37/a:C 126/2/976, 
I 28.37/a:C 177/976, 

I 28.37/a:C 332/975, 

I 28.37/a:C 468/2/976, 
I 28.37/a:C 579/975, 

I 28.37/a:C 632/975, 

I 28.37/a:C 632/976, 

I 28.37/a:C 632/976, 

I 28.37/a:C 669/2/975, 
I 28.37/a:C 723/975, 

I 28.37/a:C 723/976, 

I 28.37/a:C 793/975, 

I 28.37/a:D 543/976, 

I 28.37/a:F 333/2/975, 
I 28.37/a:F 333/2/976, 
I 28.37/a:F 417/975, 

I 28.37/a:F 417/976, 

I 28.37/a:F 673/975, 

I 28.37/a:G 21/2/975, 
I 28.37/a:G 137/976, 

I 28.37/a:G 284/975, 

I 28.37/a:G 284/976, 


I 28.37/a:G 563/16/975, 


I 28.37/a:G 767/975, 
I 28.37/a:G 767/976, 
I 28.37/a:G 998/975, 
I 28.37/a:G 998/976, 
I 28.37/a:H 367/975, 
I 28.37/a:H 367/976, 
I 28.37/a:Ir 6/2/975, 
I 28.37/a:Ir 6/2/976, 
I 28.37/a:Ir 6/3/975, 
I 28.37/a:Ir 6/5/975, 
I 28.37/a:Ir 6/6/976, 
I 28.37/a:K 98/974, 

I 28.37/a:K 98/975, 

I 28.37/a:K 98/976, 

I 28.37/a:L 469/975, 
I 28.37/a:L 629/975, 
I 28.37/a:L 629/976, 
I 28.37/a:L 713/975, 
I 28.37/a:L 713/976, 


I 28.37/a:M 274/2/975, 
28.37/a:M 274/2/976, 
28.37/a:M 274/5/975, 
28.37/a:M 274/5/976, 


28.37/a:M 313/975, 
28.37/a:M 313/976, 
28.37/a:M 539/976, 


28.37/a:M 581/975, 
28.37/a:M 581/976, 


28.37/a:N 532/975, 
28.37/a:N 638/975, 
I 28.37/a:N 731/975, 
I 28.37/a:P 329/975, 
I 28.37/a:P 329/976, 
I 28.37/a:P 421/975, 
I 28.37/a:P 421/976, 
1 28.37/a:P 448/3/975, 


Do not order from index; see indicated entry 


28.37/a:M 564/3/975, 


28.37/a:M 664/2/975, 


78-11473 
78-11474 
78-15570 
78-11475 
78-15571 
78-4971 
78-4972 
78-17811 
78-21545 
78-15572 
78-4973 
78-15573 
78-4974 
78-15574 
78-4975 
78-21546 
78-4976 
78-21547 
78-11476 
78-11477 
78-11478 
78-4977 
78-21548 
78-4978 
78-4979 
78-17812 
78-4980 
78-15575 
78-4981 
78-11479 
78-11480 
78-17813 
7178-15576 
78-4982 
78-15577 


78-11481 
78-4983 
78-15578 


78-4984 
78-4985 
78-15579 
78-4986 
78-17814 
78-4987 
78-11482 
78-4988 
78-11483 
78-4989 
78-15580 
78-17815 
78-4990 
78-499 | 
78-15581 
78-11484 
78-4992 
78-11485 
78-11486 
78-4993 
78-15582 
78-4994 
78-15583 
78-15584 








I 
I 
I 
I 
I 
I 
I 
I 
I 
I 
I 
I 
I 
I 
I 
12 
I 
I 
I 
I 
I 
I 
I 
I 
I 
I 
I 
I 
I 
I 


28.37/a:P 566/976, 

.37/a:P 696/975, 
28.37/a:P 847/975, 
28.37/a:P 968/975, 


.37/a:P 968/976, 
.37/a:R 343/976, 
.37/a:Sa 37/975, 


28.37/a:Sa 37/976, 
28.37/a:Sa 56/975, 
28.37/a:Si 34/976, 


.37/a:Si 39/3/975, 
.37/a:Sl 1/976, 7 
.37/a:So 16/2/976, 


28.37/a:St 72/975, 


28.37/a:Su 5/975, 
28.37/a:Su 5/976, 

.37/a:T 2:T 49/976, 
28.37/a:T 14/976, 
28.37/a:T 49/975, 
28.37/a:T 53/975, 
28. 
28. 
28. 
28. 
28. 
28. 


28 
28 


28. 


28 


28. 
28. 
28. 
28. 
28. 
28. 
28. 
28. 
28. 
28. 
28. 
28. 


28 
28 
28 


28 


28 


.37/a:Z 68/975, 
28. 


37/a:T 53/976, 
37/a:T 143/975, 
37/a:T 392/976, 
37/a:T 834/975, 
37/a:Ur 1/975, 
37/a:V 26/975, 
37/a:V 26/976, 
37/a:V 592/976, 
37/a:Z 6/976, 


28.3 


37/a 
37/a 
37/a 
37/a 
37/a 
37/a 
37/a 
37/a 
37/a 
37/a 
37/a 
37/a 
37/a 
Tila 
37/a 
37/a 
37/a 


28.37/a 
28.37/a 
37/a 2 
28.37/a 2 


3. 37/a 
§.37/a 


28.37/a 


37/a 
37/a 


37/a 


:Al 1 b/974, 
Al 1 b/975, 
:Al 1 s/974, 
:Al 1 s/975, 
:Al 13/975, 
:Al 35/975, 
:An 47/975, 
2:Ar 4 k/974, 
2:Ar 4 k/975, 
2:Ar 37/975, 
2:Au 79/975, 
2:B 148/2 


NNNNN NN N 


2:B 638/975, 
2:B 739/975, 
2:B 871/975, 
2:B 927/975, 
C 12/974, 
C 16/975, 
2:C 76/975, 
2:C 191/975, 


2:C 333 am/975, 


2:C 437/975, 
2:C 992/975, 
2:C 996/975, 


/975, 
2:B 411/2/975, 


78-17816 
78-4995 
78-4996 
78-4997 
78-11487 
78-17817 
78-11488 
78-17818 
78-4998 
78-11489 
78-4999 
8-17819 
78-17820 
78-5000 


78-5001 
78-21549 


78-17821 


78-17822 
78-11490 
78-5002 

78-21550 


78-11491 
78-15585 
78-5003 


78-11492 


78-5004 
78-15586 
78-15587 


78-17823 
78-11493 

2:Af 83/3/974, 

2:Af 83/4/975, 


78-5006 
78-21551 
78-5007 
78-21552 
78-5008 
78-21553 
78-15588 
78-11494 
78-5009 
78-5010 
78-21554 
78-5011 
78-5012 
78-17824 
78-5013 
78-15589 
78-15590 
78-17825 
78-15591 
78-5014 
78-SO1S 
78-5016 
78-11495 
78-21555 
78-5017 
78-5018 
78-15592 


28. 
.37/a 2:D 417/975, 
28. 
28. 
28. 
28. 
28. 
sofa 22 
28. 
1 28.37/a 
I 28.37/a 


37/a 2:D 37/975, 78-11496 
78-11497 
78-21556 
78-15593 

78-5019 

78-21557 
78-5020 
78-5021 
78-5022 

78-21558 

78-11498 


37/a 2:Eg 98/975, 
37/a 2:F 22 e/975, 
37/a 
37/a 
37/a 2:F 496/975, 
> 844/974, 
’ $44/975, 
3 29/975, 
381/975, 


37/a 





I 28.37/a 2:G 113/975, 

I 28.37/a 2:G 317/2/975, 

I 28.37/a 2:G 317/975, 

I 28.37/a 2:G 341/975, 

I 28.37/a 2:H 31/975, 

I 28.37/a 2:H 894/975, 78-15595 

I 28.37/a 2:lc 2, 78-11501 

1 28.37/a 2:Id 1/974, 78-5025 

I 28.37/a 2:11 6/974, 78-5026 

I 28.37/a 2:In 2/2/975, 78-11502 

I 28.37/a 2:In 2/3/975, 78-11503 

I 28.37/a 2:lo 9/974, 78-5027 

I 28.37/a 2:lo 9/975, 78-11504 

I 28.37/a 2:Ir 1/2/975, 78-5028 

I 28.37/a 2:Ir 1/975, 78-11505 

I 28.37/a 2:Ir 2/975, 78-11506 

I 28.37/a 2:Is 7/975, 78-5029 

I 28.37/a 2:It 1/975, 78-11507 

I 28.37/a 2:It 1/976, 78-21559 
28.37/a 2:3 271/975, 78-11508 
28.37/a 2:K 13/974, 78-5030 
28.37/a 2:K 41/974, 78-5031 
28.37/a 2:K 41/975, 78-21560 

1 28.37/a 2:K 422/975, 78-15596 

I 28.37/a 2:K 841/3/976, 

I 28.37/a 2:K 841/974, 

I 28.37/a 2:K 841/975, 

I 28.37/a 2:K 969/2/975, 

I 28.37/a 2:L 93/974, 

I 28.37/a 2:L 615/975, 

I 28.37/a 2:L 616/975, 

I 28.37/a 2:M 28/975, 78-15597 

I 28.37/a 2:M 36/974, 78-5034 

I 28.37/a 2:M 36/975, 78-15598 

1 28.37/a 2:M 38/975, 78-11510 

I 28.37/a 2:M 58/974, 78-5035 

1 28.37/a 2:M 58/975, 78-17829 

1 28.37/a 2:M 66/974, 78-5036 

1 28.37/a 2:M 69 i/974, 78-5037 

I 28.37/a 2:M 69 i/975, 78-17830 

I 28.37/a 2:M 69 0/974, 78-5038 

I 28.37/a 2:M 69 0/975, 

I 28.37/a 2:M 76/975, 

I 28.37/a 2:M 291/975, 

1 28.37/a 2:M 574/975, 

I 28.37/a 2:M 828/975, 

I 28.37/a 2:M 877/975, 

I 28.37/a 2:N 27/975, 

I 28.37/a 2:N 41/975, 

1 28.37/a 2:N p h/975, 

1 28.37/a 2:N 42 3/975, 

I 28.37/a 2:N 42 n/974, 

1 28.37/a 2:N 42 y/974, 

1 28.37/a 2:N 42 y/975, 78-17833 

1 28.37/a 2:N 42 2/975, 78-17834 

1 28.37/a 2:N 81 c/974, 78-5044 

12 

12 

I 

I 

I 

I 

I 

I 

I 

I 

I 

I 


78-11499 
78-5023 
78-15594 
78-5024 
78-11500 


78-11509 
78-17826 


78-5032 
78-5033 
78-17828 


78-17832 
78-11511 
78-5039 
78-5040 
78-11512 

78-5041 
78-21562 


78-11513 
78-5042 
78-5043 


N Ld Lind N N tN 


.37/a 2:N 81 ¢c/975, 78-21563 
.37/a 2:N 81 d/975, 
.37/a 2:N 83/975, 78-5045 
28.37/a 2:N 382/2/975, 
37/a 2:N 561/975, 
.37/a 2:Oh 3/974, 
.37/a 2:Ok 4/974, 
.37/a 2:Or 3/974, 78-5049 
37/a 2:Or 3/975, 78-15600 
.37/a 2:P 17/975, 78-21564 
.37/a 2:P 38/974, 78-5050 
.37/a 2:P 96 1/975, 78-17835 


78-11515 
78-5047 
78-5048 


78-21561 


78-17827 


78-17831 


78-15599 


78-11514 


78-5046 











28.37/a 
28.37/a 
28.37/a 
28.37/a 
28.37/a 
28.37/a 
28.37/a 
28.37/a 
28.37/a 2 
28.37/a 
28.37/a 
1 28.37/a 
I 28.37/a 
1 28.37/a 
1 28.37/a 
I 28.37/a 
1 28.37/a 
I 28.37/a 
1 28.37/a 
I 28.37/a 
1 28.37/a 
28.37/a 
28.37/a 
28.37/a 
28.37/a 
28.37/a 
28.37/a 
28.37/a 
28.37/a 
I 28.37/a 
I 28.37/a 
I 28.37/a 
28.37/a 
28.37/a 
28.37/a 
28.37/a 
28.37/a 
28.37/a 
28.37/a 
28.37/a 
28.37/2 


——_— et 


28.37/3 


28.37/3: 
28.37/3: 
28.37/3: 
1 28.37/4: 


— et tt tt 


I 28.37/4: 


1 28.37/4 
1 28.37/4 


1 28.37/4 


1 28.37/4 


1 28.49/2 


28.37/3: 
28.37/3:5, 


December 1978 


2:P 435/975, 
2:P 538/975, 
2:P 757/975, 
2:P 838/975, 
2:P 838/976, 
2:R 34/975, 
2:R 661/975, 
2:Si 17/975, 
2:So 8 c/975, 
2:So 8 d/974, 78-5053 
2:So 8 d/975, 78-11519 
2:So 87 am/975, 78-5054 
2:So 87 p/2/975, 78-5055 
2:So 88 1/975, 78-21566 
2:Sp 15/975, 78-11520 
2:Sw 32/975, 78-11521 
2:Sw 68/975, 78-5056 
* 25/974, 78-5057 
’ 25/975, 78-21567 
"31/974, 78-5058 
"139/975, 78-11522 
"326/975, 78-11523 
2:T 834/975. 78-11524 
2:T 834/976, 78-21568 
2:Un 33/974, 78-5059 
2:Un 34 k/975, 78-15603 
2:Ut 1/974, 78-5060 
2:Ut 1/975, 78-17837 
2:V 59/975, 78-11525 
2:V 81/974, 78-5061 
2:V 556/975, 78-15604 
2:W 27/974, 78-5062 
2:W 27/975, 78-15605 
2:W 52 v/974, 78-5063 
2:W 75/974, 78-5064 
2:W 99/974, 78-11526 
2:W 893/974, 72-5065 
2:Y 9/975, 78-5066 
2:Z 1/975, 78-15606 

:2, 78-5005 


78-11516 
78-11517 
78-15601 
78-5051 
78-21565 
78-11518 
78-15602 
78-5052 
78-17836 


= 


NNNNN 
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78-5079 
78-5080 
78-5081 
78-5082 
78-5083 
78-5084 
78-5085 
78-5086 
78-5087 
78-5088 
78-5089 
78-5090 
78-5091 
, 78-5092 
, 78-9181 
» 78-9182 
, 78-5093 
, 78-15624 


78-3494 
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IA 1.24/2:10-74, 
IA 1.24/2:11-74, 
IA 1.24/2:12-74, 
IA 1.24/2:14-74, 
IA 1.24/2:17-74, 
IA 1.24/2:18-74, 
IA 1.24/3:E-1-76, 
IA 1.24/3:E-1-77, 
IA 1.24/3:E-2-75, 
IA 1.24/3:E-2-76, 
IA 1.24/3:E-2-77, 
IA 1.24/3:E-3-75, 
1.24/3:E-3-77, 
1.24/3:E-4-75, 
1.24/3:E-5-75, 
1.24/3:E-6-70, 
1.24/3:E-7-75, 
1.24/3:E-8-75, 
1.24/3:E-9-75, 
1.24/3:E-10-75, 
1.24/3:E-11-75, 
1.24/3:E-13-75, 
1.24/3:E-14-75, 
1.24/3:E-15-75, 
1.24/3:E-16-75, 
1.24/3:E-16-76, 
1.24/3:E-17-75, 
1.24/3:E-17-76, 
.24/3:E-18-75, 
.24/3:E-18-76, 
.24/3:E-20-76, 
.24/3:E-22-68, 
.24/3:E-22-76, 
.24/3:E-23-76, 
.24/3:E-24-76, 
.24/3:E-25-76, 
.24/3:E-26-76, 
.24/3:R-1-76, 
.24/3:R-2-76, 
.24/3:R-2-77, 
.24/3:R-5S-77, 
.24/3:R-6-77, 
24/3:R-7-75, 
.24/3:R-7-76, 
.24/3:R-8-75, 
.24/3:R-9-75, 


.24/3:R-10-75, 
.24/3:R-11-73, 
.24/3:R-11-74, 78-7371 
.24/3:R-11-75, 78-7372 


.24/3:R-11-77, 


78-5094 
78-5095 
78-5096 
78-5097 
78-5098 
78-5099 
78-7360 
78-11594 
78-15625 
78-7361 
78-13813 
78-15626 
78-13814 
78-15627 
78-15628 
78-7362 
78-15629 
78-15630 
78-13815 
78-13816 
78-15631 
78-15632 
78-15633 
78-15634 
78-15635 
78-15636 
78-15637 
78-13817 
78-13818 
78-15638 
78-15639 
78-15640 
78-15641 
78-13819 
78-15642 
78-13820 
78-13821 
78-7363 
78-7364 
78-11595 
78-11596 
78-11597 
78-7365 
78-7366 
78-7367 
78-7368 
78-7369 
78-7370 
78-13822 


78-9183 


.24/3:R-12-70, 78-13823 


.24/3:R-12-75, 


78-7373 


.24/3:R-12-77, 78-9184 


.24/3:R-13-74, 
.24/3:R-13-77, 
.24/3:R-14-75, 
.24/3:R-14-76, 
.24/3:R-14-77, 
.24/3:R-15-75, 
.24/3:R-15-77, 
.24/3:R-16-75, 
.24/3:R-16-76, 
.24/3:R-16-77, 
.24/3:R-17-73, 
.24/3:R-17-75, 
.24/3:R-17-77, 


1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
l 
1 
l 
1 
1 
1 
1 
1.24/3:R-10-72, 
l 
1 
1 
1 
1 
1 
1 
1 
1 
1 
l 
l 
1 
1 
I 
1 
| 
I 
1 
l 
1 
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78-7374 
78-9185 
78-7375 
78-13824 
78-9186 
78-7376 
78-9187 
78-7377 
78-13825 
78-9188 
78-7378 
78-7379 
78-13826 





Classification Number Index 


1.24/3:R-18-75, 78-7380 
1.24/3:R-18-76, 78-7381 


1.24/3:R-18-77, 78-1 
1.24/3:R-19-75, 78-1 
1.24/3:R-19-77, 78-1 


3827 
3828 
3829 


1.24/3:R-20-75, 78-7382 
1.24/3:R-20-76, 78-7383 


1.24/3:R-20-77, 78-1 
1.24/3:R-21-77, 78-1 


3830 
3831 


1.24/3:R-22-70, 78-7384 


1.24/3:R-22-76, 78-1 
1.24/3:R-25-70, 78-1 
1.24/3:R-34-71, 78-1 
1.24/3:R-40-72, 78-1 
1.24/3:R-41-72, 78-1 


3832 
3833 
3834 
3835 
3836 


1.24/3:R-75, 78-7385 


1.1:977, 78-17877 


1.2:Am 8/2, 78-26240 


> 1.2:B 96/prelim., 78- 


> 1.2:C 16, 78-21618 
> 1.2:In 8/5, 78-21619 
1.2:L 89, 78-7386 
1.2:R 13/22/map CT, 
1.2:R 13/22/map ID, 
1.2:R 13/21/final, 78 


17878 


78-15644 
78-15645 
-17879 


1.2:R 13/22, 78-5100 


13/22/map AL, 
13/22/map AR, 
13/22/map AZ, 


78-15643 
78-15643 
78-15643 


13/22/map CA-no., 78-15643 
13/22/map CA-so., 78-15643 


13/22/map CO, 
13/22/map DE, 
13/22/map FL, 
13/22/map GA, 
13/22/map IA, 
13/22/map IL, 
13/22/map IN, 
13/22/map KS, 
13/22/map KY, 
13/22/map LA, 
13/22/map ME, 
13/22/map MI, 
13/22/map MN, 
13/22/map MO, 


13/22/map MT, 
13/22/map NC, 
13/22/map ND, 
13/22/map NE, 
13/22/map NH, 
13.22/map NJ, 

13/22/map NV, 
13/22/map NY, 
13/22/map OH, 
13/22/map OK, 
13/22/map OR, 
13/22/map PA, 


78-15644 
78-15644 
78-15644 
78-15644 
78-15645 
78-15645 
78-15645 
78-15645 
78-15646 
78-15646 
78-15646 
78-15646 
78-15646 
78-15647 
78-15647 
78-15647 
78-15647 
78-15647 
78-15648 
78-15648 
78-15648 
78-15648 
78-15648 
78-15649 
78-15649 
78-15649 
78-15649 


13/22/map TX-no.1, 78-15649 
13/22/map TX-so., 78-15650 


13/22/map UT, 
13/22/map WA, 
13/22/map WI, 
13/22/map WV, 
.2:R 13/22/map WY, 
.2:R 13/23/prelim., 
.2:T 68/6, 78-9189 
.6:346, 78-9190 


1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
i2: 
1.2:R 13/22/map MS, 
1 . 
1 
1 
1 
1 
1 
1 
1 
l 
1 
l 
1 
1 
1 
1 
1 
l 
1 
1 
1 


Do not order from index; see indicated entry 


78-15650 
78-15650 
78-15650 
78-15650 
78-15650 
78-21620 





.6:347, 78-9191 
.6:349, 78-9192 
.6:350, 78-9193 
.6:351, 78-15651i 
.11:977, 78-13837 
.17:(v.nos.&nos.), 78-3496 
.19:976/1, 78-26241 
.25:971/pt.7, 78-7387 
.25:973/pt.1, 78-7388 
.25:973/pt.7/release 3, 78-7389 
.25:974/pt.1, 78-7390 
.25:974/pt.1/release 2, 78-21621 
.25:974/pt.2, 78-7391 
.25:974/pt.5, 78-7392 
.25:974/pt.6, 78-7393 
.25:975/pt.1, 78-7394 
.25:975/pt.2, 78-7395 
.25:975/pt.3, 78-7396 
.25:975/pt.4, 78-7397 
.25:975/pt.5, 78-7398 
.25:975/pt.6, 78-7399 
.25:976/pt.3, 78-21622 
.25:976/pt.4, 78-21623 
.25:976/pt.5, 78-17880 
.25:976/pt.6, 78-21624 
.31:1/3, 78-17881 

:2/2, 78-17882 

:3/2, 78-17883 

‘5, 78-17884 

:6, 78-17885 

:7, 78-17886 

24, 78-660 
24/final, 78-9194 

.32:L 93, 78-9195 
.32:L 93/draft, 78-661 
.32:M 37/draft, 78-15652 
.32:M 58/draft, 78-9196 
.32:So 8 p, 78-24079 
.32:W 75, 78-21625 
.32:W 75/draft, 78-11598 
.34:977, 78-21626 
.34:978, 78-21627 

acco.2:F 88/16/975, 78-21628 
acco.2:F 88/18/973, 78-21629 
acco.2:M 85/4, 78-26242 
acco.7:975, 78-17887 
acco.11:(date/nos.), 78-3497 
acco.12:(date/nos.), 78-3498 
-act §/2:22, 78-9197 
act.5/3/2:(v.nos.&nos.), 78-3499 
mot.6:R 29/977, 78-7400 
mot.8:120, 78-9198 
mot.8:121, 78-9198 
mot.8:123, 78-9199 
mot.12:973, 78-21630 
mot.12:974, 78-21631 
mot.12:975-2, 78-24080 
mot.12:976, 78-24081 
mot.12:976-2, 78-7401 
mot.13:973/2, 78-21632 
mot.22:973, 78-21633 
mot.22:974, 78-21633 
ste.19/4:975, 78-13838 
ste.19/4:976, 78-21634 
ste.25:975, 78-21635 
Ste.25:976, 78-21636 
Ste.25:976-2, 78-21636 
.Ste.25/3-2:(date/nos.), 78-3500 





1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
l 
1 
1 
1 
1 


1 
1 
1 
l 
1 
l 
l 
I 
I 
1 
1 
1 
1 
1 
1 
1 
l 
1 
I 
1 
! 
1 


1 ste.29:975, 
1 ste.29:976, 
1 wat.11:975, 
1 wat.11:975-2, 
.1/2:977, 
.1/3:976, 
.1/3:977, 
.2:Ar 7/4, 
.2:Au 2/978, 
.2:B 56, 
20 19, 
.2:C 49/8, 
230 73/3, 
.2:C 76/13, 
.2:C 86/27, 
.2:C 86/36, 
.2:C 86/38, 
.2:D 36/5, 
.2:D 84/2, 
.2:D 84/2/papers, 
.2:D 84/2/sum., 
.2:F 33/3, 
.2:G 14/776-976, 
.2:G 28, 
.2:J 19/v.1-5, 
.2:J 97/4, 
.2:J 98/9, 
.2:J 98/14, 
.2:J 98/18, 
.2:L 52/977, 
.2:M 33, 
.2:N 21/5/sum., 
.2:N 21/5/v.5, 
.2:N 21/6, 
.2:P 24/3, 
.2:P 41/2, 
2:P 75/2. 
.2:P 75/3, 
.2:P 93/6, 
.2:P 93/10/v.1-2, 
.2:P 93/12, 
.2:P 93/13, 
.2:R 18/v.2-3, 
.2:R 18/2/v.2, 
.2:R 18/2/v.4, 
.2:R 18/3, 
.2:R 18/4, 
.2:R 31/3, 
2Se 5, 
.2:Se 5/2, 
.2:Si 8, 
act 2ri2. 
.2:T 48, 
.2:V 66/3/v.1, 
.2:V 66/4, 
.2:W 29/977, 
5/a:Su 1, 
.5/a:43/5, 
.5/a:43/6, 
.5/a:43/7, 
-5/a:43/8, 
.5/a:43/9, 
-5/a:43/10, 
-5/a:43/11, 
-5/3:974-2, 
.5/3:976-2, 
.5/3:977, 


7<$1, 


78-9200 
78-17888 
78-26243 
78-26244 
78-17889 
78-21637 
78-21638 
78-9201 
78-11599 
78-21639 
78-17890 
78-7402 
78-21640 
78-17891 
78-17892 
78-9202 
78-611 
78-15653 
78-21641 
78-21642 
78-17893 
78-17894 
78-662 
78-17895 
78-663 
78-17896 
78-7403 
78-13839 
78-15654 
78-21643 
78-7404 
78-17897 
78-17898 
78-15655 
78-21644 
78-7405 
78-17899 
78-17900 
78-17901 
78-7406 
78-21645 
78-24083 
78-21646 
78-21647 
78-21647 
78-2089 
78-21648 
78-15656 
78-7407 
78-15657 
78-15658 
78-7408 
78-7409 
78-7410 
78-2090 
78-17902 
78-17903 
78-17904 
78-17905 
78-17906 
78-17907 
78-17908 
78-17909 
78-17910 
78-21649 
78-21649 
78-21650 
78-26245 





8/20 73, 
.8/2:C 76/2, 
.8/2:C 81/5/draft, 
.8/2:C 86, 
.8/2:C 86/2, 
.8/2:D 36/2, 
.8/2:D 36/3, 
.8/2:F 76, 
.8/2:H 75/bk.1-3, 
.8/2:M 31, 
.8/2:M 31/2, 
.8/2:P 56, 
.8/2:P 94/3/976, 
-8/2:St 2/977/rep.-2, 
.8/2:T 34/978, 
.8/3:D 36, 
.8/3:D 84, 
.8/3:M 52, 
.8/3:P 27/v.1-2, 
.8/3:P 92, 
.8/3:R 11, 
.8/3:R 18, 
.8/3:Se 9, 
.8/3:V 88, 
.10:C 73/2/desc., 
1.10:M 76, 
1.10:M 76/2, 
1.10:M 76/978-2, 
1.10:Of 2/desc., 
1.10:P 94/2, 
1.14/1:977, 
1.14/2:C 86/14, 
1.14/2:F 86, 
1.14/2:G 14, 
1.14/2:L 11/978, 
1.14/7:976, 
1.14/7-2:(date/nos. ), 
1.14/7-2:(date/nos. ), 
1.14/7-3:976, 
1.14/7-3:977, 
1.14/7-4:B 63/976, 
1.14/7-4:B 63/977, 
1.14/7-5:976, 
1.14/8:(v.nos.&nos. ), 
1.14/8-2:76-9, 
i; 

1.14/16:F 51, 
1.20/2:C 73, 
1.20/2:C 73/2, 
1.20/2:C 86/2, 
1.20/2:El 2/2, 
1.20/2:H 13, 
1.20/2:In 8/2, 
1.20/2:Ov 2, 
1.20/2:P 75/4, 
1.20/2:P 94/2, 
1.20/2:R 18, 
1.20/2:R 31, 
1.20/2:R 31/2, 
1.20/2:Se 2, 
1.20/2:Se 5, 
1.20/2:T 27/977/supp., 
1.20/2:V 66/2, 
1.20/2:W 58, 
1.20/3:Au 8/976, 
1.20/3:P 41/976, 
1.20/3:Su 1/976, 
1.20/3:T 53/976, 


December 1978 


78-7411 
78-7412 
78-17911 
78-9203 
78-7413 
78-7414 
78-9204 
78-7415 
78-9205 
78-7416 
78-21651 
78-17912 
78-11600 
78-24084 
78-15659 
78-24085 
78-664 
78-9206 
78-665 
78-15660 
78-15661 
78-7417 
78-15662 
78-9207 
78-666 
78-15663 
78-15664 
78-21652 
78-11601 
78-667 
78-21653 
78-15665 
78-15666 
78-9208 
78-21654 
78-21655 
78-3501 
78-3502 
78-21656 
78-21657 
78-21658 
78-24086 
78-21659 
78-3503 
78-11602 
14/16:C 86/978, 78-24087 
78-7418 
78-17913 
78-668 
78-24088 
78-669 
78-21660 
78-24089 
78-17914 
78-17915 
78-670 
78-21661 
78-15667 
78-24090 
78-21662 
78-21663 
78-9209 
78-671 
78-672 
78-26246 
78-26247 
78-26248 
78-26249 


Do not order from index; see indicated entry 





J 
J 
J 
J 
J 
J 
J 
J 
J 
J 
J 
J 
J 
J 
J 
J 


J 
J 
J 
J 
J 


s. 


J 
J 
J 


J 
J 
J 
J 
J 
J 
J 
J 
J 
J 
J 
J 
J 
J 
J 
J 
J 
J 
J 
J 
J 
J 
J 
J 
J 
J 
J 
J 
J 
J 
J 
J 
J 
J 
J 
J 
J 
J 
J 
J 
J 
J 
J 


1 
1 
1 
1 
l 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 


1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 


1 
l 
l 
1 
1 
1 
1 
1 
l 
1 
l 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
l 
1 
1 
1 
1 
1 
l 
1 
1 
1 
1 
1 
l 
1 


.27/2:977, 
.30:976, 
.31:976, 
.32/2:977, 
.33/3:(v.nos.&nos. ), 
.33/4:(date), 
37:9/corr., 
.37:10, 78-9210 

37:11, 78-24092 

.41/2:0203.00, 78-2 
.41/2:0204.00, 
.41/2:0213.00, 78-1 
.42/3:SD-AR-10, 78 
.42/3:SD-AR-11, 78 
.42/3:SD-AR-12, 78 
.42/3:SD-AR-13, 78 
.42/3:SD-JD-2 F, 
.42/3:SD-ID-4, 78-7 
.42/3:SD-NCS-C-7, 

.42/3:SD-NCS-C-8, 

.42/3:SD-NCS-C-9, 

.42/3:SD-NCS-C-10, 
.42/3:SD-NCS-C-11, 
.42/3:SD-NCS-C-12, 
.42/3:SD-NCS-C-13, 
.42/3:SD-NCS-C-14, 
.42/3:SD-NCS-C-15, 
.42/3:SD-NCS-C-16, 
.42/3:SD-NCS-C-17, 
.42/3:SD-NCS-C-18, 
.42/3:SD-NCS-C-19, 
.42/3:SD-NCS-N-6, 
.42/3:SD-NCS-N-7, 

.42/3:SD-NCS-N-8, 

.42/3:SD-NPS-CP-5, 
.42/3:SD-NPS-PSF-4, 
.42/3:SD-P-1, 78-15 
.42/3:SD-P-2, 78-21 
.42/3:SD-SB-5, 78-1 
.42/3:SD-VAD-1, 
.42/3:SD-VAD-3, 
.42/3:SD-VAD-4, 
.42/3:SD-VAD-5, 
.43:977-78, 
.44:C 73/2, 
.44:C 76, 


78-21664 
78-21665 
78-21666 


78-2409 


78-17924 


78-26250 


78-3504 


78-3505 


1 


1667 


78-7419 


1603 
-673 
-674 
-17916 
-17917 


78-15668 


420 
78-9211 
78-5101 
78-5102 
78-5103 
78-5104 
78-5105 
78-5106 
78-5107 
78-5108 
78-675 
78-5109 
78-676 
78-677 
78-21668 
78-21669 
78-9212 
78-7421 
78-17918 
669 
670 
7919 


78-678 
78-2091 
78-17920 
78-17921 
78-17922 
78-17923 


.44:C 81/summ., 78-15670 


.44:C 81/2/v.1, 
.44:D 36, 
.44:D 36, 
.44:F 33/2, 
.44:lm 7/2, 
.44:J 98, 
.44:P 93, 
.44:P 93/2, 
.44:Se 5, 


78-11604 
78-15671 
78-2409 
78-2092 
78-2093 
78-11605 
78-1567 
78-11606 


78-21671 


3 


2 


.44:V 66/summ., 78-679 


.44:W 84/2, 
.45:2, 78-24094 
.46:A/19, 78-24095 
.46:A/20, 78-21672 
.46:P 75, 78-7422 
.49:C 73/v.1, 
.49:P 92/2, 
.50:P 94, 
Sat, 
52:2, 
ee 


78-2167 
78-21675 
78-7423 
78-7424 
78-680 


78-11607 


78-21673 


4 
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Classification Number Index 


J 1.52:4, 78-21676 Ju 10.2:D 26, 78-17935 

J 1.53:974, 78-21677 Ju 10.3/2:(v.nos.&nos.), 78-3516 
J 1.54:N 31, 78-9213 Ju 10.6:C 49/978, 78-15676 
J 16:20:(v.nos.&nos.), 78-3506 Ju 10.6/2:C 86, 78-7436 

J 16.2:F 34, 78-7425 Ju 10.6/2:P 92/978, 78-15677 
J 16.2:P 93/4, 78-7426 Ju 10.8:(v.nos.&nos.), 78-3517 
J 16.6/2:As 7, 78-21678 Ju 10.10:977, 78-21692 

J 16.6/2:F 49, 78-17925 Ju 10.10:978, 78-21693 

J 16.23/5:975, 78-21679 Ju 10.10/2:976, 78-21694 
J 16.26:977, 78-26251 Ju 10.10/2:977, 78-21695 
J 16.51:973, 78-21680 Ju 10.13:977, 78-26253 

J 16.51:974, 78-21681 Ju 10.14:977, 78-7437 
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1.13:D 38/5, 78-17959 
1.13:D 38/6, 78-17960 
1.13:D 38/9, 78-690 
1.13:H 97, 78-21709 
1.13:H 97/2, 78-17961 
1.13:H 97/3, 78-17962 
1.13:H 97/4, 78-17963 
1.13:M 35, 78-17964 
1.13:M 35/2, 78-17965 
1.13:M 35/3, 78-17966 
1.13:M 35/6, 78-691 
1.13:M 35/7, 78-692 
1.13:M 35/8, 78-693 
1.13:M 35/9, 78-5112 
1.13:M 35/10, 78-13841 
1.13:M 35/11, 78-17967 
1.13:M 85/3, 78-694 
1.13:Sh 6, 78-26257 
1.13:Us 2/13, 78-695 
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21.1:976, 78-21682 Ju 10.16:977/v.2, 78-17936 

21.2:B 64/978, 78-17926 Ju 10.17:978, 78-17937 

21.2:N 21/4/978, 78-9214 Ju 10.17:978-2, 78-21696 
21.5/2:Im 6/977, 78-7427 Ju 10.19:977, 78-26254 

21.5/2:Im 6/977-2, 78-681 Ju 11.7:67, 78-9217 
21.6/2:952/rep., 78-9215 Ju 11.7:68, 78-17938 

21.6/3:In 2, 78-24096 Ju 11.7/a 2:(v.nos.&nos.), 78-3518 


if t C 


Peer 


—_ 
C 
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21.9:En 3/2/sec.2/971, 78-7428 Ju 13.2:M 31, 78-17930 
21.10/2:(v.nos.&nos.), 78-3507 Ju 13.2:0a 8, 78-21698 
21.11/2:(nos.), 78-3509 Ju 13.2:Or 1, 78-21699 
J 21.14:977, 78-21683 Ju 13.2:P 94/2, 78-17939 
J 23.1:C 73/2, 78-7429 Ju 13.2:V 66, 78-17940 
J 23.1:977, 78-26252 Ju 13.8:L 41, 78-682 
J 23.2:Ai 2, 78-7430 Ju 13.8:Su 7/units 3,4, 78-21700 
J 23.2:C 83, 78-7431 Ju 13.9:77-1, 78-683 
J 23.2:R 11/3, 78-7432 Ju 13.9:77-3, 78-684 
J 23.2:R 11/4, 78-17927 Ju 13.9:77-4, 78-685 
J 23.2:Sch 6, 78-7433 Ju 13.9:77-5, 78-686 
J 23.2:Sy 7, 78-9216 Ju 13.9:77-6, 78-687 
J 23.8:D 45, 78-7434 Ju 13.10:77-6-1, 78-7438 
J 24.2:D 32/2, 78-13840 Ju 13.10:77-13, 78-17941 
J 24.2:R 26/3, 78-7435 .2:Ad 9/2/976, 78-17942 
J 24.3/2:(v.nos.&nos.), 78-3510 .2:Af 2/976, 78-17943 
J 24.8:P 49/2, 78-17928 .2:Ap 8/Spanish, 78-21701 
J 24.8:P 56, 78-21684 .2:C 18/6, 78-17944 
J 24.8:Sch 6/978, 78-15674 .2:C 76/4, 78-21702 
J 24.10:C 73, 78-17929 .2:Ec 7/3, 78-26255 .67:978, 78-17969 
J 24.10:D 64, 78-21685 .2:Em 7/14/975, 78-21703 L 1.71:975, 78-13842 
J 24.10:D 84, 78-21686 .2:Em 7/14/976, 78-24101 L 1.72:(nos.), 78-3525 
J 24.10:D 84/2, 78-24097 .2:En 5, 78-24102 L 2.2:C 18/5, 78-15679 
J 24.17:(v.nos.&nos.), 78-3511 .2:J 57/26, 78-24103 L 2.2:C 59, 78-24112 
J 24.19:(date&nos.), 78-3512 .2:) 57/27, 78-24104 2.2:C 76/975, 78-21712 
J 26.2:P 93, 78-24082 .2:J 57/28, 78-24105 2.2:C 766/37/978, 78-7439 
Ju 3.5:(date/nos.), 78-3513 .2:) 57/29, 78-24106 2.2:C 766/37/978-2, 78-15680 
Ju 3.9:210, 78-5110 .2:R 22, 78-24107 2.2:C 766/38/978, 78-7440 
Ju 3.9:211, 78-17931 .2:R 26/977, 78-688 2.2:C 766/39/978, 78-7441 
Ju 3.9:212, 78-21687 .2:T 19/4, 78-11608 .2:C 766/40/978, 78-7442 
Ju 3.9:213, 78-24098 .2:W 45/11, 78-17945 .2:Ec 7/5, 78-24113 
Ju 6.5:(date/page nos.), 78-3514 .7/2:C 73/6, 78-689 .2:En 3/5/976, 78-24114 
Ju 6.8:422, 78-5111 .7/2:C 81, 78-26256 .2:F 76/6/976, 78-24115 
Ju 6.8:423, 78-5111 .7/2:D 83, 78-21704 .2:H 34/2, 78-26260 
Ju 6.8:424, 78-5111 .7/2:Em 7/4, 78-21705 .2:L 61, 78-24116 
Ju 6.8:425, 78-17%32 .7/2:) ST/11, 78-17946 .2:M 42/976, 78-24117 
Ju 6.8:426, 78-17933 .7/2:5 57/12, 78-21706 .2:M 46/4, 78-24118 
Ju 6.8:427, 78-17934 .7/2:J 57/13/pt.A-D, 78-17953 .2:M 56/17, 78-21713 
Ju 6.8:428, 78-17934 .7/2:0c 1/2, 78-17947 .2:M 85/2, 78-21714 
Ju 6.8/a:(v.nos.&nos.), 78-3515 .7/2:P 38, 78-17948 2.2:Ou 8/10/976, 78-24119 
Ju 7.5:64, 78-24099 .7/2:P 43, 78-17949 2.2:P 29/978, 78-24120 
Ju 9.5:77, 78-21688 .7/2:P 69, 78-17950 . 2.2:R 13/4, 78-17970 
Ju 9.5:78, 78-24100 .7/2:R 22, 78-17951 2.2:R 31/8, 78-3526 
Ju 10.1:976-2, 78-21689 .7/2:T 18, 78-17952 2.2:Sci 2/976, 78-24121 
Ju 10.1:977, 78-21690 .13:B 81/8, 78-21707 2.2:So 1/976, 78-24122 
Ju 10.2:C 49, 78-15675 .13:C 34, 78-17954 2.2:W 12/38/973-74, 78-17971 
Ju 10.2:C 73/973, 78-21691 .13:C 34/2, 78-17955 2.3:1370-12, 78-17972 


.20/6:(date), 78-3519 
.20/7:(date), 78-3520 
.20/8:(date), 78-3521 
.34:Em 7, 78-26258 

.34:L 11/5/975, 78-696 
.34:P 96/971-76, 78-26259 
.34:W 84/2, 78-17968 
.34/3:(date/nos.), 78-3522 
.34/5:(v.nos.&nos.), 78-3523 
.39/3:40, 78-24108 

.47:L 11/977, 78-21710 
.48:5/6/Spanish, 78-21711 
.51/3:974/supp.-3, 78-24109 
.51/4:Index, 78-24110 
.51/4:6/976/supp., 78-24111 
.51/6:970-75/ind., 78-15678 
.66/2:(date/nos.), 78-3524 
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2.71/3:76-1 
2.71/3:76-3 
2.71/4:76-1 
2.71/4:76-4 
2.80:976, 
2.80:977, 
2.83:975, 
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78-21725 
78-21726 
78-: 798R 
78-5122 
78-17989 
78-13866 
78-26266 
78-21727 
78-17990 
78-17991 
78-9219 
78-17992 
78-713 
78-5123 
78-5124 
78-714 
78-5125 
78-24157 
78-9220 
78-17993 
78-15723 
78-24158 
78-15724 
78-15725 
78-21728 
78-11651 
78-13867 
78-21729 
78-17994 
78-24159 
78-26267 
, 78-21730 
, 78-24160 
, 78-21731 
, 78-21732 
» 18-21733 
, 78-21734 
78-24161 
78-24161 
78-24162 
78-21735 
78-715 
78-2097 
78-2098 
78-2099 
78-5126 
78-5127 
78-9221 
78-17995 
78-7446 
78-13868 
78-17996 
78-21736 
78-17997 
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L 2.98:212, 78-21737 

L 2.98:213, 78-24163 

L 2.98:214, 78-24164 

L 2.98/2:C 43/974, 78-17998 
L 2.98/2:C 43/975, 78-21738 
L 2.98/2:M 33/974, 78-17999 
L 2.98/2:W 89/974, 78-18000 
L 2.99:(date), 78-3542 

L 2.99:976-78, 78-24165 

L 2.99/2:(date), 78-3543 

L 2.101:(date/nos.), 78-3545 
L 2.101/2:977, 78-24166 

L 2.102/2:(v.nos.&nos.), 78-3546 
.104:(date/nos.), 78-3547 
105:B 65/974, 78-18001 
105:B 65/975, 78-18002 
105:C 59/976, 78-18003 
105:C 59/976-2, 78-15726 
105:D 48/976, 78-18004 
105:In 2/976, 78-21739 
105:M 51/974, 78-18005 
105:M 64/975, 78-18006 
105:M 64/976, 78-18007 
106:B 22, 78-21740 
.106:H 79, 78-21741 
.106:M 52, 78-21742 
.107:Al 1/2, 78-26268 

L 2.107:C 85, 78-24167 

L 2.107:P 96, 78-15727 

L 23.2:R 67/3, 78-21743 

L 23.2:V 64/977, 78-5128 

L 25.2:J 57/4/978, 78-26269 
L 28.9:25-27/ind., 78-18008 
L 28.9:27, 78-9222 

L 29.2:T 67/2, 78-26270 

L 29.13:1, 78-24168 

L 34.8:Ap 8/6, 78-21744 

L 34.8:Or 4/Spanish/973, 78-21745 
L 35.2:Am 6, 78-18009 

L 35.2:C 66, 78-26271 

L 35.2:F 59, 78-26272 

L 35.2:G 91, 78-716 

L 35.2:) 57/2, 78-26273 

L 35.2:T 66, 78-5129 

L 35.6/3-1:(date), 78-3549 

L 35.6/3-1:972/ch.16, 78-24169 
L 35.6/3-1:977, 78-21746 

L 35.6/3-2:(date), 78-3550 

L 35.6/3-3:(date), 78-3551 

L 35.6/3-3:973/ch.4, 78-24170 
L 35.6/3-4:(date), 78-3552 

L 35.6/3-5:(date), 78-3553 

L 35.8:C 62, 78-26274 

L 35.8:G 76, 78-7447 

L 35.8:In 2/2/v.1-, 78-21747 

L 35.8:Oc 1/978, 78-26275 

L 35.8:P 93/bk.4/les.8 A, 78-15728 
L 35.9/2:(v.nos.&nos.), 78-3554 
L 35.11/2:M 41/978, 78-15729 
L 35.13:976, 78-24171 

L 35.14:(date), 78-3555 

L 35.16:P 96/977, 78-717 

L 35.20:D 64, 78-18010 

L 35.21:B 44, 78-7448 

L 36.2:C 18, 78-13869 

L 36.2:C 76/prelim., 78-718 

L 36.2:D 62, 78-5130 

L 36.2:Sw 6, 78-26276 
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L 36.9:976, 78-719 

L 36.11:977, 78-24172 

L 36.12:977, 78-24173 

L 36.13:976, 78-24174 

L 36.14:(nos.), 78-3556 

L 36.102:Ed 8/2, 78-18011 
L 36.102:Eq 2, 78-5131 

L 36.102:F 11, 78-21748 

L 36.102:J 57 b, 78-18012 
L 36.102:L 11, 78-26277 

L 36.102:M 66/975, 78-21749 
L 36.102:P 96, 78-5132 

L 36.102:Sk 3, 78-21750 

L 36.102:Sp 2, 78-5133 

L 36.102:W 84/5, 78-7449 
L 36.102:W 84/6, 78-24175 

L 36.102:W 89/2, 78-21751 
L 36.112:13, 78-720 

L 36.112:55/Spanish, 78-15730 
L 36.202:Am 3, 78-26278 

L 36.202:Eq 2/2/978, 78-24176 
L 36.202:H 79/978, 78-18013 
L 36.202:H 81/3, 78-9223 

L 36.202:Ou 8, 78-21752 

L 36.202:P 92/976, 78-26279 
L 36.202:P 96, 78-24177 

L 36.202:P 96/2, 78-26280 
L 36.202:P 96/3, 78-21753 
L 36.202:P 96/5, 78-721 

L 36.202:P 96/6, 78-722 

L 36.202:W 12/978, 78-18014 
L 36.203/2:102, 78-21754 

L 36.205:F 15/978, 78-26281 
L 36.205:F 22, 78-5134 

L 36.205:F 22/978, 78-18015 
L 36.205/2:(date), 78-3557 
L 36.206/2:40/2, 78-24178 
L 36.208:F 15/977-2, 78-21755 
L 36.208:Sa 3, 78-5135 

L 36.208:Se 6/978, 78-11652 
L 36.208:Sh 4/978, 78-7450 
L 36.208:T 48/977, 78-5136 
L 36.208:W 16/978, 78-11653 
L 36.409:CM-2/2, 78-15731 
L 36.409:LS-560, 78-26282 
L 37.2:B 96, 78-24179 

L 37.2:C 73/2/v.2, 78-18016 
L 37.2:D 62, 78-26283 

L 37.2:Em 7/4, 78-24180 

L 37.2:Em 7/5, 78-723 

L 37.2:Em 7/6, 78-18017 

L 37.2:F 22, 78-724 

L 37.2:Im 7, 78-26284 

L 37.2:3 57/7, 78-725 

L 37.2:3 57/7/978, 78-9224 

L 37.2:5 57/978, 78-9225 

L 37.2:K 57, 78-21756 

L 37.2:0c 1, 78-18018 

L 37.2:Op 5, 78-21757 

L 37.2:Op 5/2, 78-5137 

L 37.2:P 53, 78-21758 

L 37.2:P 75, 78-726 

L 37.2:R 31/977, 78-24181 

L 37.2:T 68/978, 78-21759 
L 37.2:W 89, 78-2100 

L 37.2:W 89/2/v.1/app., 78-11654 
L 37.2:¥ 8/2, 78-9226 

L 37.2:¥ 8/4, 78-15732 





L 37.2:Y 8/5, 78-21760 

L 37.2:Y 8/6, 78-21761 

L 37.2:Y 8/7, 78-21762 

L 37.2:Y 8/8, 78-24182 

L 37.8:C 78, 78-26285 

L 37.8:El 2, 78-5138 

L 37.8:Ev 1, 78-18019 

L 37.8:G 76, 78-11655 

L 37.8:In 3/2, 78-26286 

L 37.8:R 26, 78-7451 

L 37.8:St 2/2/v.1, 78-727 

L 37.8:Su 7, 78-21763 

L 37.8:W 89/v.1, 78-728 

L 37.8/2:311/2, 78-7452 

L 37.8/2:321, 78-18020 

L 37.8/2:328, 78-24183 

L 37.8/2:330, 78-13870 

L 37.8/2:338, 78-15733 

L 37.8/2:338/2, 78-5139 

L 37.8/2:362/v.1-2, 78-18021 

L 37.8/2:363, 78-15734 

L 37.8/2:656, 78-26287 

L 37.8/2:820, 78-729 

L 37.8/4:C 33, 78-9227 

L 37.8/4:R 31, 78-9228 

L 37.8/4:V 82, 78-24184 

L 37.8/6:C 56, 78-26288 

L 37.8/6:In 8, 78-26289 

L 37.8/6:) 57, 78-18022 

L 37.8/6:J 57/978, 78-26299 

L 37.8/6:0n 1, 78-18023 

L 37.8/6:On 1/978, 78-26291 

L 37.8/6:P 96, 78-26292 

L 37.8/6:Su 7, 78-24185 

L 37.8/6:W 89, 78-24186 

L 37.9:(v.nos.&nos.), 78-3558 
.10:(v.nos.&nos.), 78-3559 
.11:(v.nos.&nos.), 78-3560 
.12:(date), 78-3561 
.12/2:(v.nos.&nos.), 78-3562 
.13:(date/nos.), 78-3563 
.14:16/v.6, 78-9229 
.14:24/v.4, 78-18024 
.14:45, 78-15735 
.14:49, 78-1387] 
14:51, 78-730 
.14:52, 78-2101 
.14:54, 78-26293 
14:55, 78-11656 
.14:56, 78-15736 
.14:57, 78-18025 
14:59, 78-18026 
14:61, 78-24187 
.15:B 64, 78-7453 
.15:In 2/973-77, 78-18027 
16:2, 78-15737 
106/2:Au 8, 78-731 
.106/2:Em 3, 78-13872 

7 106/2:En 3, 78-24188 

. 37.106/2:L 41, 78-732 

. 37.106/2:Or 8, 78-733 

. 37.106/2:P 16, 78-734 

. 37.106/2:T 76, 78-13873 

. 37.106/2:T 76/2, 78-13874 

37.202:B 43/2, 78-24189 
. 37.202:B 43/3, 78-26294 
37.202:C 73, 78-15738 
. 37.202:C 73/978, 78-26295 
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.202:D 63, 78-13875 

.202:M 46/v.1-2, 78-26296 
.202:P 96/lesson, 78-735 

.202:P 96/lesson/977-2, 78-18028 
.202:St 2, 78-21764 


7.202:St 3, 78-26297 
7.202:Un 2, 78-26298 


209:(nos.), 78-3564 
.210:977, 78-26299 


7.210:977-2, 78-26300 


210:978, 78-26301 
.302:O0c 1, 78-11657 
.309:S-282 R 75, 78-5140 
.310:(v.nos.&nos.), 78-3565 
31 l:guide, 78-15739 
.10:1072, 78-24190 
.10:1081, 78-24191 
10:1082, 78-24192 
.1:976, 78-15740 

1:977, 78-18029 

.2:B 64/2, 78-736 

2:F 85/2, 78-13876 

.2:G 76/2, 78-21765 

2:In 8/3, 78-26302 

2:5 35/6, 78-737 

2:L 41/3, 78-26303 

.2:L 61/8/976, 78-18030 
:-L 61/16/802-974, 78-738 
.2:M 66/2, 78-21766 

.2:N 22/3, 78-739 

; 78-21767 

.2:P 75/3, 78-5141 

.2:P 94/977, 78-7454 
.6/4:W 29, 78-18031 
.12/2:C 83, 78-26304 
.12/2:J 27/946-74, 78-7455 
12/2:Or 3, 78-7456 
.12/2:P 96/978, 78-24193 
12/2:R 32/3, 78-7457 
14:116, 78-18032 
.17:(v.nos.&nos.), 78-3566 
17/a:Ar 2, 78-18033 
.18:(v.nos.&nos.), 78-3567 
.23/3:(date/nos.), 78-3568 
.23/4:971-75/v.i-2, 78-9230 
.23/5:(date/nos.), 78-3569 
.30:(v.nos.&nos.), 78-3570 
30/1-2:976/v.1-2, 78-11658 
.30/2:(v.nos.&nos.), 78-3571 
.30/3:(v.nos.&nos.), 78-3572 
.30/6:12/2, 78-24194 
.30/7:9/2, 78-11659 
30/7:10/2, 78-11660 
30/7:11/2, 78-24195 
30/8:(v.nos.&nos.), 78-3573 
30/9:4/2, 78-11661 
.30/9:5/2, 78-11662 
.30/9:7/1, 78-24196 
.30/10:(v.nos.&nos.), 78-3574 
.30/10-2:970-76, 78-13877 
30/11:(v.nos.&nos.), 78-3575 
.32:(nos.), 78-3576 

.34:2, 78-15741 

7/2:Am 3, 78-7458 
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= 
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> 2.7/2:Is 4, 78-21768 


8:C 43/supp.2, 78-15742 
8:Ug 1, 78-7459 
.11:976, 78-13878 


Do not order from index; see indicated entry 





2.11:977, 78-21769 
3.1:976, 78-9231 
3.3:40, 78-18034 
3.4/2:1 c, 78-21770 
3.4/2:1 c/2, 78-18035 

> 3.4/2:1 d, 78-18036 
3.4/2:2/7, 78-2102 

> 3.4/2:3/2, 78-2103 
3.4/2:3/3/notice, 78-7460 

> 3.4/2:4/4, 78-7461 
3.4/2:4/5, 78-7462 

> 3.4/2:4/6, 78-9232 

> 3.4/2:4/7, 78-18037 

> 3.4/2:5 a/2, 78-9233 

> 3.4/2:5/5, 78-9234 
3.4/2:6/7, 78-7463 
3.4/2:7 a, 78-13879 

> 3.4/2:7/2/notice, 78-7464 
3.4/2:8, 78-7465 
3.4/2:8 a, 78-13880 

> 3.4/2:8/2, 78-9235 

> 3.4/2:13/3, 78-13881 

> 3.4/2:15 a/978, 78-13882 

> 3.4/2:15 t/3, 78-2177] 

> 3.4/2:15/6, 78-13883 

> 3.4/2:21, 78-7466 
3.4/2:21/2, 78-21772 

> 3.4/2:22/5, 78-18038 

> 3.4/2:30/2, 78-9236 
3.4/2:30/3, 78-9237 

> 3.4/2:31/5, 78-21773 

> 3.4/2:32/5, 78-21774 

> 3.4/2:33/4, 78-21775 
3.4/2:34/2, 78-13884 

> 3.4/2:38 a/3, 78-7472 

> 3.4/2:38 a/5, 78-18039 

> 3.4/2:38/4, 78-2104 

> 3.4/2:47 e/3, 78-21776 

> 3.4/2:51/4, 78-21777 

> 3.4/2:52/4, 78-21778 

> 3.4/2:56/3/notice, 78-7467 

> 3.4/2:60 a, 78-11663 

> 3.4/2:62/notice, 78-7468 
3.4/2:63, 78-7469 

> 3.4/2:63/2, 78-9238 

> 3.4/2:70/2/notice, 78-7470 

> 3.4/2:70/3, 78-9239 

> 3.4/2:71, 78-13885 

> 3.4/2:71/notice, 78-7471 

> 3.4/2:99/3, 78-13886 

> 3.4/2:99/4, 78-13887 

> 3.6/5:v.28/pt.5/no.2/sec.2, 

> 3.6/5:v.29/pt.1/no.2/sec.1, 

> 3.6/5:v.29/pt.1/no.2/sec.2, 

> 3.6/S5:v.29/pt.2, 78-5143 

> 3.6/5:v.29/pt.5/no.2/sec.1, 

> 3.6/5:v.29/pt.5/no.2/sec.2, 
3.6/5:v.30/pt.1/no.1/sec.1, 

> 3.6/5:v.30/pt.1/no.1/sec.2, 

> 3.6/5:v.30/pt.2/no.1, 78-74 

> 3.6/5:v.30/pt.2/no.2, 78-74 


78-9240 
78-5142 
78-5142 


78-7473 
78-5144 
78-13888 
78-13888 
74 

75 


> 3.6/5:v.30/pt.3-4/no.1, 78-9241 
> 3.6/5:v.30/pt.3-4/no.2, 78-7476 


> 3.6/5:v.30/pt.5/no.1/sec.1-2, 
- 3.6/5:v.30/pt.5/no.2/sec.i-2, 


78-9242 
78-18040 


LC 3.6/5:v.30/pt.6/no.1-2, 78-5145 


LC 3.6/5:v.30/pt.7-11 A/no.1, 
LC 3.6/5:v.30/pt.7-11 A/no.2, 


78-9243 
78-7477 
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LC 3.6/5:v.30/pt.11 B, 78-9244 
LC 3.6/5:v.30/pt.12-13/no.1, 78-7478 
LC 3.6/5:v.30/pt.12-13/no.2, 78-9245 
LC 3.6/5:v.30/pt.14/no.1, 78-9246 
LC 3.6/5:v.30/pt.14/no.2, 78-7479 
LC 3.6/5:v.31/pt.2/no.1, 78-18041 
LC 3.6/5:v.31/pt.6/no.1, 78-24197 
LC 3.6/5:v.31/pt.12-13/no.1, 78-24198 
LC 3.7/2:C 79, 78-740 
LC 3.1i:(date), 78-3577 
LC 3.12:(nos.), 78-3578 
LC 4.7:J 35, 78-7480 
LC 6.7:976, 78-15743 
LC 6.7:978, 78-26305 
LC 9.8:975-76/index, 78-11664 
LC 9.8:976, 78-11665 
14.6:(Cong.sess.&nos.), 78-3579 
14.6:95-1/3/pt.1-2, 78-13889 
17.2:C 43/5, 78-9247 
19.2:Ad 2, 78-26306 
19.2:B 73/8/976-2, 78-15744 
19.2:B 73/8/977, 78-18042 
19.2:B 73/9/976-77, 78-13890 
19.2:C 27/974-76, 78-13891 
19.2:L 61/4, 78-7481 
19.2:R 22/4, 78-741 
19.2:R 22/5, 78-7482 
19.2:T 14/16, 78-9248 
19.2:T 14/976-77, 78-24199 
19.9:(v.nos.&nos.), 78-3580 
19.10:(v.nos.&nos.), 78-3581 
19.11:Sp 6, 78-9249 
19.11:V 8/976-77, 78-15745 
19.12:(v.nos.&nos.), 78-3582 
LC 24.2:L 34, 78-18043 
LC 25.8:977, 78-21779 
LC 26.2:C 56/3/978, 78-24200 
LC 26.7:8/(supp.nos.), 78-3583 
LC 26.7:8/supp./974-76, 78-21780 
LC 26.7/2:(edition/date), 78-3584 
LC 26.9:M/978, 78-26307 
LC 26.9:PN-PZ/978, 78-18044 
LC 26.9/2:(nos.), 78-3585 
LC 29.10:(date/nos.) 1, 78-3586 
LC 29.10:973-76/ind., 78-26308 
LC 30.7:(nos.), 78-3587 
LC 30.8:(date/nos.), 78-3588 
LC 30.8/2:976/v.1-16, 78-13892 
LC 30.8/3:(date/nos.), 78-3589 
LC 30.8/3:975/v.1-18, 78-21781 
LC 30.8/3:976/v.1-17, 78-26309 
LC 30.8/4:(date/nos.), 78-3590 
LC 30.8/6:976, 78-11666 
LC 30.8/6:977, 78-11667 
LC 30.8/7:976.v.1-2, 78-21782 
LC 30.8/8:976, 78-11668 
LC 30.8/8:977, 78-11668 
LC 30.8/9:(date/nos.), 78-3591 
LC 30.9:(v.nos.&nos.), 78-3592 
LC 30.17/2:(nos.), 78-3594 
LC 30.18:(date/nos.), 78-3595 
LC 30.19:(date/nos.), 78-3596 
LC 33.9:1-7/ind., 78-11669 
LC 33.9:8, 78-11670 
LC 33.9/2:M 56, 78-7483 
LC 33.9/2:So 4, 78-7484 
LC 33.9/2:W 72, 78-7485 
LC 33.10:72-1, 78-9250 
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LC 33.10:72-2, 78-9251 
LC 33.10:72-3, 78-9252 
LC 33.10:72-4, 78-9253 
LC 33.10:72-5, 78-9254 
LC 33.10:72-6, 78-9255 
LC 33.10:72-7, 78-9256 
LC 33.10:72-8, 78-9257 
LC 33.10:72-9, 78-9258 
LC 33.10:72-10, 78-9259 
LC 33.10:72-11, 78-9260 
LC 33.10:72-12, 78-9261 
LC 33.10:72-13, 78-9262 
LC 33.10:72-14, 78-9263 
LC 33.10:72-15, 78-9264 
LC 33.10:72-16, 78-9265 
LC 33.10:72-17, 78-9266 
LC 33.10:72-18, 78-9267 
LC 33.10:72-19, 78-9268 
LC 33.10:72-20, 78-9269 
LC 33.10:73-1, 78-9270 
LC 33.10:73-2, 78-9271 
LC 33.10:73-3, 78-9272 
LC 33.10:73-4, 78-9273 
LC 33.10:73-6, 78-9274 
LC 33.10:73-7, 78-9275 
LC 33.10:73-8, 78-9276 
LC 33.10:73-9, 78-9277 
LC 33.10:73-10, 78-9278 
LC 33.10:73-11, 78-9279 
LC 33.10:73-12, 78-9280 
LC 33.10:73-13, 78-9281 
LC 33.10:73-14, 78-9282 
LC 33.10:73-15, 78-9283 
LC 33.10:73-16, 78-9284 
LC 33.10:73-17, 78-9285 
LC 33.10:73-18, 78-9286 
LC 33.10:73-19, 78-9287 
LC 33.10:74-1, 78-9288 
LC 33.10:74-2, 78-9289 
LC 33.10:74-3, 78-9290 
LC 33.10:74-4, 78-9291 
LC 33.10:74-5, 78-9292 
LC 33.10:74-6, 78-9293 
LC 33.10:74-7, 78-9294 
LC 33.10:74-8, 78-9295 
LC 33.10:74-9, 78-9296 
LC 33.10:74-10, 78-9297 
LC 33.10:75-1, 78-9298 
LC 33.10:75-2, 78-9299 
-10:75-3, 78-9300 
-10:75-4, 78-9301 
-10:75-5, 78-9302 
-10:75-6, 78-9303 
-10:75-7, 78-9304 
-10:75-9, 78-9305 
-10:75-10, 78-9306 
-10:75-11, 78-9307 
-10:75-12, 78-9308 
-10:75-13, 78-9309 
-10:75-14, 78-9310 
-10:75-15, 78-9311 
-10:75-16, 78-9312 
-10:76-1, 78-9313 
-10:76-2, 78-9314 
.10:76-3, 78-9315 
LC 33.10:77-9, 78-11671 
LC 33.10:77-10, 78-9316 
LC 33.10:77-12, 78-11672 
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LC 33.11:77-1, 78-15746 
LC 35.2:G 31/3/978, 78-18045 
LC 37.8:(v.nos.&nos.), 78-3597 
LC 39.9:1, 78-26310 
LR 1.1:977, 78-24201 
LR 1.2:At 8, 78-21783 
LR 1.6:R 86/ser.8/(date), 78-3598 
LR 1.6:R  86/ser.8/968/rev.pages-5, 
24202 
LR 1.6/2:C 26, 78-3599 
1.6/2:C 26/pt.3, 78-24203 
1.6/2:L 41/2/Spanish, 78-7486 
.8:147-223/cases, 78-24204 
-8:225, 78-15747 
.8:226, 78-15748 
.8:227, 78-15748 
.8:228, 78-21784 
.8:229, 78-21785 
.8/6:(date), 78-3600 
-8/6:976-2, 78-9317 
.8/6-2:976, 78-21786 
.8/6-2:977, 78-26311 
.8/7:977, 78-15749 
.8/8:(date/nos.), 78-3601 
.13:L 11/959-66/supp.4, 78-24205 
.15/2:(W-nos.), 78-3602 
1.16:(nos.), 78-3603 
1.2:C 28, 78-24206 
NA 1.2:D 26, 78-18046 
NA 1.2:R 31, 78-26312 
NA 2.2:R 11/6, 78-18047 
NAS 1.1/4:978, 78-21787 
NAS 1.2:Ae 7, 78-13893 
NAS 1.2:Ae 8/4, 78-5146 
NAS 1.2:Ar 7/2, 78-21788 
NAS 1.2:C 73/2, 78-18048 
NAS 1.2:C 73/3, 78-18049 
NAS 1.2:Ed 8/4/976, 78-18050 
NAS 1.2:En 2, 78-26313 
NAS 1.2:lo 6, 78-2105 
NAS 1.2:L 23, 78-15751 
NAS 1.2:M 31/7/975, 78-9318 
NAS 1.2:Ou 8/App. B-C, 78-18051 
NAS 1.2:Ou 8/study, 78-18052 
NAS 1.2:Ou 8/summ., 78-18053 
NAS 1.2:P 29/8, 78-26314 
NAS 1.2:P 29/9, 78-24207 
1 
1 
1 
1 
1 
l 
1 
1 
1 
1 
1 
1 
1 


ee 


NAS 1.2:P 65/3/no. 6, 78-18054 
NAS 1.2:P 65/4, 78-24208 

NAS 1.2:P 87/v.1-2, 78-26315 
NAS 1.2:P 94/2, 78-26316 

NAS 1.2:Se 1/2, 78-21789 

NAS 1.2:Sk 9/17, 78-13894 
NAS 1.2:Sp 1/41/v.1-2, 78-26317 
NAS 1.2:T 23/3, 78-13895 

NAS 1.2:W 72, 78-15752 

NAS 1.6/2:(date), 78-3604 

NAS 1.6/2:977, 78-7487 

NAS 1.6/3:(nos.), 78-3605 

NAS 1.9/4:(v.nos.&nos.), 78-3606 
NAS 1.9/5:(v.nos.&nos.), 78-3607 
NAS 1.9/5:15/1-12, 78-18055 
NAS 1.9/5:15/1-24/pt.1, 78-18056 
NAS 1.9/5:15/1-24/pt.2, 78-18056 
NAS 1.11:G 79, 78-2106 

NAS 1.12:312/errata, 78-24209 
NAS 1.12:462, 78-18057 

NAS 1.12:463, 78-9319 





December 1978 


NAS 1.12:464, 78-13896 NAS 1.14:D-8337, 78-11709 
NAS 


NAS 
NAS 
NAS 
NAS 
NAS 
NAS 
NAS 
NAS 
NAS 
NAS 
NAS 
NAS 


.14:D-8410, 78-13909 
.12:467, 78-18058 NAS 1.14:D-8338, 78-18064 .14:D-8411, 78-21810 


.12:469, 78-21790 NAS 1.14:D-8339, 78-11710 .14:D-8412, 78-11743 
.12:470, 78-21791 NAS 1.14:D-8340, 78-15754 .14:D-8413, 78-9322 
.12:471, 78-21792 NAS 1.14:D-8341, 78-15755 .14:D-8414, 78-21811 
.12:472, 78-9320 NAS 1.14:D-8342, 78-11711 .14:D-8416, 78-21812 
.12:474, 78-21793 NAS 1.14:D-8343, 78-13903 .14:D-8417, 78-18074 
.12/6:43-39, 78-742 NAS 1.14:D-8344, 78-9321 .14:D-8418, 78-13910 
.12/7:77-10, 78-743 NAS 1.14:D-8345, 78-11712 .14:D-8419, 78-13911 
.12/7:78-19, 78-24210 NAS 1.14:D-8347, 78-11713 } .14:D 8420, 78-18075 
.12/7:78-50, 78-24211 NAS 1.14:D-8348, 78-13904 .14:D-8421, 78-11744 
.13/2:F-664, 78-21794 NAS 1.14:D-8349, 78-21800 .14:D-8422, 78-21813 
.13/2:F-674, 78-24212 NAS 1.14:D-8350, 78-11714 .14:D-8423, 78-9323 
.14:D-7934, 78-11673 NAS 1.14:D-8351, 78-11715 .14:D-8424, 78-24215 
NAS 1.14:D-8187, 78-13897 NAS 1.14:D-8352, 78-21801 .14:D-8425, 78-18076 
NAS 1.14:D-8195, 78-11674 NAS 1.14:D-8353, 78-11716 .14:D-8426, 78-11745 
NAS 1.14:D-8204, 78-11675 NAS 1.14:D-8354, 78-11717 .14:D-8428, 78-13912 
Nas 1.14:D-8243, 78-11676 NAS 1.14:D-8355, 78-18065 .14:D-8429, 78-15759 
NAS 1.14:D-8245, 78-11677 NAS 1.14:D-8356, 78-11718 .14:D-8430, 78-11746 
.14:D-8248, 78-18059 NAS 1.14:D-8357, 78-11719 § 1.14:D-8433, 78-18077 
.14:D-8257, 78-13898 1.14:D-8358, 78-21802 .14:D-8434, 78-13913 
.14:D-8259, 78-11678 NAS 1.14:D-8359, 78-21803 .14:D-8435, 78-11747 
.14:D-8263, 78-11679 NAS 1.14:D-8360, 78-11720 .14:D-8436, 78-11748 
.14:D-8265, 78-11680 NAS 1.14:D-8361, 78-21804 NAS 1.14:D-8437, 78-18078 
.14:D-8266, 78-11681 NAS 1.14:D-8362, 78-11721 N .14:D-8438, 78-11749 
.14:D-8269, 78-18060 NAS 1.14:D-8363, 78-11722 .14:D-8439, 78-13914 
-14:D-8274, 78-21795 NAS 1.14:D-8364, 78-24213 .14:D-8440, 78-11750 
.14:D-8275, 78-11682 1.14:D-8365, 78-11723 S$ 1.14:D-8441, 78-21814 
.14:D-8276, 78-11683 NAS 1.14:D-8366, 78-15756 NAS 1.14:D-8442, 78-11751 
.14:D-8282, 78-18061 NAS 1.14:D-8367, 78-13905 .14:D-8443, 78-18079 
.14:D-8288, 78-11684 NAS 1.14:D-8368, 78-11724 .14:D-8444, 78-9324 
-14:D-8289, 78-11685 NAS 1.14:D-8369, 78-11725 5 1.14:D-8445, 78-13915 
.14:D-8290, 78-21796 NAS 1.14:D-8371, 78-11726 .14:D-8446, 78-21815 
.14:D-8292, 78-11686 NAS 1.14:D-8372, 78-18066 .14:D-8447, 78-13916 
.14:D-8293, 78-18062 NAS 1.14:D-8373, 78-11727 .14:D-8448, 78-13917 
.14:D-8295, 78-18063 NAS 1.14:D-8374, 78-11728 .14:D-8449, 78-18080 
.14:D-8296, 78-11687 NAS 1.14:D-8375, 78-15757 .14:D-8450, 78-21816 
.14:D-8297, 78-11688 NAS 1.14:D-8376, 78-13906 .14:D-8451, 78-18081 
.14:D-8299, 78-11689 NAS 1.14:D-8378, 78-11729 .14:D-8452, 78-13918 
.14:D-8300, 78-11690 NAS 1.14:D-8379, 78-13907 .14:D-8453, 78-18082 
.14:D-8303, 78-11691 NAS 1.14:D-8380, 78-13908 .14:D-8454, 78-21817 
.14:D-8304, 78-11692 NAS 1.14:D-8381, 78-24214 .14:D-8455, 78-13919 
.14:D-8305, 78-11693 NAS 1.14:D-8382, 78-11730 .14:D-8456, 78-13920 
.14:D-8306, 78-11694 NAS 1.14:D-8383, 78-11731 I 14:D-8458, 78-9325 
.14:D-8307, 78-11695 NAS 1.14:D-8384, 78-11732 NAS 1.14:D-8459, 78-18083 
1 
1 
1 
1 
1 
l 
1 
1 
1 
1 
1 
1 
1 
1 
l 
I 
1 
1 
1 
1 














.14:D-8308, 78-13899 .14:D-8385, 78-11733 .14:D-8460, 78-18084 
.14:D-8309, 78-11696 .14:D-8386, 78-21805 .14:D-8461, 78-21818 
.14:D-8314, 78-11697 .14:D-8387, 78-11734 .14:D-8462, 78-18085 
-14:D-8315, 78-15753 .14:D-8388, 78-21806 / .14:D-8464, 78-18086 
.14:D-8319, 78-11698 .14:D-8389, 78-18067 .14:D-8465, 78-18087 
.14:D-8321, 78-21797 .14:D-8390, 78-21807 5 1.14:D-8466, 78-18088 
.14:D-8322, 78-11699 .14:D-8391, 78-18068 .14:D-8467, 78-9326 
.14:D-8323, 78-11700 .14:D-8392, 78-15758 .14:D-8468, 78-9327 
.14:D-8324, 78-11701 .14:D-8393, 78-11735 5 1.14:D-8469, 78-18089 
.14:D-8325, 78-11702 .14:D-8394, 78-11736 .14:D-8470, 78-9328 
.14:D-8326, 78-13900 .14:D-8395, 78-18069 .14:D-8471, 78-18090 
.14:D-8326/errata, 78-26318 .14:D-8396, 78-11737 I .14:D-8472, 78-13921 
.14:D-8327, 78-21798 .14:D-8398, 78-18070 S 1.14:D 8473, 78-18091 
.14:D-8328, 78-11703 .14:D-8399, 78-18071 .14:D-8474, 78-9329 
.14:D-8329, 78-11704 .14:D-8400, 78-21808 .14:D-8475, 78-9330 
.14:D-8330, 78-11705 .14:D-8401, 78-11738 | S 1.14:D-8476, 78-21819 
.14:D-8330/errata, 78-26319 .14:D-8402, 78-11739 .14:D-8477, 78-9331 
-14:D-8331, 78-11706 .14:D-8403, 78-11740 .14:D-8478, 78-21820 
.14:D-8332, 78-21799 .14:D-8404, 78-18072 3 1.14:D-8479, 78-9332 
.14:D-8333, 78-13901 . 


14:D-8405, 78-11741 .14:D-8480, 78-18092 
.14:D-8334, 78-13902 1 


14:D-8406, 78-18073 .14:D-8481, 78-18093 





.14:D-8335, 78-11707 1.14:D-8407, 78-21809 .14:D-8482, 78-18094 
¢ 


14:D-8336, 78-11708 





14:D-8409, 78-11742 .14:D-8483, 78-18095 


Do not order from index; see indicated entry Page 1-2873 





Classification Number Index 


1.14:D-8484, 78-9333 NAS 1.15:X-3443, 78-11762 .15:X-3520, 78-7499 
1.14:D-8485, 78-9334 NAS 1.15:X-3446, 78-11763 .15:X-3521, 78-7500 
1.14:D-8486, 78-9335 NAS 1.15:X-3446/errata, 78-26321 S 1.15:X-3522, 78-7501 
1.14:D-8487, 78-9336 NAS 1.15:X-3447, 78-18113 .15:X-3523, 78-7502 
1.14:D-8488, 78-18096 NAS 1.15:X-3448, 78-18114 5 1.15:X-3524, 78-7503 
1.14:D-8489, 78-9337 NAS 1.15:X-3449, 78-18115 .15:X-3525, 78-7504 
1.14:D-8490, 78-18097 NAS 1.15:X-3450, 78-11764 .15:X-3526, 78-7505 
1.14:D-8491, 78-21821 NAS 1.15:X-3451, 78-11765 .15:X-3527, 78-9365 
1.14:D-8492, 78-9338 NAS 1.15:X-3452, 78-11766 S 1.15:X-3528, 78-7506 
1.14:D-8493, 78-9339 NAS 1.15:X-3453, 78-11767 .15:X-3529, 78-9366 
1.14:D-8494, 78-9340 NAS 1.15:X-3454, 78-11768 .15:X-3530, 78-9367 
1.14:D-8495, 78-9341 NAS 1.15:X-3455, 78-11769 .15:X-3531, 78-9368 
1.14:D 8496, 78-18098 NAS 1.15:X-3456, 78-13931 .15:X-3532, 78-7507 
1.14:D-8497, 78-9342 NAS 1.15:X-3457, 78-11770 S 1.15:X-3533, 78-9369 
1.14:D-8498, 78-18099 NAS 1.15:X-3458, 78-18116 .15:X-3534, 78-15764 
1.14:D 8499, 78-18100 NAS 1.15:X-3459, 78-18117 .15:X-3535, 78-7508 
1.14:D-8500, 78-18101 NAS 1.15:X-3460, 78-18118 .15:X-3536, 78-7509 
1.14:D-8501, 78-9343 NAS 1.15:X-3461, 78-15762 .15:X-3537, 78-7510 
1.14:D-8502, 78-9344 NAS 1.15:X-3463, 78-15763 .15:X-3538, 78-7511 
1.14:D-8503, 78-18102 NAS 1.15:X-3464, 78-13932 S 1.15:X-3539, 78-13935 
1.14:D-8504, 78-9345 NAS 1.15:X-3465, 78-18119 .15:X-3540, 78-7512 
1.14:D-8506, 78-18103 NAS 1.15:X-3466, 78-11771 .15:X-3541, 78-7513 
1.14:D-8507, 78-21822 NAS 1.15:X-3467, 78-11772 .15:X-3542, 78-7514 
1.14:D-8508, 78-13922 NAS 1.15:X-3468, 78-13933 .15:X-3544, 78-15765 
1.14:D-8509, 78-13923 NAS 1.15:X-3469, 78-18120 .15:X-3545, 78-7515 
1.14:D-8510, 78-18104 NAS 1.15:X-3470, 78-21823 .15:X-3546, 78-9370 
1.14:D-8511, NAS 1.15:X-3471, 78-18121 S 1.15:X-3547, 78-9371 
S 1.14:D-8513, NAS 1.15:X-3472, 78-11773 .15:X-3548, 78-9372 
5 1.14:D-8514, NAS 1.15:X-3473, 78-11774 .15:X-3550, 78-9373 
1.14:D-8515, NAS 1.15:X-3475, 78-21824 ! .15:X-3551, 78-7516 
1.14:D-8516, NAS 1.15:X-3476, 78-21825 AS 1.15:X-3552, 78-13936 
1.14:D-8517, NAS 1.15:X-3477, 78-11775 .15:X-3553, 78-9374 
1.14:D-8518, NAS 1.15:X-3478, 78-11776 S 1.15:X-3554, 78-18127 
1.14:D-8519, NAS 1.15:X-3479, 78-11777 .15:X-3555, 78-9375 
.14:D-8520, NAS 1.15:X-3480, 78-7488 .15:X-3557, 78-9376 
-14:D-8521, NAS 1.15:X-3481, 78-11778 .15:X-3558, 78-9377 
.14:D-8522, NAS 1.15:X-3482, 78-11779 J .15:X-3559, 78-13937 
.14:D-8523, NAS 1.15:X-3483, 78-9360 S 1.15:X-3560, 78-9378 
.14:D-8524, NAS 1.15:X-3484, 78-7489 .15:X-3561, 78-18128 
.14:D-8525, NAS 1.15:X-3485, 78-11780 S 1.15:X-3562, 78-13938 
.14:D-8526, NAS 1.15:X-3487, 78-21826 S 1.15:X-3563, 78-9379 
.14:D-8527, NAS 1.15:X-3488, 78-13934 .15:X-3564, 78-9380 
.14:D-8528, NAS 1.15:X-3489, 78-21827 .15:X-3565, 78-9381 
.14:D-8529, NAS 1.15:X-3490, 78-11781 .15:X-3566, 78-9382 
.15:X-3321, - NAS 1.15:X-3491, 78-18122 .15:X-3567, 78-13939 
.15:X-3398, NAS 1.15:X-3492, 78-18123 S 1.15:X-3568, 78-7517 
.15:X-3404, NAS 1.15:X-3495, 78-11782 } .15:X-3569, 78-9383 
.15:X-3405, NAS 1.15:X-3496, 78-9361 .15:X-3571, 78-9384 
.15:X-3412, NAS 1.15:X-3497, 78-18124 i .15:X-3572, 78-21832 
1.15:X-3498, 78-11783 .15:X-58191, 78-18129 
1.15:X-3499, 78-18125 .15:X-73251, 78-13940 
1.15:X-3500, 78-9362 S 1.15:X-78318, 78-18130 
1.15:X-3501, 78-18126 .15:56049, 78-9385 
1.15:X-3503, 78-21828 5 1.15:58203, 78-9386 
1.15:X-3504, 78-21829 15:72846, 78-26322 
1.15:X-3505, 78-21830 .15:72855, 78-26323 
1.15:X-3507, 78-21831 AS 1.15:73243, 78-9387 
1.15:X-3508, 78-7490 S$ 1.15:73252, 78-13941 
1.15:X-3509, 78-7491 S 1.15:73257, 78-18131 
1.15:X-3511, 78-9363 5 1.15:74044, 78-18132 
1.15:X-3512, 78-9364 NAS 1.15:74046, 78-13942 
1.15:X-3513, 78-7492 S 1.15:74056, 78-18133 
1.15:X-3514, 78-7493 .15:74057, 78-18134 
.15:X-3437, NAS 1.15:X-3515, 78-7494 NAS 1.15:74074, 78-18135 
.15:X-3438, NAS 1.15:X-3516, 78-7495 S 1.15:74076, 78-18136 
.15:X-3440, NAS 1.15:X-3517, 78-7496 .15:74077, 78-18137 
.15:X-3441, NAS 1.15:X-3518, 78-7497 .15:74088, 78-18138 
.15:X-3442, 78-11761 NAS 1.15:X-3519, 78-7498 .15:74090, 78-18139 


Page I-2874 


1 

l 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1.15:X-3417, NAS 
1.15:X-3418, NAS 
1.15:X-3420, NAS 
1.15:X-3421, NAS 
1.15:X-3422, NAS 
1.15:X-3422/errata, 78-26320 NAS 
1.15:X-3423, 78-18111 NAS 
1.15:X-3424, 78-18112 NAS 
1.15:X-3428, 78-11754 NAS 
1.15:X-3429, 78-11755 NAS 
1.15:X-3431, 78-9359 NAS 
1.15:X-3432, NAS 
1.15:X-3433, NAS 
1.15:X-3434, NAS 
1 

1 

1 

l 

1 





NAS 
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15:74097, 78-9388 1.21:424, 78-21834 1.26:2789, 78-13950 
.15:78048, 78-18140 1.21:427, 78-24221 1.26:2790, 78-9431 
15:78118, 78-9389 1.21:3085/2/v.1, 78-7518 1.26:2791, 78-13951 
.15:78119, 78-18141 1.21:3085/2/v.2, 78-7518 1.26:2792, 78-9432 
.15:78120, 78-9390 1.21:3085/2/v.3, 78-7518 1.26:2793, 78-18165 
.15:78125, 78-26324 1.21:3085/2/v.4, 78-7518 1.26:2794, 78-9433 
.15:78137, 78-26325 1.21:3087/2, 78-9398 1.26:2795, 78-9433 
.15:78422, 78-9391 1.21:3100, 78-9399 5 1.26:2796, 78-9433 
.15:78423, 78-9392 Wek 78-26342 1.26:2797, 78-9434 
.15:78433, 78-18142 I 2: , 78-9400 1.26:2798, 78-9434 
.15:78446, 78-26326 L2u: 78-21835 NAS 1.26:2799, 78-9434 
.15:78478, 78-26327 1203 , 7178-24222 1.26:2800, 78-18166 
.15:78511, 78-26328 1.21% , 78-18154 5 1.26:2801, 78-18167 
.15:78630, 78-26329 1.21: , 78-9401 S 1.26:2802, 78-18168 
.15:78633, 78-26330 1.21; 78-18155 


1.26:2803, 78-18169 
.15:78643, 78-26331 1.21:7038 (05), 78-18156 1.26:2804, 78-9435 
.15:78658, 78-26332 1.21:7044, 78-9402 5 1.26:2805, 78-9436 


.15:78685, 78-26333 1.24:(date/nos.), 78-3613 1.26:2806, 78-9437 
.15:78694, 78-26334 1.26:2610, 78-9403 S 1.26:2807, 78-9438 
.15:78695, 78-26335 1.26:2628, 78-9404 1.26:2808, 78-15769 
.15:78696, 78-26336 1.26:2637, 78-9405 1.26:2809, 78-18170 
.15:78716, 78-26337 1.26:2645, 78-9406 1.26:2810, 78-9439 
-15:78918, 78-24216 1.26:2667, 78-9407 1.26.2811, 78-18171 
.15:79325, 78-18143 1.26:2705, 78-9408 1.26:2813, 78-11786 
.15:79326, 78-26338 1.26:2710, 78-9409 1.26:2815, 78-18172 
-15:79730, 78-26339 1.26:2716, 78-13945 1.26:2816, 78-5152 
.15:79731, 78-26340 1.26:2718, 78-9410 1.26:2817, 78-9440 
.18:C 36, 78-24217 1.26:2724, 78-21836 1.26:2818, 78-13952 
.18:G 76/2, 78-3608 S 1.26:2725, 78-9411 1.26:2819, 78-18173 
.18:G 76/2/ch.2, 78-24218 1.26:2730, 78-21837 5 1.26:2820, 78-18174 
.18:G 76/2/ch.3, 78-24218 1.26:2732, 78-9412 1.26:2821, 78-21844 
.18:In 2/4, 78-13943 1.26:2733, 78-21838 1.26:2822, 78-13953 
.18:L 85/rev.A, 78-18144 1.26:2737, 78-21839 1.26:2823, 78-5153 
.18:R 31/2, 78-18145 1.26:2738, 78-18157 1.26:2824, 78-5154 
.18:Sp 1/4, 78-744 1.26:2742, 78-5151 1.26:2826, 78-5155 
-18:Sp 1/5, 78-3609 1.26:2745, 78-13946 1.26:2827, 78-18175 
.18:Sp 1/5, 78-18146 1.26:2746, 78-9413 1.26:2829, 78-5156 
-19:117/2, 78-13944 1.26:2748, 78-9414 1.26:2830, 78-18176 
.19:125, 78-18147 1.26:2749, 78-9415 1.26:2831, 78-13954 
.19:133-141, 78-11784 1.26:2750, 78-18158 1.26:2832, 78-18177 
.19:146, 78-11785 1.26:2760, 78-9416 1.26:2833, 78-5157 
.19:147, 78-9393 1.26:2761, 78-21840 1.26:2834, 78-21845 
.19:149, 78-15766 1.26:2762, 78-21841 1.26:2835, 78-9441 
.20:NF-77, 78-9394 1.26:2763, 78-21842 1.26:2836, 78-9442 
.20:NF-79, 78-5147 1.26:2764, 78-18159 1.26:2837, 78-18178 
.20:NF-80, 78-18148 1.26:2765, 78-21843 1.26:2838, 78-5158 
.20:NF-86, 78-18149 1.26:2766, 78-9417 1.26:2839, 78-5159 
.21:7037(nos.), 78-3610 1.26:2767, 78-13947 1.26:2840, 78-5160 
.21:7043(nos.), 78-3611 1.26:2768, 78-9418 1.26:2841, 78-13955 
.21:7011(nos.), 78-3612 1.26:2769, 78-18160 1.26:2842, 78-26343 
.21:360/educator’s guide, 78-26341 1.26:2770, 78-9419 NAS 1.26:2843, 78-5161 

l l 

1 l 

1 1 

1 1 

1 l 

1 I 

1 l 

1 l 

1 l 

1 l 

1 l 

1 l 

1 l 

i 1 

1 l 

I 1 

1 l 











.21:362, 78-15767 .26:2771, 78-9420 .26:2844, 78-5162 
.21:365/pt.1-2, 78-5148 .26:2772, 78-9421 .26:2845, 78-5163 
.21:370/pt.1-2, 78-9395 .26:2773, 78-9422 .26:2864, 78-18179 
.21:377, 78-5149 .26:2774, 78-18161 .26:2865, 78-18180 
:380, 78-745 .26:2775, 78-9423 .26:2866, 78-18181 
:401, 78-746 .26:2776, 78-9424 .26:2867, 78-26344 
:409, 78-18150 .26:2777, 78-9425 .26:2868, 78-26345 
-412/v.1, 78-1815] .26:2778, 78-9426 .26:2869, 78-21846 
:415, 78-24219 .26:2779, 78-13948 .26:2870, 78-9443 
:416, 78-15768 .26:2780, 78-13949 .26:2871, 78-18182 
:417, 78-9396 .26:2781, 78-9427 .26:2872, 78-18183 
-418, 78-21833 .26:2782, 78-9428 .26:2874, 78-18184 
:419, 78-9397 .26:2783, 78-9429 .26:2875, 78-13956 
:420, 78-18152 .26:2785, 78-18162 .26:2876, 78-18185 
:421, 78-18153 .26:2877, 78-9444 
:422, 78-5150 .26:2880, 78-9445 
:423, 78-24220 NAS .26:2881, 78-13957 


.26:2786, 78-18163 
.26:2787, 78-9430 
.26:2788, 78-18164 
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:2882, 78-13958 NAS 1.30:974, 78-21847 NAS 1.60:1002, 78-18255 
:2883, 78-13959 NAS 1.37:75-02, 78-18231 NAS 1.60:1003, 78-24231 
:2884, 78-13960 NAS 1.37:75-03, 78-18232 NAS 1.60:1005, 78-15771 
:2885, 78-18186 NAS 1.40:(v.nos.&nos.), 78-3615 NAS 1.60:1007, 78-18256 
:2886, 78-18187 NAS 1.43:Se 1/2, 78-21848 NAS 1.60:1008, 78-13963 
:2887, 78-9446 NAS 1.43:V 69/info., 78-24223 NAS 1.60:1009, 78-18257 
:2888, 78-18188 NAS 1.43:V 69/sh.1-11, 78-24223 NAS 1.60:1010, 78-9459 

:2889, 78-18189 NAS 1.43/5:1, 78-24224 NAS 1.60:1011, 78-18258 
:2890, 78-18190 NAS 1.44:(v.nos.&nos.), 78-3616 NAS 1.60:1013, 78-18259 
:2891, 78-9447 NAS 1.46:(v.nos.&nos.), 78-3617 NAS 1.60:1014, 78-18260 
:2892, 78-9448 NAS 1.48:(date/nos.), 78-3618 NAS 1.60:1015, 78-7523 

72893, 78-18191 NAS 1.48/2:(date/nos.), 78-3619 NAS 1.60:1017, 78-9460 

:2894, 78-18192 NAS 1.49:(v.nos.&nos.), 78-3620 NAS 1.60:1018, 78-15772 
:2896, 78-18193 NAS 1.50:Sh 9/2, 78-9450 NAS 1.60:1019, 78-18261 
:2897, 78-18194 NAS 1.52:976, 78-18233 NAS 1.60:1020, 78-13964 
72898, 78-18195 NAS 1.53:OSS-1-77, 78-9451 NAS 1.60:1021, 78-18262 
:2899, 78-18196 NAS 1.53:OSS-2-77, 78-13962 NAS 1.60:1023, 78-13965 
:2901, 78-18197 NAS 1.53:OSS-3, 78-18234 NAS 1.60:1024, 78-26358 
:2902, 78-18198 NAS 1.55:001/pt.1-2, 78-18235 NAS 1.60:1026, 78-18263 
:2903, 78-18199 NAS 1.55:002, 78-24225 NAS 1.60:1027, 78-26359 
:2904, 78-7519 NAS 1.55:003, 78-24226 | NAS 1.60:1031, 78-18264 
:2905, 78-13961 NAS 1.55:004, 78-9452 NAS 1.60:1033, 78-13966 
:2906, 78-18200 NAS 1.55:005, 78-18236 NAS 1.60:1034, 78-9461 

:2907, 78-18201 NAS 1.55:2001/v.1-4, 78-18237 NAS 1.60:1036, 78-9462 

:2908, 78-9449 NAS 1.55:2003, 78-24227 NAS 1.60:1037, 78-18265 
:2909, 78-18202 NAS 1.55:2004, 78-24228 NAS 1.60:1038, 78-26360 
2910, 78-18203 NAS 1.55:2004/supp., 78-18238 NAS 1.60:1039, 78-18266 
2911, 78-18204 NAS 1.55:2009, 78-18239 NAS 1.60:1040, 78-24232 
l 
l 








:2912, 78-18205 NAS 1.55:2012, 78-18240 NAS 1.60:1041, 78-18267 
:2913, 78-18206 NAS 1.55:2013, 78-24229 NAS 1.60:1042, 78-18268 
:2914, 78-18207 NAS 
9:2915, 78-18208 NAS 
9:2916, 78-18209 NAS 
:2917, 78-26346 
:2919, 78-18210 NAS 
:2920, 78-18211 
:2921, 78-18212 
2922, 78-18213 NAS 
:2923, 78-18214 
:2925, 78-18215 NAS 
:2926, 78-18216 NAS 
:2928, 78-18217 NAS 
:2930, 78-18218 NAS 
72931, 78-18219 NAS 
:2933, 78-18220 NAS 
:2934, 78-18221 NAS 


1.55:2014/v.1-2, 78-7521 NAS 1.60:1043, 78-18269 
1.55:2015, 78-18241 NAS 1.60:1044, 78-18270 
1.55:2018, 78-9453 NAS 1 1045, 78-24233 
1.55:2021, 78-18242 NAS 1.60:1046, 78-18271 
1.55:2025, 78-26357 NAS 1 :1048, 78-18272 
1.56:FA-9, 78-2107 1 71050, 78-15773 
1.57:969-970, 78-18243 1 71052, 78-7524 
1.57:971-973, 78-18244 | :1053, 78-15774 
1.57:974-975, 78-18245 l :1054, 78-18273 
1.58:972/v.1, 78-18246 l :1055, 78-18274 
1.58:972/v.2, 78-18246 | :1056, 78-18275 
1.58:972/v.2/errata, 78-18246 1 :1057, 78-15775 
1.58:973/v.1, 78-18247 l :1058, 78-18276 
1.58:973/v.2, 78-18247 1 :1060, 78-15776 
1.58:974/pt.1/sec.1, 78-18248 1 :1061, 78-15777 
1.58:974/pt.1/sec.2, 78-18248 NAS 1 :1062, 78-9463 
72935, 78-18222 NAS 1.58:975/pt.1, 78-18249 l :1063, 78-18277 
2937, 78-18223 NAS 1.58:975/pt.2, 78-18249 NAS 1 71064, 78-18278 
2938, 78-18224 NAS 1.58:977/pt.1, 78-18250 I 1.60:1065, 78-18279 
:2939, 78-18225 NAS 1.58:977/pt.2, 78-18250 NAS 1 :1066, 78-18280 
:2941, 78-18226 NAS 1.59:Am 3, 78-11787 l :1067, 78-13967 
:2942, 78-18227 NAS 1.59:G 54, 78-11788 NAS 1 1068, 78-i18281 
72943, 78-18228 NAS 1.59:J) 51, 78-11789 NAS 1 :1069, 78-26361 
:2944, 78-26347 NAS 1.59:K 38, 78-11790 l :1070, 78-15778 
:2946, 78-26348 NAS 1.59:L 26, 78-9454 NAS 1 :1071, 78-18282 
72949, 78-26349 NAS 1.59:L 37, 78-9455 NAS 1 :1072, 78-26362 
26:2951, 78-26350 NAS 1.59:L 58, 78-11791 NAS 1 :1073, 78-18283 
2952, 78-18229 NAS 1.59:M 33, 78-11792 NAS 1 :1076, 78-26363 
:2953, 78-18230 NAS 1.59:M 35, 78-18251 NAS 1 :1078, 78-18284 
12955, 78-26351 NAS 1.59:Or 1, 78-24230 NAS 1 :1079, 78-15779 
2956, 78-26352 NAS 1.59:R 22, 78-9456 l ‘1081, 78-18285 
:2968, 78-26353 NAS 1.59:Se 8, 78-9457 NAS 1 1082, 78-15780 
:2969, 78-26354 NAS 1.59:Sh 9, 78-7522 NAS 1 71084, 78-9464 
.26:2976, 78-26355 NAS 1.59:Sh 9/3, 78-15770 1 :1086, 78-18286 
.26:2977, 78-26356 NAS 1.59:So 8, 78-18252 NAS 1 :1088, 78-18287 
.26:134906, 78-7520 NAS 1.59:V 69, 78-9458 NAS 1 :1090, 78-15781 
.29/3:(v.nos.&nos.), 78-3614 NAS 1.59:W 15, 78-18253 NAS 1.60:1093, 78-18288 
30:973, 78-21847 NAS 1.60:1001, 78-18254 NAS 1.60:1094, 78-18289 
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NAS 
NAS 
NAS 
NAS 
NAS 
NAS 
NAS 
NAS 
NAS 


1.60:1095, 
1.60:1097, 
1.60:1098, 
1.60:1099, 


71168, 
71169, 
:1170, 
:1171, 
ay 2 
04175, 
71174, 
1179, 


78-18290 
78-15782 
78-18291 
78-18292 
78-26364 
78-26365 
78-24234 
78-24235 
78-18293 
78-18294 
78-18295 
78-18296 
78-18297 
78-18298 
78-26366 
78-18299 
78-26367 
78-18300 
78-18301 
78-18302 
78-26368 
78-26369 
78-26370 
78-18303 
78-18304 
78-18305 
78-18306 
78-15783 
78-15784 
78-18307 
78-18308 
78-26371 
78-15785 
78-26372 
78-18309 
78-26373 
78-26374 
78-26375 
78-26376 
78-26377 
78-26378 
78-18310 
78-18311 
78-26379 
78-24236 
78-18312 
78-18313 
78-24237 
78-18314 
78-26380 
78-26381 
78-24238 
78-26382 
78-26383 
78-26384 
78-26385 
78-26386 
78-18315 
78-24239 
78-26387 
78-26388 
78-26389 
78-24240 
78-26390 
78-2639 1 
78-26392 
78-26393 
78-26394 





December 1978 


NAS 1.60:1180, 78-26395 
NAS 1.60:1182, 78-26396 
NAS 1.60:1183, 78-26397 
NAS 1.60:1186, 78-26398 
NAS 1.60:1189, 78-26399 
NAS 1.60:1190, 78-26400 
NAS 1.60:1192, 78-26401 
NAS 1.60:1194, 78-26402 
NAS 1.60:1195, 78-26403 
NAS 1.60:1196, 78-26404 
NAS 1.60:1197, 78-26405 
NAS 1.60:1199, 78-26406 
NAS 1.60:1200, 78-26407 
NAS 1.60:1201, 78-26408 
NAS 1.60:1203, 78-26409 
NAS 1.60:1204, 78-26410 
NAS 1.60:1205, 78-26411 
NAS 1.60:1212, 78-26412 
NAS 1.60:1227, 78-26413 
NAS 1.60:1240, 78-26414 
NAS 1.61:1003, 78-11793 
NAS 1.61:1008, 78-5164 
NAS 1.61:1010, 78-13968 
NC 2.2:P 69/4, 78-18316 
NC 2.2:Sh 7, 78-26415 
NC 2.11:(date/nos.), 78-3621 
NCU 1.1/2:974, 78-21849 
NCU 1.1/2:975, 78-18317 
NCU 1.1/2:976, 78-21850 
NCU 1.1/3:976, 78-18318 
NCU 1.2:Ac 2/2, 78-21851 
NCU 1.2:B 99/970/ch.5, 78-24241 

1 

1 

1 

1 


eee 


_ 


NCU 1.2:F 31/976, 78-26416 
NCU 1.2:F 31/977, 78-21852 
NCU 1.2:F 96/978, 78-18319 
NCU 1.2:Or 3, 78-21853 
NCU 1.2:Su 7, 78-7525 


NCU 1.3/2:(v.nos.&nos.) & nos.), 78- 


3622 
NCU 1.6:R 86/ch.(nos.), 78-3623 
NCU 1.6:R 86/rep.-2, 78-18320 
NCU 1.6:R 86/rep.3, 78-24242 
NCU 1.8:Ac 2/975-2, 78-18321 
NCU 1.8:Em 3/973, 78-7526 
NCU 1.8:St 2/2, 78-24243 
NCU 1.8/2:978, 78-24244 
NCU 1.9:(v.nos.&nos.), 78-3624 
NCU 1.11:1, 78-18322 
NF 2.2:D 46/2/966-76, 78-2108 
NF 2.2:D 75, 78-7527 
NF 2.2:F 31/975-76, 78-24245 
NF 2.2:M 97/4, 78-24246 
NF 2.2:N 31, 78-2109 
NF 2.8:Ar 2/2/978, 78-13969 
NF 2.8:Ar 2/2/979, 78-18323 
NF 2.8:Ar 7/2/978, 78-11794 
NF 2.8:D 19/2 s/975, 78-18324 
NF 2.8:D 19/2/979, 78-11795 
NF 2.8:D 19/3/978, 78-747 
NF 2.8:D 19/3/979, 78-9465 
NF 2.8:D 19/4, 78-9466 
NF 2.8:Ex 7/980, 78-18325 
NF 2.8:F 31, 78-11796 
NF 2.8:F 71, 78-13970 
NF 2.8:F 71/979, 78-24247 
NF 2.8:L 71/2/977, 78-13971 
NF 2.8:L 71/2/979-80, 78-18326 
NF 2.8:M 46/978, 78-13972 
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NF 2.8:M 46/979, 78-18327 
NF 2.8:M 97/2/979, 78-18328 
NF 2.8:M 97/3/979, 78-24248 
NF 2.8:M 97/4/978, 78-11797 
NF 2.8:M 97/979, 78-9467 

NF 2.8:Op 2/978, 78-13973 

NF 2.8:T 34/2/979, 78-9468 
NF 2.8:V 82/2/979, 78-18329 
NF 2.8:W 89/978, 78-13974 
NF 2.8:W 89/979, 78-18330 
NF 2.9:(nos.), 78-3625 

NF 2.10:M 31, 78-9469 

NF 3/1:976, 78-18331 

NF 3.2:Ed 8/977-78, 78-15786 
NF 3.2:F 77/3, 78-7528 

NF 3.2:F 77/4, 78-7529 

NF 3.2:P 94/2/977-78, 78-18332 
NF 3.10:(v.nos.&nos.), 78-3626 
NMB 1.1:975, 78-13975 


{| NMB 1.1:976, 78-18333 


NMB 1.2:In 8/961-76, 78-15787 
NMB 1.7:187, 78-15788 
NMB 31.7:187/supp., 78-15789 
1.1:977, 78-24249 
1.2:Ar2, 78-2110 
1.2:Aw 1/5/977, 78-18334 
1.2:Aw 1/6/973, 78-18335 
1.2:Aw 1/6/976, 78-24250 
1.2:Aw 1/7/976, 78-24251 
78-7530 
78-24252 
78-24253 
78-15790 
78-26417 
1.2, 78-748 
78-15791 
78-749 
78-2111 
.2:Ec 7/3/map, 78-2111 
.2:Ed 8/11/977, 78-18336 
.2:Ed 8/13/v.1, 78-21854 
.2:2d 8/13/v.2, 78-26418 
.2:Ed 8/13/v.3, 78-24254 
.2:Ed 8/14, 78-24255 
.2:Ed 8/15, 78-18337 
78-9470 
.2:F 31/3, 78-15792 
.2:F 33/8, 78-15793 
.2:F 73/2, 78-7531 
78-15794 
.2:G 28, 78-15795 
.2:G 75/5, 78-15796 
.2:G 76/5, 78-18338 
.2:In 2/3/976, 78-13976 
.2:In 8/2/972, 78-24256 
78-15797 
78-15798 
78-15799 
78-15800 
78-750 
78-15801 
78-18339 
78-24257 
78-15802 
78-15803 
78-9471 
78-18340 
78-9472 


Page I-2877 





NS 1 
NS 1 
NS 
NS 


1 
l 
1 
1 
1 
l 
1 
l 
1 
1 
1 
1 
1 
1 
l 
1 
1 
1 
1 
1 
l 
1 
1 
1 
1 
1 
1 
1 
1 
1 
l 
1 
1 
1 


1.20/2:SE 77-20 G, 21 G, 22 G, 


.2:T 22/13, 
.2:T 22/16, 
.2:Un 2/2, 
.2:W 72/3, 


.3:(v.nos.&nos. ), 


.2:R 31/28, 
.2:R 31/29, 78-15804 

.2:R 31/30, 78-15805 

.2:R 31/31/985, 78-15806 
.2:R 31/32, 78-18341 

.2:R 31/32/977-2, 78-24259 
.2:R 31/33/v.1-6, 78-7532 
.2:Se 6, 78-15807 

.2:S0 4/16, 78-24260 
.2:So 8/3, 78-21855 

.2:St 9/976, 78-13977 
78-18342 

.2:T 22/13/summ., 78-18343 
78-15808 
78-751 
78-13978 
78-15809 
78-7533 
78-2112 
78-3627 
78-3628 
78-15810 
78-24261 
78-18344 
.11/2:30, 78-18345 
.11/2:32, 78-24262 

.13:P 96/976, 78-18346 
.13:P: 96/978, 78-18347 
.18:26, 78-24263 

.20:D 26, 78-21856 
.20:Ev 1, 78-18348 

.20:F 51, 78-752 

.20:G 76/2/(date), 78-3629 
.20:P 94/3, 78-24264 
.20:P 94/978, 78-7534 
.20/2:E-73-U-2, 78-21857 


78-24258 


.2:T 23/4, 
.2:V 88, 

.2:W 72/4, 
.3/3:(v.nos.&nos. ), 
.10/4:976, 


.10/4:977, 
.11/2:29, 


78- 


24265 


t 
mAAt tA tA CAL t At 
AMARA RDRARRARAARGAAAGN 4 
- a ee ee eo 


Page 


.31:H 61, 
.31:In 2/7, 
.31:Un 3/975, 
.34:(date), 
.35:(date/nos.), 
.37:1/3, 


.22:D 65/975, 
.22:F 96/2/974, 
.22:F 96/969-77, 
.22:F 96/969-78, 
.22:G 75/2/975, 
.22:In 2/975, 
.22:M 31/976, 78-13981 
.22:Sci 2/4/975, 78-13982 
.22:Sci 2/5/974/pt.3, 78-26419 
.22:Sci 2/6/974, 78-13983 
.26:(v.nos.&nos.), 78-3630 
.28:77-1, 78-15812 
.28:77-147, 78-18352 
.28:77-450, 78-13984 
.28:78-1, 78-26420 
.29:(v.nos.&nos.), 78-3631 
.30/2:975, 78-13985 

.31:Ac 1/5/976, 78-9473 
.31:Ac 1/7, 78-9474 

.31:D 36/977, 78-9475 

.31:D 65/973-75, 78-9476 
.31:G 75/6, 78-9477 

.31:G 75/7, 78-26421 

.31:G 75/8, 78-24266 
78-26422 

78-9478 

78-9479 
78-3632 

78-3633 
78-24267 


78-18349 
78-13979 
78-18350 
78-13980 
78-18351 
78-15811 
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NS 1.37:2/1, 
NS 1.37:2/2, 
NS 1.37:2/4, 
NS 1.37:2/5, 78-26423 
NS 1.38:39, 78-2113 
NS 1.38:39 maps, 78-2113 
l 
1 


78-24268 
78-24269 
78-24270 


NS 1.38:40, 78-26424 
NS 1.38:41, 78-13986 
NS 1.38:42/pt.1-2, 78-21858 
1.39:977, 78-26425 
.2:Aw 1/974, 78-18353 
.8:P 94/977-78, 78-18354 
.12:974/micro., 78-24271 
1.2:C 83/977, 78-7535 
1.2:C 83/978, 78-13987 
1.9:(v.nos.&nos.), 78-3635 
1.1:977, 78-24272 
.2:D 71, 78-18355 
.2:M 31/2, 78-24273 
.2:M 46, 78-5165 
.2:St 2/10, 78-2114 
.3:(v.nos.&nos.), 78-3636 
.10/4:978, 78-13988 
.10/5:(date/nos.), 78-3637 
.10/8:977-2, 78-7536 
-10/8:978, 78-7537 
.12/5:(issue nos.), 78-3638 
.12/5:chap.6/970-73, 78-24274 
.12/6:(date/trans.nos.), 78-3639 
.12/7:trans.1, 78-24275 
.12/Sa:trans.(nos.), 78-3640 
.26/3:(date/nos.), 78-3641 
.27:B 15, 78-21859 
.29/2:(date/nos.), 78-3642 
.31/4:P 84/978, 78-26426 
.31/6:13, 78-18356 
.31/6:24, 78-26427 
.31/6:63, 78-26428 
.43:(v.nos.&nos.), 78-3643 
Pr 36.8:M52/M56/(nos.), 78-3644 
Pr 36.8:P 56/F 11/2/974, 78-15813 
Pr 36.8:W 58/F 33/977-78, 78-18358 
Pr 37.8:Ex 7/M 56, 78-7538 
Pr 37.8:Ex 7/M 56/2, 78-13989 
Pr 37.8:Ex 7/P 94, 78-15814 
Pr 37.8:P 56/2/N 47/(date), 78-3645 
Pr 37.8:P 56/2/R 31/2/(series no.&no.), 
78-3646 
Pr 37.8:P 56/2/Un 2, 
Pr 37.8:P 94/Em 7, 
Pr 37.8:P 94/F 73/3, 
Pr 37.8:P 94/L 11, 
Pr 37.8:P 94/L 11/2, 
Pr 37.8:P 94/P 94/6, 
Pr 37.8:P 94/P 94/7, 
Pr 37.8:P 94/P 94/9, 
Pr 37.8:P 94/P 95/8, 
Pr 37.8:P 94/P 96, 
Pr 37.8:R 26/En 8, 78-11800 
Pr 38.2:Ai 7, 78-13991 
Pr 38.8:R 25/R 29, 78-11801 
Pr 39.8:M 52/R 29/v.1-4, 78-15821 
Pr 39.9:978, 78-24276 
Pr 39.10:977, 78-18359 
Pr 39.11:976, 78-21860 
PrEx 1.10:Ac 2, 78-15822 
PrEx 1.10:B 27, 78-15823 
PrEx 1.10:C 73, 78-7539 


TUVUVUVVVUVVUVVUUU UU UU UU UU 


78-753 
78-11798 
78-15815 
78-15816 
78-15817 
78-15818 
78-15819 
78-11799 
78-15820 
78-13990 
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PrEx 1 
PrEx 1 
PrEx 1 
PrEx 1 
PrEx 1 
PrEx 1 
PrEx 1. 
PrEx 1 
PrEx 1 
PrEx 1 
PrEx 1 
PrEx | 
PrEx 1 
PrEx 1 
PrEx 1 


-10:J 57/978, 
10:L $3, 


.10:D 63/2/977, 
.10:Em 7/4, 
-10:F 11, 
.10:H 61, 


78-211 


10:M 52/2, 


.10:P 96/977-2, 
.10/3-2:( v.nos.&nos. ), 
.10/4-2:( date ), 
.10/8:D 63, 
.10/8:H 35, 
.10/8:H 53/977, 
.10/8:P 39, 
.10/8:W 89/2/977, 
PrEx 2.2:Ou 8/978, 
PrEx 2.2:P 43/v.1-3, 
PrEx 2.6/2:G 76, 
PrEx 2.8:979, 
PrEx 2.8:979/app., 
PrEx 2.8/2:979, 
PrEx 2.8/5:979, 


78-1 
78-1 


78-15 


PrEx 2.9:(v.nos.&nos. ), 


PrEx 2. 


PrEx 2.20:(date ), 
PrEx 2.20:977, 
2.20:977-2, 
PrEx 2.20:978, 


PrEx 


PrEx 3. 
PrEx 3. 
PrEx 3. 
PrEx 3. 
PrEx 3 
PrEx 

PrEx 

PrEx 3. 
PrEx 3. 
PrEx 3. 
PrEx 3. 
PrEx 3. 
PrEx 3. 
PrEx 3. 
PrEx 3. 
PrEx 3. 
PrEx 3. 
PrEx 3. 
PrEx 3. 
PrEx 3. 
PrEx 3. 
PrEx 3. 
PrEx 3. 
PrEx 3. 
PrEx 3. 
PrEx 3. 
PrEx 3. 
PrEx 3. 
PrEx 3. 
PrEx 3. 
PrEx 3. 
PrEx 3. 
PrEx 3 
PrEx 3. 
PrEx 3. 
PrEx 3. 
PrEx 3. 
PrEx 3. 
PrEx 3. 
PrEx 3. 


.10:P 81, 
.10/4:G 81, 
.10/4:L 53, 


11:(nos.), 


10:In 2, 
10:N 21/977, 

10:N 21/977-2, 
10:01 5/976-4, 


78-1 


10/4:M 85/2, 
10/4:P 75/2, 
10/4:So 5, 
10/5:77-10011, 
10/5:77-10296, 
10/5:77-10425, 
10/5:77-10468, 
10/5:77-10477, 
10/5:77-10486, 
10/5:77-10537, 
10/5:77-10606, 
10/5:77-10674, 
10/5:77-10678, 
10/5:77-10704, 
10/5:77-10738, 
10/5:77-10769, 
11:CR 77-12059, 
11:CR 77-13125, 
11:CR 77-13212, 
11:CR 77-13213, 
11:CR 77-14473, 
11:CR 77-14798, 
11:CR 77-15208, 
11:CR 77-15211, 
11:CR 77-15751, 


.L1:CR 77-15883, 


11:CR 77-16679, 
11:CR 78-10114, 
11:CR 78-10122, 
11:CR 78-10194, 
11:CR 78-10278, 
11:CR 78-11373, 
11:CR 78-11398, 


78- 
78-11804 


78-7540 
78-13992 


5 


78-11802 
78-18360 
78-754 
78-15824 
78-15825 


1803 
8361 
78-755 


78-7541 


78-7542 
7543 


826 


78-24277 
78-24278 
78-18357 
78-18362 


78-3650 


78-3651 

78-3652 
78-9480 

78-9480 
78-24279 
78-15827 
78-13993 


78-13993 


78-18363 
78-21861 


5828 


78-18364 
78-18365 

78-26429 

78-21862 


78-13994 
78-13995 
78-13996 
78-13997 
78-13998 
78-13999 
78-24280 
78-14000 
78-14001 
78-14002 
78-14003 
78-14004 
78-14005 
78-24281 
78-7544 
78-21863 
78-18366 
78-14006 
78-15829 
78-11805 
78-15830 
78-18367 
78-15831 
78-21864 
78-15832 
78-18368 
78-21865 
78-15833 
78-26430 
78-18369 





78-3648 
78-3649 


December 1978 


PrEx 3.11:CR 78-1 1599, 78-26431 
PrEx 3.1 1/2:(nos.), 78-3653 

PrEx 4.6/8:chap.6, 78-15834 

PrEx 7.2:R 31, 78-15835 

PrEx 7.12:(nos. ), 78-3654 

PrEx 10.2:F 73/3, 78-7545 

PrEx 10.2:R 31/973, 78-7546 
PrEx 10.23:6/27 4/Spanish, 78-21866 
PrEx 14.1:977, 78-1 1806 

PrEx 14.2:M 66, 78-948] 

PrEx 14.2:0i 5/3, 78-2116 

PrEx 14.2:So 4, 78-18370 

PrEx 14.9:(v.nos.&nos. ). 78-3655 
PrEx 14.10:(v.nos.&nos. ), 78-3656 
PrEx 17.8:F 73/p.c.g., 78-7547 
PrEx 17.8:F 73/t.g., 78-7548 

PrEx 18.2:P 76/975, 78-21867 
PrEx 18.2:T 23/2, 78-7549 

PrEx 18.8:R 11/(date), 78-3657 


-2:T 67/6, 78-18378 S 1.106:C 24/6, 
.2:V 82/2/976, 78-24286 S 1.106:C 24/7, 
-2:V 82/2/978, 78-1584] S 1.106:C 24/8, 


78-5171 
78-5172 
78-15849 
78-18387 
78-18388 
78-9493 
78-5173 
78-15850 
78-759 
78-7553 
78-760 
78-9494 
78-18389 
78-15851 
78-18390 
78-5174 
78-18391 
78-9495 


.2:W 84, 78-2117 S 1.106:C 24/1 i 
.2:W 84/2, 78-18379 S 1.106:C 24/12, 
-3:(v.nos.&nos. ), 78-3662 S 1.106:C 46/3, 
.3/a:B 96, 78-9487 S 1.106:C 46/4, 
.3/a:D 63/2, 78-15842 S 1.106:C 46/5, 
3/a:Ec 7, 78-15843 S 1.106:C 78/2, 
3/a:H 88, 78-9488 S 1.106:C 78/3, 
.3/a:N 88, 78-15844 S 1.106:D 85, 
-3/a:V 67, 78-15845 S 1.106:D 87, 
-7/2:977, 78-24287 S 
.8:(date/nos. ), 
-8/2:(date/nos. ), 
.21:977, 
.21:977-2. 
.21:977-2/errata, 78-14010 
78-14011 


1.106:G 41, 
78-3663 > 1.106:G 56, 

78-3664 106:G 82, 
78-14009 





i 
1.106:H 11/5, 


1.106:H 69/2, 


PrEx 20.2:L 46, 
PrEx 21.10:Si 5/1 
PrEx 22.2:Au 8/9 
PrEx 22.2:L 97, 


22.2:St 3/2, 


78-14007 

3, 78-9482 

71-76, 78-756 

78-7550 

78-15836 
78-757 


22.9:9, 78-26432 


22.9:9/errata, 


78-26432 


22.9:10, 78-26433 
22.9:12, 78-26434 
22.9:13, 78-26435 
22.9:14, 78-26436 


RnB 1.1:977, 


-1:975/supp. 
-1:976/supp. 


78-18371 
RnB 1.6/2:(date), 


78-3659 
» 78-18372 
» 78-18373 


-1:977, 78-24282 


.2:B 43/2/977, 
.2:C 73/973, 
.2:C 73/974, 


.2:H 62, 


78-26437 
78-18374 
78-18374 


78-26438 


.2:M 46/976, 78-26439 


.2:R 31/4, 


-6/2:H 34/973, 
.6/2:H 34/978, 


-7/3:(date/nc 
.13:(date/no 
.15:970-71, 
-15:972-73, 


78-18375 
78-21868 
78-24283 
S.), 78-3660 
S.), 78-3661 
78-21869 
78-21870 


°949/v.5, 78-9483 


: :949/v.5/errata, 
'949/v.8, 78-26440 
78-9484 


:950/v.3, 


78-9483 


-1:950/v.5, 78-21871 


-1:951/v.6/pt.1 
951 /v.6/pt.1 


-1:951/v.6/pt.2, 78-1539 


-1/4:975, 78- 
-1/4:976, 78- 
-1/5:976, 78- 
2:8 85, 78.3 
.2:C 83/2/978- 
-2:D 62/13, 
-2:En 5, 78-2 
.2:F 76 s/11, 


» 78-15837 
/erraia, 78-15838 


24284 

24284 

18377 

5840 

79, 78-21872 


78-21873 


1874 
78-9485 


.2:P 26/29/978, 78-9486 


.2:P 96/12/v.] ‘i 


78-24285 


78-21875 
78-14008 








78-26441 
78-3665 
78-3666 

78-15846 

78-21876 


25/2:(date), 
.25/4:(date), 
.26:109, 
.26:110, 
.26:112, 78-758 
.26:114, 78-5166 
.27/2:(date/nos. ), 
-30/2:(date/nos. ), 
.33:P 19, 78-9489 
.40:Ar 5/976, 78-21877 
-40/2:D 62/975, 78-21878 
-40/2:O0f 2/(date/nos.), 
.40/2:P 96/2/978, 
-69:128/13, 
-69:155/2, 
.69:160, 
-69:163, 
-70:37/3, 
-70:125, 
-70:127, 
-70:129, 
-70:132, 
.70:133, 
.70:134, 
-71:200/3, 
.71:304, 
-71:306, 
-71:307, 
4173712. 
-71/3:14, 
.71/4:9, 
-71/4:13, 
-71/4:15, 78-5170 
.71/4:16, 78-9492 
-101/10:973/v.2, 78-21886 
.101/10:976, 78-21887 
-101/11:INR X-7, 78-21888 
-101/11:XR/RECS-7, 78-21889 
101/11 1:XR/RECS-15, 
-101/12:INR RS-20, 
-101/12:RECS-10, 
.106:At 4/2, 
.106:B 88/2, 
.106:B 88/3, 
.106:C 24, 
-106:C 24/2, 
.106:C 24/3, 
1.106:C 24/4, 


78-3667 
78-3668 


78-21879 
78-24288 
78-21880 
78-5167 
78-7551 
78-9490 
78-24289 
78-18380 
78-26442 
78-15847 
78-26443 
78-18381 
78-949] 
78-5168 
78-21881 
78-21882 
78-21883 
78-21884 
78-5169 
78-21885 


78-21891 
78-21892 
78-18382 
78-7552 
78-15848 
78-18383 
78-18384 
78-18385 
78-18386 


Do not order from index; see indicated entry 





78-3669 








78-21890 





S 
S 
S 
78-14010 S 1.106:H 69, 
S 
S 
S 


S 
S 
S 
S 
S 
S 
S 
S 


S 
S 
S 
S 
S 
S 
S 
S 
S 
S 
S 
S 
S 
S 
S 
S 
S 


1.106:K 14, 
1.106:K 15/2, 
1.106:K 64/40, 
1.106:K 64/41, 
1.106:K 64/42, 
1.106:K 64/45, 
1.106:K 64/57, 
1.106:K 64/58, 
1.106:K 64/59, 
1.106:K 64/60, 
1.106:K 64/61, 
1.106:K 64/62, 
1.106:L 14, 
1.106:L 14/2, 
1.106:L 14/4, 
1.106:L 14/5, 
1.106:L 64, 
1.106:L 64/2, 
1.106:L 96, 
1.106:M 45, 
1.106:M 57, 
1.106:M 66, 
1.106:N 47, 
1.106:R 27, 
1.106:T 56/2, 
1.106:T 56/3, 
1.106:T 69, 
.106:V 28, 
.106:V 28/2, 
.106:V 28/3, 
.106:V 28/4, 
-106:V 28/5, 
.106:V 28/6, 
.106:V 28/12, 
.106:V 28/15, 
-106:V 28/16, 


-106:V 28/1 6/rev.., 


-106:V 28/17, 
.106:V 28/18, 
.106:V 28/19, 
.106:V 28/20, 
.106:V 28/21, 
-106:V 28/22, 

106:V 28/24, 
.106:V 28/26, 
.106:V 28/27, 
-106:V 28/28, 
.106:V 28/29, 
1.106:V 28/30, 
1.106:V 28/31, 


78-15852 


78-18392 
78-18393 
78-18394 
78-18376 
78-18395 
78-18396 
78-18397 
78-18398 
78-18399 
78-18400 
78-1840] 


78-5175 


78-7554 
78-15853 
78-24290 


78-2118 


78-5176 


78-18402 
78-14012 
78-15854 
78-7555 
78-18403 
78-18404 


78-14013 
78-18405 


78-18406 
78-18407 


78-18408 
78-18409 
78-761 
78-18410 
78-18411 
78-762 
78-5177 
78-5178 
78-15855 
78-7556 
78-15856 
78-9496 
78-15857 
78-9497 
78-9498 
78-2429] 
78-18412 
78-18413 
78-21893 
78-18414 
78-18415 
78-21894 
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.106:V 28/32, 78-21895 
.106:W 24, 78-9499 
.114/2:Ar 1/v.3, 78-21896 
.114/2:F 88/2/instructor, 
.114/2:F 88/2/student, 
.114/2:F 88/976/units 13-24, 
.114/3:C 73/978, 78-21897 
.114/3:F 16/978, 78-15858 
.114/3:F 76/2, 78-15859 
.114/3:Sch 6, 78-7557 
.114/3:T 27, 78-14014 
.116:59, 78-21898 
.118:(nos.), 78-3670 
.119/2:W 89, 78-26444 
.119/2:W 89/978, 78-21899 
.119/3:25/2, 78-26445 
.119/3:64/2, 78-26446 
1.119/3:163, 78-26447 
1.119/4:(nos.), 78-3671 
1.123:(CT), 78-3672 
1.123:An 2/977, 78-21900 
1.123:Ar 3/977, 78-7558 
1.123:Au 7/2/977, 78-11807 
1.123:B 14/977, 78-11808 
1.123:B 41/978, 78-14015 
1.123:B 43, 78-7559 
1.123:B 45/978, 78-26448 
1.123:B 65/977, 78-26449 
1.123:B 73/977, 78-9500 
1.123:B 87/978, 78-14016 
1.123:C 14/2/978, 78-21901 
1.123:C 33 af/978, 78-2!902 
1.123:C 34/977, 78-21903 
1.123:C 43/977, 78-7560 
1.123:C 71/977, 78-9501 
1.123:C 89/978, 78-14017 
1.123:F 84/977, 78-9502 
1.123:G 31/2/977, 78-7561 
1.123:G 31/977, 78-7562 
1.123:G 34/978, 78-21904 
1.123:G 86/977, 78-9503 
1.123:H 12/977, 78-7563 
1.123:H 75/978, 78-21905 
1.123:H 89/978, 78-21906 
1.123:In 2/2/978, 78-21907 
1.123:In 2/978, 78-24292 
1.123:It 1/977, 78-9504 
1.123:J 27/978, 78-21908 
1.123:J 76/977, 78-7564 
1.123:K 96/977, 78-21909 
1.123:L 49/977, 78-7565 
1.123:L 61/2/977, 78-7566 
1.123:L 97/978, 78-21910 
1.123:M 26, 78-21911 
1.123:M 57/977, 78-11809 
1.123:M 74/2/977, 78-7567 
1.123:N 38/2/978, 78-21912 
1.123:N 42 2/978, 78-14018 
1.123:N 56/2/977, 78-9505 
1.123:N 83/978, 78-26450 
1.123:P 19/2/977, 78-11810 
1.123:P 19/977, 78-9506 
1.123:P 19/978, 78-21913 
1.123:P 43/977, 78-21914 
1.123:P 75/977, 78-11811 
1.123:R 66/978, 78-14019 
1.123:R 94/977, 78-9507 
1.123:Sa 8/978, 78-14020 
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78-18416 
78-763 


78-764 





Classification Number Index 


~” 


.123:Se 9/978, 78-21915 
.123:Si 1/978, 78-24293 
.123:So 8 af/977, 78-7568 
.123:So 8 v/974, 78-21916 
.123:Sp 1/977, 78-21917 
.123:Su 2/977, 78-9508 
.123:Sw 2/977, 78-14021 
.123:Sw 6/978, 78-21918 
.123:T 32/978, 78-14022 
.123:T 57/978, 78-21919 
.123:T 61/977, 78-11812 
.123:T 73/977, 78-9509 
.123:Ug 1/978, 78-24294 
.123:Un 33/978, 78-24295 
.123:Un 34 a/2/977, 78-24296 
.123:Un 34 k/977, 78-11813 
.123:Ur 8/978, 78-21920 
.123:Y 3/977, 78-7569 
.123:Y 9/978, 78-14023 
.123:Z 1/2/978, 78-24297 
.123/2:978, 78-21921 
.125:(v.nos.&nos.), 78-3673 
.126:(date/nos.), 78-3674 
.126/2:Af 8/2, 78-26451 
.127:G 34, 78-26452 
.127:H 75, 78-26453 
.128:(date), 78-3675 
.129:23, 78-24298 
.129:26, 78-18417 
.129:27, 78-21922 
.129:30, 78-5179 
.129:32, 78-18418 
.129:34, 78-21923 
.129:35, 78-18419 
.129:37, 78-5180 
.129:38, 78-5181 

129:39, 78-21924 
.129:41, 78-15860 
.129:42, 78-21925 
.129:43, 78-21926 
.130/2:In 8/973, 78-26454 
.130/2:L 41/973, 78-26455 
.130/2:N 81 p/973, 78-21927 
.130/2:0c 2/973, 78-26456 
.130/2:Sci 2/973, 78-26457 
.130/2:Se 1/973, 78-24299 
.130/2:Sh 6/973, 78-26458 
.131:6 C, 78-7570 
.131:7, 78-15861 
.132:976, 78-26459 
.133:An 8, 78-i18420 
.23:W 29, 78-15862 
.56:D 65, 78-7571 
.12/3:976, 78-9510 
.10:(nos.), 78-3676 
.10:7821, 78-21928 
.10:8258, 78-765 
.10:8286, 78-15863 
.10:8303, 78-2119 
.10:8307, 78-766 
°.10:8356, 78-767 
.10:8360, 78-26460 
.10:8375, 78-768 
-10:8378, 78-5182 
.10:8386, 78-769 
.10:8393, 78-2120 
.10:8422, 78-21929 
.10:8428, 78-5183 
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— 
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S 9.10:8441, 
S 9.10:8459, 
S 9.10:8464, 
S 9.10:8482, 
.10:8491, 
.10:8492, 
.10:8493, 
.10:8499, 
-10:8501, 
.10:8502, 
-10:8518, 
.10:8520, 
.10:8524, 
.10:8527, 
.10:8531, 
.10:8536, 
10:8541, 
.10:8544, 
.10:8545, 
.10:8550, 
-10:8551, 
.10:8552, 
.10:8553, 
.10:8554, 
.10:8555, 
-10:8557, 
.10:8561, 
.10:8562, 
.10:8563, 
.10:8564, 
.10:8565, 
.10:8566, 
.10:8567, 
.10:8568, 
.10:8570, 
.10:8571, 
.10:8572, 
.10:8574, 
.10:8575, 
.10:8576, 
-10:8577, 
.10:8578, 
.10:8579, 
.10:8580, 
.10:8581, 
.10:8582, 
.10:8583, 
.10:8584, 
.10:8585, 
.10:8586, 
.10:8587, 
.10:8588, 
.10:8589, 
.10:8590, 
.10:8591, 
.10:8592, 
.10:8593, 
.10:8594, 
.10:8595, 
10:8596, 
.10:8597, 
.10:8598, 
10:8599, 
10:8600, 
10:8601, 
.10:8602, 
10:8603, 
10:8604, 


78-2121 
78-770 
78-771 
78-772 
78-773 
78-774 





$9. 
S 9. 
S 9. 
S 9. 
S 9. 
S 9. 
S$ 9. 
S 9. 
S 9. 
S 9. 
$9. 
$9. 
$9. 
S 9. 
S 9. 
$9. 
S 9. 
$9. 
$9. 
S 9. 


10:8605, 
10:8606, 
10:8607, 
10:8608, 
10:8609, 
10:8610, 
10:8611, 
10:8612, 
10:8613, 
10:8614, 
10:8615, 
10:8616, 
10:8617, 
10:8618, 
10:8619, 
10:8620, 
10:8621, 
10:8622, 
10:8623, 
10:8624, 


.10:8625, 
.10:8626, 
.10:8627, 
.10:8628, 
.10:8629, 
.10:8630, 
.10:8631, 
.10:8632, 
.10:8633, 
.10:8634, 
.10:8635, 
.10:8636, 
.10:8637, 
.10:8638, 
.10:8639, 
.10:8640, 
.10:8641, 
.10:8642, 
.10:8643, 
.10:8644, 
.10:8645, 


S 9. 
S 9. 
$9. 
S 9. 
$9. 
$9. 
S 9. 
S 9. 


10:8646, 
10:8648, 
10:8649, 
10:8650, 
10:8651, 
10:8652, 
10:8653, 
10:8654, 


.10:8655, 
.10:8656, 
.10:8657, 
.10:8658, 
.10:8659, 
-10:8660, 
.10:8661, 
.10:8662, 
.10:8663, 
.10:8664, 
.10:8665, 
.10:8667, 
-10:8668, 
.10:8669, 
.10:8670, 
.10:8671, 
.10:8672, 
.10:8673, 
.10:8674, 


78-2136 
78-5211 
78-5212 
78-5213 
78-5214 
78-2137 
78-5215 
78-5216 
78-2138 
78-5217 
78-2139 
78-2140 
78-15866 
78-2141 
78-5218 
78-5219 
78-2142 
78-2143 
78-2144 
78-2145 
78-7573 
78-2146 
78-5220 
78-2147 
78-2148 
78-7574 
78-2149 
78-2150 
78-5221 
78-2151 
78-2152 
78-9512 
78-5222 
78-7575 
78-7576 
78-5223 
78-7577 
78-9513 
78-5224 
78-7578 
78-5225 
78-7579 
78-9514 
78-9515 
78-7580 
78-7581 
78-7582 
78-7583 
78-5226 
78-9516 
78-7584 
78-7585 
78-15867 
78-7586 
78-7587 
78-7588 
78-7589 
78-7590 
78-7591 
78-15868 
78-9517 
78-7592 
78-7593 
78-7594 
78-7595 
78-7596 
78-7597 
78-11814 





December 1978 


.10:8675, 78-7598 
.10:8676, 78-7599 
.10:8677, 78-7600 
.10:8678, 78-7601 
.10:8679, 78-9518 
.10:8680, 78-7602 
-10:8681, 78-7603 
10:8682, 78-15869 
.10:8683, 78-15870 
.10:8684, 78-7604 
10:8685, 78-7605 
.10:8686, 78-9519 
10:8687, 78-7606 
.10:8688, 78-21930 
.10:8689, 78-11815 
.10:8690, 78-11816 
-10:8691, 78-11817 
-10:8692, 78-21931 
.10:8693, 78-15871 
.10:8694, 78-26462 
.10:8695, 78-11818 
.10:8696, 78-14024 
.10:8697, 78-11819 
.10:8698, 78-11820 
.10:8699, 78-21932 
-10:8700, 78-21933 
.10:8701, 78-15872 
.10:8702, 78-21934 
.10:8702, 78-26463 
.10:8703, 78-15873 
.10:8704, 78-14025 
-10:8705, 78-18421 
.10:8707, 78-15874 
10:8708, 78-21935 
10:8709, 78-15875 
.10:8710, 78-15876 
.10:8711, 78-15877 
-10:8713, 78-15878 
.10:8715, 78-15879 
.10:8716, 78-15880 
.10:8717, 78-15881 
.10:8718, 78-21936 
.10:8720, 78-18422 
.10:8721, 78-15882 
.10:8722, 78-15883 
.10:8723, 78-15884 
.10:8724, 78-15885 
10:8725, 78-26464 
10:8726, 78-15886 
.10:8727, 78-26465 
.10:8728, 78-15887 
.10:8729, 78-21937 
10:8730, 78-21938 
.10:8731, 78-26466 
.10:8732, 78-26467 
.10:8733, 78-21939 
.10:8734, 78-15888 
.10:8736, 78-18423 
.10:8737, 78-18424 
.10:8738, 78-15889 
.10:8739, 78-21941 
.10:8740, 78-26468 
.10:8741, 78-18425 
.10:8742, 78-15890 
.10:8743, 78-18426 
.10:8744, 78-15891 
.10:8745, 78-26469 
.10:8746, 78-18427 
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.10:8747, 
.10:8749, 
.10:8750, 
.10:8751, 
.10:8752, 
.10:8753, 
.10:8754, 
.10:8755, 
.10:8756, 
.10:8757, 
.10:8758, 
.10:8759, 
.10:8760, 
.10:8762, 
.10:8765, 
.10:8766, 
.10:8767, 
.10:8768, 
.10:8769, 
.10:8770, 
.10:8771, 
.10:8772, 
.10:8773, 
.10:8775, 
.10:8777, 
.10:8778, 


10:8779, 
10:8780, 


.10:8781, 
.10:8782, 
.10:8783, 
.10:8784, 
.10:8785, 


10:8786, 
10:8787, 


.10:8788, 
.10:8789, 
.10:8790, 
.10:8791, 
.10:8792, 
.10:8793, 
.10:8794, 
.10:8795, 
.10:8796, 
.10:8798, 
.10:8800, 
.10:8801, 
.10:8804, 
.10:8806, 
.10:8807, 
.10:8808, 
.10:8809, 
.10:8810, 
.10:8811, 
.10:8812, 
.10:8813, 
.10:8814, 
.10:8815, 
.10:8816, 
.10:8817, 
.10:8819, 
.10:8820, 
.10:8821, 
.10:8822, 
.10:8823, 
.10:8825, 
.10:8826, 
.10:8827, 


78-15892 
78-26470 
78-26471 
78-21942 
78-18428 
78-24300 
78-18429 
78-18430 
78-18431 
78-18432 
78-18433 
78-18434 
78-15893 
78-21943 
78-21944 
78-26472 
78-18435 
78-15894 
78-18436 
78-15895 
78-21945 
78-18437 
78-26473 
78-21946 
78-21947 
78-18438 
78-21948 
78-26474 
78-21949 
78-21950 
78-21951 
78-24301 
78-21952 
78-21953 
78-21954 
78-21955 
78-21956 
78-24302 
78-24303 
78-21957 
78-24304 
78-21958 
78-24305 
78-21959 
78-26475 
78-26476 
78-24306 
78-26477 
78-26478 
78-21960 
78-21961 
78-21962 
78-21963 
78-21964 
78-21965 
78-21966 
78-21967 
78-24307 
78-21968 
78-21969 
78-21970 
78-21971 
78-21972 
78-21973 
78-26479 
78-24308 
78-26480 
78-21974 
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S 9.10:8828, 
S 9.10:8830, 
S 9.10:8831, 
S 9.10:8832, 
S 9.10:8834, 
S 9.10:8835, 
S 9.10:8836, 
S 9.10:8839, 
S 9.10:8841, 
S 9.10:8842, 
S 9.10:8843, 
S 9.10:8844, 
S 9.10:8845, 
S 9.10:8846, 
S 9.10:8847, 
S 9.10:8848, 
S 9.10:8850, 
S 9.10:8851, 
S 9.10:8852, 
S 9.10:8853, 
S 9.10:8854, 
S 9.10:8856, 
S 9.10:8857, 
S 9.10:8859, 
S 9.10:8860, 
S 9.10:8861, 
S 9.10:8862, 
S 9.10:8864, 
S 9.10:8869, 
.10:8870, 
.10:8876, 
.10:8879, 
.10:8881, 
.10:8882, 
.10:8890, 
.10:8892, 
.10:8895, 
.10:8896, 
.10:8915, 
.10:8917, 
.10:8920, 
.12:27/pt.1, 
.12:27/pt.2, 
-12:27/pt.3, 
S$ 9.14:978, 7 
18.2:B 43, 
18.2:B 63, 
18.2:C 93, 


18.2:Ed 8, 


18.2:Ec 7/2/976, 
18.2:Ec 7/2/977, 


78-21975 
78-24309 
78-24310 
78-2648 1 
78-26482 
78-24311 
78-26483 
78-26484 
78-26485 
78-26486 
78-26487 
78-26488 
78-26489 
78-26490 
78-2649 1 
78-26492 
78-26493 
78-26494 
78-26495 
78-26497 
78-26498 
78-26499 
78-26500 
78-26501 
78-26502 
78-26503 
78-26504 
78-26505 
78-26506 
78-26507 
78-26508 
78-26509 
78-265 10 
78-26511 
78-265 12 
78-26513 
78-26514 
78-26515 
78-265 16 
78-26517 
78-26518 


78-24312 
78-7607 


78-2651 
8-24313 
78-21976 
78-15896 
78-24314 


78-24315 


9 


78-26520 
78-26521 


Classification Number Index 


S 18.49:B 92/974, 


S 18.49:Et 5/974-75, 


78-5228 
78-5229 


S 18.49:J 22, 78-5230 


S 18.49:M 29/976, 
S 18.49:M 44/975, 


78-5231 
78-5232 


S 18.49:R 66, 78-5233 


S 18.49:Si 1 1, 


78-5234 


S 18.49:So 5/974-75, 78-5235 


S 18.49:Su 2/975, 
S 18.49:T 32/975, 
S 18.49:T 84/975, 


78-5236 
78-5237 
78-5238 


SBA 1.2:C 86/2, 78-792 
SBA 1.2:D 62/2, 78-21980 


SBA 1.2:F 51, 78- 


15898 


SBA 1.2:In 8/4/974/pt.1, 78-14026 


SBA 1.2:In 8/4/974/pt.2, 


SBA 1.2:L 33, 78- 
.2:L 54/978, 


.2:M 31/15, 


.2:Sci 2/975-2, 


78-18443 
18444 

78-21981 
78-18445 
78-21982 


.2:Se 6/3, 
.2:Se 6/4, 
.2:Sm 1/2, 
.2:W 84, 


.2:W 84/2/974-76, 
78-5239 
78-9521 


fT, 
23, 


78-26524 
78-26525 
78-21983 
78-18446 
78-26526 


.3:3/7, 78-9522 
-3:31/7, 78-2153 


.3:41/6, 


78-793 


-3:79, 78-794 
.3:80, 78-795 


.10:170/2, 
.10:187, 
.10:190, 
.10:197, 
.10:199, 
.10:211, 
.10:214, 
.10:233, 
.10:234, 
.12:29/2, 
.12:34/2, 
.13/3:977, 
.14:71/2, 
.14:129, 
.14:135, 
.14:151, 
.14:160, 
.14:163, 
.14:164, 


78-7608 
78-26527 
78-21984 
78-9523 
78-14027 
78-9524 
78-26528 
78-18447 
78-24316 

78-2154 

78-9525 

78-9526 

78-9527 
78-24317 
78-18448 
78-9528 
78-18449 
78-18450 
78-21985 


1.5:T 77/2/975, 78-18453 
1.9:(v.nos.&nos.), 78-3681 
1.14:Ev 1/17, 78-797 
1.14:Ev 1/18, 78-798 
1.14:Ev 1/19, 78-799 
1.14:G 19/51, 78-800 
1.14:G 19/52, 78-801 
1.14:G 19/53, 78-802 
1.14:H 55, 78-803 

1.14:H 55/2, 78-804 
1.14:H 55/3, 78-805 
1.14:L 87/8, 78-806 
1.14:So 5/33, 78-807 
1.14:So 5/34, 78-808 
1.14:So 5/35, 

1.14:So 5/36, 

1.14:So 5/37, 

1.14:So 5/38, 

1.14:So 5/39, 78-813 
1.20:(v.nos.&nos.), 78-3682 
1.25/12:(nos.), 78-3684 
1.27:977, 78-18454 
1.29:(v.nos.&nos.), 
1.31:1, 78-24320 
1.32:975, 78-24321 
1.33:976, 78-24322 
1.1:976, 78-14030 
1.1:977, 78-21986 
1.1/4:977, 78-21987 
1.2:An 8/4, 78-7610 
1.2:C 22, 78-26532 
1.2:C 28, 78-7611 
1.2:C 83, 78-7612 
1.2:D 74/2, 78-15899 
1.2:D 74/2/study, 78-15900 
1.2:Ea 7, 78-2155 

1.2:In 2/2, 78-7613 
1.2:Is 4, 78-7614 

.2:0p 5, 78-21988 

.2:R 18/2, 78-9530 
.2:Up 1, 78-7615 

.2:V 53, 78-7616 

.20:N 21/2/979, 78-26533 
.20:St 9, 78-7617 
-20/2:8, 78-18455 
.24:(date/nos.), 78-3686 
.26:21, 78-18456 
.27:249, 78-15901 
.27:250. 78-9531 
.27:251, 78-26534 
.27:253, 78-9532 


78-3685 


18.2:M 31/3, 78-9520 
18.2:M 31/6, 78-18439 


-14:165, 78-26529 


.14:166, 


.27:254, 78-18457 


18.2:N 95/2, 


18.2:W 89, 
18.28:976, 
18.28/a:Af 8 
18.28/a:As 1 
18.28/a:In 2, 
18.28/a:In 8, 
18.30/2:34, 
18.30/2:36, 


78-5227 


18.2:R 31/962-71, 78 


78-21977 
78-26522 


-791 


3/975, 78-18440 
, 78-18441 
78-26523 
78-18442 
78-15897 
78-21978 


18.33:(v.nos.&nos. ), 
18.34:(v.nos.&nos. ), 


78-3677 
78-3678 


l 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
| 
1 
1 
1 
1 
1 
1 
1 
l 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 


.2:D 62, 


-18:976, 
.18:977, 
-18:977-2, 
.18:977-3, 
.18:978, 
.18:978-2, 
.18:978-3, 
.27:973, 
.30:976, 


78-7609 
78-7609 
78-7609 
78-7609 
78-24318 
78-24318 
78-24318 
78-14028 
78-14029 


78-18451 


.2:In 8/11/976, 


78-18452 


18.42/2:73-24, 


78-21979 


.2:In 8/17/974, 78-24319 


18.47:(v.nos. 
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18.46:(Cong.no./no.), 


&nos.), 


78-3679 
78-3680 





.2:R 18, 


.5:In 8/977, 


.5:P 96/975, 
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78-26531 


78-9529 
78-796 





1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
78-26530 1.27:255, 78-15902 
l 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 


.27:256, 78-18458 
.27:257, 78-11821 
.27:258, 78-15903 
.27:259, 78-11822 
.27:260, 78-18459 
.27:261, 78-11823 
.27:262, 78-18460 
.27:263, 78-15904 
.27:264, 78-15905 
.27:265, 78-18461 
.27:266, 78-18462 
.27:267, 78-21989 
.27:268, 78-15906 
.27:270, 78-15907 
.27:272, 78-15908 





1.27:274, 78-15909 
1.27:275, 78-21990 
1.27:276, 78-26535 
1.27:277, 78-26536 
1.27:278, 78-26537 
1.27:280, 78-26538 
1.28:36, 78-814 
1.28:40, 78-18463 
1.29:38, 78-18464 
1.29:39, 78-15910 
1.30:32, 78-815 
1.30:34, 78-9533 
1.30:35, 78-816 
1.33:23, 78-9534 
1.35:(date/nos.), 78-3687 
1.36:(v.nos.&nos.), 78-3688 
1.37:(nos.), 78-3689 
1.41:2, 78-18465 
1.42:1, 78-7618 
$1 3.2:K 52, 78-7619 
SI 4.1:975, 78-18466 
SI 4.1:976, 78-18467 
$1 6.2:Al 1s, 78-21991 
SI 6.2:Am 3/5, 78-9535 
SI 6.2:Ar 7/895-925, 78-7620 
$1 6.2:C 27, 78-15911 
SI 6.2:K 58, 78-5240 
SI 6.2:M 36, 78-26539 
SI 6.2:M 93, 78-26540 
S16.2:N 21/4, 78-7621 
SI 6.2:N 21/978, 78-21992 
SI 6.2:P 93, 78-7622 
SI 6.2:Sa 3, 78-18468 
$1 6.2:So 9, 78-5241 
SI 6.2:W 93/2, 78-7623 
S19.2:Ea 7, 78-7624 
SI 9.2:L 62, 78-7625 
SI. 11.2:Am 3/5, 78-26541 
SI 12.2:Oc 2/970-71, 78-7626 
$1 12.10:202, 78-7627 
S$1.12.11:101, 78-7628 
$1 12.11:102, 78-7629 
78-7630 
78-7631 
, 78-18469 
.1:976/app., 78-26542 
.1:977, 78-21993 
.1/2:978, 78-14031 
.2:B 22/7, 78-817 
.2:C 26, 78-24323 
.2:F 49/6/v.1-, 78-26543 
.2:In 2/4/972, 78-21994 
.2:P 29/27, 78-818 
.2:P 29/31, 78-819 
.2:R 32/6/978, 78-24324 
.2:R 32/12, 78-26544 
.2:T 19/7/978, 78-21995 
.2:T 19/7/978/desc., 78-24325 
.2:T 19/7/978-2, 78-14032 
.2:T 19/12, 78-9536 
.3:(date/nos.), 78-3690 
.4/2:655/3, 78-7632 
.4/3:1-78, 78-18470 
.4/3:2-78, 78-18471 
.4/3:3-78, 78-18472 
.4/3:4-78, 78-18473 
.4/3:5-78, 78-18474 
.4/3:6-78, 78-26545 





December 1978 


— 


.4/3:8-78, 78-26546 
.4/3:9-78, 78-26547 
.4/3:10-77, 78-7633 
1.4/3:12-77, 78-820 
1.4/3:14-77, 78-821 
1.4/3:15-77, 78-822 
1.4/3:16-77, 78-7634 
1.4/3:17-77, 78-7635 
1.4/3:18-77, 78-7636 
1.4/3:19-77, 78-18475 
1.4/3:20-77, 78-7637 
1.4/3:21-77, 78-7638 
1.4/3:22-77, 78-9537 
1.4/3:23-77, 78-9538 
1.4/3:24-77, 78-18476 
1.4/3:25-77, 78-18477 
1.4/3:26-77, 78-18478 
1.4/3:27-77, 78-18479 
1.4/3:28-77, 78-18480 
1.4/3:29-77, 78-18481 
1.4/3:30-77, 78-18482 
1.4/3:31-77, 78-18483 
1.5:(date), 78-3691 
1.5/2:(date/nos.), 78-3692 
1.5/3:(date/nos.), 78-3693 
1.10/2:Au 2/2, 78-18484 
1.11/3:(v.nos.&nos.), 78-3694 
1.11/4:10, 78-5242 
1.28:(date/nos.), 78-3695 
1.40:976, 78-7639 
1.45:977, 78-18485 
1.50:972, 78-14033 
1.51:(date/no.), 78-3699 
.54:976, 78-24326 
12.1:976, 78-14034 
12.17:T 77, 78-26548 
17.2:C 18, 78-7641 
17.2:G 74/977, 78-21996 
17.2:R 29/976, 78-14035 
17.2:T 67/977, 78-823 
17.5/2:An 2, 78-26549 
17.5/2:Ex 7/977, 78-7642 
17.5/2:F 67/977, 78-9539 
17.9:(date), 78-3700 
17.9:973, 78-18486 
T 22.1:976/app., 78-24327 
T 22.1:977, 78-18487 
T 22.2:C 18/3/973, 78-18488 
T 22.2:C 75, 78-21997 
T 22.2:D 37/977, 78-26550 
T 22.2:F 76/6/977, 78-7643 
T 22.2:Or 3/(date), 78-3701 
T 22.2:Or 3/977, 78-24328 
T 22.2:P 12/976/v.1, 78-14036 
T 22.2:P 12/977, 78-14037 
T 22.2:P 94/6, 78-26551 
T 22.2:W 84/977, 78-24329 
.19:F 95/977, 78-7644 
.19:T 69/2/978, 78-5243 
.19/1:Sm 1/978, 78-7645 
.19/2:C 43, 78-824 
.19/2:C 49/978, 78-7646 
.19/2:Ex 3, 78-15912 
.19/2:F 22/2, 78-15913 
.19/2:R 31/2/977, 78-18489 
.19/2:R 31/2/978, 78-11824 
.19/2:Se 2/2/phase 1, 78-15914 
T 22.19/3:1/(date/trans. nos.), 78-3702 


ee ee ee eee el ee ee i i i ho i i i i 


se4e44gggecdsa 
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T 22.19/3:2/(date/trans.nos. ), 
T 22.19/3:3/(date/trans.nos. ), 
T 22.19/3:4/(date/trans.nos. ), 
T 22.19/3:5/(date/trans.nos. ), 
T 22.19/5:(date), 78-3707 
T 22.23:(date/nos.), 78-3708 
T 22.25:977-1, 78-11825 

T 22.25:977-2, 78-21998 

T 22.25/5:(date), 78-3709 
T 22.25/5:953-76, 78-825 
T 22.25/6:(date), 78-3710 
T 22.25/7:(date), 78-3711 
T 22.25/8:(date), 78-3712 


78-3703 
78-3704 
78-3705 
78-3706 


T 22.35/2:B 96/974, 78-24330 


T 22.35/2:C 81/index 964-73, 


78-21999 


T 22.35/2:In 2/3/972/supp., 78-18490 
T 22.35/2:In 2/3/974/supp., 78-18491 


T 22.35/2:In 2/974, 78-18492 
T 22.35/2:In 2/975, 78-22000 
T 22.35/3:B 96/974, 78-22001 


T 22.35/3:C 81/975, 78-18493 


T 22.35/3:In 2/976, 78-26552 
T 22.44:978, 78-2156 

T 22.44/2:501/10, 78-2157 
T 22.44/2:502/10, 78-2158 
T 22.44/2:503/9, 78-2159 
T 22.44/2:504/10, 78-7647 
T 22.44/2:505/10, 78-5244 
T 22.44/2:506/10, 78-7648 
T 22.44/2:508/10, 78-5245 
T 22.44/2:509/11, 78-7649 
T 22.44/2:510/9, 78-5246 
T 22.44/2:512/10, 78-7650 
T 22.44/2:513/10, 78-5247 
T 22.44/2:514/10, 78-18494 
T 22.44/2:515/10, 78-2160 
T 22.44/2:516/10, 78-2161 
T 22.44/2:517/10, 78-5248 
T 22.44/2:518/10, 78-7651 
T 22.44/2:519/10, 78-5249 
T 22.44/2:520/10, 78-7652 
T 22.44/2:521/10, 78-7653 
T 22.44/2:522/9, 78-15915 
T 22.44/2:522/10, 78-2162 
T 22.44/2:523/9, 78-5250 
T 22.44/2:524/10, 78-5251 
T 22.44/2:525/10, 78-7654 
T 22.44/2:526/10, 78-7640 
T 22.44/2:529/10, 78-7655 
T 22.44/2:530/9, 78-7656 
T 22.44/2:531/9, 78-11826 
T 22.44/2:533/10, 78-5252 
T 22.44/2:534/10, 78-7657 
T 22.44/2:535/11, 78-7658 
T 22.44/2:537/10, 78-7659 
T 22.44/2:538/10, 78-5253 
T 22.44/2:539/10, 78-18495 
T 22.44/2:541/9, 78-7660 
T 22.44/2:542/10, 78-5254 
T 22.44/2:544/10, 78-7661 
T 22.44/2:545/10, 78-2163 
T 22.44/2:547/11, 78-18496 
T 22.44/2:547/11, 78-24331 
T 22.44/2:548/10, 78-2164 
T 22.44/2:549/10, 78-5255 
T 22.44/2:550/10, 78-5256 
T 22.44/2:551/5, 78-7662 
T 22.44/2:553/9, 78-15916 
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T 22.44/2:554/10, 
T 22.44/2:555/10, 
T 22.44/2:556 S, 
T 22.44/2:556/10, 
T 22.44/2:557/7, 
T 22.44/2:558/10, 
T 22.44/2:559/10, 
T 22.44/2:560/7, 
T 22.44/2:561/10, 
T 22.44/2:564/10, 
T 22.44/2:567/10, 
T 22.44/2:570/10, 
T 22.44/2:572/8, 
T 22.44/2:575/7, 
T 22.44/2:579 S, 
T 22.44/2:583/5, 
22.44/2:585/4, 
T 22.44/2:585/5, 
T 22.44/2:586 S, 
T 22.44/2:587/3, 
T 22.44/2:588/4, 
T 22.44/2:589/5, 
T 22.44/2:590/3, 
T 22.44/2:596/3, 
T 22.44/2:598, 
T 22.44/2:901, 
T 22.44/3:978, 


T 22.48:(date/nos.), 


T 28.1:976, 


78-5257 
78-7663 
78-18497 
78-7664 
78-7565 
78-7666 
78-5258 
78-7667 
78-2165 
78-7668 
78-7669 
78-2166 
78-11827 
78-5259 
78-18498 
78-2167 
78-826 
78-5260 
78-26553 
78-11828 
78-5261 
78-5262 
78-5263 
78-7670 


78-24332 
78-11829 
78-11830 
78-3714 
78-14038 

T 28.2:C 66/8/974, 
T 28.2:C 66/9/793-976, 


78-26554 
78-18499 


T 28.2:M 46/2/977, 78-827 


T 28.2:M 66/3, 
T 28.2:M 66/4, 


T 34.2:M 74/978, 
T 34.2:Un 3, 


T 63.102:C 76, 
T @3.413°977, 


T 63.118:976, 
T 63.209:976-2, 
T 63.209:977, 
T 63.209:977-2, 
T 63.209:978, 
T 63.210:976, 
T 66.2:L 52/977, 
T 70.1:976, 

T 70.2:Al 1/2, 
T 70.2:F 51/977, 
T 70.2:In 7/977, 
T 70.2:Sp 3, 

T 70.5:F 51/978, 
T 70.6:F 31/977, 
T 70.6/3:178/2, 
T 70.6/3:179/3, 
T 70.6/3:181/2, 
T 70.6/3:197/2, 
T 70.6/3:211/2, 
T 70.6/3:212/2, 
. 

Ms 
. 
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78-26555 
78-24333 
T 34.2:H 62/865-975, 


78-9540 


78-24335 
T 63.7:(date/nos.), 
T 63.102:Ai 2/972, 
T 63.102:Ai 2/976, 
T 63.102:Ai 2/977, 


78-3715 


78-14039 

78-14040 

78-14041 
78-7671 

78-11831 

T 63.118:(date/nos.), 


78-828 


78-9541 
78-24336 


78-7672 


78-7673 
78-7674 


78-24337 
78-9542 


78-9543 
78-7675 
78-9544 
78-24338 
78-9545 
78-7676 
70.6/3:213, 78- 
70.7:(date/nos. ), 
70.7/2:976, 78- 


9546 
78-3719 
14047 





78-24334 


78-3716 
78-14042 
T 63.209:(date/nos.), 78-3718 
78-14043 
78-14044 
78-14045 
78-14046 
78-26556 





Classification Number Index 


T 70.8:F 51/2, 78-26557 

T 70.8:N 47, 78-15917 

T 70.9:976, 78-14048 

T 70.9/2:(date/nos.), 

T 70.9/3:(date/nos.), 

T 70.9/4:(date/nos.), 78-3722 

T 70.9/5:(date/nos.), 78-3723 

T 70.10:(nos.), 78-3724 

TC 1.33/2:M 46/975, 78-14049 

TC 1.1:977, 78-22002 

TC 1.2:C 29/2, 78-9547 

TC 1.2:C 66/3, 78-18500 

TC 1.2:Ex 3, 78-18501 
ae 
PY 


78-3720 
78-3721 


TC G 58/2, 78-24339 

TC :J 27/4, 78-22003 

TC 1.2:M 56/2, 78-15918 

TC 1.2:P 19/4, 78-24340 

TC 1.2:P 69/3, 78-22004 

TC 1.2:P 78, 78-18502 

TC 1.2:T 31/4, 78-9548 

TC 1.2:T 67/20, 78-22005 

TC 1.25/3:(nos.), 78-3725 
1.26/2:1-14-3, 78-24341 
1.26/2:2-1-2, 78-24342 
1.26/2:2-3-1, 78-18503 
1.26/2:4-4-2, 78-24343 
1.26/2:4-1,1-4, 78-9549 
1.29:(date), 78-3726 
1.31:F 44/2, 78-18504 
1.31:G 46/5, 78-18505 
1.31:St 3, 78-18506 
1.31/2:P 78/2, 78-18507 
1.33:975, 78-11832 
1.33:976, 78-11832 
1.33/2:C 42/975, 78-14050 
1.33/2:C 99/975, 78+14051 
1.33/2:D 98/975, 78-14052 
1.33/2:F 61/975, 78-22006 
1.33/2:Su 7/975, 78-14053 
1.34:951-77, 78-24344 
1.34/2:(nos.), 78-3727 
1.35/2:(date), 78-3728 
1.35/2:978, 78-7677 
1.1:976, 78-24345 
1.1/2:976, 78-18508 
1.1/2:977, 78-18508 
1.2:Ai 7/3, 78-7678 
1.2:Al 1s, 78-15919 
1.2:Am 3, 78-7679 
1.2:B 39/v.2, 78-9550 
1.2:B 96/3, 78-18509 
1.2:C 17/2, 78-18510 
1.2:C 33, 78-7680 

1.2:C 74/v.2, 78-22007 

1.2:C 76/977, 78-9551 

1.2:C 83, 78-7681 

1.2:D 33/v.1, 78-7682 

1.2:El 2/3, 78-7683 

1.2:Em 3, 78-7684 

1.2:Em 7/2, 78-18511 

l 78-18512 

1 78-9552 

1 78-22008 

1 78-18513 

1 78-7685 

1 78-18514 

78-7686 

78-5264 


2:Em 7/2/976, 
2:En 2/2, 


2:Ey 3, 

2:F 49, 
2:G 29/2, 
1.2:G 53/2/draft, 
TD 1.2:G 53/3/v.1/draft, 


.2:En 8/5, 


Do not order from index; see indicated entry 





TD 1.2:G 53/4, 


TD 
TD 
TD 
TD 
TD 
TD 
TD 
TD 
TD 
TD 
TD 
TD 
TD 
TD 


1 
1 
1 
1 
1 
l 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
l 
1 
l 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
l 
1 
1 
1 
1 
1 
l 


1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1. 
1 
l 
1 
1 
1 
1 
1 
1 
1 
1 
l 
1 


78-5265 
.2:G 62, 78-9553 

.2:In 8/3, 78-9554 
.2:M 33/2/v.1, 78-9555 
.2:M 66/5, 78-7687 
.2:N 21/7, 78-14054 
.2:N 81 e/2, 78-18515 
.2:P 19, 78-9556 

.2:P 66/2, 78-7688 
.2:P 69/975, 78-7689 
.2:P 69/976, 78-7690 
.2:P 75/5, 78-7691 
.2:P 93, 78-7692 

.2:R 13/5, 78-9557 
.2:R 13/6, 78-7693 
.2:R 13/7, 78-14055 
.2:R 21/v.1, 78-15920 
.2:R 31/3/v.2-3, 78-18516 
.2:Sa 1/2, 78-7694 
.2:Sa9, 78-18517 
.2:Sch 6, 78-9558 
.2:Sp 2/2, 78-18518 
.2:Sp 3, 78-14056 

.2:T 68/17, 78-159 
.2:T 68/24, 78-526: 
.2:T 68/27, 78-18519 
.2:Ur 1/15, 78-1 .833 
.2:Ur 1/16, 78-18520 
.2:Ur 1/17, 78-18521 
.2:Ur 1/20/no.12, 78-7695 
.2:Ur 1/22, 78-7696 
.2:Ur 1/23, 78-18522 
.2:V 53, 78-7697 
.2:Ye 3/974, 78-14057 
.3/2:(v.nos.&nos.), 78-3729 
.3/3:11-77, 78-9559 
.8:H 33/2, 78-22009 
.8:H 33/3, 78-22010 
.8:M 59, 78-9560 

8:R 11, 78-9561 

.8:Sk 3, 78-9562 

.8:W 93, 78-7698 
.9:(date/nos.), 78-3731 
.10/6:974, 78-14058 
.10/6:975, 78-14058 
.10/6-2:N 42j/974, 78-14059 
.10/6-2:P 37/974, 78-11834 
.10/6-2:P 37/975, 78-11834 
.10/7:975, 78-14060 
.10/7:976, 78-14060 
.10/8:974, 78-22011 
.11:Ad 1, 78-7699 
.11:Ad 1/2, 78-18523 
.11:Ad 1/3, 78-18524 
11:B 26, 78-18525 
.11:B 26/2, 78-18526 
-11:C 67/3, 78-9563 
-11:C 67/6, 78-18527 
-11:C 67/7, 78-18528 
.11:C 67/8, 78-18529 
-11:C 67/11, 78-5267 
-11:C 76, 78-9564 
.11:C 76/2, 78-9565 
-11:C 76/3, 78-18530 
.11:C 76/4, 78-9566 
-11:C 76/5, 78-18531 
-11:C 94, 78-7700 
.11:C 94/2, 78-9567 





1 


l 
l 


i. 
F 
i. 


1 
1 
1 


1 
1 
1 


1 
1 
1 
1 
l 
1 
l 
1 
l 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 


-11:C 94/3, 78-18532 
11:C 94/4, 78-18533 
.11:H 16, 78-9568 
-11:H 42, 78-9569 
11:K 12, 78-18534 
11:K 12/2, 78-18535 
11:L.97, 78-18536 
-11:O0w 2, 78-7701 


-11:Sn 6, 78-18537 
-11:St 3, 78-18538 
As 


13:974, 78-14061 


.13/2:974, 78-14062 
-15:10, 78-829 

-15/2:P 91, 78-22012 
. 


15/3:(date/nos.), 78-3732 
.20:75-102, 78-7702 
.20:75-114, 78-7703 
.20:75-145, 78-7704 
.20:76 T-2, 78-7705 
.20:76 T-3, 78-18539 
.20:76 T-8, 78-22013 
.20:76 T-9, 78-22014 
.20:76 T-11, 78-22015 
.20:76 T-25, 78-7706 
.20:76 T-31, 78-830 
.20:76 T-34/v.2, 78-11835 
.20:76 T-35, 78-5275 
.20:76 T-36, 78-5275 
.20:76 T-37, 78-5275 
.20:76 T-38, 78-5275 
.20:76 T-39, 78-5275 
.20:76 T-40, 78-5274 
.20:76-16, 78-7707 
.20:76-42, 78-7708 
.20:76-49, 78-7709 
.20:76-55, 78-7710 
.20:76-60, 78-7711 
.20:76-68, 78-15922 
.20:76-70, 78-7712 
.20:76-74, 78-7713 
.20:76-77, 78-9570 
.20:76-81, 78-7714 
.20:76-84, 78-7715 
.20:76-85, 78-18540 
.20:76-94, 78-7716 
.20:76-100, 78-22016 
.20:76-107, 78-5268 
.20:77-14, 78-22017 
.20:77-15, 78-7717 
.20:77-17, 78-7718 
.20:77-22, 78-9571 
.20:77-31, 78-9572 


.20:77-34, 78-831 











1 
1 
1 
l 
l 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 


December 1978 


.20:77-75, 78-5270 
.20:77-76, 78-18544 
.20:77-78, 78-7721 
.20:77-79, 78-7721 
.20:77-80, 78-7721 
.20:77-81, 78-7721 
.20:77-84, 78-9575 
.20:77-85, 78-18545 
.20:77-59, 60, 78-5271 
.20:78-1, 78-5272 
.20:78-2, 78-5273 
.20/2:75-50, 78-9576 
.20/2:75-51, 78-9577 
.20/2:75-52, 78-9578 
.20/2:76-4, 78-7722 
.20/2:76-5, 78-9579 
.20/2:76-6, 78-7723 
.20/2:76-8, 78-22018 
.20/2:76-14/v.1-2, 78-15924 
.20/2:76-18, 78-9580 
.20/2:76-21, 78-15925 
.20/2:76-23, 78-22019 
.20/2:76-24, 78-22020 
.20/2:76-25/v.1-2, 78-22021 
.20/2:76-26, 78-22022 
.20/2:76-27, 78-22023 
.20/2:76-29, 78-22024 
.20/2:76-32, 78-9581 
.20/2:76-33, 78-15926 
.20/2:76-35, 78-15927 
.20/2:76-36, 78-9582 
.20/2:76-37, 78-15928 
.20/2:76-39, 78-15929 
.20/2:76-42, 78-15930 
.20/2:76-43, 78-9583 
.20/2:76-44, 78-15931 
.20/2:76-48, 78-11839 
.20/2:76-49, 78-9584 
.20/2:76-51, 78-15932 
.20/2:76-54, 78-15933 
.20/2:76-60, 78-9585 
.20/2:76-61, 78-11840 
.20/2:77-1/v.1-2, 78-24346 
.20/2:77-8, 78-24347 
.20/2:77-25, 78-24348 
.20/2:77-31, 78-9586 
.20/2:77-32, 78-15934 
.20/2:77-33, 78-22025 
.20/2:77-34, 78-15935 





.20/7:50-78/7, 78-18549 
.24:975, 78-14065 
.24:976, 78-18550 
.25:(nos.), 78-3734 
.27:(v.nos.&nos.), 78-3735 
29:11, 78-9592 
.33:977, 78-22029 
.34:78-001, 78-9593 
.34/3:979, 78-14066 
.34/4:979, 78-26560 
.35:20-73-1, 
.35:20-73-4, 
.35:20-73-5, 
1.35:20-73-8, 


.35:20-73-9, 
.35:20-74-1, 
.35:20-74-5, 
.35:20-74-7, 
.35:20-75-2, 
.35:30-73-2, 78-9597 
.37:(date), 78-3736 
.39:974, 78-14067 
.40:(date), 78-3737 
.40/2:976, 78-22030 
.41:F 31/draft, 78-18551 
.45:977, 78-26561 
.102:Ac 2/3/975, 78-22031 
.102:Ai 7/6/971-75, 78-i11847 
.102:B 85/977, 78-14068 
.102:N 21/977, 78-9598 
.108:Ai 7/2, 78-5276 
.109/3:975, 78-22032 
.109/4:975, 78-18552 
.109/5:975, 78-18553 
.109/6:975, 78-18554 
.109/8:975, 78-18555 
.109/9:975, 78-18556 
.109/9:975, 78-22033 
.109/12:975, 78-18557 
.109/12:975, 78-24352 
.109/13:(nos.), 78-3738 
.109/14:77-3, 78-18558 
.109/16:78-1, 78-24353 
.109/16:78-2, 78-24354 
.109/16:78-3, 78-24355 
.109/16:78-4, 78-24356 
.109/16:78-5, 78-24357 
.109/16:78-6, 78-24358 
.109/16:78-7, 78-24359 


.20/2:77-36/v. 
.20/2:77-39, 
.20/2:77-41, 


20/2:77-68, 


-2-3, 78-24349 
78-9587 
78-24350 


78-26558 


.109/16:78-8, 
.109/16:78-9, 
.109/16:78-10, 
.109/16:78-11, 


78-24360 

78-24361 
78-24362 
78-24363 


.110:B 15, 78-7725 


.20:77-35, 78-7719 
.20:77-37, 78-11836 
.20:77-38, 78-7720 
.20:77-39, 78-9574 
.20:77-40, 78-18541 
.20:77-42, 78-18542 
.20:77-44, 78-11837 
.20:77-53, 78-832 
.20:77-53/summ., 78-833 
.20:77-57, 78-15923 
.20:77-58, 78-5269 
.20:77-69, 78-18543 
.20:77-70, 78-11838 
.20:77-72, 78-2168 


.20/6:10-77-23, 78-9588 
.20/6:10-77-26, 78-9589 
.20/6:10-77-27, 78-9590 
.20/6:10-77-29, 78-9591 
.20/6:10-77-31, 78-22026 
.20/6:10-78-32, 78-22027 
.20/6:10-78-33, 78-22028 
.20/6:77-10-01, 78-7724 
.20/7:50-77-5, 78-14063 
.20/7:50-77-6, 78-14064 
.20/7:50-77/12, 78-18546 
.20/7:50-77/13, 78-18547 
.20/7:50-77/14, 78-18548 
.20/7:50-78-5, 78-26559 


.110:B 15/2, 78-18559 
.110:B 15/5, 78-7726 
.110:B 15/6, 78-18560 
.110:B 15/7, 78-7727 
.110:B 15/8, 78-7728 
.110:8 86, 78-14069 
.110:M 45, 78-7729 
.110:R 25/44, 78-18561 
.110:T 56/12, 78-7730 
.112:75-15/errata, 78-22034 
.112:76-18, 787731 
.112:76-19, 78-22035 
.112:77-1, 78-7732 
.112:77-2, 78-7733 


1 1 
1 1 
I 1 
1 l 
1 1 
1 1 
1 1 
1 1 
1 1 
1 1 
1 1 
1 1 
1 1 
1 1 
1.20:77-33, 78-9573 1.20/2:77-45, 78-24351 
1 1 
1 1 
1 1 
1 l 
1 1 
1 1 
1 l 
1 1 
1 1 
1 1 
1 1 
1 1 
1 1 
1 1 
1 
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Classification Number Index 


112:77-3, 78-7734 TD 2.2:En 2/4, 78-7753 TD 2.23/2:975, 78-9619 
112:77-4, 78-834 TD 2.2:En 3/4, 78-22058 TD 2.26:11-7955, 78-14071 
1.112:77-5, 78-22036 TD 2.2:F 31/8, 78-9608 TD 2.26:11-7970/v.1, 78-9620 
1.112:77-6, 78-7735 TD 2.2:F 31/10, 78-22059 TD 2.26:11-7970/v.2, 78-11856 
1.112:77-7, 78-7736 TD 2.2:F 31/12, 78-22060 TD 2.26:11-8252/v.1-2, 78-22076 
1.112:77-8, 78-7737 TD 2.2:F 76/2/9/973-76, 78-9609 TD 2.26:11-8315, 78-22077 
1.112:77-10, 78-7738 TD 2.2:F 87/6, 78-7754 TD 2.26:11-8592, 78-840 
1.112:77-12, 78-7739 TD 2.2:H 53/11, 78-15936 TD 2.26:11-8806/case, 78-18568 
1.112:78-1, 78-11848 TD 2.2:H 62, 78-837 TD 2.26:11-8848/case, 78-18569 
1.112:78-2, 78-11849 TD 2.2:H 62/2, 78-26563 TD 2.26:11-8848/exec., 78-22078 
1.112:78-3, 78-11850 TD 2.2:Im 7, 78-7755 TD 2.26:11-8848/main, 78-7766 
1.112:78-4, 78-22037 TD 2.2:In 3/pt.1,2, 78-9610 TD 2.26:11-9091/v.1, 78-18570 
1.112/3:75-1, 78-7740 TD 2.2:In 8/3/977, 78-24366 TD 2.26:11-9091/\.2, 78-841 
1.112/3:75-4, 78-7741 TD 2.2:In 8/3/978, 78-24367 TD 2.26:11-9129, 78-14072 
1.112/3:75-6, 78-22038 TD 2.2:In 8/7, 78-22061 TD 2.26:11-9129/summ., 78-14073 
1.112/3:75-7, 78-9599 TD 2.2:L 22/3, 78-9611 TD 2.26:11-9193, 78-22079 
1.112/3:76-8, 78-22039 TD 2.2:M 31/976, 78-7756 TD 2.27:5, 78-7767 
1.112/3:76-9, 78-22040 TD 2.2:M 85/2, 78-22062 TD 2.29:976, 78-22080 
1.112/3:77-1, 78-22041 TD 2.2:N 21 h/978, 78-22063 TD 2.30:75-2, 78-22081 
1.112/3:77-2, 78-22042 TD 2.2:N 69/2/draft-2, 78-22064 TD 2.30:75-17, 78-18571 
1.112/3:77-3, 78-22043 TD 2.2:P 69, 78-22065 TD 2.30:75-21, 78-22082 
1.112/3:77-6, 78-835 TD 2.2:P 69/2, 78-7757 TD 2.30:75-24, 78-18572 
1.112/3:77-9, 78-7742 TD 2.2:P 69/4, 78-22066 TD 2.30:75-29, 78-22083 
1.112/3:77-10, 78-9600 TD 2.2:P 69/5, 78-22067 TD 2.30:75-52, 78-7768 
1.112/4:77-1, 78-11851 TD 2.2:P 96/3/v.1, 78-2170 TD 2.30:75-54, 78-9621 
1.112/4:77-3, 78-11852 TD 2.2:P 96/3/v.2, 78-5279 TD 2.30:75-55/2, 78-7769 
1.113:974, 78-18562 TD 2.2:R 26/4, 78-22068 TD 2.30:75-63, 78-7770 
1.113:975, 78-22044 TD 2.2:R 53/5, 78-22069 TD 2.30:75-72, 78-22084 
1.113:976, 78-22045 TD 2.2:R 59/pt.B, 78-18566 TD 2.30:75-75, 78-18573 
1.113/5:974, 78-18563 TD 2.2:Sa 1/3, 78-26564 TD 2.30:75-76, 78-18573 
1.113/5:976, 78-18564 TD 2.2:Sp 3/3/973-74, 78-18567 TD 2.30:75-79, 78-18574 
1.116:G 95 m/2, 78-22046 TD 2.2:T 22/2, 78-9612 TD 2.30:75-83, 78-7771 
1.116:K 55, 78-7743 TD 2.2:T 67/2, 78-7758 TD 2.30:75-89, 78-18575 
1.116:L 14s, 78-2169 TD 2.2:T 68/3, 78-22070 TD 2.30:75-91, 78-15938 
1.116:M 69 i/4, 78-22047 TD 2.2:T 69/2, 78-15937 TD 2.30:75-121, 78-7772 
1.116:N 42 y, 78-22048 TD 2.2:T 73/app.E, 78-9613 TD 2.30:75-129, 78-9622 
1.116:N 81 p, 78-22049 TD 2.2:Ur 1/17/v.1-2, 78-9614 TD 2.30:75-130, 78-9622 
1.116:P 75 j, 78-22050 TD 2.2:Ut 3, 78-22071 TD 2.30:75-510, 78-18576 
1.117:74-3, 78-22051 TD 2.2:W 29, 78-9615 TD 2.30:75-524, 78-18577 
1.117:75-3, 78-22052 TD 2.8:Al 7, 78-7759 TD 2.30:76-9, 78-22085 
1.117:76-5, 78-22053 TD 2.8:B 76/2/972/comm., 78-22072 TD 2.30:76-20, 78-9623 
1.117:76-6, 78-9601 TD 2.8:C 73/2, 78-7760 TD 2.30:76-23, 78-9624 
1.118:74-4, 78-7744 TD 2.8:G 44, 78-7761 TD 2.30:76-24, 78-9624 
1.118:74-6, 78-7745 TD 2.8:H 53/3/v.2, 78-838 TD 2.30:76-25, 78-18578 
1.118:77-2, 78-836 TD 2.8:H 53/4, 78-7762 TD 2.30:76-26, 78-11857 
1.118:77-3, 78-7746 TD 2.8:H 53/5, 78-22073 TD 2.30:76-27, 78-11857 
1.118:77-4, 78-7747 TD 2.8:In 8/2, 78-7763 TD 2.30:76-34, 78-15939 
1.120:Ac 2/2, 78-22054 TD 2.8:P 84, 78-7764 TD 2.30:76-39, 78-11858 
1.121:77-1, 78-9602 TD 2.8:P 84/977-2, 78-839 TD 2.30:76-40, 78-7773 
1.124:976, 78-24364 TD 2.8:R 53/3, 78-11853 TD 2.30:76-42, 78-18579 
.124:977, 78-24364 TD 2.8:R 53/3/977-2, 78-9616 TD 2.30:76-47, 78-7774 
TD 2.2:Au 8/976, 78-9603 TD 2.8:R 88/draft/v.1, 78-9617 TD 2.30:76-49, 78-18580 
TD 2.2:B 76/3, 78-22055 TD 2.8:R 88/v.1, 78-11854 TD 2.30:76-50, 78-7774 
TD 2.2:B 85/978, 78-26562 TD 2.8:Sa 4, 78-26565 TD 2.30:76-54, 78-18581 
TD 2.2:C 49/6, 78-7748 TD 2.8:So 8, 78-22074 TD 2.30:76-61, 78-7775 
TD 2.2:C 49/977, 78-9604 TD 2.8:Sp 3, 78-9618 TD 2.30:76-66, 78-7776 
TD 2.2:C 76/2, 78-7749 TD 2.8:T 67/7, 78-5280 TD 2.30:76-72, 78-7777 
TD 2.2:C 76/3/973-75, 78-7750 TD 2.11:T 44/3, 78-7765 TD 2.30:76-73, 78-22086 
TD 2.2:C 76/4/973-75, 78-7751 TD 2.15:977, 78-26566 TD 2.30:76-84, 78-18582 
TD 2.2:C 76/4/974-76, 78-5277 TD 2.17:975, 78-14070 TD 2.30:76-86,. 78-7778 
TD 2.2:C 76/5/974-76, 78-5278 TD 2.18:(date/nos.), 78-3739 TD 2.30:76-86, 78-22087 
TD 2.2:C 82/2, 78-18565 TD 2.19:(v.nos.&nos.), 78-3740 TD 2.30:76-88, 78-22088 
TD 2.2:C 94/2, 78-7752 TD 2.23:974/charts, 78-11855 TD 2.30:76-102, 78-18583 
TD 2.2:D 46/3, 78-22056 TD 2.23:975/charts, 78-11855 TD 2.30:76-105, 78-18584 
TD 2.2:D 49/2/v.1, 78-9605 TD 2.23:975/sec.1, 78-22075 TD 2.30:76-113, 78-842 
TD 2.2:D 83/2/975, 78-24365 TD 2.23:975/sec.2, 78-22075 TD 2.30:76-114, 78-842 
TD 2.2:D 83/3/974, 78-9606 TD 2.23:975/sec.3, 78-22075 TD 2.30:76-122, 78-7779 
TD 2.2:Ec 7/2, 78-9607 TD 2.23:976, 78-24368 TD 2.30:76-126, 78-7780 








Page I-2886 Do not order from index; see indicated entry 





TD 2.30:76-127, 
TD 2.30:76-128, 
TD 2.30:76-129, 
TD 2.30:76-130, 
TD 2.30:76-133, 
TD 2.30:76-135, 
TD 2.30:76-137, 
TD 2.30:76-140, 
TD 2.30:76-141, 
TD 2.30:76-143, 
TD 2.30:76-144, 
TD 2.30:76-148, 


78-22089 
78-18585 
78-18585 
78-18585 
78-22090 
78-843 

78-843 

78-18586 
78-844 

78-18587 
78-18587 
78-18588 


TD 2.30:76-149/2, 78-7781 


TD 2.30:76-151, 
TD 2.30:76-152, 
TD 2.30:76-153, 
TD 2.30:76-154, 
TD 2.30:76-155, 
TD 2.30:76-156, 
TD 2.30:76-157, 
TD 2.30:76-158, 
TD 2.30:76-159, 
TD 2.30:76-160, 
TD 2.30:76-161, 
TD 2.30:76-166, 
TD 2.30:76-169, 
TD 2.30:76-173, 
TD 2.30:76-175, 
TD 2.30:76-190, 
TD 2.30:76-502, 
TD 2.30:76-506, 
TD 2.30:76-508, 


78-7782 
78-7782 


78-18591 
78-14074 
78-14075 
78-22091 


TD 2.30:77-6, 78-846 
TD 2.30:77-8, 78-7785 
TD 2.30:77-9, 78-7786 


TD 2.30:77-10, 
TD 2.30:77-11, 
TD 2.30:77-16, 
TD 2.30:77-24, 
TD 2.30:77-26, 
TD 2.30:77-30, 
TD 2.30:77-31, 
TD 2.30:77-36, 
TD 2.30:77-37, 
TD 2.30:77-38, 
TD 2.30:77-40, 
TD 2.30:77-49, 
TD 2.30:77-50, 
TD 2.30:77-51, 
TD 2.30:77-61, 
TD 2.30:77-62, 
TD 2.30:77-70, 
TD 2.30:77-76, 
TD 2.30:77-77, 
TD 2.30:77-79, 
TD 2.30:77-80, 
TD 2.30:77-81, 
TD 2.30:77-82, 
TD 2.30:77-83, 
TD 2.30:77-85, 
TD 2.30:77-87, 
TD 2.30:77-89, 
TD 2.30:77-90, 
TD 2.30:77-91, 
TD 2.30:77-92, 
TD 2.30:77-93, 
TD 2.30:77-94, 
TD 2.30:77-95, 


78-7787 
78-7787 
78-18592 
78-847 
78-7788 
78-7789 
78-7790 
78-7791 
78-7792 
78-7793 
78-18593 
78-848 
78-18594 
78-18594 
78-7794 
78-7794 
78-849 
78-850 
78-7795 
78-851 
78-852 
78-7796 
78-7797 
78-7798 
78-22092 
78-7799 
78-7800 
78-7801 
78-7802 
78-2171 
78-7803 
78-2172 
78-14076 





December 1978 


TD 2.30:77-96, 

TD 2.30:77-97, 

TD 2.30:77-98, 

TD 2.30:77-99, 

TD 2.30:77-100, 
TD 2.30:77-101, 
TD 2.30:77-102, 
TD 2.30:77-103, 
TD 2.30:77-105, 
TD 2.30:77-106, 
TD 2.30:77-109, 
TD 2.30:77-110, 
TD 2.30:77-114, 
TD 2.30:77-115, 
TD 2.30:77-117, 
TD 2.30:77-118, 
TD 2.30:77-119, 
TD 2.30:77-124, 
TD 2.30:77-126, 
TD 2.30:77-127, 
TD 2.30:77-128, 
TD 2.30:77-129, 
TD 2.30:77-130, 
TD 2.30:77-131, 
TD 2.30:77-136, 
TD 2.30:77-137, 
TD 2.30:77-138, 
TD 2.30:77-139, 
TD 2.30:77-142, 
TD 2.30:77-143, 
TD 2.30:77-145, 
TD 2.30:77-146, 
TD 2.30:77-147, 
TD 2.30:77-148, 
TD 2.30:77-150, 
TD 2.30:77-154, 
TD 2.30:77-156, 
TD 2.30:77-157, 
TD 2.30:77-158, 
TD 2.30:77-159, 
TD 2.30:77-162, 
TD 2.30:77-165, 
TD 2.30:77-168, 
TD 2.30:77-169, 
.30:77-170, 
30:77-502, 


30:78-26, 
.30:78-31, 
.30:78-35, 
30:78-50, 
.30:78-51, 
.30:78-52, 
30:78-53, 
30:78-54, 
30:78-55, 
.30:78-59, 
.30:78-60, 
.30:78-77, 
.30:78-503, 
.30/3:75-2, 


Ban! Sssqgsagcgcc 
ocouuvv0v0vcvC0v0C0CCCCoCC00o0Cc0Coo 


NNNNNNNNNNNNNNNN NN NY N NNNNN N 


S4$4g3gs345ggggssa 


Do not order from index; see indicated entry 


78-14077 
78-14078 
78-7804 
78-7805 
78-7806 
78-2173 
78-14079 
78-24369 
78-7807 
78-7808 


78-9626 
78-9627 
78-18595 
78-7809 
78-9628 
78-9629 
78-9630 
78-18596 
78-18596 
78-22093 
78-7810 
78-18597 
78-22094 
78-18598 
78-15940 
78-22095 
78-22096 
78-22096 
78-24370 
78-24370 
78-7811 
78-7812 
78-22097 
78-24371 
78-9631 
78-18599 
78-24372 
78-24372 
78-14080 
78-24373 
78-18600 
78-14081 
78-18601 
78-7813 


.30:78-1, 78-24374 
.30:78-4, 78-24375 


78-18602 
78-18603 
78-18604 
78-22098 
78-22098 
78-22098 
78-24376 
78-24376 
78-24376 
78-18605 
78-18606 
78-24377 
78-18607 
78-7814 


30/4:77-201, 78-7815 
30/4:77-205, 78-7816 
30/4:77-208, 78-22099 
30/4:77-211, 78-9632 
30/4:77-215, 78-22100 
30/4:77-216, 78-22101 


TD 2.30/4:77-219, 
TD 2.30/4:77-220, 
TD 2.30/4:77-222, 
TD 2.30/4:77-223, 
TD 2.30/4:78-201, 
.30/4:78-202, 
.30/4:78-203, 
.30/4:78-204, 
.30/4:78-206, 
.30/4:78-208, 
.30/4:78-209, 
.30/4:78-211, 
.30/4:78-212, 
.30/4:78-2 13, 
.30/4:78-215, 
.30/4:78-2 16, 
.30/4:78-219, 
2.30/4:78-220, 
30/5:77/020, 


N 


NNN WN 


78-854 
78-22102 
78-7817 
78-9633 
78-22103 
78-7818 
78-7819 
78-7820 
78-18608 
78-18609 
78-7821 
78-18610 
78-22104 
78-18611 
78-18612 
78-18613 
78-18614 
78-18615 
78-9634 


.33:1/2, 78-22105 


.35:D 24, 78 
.35:Sw 3, 78 


s4agsgcsc 


NNNNNNNWN I 


_ 
co0o0c°0°o0cg 


.36:76-13.1-4, 
2.36:76-14.1, 
TD 2.36:76-14.2, 
TD 2.36:76-14.3, 
TD 2.36:76-14.4, 


=] 


TD 2.36:77-1/v.1-2, 


TD 2.36:77-1/v.3, 
TD 2.36:77-1/v.4, 
TD 2.36:77-1/v.5, 


TD 2.36:77-8, 78- 


TD 2.36:77-11/v.1- 


.34:(v.nos.&nos.), 78-3741 
.35:C 71/2, 78-11859 
.35:C 71/3, 78-22106 
.35:C 71/3/draft, 78-11860 
-11861 

-9635 

35:W 11/draft, 78-7822 
.35:W 73/draft, 78-18616 


78-14082 
78-7823 
78-7823 
78-7823 
78-22107 

78-7824 
78-22108 
78-14083 
78-7824 

7825 


2, 78-9636 


TD 2.36:77-20, 78-7826 


TD 2.36:77-21/v.1- 


2, 78-7827 
TD 2.36:78-2, 78- 
TD 2.36:78-5, 78- 


22109 
22110 


TD 2.39:30, 78-9637 
39:31, 78-9638 
.39:32, 78-9639 
.39:34, 78-9640 
.39:35, 78-9641 
39:36, 78-11862 
39:38, 78-9642 


34 =) 
~] 


_ 
NNNNN WN FS 


ssacc 
who Rohe R~) 


33 
iw) 
NN 


39:39, 78-9643 
.39:40, 78-9644 
39:41, 78-11863 
.39:42, 78-11863 
.39:43, 78-11863 
.39:44, 78-7828 
.39:45, 78-18617 
.39:47, 78-18618 
.39:48, 78-26567 


TD 2.39:49, 78-24378 
TD 2.40:34, 78-5287 
TD 2.40:39, 78-18619 


TD 2.40:39-2, 78- 


26568 


TD 2.40:40, 78-7829 


TD 2.40:40-1, 78- 


18620 


TD 2.40:41, 78-18621 





TD 2.40/3:820, 
TD 2.40/3:920, 


78-7830 
78-7831 
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TD 2.42:975, 78- 
TD 2.42:977, 78- 
TD 2.43:73-3/pt.1, 
TD 2.44:1, 78-96 
TD 2.44:5, 
TD 2.46:(date/nos. ), 
TD 2.46:976, 
TD 2.47:975, 
TD 2.47:977, 
TD 2.48:2, 

TD 2.48:4, 


855 

14084 
78-18622 

45 


78-9646 


78-3743 


78-14085 

78-11864 

78-11864 
78-15941 
78-22111 


TD 2.52:979, 
TD253:401, 
TD 2.54:T 69, 
TD 2.55:975, 
TD 2.302:B 73/974, 
TD 2.302:C 73/3, 


78-14086 


78-24379 
78-5288 
78-11865 
78-22112 


78-18623 


e 


TD 2.303:(v.nos.&nos. ), 


78-3744 


TD 2.306:M 85/2, 


78-18624 


TD 2.306:M 85/975/amdt 1-13, 
TD 2.306:M 85/976, 78-7833 
TD 2.306:P 94, 78-18625 

TD 2.308:Sh 6, 78-7834 

TD 2.308:Sh 6/978, 78-18626 
TD 2.309:76-3, 78-5289 


78-7832 


TD 2.309:76-4, 
TD 2.309:76-6, 
TD 2.309:76-7, 
TD 2.309:76-8, 
TD 2.309:77-1, 
TD 2.309:77-2, 
TD 2.309:77-3, 


78-18627 
78-18628 
78-18629 
78-18630 
78-9647 

78-9648 

78-18631 


TD 2.310:974, 
TD 2.310:9 732 
TD 2.310/2:975, 
TD 2.312/3:973-76, 
TD 3.2:Ac 2/3, 


78-14087 
78-14087 
78-14088 
78-7835 
78-22113 


TD 3.2:C 76, 
TD 3.2:C 82, 
TD 3.2:El 2/2, 
TD 3.2:F 31/2, 


78-7836 

78-7837 
78-7838 
78-22114 


TD 3.2:N 81/973, 
TD 3.2:P 38, 
TD 3.2:P 69/976, 

13 3.2K 13/2, 7 
TD 3.2:R 13/3, 7 
TD 3.2:R 13/4/v.2, 


78-14089 


78-7839 


78-15942 
8-18632 
8-5290 

78-18633 


TD 3:22. 13/5, 
TD 3.2:R 13/7, 
TD 3.2:9:67/7, 
TD 3.2:T 68/4, 


78-7840 
78-7841 
78-22115 
78-22116 


TD 3.6:R 13/add.&corr., 


TD 3.6:R 13/v.1, 


TD 3.6:R 13/2/v.2/final, 


TD 3.8:P 69/biblio 
TD 3.8:P 69/v.1, 
TD 3.8:P 69/v.2, 
3.8/2:1300.2 A 
3.8/2:1390.1, 
3.9:(date/nos. ) 
3.13/2:76/09, 
3.13/2:76/21, 
3.13/2:76/22, 
3.14:975, 78- 
3.15:74-4, 78 
3.15:74-7/v.1, 
3.15:75-21 A, 
TD 3.15:75-21 B, 
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78-11866 
78-11867 
78-7842 
./prelim., 78-5291 
78-11868 
78-26569 
/ch.5, 78-7843 
78-11869 
, 78-3745 
78-22117 
78-14090 
78-14090 
22118 
-11870 
78-11871 
78-11872 
78-11872 





Classification Number Index 


TD 3.15:75-22.3, 
TD 3.15:75-22.4, 
TD 3.15:75-75, 
TD 3.15:75/96, 


78-7864 

78-11873 
78-7844 
78-14091 


TD 3.15:76-09, 78-14092 


TD 3.15:76-133, 
TD 3.15:76-246, 
TD 3.15:76/247, 
TD 3.15:76-248, 
TD 3.15:76-250, 
TD 3.15:76-251, 
TD 3.15:76-252, 
TD 3.15:76-254, 
TD 3.15:76-257, 
TD 3.15:76-260, 
TD 3.15:76-266, 
TD 3.15:76-271, 

15:76-273, 

-15:76/274, 


15:76/275/v.1-3, 


.15:76-276, 
-15:76-277, 
-15:76-280, 
.15:76/287.1, 
.15:76-289, 
.15:76-290, 
-15:76-293, 


-15:76-295/v.1, 


.15:76/297, 
-15:76/304, 
.15:76-306, 
.15:77/05, 
.15:77/07, 
-15:77/08, 
-15:77/11, 
mr a 
.15:77/14, 
-15:77/15, 
ASTI 75 
.15:77/18, 
15:77/19, 
-15:77/22, 
-15:77-25, 
AST If2d, 
-15:77/28, 
.15:77/29, 
-15:77/31, 
-15:77/32, 
s3:77/35, 
.15:77-36, 
15:77/38.1, 
-15:77/38.2, 
-15:77/38.3, 
-15:77/38.4, 
.15:77-40, 
-15:77/41, 
-15:77/42, 
-15:77/47/v. 


-15:77/56/v.1-2, 


-15:77-58, 
.15:77/61, 
-15:77/64, 
-15:77/71, 
TD 3.15:77/75, 


TD 3.15:77-06,1-2, 


TD 3.15:78/04.1, 
TD 3.15:78/07, 
TD 3.15:78/09, 


Do not order from index; see indicated entry 


78-11874 
78-11875 
78-14093 
78-5292 
78-7845 
78-9649 
78-11876 
78-11877 
78-7846 
78-15943 
78-5293 
78-7847 
78-5294 
78-11878 
78-7848 
78-7849 
78-5295 
78-22119 
78-9650 
78-14094 
78-7850 
78-7851 
78-9651 
78-9652 
78-7852 
78-7853 
78-7854 
78-9653 
78-7855 
78-9654 
78-18634 
78-7856 
78-9655 
78-7857 
78-9656 
78-22120 
78-11879 
78-9657 
78-22121 
78-22122 
78-9658 
78-22123 
78-22124 
78-7858 
78-856 
78-22125 
78-22126 
78-22127 
78-22128 
78-22129 
78-9659 
78-9660 
1, 78-9661 
78-9662 
78-15944 
78-9663 
78-5296 
78-14095 
78-11880 
78-22130 
78-22131 
78-22132 
78-22133 


TD 3.15:78/12.11, 


TD 3.15:78/18, 

TD 3.15:78-24.1, 
TD 3.15/2:73-16, 
TD 3.15/2:73-17, 
TD 3.15/2:73-31, 


TD 3.15/3:NCD-76-3/v.1, 
TD 3.15/3:NCD-76-3/v.2, 
TD 3.15/3:NCD-76-4, 
TD 3.15/4:31/v.1, 


TD 3.15/4:31/v.3, 


TD 3.15/4:3007/v.2, 
TD 3.15/4:3010/v.2, 


TD 3.15/5:75-1, 

TD 3.15/5:76-5, 
15/5:76-6, 
15/5:76-10, 
.15/5:77-1, 
-15/5:77-7, 
-15/5:77-8, 
.15/5:77-10, 
.15/5:77-13, 
.15/5:77-18, 
.15/5:77-24, 
-15/5:78-8, 


78-11881 
78-22134 
78-22135 
78-22136 
78-22137 
78-7859 
78-18635 
78-14096 
78-15945 
78-18636 
78-22138 
78-22139 
78-7860 
78-5297 
78-9664 
78-7861 
78-7862 
78-15946 
78-26570 
78-857 
78-22140 
78-11882 
78-7863 
78-22141 
78-22142 


.17:N 81 c/draft, 
.17:N 81 c/draft/v.2, 
.18:979/pt.2, 
.103:Sa 1, 
.103:145, 
.106:Ap 5/977, 


78-858 

78-7865 
78-26571 
78-7866 

78-22143 

78-7867 


.106:F 88/9 
.106:N 69, 
.106:T 67, 
.109:974, 
.109:975, 
.110:4181, 


77, 78-7868 
78-15947 
78-7869 

78-14097 

78-22144 
78-22145 


-110:4184, 
.110/2:44, 
-110/2:45, 


78-22146 
78-5298 
78-5299 


.110/2:48, 
.110/3:88, 
-110/3:89, 
-110/3:90, 
-110/3:91, 
.110/3:92, 


78-22147 
78-5300 
78-5301 
78-5302 
78-5303 
78-5304 


-110/3:93, 
-110/3:94, 
.110/3:95, 
-110/3:96, 





-110/3:97, 
.110/3:98, 
.110/3:99, 
-110/3:100, 
-110/3:179, 
-110/3:192, 
-110/3:193, 
.110/3:194, 
-110/3:195, 
.110/3:196, 
-110/3:197, 
-110/3:198, 
110/3:199, 
110/3:200, 
TD 3.110/3:207, 
TD 3.110/3:208, 
TD 3.110/3:209, 
TD 3.110/3:210, 


78-5326 





TD 3.110/3:211, 
TD 3.110/3:212, 
TD 3.110/3:213, 
TD 3.110/3:214, 
TD 3.110/3:215, 
TD 3.110/3:223, 
TD 3.110/3:224, 
TD 3.110/3:225, 
TD 3.110/4:975, 
TD 3.110/4:976, 
TD 3.110/5:975, 
TD 3.111:970-71, 
TD 3.111:973-74, 
TD 3.112:L 81, 

TD 4.2:Ai 7/20, 


TD 4.2:Ai 7/20/task 2, 


TD 4.2:Ai 7/25, 
TD 4.2:Au 8, 


78-5327 
78-5328 
78-5329 
78-5330 
78-5331 
78-5332 
78-5333 
78-5334 
78-22148 
78-26572 
78-9665 
78-14098 
78-14099 
78-5335 
78-7870 
78-5336 
78-7871 


78-7872 


TD 4.2:C 28, 78-7873 


TD 4.2:C 73/5, 
TD 4.2:C 74/6, 
TD 4.2:C 76/2, 
TD 4.2:En 2/3, 
TD 4.2:Ex 3, 78 
TD 4.2:F 64/3, 
TD 4.2:H 36, 


78-5337 
78-7874 
78-7875 
78-9666 


-7876 


78-7877 
78-7878 


TD 4.2:L 22, 78-7879 


TD 4.2:L 23/3/v.1/draft, 


TD 4.2:N 69/8, 

TD 4.2:N 69/9, 

TD 4.2:P 25/977, 
TD 4.2:P 91, 78 
TD 4.2:Sa 1/5, 
TD 4.2:Sa 1/6, 
TD 4.2:So 8, 78 


TD 4.2:St 2/2/976, 
TD 4.2:St 2/2/977, 
78-3747 


TD 4.6:1, 
TD 4.6:1/2/rep., 

TD 4.6:11/2/ch.4, 
TD 4.6:11/2/ch.5, 
TD 4.6:13/2/ch.3, 
TD 4.6:21, 78-3 
TD 4.6:23, 78-3 
TD 4.6:23/3, 78 
TD 4.6:25, 78-3 


TD 4.6:27/2/ch.5, 


TD 4.6:27/2/ch.6, 
TD 4.6:29/2/ch.6, 
TD 4.6:29/2/ch.7, 
TD 4.6:33, 78-3 
TD 4.6:36, 78-3 
TD 4.6:37, 78-3 
TD 4.6:39/3/v.1, 

TD 4.6:43/2/ch.1, 
TD 4.6:45/2/ch.1, 
TD 4.6:45/2/ch.2, 
TD 4.6:47/2/ch.2, 
TD 4.6:49, 78-1 


TD 4.6:61/rep.974/ch.1, 
TD 4.6:61/rep.974/ch.3, 
TD 4.6:61/974/2/rep., 


78-22149 
78-22150 
78-7880 

78-14100 
-7881 


78-7882 
78-7883 


-7884 
78-14101 
78-24380 


78-24381 
78-14102 
78-26573 
78-24382 

748 

749 

-24383 

750 
78-14103 
78-26574 
78-14104 
78-14105 

751 

752 

753 

78-18637 
78-24384 
78-24385 
78-24386 
78-11883 

1884 
78-14106 
78-22151 
78-24387 


TD 4.6:63, 78-3754 


TD 4.6:65/2/ch.1, 
TD 4.6:65/2/ch.2, 
TD 4.6:73/2/ch.2, 
TD 4.6:77/rep., 

TD 4.6:91, 


78-11885 

78-22152 

78-11886 
78-18638 


78-3755 





December 1978 


TD 4.6:91/2/rep., 
TD 4.6:93, 
TD 4.6:105/2/ch.1, 
TD 4.6:105/2/ch.2, 
TD 4.6:121, 
TD 4.6:121/2/rep., 
TD 4.6:123, 
TD 4.6:127/2/ch.3, 
TD 4.6:127/2/ch.4, 
TD 4.6:129/2/ch.4, 
TD 4.6:129/2/ch.5, 


TD 4.6:133/2, 78- 


TD 4.6:133/2/ch.3, 
TD 4.6:135/2/ch.3, 
TD 4.6:135/2/ch.7, 
TD 4.6:135/2/ch.8, 
TD 4.6:135/2/ch.9, 
TD 4.6:137/2/ch.2, 
TD 4.6:137/3/ch.3, 
TD 4.6:137/3/ch.4, 
TD 4.6:139, 
TD 4.6:145/2/ch.2, 
TD 4.6:145/2/ch.3, 
TD 4.6:147/ch/2, 
TD 4.6:152/ch.1, 
TD 4.6:152/ch.2, 
TD 4.6:152/ch.4, 
TD 4.6:152/ch.5, 
TD 4.6:152/ch.6, 
TD 4.6:159/ch.2, 
TD 4.6:183/2/ch.2, 


TD 4.8:Ai 7/5/975/ch.1, 


TD 4.8:Ai 7/36, 
TD 4.8:Ai 7/37, 
TD 4.8:An 2/973, 
TD 4.8:B 53, 
TD 4.8:C 18, 
TD 4.8:C 33, 


TD 4.8:Ex 2, 
TD 4.8:F 31, 
TD 4.8:F 64/6, 
TD 4.8:F 64/7, 
TD 4.8:H 19, 
TD 4.8:H 99, 
TD 4.8:L 11/2, 
TD 4.8:L 26, 
TD 4.8:L 62/10, 
TD 4.8:L 78, 


TD 4.8:M 46/5, 7 
TD 4.8:N 21, 

TD 4.8:N 22/2, 
TD 4.8:Or 2/975, 


78-14107 


78-3756 


78-24388 
78-26575 


78-3757 


78-26576 


78-3758 


78-14108 
78-26577 
78-14109 
78-22153 
14110 
78-14111 
78-14112 
78-14113 
78-14114 
78-26578 
78-11887 
78-22154 
78-24389 


78-3759 


78-14115 

78-24390 
78-24391 
78-14116 
78-14116 
78-14116 
78-18639 
78-7885 
78-14117 

78-14118 


78-7887 


78-14121 
78-14122 
78-14123 
TD 4.8:C 81/rep. 975, 
TD 4.8:D 63/3/ch.1, 


78-9667 


78-14124 
78-15948 
78-14125 
78-7888 
78-14126 
78-14127 
78-9668 
78-7889 
78-14128 
78-14129 
TD 4.8:M 34, 78- 


14130 
8-14131 


78-14132 
78-11888 


78-14133 


TD 4.8:P 28/rep. 28/rep.976, 


TD 4.8:P 28/2, 
TD 4.8:P 28/3, 
TD 4.8:P 69, 

TD 4.8:Sa 1, 78-1 
TD 4.8:Sn 6, 78-1 
TD 4.8:St 2, 
TD 4.8:T 67/2, 
TD 4.8:T 67/3, 
TD 4.8:T 69, 

TD 4.8:T 84, 

TD 4.8/2:AF 1100. 
TD 4.8/2:AF 1100. 


Do not order from index; see indicated entry 


78-14134 
78-11889 
78-14135 


4136 
4137 


78-14138 
78-14139 
78-5340 

78-14140 

78-14141 

1A, 78-22155 

78-22 


1/ch.3, 


78-7886 
78-14119 
78-14120 


78-5338 





TD 4.8/2:AF 1100.1/ch.7, 


TD 4.8/2: 
TD 4.8/2: 
TD 4.8/2: 
TD 4.8/2: 
TD 4.8/2: 
TD 4.8/2: 
TD 4.8/2: 
TD 4.8/2: 
TD 4.8/2: 
TD 4.8/2: 
TD 4.8/2: 
TD 4.8/2: 
TD 4.8/2: 
TD 4.8/2: 
TD 4.8/2: 
TD 4.8/2: 
TD 4.8/2: 
TD 4.8/2: 
TD 4.8/2: 
TD 4.8/2: 
TD 4.8/2: 
TD 4.8/2: 
TD 4.8/2: 
TD 4.8/2: 
TD 4.8/2: 
TD 4.8/2: 
TD 4.8/2: 
TD 4.8/2: 
TD 4.8/2: 
TD 4.8/2: 
TD 4.8/2: 
TD 4.8/2: 
TD 4.8/2: 
TD 4.8/2: 
TD 4.8/2: 
TD 4.8/2: 
TD 4.8/2: 
TD 4.8/2: 
TD 4.8/2: 
TD 4.8/2: 
TD 4.8/2. 
TD 4.8/2: 
TD 4.8/2: 
TD 4.8/2: 
TD 4.8/2: 
TD 4.8/2: 
TD 4.8/2: 
TD 4.8/2: 
TD 4.8/2: 
TD 4.8/2: 
TD 4.8/2: 
TD 4.8/2: 
TD 4.8/2: 
TD 4.8/2: 
TD 4.8/2: 
TD 4.8/2: 
TD 4.8/2: 
TD 4.8/2: 
TD 4.8/2: 
TD 4.8/2: 
TD 4.8/2: 
TD 4.8/2: 
TD 4.8/2: 
TD 4.8/2: 
TD 4.8/2: 
TD 4.8/2: 
TD 4.8/2: 


0000.1 E, 
111.76 A, 
1000.2 A/ 
1000.23], 
1050.1 A, 
1050.1 B, 
1100.145, 
1110.78, 
1110.86, 
1200.23, 
1350.19/c 
1350. 
1350. 
1350 
1360. 
1370.53, 
1375.2/ch 
1375.4/ch 
1380.42, 
1600.53, 
1650.1/ch 
1650. 1/ch 
1700.13, 
1720.33, 


1740.4/rep., 


1800.42, 
1800.46, 
1900.1 C, 


1900.36 A, 


2100.13, 
2500.24 I 
2500.50, 


2510.8 D, 
2720.4 A, 


2940. 
3330.1 A 
3430. 

3550.10, 


3750.4/rep.977, 


3770.2 A, 
3930.3, 
4040.9, 
4400. 
4453. 
4500.3, 
4500.: 
4660 
4660.3 A, 


4660.5 A, 


4700.2, 
4800. 
4800.2/c 
4800. 
5090.3 A, 


5100.17/rep., 
5100.18 A, 


5100.34, 
5190.2 K, 
5190.6, 
5370.3, 
6011.1, 
6011.1/ch 
6030.13, 


6030.18 B, 


6050.!2 C 


6100.1/2/ch. 17, 


(a 
I 

3410.11 A/rep., 
7 


78-2215) 
78-5341 
78-18640 

ch.2, 78-1864] 
78-7890 
78-7891 
78-18642 
78-5342 

78-18643 
78-18644 
78-9669 

h.l, 78-18645 

§- 18646 
-26579 
-18647 


, 78-18648 


78-7892 
9, 78-5343 
4, 78-26580 
78-5344 
78-5345 
2, 78-15949 
3, 78-5346 
78-18649 
78-18650 
78-5347 
78-18651 
78-5348 
78-18652 
78-18653 
78-2658 1 
, 78-18654 
78-18655 
78-18656 
78-7893 
78-18657 
rep., 78-18658 
78-7894 
78-9670 
78-18659 
78-7895 
78-26582 
78-5349 
78-5350 
78-5351 
78-5352 
78-7896 
78-5353 
29-31, 78-18660 
78-18661 
78-18662 
78-26583 
78-18663 
78-7897 
78-7898 
78-5354 
78-5355 
78-26584 
78-5356 
78-26585 
78-5357 
78-18664 
78-18665 
.2, 78-18666 
78-18667 
78-26586 
>, 7178-26587 
78-1 8668 
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TD 4.8/2:6120.2, 78-5358 

TD 4.8/2:6340.9, 78-18669 

TD 4.8/2:6340.9 A, 78-26588 

TD 4.8/2:6360.10, 78-5359 

TD 4.8/2:6750.6 B/rep., 78-5360 
TD 4.8/2:6750.16 A, 78-26589 
TD 4.8/2:6790.6, 78-26590 

TD 4.8/2:6850.12, 78-18670 

TD 4.8/2:6950.19, 78-26591 

TD 4.8/2:6950.20, 78-26592 

TD 4.8/2:6980.18, 78-7899 

TD 4.8/2:7010.1 A, 78-7900 

TD 4.8/2:7010.1A/rep., 78-18671 
TD 4.8/2:7031.2 B/rep., 78-5361 
TD 4.8/2:7210.7 C, 78-18672 

TD 4.8/2:7210.35, 78-18673 

TD 4.8/2:7230.16 A, 78-18674 
TD 4.8/2:7400.2 B.ch.2, 78-5362 
TD 4.8/2:8000.25 A, 78-9671 

TD 4.8/2:8000.34 A, 78-18675 
TD 4.8/2:8000.41 A, 78-5363 

TD 4.8/2:8040.1 A/ch. 1, 78-18676 
TD 4.8/2:8040.1 A/rep.977, 78-18677 
TD 4.8/2:8110.4/ch.14, 78-7901 
TD 4.8/2:8110.4/ch.16, 78-7902 
TD 4.8/2:8110.4/rep., 78-7903 

TD 4.8/2:8110.12, 78-18678 

TD 4.8/2:8110.22 B, 78-18679 
TD 4.8/2:8110.32, 78-26593 

TD 4.8/2:8130.2 B, 78-9672 

TD 4.8/2:8260.30, 78-18680 

TD 4.8/2:8260.31, 78-5364 

TD 4.8/2:8300.4/ch.40, 78-8094 
TD 4.8/2:8710.4 A/rep., 78-5365 
TD 4.8/2:8520.7/rep., 78-5366 
TD 4.8/2:8420.9/ch.3, 78-18681 
TD 4.8/2:8420.9/ch.5, 78-18681 
TD 4.8/2:8430.1 A/rep.977, 78-5367 
TD 4.8/2:8430.6 A/ch.102, 78-18682 
TD 4.8/2:8430.6 A/ch.104, 78-7904 
TD 4.8/2:8430.6 A/ch.108, 78-18682 
TD 4.8/2:8430.6 B, 78-5368 

TD 4.8/2:8430.6 B/ch.2, 78-26594 
TD 4.8/2:8430.17/ch.1, 78-7905 
TD 4.8/2:8430.17/ch.3, 78-26595 
TD 4.8/2:8440.5 A/ch.3, 78-18683 
TD 4.8/2:8440.5 A/ch.S, 78-7906 
TD 4.8/2:8440.5A/ch.10, 78-5369 
TD 4.8/2:8710.2, 78-26596 

TD 4.8/2:8710.3, 78-26597 

TD 4.8/2:8720.1, 78-18684 

TD 4.8/3:977-2, 78-14142 

TD 4.8/5:00-32, 78-15950 

TD 4.8/5:00-44 G, 78-15951 

TD 4.8/5:00-44 I, 78-15952 

TD 4.8/5:00-44 J, 78-26598 

TD 4.8/5:00-45 A, 78-859 

TD 4.8/5:00-51, 78-14143 

TD 4.8/5:00-53, 78-11890 

TD 4.8/5:20-24 A, 78-5371 

TD 4.8/5:20-28 A, 78-14144 

TD 4.8/5:20-36 G, 78-5372 

TD 4.8/5:20-43 C, 78-14145 

TD 4.8/5:20-62 C, 78-7907 

TD 4.8/5:20-83, 78-7908 

TD 4.8/5:20-88, 78-14146 

TD 4.8/5:20-91, 78-7909 

TD 4.8/5:20-92, 78-14147 
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Classification Number Index 


TD 4.8/5:20-97, 78-7910 

TD 4.8/5:20-98, 78-15953 
TD 4.8/5:20-99, 78-15954 
TD 4.8/5:20-100, 78-5370 

TD 4.8/5:21-2 C, 78-5373 

TD 4.8/5:21-2 C, 78-7911 

TD 4.8/5:25.253-1 A, 78-14148 
TD 4.8/5:36-1 B, 78-9673 

TD 4.8/5:36-2, 78-14149 

TD 4.8/5:36-2 A, 78-9674 

TD 4.8/5:43-6 A, 78-5374 

TD 4.8/5:43-9 A, 78-7914 

TD 4.8/5:43-11, 78-5375 

TD 4.8/5:43-12, 78-7912 

TD 4.8/5:43.13-2 A, 78-7913 
TD 4.8/5:60-10, 78-7915 

TD 4.8/5:60-13, 78-14150 

TD 4.8/5:60-15, 78-7916 

TD 4.8/5:61-8 D, 78-11891 
TD 4.8/5:61-13 A, 78-9675 
TD 4.8/5:61-18 E, 78-11892 
TD 4.8/5:61-32 B, 78-5377 
TD 4.8/5:61-74 A, 78-5378 
TD 4.8/5:61-84, 78-15955 

TD 4.8/5:61-85, 78-5376 

TD 4.8/5:63-3, 78-14151 

TD 4.8/5:65-4 C, 78-9676 

TD 4.8/5:65-13 C, 78-5379 
TD 4.8/5:65-15 A, 78-860 

TD 4.8/5:70-2 A, 78-7917 

TD 4.8/5:70-2 B, 78-5380 

TD 4.8/5:70-2 C, 78-15956 
TD 4.8/5:90-50 A, 78-7918 
TD 4.8/5:90-58 C, 78-7919 
TD 4.8/5:90-75, 78-14152 

TD 4.8/5:90-76, 78-15957 

TD 4.8/5:91-13 B, 78-9677 
TD 4.8/5:91-23 A, 78-7920 
TD 4.8/5:91-37 A, 78-11893 
TD 4.8/5:91-42 A, 78-11894 
TD 4.8/5:91-46, 78-14153 

TD 4.8/5:91-48, 78-7921 

TD 4.8/5:91-49, 78-5381 

TD 4.8/5:97-1 A, 78-5382 

TD 4.8/5:120-17 A, 78-15958 
TD 4.8/5:120-28 B, 78-5383 
TD 4.8/5:120-30 A, 78-14154 
TD 4.8/5:120-31 A, 78-15959 
TD 4.8/5:120-33, 78-11895 
TD 4.8/5:121-18, 78-7922 

TD 4.8/5:121-21, 78-7923 

TD 4.8/5:121-22, 78-5384 

TD 4.8/5:121-23, 78-14155 
TD 4.8/5:121-24, 78-7924 

TD 4.8/5:121-25, 78-7925 

TD 4.8/5:133-1, 78-7926 

TD 4.8/5:135-1 C, 78-5385 
TD 4.8/5:140-1 J, 78-861 

TD 4.8/5:140-2 K, 78-7927 
TD 4.8/5:140-2 L, 78-26599 
TD 4.8/5:141-2 A, 78-7928 
TD 4.8/5:149-2 J, 78-15960 
TD 4.8/5:150/5060-4, 78-15961 
TD 4.8/5:150/5100-13, 78-5386 
TD 4.8/5:150/5190-4, 78-5387 
TD 4.8/5:150/5200-15 A, 78-5389 
TD 4.8/5:150/5200-23, 78-14156 
TD 4.8/5:150/5200-24, 78-5388 


Do not order from index; see indicated entry 





TD 4.8/5:150/5220-1, 78-7929 
TD 4.8/5:150/5220-11, 78-26600 
TD 4.8/5:150/5220-12, 78-26601 
TD 4.8/5:150/5280-1, 78-5390 
TD 4.8/5:150/5280-3, 78-5391 
TD 4.8/5:150/5300-5, 78-5392 
TD 4.8/5:150/5300-10, 78-7930 
TD 4.8/5:150/5300-4B/ch.2, 78-15962 
TD 4.8/5:150/5320-13, 78-14157 
TD 4.8/5:150/5320-14, 78-11896 
TD 4.8/5:150/5340-19, 78-11897 
TD 4.8/5:150/5340-21, 78-11898 
TD 4.8/5:150/5340-25, 78-14158 
TD 4.8/5:150/5345-28 C, 78-7931 
TD 4.8/5:150/5345-46/ch.1, 78-15963 
TD 4.8/5:150/5345-49, 78-7932 
TD 4.8/5:150/5354-46, 78-7933 
TD 4.8/5:150/5360-7, 78-14159 
TD 4.8/5:150/5370-2 A, 78-7934 
TD 4.8/5:150/5370-5 A, 78-15964 
TD 4.8/5:150/5390-1 B, 78-5393 
TD 4.8/5:170-9, 78-5394 

TD 4.8/5:170-12, 78-5395 

TD 4.8/5:170-13, 78-7935 

TD 4.9:(v.nos.&nos.), 78-3760 
TD 4.9/2:(v.nos.&nos.), 78-3761 
TD 4.11:(date/nos.), 78-3762 

TD 4.12:pt.i/(date-nos.), 78-3763 
TD 4.12:pt.1/977-1, 78-22158 
TD 4.12:pt.1/977-2, 78-22158 
TD 4.12:pt.1/978-1, 

TD 4.12:pt.2/(date), 

TD 4.12:pt.2/976, 78-7936 

TD 4.12:pt.2/976-77, 78-7936 
TD 4.12:pt.2/977/rev., 78-7936 
TD 4.12:pt.2/977-2, 78-7936 

TD 4.12:pt.2/978, 78-14160 

TD 4.12:pt.3/(date-nos.), 78-3766 
TD 4.12:pt.3 a/(date/nos.), 78-3768 
TD 4.12:pt.4/(date/nos.), 78-3769 
TD 4.12/3:978-2, 78-22159 

TD 4.13:975, 78-15965 

TD 4.14:976-2, 78-9678 

TD 4.14:977, 78-22160 

TD 4.15/3:(date), 78-3770 

TD 4.15/4:(date), 78-3771 

TD 4.15/5:(date), 78-3772 

TD 4.15/6:(date), 78-3773 

TD 4.15/7:(date), 78-3774 

TD 4.18:976, 78-14161 

TD 4.18/2:977-2/v.1-3, 78-7937 
TD 4.18/2:978/v.1-3, 78-14162 
TD 4.18/2:978-2/v.1-3, 78-26602 
TD 4.19:974-2, 78-22161 

TD 4.19:976-2, 78-22162 

TD 4.19:977, 78-14163 

TD 4.19/4:976, 78-14164 

TD 4.19/5:975, 78-26603 

TD 4.22/2:976, 78-22163 

TD 4.22/2:977, 78-26604 

TD 4.24:Av 5/3, 78-7938 

TD 4.24:974/ch.1, 78-15966 

TD 4.25:Av 5/4, 78-7939 

TD 4.25:F 64, 78-7940 

TD 4.25:H 53, 78-7941 

TD 4.25:Is 7, 78-14165 

TD 4.25:T 68/2, 78-7942 

TD 4.28:(date), 78-3775 





TD 4.29:M 22, 78- 


TD 4.32:75- 
TD 4.32:75- 
TD 4.32:76- 
TD 4.32:77- 


TD 4.32/6:77-5, 


TD 4.32/6:7 
TD 4.32/6:7 
TD 4.32/6:7 
TD 4.32/6:7 
TD 4.32/7:1 
TD 4.32/7:1 


TD 4.32/8:76-2, 


TD 4.32/8:7 
TD 4.32/9:2 


TD 4.32/9:2471, 


TD 4.32/9:2 
TD 4.32/9:2 
TD 4.32/11: 
TD 4.32/11 
TD 4.32/11: 
TD 4.32/11: 
TD 4.32/11: 
TD 4.32/11: 
TD 4.32/11: 
TD 4.32/11: 
TD 4.32/11: 
TD 4.32/11: 
TD 4.32/11: 
TD 4.32/11: 
TD 4.32/11: 
TD 4.32/11: 
TD 4.32/11: 
TD 4.32/11: 
TD 4.32/11: 
TD 4.32/11: 
TD 4.32/11: 
TD 4.32/12: 
TD 4.32/14: 
TD 4.32/14: 
TD 4.32/14: 
TD 4.32/15: 
TD 4.32/15: 


TD 4.33:979-88, 


TD 4.33/3:9 
TD 4.34/9:2 


TD 4.35:976, 


TD 4.36:(da 


TD 4.36:976, 
TD 4.36:978, 
TD 4.39/2:(nos. ), 
TD 4.41:975, 
TD 4.41:976, 
TD 4.44:977, 


TD 4.48:(da 
TD 4.48:C 7 


TD 4.48:Ev 2/draft/app., 
TD 4.48:J 13, 
TD 4.48:M 86, 


7943 


29, 78-7944 
56, 78-7945 
27, 78-7946 
30, 78-7947 
TD 4.32/6:76-12, 7 


7-1, 
7-9, 78 
7-15, 
7-17, 7 
5-2 A, 
8-1, 


8-03, 7 
347, 


530 b, 
652, 
75-7, 


775-12, 


76-9, 
76-11, 
76-18, 
77-16, 
77-17, 
77-19, 
77-20/v. 
77-20/v. 
77-20/v. 
77-21, 
77-30, 
77-30/2, 
77-32, 
77-34, 
77-35, 
77-36, 
78-2, 
2673, 
75-4, 
76-1, 
77-6, 
77-1 A, 
78-1, 


78-87, 
661, 


te), 78 


te/nos.), 


8-22164 


78-22165 
78-22166 


-9679 


78-9680 


8-7948 
78-5396 


78-22167 
78-7949 


8-22168 


78-5397 
78-5398 


78-968 1 


78-22169 
78-22170 


78-15967 


78-5399 


78-14166 
78-7950 
78-7951 
78-14167 
78-7952 
2, 78-2217] 
3, 78-7953 
4, 78-22171 
78-5400 
78-22172 
78-26605 
78-5401 
78-9682 
78-18685 
78-9683 


78-22173 
78-862 
78-7954 
78-15968 
78-9684 


78-22174 


78-22175 
78-22176 


78-26606 


78-9685 
78-26607 


-3776 


78-24392 
78-1 8686 
78-3777 
78-18687 
78-22177 
78-26608 


78-3778 


6, 78-9686 


78-2 


TD 4.48:N 21/draft, 
TD 4.48:N 69/draft, 


TD 4.48:P 83, 
TD 4.49:976-77, 


TD 4.50:978 
TD 4.50:978 
TD 4.50:978 
TD 4.50:979 


78-2 


, 78-11 
-2/v.1, 
-2/v.2, 
, 78-11 


78-5402 
2178 


78-22179 


78-22180 
78-22181 
2182 


78-18688 


899 
78-11900 
78-11900 
901 


December 1978 


TD 4.111:Ai 7, 78-7955 

TD 4.112/2:78-2 (3), 78-14168 
TD 4.112/2:78-2(1), 78-7956 
TD 4.112/2:78-2(2), 78-7957 
TD 4.210:76-1, 78-15969 
TD 4.210:76-5, 78-22183 
TD 4.210:76-9, 78-22184 
TD 4.210:76-10, 78-15970 
TD 4.210:76-11, 78-9687 
TD 4.210:76-12, 78-22185 
TD 4.210:76-13, 78-22186 
TD 4.210:76-14, 78-9688 
TD 4.210:76-15, 78-22187 
TD 4.210:77-3, 78-22188 
TD 4.210:77-4, 78-22189 








TD 4.210:77-5, 
TD 4.210:77-6, 
TD 4.210:77-7, 
TD 4.210:77-8, 
TD 4.210:77-9, 
TD 4.210:77-10, 
TD 4.210:77-12, 
TD 4.210:77-13, 
TD 4.210:77-14, 
TD 4.210:77-15, 
TD 4.210:77-16, 
TD 4.210:77-17, 
TD 4.2'0:77-18, 
TD 4.210:77-19, 
TD 4.210:77-20, 
TD 4.210:78-1, 


TD 4.210:78-1/errata, 


TD 4.210:78-2, 
TD 4.210:78-3, 
TD 4.210:78-4, 
TD 4.210:78-6, 
TD 4.210:78-14, 
TD 4.210:78-16, 
TD 4.210:78-20, 
TD 4.302:P 41, 


TD 4.308:Ai 7/nos./ch.nos., 
TD 4.308:Ai 7/3/978, 
TD 4.308:C 76/(date&ch.nos.), 
TD 4.308:C 76/975/rep., 
TD 4.308:C 76/978, 
TD 4.308:F 11/975/ch.7, 
TD 4.308:F 11/977/ch.1, 
TD 4.308:F 11/977/ch.2, 
TD 4.308:F 64/date/ch.nos.), 
TD 4.308:M 59/3, 
TD 4.308:M 59/3/ch.2, 

TD 4.308:M 59/3/ch.5-7, 
TD 4.308:M 59/4, 
TD 4.308:M 59/4/ch.1, 

TD 4.308:M 59/4/ch.3, 

TD 4.309:(v.nos.&nos. ), 
TD 4.310:(date/nos.), 
TD 4.315:(date/nos.), 


TD 4.408:Ad 2, 


TD 4.408:Ai 7/11, 


TD 4.408:F 26, 


TD 4.408:H 36/4/977, 


TD 4.408:in 3, 


TD 4.409:977, 
TD 4.509:73-28, 


78-22190 
78-18689 
78-22191 
78-18690 
78-18691 

78-18692 

78-863 

78-864 

78-865 

78-866 

78-867 

78-868 

78-869 

78-22192 

78-22193 
78-9689 
78-9690 
78-18693 
78-9691 
78-18694 
78-18695 

78-18696 

78-18697 

78-18698 
78-7958 
78-3779 
78-14169 
78-3780 
78-26609 
78-14170 
78-26610 
78-5403 
78-9692 
78-3781 
78-18699 
78-26611 

78-26612 

78-5404 
78-9693 
78-26613 

78-3782 
78-3783 
78-3784 
78-14171 
78-7959 
78-14172 
78-7960 


78-11902 
TD 4.408:In 3/976-2, 
TD 4.408:P 64/11, 
TD 4.409:(date/nos.), 


78-11902 
78-7961 
78-3785 


78-14173 


78-15971 


Do not order from index; see indicated entry 





TD 4.509:73-82, 


TD 4.509:73-198/v.2, 


TD 4.509:74-37, 
TD 4.509:74-124, 


TD 4.509:74-125/v.2/supp.1, 
TD 4.509:74-125/v.3/supp.1, 


TD 4.509:74-182, 
TD 4.509:74-187, 
TD 4.509:74-196, 
TD 4.509:75-13, 


TD 4.509:75-60/v. 


TD 4.509:75-86, 
TD 4.509:75-89, 


TD 4.509:75-90/v. 


TD 4.509:75-98, 

TD 4.509:75-107, 
TD 4.509:75-110, 
TD 4.509:75-120/v. 


TD 4.509:75-120/v.4, 


TD 4.509:75-124/v. 
TD 4.509:75-127, 
TD 4.509:75-13 1/v. 
TD 4.509:75-136, 


TD 4.509:75-162/v.3, 
TD 4.509:75-165/v.2, 


TD 4.509:75-167, 
TD 4.509:75-171, 


TD 4.509:75-173/v.2, 


TD 4.509:75-186, 
TD 4.509:75-187, 
TD 4.509:75-193, 
TD 4.509:75-196, 
TD 4.509:75-201, 
TD 4.509:75-206, 
TD 4.509:75-212, 
TD 4.509:75-215/v. 


TD 4.509:75-215/v.3, 


TD 4.509:75-217, 
TD 4.509:75-218, 
TD 4.509:75-219, 
TD 4.509:75-228, 
TD 4.509:75-23 1, 
TD 4.509:75-235, 
TD 4.509:76-1, 
TD 4.509:76-4, 
TD 4.509:76-5, 
TD 4.509:76-6, 
TD 4.509:76-7, 
TD 4.509:76-16, 
TD 4.509:76-19, 


TD 4.509:76-21, 


TD 4.509:76-30, 
TD 4.509:76-31, 
TD 4.509:76-32, 
TD 4.509:76-33, 
TD 4.509:76-40, 
TD 4.509:76-43, 7 
TD 4.509:76-44, 
TD 4.509:76-46, 
TD 4.509:76-47, 
TD 4.509:76-56, 


TD 4.509:76-59, 
TD 4.509:76-62, 


78-7962 
78-7963 
78-24393 
78-18700 
78-9694 
78-7964 
78-7965 
78-22194 
78-7966 
78-7967 
2-, 78-22195 
78-7968 
78-15972 
1-2, 78-7969 
78-7970 


78-7971 
78-7972 
1-2, 78-7973 
78-7973 
1, 78-11903 
78-11904 
1, 78-9695 
78-7974 
78-7975 
78-9696 
78-7976 
78-7977 
78-18701 
78-18702 
78-18703 
78-18704 
78-7978 
78-18705 
78-7979 
78-18706 
1, 78-18707 
78-15973 
78-9697 
78-15974 
78-15975 
78-15976 
78-15977 
78-15978 


78-15979 
78-7980 
78-7981 
78-7982 
78-7983 
78-7984 
78-7985 
TD 4.509:76-20/v.1, 
TD 4.509:76-20/v.2, 


78-7986 
78-15980 


78-15981 
TD 4.509:76-27/v.2/pt.1-2, 
TD 4.509:76-27/v.3, 


78-15982 
78-15982 


78-11905 
78-11906 
78-11907 
78-18708 
78-7987 


8-11908 


78-11909 
78-11910 
78-7988 
78-7989 
TD 4.509:76-58/v.1, 


78-7990 


78-9698 


78-18709 
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TD 4.509:76-63, 
TD 4.509:76-64, 
TD 4.509:76-65, 
TD 4.509:76-67, 
TD 4.509:76-72, 
TD 4.509:76-74, 


78-7991 
78-15983 
78-7992 
78-7993 
78-7994 
78-7995 


TD 4.509:76-76/v.2, 78-9699 
TD 4.509:76-79/task 1, 78-9700 
TD 4.509:76-79/task 4, 78-9701 
TD 4.509:76-79/1 a, 78-7996 


TD 4.509:76-80, 
TD 4.509:76-85, 
TD 4.509:76-86, 
TD 4.509:76-89, 
TD 4.509:76-90, 
TD 4.509:76-91, 
TD 4.509:76-93, 
TD 4.509:76-94, 
TD 4.509:76-96, 
TD 4.509:76-97, 
TD 4.509:76-98, 
TD 4.509:76-99, 
TD 4.509:76-102, 
TD 4.509:76-103, 
TD 4.509:76-105, 
TD 4.509:76-106, 
TD 4.509:76-107, 
TD 4.509:76-109, 
TD 4.509:76-111, 
TD 4.509:76-112, 
TD 4.509:76-113, 
TD 4.509:76-114, 
TD 4.509:76-117, 
TD 4.509:76-118, 
TD 4.509:76-119, 
TD 4.509:76-121, 
TD 4.509:76-123, 
TD 4.509:76-125, 
TD 4.509:76-127, 


78-7997 
78-15984 
78-7998 
78-7999 
78-11911 
78-15985 
78-15986 
78-11912 
78-11913 
78-11914 
78-11915 
78-15987 
78-18710 
78-11916 
78-8000 
78-15988 
78-9702 
78-11917 
78-11918 
78-11919 
78-18711 
78-18712 
78-15989 
78-18713 
78-11920 
78-15990 
78-15991 
78-8001 
78-15992 


TD 4.509:76-128/bk.1, 78-18714 


TD 4.509:76-130, 
TD 4.509:76-131, 
TD 4.509:76-132, 
TD 4.509:76-133, 
TD 4.509:76-134, 
TD 4.509:76-136, 
TD 4.509:76-139, 
TD 4.509:76-140, 
TD 4.509:76-141, 
TD 4.509:76-142, 
TD 4.509:76-143, 
TD 4.509:76-144, 
TD 4.509:76-145, 
TD 4.509:76-148, 
TD 4.509:76-149, 
TD 4.509:76-150, 
TD 4.509:76-151, 
TD 4.509:76-154, 
TD 4.509:76-155, 
TD 4.509:76-156, 


78-18715 
78-18716 
78-18717 
78-15993 
78-18718 
78-8002 

78-15994 
78-15995 
78-18719 
78-15996 
78-15997 
78-15998 
78-15999 
78-16000 
78-8003 

78-16001 
78-8004 

78-9703 

78-8005 

78-18720 


TD 4.509:76-157/v.1-5, 78-16002 





TD 4.509:76-160/v.2, 


78-16003 


TD 4.509:76-164, 
TD 4.509:76-170, 
TD 4.509:76-171, 
TD 4.509:76-173, 
TD 4.509:76-175, 
TD 4.509:76-176, 
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78-16004 
78-16005 
78-16006 
78-16007 
78-8006 

78-16008 





Classification Number Index 


TD 4.509:76-178, 
TD 4.509:76-180, 
TD 4.509:76-181, 
TD 4.509:76-184, 
TD 4.509:76-186, 
TD 4.509:76-187, 
TD 4.509:76-193, 
TD 4.509:76-196, 
TD 4.509:76-197, 
TD 4.509:76-198, 
TD 4.509:76-200, 
TD 4.509:76-201, 
TD 4.509:76-202, 
TD 4.509:76-206, 
TD 4.509:76-210, 
TD 4.509:76-211, 
TD 4.509:76-212, 
TD 4.509:76-213, 
TD 4.509:76-216, 
TD 4.509:76-217, 
TD 4.509:76-218, 
TD 4.509:76-220, 
TD 4.509:76-221, 
TD 4.509:76-223, 
TD 4.509:76-224, 


78-18721 
78-16009 
78-16010 
78-9704 

78-16011 
78-16012 
78-16013 
78-18722 
78-16014 


78-9705 


TD 4.509:77-1, 78-18728 
TD 4.509:77-4, 78-5405 
TD 4.509:77-5, 78-8012 
TD 4.509:77-9, 78-18729 


TD 4.509:77-10, 
TD 4.509:77-14, 
TD 4.509:77-15, 
TD 4.509:77-16, 
TD 4.509:77-17, 
TD 4.509:77-20, 
TD 4.509:77-21, 
TD 4.509:77-23, 
TD 4.509:77-27/v. 
TD 4.509:77-29, 
TD 4.509:77-33, 
TD 4.509:77-34, 
TD 4.509:77-36, 
TD 4.509:77-37, 
TD 4.509:77-38, 
TD 4.509:77-40, 
TD 4.509:77-41, 


| TD 4.509:77-42, 


TD 4.509:77-43, 
TD 4.509:77-44, 
TD 4.509:77-46, 
TD 4.509:77-48/v. 


TD 4.509:77-48/v.2, 


TD 4.509:77-49, 
TD 4.509:77-52, 
TD 4.509:77-53, 
TD 4.509:77-55, 
TD 4.509:77-56/v. 
TD 4.509:77-58, 
TD 4.509:77-59, 
TD 4.509:77-60, 
TD 4.509:77-63, 
TD 4.509:77-65, 
TD 4.509:77-66, 
TD 4.509:77-67, 
TD 4.509:77-71, 
TD 4.509:77-72, 
TD 4.509:77-74, 
TD 4.509:77-76, 


Do not order from index; see indicated entry 


78-18730 
78-18731 
78-22196 
78-18732 
78-22197 
78-18733 
78-18734 
78-18735 
1, 78-16017 
78-18736 
78-9706 
78-18737 
78-9707 
78-872 
78-16018 
78-26615 
78-18738 
78-18739 
78-16019 
78-5406 
78-18740 
1, 78-18741 
78-9708 
78-16020 
78-18742 
78-18743 
78-2174 
1-2, 78-18744 
78-18745 
78-18746 
78-26616 
78-8013 
78-18747 
78-8014 
78-9709 
78-18748 
78-9710 
78-8015 
78-873 


TD 4.509:77-95, 

TD 4.509:77-99, 

TD 4.509:77-100, 
TD 4.509:77-101, 
TD 4.509:77-103, 
TD 4.509:77-104, 
TD 4.509:77-105, 
TD 4.509:77-106, 
TD 4.509:77-116, 
TD 4.509:77-117, 
TD 4.509:77-126, 
TD 4.509:77-127, 


78-9711 

78-26617 
78-9712 
78-9713 
78-18749 
78-18750 
78-18751 
78-26618 
78-26619 
78-26620 
78-24394 
78-5407 


TD 4.509:77-13 l/app.1-2, 78-26621 
TD 4.509:77-131/summ., 78-26621 


TD 4.509:77-137, 
TD 4.509:77-145, 
TD 4.509:77-151, 
TD 4.509:77-153, 
TD 4.509:77-157, 


78-26622 
78-5408 
78-5409 
78-5410 
78-5411 


TD 4.509:77-177/v.1-3, 78-26623 


TD 4.509:77-179, 
TD 4.509:77-181, 
TD 4.509:77-183, 


78-9714 
78-26624 
78-26625 


TD 4.509:78-3, 78-24395 
TD 4.509:78-4, 78-26626 


TD 4.509:78-43, 
TD 4.509/2:77-5, 


78-24396 
78-18752 


TD 4.709:74-2, 78-22198 
TD 4.709:74-3, 78-22199 


TD 4.709:75-2, 


78-9715 


TD 4.709:76-3, 78-22200 
TD 4.709:76-5, 78-9716 


TD 4.709:76-6, 
TD 4.709:76-8, 


78-9717 
78-22201 


TD 4.709:76-9, 78-8016 


TD 4.709:77-1, 


78-22202 


TD 4.709:77-2, 78-22203 
TD 4.710:975, 78-11921 
TD 4.710:976, 78-11921 
TD 4.710:977, 78-22204 


TD 4.710/2:976, 
TD 4.710/2:977, 


78-26627 
78-26628 


TD 4.810:974, 78-22205 
TD 4.810:975, 78-22205 


TD 4.810:975-2, 


78-22206 


TD 4.810:976, 78-22206 


TD 4.810:976-2, 


78-22206 


TD 4.810:977, 78-22207 


TD 5.2:Ac 7/976, 


78-14174 


TD 5.2:Ai 7, 78-22208 

TD 5.2:Au 8/2/Norwegian, 78-8017 
TD 5.2:Au 8/2, 78-8018 

TD 5.2:Au 8/2/German, 78-8019 
TD 5.2:Au 8/2/Greek, 78-8020 
TD 5.2:Au 8/2/Swedish, 78-8021 
TD 5.2:Au 9, 78-18753 

TD 5.2:Au 9/2, 78-9718 

TD 5.2:B 56/2, 78-5412 

TD 5.2:B 63/5/977, 78-874 

TD 5.2:B 76/pt.2/975, 78-16021 


TD 5.2:B 76/pt.4/975, 78-9719 





TD 5.2:En 3/v.1- 


2, 78-11922 


TD 5.2:F 31, 78-8022 


TD 5.2:F 53/3, 
TD53.2G 21, .7 
TD 5.2:H 36/4, 
TD 5.2:H 36/5, 
TD 5.2:M 33/2, 


78-22209 

8-9720 
78-22210 
78-22211 
78-9721 





December 1978 


TD 5.2:M 69, 78-22212 TD 5.8:Se 2/977, 78-9731 TD 5.25/2:76-76, 78-18766 
TD 5.2:N 22, 78-22213 TD 5.8:Sh 6, 78-9732 TD 5.25/2:78-76, 78-8038 

TD 5.2:P 76/974, 78-11923 TD 5.8:Sh 6/2, 78-9733 TD 5.25/2:80-77, 78-9740 

TD 5.2:P 76/975, 78-11923 TD 5.8:Sh 6/3, 78-22222 TD 5.25/2:81-77, 78-11929 
TD 5.2:P.92, 78-9722 TD 5.8:Su 7, 78-9734 TD 5.25/2:84-76, 78-18767 
TD 5.2:R 26/976, 78-18754 TD 5.8:V 63/2, 78-9735 TD 5.25/2:90-77, 78-9741 

TD 5.2:R 31/6, 78-9723 TD 5.8:V 82/977, 78-8033 TD 5.25/2:96-76, 78-8039 

TD 5.2:Sa 1/2/977, 78-8023 TD 5.9:v.1/978, 78-14181 TD 5.25/2:99-76, 78-18768 
TD 5.2:Se 1/2, 78-8024 TD 5.9:v.2/978, 78-14182 TD 5.25/2:100-76, 78-18769 
TD 5.2:Se 1/977, 78-26629 TD 5.9:v.3/978, 78-14183 TD 5.25/2:111-76, 78-18770 
TD 5.2:Si5, 78-8025 TD 5.9:v.4/978, 78-14184 TD 5.25/2:117-75, 78-18771 
TD 5.2:Sp 1, 78-11924 TD 5.9:v.5/978, 78-22223 TD 5.25/2:118-76, 78-8040 
TD 5.2:Sp 3/978, 78-14175 TD 5.11:974, 78-11927 TD 5.25/2:122-76, 78-8041 
TD 5.2:St 2/2, 78-18755 TD 5.11:976, 78-11927 TD 5.25/2:123-75, 78-8042 
TD 5.2:St 9/977, 78-14176 TD 5.11:977, 78-14185 TD 5.25/2:123-76, 78-8043 
TD 5.2:T 15, 78-8026 TD 5.11/2:003-78, 78-22224 TD 5.25/2:129-76, 78-8044 
TD 5.2:T 15/2, 78-18756 TD 5.12:(date/nos.), 78-3791 TD 5.25/2:140-75, 78-8045 
TD 5.2:T 15/977-2, 78-14177 TD 5.12/2:977/v.1-2, 78-22225 TD 5.25/2:141-75, 78-8045 
TD 5.2:T 15/978, 78-24397 TD 5.13:(v.nos.&nos.), 78-3792 TD 5.25/2:143-75/v.1, 78-11930 
TD 5.3/3:(nos.), 78-3786 TD 5.14:(v.nos.&nos.), 78-3793 TD 5.25/2:155-75/v.1-2, 78-16029 
TD 5.3/4:(date/nos.), 78-3787 TD 5.16:975-76, 78-18760 TD 5.27:(v.nos.&nos.), 78-3795 
TD 5.3/5:(nos.), 78-3788 TD 5.16/2:978-79, 78-22226 TD 5.28:(date/nos.), 78-3796 
TD 5.3/7:(nos.), 78-3789 TD 5.18:71, 78-22227 TD 5.28/2:(date/nos.), 78-3797 
TD 5.3/8:(nos.), 78-3790 TD 5.18:72, 78-22228 TD 5.28/3:3/1, 78-11931 

TD 5.4/3:29, 78-14178 TD 5.18/2:75-1, 78-8034 TD 5.28/3:3/2, 78-11931 

TD 5.4/3:30, 78-9724 TD 5.18/2:75-2, 78-8035 TD 5.28/4:976, 78-14186 

TD 5.4/3:31, 78-9725 TD 5.19:977, 78-11928 TD 5.30:T 36, 78-14187 

TD 5.4/3:33, 78-5413 TD 5.19:978, 78-26631 TD 5.30/2:P 83, 78-14188 

TD 5.6:D 36, 78-5414 TD 5.19/2:978, 78-26632 TD 5.30/2:R 31, 78-14189 

TD 5.6:El 2/977, 78-8027 TD 5.21/4:L 62/976, 78-16024 TD 5.32:D 89, 78-882 

TD 5.6:F 66, 78-9726 TD 5.24:(date), 78-3794 TD 5.32:F 21, 78-9742 

TD 5.6:H 33, 78-22214 TD 5.25/2:1-77/v.1, 78-8036 TD 5.32:N 42 or/draft/v.1-4, 78-8046 
TD 5.6:M 33/2/977, 78-14179 TD 5.25/2:1-77/v.3, 78-18761 TD 5.32:T 15/2/draft, 78-18772 
TD 5.6:P 94, 78-16022 TD 5.25/2:9-77, 78-8037 TD 5.34:977, 78-14190 

TD 5.6:R 24/2, 78-8028 TD 5.25/2:13-77, 78-16025 TD 5.36:1-77, 78-883 

TD 5.6:R 24/977, 78-875 TD 5.25/2:18-78, 78-22229 TD 5.37:(date), 78-3798 

TD 5.6:R 26, 78-18757 TD 5.25/2:21-78, 78-22230 TD 5.38:(date), 78-3799 

TD 5.6:T 15/977, 78-876 TD 5.25/2:27-78, 78-26633 TD 5.41:976, 78-9743 

TD 5.6:V 63/3/977, 78-8029 TD 5.25/2:27-78/supp., 78-26634 TD 5.41:978, 78-9743 

TD 5.6:V 63/5/977, 78-877 TD 5.25/2:31-78, 78-22231 TD 6.1:974, 78-14191 

TD 5.6:V 63/6, 78-8030 TD 5.25/2:34-77, 78-880 TD 6.1:975, 78-14191 

TD 5.6:V 63/7, 78-26630 TD 5.25/2:35-77, 78-16026 TD 6.10:(date/nos.), 78-3800 
TD 5.6:V 63/977, 78-8031 TD 5.25/2:37-78, 78-26635 TD 7.2:Ad 9, 78-9744 

TD 5.8:B 49, 78-22215 TD 5.25/2:38-78, 78-26636 TD 7.2:B 69/3, 78-22234 

TD 5.8:B 63/3/978, 78-14180 TD 5.25/2:39-78, 78-22232 TD 7.2:B 96, 78-18773 

TD 5.8:B 63/5/977, 78-18758 TD 5.25/2:41-78/v.2, 78-26637 TD 7.2:C 73, 78-9745 

TD 5.8:C 67/2, 78-18759 TD 5.25/2:41-78/v.3, 78-26638 TD 7.2:El 2/4, 78-9746 

TD 5.8:D 37, 78-22216 TD 5.25/2:42-78, 78-26639 TD 7.2:El 2/5, 78-9747 

TD 5.8:El 2, 78-9727 TD 5.25/2:42-78, 78-26640 TD 7.2:El 2/6, 78-8047 

TD 5.8:El 2/2, 78-9728 TD 5.25/2:42-78/app., 78-26641 TD 7.2:Em 7, 78-9748 

TD 5.8:Em 3/977, 78-2175 TD 5.25/2:44-78-v.1-2, 78-26642 TD 7.2:H 19/973-2, 78-18774 
TD 5.8:F 95, 78-5415 TD 5.25/2:47-76, 78-9736 TD 7.2:P 21/summ., 78-22235 
TD 5.8:F 96, 78-9729 TD 5.25/2:48-76, 78-9737 TD 7.2:P 39/2, 78-9749 

TD 5.8:H 33, 78-878 TD 5.25/2:49-77, 78-9738 TD 7.2:R 13/3, 78-9750 

TD 5.8:H 53, 78-22217 TD 5.25/2:52-78, 78-26643 TD 7.2:R 31, 78-8048 

TD 5.8:H 53/2, 78-22218 TD 5.25/2:53-76/v.1, 78-5417 TD 7.2:T 68/S/v.1, 78-18775 
TD S5.8:L 82, 78-22219 TD 5.25/2:53-78, 78-26644 TD 7.2:T 68/5/v.2-3, 78-22236 
TD 5.8:M 33, 78-22220 TD 5.25/2:54-76, 78-22233 TD 7.2:T 68/6, 78-22237 

TD 5.8:M 46, 78-5416 TD 5.25/2:54-78, 78-26645 TD 7.2:T 68/8, 78-9751 

TD 5.8:N 22/3/974, 78-24398 TD 5.25/2:55-75, 78-18762 TD 7.2:T 68/9, 78-9751 

TD 5.8:P 19, 78-16023 TD 5.25/2:55-77, 78-16027 TD 7.2:T 68/10, 78-9752 

TD 5.8:P 69, 78-879 TD 5.25/2:56-77, 78-881 TD 7.2:Un 3/2/978, 78-9753 
TD 5.8:R 11/3/977, 78-11925 TD 5.25/2:56-78, 78-26646 TD 7.2:Un 3/976, 78-18776 
TD 5.8:Sa 1, 78-9730 TD 5.25/2:60-77, 78-18763 TD 7.2:Un 3/977, 78-18776 
TD 5.8:Sa 1/2/v.1-2, 78-8032 TD 5.25/2:63-77, 78-18764 TD 7.8:M 34/2, 78-9754 

TD 5.8:Sa 1/2/v.3, 78-22221 TD 5.25/2:65/77, 78-16028 TD 7.10:Ab I/v.3, 78-14192 
TD 5.8:Sa 1/2/v.5, 78-8032 TD 5.25/2:72-76, 78-18765 TD 7.10:Un 3, 78-18777 

TD 5.8:Sa 1/2/v.6, 78-11926 TD 5.25/2:73-76, 78-9739 TD 7.10/2:(date/nos.), 78-3801 
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Classification Number Index 


TD 7.11:CA-06-0071-76-1, 78-18778 TD 7.11:MA-06-1083-77-1, 78-8058 TD 8.2:D 54/4/v.2, 78,8073 
TD 7.11:DC-06-0184-77-1, 78-8049 TD 7.11:MD-11-0001-75-1, 78-22245 TD 8.2:D 54/5/v.10, 7%-9780 
TD 7.11:DC-06-0612-77-1, 78-18779 TD 7.11:NY-06-0041-77-1, 78-8059 TD 8.2:D 83/19/v.1-3, 78-22258 
TD 7.11:DC-06-1057-77-1, 78-22238 TD 7.11:OH-06-0018-77-1, 78-8060 TD 8.2:D 83/21, 78-24406 
TD7 ©:DC-52-0002-77-1, 78-8050 TD 7.11:OR-06-0004-77-1, 78-8061 TD 8.2:D 83/22, 78-24467 
TD 7.11:IT-06-0074-77-3, 78-8051 TD 7.11:RI-06-0005-73-3, 78-18782 TD 8.2:D 84/3, 78-16047 
TD 7.11:IT-06-0074-77-5, 78-5418 TD 7.11:RI-06-0005-75-1, 78-8062 TD 8.2:D 84/4, 78-18792 
TD 7.11:IT-06-0074-77-6, 78-18780 TD 7.11:RI-06-0005-75-2, 78-8063 TD 8.2:D 89/2/v.2, 78-16048 
TD 7.11:IT-06-0094-77-1/v.1, 78-14193 TD 7.11:TN-06-0006-76-1, 78-9773 TD 8.2:El 2/v.2-3, 78-18793 
TD 7.11:IT-06-0094-77-1/v.2, 78-18781 TD 7.11:TN-06-0006-77-2/v.-2, 78-8064 TD 8.2:Ev 1/v.2, 78-18794 
TD 7.11:IT-06-0094-77-1/v.3-4, 78-14194 | TD 7.11:VA-06-0042-78-1, 78-16039 TD 8.2:Ev 1/2, 78-18795 
TD 7.11:IT-06-0144-77-1, 78-9755 TD 7.11:VA-06-0042-78-3, 78-16039 TD 8.2:F 11, 78-16049 
TD 7.11:IT-06-9020-78-1, 78-26647 TD 7.11:VA-06-0042-78-4, 78-16039 TD 8.2:F 11/977, 78-5420 
TD 7.11:LA-06-0001-76-1, 78-22239 TD 7.11:VA-06-0042-78-6, 78-16040 TD 8.2:F 31, 78-24408 
TD 7.11:MA-06-0025-75-7/v.7, 78-16030 TD 7.11:VA-06-0042-78-9, 78-16040 TD 8.2:F 46, 78-16050 
TD 7.11:MA-06-0025-75-16/v.1-3, 78- | TD 7.12:P 27, 78-22246 TD 8.2:F 62, 78-24409 
14195 TD 7.12:P 27/2, 78-22247 TD 8.2:F 92, 78-16051 
TD 7.11:MA-06-0025-75-17, 78-16031 TD 7.12:P 27/3, 78-22248 TD 8.2:F 95, 78-8074 
TD 7.11:MA-06-0025-76-1, 78-16032 TD 7.12:P 27/4, 78-22249 TD 8.2:G 51, 78-8075 
TD 7.11:MA-06-0025-76-2, 78-16032 TD 7.13:975, 78-22250 TD 8.2:H 34/4/v.1, 78-14203 
TD 7.11:MA-06-0025-76-3_rev.1, 78- | TD 7.15:M 76/draft, 78-9774 TD 8.2:H 53/3, 78-9781 
14196 TD 7.15:M 76/draft/app., 78-9774 TD 8.2:Im 7/2/v.1-2, 78-16052 
TD 7.11:MA-06-0025-76-4, 78-16033 TD 7.16:979, 78-14202 TD 8.2:Im 7/4, 78-24410 
TD 7.11:MA-06-0025-76-5, 78-16034 TD 8.2:Ac 2/11, 78-9775 TD 8.2:In 3/v.1, 78-16053 
TD 7.11:MA-06-0025-76-8, 78-14197 TD 8.2:Ac 2/12, 78-22251 TD 8.2:In 3/2/v.1, 78-8076 
TD 7.11:MA-06-0025-77-2, 78-8052 TD 8.2:Ac 2/13/v.2, 78-16041 TD 8.2:In 3/3, 78-9782 
TD 7.11:MA-06-0025-77-3, 78-8052 TD 8.2:Ac 2/15, 78-9776 TD 8.2:J 13, 78-8077 
TD 7.11:MA-06-0025-77-4, 78-8052 TD 8.2:Ac 2/17, 78-8065 8.2:L 41/2, 78-16054 
TD 7.11:MA-06-0025-77-5, 78-8052 TD 8.2:Ac 2/18, 78-18783 8.2:M 46/3, 78-9783 
TD 7.11:MA-06-0025-77-7/v.1, 78-14198 TD 8.2:Ad 1, 78-22252 TD 8.2:M 59, 78-885 
TD 7.11:MA-06-0025-77-8, 78-16035 TD 8.2:Ad 4/3, 78-24400 TD 8.2:M 85/7/v.1-2, 78-8078 
TD 7.11:MA-06-0025-77-9, 78-9756 TD 8.2:Ai 7/6, 78-8066 TD 8.2:M 85/10, 78-8079 
TD 7.11:MA-06-0025-77-11, 78-26648 TD 8.2:Ai 7/7, 78-22253 TD 8.2:M 85/1 1/v.3, 78-8080 
TD 7.11:MA-06-0025-77-13, 78-8053 TD 8.2:Al 1/13, 78-5419 TD 8.2:M 85/12, 78-16055 
TD 7.11:MA-06-0025-77-14, 78-22240 TD 8.2:Al 1/18, 78-16042 TD 8.2:M 85/13, 78-22259 
TD 7.11:MA-06-0025-77-19, 78-24399 TD 8.2:Al 1/23/v.1-4, 78-16043 TD 8.2:M 91/2/v.1, 78-18796 
TD 7.11:MA-06-0026-76-1/v.1-3, 78- | TD 8.2:Al 1/25/v.1, 78-8067 TD 8.2:M 91/4, 78-9784 
16036 TD 8.2:Al 1/25/v.3, 78-8067 TD 8.2:M 91/S/v.1, 78-9785 
TD 7.11:MA-06-0041-77-1, 78-16037 TD 8.2:An 8/2/v.1, 78-18784 TD 8.2:M 91/5/v.2, 78-16056 
TD 7.11:MA-06-0041-77-2, 78-8054 TD 8.2:An 8/2/v.3, 78-18784 TD 8.2:M 91/6, 78-9786 
TD 7.11:MA-06-0041-77-9/v.2, 78-22241 TD 8.2:An 8/3, 78-9777 TD 8.2:N 21/v.2, 78-8081 
TD 7.11:MA-06-0044-77-2, 78-22242 TD 8.2:Ap 5, 78-9778 TD 8.2:0c 1/2, 78-26649 
TD 7.11:MA-06-0047-75-1, 78-16038 TD 8.2:Au 8/8, 78-24401 TD 8.2:0p 7, 78-22260 
TD 7.11:MA-06-0048-75-4, 78-14199 TD 8.2:B 41, 78-18785 TD 8.2:P 26/4, 78-886 
TD 7.11:MA-06-0049-75-1, 78-14200 TD 8.2:B 47/2/v.1-3, 78-18786 7D: Bar 26/5/98 1-84/doc.2/v.1, 
TD 7.11:MA-06-0049-75-2, 78-22243 TD 8.2:B 72/v.-2, 78-22254 26650 
TD 7.11:MA-06-0049-76-1, 78-9757 TD 8.2:B 72/2/v.2, 78-18787 TD 8.2:P 34/6/v.2, 78-8082 
TD 7.11:MA-06-0049-76-2, 78-9758 TD 8.2:B 73/2/v.2, 78-8068 TD 8.2:P 41, 78-24411 
TD 7.11:MA-06-0049-76-3, 78-9759 TD 8.2:B 73/3, 78-8069 TD 8.2:P 61, 78-9787 
TD 7.11:MA-06-0049-76-4, 78-9760 TD 8.2:B 73/4/v.i, 78-8079 TD 8.2:P 76/v.1, 78-18797 
TD 7.11:MA-06-0049-76-5, 78-9761 TD 8.2:B 73/4/v.2, 78-18788 TD 8.2:P 94/2, 78-16057 
TD7 MA-06-0049-76-6, 78-9762 TD 8.2:B 73/5, 78-22255 TD 8.2:P 95, 78-18798 
TD 7.11:MA-06-0049-76-7, 78-9763 TD 8.2:B 73/5/v.1, 78-8071 TD 8.2:R 11/2/exec., 78-9788 
TD 7.11:MA-06-0049-76-8, 78-9764 TD 8.2:B 96/9/v.2-3, 78-8072 TD 8.2:R 26, 78-14204 
TD 7.11:MA-06-0049-76-9, 78-9765 TD 8.2:C 43/3/v.1, 78-18789 TD 8.2:R 31/5, 78-24412 
:MA-06-0049-76-10, 78-9766 TD 8.2:C 49, 78-24402 TD 8.2:R 31/6, 78-24413 
MA-06-0049-76-11, 78-9767 TD 8.2:C 69/3/v.1, 78-16044 TD 8.2:Sa 1/5/977, 78-8083 
:MA-06-0049-76-12, 78-9768 TD 8.2:C 73/4/sum., 78-24403 TD 8.2:Sa 1/5/977/cards, 78-8083 
:MA-06-0049-76-13, 78-9769 TD 8.2:C 73/4/v.1, 78-24404 TD 8.2:Sa 1/11, 78-14205 
:MA-06-0049-76-14, 78-9770 TD 8.2:C 73/4/v.2, 78-16045 TD 8.2:Sa 1/12/v.2-3, 78-22261 
:MA-06-0949-76-15, 78-9771 TD 8.2:C 76/3, 78-22256 TD 8 <:Sa 1/13/v.2, 78-16058 
TD 7.11:MA-06-0049-76-16, 78-14201 TD 8.2:C 76/976, 78-24405 TD 8.2:Sa 1/14, 78-9789 
TD 7.11:MA-06-0049-77-1/exec., 78- | TD 8.2:C 83, 78-884 TD 8.2:Sa 1/15, 78-9790 
22244 TD 8.2:C 85/7/v.1-2, 78-18790 TD 8.2:Sa 1/16, 78-24414 
TD 7.11:MA-06-0049-77-5, 78-8055 TD 8.2:C 85/8/v.1, 78-18791 TD 8.2:Sa 1/i7/v.2, 78-26651 
TD 7.11:MA-06-0049-77-7, 78-8056 TD 8.2:C 85/9, 78-16046 TD 8.2:Sa 1/17/v-6, 78-26651 
TD 7.11:MA-06-0049-77-8, 78-9772 TD 8.2:D 54/2, 78-22257 TD 8.2:Se 1/2/v.1, 78-9791 
TD 7-11:MA-06-0049-77-10, 78-8057 TD 8.2:D 54/3/v.2, 78-9779 TD 8.2:Se 1/3, 78-14206 
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TD 8.2:Si 4, 78-22262 

TD 8.2:So 4/v.1-3, 78-26652 

TD 8.2:St 2/976, 78-9792 

TD 8.2:Su 8/v.13, 78-18799 

TD 8.2:Su 8/3/v.12, 78-14207 

TD 8.2:Su 8/4/v.16, 78-14208 

TD 8.2:T 28/3/v.2-3, 78-8084 

TD 8.2:T 28/4, 78-9793 

TD 8.2:T 39/v.1, 78-18800 

TD 8.2:T 51/3/v.2, 78-16059 

TD 8.2:T 51/3/v.3, 78-8085 

TD 8.2:T 51/4/v.2/pt.1, 78-8086 

TD 8.2:T 51/4/v.3/pt.2, 78-8086 

TD 8.2:T 51/5, 78-9794 

TD 8.2:T 51/6, 78-9795 

TD 8.2:T 51/7, 78-18801 

TD 8.2:T 51/8, 78-887 

TD 8.2:T 51/9/v.2, 78-8087 

TD 8.2:T 67/4/975, 78-22263 

TD 8.2:T 67/4/976, 78-16060 

TD 8.2:T 67/5/v.2-3, 78-8088 

TD 8.2:T 67/6, 78-9796 

TD 8.2:T 67/7, 78-8089 

TD 8.2:T 67/8, 78-8090 

TD 8.2:T 68, 78-8091 

TD 8.2:T 73, 78-18802 

TD 8.2:T 76, 78-22264 

TD 8.2:T 76/3/980-81, 78-24415 

TD 8.2:V 53/5/phase 2/v.2, 78-16061 
TD 8.2:V 53/5/phase 2/v.3 a, 78-18803 
TD 8.2:V 53/5/phase 2/v.3 b, 78-16061 
TD 8.2:V 53/9/v.1, 78-18804 

TD 8.2:V 53/9/v.3, 78-9797 
TD 8.2:V 82/2, 78-8092 
TD 8.2:V 82/3, 78-9798 
TD 8.2:Y 5, 78-8093 

TD 8.2:Y 8/2, 78-22265 
TD 8.2:Y 8/3, 78-9799 

TD 8.5/2:5/1, 78-9800 

TD 8.5/2:6/5, 78-14209 

TD 8.5/2:7/1, 78-9801 

TD 8.5/2:7/2, 78-9802 

TD 8.5/2:7/3, 78-18805 

TD 8.6/2:(date), 78-3802 
TD 8.6/2:976, 78-11932 
TD 8.8:Ad 4/administrator, 
TD 8.8:Ad 4/participant, 
TD 8.8:Ad 4/instructor, 
TD 8.8:Al 1/10, 
TD 8.8:An 8, 
TD 8.8:C 43, 78-24416 
TD 8.8:C 76, 78-9803 
TD 8.8:D 83/14/instructor, 
TD 8.8:D 83/13/v.1, 78-8096 

TD 8.8:D 83/13/v.3, 78-8097 

TD 8.8:D 83/14/admin., 78-22268 

TD 8.8:Em 3/5/977/instructor, 78-8098 
TD 8.8:Em 3/5/977/course, 78-8099 
TD 8.8:Em 3/5/977/student, 78-8100 
TD 8.8:Em 3/7/978, 78-26653 

TD 8.8:Em 3/11/module 1, 78-9804 
TD 8.8:Em 3/11/module 2, 78-5421 
TD 8.8:Em 3/11/module 3, 78-5422 
TD 8.8:Em 3/11/module 4, 78-5423 
TD 8.8:Em 3/11/module 5, 78-5424 
TD 8.8:Em 3/11/module 6, 78-5425 
TD 8.8:Em 3/11/module 7, 78-5426 
TD 8.8:Em 3/11/module 8, 78-5427 


78-16062 
78-16063 
78-16064 
78-22266 
78-8095 


78-22267 








December 1978 


TD 8.8:Em 3/11/module 9, 
TD 8.8:Em 3/11/module 10, 
TD 8.8:Em 3/11/module 11, 
TD 8.8:Em 3/11/module 12, 
TD 8.8:Em 3/11/module 13, 
TD 8.8:Em 3/11/module 14, 
TD 8.8:Em 3/11/module 15, 
TD 8.8:Em 3/11/rev., 78-5435 
TD 8.8:Ev 1, 78-18806 
TD 8.8:F 26/977, 78-5436 
TD 8.8:H 53/5/instructor, 
TD 8.8:H 53/5/admin., 
TD 8.8:M 85/2, 
TD 8.8:M 85/3, 78-24418 

TD 8.8:N 28, 78-24419 

TD 8.8:P 94/participant, 78-888 
TD 8.8:P 94/instructor, 78-889 

TD 8.8:P 75/5/participant, 78-9805 
TD 8.8:P 75/S/instructor, 78-9806 
TD 8.8:P 75/5/planning, 78-9807 
TD 8.8:P 75/6/v.1-2, 78-8102 

TD 8.8:Sa 1/4, 78-8103 

TD 8.8:Sa 1/7, 78-8104 

TD 8.8:Sa 1/7/chart, 78-8104 

TD 8.8:St 2/2/974, 78-9808 

TD 8.8:T 53, 78-22270 

TD 8.8:T 68, 78-9809 

TD 8.8:V 53, 78-8105 

TD 8.8:V 53/2/v.3, 78-8106 

TD 8.8/3:ll/add.1, 78-26654 

TD 8.8/4:7, 78-9810 
TD 8.9/2:(date/nos.), 
TD 8.9/3:(date/nos.), 
TD 8.10:(nos.), 
TD 8.11:801 180, 
TD 8.11:801 183, 
TD 8.11:802 033, 78-18808 

TD 8.11:803 237, 78-26655 

TD 8.11/2:(v.nos.&nos.), 78-3807 
TD 8.12/2:975, 78-18809 

TD 8.12/2:976, 78-18810 

TD 8.12/4:976, 78-14210 

TD 8.12/5:975, 78-14211 

TD 8.12/5:976, 78-22271 

TD 8.13:D 84, 78-9811 

TD 8.13/3:3, 78-14212 

TD 8.13/3:07, 78-9812 

TD 8.13/3:11, 78-8108 

TD 8.13/3:12, 78-8109 

TD 8.13/3:13, 78-8110 

TD 8.13/3:14, 78-9813 

TD 8.13/3:15, 78-8111 

TD 8.13/3:20, 78-890 

TD 8.13/3:22, 78-891 

TD 8.13/3:23, 78-22272 

TD 8.13/3:24, 78-14213 

TD 8.13/3:25, 78-18811 

TD 8.13/3:26, 78-18812 

TD 8.13/3:28, 78-26656 

TD 8.13/3:29, 78-26657 

TD 8.14/3:R 92, 78-9814 

TD 8.14/3:T 51, 78-22273 

TD 8.16:976, 78-8112 

TD 8.17:972, 78-22274 

TD 8.18:(date/nos.), 78-3808 
TD 8.21:977, 78-22275 

TD 8.22:Ac 2, 78-9815 

TD 8.22:Au 8/2, 78-18813 


78-5428 
78-5429 
78-5430 
78-5431 
78-5432 
78-5433 
78-5434 


78-8101 
78-22269 
78-24417 


78-3804 

78-3805 

78-3806 
78-8107 
78-18807 
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TD 8.22:F 45, 
TD 8.22:F 95, 
TD 8.22:M 85/2, 
TD 8.22:R 31, 
TD 8.24:G 86/2, 
TD 8.24:In 6, 
TD 8.26:977, 
TD 8.27:976, 
TD 8.27:976-2, 
TD 8.27:976-3, 
TD 8.28:979, 
TD 8.28:979/supp., 
TD 8.29:76-2, 
TD 8.29:76-4, 
TD 9.2:H 33/2, 
TD 9.2:N 88/971-75, 
TD 9.2:R 11/977, 
TD 9.2:T 66/2, 
TD 9.8:C 23, 
TD 9.8:H 33, 
TD 9.8:P 66, 
TD 9.8:Sh 6, 


TD 9. 
TD 9. 
TD 9. 
TD 9. 


.10:0OHMO-76/6, 
.12:(v.nos.&nos.), 
.13:(nos.), 
.1:977, 
.2:Ag 4/3, 
.2:F 67, 

.2:H 79/3/977, 


1 
1 
1 
1 
1 
1 
1 


1 
1 
1 
1 
l 
1 
1 
1 
1 
1 
1 
1 
l 
1 
1 
1 
l 
1 
1 
l 
1 
1 
1 
1 
1 
1 
1 


1 


78-8113 

78-8114 

78-9816 
78-8115 
78-22276 
78-9817 
78-22277 
78-14214 
78-14214 
78-14214 
78-26658 
78-26659 
78-9818 
78-26660 
78-8116 
78-16065 
78-8117 
78-9819 
78-8118 

78-8119 

78-892 
78-8120 
10:OHMO-76/1, 78-9820 
10:0OHMO-76/3, 78-22278 
10:0HMO-76/4/pt.1, 78-9821 
10:0HMO-76/5/pt.2, 78-9821 
78-8121 
78-3809 
78-3810 
78-26661 

78-8122 
78-8123 

78-9822 
78-26662 
78-26662 
78-16066 


2:M 46/6/976, 
2:M 46/6/977, 
2:P 95/976, 
2:T 72, 78-18814 
2:V 67/2, 78-8124 
2:V 88/975, 78-24420 
2:V 88/976, 78-24421 
10:P 27, 78-5437 
10/4:G-2/M-2/pt.1, 
10/4:G-7/M-2/2/pt.9, 
10/4:G-9/M-2/pt.9, 
10/4:G-1 1/M-2/pt.5, 
10/4:G-13/M-2/pt.10, 
10/4:G-14/M-2/pt.10, 
10/5:27-73-l/ch.1, 78-11933 
10/5:047-3, 78-16071 
18:2/pt.5/975, 78-11934 
18:27-1/3/pt.1/ch.2, 78-11935 
18:29-12/pt.3, 78-11936 
19:05-56/3, 78-24422 
19:05-63, 78-9823 

19:05-64, 78-16072 
19:20-69-4/3, 78-8125 
19:20-72-2/2/ch.3, 78-11937 
19:20-72-2/2/ch.4, 78-11938 
19:22-75-3/3, 78-16073 
19:22:75-4, 78-9824 
19:22-75-5, 78-14215 
19:22-76-1/2, 78-11939 
19:26-5/11, 78-16074 
19:26-7/2/ch.4, 78-893 
19:26-69-1/7, 78-8126 
19:29-8, 78-9825 

19:29-9 A/3, 78-9826 
19:29-78-1, 78-14216 


78-5438 
78-16067 
78-16068 
78-5439 
78-16069 
78-16070 
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VA 1.20:977, 78-16075 

VA 1.20/4:2, 78-8127 

VA 1.20/4:6/2, 78-2176 

VA 1.22:2-151, 78-24423 

VA 1.22:04-77-4, 78-24424 

VA 1.22:11-41, 78-5440 

VA 1.22:11-63, 78-5441 

VA 1.22:11-64, 78-11940 

VA 1.22:13-5/4, 78-5442 

VA 1.22:13-6, 78-8128 

VA 1.22:14-8, 78-16076 

VA 1.22:22-77-1, 78-894 

VA 1.23/3:10-27, 78-26663 

VA 1.23/3:10-28, 78-26663 

VA 1.34:IS-1/18, 78-9827 

VA 1.34:IS 1/2", 78-9828 

VA 1.38:05-22-1 B, 78-8129 

VA 1.38:27-78-1, 78-16077 

VA 1.46:976/corr., 78-24425 

VA 1.46/2:972, 78-14217 

VA 1.46/2:973, 78-14218 

VA 1.46/2:974, 78-14219 

VA 1.46/2:975, 78-14220 

VA 1.46/2:977, 78-14221 

VA 1.48/2:12, 78-16078 

VA 1.48/3:5, 78-11941 

VA 1.49:(nos.), 78-3812 

VA 1.51:974, 78-18815 

VA 1.51:976, 78-18816 

VA 1.53:1, 78-8130 
X%.93/2:120/pt.32, 78-14222 
X.93/2:120/pt.33, 78-11942 
X.94/1:121/pt.8, 78-2177 
X.94/1:121/pt.14-17, 78-2178 
X.94/1:121/pt.18-21, 78-2179 
X.94/1:121/pt.22-25, 78-2180 
X.94/1:121/pt.26, 78-11943 
X.94/1:121/pt.27-28, 78-11944 
X.94/1:121/pt.29, 78-22279 
X.94/1:121/pt.30-31, 78-11945 
X.94/1:121/pt.32, 78-18817 
X.94/1:121/pt.34, 78-18818 
X/a.(Cong./sess:nos.), 78-3813 
X/a.(Cong./sess:nos.)/ind., 78-3814 
XJS:94-2, 78-9829 

Y C 73/5:10(date), 78-3815 
1.2:Ag 8/5/976, 78-14223 
1.2:Ag 8/6/976, 78-9830 
1.2:An 8/974, 78-9831 
1.2:An 8/976, 78-8131 
1.2:B 22/2/976, 78-5443 
1.2:C 82/976, 78-8132 
1.2:C 86/976, 78-9832 
1.2:D 45/977, 78-8133 
1.2:Es 6/976, 78-9833 
1.2:F 22/976, 78-5444 
1.2:F 31/10/976, 78-8134 
1.2:F 31/976, 78-5445 
1.2:H _75/3/976, 78-16079 
1.2:H 79/976, 78-9834 
1.2:L 61/976, 78-9835 
1.2:01 5/976, 78-11946 
1.2:Op 3/976, 78-9836 
1.2:P 38/2/976, 78-9837 
1.2:R 31/2/976, 78-11947 
1.2:Sa 3/2/976, 78-11948 
1.2:Se 2/976, 78-5446 
1.2:Sh 6/976, 78-14224 


4eeeeeeeeeeeecKKxK<<<< 
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Classification Number. Index 


Y 1.2:Sm 1/953-76, 78-11949 

Y 1.2:So 1/976/v.2, 78-9838 

Y 1.2:So 4/2/976, 78-9839 

Y 1.2:Su 7/976, 78-9840 

Y 1.2:T 23/977-3, 78-5447 

Y 1.2:V 64/supp.974, 78-9841 
1.2:V 64/supp.976, 78-11950 
1.2/2:(date), 78-3816 
.2/5:976/v.1, 78-9842 
-2/5:976/v.2, 78-16080 
.2/5:976/v.3, 78-9843 
.2/5:976/v.4, 78-9843 
-2/5:976/v.5, 78-22280 
.2/5:976/v.6, 78-16081 
.2/5:976/v.7, 78-24426 
.2/5:976/v.8, 78-24426 
.2/5:976/v.9, 78-26664 
.2/5:976/v.10, 78-26665 

.3:C 15/2/978, 78-14225 

.3:L 61/2, 78-8135 

.3:Se 5/11, 78-11951 

.3:T 23/977-2, 78-14226 

.3:T 23/978, 78-16082 
.3/2:(date/nos.), 78-3817 
.3/3:(Cong./nos.), 78-3818 
.3/7:(nos.), 78-3819 

.95/1:C, 78-11952 

-95/1:K, 78-8136 

.95/1:M, 78-11953 

-95/1:N, 78-8137 
.95/1:N/amdt.2-3, 78-14227 
-95/1:N/amdt.5-9, 78-22281 
.95/1:N/amdt.11-16, 78-22282 
.95/1:N/amdt.18-87, 78-16083 
.95/1:N/amdt.89-106, 78-18819 
.95/1:N/dec.1, 78-14228 
.95/1:N/dec.3, 78-22283 
.95/1:N/res.3-4, 78-14229 
1.95/1:N/res.7-20, 78-16084 
1.95/1:N/under.1-15, 78-11954 
1.95/1:N/under.16, 78-22284 
1.95/1:0, 78-8138 

1.95/l:rp.8, 78-9844 
1.95/l:rp.9, 78-8139 
1.95/l:rp.10, 78-11955 
1.95/l:rp.11, 78-11956 
1.95/2:A, 78-11957 

1.95/2:B, 78-18820 
1.95/2:C-F/corr., 78-18821 
1.95/2:G, 78-18822 

1.95/2:H, 78-18823 
1.95/2:rp.12, 78-16085 
1.95/2:rp.13, 78-16086 
1.95/2:rp.14, 78-16087 
1.95/2:rp.15, 78-11958 
1.95/2:rp.16, 78-11959 
1.95/2:rp.17, 78-18824 
1.95/2:rp.18, 78-18825 
1.95/2:rp.19, 78-18826 
| 
1 
3 
3 
3 


a ee een 


.95/2:rp.20, 78-18827 
.95/2:rp.21, 78-22285 

Ad 6:1/977, 78-24427 

.Ad 6:2 H 34, 78-895 

.Ad 6:8 Su 7, 78-16088 

3.Ad 9/7:1/973, 78-14230 

Y 3.Ad 9/7:1/977, 78-14231 

Y 3.Ad 9/8:2 B 62/2/964-75, 78-8140 
Y 3.Ad 9/8:2 B 62/3, 78-16089 


Y 
Y 
Y 
Y 
Y 
Y 
Y 
Y 
Y 
Y 
Y 
Y 
Y 
Y 
Y 
Y 
Y 
Y 
Y 
Y 
Y 
Y 
Y 
Y 
Y 
Y 
x 
Y 
Y 
Y 
Y 
Y 
Y 
Y 
Y 
Y 
Y 
Y 
Y 
Y 
¥ 
Y 
Y 
Y 
Y 
Y 
Y 
Y 
Y 
x 
Y 
Y 
Y 
Y 
Y 
Y 
Y 
Y 
Y 
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Y 3.Ad 9/8:2 C 28, 78-14232 

Y 3.Ad 9/8:2 F 31/6/976/pt.3, 78-18828 
Y 3.Ad 9/8:2 G 74/5/977, 78-14233 
Y 3.Ad 9/8:2 G 76/11, 78-18829 

Y 3.Ad 9/8:2 G 76/12, 78-18830 

Y 3.Ad 9/8:2 M 58, 78-16090 

Y 3.Ad 9/8:2 R 26/3, 78-896 

Y 3.Ad 9/8:2 T 72, 78-11960 

Y 3.Ad 9/8:3/69-10, 78-8141 

Y 3.Ad 9/8:11/(v.nos.&nos.), 78-3820 
Y 3.Ad 9/8:12-2/(nos.), 78-3821 

Y 3.Ad 9/8:14/73-1, 78-8142 

Y 3.Ad 9/9:1/973, 78-24428 

Y 3.Ad 9/9:1/977, 78-14234 

Y 3.Ad 9/9:1/978, 78-14235 

Y 3.Ad 9/9:9/(v.nos.&nos.), 78-3822 
Y 3.Am 3/6:2 F 85, 78-8143 

Y 3.Am 3/6:2 F 85/2, 78-8144 

Y 3.Am 3/6:2 H 42/976, 78-24429 
Y 3.Am 3/6:2 H 78/2, 78-26666 

Y 3.Am 3/6:2 St 2/2, 78-24430 

Y 3.Am 3/6:8 Ev 2, 78-22286 

Y 3.Am 3/6:9 B 47, 78-8145 

Y 3.Am 3/6:10/v.1-3, 78-9845 

Y 3.Ap 4/2:1/973-75, 78-11961 

Y 3.Ap 4/2:1/976, 78-18831 

Y 3.Ap 4/2:9-2/(v.nos.&nos.), 78-3825 
Y 3.Ap 4/3:H 34/2, 78-11962 

Y 3.At 7:2 C 73/2/974, 78-18832 

Y 3.At 7:22/WASH 1349, 78-26667 
Y 3.At 7:22/WASH 1360, 78-24431 
Y 3.B 78:1/977, 78-14236 

Y 3.B 78:9/979, 78-16091 

Y 3.C 43/2:1/972, 78-24432 

Y 3.C 49/5:2 Sq 2, 78-26668 

Y 3.C 73/4:1/975-76, 78-24433 

Y 3.C 73/5:1/976, 78-22287 

Y 3.C 73/5:1/977, 78-22287 

Y 3.C 73/5:2 D 62, 78-24434 

Y 3.C 73/5:3-2/1, 78-9846 

Y 3.C 73/5:9/(date/nos.), 78-3826 
Y 3.C 73/5:9-2/(date/nos.), 78-3827 
Y 3.C 73/5:11/(nos.), 78-3828 

Y 3.C 76/3:1/977, 78-14237 

Y 3.C 76/3:2 An 8, 78-11963 

Y 3.C 76/3:2 B 47/4, 78-8146 

Y 3.C 76/3:2 B 48, 78-14238 

Y 3.C 76/3:2 C 99, 78-8147 

Y 3.C 76/3:2 D 84/976, 78-898 

Y 3.C 76/3:2 F 61/3, 78-8148 

Y 3.C 76/3:2/H 34/12/977, 78-24435 
Y 3.C 76/3:2 H 75, 78-22288 

Y 3.C 76/3:2 H 75/978-2, 78-22289 
Y 3.C 76/3:2 H 94, 78-22290 

Y 3.C 76/3:2 K 54/4, 78-897 

Y 3.C 76/3:2 N 21/3, 78-18833 

Y 3.C 76/3:2 Ou 8, 78-18834 

Y 3.C 76/3:2 P 66, 78-16092 

Y 3.C 76/3:2 P 69/3, 78-8149 

Y 3.C 76/3:2 P 94/977, 78-8150 

Y 3.C 76/3:2 V 88, 78-899 

Y 3.C 76/3:7-3/(v.nos.&nos.), 78-3830 
Y 3.C 76/3:8 B 47/4, 78-2181 

Y 3.C 76/3:8 C 73/2, 78-8151 

Y 3.C 76/3:8 C 76/pt. 1, 78-14239 
Y 3.C 76/3:8 F 61/6, 78-16093 

Y 3.C 76/3:8 H 33, 78-11964 

Y 3.C 76/3:8 H 88, 78-900 





C 76/3:8 K 54, 
C 76/3:8 K 54/2, 
C 76/3:8 K 54/3, 


3. 

3. 

3. 

3. 

3. 

3.C 76/3:8 M 87, 
3.C 76/3:8 M 87/2, 
3.C 76/3:8 M 87/3, 
3.C 76/3:8 M 87/5, 
3.C 76/3:8 M 88/7, 
3.C 76/3:8 P 69, 
3.C 76/3:8 P 69/2 
3.C 76/3:8 P 75/4, 
3.C 76/3:9/v.1,pt.1, 
3.C 76/3:11 Ar 2, 
3. :11-2/2, 7 
3. :11-2/3, 
3. :11-2/4, 7 
3. :11-2/5, 7 
3. :11/3/975, 
3. :11/4/975, 
3. :11/5/976, 
3. :11/9/975, 
3. 


he ala rake 


11/35, 


711/55, 
711/56, 


3:11/61, 


3:11/70, 
3:11/72, 


3. Cc 76/3:11/74, 


w 


.C 76/3:11/77, 
C 76/3:11/79, 
C 76/3:11/80, 
.C 76/3:11/83, 
C 76/3:11/85, 
.C 76/3:11/87, 
.C 76/3:11/88, 
.C 76/3:11/89, 
.C 76/3:13 B 47, 


Oe ee 
Www Ww WW WwW WwW WwW WwW WwW 


.C 76/3:14 M 87, 


Y 3.C 76/3:14 M 87/2, 


Y 3.C 76/3:14 P 69, 


Y 3.C 76/3:14 P 75, P 75/2, P 75/3, 


24437 


C 76/3:8 L 42/teacher, 
C 76/3:8 M 31/977, 


:11/11/975, 
:11/12/975, 
:11/20/975, 
:11/26/976, 
:11/29/975, 
:11/31/975, 
:11/32/975, 
:11/34/976, 


C 76/3:14 B 48/2, 


78-2182 


78-2183 

78-2184 
78-2185 

78-8152 


78-2186 


78-2187 
78-8153 
78-8154 
78-9847 


78-2188 


78-2189 
78-2190 
78-24436 
78-901 
8-11965 


78-11966 


8-16094 
8-18835 
78-11967 
78-11968 
78-11969 
78-11970 
78-11971 
78-11972 
78-11973 
78-11974 
78-11975 
78-16095 
78-11976 
78-11977 


78-11978 
:11/38/975, 
:11/39/975, 
:11/41/975, 
:11/46/976, 
:11/48/975- 

3:11/53/976, 

3:11/54/976, 


78-11979 
78-11980 
78-11981 
78-16096 
2, 78-11982 
78-11983 
78-11984 


78-16097 
78-11985 
:11/57/976, 


78-11986 


78-11987 
Y 3.C 76/3:11/63/976, 
Y 3.C 76/3:11/64/976, 
Y 3.C 76/3:11/68/975, 
Y 3.C 76/3:11/69/976, 


78-11988 
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3.N 88:25/0010, 
3.N 88:25/0011, 
-N 88:25/0012, 
-N 88:25/0013, 
-N 88:25/0014, 
-N 88:25/0015, 
-N 88:25/0016, 
-N 88:25/0018, 
-N 88:25/0020, 
-N 88:25/0022, 
-N 88:25/0023, 
-N 88:25/0024, 
-N 88:25/0025, 
-N 88:25/0027, 
-N 88:25/0028, 
-N 88:25/0031, 
-N 88:25/0033, 
-N 88:25/0035, 
-N 88:25/0037, 
-N 88:25/0039, 
-N 88:25/0040, 
-N 88:25/0043, 
-N 88:25/0044, 
-N 88:25/0050, 


-N 88:25/0051/v.1-2, 


-N 88:25/0052, 
-N 88:25/0053, 


-N 88:25/0055/v.1, 


-N 88:25/0057, 
-N 88:25/0067, 
-N 88:25/0071, 
-N 88:25/0072, 
.N 88:25/0073, 


78-18924 
78-18925 
78-3884 
78-16146 
78-22340 
78-22341 
78-22342 

78-22343 


78-24506 
:15/(v.nos.&nos.), 
:16/(nos.), 
:18/(v.nos.&nos. ), 

88:21/(v.nos.&nos.), 


78-3885 
78-3886 
78-3887 
78-3888 
78-9875 
78-18926 
78-18927 
78-18928 
78-18929 
78-18930 
78-18931 
78-18932 
78-18933 
78-18934 
78-18935 
78-18936 
78-18937 
78-18938 
78-24507 
78-18939 
78-18940 
78-18941 
78-26680 
78-18942 
78-18943 
78-18944 
78-18945 
78-24508 
78-18946 
78-18947 
78-18948 
78-18949 
78-18950 
78-22344 
78-2668 1 
78-18951 
78-22345 
78-22346 
78-18952 
78-22347 
78-18953 
78-18954 
78-18955 
78-18956 
78-18957 
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Y 88:25/0074, 
Y 88:25/0075, 
Y 88:25/0076, 
Y 88:25/0078, 
Y 88:25/0079, 
 § 88:25/0080, 
Y 88:25/0081, 
Y 88:25/0084, 
Y 88:25/0087, 
Y 88:25/0096, 
Y 88:25/0098, 
¥ 88:25/0099, 
Y 88:25/0100, 
Y 


88:25/0111, 
N 88:25/0112, 
N 88:25/0123, 
N 88:25/0124, 


N 88:25/0130/v.1-2, 


i 3. 

B® 

¥ 2. 

¥ 33 

Y 3.N 88:25/0135, 
Y 3.N 88:25/0147, 
Y 3.N 88:25/0152, 
Y 3.N 88:25/0153, 
Y 3.N 88:25/0157, 
Y 3.N 88:25/0158, 
Y 3.N 88:25/0160, 
Y 3.N 88:25/0181, 
Y 3.N 88:25/0217 
g fe 
x a 
+3. 
bie 
ie 


N 88:25/0224, 
N 88:25,0233, 
N &&:25/0244, 
N 88:25/0266, 
N 88:25/0277, 
Y 3.N 88:25/0286, 
Y 3.N 88:25/0287, 
Y 3.N 88:25/0311, 
Y 3.0c 1:10-2/(date), 


Y 3.0c 2:1/976, 
Y 3.0c 2:1/977, 
Y 3.0c 2:1/978, 
Y 3.0z 1:1/974, 
Y 3.0z 1:1/975, 
Y 3.0z 1:1/976, 
Y 3.0z 1:2 Ec 7, 


11/4:2 N 88, 


19:1/977, 
19:2 C 76, 


19:2 C 76/2, 
19:2 C 76/3, 


19:2 Ed 8, 


19:2 Em 7/2, 
19:2 Em 7/3, 


19:2 En 2, 
19:2 F 31, 


19:2 F 31/2, 
19:2 F 31/3, 
19:2 F 31/4, 


19:2 F 49, 
19:2 H 34, 
19:2 H 81, 
19:2 In 3, 
19:2 In 3/2, 
19:2 P 94, 
19:2 P 96, 
19:2 R 24, 
19:2 R 25, 
19:2 R 29, 
19:2 R 86, 
19:2 Se 6, 
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78-22348 
78-18958 
78-18959 
78-18960 
78-18961 
78-18962 
78-18963 
78-18964 
78-18965 
78-26682 
78-18966 
78-24509 
78-24510 
78-24511 
78-18967 
78-18968 
78-18969 
78-22349 
78-18970 
78-22350 
78-24512 
78-24513 
78-24514 
78-24515 
7383-26683 
78-24516 
, 78-26684 
78-24517 
78-26685 
78-24518 
78-26686 
78-26687 
78-26688 
78-24519 
78-26689 
78-3889 
78-22351 
78-14256 
78-26690 
78-12213 
78-12213 
78-12213 
78-22352 
78-24520 
78-2210 
78-8193 
78-8194 
78-8195 
78-2211 
78-8196 
78-8197 
78-12010 
78-8198 
78-8199 
78-8200 
78-14257 
78-8201 
78-936 
78-8202 
78-12011 
78-14258 
78-8203 
78-8204 
78-8205 
78-8206 
78-8207 
78-8208 
78-12012 
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19:2 Sm 1, 
19:2 St 2, 
19:2 W 45, 


2 78-937 
P 

P 

P 19:9 An 8, 

P 

P 


78-8209 
78-8210 
78-18971 

78-22353 
78-18972 
78-14259 


38:1/977, 
38:2 P 69, 
P 38/2:1/976, 

3.P 38/2:2 C 76, 78-22354 

3.P 38/2:2 R 31/2, 78-22355 

3.P 84/4:2 Op 3/977/v.1-2, 78-16147 
3.P 84/4:9/MC 76-1-4, 78-22356 
3.P 84/4:9/MC 76-4, 78-22357 

3.P 84/4:9/MC 76-4/maps, 78-18973 
3.P 84/4:9/MC 76-1,2,3,4/express, 
14260 

3.P 84/4:9/MC 77-1, 78-22358 

3.P 84/4:9/MC 77-I/dec., 78-22359 
3.P 84/4:9/R 77-1/v.1-4, 78-22360 
3.P 93/5:1/977/app.1-5, 78-938 

3.P 94:1/977, 78-18974 

3.P 94:2 Al 7, 78-22361 

3.P 94:2 C 33, 78-16148 

3.P 94:2 In 3, 78-22362 

3.P 94:2 L 11/2/978, 78-16149 

3.P 94:2 L 11/3, 78-22363 

3.P 94:2 P75, 78-12013 

3.P 94:2 P 94/4, 78-24521 

3.P 94:2 P 96, 78-16150 

3.P 94:2 R 26, 78-18975 

3.P 94:9 At 8, 78-2212 

3.R 13/4:1/974, 78-22364 

3.R 13/4:1/976, 78-22365 

3.R 13/4:9/976, 78-24522 

3.R 67:2 M 51, 78-26691 
3.Se 4:2 P 56, 78-18976 
3.Se 4:10-2 R 26/(date), 
3.Sh 6:SSC-263, 
’ 3.Sh 6:SSC-264, 


3. 
% 
a 
33 
3. 
3. 
3. 


78- 


78-3890 
78-18977 
78-18978 

3.Sh 6:SSC-267/pt.3, 78-2213 
3.Sh 6:SSC-268, 78-2214 
3.Sh 6:SSC-270, 78-8211 
3.Sh 6:SSC-271, 78-18979 
3.Sh 6:SSC-273, 78-22366 
3.Su 7/2:2 Am 3/app./v.1-3, 
3.T 22/2:Oc 2/pt.1, 
3.T 22/2:1/976, 
3.7 22/2:1/977, 


78-26692 
78-18980 
78-24523 
78-24524 
78-26693 
78-14261 
78-16151 
78-26694 
78-26695 
78-26696 
78-26697 
78-939 
78-12014 
78-940 


3.1. 22/2:2'C ‘16, 

3.T 22/2:2 C 63, 

S.1 22f2:2.C 93/3, 
3.T 22/2 
3.1 22/2: 
och, 2a/e: 
3.1 22/2: 
3.0 Zale: 
3.8 22/2: 
3.T 22/2 
3.T 22/2: 


D 39, 
Ed 8, 
En 2/4, 
En 2/6, 
F 73, 
F 73/3, 
F 73/4, 78-941 

L 66, 78-2215 

3.T 22/2:2 M 46/2, 78-9876 
3.T 22/2:2 N 88, 78-16152 
3.T 22/2:2 Oi 5/4, 78-9877 

3.T 22/2:2 R 13/3, 78-16153 
3.T 22/2:2 R 31, 78-26698 

3.T 22/2:2 So 4/v.1, 78-26699 
3.T 22/2:2 T 68, 78-26700 

3.T 24:38/0-1851-39, 78-24525 
3.T 25:1-7/974, 78-22367 
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25: 1/977), 
5: a P 87/4, 


ei 25: 

. 25:2 W 34/2, 
3-2/Y -72, 
3-2/Y-101, 
:3-2/Y -104, 
:3-2/Y-105, 
108, 
3-2/Y -109, 
-110, 
:3-2/Y-113, 
3-2/Y -114, 
3-2/Y-115, 
3-2/Y -128, 
:4 Z-75, 
4 Z-82, 
:4-2/Z-71, 
4-2/Z-79, 
:6-2 P 92/973-74, 
:7 R 24, 
:13/(nos. 
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85: 


85 


85: 
85: 


Unwn 


AMA AAnaAanunnn 


3 ur 1. 


3-2/Y - 


3-2/Y 


13-2/976, 
13-2/977, 
:14/(date&nos.), 
714/975, 
714/976, 
714/977, 
718/176, 


18/177, 


718/178, 
718/179, 
:24B 16, 
:24 B 17, 
:24 B 19, 
:24 B 20, 
:24 B 22, 
2 § 


328; 


76/17, 
:27 R 31/7, 
:27 W 85/4, 
:27-2/2/975-76, 
:30 In 27/976, 
5:31 F 65/976, 
5:36/(v.nos.&nos. ), 
5:37/(date), 
:39/(v.nos.&nos.), 
:40 G 95, 
40 M 69, 
:40 W 69, 
:-44/RH-76-4-SQO 2, 
5§:44/RH-77-2- 
:44/RH-77-5-SQ 1, 
45M 44, 
:-45 M 843 90, 
:45 P 55/v.1-2, 
45 W 52, 
:45 Y 3/draft/v.1-2, 
:1:(date), 
1/974-75, 
:2 St 2/2/976, 
2 St 2/977, 
2 


78-22368 
78-22368 
78-26701 
78-26702 
78-24526 
/976, 78-8212 
78-26703 
78-26704 
78-18981 
78-16154 
78-26705 
78-26706 
78-18982 
78-18983 
78-18984 
78-18985 
78-18986 
78-26707 
78-26708 
78-26709 
78-26710 
78-16155 
78-26711 
78-16156 
78-18987 
78-24527 
78-8213 
), 78-3891 
78-24528 
78-24528 
78-3892 
78-14262 
78-14262 
78-26712 
78-26713 
78-24529 
78-24530 
78-24531 
78-24532 
78-24533 
78-24534 
78-24535 
78-24536 
78-24537 
78-26714 
78-26715 
78-14263 
78-24538 
78-24539 
78-3893 
78-3894 
78-3895 
78-24540 
78-24541 
78-24542 
78-26716 
78-24543 
78-24544 
78-26717 
78-24545 
78-24546 
78-26718 


BF 2, 


78-24547 
78-3896 
78-24548 
78-14264 
78-8214 
78-14265 





85:2 Ur 1, 


29/2:2 P 


58/19:En 


ae dtededeecdexcx<X< 
WWWWWWWWWWW Www 
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3.W 84:1/978, 
3.W 84:2 Am 
3.W 84:9/1, 

3.W 84:9/8, 

3.W 84:9/9, 

3.W 84:9/22, 
3.W 84:9/51, 
3.W 84:9/52, 
3.W 84:10/1, 
3.W 84:10/2, 
3.W 84:10/3, 
3.W 84:10/4, 
3.W 84:10/5, 
3.W 84:10/6, 
3. :10/7, 
3. :10/8, 
3. :10/9, 


sta nt ena 


710/10, 
210/11, 
710/12, 
710/13, 
710/14, 
710/15, 
710/16, 
710/17, 
710/18, 
Y 3.W 84:10/19, 


Y 4.Ad 6:In 2, 
Y 4.Ad 6:R 29, 


Y 4.Ad 6:R 29/2, 


85:2 V 85/2, 
85:9/8, 78-22369 
29:2 C 78/ch.2, 
29:2 C 78/ch.3, 
29:2 C 78/ch.5, 
29:3/17 A, 


78-8215 
78-18988 


78-942 
78-8217 
78-943 
78-14267 
78-944 
78-16157 
78-2216 
78-2217 
78-2218 
78-2219 
78-2220 
78-2221 
78-2222 
78-16158 
78-2223 
78-2224 
78-2225 
78-2226 
78-2227 
78-2228 
78-2229 
78-2230 
78-2307 
78-2231 
78-2232 
78-18992 
78-8218 


Y 4.Ae 8:Ae 8/4/958-76, 


Y 4.Ae 8:Ae 8/4/958-76/Add., 
Y 4.Ae 8:Sp 1/16, 
“Y 4.Ag 4:Ag 4/6, 
Y 4.Ag 4:B 85/979, 
Y 4.Ag 4:En 2/pt.4-5, 
Y 4.Ag 4:En 2/pt.6, 
Y 4.Ag 4:F 73/3/pt.1-2, 


Y 4.Ag 4:G 79, 


78-18993 


Y 4.Ag 4:H 34/17/pt.1-2, 


Y.4 Ag 4:H 34/17/pt.3, 
Y 4.Ag 4:H 34/17/pt.4, 


Y 4.Ag 4:H 34/17/pt.5-7, 


Y 4.Ag 4:In 2/4/977, 
Y 4.Ag 4:M 46/5/pt.8-9, 


Y 4.Ag 4:P 19, 


Y 4.Ag 4:R 31/7, 
Y 4.Ag 4:R 88/3/pt.7, 
Y 4.Ag 4:Se 5/2, 
Y 4.Ag 4:T 19/3, 
Y 4.Ag 4:T 68/pt.6, 
Y 4.Ag 4/2:Ad 9, 

Y 4.Ag 4/2:Ag 4/2/976, 
Y 4.Ag 4/2:Ag 4/3, 


78-22370 
78-948 


78-18989 
78-18990 
78-18991 
78-14266 
76/4, 78-24549 
58/18:1/977/v.2/pt.A-C, 
2, 78-24551 
58/19:1 G 91/2, 
58/19:1/978/app./v.1-6, 
§8/19:1/978/v.1-2, 
W 58/19:2 G 91/978, 
78-26721 
3/2, 78-8216 


78-24552 


78-8219 


78-8221 
78-8222 
78-16160 

78-5484 
78-14268 
78-945 


78-5485 
78-9879 


78-14270 
78-947 


78-5486 
78-22371 
78-26722 
78-9880 
78-2233 
78-16161 
78-8223 





December 1978 


Y 4.Ag 4/2:Ag 4/4/pt.1, 78-12015 
Y 4.Ag 4/2:C 42, 78-26723 

Y 4.Ag 4/2:C 86/3, 78-8224 

Y 4.Ag 4/2:C 86/8, 78-949 

Y 4.Ag 4/2:C 86/9, 78-9881 

Y 4.Ag 4/2:C 86/10/pt.1-2, 78-18994 
Y 4.Ag 4/2:Ec 7/2, 78-5487 

Y 4.Ag 4/2:Ec 7/3, 78-24554 

Y 4.Ag 4/2:El 2/6, 78-8225 

Y 4.Ag 4/2:El 2/6/977, 78-14271 
Y 4.Ag 4/2:El 2/13, 78-950 

Y 4.Ag 4/2:El 2/14, 78-24555 

Y 4.Ag 4/2:H 34/12, 78-24556 

Y 4.Ag 4/2:H 34/13, 78-24557 

Y 4.Ag 4/2:H 81/3, 78-5488 

Y 4.Ag 4/2:H 81/4, 78-8226 

Y 4.Ag 4/2:H 81/S/pt.1-2, 78-22372 
Y 4.Ag 4/2:H 99, 78-14272 

Y 4.Ag 4/2:L 84, 78-18995 

Y 4.Ag 4/2:M 46/3, 78-5489 

Y 4.Ag 4/2:M 46/4, 78-5490 

Y 4.Ag 4/2:M 46/5, 78-26724 

Y 4.Ag 4/2:M 91, 78-16162 

Y 4.Ag 4/2:N 42 y, 78-26725 

Y 4.Ag 4/2:O1 1/2, 78-9882 

Y 4.Ag 4/2:01 1/3, 78-9883 

Y 4.Ag 4/2:01 1/4, 78-18996 

Y 4.Ag 4/2:01 1/5, 78-18997 

Y 4.Ag 4/2:01 1/6, 78-22373 

Y 4.Ag 4/2:01 1/7, 78-26726 

Y 4.Ag 4/2:R 31/2, 78-2234 

Y 4.Ag 4/2:R 31/3, 78-951 

Y 4.Ag 4/2:R 31/4, 78-952 

Y 4.Ag 4/2:R 31/5, 78-5491 

Y 4.Ag 4/2:R 31/6, 78-12016 

Y 4.Ag 4/2:R 31/7, 78-5492 

Y 4.Ag 4/2:R 31/8, 78-26727 

Y 4.Ag 4/2:Se 6/3, 78-14273 

Y 4.Ag 4/2:St4, 78-5493 

Y 4.Ag 4/2:W 29, 78-22374 

Y 4.Ag 4/2:W 37, 78-18998 

Y 4.Ag 4/2:W 45/pt.1-2, 78-12017 
Y 4.Ag 4/2:W 89, 78-12018 

Y 4.Ag 8/1:(Cong./cal.nos.), 78-3898 
Y 4.Ag 8/1:Ag 8/29, 78-18999 

Y 4.Ag 8/1:Ag 8/32, 78-24558 

Y 4.Ag 8/1:B 83/3, 78-9884 

Y 4.Ag 8/1:B 85/2, 78-24559 

Y 4.Ag 8/1:C 42/2, 78-953 

Y 4.Ag 8/1:C 73/17, 78-22375 


| Y 4.Ag 8/1:C 78/5, 78-19000 


Y 4.Ag 8/1:C 82/56, 78-954 

Y 4.Ag 8/1:C 86/13, 78-9885 
Y 4.Ag 8/1:C 88/12, 78-19001 
Y 4.Ag 8/1:C 88/13, 78-22376 
Y 4.Ag 8/1:D 14/16, 78-22377 
Y 4.Ag 8/1:D 47, 78-2235 

Y 4.Ag 8/1:En 2/2, 78-2236 

Y 4.Ag 8/1:Ex 7/8, 78-8227 

Y 4.Ag 8/1:F 21/2, 78-26728 
Y 4.Ag 8/1:F 76/55, 78-2237 
Y 4.Ag 8/1:F 76/56, 78-14274 
Y 4.Ag 8/1:G 76/20, 78-12019 
Y 4.Ag 8/1:G 79/4, 78-955 

Y 4.Ag 8/1:H 31/2, 78-24560 
Y 4.Ag 8/1:H 88/3, 78-24561 
Y 4.Ag 8/1:H 89/4, 78-16163 
Y 4.Ag 8/1:In 7/7, 78-12020 
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Y 4.Ag 8/1:357, 78-19002 

Y 4.Ag 8/1:L 11/2, 78-16164 

Y 4.Ag 8/1:L 22/7, 78-956 

Y 4.Ag 8/1:L 22/8, 78-957 

Y 4.Ag 8/1:M 46/20, 78-14275 

Y 4.Ag 8/1:M 66/3/977-2, 78-9886 
Y 4.Ag 8/1:M 66/3/977-3, 78-9887 
Y 4.Ag 8/1:N 95/3/pt.1, 78-9888 
Y 4.Ag 8/1:Or 3/3, 78-5494 

Y 4.Ag 8/1:P 21, 78-19003 

Y 4.Ag 8/1:P 93/15, 78-16165 

Y 4.Ag 8/1:R 11/3, 78-958 

Y 4.Ag 8/1:R 13, 78-959 

Y 4.Ag 8/1:R 13/2, 78-22378 

Y 4.Ag 8/1:R 29/2, 78-8228 

Y 4.Ag 8/1:R 29/3, 78-24562 

Y 4.Ag 8/1:R 31/3, 78-16166 

Y 4.Ag 8/1:R 88/22, 78-19004 

Y 4.Ag.8/1:R 88/23, 78-26729 

Y 4.Ag 8/1:So 3/8, 78-9889 

Y 4.Ag 8/1:St 6, 78-19005 

Y 4.Ag 8/1:Su 3/29, 78-26730 

Y 4.Ag 8/1:T 55/43, 78-5495 

Y 4.Ag 8/1:T 55/44, 78-16167 

Y 4.Ag 8/1:T 59, 78-5496 

Y 4.Ag 8/1:Ur 1, 78-2238 

Y 4.Ag 8/1:W 29/3, 78-12021 

Y 4.Ag 8/1:W 44/pt.2-4, 78-12022 
Y 4.Ag 8/1:W 45/pt.1-, 78-9890 
Y 4.Ag 8/1:W 45/pt.6-8, 78-16168 
Y 4.Ag 8/1:W 45/pt.9, 78-19006 
Y 4.Ag 8/2:F 22/60, 78-8229 

Y 4.Ag 8/2:F 73/30/975, 78-12023 
Y 4.Ag 8/2:H 89, 78-2239 

Y 4.Ag 8/2:L 61, 78-14276 

Y 4.Ag 8/2:T 68/2, 78-8230 

Y 4.Ag 8/3:(Cong./cal.nos.), 78-3900 
Y 4.Ag 8/3:Ag 8/pt.1-, 78-14277 
Y 4.Ag 8/3:Ag 8/pt.2, 78-24563 

Y 4.Ag 8/3:Ag 8/pt.3, 78-22379 

Y 4.Ag 8/3:Ag 8/pt.4, 78-24564 

Y 4.Ag 8/3:Aq 3, 78-22380 

Y 4.Ag 8/3:C 43/2/pt.1, 78-22381 
Y 4.Ag 8/3:C 73/pt.1, 78-16169 

Y 4.Ag 8/3:C 73/pt.2, 78-22382 

Y 4.Ag 8/3:C 88/pt.1, 78-26731 

Y 4.Ag 8/3:C 97, 78-8231 

Y 4.Ag 3/3:D 63, 78-14278 

Y 4.Ag 8/3:En 2/pt.1-2, 78-5497 
Y 4.Ag 8/3:Ex 7, 78-24565 

Y 4.Ag 8/3:F 22/2/pt.1, 78-12024 
Y 4.Ag 8/3:F 22/2/pt.2, 78-19007 
Y 4.Ag 8/3:F 73/3/pt.1-2, 78-8232 
Y 4.Ag 8/3:F 73/4/78, 78-16170 
Y 4.Ag 8/3:F 73/5, 78-24566 

Y 4.Ag 8/3:G 21, 78-19008 
Y.4.Ag 8/3:In 7, 78-960 

Y 4.Ag 8/3:M 59/976-78, 78-19009 
Y 4.Ag 8/3:P 43, 78-14279 

Y 4.Ag 8/3:R 88/2/978, 78-26732 
Y 4.Ag 8/3:R 88/3, 78-2240 

Y 4.Ag 8/3:Sch 6, 78-19010 

Y 4.Ag 8/3:Sm 6, 78-22383 

Y 4.Ag 8/3:So 3, 78-961 

Y 4.Ag 8/3:So 3/2, 78-8233 

Y 4.Ag 8/3:So 3/3, 78-19011 

Y 4.Ag 8/3:T 68/pt.1, 78-8234 

Y 4.Ag 8/3:T 68/pt.2, 78-19012 
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Y 4.Ag 8/3:V 52/pt.1, 78-24567 

Y 4.Ap 6/1:Ag 8/979/pt.1-3, 78-12026 

Y 4.Ap 6/1:Ag 8/979/pt.4-5, 78-14280 

Y 4.Ap 6/1:Ag 8/979/pt.6-8, 78-16171 

Y 4.Ap 6/1:Ap 6/2/978/pt.1-2, 78-962 

Y 4.Ap 6/1:Ap 6/2/978-2/pt.1, 78-22384 

Y 4.Ap 6/1.Ap  6/2/978-2/pt.2-3, 78- 
24568 

Y 4.Ap 6/1:B 56/978, 78-26733 

Y 4.Ap 6/1:B 85/4/977-2, 78-963 

Y 4.Ap 6/1:B 85/979, 78-16172 

Y 4.Ap 6/1:D 36/5/977-3, 78-22385 

Y 4.Ap 6/1:D 36/5/978/pt.6, 78-964 

Y 4.Ap 6/1:D 36/5/978/pt.7, 78-5498 

Y 4.Ap 6/1:D 36/5/978/pt.7/app., 78- 
5498 

Y 4.Ap 6/1:D 36/5/978-2, 78-2241 

Y =.Ap 6/1:D 36/5/979/pt.1-3, 78-16173 

Y 4.Ap 6/1:D 36/5/979/pt.4-6, 78-19013 

Y 4.Ap 6/1:D 36/5/979/pt.7-8, 78-22386 

Y 4.Ap 6/1:F 52, 78-16174 

Y 4.Ap 6/1:F 76/3/978/pt.4, 

Y 4.Ap 6/1:F 76/3/979/pt.1-4, 

Y 4.Ap 6/1:F 76/3/979/pt.5, 78-22387 

Y 4.Ap 6/1:H 81/2/978-2, 78-16176 

Y 4.Ap 6/1:H 81/2/979/pt.1-2, 78-12027 

Y 4.Ap 6/1:H 81/2/979/pt.4-7, 78-19014 

Y 4.Ap 6/1:In 8/6/979/pt.1-2, 78-12028 

Y 4.Ap 6/1:In 8/6/979/pt.3, 78-14281 

Y 4.Ap 6/1:In 8/6/979/pt.4-5, 78-19015 

Y 4.Ap 6/1:In 8/6/979/pt.7-10, 78-19016 

Y 4.Ap 6/1:L 11/979/pt.1-2, 78-14282 

Y 4.Ap 6/1:L 11/979/pt.3-5, 78-16177 

Y 4.Ap 6/1:L 11/979/pt.6-7, 78-19017 

Y 4.Ap 6/1:L 11/979/pt.8-10, 78-19018 

Y 4.Ap 6/1:L 52/979, 78-14283 

Y 4.Ap 6/1:M 59/6/979/pt.1, 78-16178 

Y 4.Ap 6/1:M 59/6/979/pt.3-4, 78-19019 

Y 4.Ap 6/1:P 87/2/978, 78-19020 

Y 4.Ap 6/1:P 96/14/977/pt.7, 78-9892 

Y 4.Ap 6/1:P 96/14/979/pt.1-4, 78-12029 

Y 4.Ap 6/1:P 96/14/979/pt.5-8, 78-14284 

Y 4.Ap 6/1:P 96/14/979/pt.9-10, 78- 
16179 

Y 4.Ap 6/1:Sp 1/979, 

Y 4.Ap 6/1:St 2/978-2, 78-9893 

Y 4.Ap 6/1:St 2/978-3, 78-12025 

Y 4.Ap 6/1:St 2/979/pt.2-7, 78-14285 

Y 4.Ap 6/1:T 68/4/978-2, 78-19022 

Y 4.Ap 6/1:T 68/4/979/pt.1-2, 78-14286 

Y 4.Ap 6/1:T 68/4/979/pt.3-6, 78-16180 

Y 4.Ap 6/1:T 71/979/pt.1-5, 78-16181 

Y 4.Ap 6/2:Ag 8/5/978/pt.2-3, 78-5499 

Y 4.Ap 6/2:Ag 8/5/979/pt.1, 78-22388 

Y 4.Ap 6/2:Ag 8/6, 78-22389 

Y 4.Ap 6/2:Ap 6/2/968, 78-9894 

Y 4.Ap 6/2:B 52, 78-12030 

Y 4.Ap 6/2:C 73/8, 78-2242 

Y 4.Ap 6/2:D 36/4/978/pt.5, 

Y 4.Ap 6/2:D 36/4/979/pt.1-4, 78-22390 

Y 4.Ap 6/2:F 65/3/978, 78-14287 

Y 4.Ap 6/2:F 76/7/979/pt.1-2, 78-26734 

Y 4.Ap 6/2:H 12, 78-14288 

Y 4.Ap 6/2:H 92/978, 78-12031 

Y 4.Ap 6/2:In 8/978/pt.3-6, 78-5500 

Y 4.Ap 6/2:L 11/978/pt.4-5, 78-966 

Y 4.Ap 6/2:L 11/979/pt.2-4, 78-19023 

Y 4.Ap 6/2:L 52/979/pt.1, 78-12032 


78-9891 
78-16175 


78-19021 


78-965 
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Classification Number Index 


Y 4.Ap 6/2:L 52/979/pt.2, 78-24569 
Y 4.Ap 6/2:M 59/3/979, 78-19024 

Y 4.Ap 6/2:P 96/3/978/pt.3-5, 78-8235 
Y 4.Ap 6/2:P 96/3/978/pt.6-8, 78-12033 
Y 4.Ap 6/2:P 96/3/978/pt.9, 78-8235 
Y 4.Ap 6/2:P 96/3/979/pt.1, 78-19025 
Y 4.Ap 6/2:P 96/3/979/pt.2-5, 78-24570 
Y 4.Ap 6/2:Sm 1/978, 78-26735 

Y 4.Ap 6/2:Sp 1/2/978, 78-26736 

Y 4.Ap 6/2:St 2/979/pt.1, 78-12034 

Y 4.Ap 6/2:T 68/2/978/pt.3-4, 78-2243 
Y 4.Ap 6/2:T 68/2/979/pt.1, 78-22391 
Y 4.Ap 6/2:T 71/979/pt.1, 78-14289 
Y 4.Ar 5/2:(Cong./cal.nos.), 78-3901 
Y 4.Ar 5/2:Ac 8/2/977, 78-16182 

Y 4.Ar 5/2:D 36/2/976, 78-16183 

Y 4.Ar 5/2:R 86/2/977-78, 78-8236 
Y 4.Ar 5/2 a:975-76/26, 78-14290 

Y 4.Ar 5/2 a:975-76/28, 78-9895 

Y 4.Ar 5/2 a:977-78/12, 78-2244 

Y 4.Ar 5/2 a:977-78/14, 78-2245 

Y 4.Ar 5/2 a:977-78/18, 78-967 

Y 4.Ar 5/2 a:977-78/21, 78-5501 

Y 4.Ar 5/2 a:977-78/22, 78-968 

Y 4.Ar 5/2 a:977-78/23, 78-969 

Y 4.Ar 5/2 a:977-78/24, 78-5502 

Y 4.Ar 5/2 a:977-78/25, 78-972 

Y 4.Ar 5/2 a:977-78/28, 78-5503 

Y 4.Ar 5/2 a:977-78/29, 78-970 

Y 4.Ar 5/2 a:977-78/33, 78-971 

Y 4.Ar 5/2 a:977-78/34, 78-12035 

Y 4.Ar 5/2 a:977-78/35, 78-8237 

Y 4.Ar 5/2 a:977-78/36, 78-16184 

Y 4.Ar 5/2 a:977-78/37, 78-5504 

Y 4.Ar 5/2 a:977-78/38, 78-8238 

Y 4.Ar 5/2 a:977-78/39, 78-8239 

Y 4.Ar 5/2 a:977-78/40, 78-9896 

Y 4.Ar 5/2 a:977-78/41, 78-9897 

Y 4.Ar 5/2 a:977-78/42, 78-5505 

Y 4.Ar 5/2 a:977-78/43, 78-9898 

Y 4.Ar 5/2 a:977-78/44, 78-2246 

Y 4.Ar 5/2 a:977-78/45, 78-14291 

Y 4.Ar 5/2 a:977-78/46, 78-9899 

Y 4.Ar 5/2 a:977-78/47, 78-9900 

Y 4.Ar 5/2 a:977-78/48, 78-9901 

Y 4.Ar 5/2 a:977-78/49, 78-9902 

Y 4.Ar 5/2 a:977-78/50, 78-12036 

Y 4.Ar 5/2 a:977-78/51, 78-12037 

Y 4.Ar 5/2 a:977-78/S2, 78-19026 

Y 4.Ar 5/2 a:977-78/55, 78-19027 

Y 4.Ar 5/2 a:977-78/56/pt.1-2, 78-22392 
Y 4.Ar 5/2 a:977-78/57, 78-19028 

Y 4.Ar 5/2 a:977-78/58, 78-19029 

Y 4.Ar 5/2 a:977-78/59, 78-22393 

Y 4.Ar 5/2 a:977-78/60, 78-19030 

Y 4.Ar 5/2 a:977-78-61, 78-19031 

Y 4.Ar 5/2 a:977-78/62, 78-24571 

Y 4.Ar 5/2 a:977-78/63, 78-19032 

Y 4.Ar 5/2 a:977-78/65, 78-22394 

Y 4.Ar 5/2 a:977-78/68, 78-22395 

Y 4.Ar 5/2 a:977-78/73, 78-26737 

Y 4.Ar 5/2 a:977-78/84, 78-26738 

Y 4.Ar 5/3:(Cong./cal.nos.), 78-3902 
Y 4.Ar 5/3:Ar 7, 78-26739 

Y 4.Ar 5/3:C 49/14, 78-5506 

Y 4.Ar 5/3:C 76/9/978, 78-5507 

Y 4.Ar 5/3:C 76/9/979, 78-22396 

Y 4.Ar 5/3:C 76/12, 78-5508 


Do not order from index; see indicated entry 





Y 4.Ar 5/3:D 36/6, 78-5509 

Y 4.Ar 5/3:D 36/7/979, 78-26740 

Y 4.Ar 5/3:D 36/7/979/pt.1-2, 78-19033 
Y 4.Ar 5/3:D 36/7/979/pt.3, 78-22397 

Y 4.Ar 5/3:D 36/7/979/pt.4-6, 78-19034 
Y 4.Ar 5/3:D 36/7/979/pt.7, 78-22398 

Y 4.Ar 5/3:D 36/7/979/pt.9-10, 78-24572 
Y 4.Ar 5/3:En 2/2, 78-22399 

Y 4.Ar 5/3:En 2/3/979, 78-26741 

Y 4.Ar 5/3:G 53, 78-12038 

Y 4.Ar 5/3:H 49, 78-19035 

Y 4.41 5/3:M 59/15, 78-5510 

Y 4.Ar 5/3:N 81/4, 78-8240 

Y 4.Ar 5/3:N 81/5, 78-5511 

Y 4.Ar 5/3:P 19/3, 78-9903 

Y 4.Ar 5/3:P 29/14, 78-8241 

Y 4.Ar 5/3:P 42, 78-22400 

Y 4.Ar 5/3:P 44/4, 78-12039 

Y 4.Ar 5/3:So 8/2, 78-8242 

Y 4.Ar 5/3:St 6/7, 78-8243 

Y 4.Ar 5/3:T 84, 78-26742 

Y 4.Ar 5/3:Un 3/3, 78-5512 

Y 4.Ar 5/3:V 88/4, 78-24573 

Y 4.At 7/2:Ex 7/5, 78-12040 

Y 4.At 7/2:L 52/2/977, 78-12041 

Y 4.At 7/2:Se 1, 78-8244 

Y 4.B 22/1:(Cong./cal.nos.), 
Y 4.B 22/1:B 76, 78-19036 
Y 4.B 22/1:C 41/2, 78-22401 
Y 4.B 22/1:C 49/9, 78-973 
Y 4.B 22/1:C 49/10, 78-2247 
Y 4.B 22/1:C 49/11, 78-9904 
Y 4.B 22/1:C 66/6, 78-26743 
Y 4.B 22/1:C 73/24, 78-9905 
Y 4.B 22/1:C 73/25, 78-12042 
Y 4.B 22/1:C 73/27, 78-9906 
Y 4.B 22/1:C 76/3/977/pt.1-2, 
Y 4.B 22/1:C 76/3/977/pt.3, 
Y 4.B 22/1:C 76/3/977/pt.4-5, 
Y 4.B 22/1:C 81/3, 78-19037 
Y 4.B 22/1:D 49/4, 78-5513 
Y 4.B 22/1:En 2/8, 78-8246 
Y 4.B 22/1:En 2/9, 78-19038 
Y 4.B 22/1:Ex 7/10/978, 78-19039 

Y 4.B 22/1:Ex 7/24, 78-16186 

Y 4.B 22/1:Ex 7/24 sa, 78-22402 

Y 4.B 22/1:F 31/49, 78-9907 

Y 4.B 22/1:F 31/54, 78-12043 

Y 4.B 22/1:F 65/4, 78-9908 

Y 4.B 22/1:F 73/2/977-78, 78-5514 

Y 4.B 22/1:H 62/3, 78-8247 

Y 4.B 22/1:H 62/3/978, 78-22403 

Y 4.B 22/1:H 81/62/978/pt.1-2, 78-19040 
Y 4.B 22/1:H 81/68/978/pt.1-2, 78-16187 
Y 4.B 22/1:H 81/69, 78-14292 

Y 4.B 22/1:In 3/4, 78-5515 

Y 4.B 22/1:In 8/39, 78-14293 

Y 4.B 22/1:In 8/40, 78-12044 

Y 4.B 22/1:In 8/41, 78-22404 

Y 4.B 22/1:L 78/17, 78-974 

Y 4.B 22/1:L 78/18, 78-5516 

Y 4.B 22/1:M 46/4, 78-22405 

Y 4.B 22/1:M 59/978, 78-19041 

Y 4.B 22/1:M 74/26, 78-5517 

Y 4.B 22/1:M 74/27, 78-5518 

Y 4.B 22/1:M 74/28, 78-16188 

Y 4.B 22/1:N 21/19/pt.1-2, 78-12045 

Y 4.B 22/1:N 42 y/2, 78-14294 


78-3903 


78-8245 
78-16185 
78-24574 





Y 4.B 22/1:N 42 y/3, 78-12046 

Y 4.B 22/1:N 42 y/4/pt.1-2, 78-22406 
Y 4.B 22/1:Or 3, 78-975 

Y 4.B 22/1:R 29/12, 78-8248 

Y 4.B 22/1:R 47/2, 78-12047 

Y 4.B 22/1:R 59, 78-22407 

Y 4.B 22/1:Sa 1/pt.1-5, 78-8249 

Y 4.B 22/1:Si 3/5, 78-22408 
Y 4.B 22/1:So 4/2, 78-19042 
Y 4.B 22/1:St 3, 78-12048 
Y 4.B 22/1:T 49/2, 78-22409 
Y 4.B 22/1:T 71, 78-19043 
Y 4.B 22/1:Ur 1/7, 78-976 
Y 4.B 22/3:(Cong./cal.nos.), 
Y 4.B 22/3:Al 5, 78-19044 
Y 4.B 22/3:An 8, 78-24575 
Y 4.B 22/3:B 22/22/978, 78-26744 
Y 4.B 22/3:B 47/2, 78-12049 

Y 4.B 22/3:C 76/18, 78-977 

Y 4.B 22/3:C 76/19, 78-19045 

Y 4.B 22/3:C 83/4/977, 78-978 

Y 4.B 22/3:D 28, 78-22410 

Y 4.B 22/3:D 35/2, 78-979 

Y 4.B 22/3:D 35/3, 78-8250 

Y 4.B 22/3:D 45, 78-14295 

Y 4.B 22/3:El 2/3, 78-12050 

Y 4.B 22/3:El 2/4, 78-22411 

Y 4.B 22/3:El 2/5, 78-26745 

Y 4.B 22/3:Em 7/5/978, 78-26746 
Y 4.B 22/3:En 2/4, 78-2248 

Y 4.B 22/3:Ex 2/2, 78-5519 

Y 4.B 22/3:Ex 7/25/pt.1-3, 78-19046 
Y 4.B 22/3:Ex 7/25/pt.4-6, 78-22412 
Y 4.B 22/3:F 22/1i, 78-22413 

Y 4.B 22/3:F 31/55, 78-5520 

Y 4.B 22/3:F 31/56, 78-9909 

Y 4.B 22/3:F 31/57, 78-12051 

Y 4.B 22/3:F 31/58, 78-16189 

Y 4.B 22/3:F 31/59, 78-24576 

Y 4.B 22/3:H 11, 78-14296 

Y 4.B 22/3:H 81/80, 78-22414 

Y 4.B 22/3:H 81/81, 78-26747 

Y 4.B 22/3:H 81/82, 78-26748 

Y 4.B 22/3:In 7/3/977, 78-19047 

Y 4.B 22/3:In 8/20, 78-5521 

Y 4.B 22/3:In 8/21, 78-24577 

Y 4.B 22/3:Is 1, 78-16190 

Y 4.B 22/3:J 27, 78-19048 

Y 4.B 22/3:5 56, 78-19049 

Y 4.B 22/3:K 14, 78-5522 

Y 4.B 22/3:L 22/6, 78-26749 

Y 4.B 22/3:L 97/5, 78-9910 

Y 4.B 22/3:M 21, 78-5523 

Y 4.B 22/3:M 59, 78-19050 

Y 4.B 22/3:M 61/4, 78-22415 

Y 4.B 22/3:M 61/4/978-2, 78-19051 
Y 4.B 22/3:M 61/5, 78-22416 

Y 4.B 22/3:M 74/3, 78-9911 

Y 4.B 22/3:M 84/21, 78-9912 

Y 4.B 22/3:M 91/2, 78-980 

Y 4.B 22/3:M 91/3, 78-9913 

Y 4.B 22/3:N 21/10/978, 78-19052 
Y 4.B 22/3:N 31/3, 78-981 

Y 4.B 22/3:N 31/4, 78-982 

Y 4.B 22/3:N 42 y/2/977, 78-5524 
Y 4.B 22/3:N 42 y/2/977-2, 78-19053 
Y 4.B 22/3:Ov 2/3, 78-10052 

Y 4.B 22/3:R 29/10, 78-5525 


78-3904 








a= 


haSS 


>a 


> 73/7:(Cong./cal.nos. ), 
, tal ts 2S 
> 73/7:F $3, 
> 73/7:In 8, 
> 73/7:N 21s, 

> 73/7:Sp 6/977, 
> 73/7:T 64, 


December 1978 


N 
~ 


3:R 88/5, 78-14297 

3:Se 2/26/978, 78-26750 
3:Se 2/27, 78-22417 
/3:Si 3/8, 78-19054 

3:So 4/2, 78-26751 

3:St 5, 78-8251 

:T 19/10, 78-12052 

:‘T 67/2, 78-983 
:T 68/5, 78-22418 
T 77/2, 78-2249 
W 45, 78-14298 
Ai 7/11, 78-5526 
:(Cong./cal.nos.), 

> 74/978-2, 


WNNNNNNNNN NN 
NNNNNN N N 
_ <> <= “> = > > == Ss 


78-3905 
C 78-984 
C 74/979/v.1-4, 
:C 76/2/976, 
Cc 


78-19055 
78-12053 
: 78-14299 
:Of 2, 78-12054 
‘Y 8, 78-19056 
:(Cong./cal.nos.), 
C17, 78-19057 
(3:C 24/2, 78-9914 
C 
C 


ooo mH 
AAUAaAuaAnhnNnnN 


76/3, 


a, Gey, Sem, Sy, : . 
NNNNNNNANWYYYY 


78-3906 


73, 78-985 
76/2, 78-9915 

3:C 76/3, 78-26752 
(3:D 36/4, 78-5527 
3:D 36/5, 78-986 

3:D 36/6, 78-19058 
3:Ec 7/6/978-79, 78-22419 
3:Ec 7/8, 78-987 
3:Ed 8/979, 78-22420 
(3:Em 7, 78-19059 
5/3:En 2/3, 78-5528 
3:Ex 7/2, 78-9916 
3:F 74/pt.1, 78-5529 
3:F 96, 78-14300 
3:G 28, 78-5530 

3:H 34/2, 78-22421 
3:H 53/2, 78-9917 
/3:lm 7, 78-26753 

3:L 52/977-78, 78-8252 
(3:L 82, 78-8253 

(3:N 73, 78-19060 
(3:Or 3, 78-8254 

13:P 94, 78-24578 

3:P 96/3, 78-19061 
3:R 29, 78-12055 
(3:R 29/supp., 78-12055 
/3:R 31, 78-8255 

/3:R 31/978, 78-988 
3:Sh 6, 78-12056 

3:T 19, 78-22422 

3:T 68/2, 78-2250 
3:V 67, 78-16191 
/3:W 37, 78-12057 
3:W 37/2, 78-19062 
3:W 45, 78-9918 

3:Y 8, 78-19063 
2:94-3, 78-12058 
2:94-5/pt.2, 78-8256 
/2:94-97, 78-989 
78-3908 
78-14301 
78-8257 
78-990 
78-8258 

78-8259 
78-5531 


Do not order from index; see indicated entry 





Y 4.C 73/7:T 64/978, 


Y 4.C 


+ 
Y 


KKK KKK KKK KX 


4.C 
4.C 
4.C 
4.C 


73/7:95-6/pt.2, 


73/7:95-20, 


73/7:95-28/pt.1-3, 


73/7:95-29, 
73/7:95-30, 
73/7:95-31, 
73/7:95-32, 
73/7:95-33, 


> 73/7:95-34, 


73/7:95-35, 


> 73/7:95-36, 


73/7:95-37, 


> 73/7:95-38, 
> 73/7:95-39, 


73/7:95-40, 


> 73/7:95-41, 


> 73/7:95-42/pt.1-2, 


> 73/7:95-43, 


73/7:95-44, 


.C 73/7:95-45, 
> 73/7:95-46, 
> 73/7:95-47, 
> 73/7:95-48, 
> 73/7:95-49, 
> 73/7:95-50, 


73/7:95-51, 
73/7:95-52, 


> 73/7:95-53, 


73/7:95-54, 
73/7:95-55, 
73/7:95-56, 


> 73/7:95-57, 


73/7:95-58, 


> 73/7:95-59, 
> 73/7:95-60, 
> 73/7:95-61, 
> 73/7:95-62, 
> 73/7:95-63, 
> 73/7:95-64, 
> 73/7:95-65, 
> 73/7:95-66, 
> 73/7:95-67, 
> 73/7:95-68, 
> 73/7:95-69, 
> 73/7:95-70, 
> 73/7:95-71, 
> 73/7:95-72, 
> 73/7:95-73, 
> 73/7:95-74, 


73/7:95-75, 
73/7:95-76, 


73/7:95-77/pt.1, 
> 73/7:95-77/pt.2, 


> 73/7:95-78, 


73/7:95-81/pt.1, 


> 73/7:95-82, 


73/7:95-83, 


> 73/7:95-84, 


> 73/7:95-86/pt.1-2, 
> 73/7:95-86/pt.3, 


73/7:95-85, 


> 73/7:95-88, 


73/7:95-89, 


> 73/7:95-90, 
> 73/7:95-94, 
> 73/7:95-95, 
> 73/7:95-96, 


78-22423 
78-12059 
78-991 
78-992 
78-993 
78-12060 
78-994 
78-995 
78-5532 
78-5533 
78-5534 
78-8260 
78-8261 
78-5535 
78-5536 
78-5537 
78-8262 
78-8263 
78-12061 
78-12062 
78-8264 
78-12063 
78-9919 
78-9920 
78-12064 
78-22424 
78-9921 
78-12065 
78-19064 
78-19065 
78-19066 
78-16192 
78-19067 
78-19068 
78-19069 
78-19070 
78-19071 
78-19072 
78-19073 
78-19074 
78-19075 
78-22425 
78-22426 
78-19076 
78-19077 
78-19078 
78-19079 
78-19080 
78-1908 1 
78-24579 
78-19082 
78-19083 
78-22427 
78-24580 
78-22428 
78-24581 
78-22429 
78-22430 
78-22431 
78-22432 
78-22433 
78-24582 
78-22434 
78-22435 
78-22436 
78-24583 
78-26754 
78-24584 
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Y 4.C 73/7:95-97, 78-26755 

Y 4.C 73/7:95-99, 78-26756 

Y 4.C 73/7:95-100, 78-26757 

Y 4.C 73/7:95-101, 78-26758 

Y 4.C 73/7:95-102, 78-26759 

Y 4.C 73/7:95-104, 78-26760 

Y 4.C 76/7:C 83/976-3, 78-8265 
Y 4.D 36:Em 3/2, 78-12066 
Y 4.D 36:In 2/pt.4, 78-22437 
Y 4.D 63/1:(Cong./cal.nos.), 
Y 4.D 63/1:94-7, 78-8266 
Y4.D¢ ,1:95-1, 78-14302 
Y 4.D 63/1:95-4, 78-9922 

Y 4.D 63/1:95-5, 78-996 

Y 4.D 63/1:95-8, 78-997 

Y 4.D 63/1:95-9, 78-2251 

Y 4.D 63/1:95-10, 78-8267 
Y 4.D 63/1:95-11, 78-19084 
Y 4.D 63/1:95-12, 78-16193 
Y 4.Ec 7:As 7/2, 78-12067 
Y 4.Ec 7:B 85/10/979-83, 78-12068 

Y 4.Ec 7:B 96, 78-26761 

Y 4.Ec 7:C 49, 78-998 

Y 4.Ec 7:C 82/3, 78-22438 

Y 4.Ec 7:D 36/3/pt.1, 78-26762 

Y 4.Ec 7:D 54, 78-12069 

Y 4.Ec 7:Ec 7/(date), 78-3911 

Y 4.Ec 7:Ec 7/2/977/pt.1-4, 78-5538 

Y 4.Ec 7:Ec 7/2/978/pt.1-2, 78-26763 
Y 4.Ec 7:Ec 7/25/977, 78-16194 

Y 4.Ec 7:Ec 7/28/977, 78-24585 

Y 4.Ec 7:Em 7/5/978, 78-16195 

Y 4.Ec 7:Em 7/12/pt.9-10, 78-12070 

Y 4.Ec 7:Em 7/12/pt.11, 78-22439 

Y 4.Ec 7:Em 7/14/v.2/paper 2, 78-9923 
Y 4.Ec 7:En 2/13, 78-999 

Y 4.Ec 7:En 2/14, 78-5539 
Y 4.Ec 7:En 2/15, 78-22440 
Y 4.Ec 7:En 2/16, 78-24586 
Y 4.Ec 7:En 2/17, 78-26764 
Y 4.Ec 7:Eu 7/8, 78-1000 

Y 4.Ec 7:F 73/5/970-74/rev., 
Y 4.Ec 7:F 73/6/970-74, 78-12071 
Y 4.Ec 7:F 87/3, 78-8268 

Y 4.Ec 7:G 91/2/976, 78-1001 

Y 4.Ec 7:G 91/3/975, 78-1002 

Y 4.Ec 7:G 91/7, 78-14303 
Y 4.Ec 7:G 91/8, 78-14304 
Y 4.Ec 7:In 8/19, 78-1003 
Y 4.Ec 7:) 57/8, 78-5540 

Y 4.Ec 7:5.57/9, 78-9924 

Y 4.Ec 7:M 24, 78-1004 

Y 4.Ec 7:M 57, 78-1005 

Y 4.Ec 7:N 84/(v.nos.&nos.), 
Y 4.Ec 7:P 92/5, 78-16196 
Y 4.Ec 7:P 96/947-78, 78-16197 
Y 4.Ec 7:R 82, 78-12072 
Y 4.Ec 7:So 8/12/977/pt.1-2, 
Y 4.Ec 7:So 8/12/977/pt.3, 
Y 4.Ec 7:So 8/14, 
Y 4.Ec 7:So 8/15 
Y 4.Ec 7:Su 6, 
Y 4.Ec 7:Su 6/2, 
Y 4.Ec 7:T 19/11, 
Y 4.Ec 7:T 67/6, 
Y 4.Ec 7:T 67/15, 
Y 4.Ec 7:Un 2/9, 
Y 4.Ec 7:Un 3 k, 


78-3909 


78-2252 


78-3912 


78-1006 
78-19085 
78-12073 
78-19086 
78-1007 
78-12074 

78-19087 
78-19088 

78-5541 
78-2253 
78-5542 
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Classification Number Index 


Y 4.Ec 7:W 84/2, 

Y 4.Ec 7:W 84/3, 

Y 4.Ec 7:W 84/4, 78-26765 

Y 4.Ec 7:W 89, 78-5543 

Y 4.Ed 8/1:(Cong./cal.nos.), 

Y 4.Ed 8/1:Ac 8/4, 78-16198 

Y 4.Ed 8/1:Ad 7, 78-26766 

Y 4.Ed 8/1:Ag 3/4/977, 78-1008 

Y 4.Ed 8/1:Al 1, 78-26767 

Y 4.Ed 8/1:C 43/13, 78-26768 

Y 4.Ed 8/1:C 63/3/977, 78-5544 

Y 4.Ed 8/1:C 63/7, 78-16199 

Y 4.Ed 8/1:C 63/8, 78-19090 

Y 4.Ed 8/1:C 73/13, 78-9925 

Y 4.Ed 8/1:C 73/14, 78-19091 

Y 4.Ed 8/1:C 73/15, 78-22441 

Y 4.Ed 8/1:D 71, 78-22442 

Y 4.Ed 8/1:D 71/2, 78-24587 

Y 4.Ed 8/1:Ec 7/977/pt.1, 78-5545 

Y 4.Ed 8/1:Ec 7/977/pt.2, 78-22443 

Y 4.Ed 8/1:Ed 8/33/977, 78-5546 

Y 4.Ed 8/1:El 2/2/pt.4-9, 78-2255 

Y 4.Ed 8/1:El 2/2/pt.10-11, 78-5547 

Y 4.Ed 8/1:El 2/2/pt.12, 78-5548 

Y 4.Ed 8/1:El 2/2/pt.13, 78-9926 

Y 4.Ed 8/1:El 2/2/pt.14-15, 78-5547 

Y 4.Ed 8/1:El 2/2/pt.16-18, 78-9926 

Y 4.Ed 8/1:El 2/2/pt.19, 78-16200 

Y 4.Ed 8/1:El 2/2/pt.22, 78-22444 

Y 4.Ed 8/1:El 2/3, 78-26769 

Y 4.Ed 8/1:Em 7/23/978/pt.1-2, 

Y 4.Ed 8/1:Em 7/25, 78-12075 

Y 4.Ed 8/1:Em 7/27, 78-1009 

Y 4.Ed 8/1:Em 7/28, 78-16201 

Y 4.Ed 8/1:En 8/2, 78-2256 

Y 4.Ed 8/1:Eq 2/2, 78-19092 

Y 4.Ed 8/1:F 22/9, 78-22445 

Y 4.Ed 8/1:G 76/3/978-79, 78-12076 

Y 4.Ed 8/1:H 19/9, 78-22446- 

Y 4.Ed 8/1:H 75/2, 78-1010 

Y 4.Ed 8/1:H 88, 78-2257 

Y 4.Ed 8/1:H 88/2, 78-26770 

Y 4.Ed 8/1:In 2/8, 78-1011 

Y 4.Ed 8/1:In 2/9, 78-2258 

Y 4.Ed 8/1:In 2/9/977-2, 78-9927 

Y 4.Ed 8/1:In 2/10, 78-14305 

Y 4.Ed 8/1:In 2/10/977-2/pt.1-3, 78- 
14306 

Y 4.Ed 8/1:In 2/11, 78-24589 

Y 4.Ed 8/i:L 11/31/977, 78-1012 

Y 4.Ed 8/1:L 11/39/pt.1-2, 78-9928 

Y 4.Ed 8/1:L 86/5/pt.1, 78-26771 

Y 4.Ed 8/1:L 97/3/977, 78-1013 

Y 4.Ed 8/1:M 66/8/977, 78-5549 

Y 4.Ed 8/1:N 21 f/4, 78-8269 

Y 4.Ed 8/1:N 73/2, 78-24590 

Y 4.Ed 8/1:P 96/13, 78-24591 

Y 4.Ed 8/1:R 26/4, 78-12077 

Y 4.Ed 8/1:R 26/5, 78-26772 

Y 4.Ed 8/1:R 87, 78-24592 

Y 4.Ed 8/1:Sa 1/8/977, 78-19093 

Y 4.Ed 8/1:Sch 6/39, 78-24593 

Y 4.Ed 8/1:Se 5, 78-5550 

Y 4.Ed 8/1:Se 6/6, 78-5551 

Y 4.Ed 8/1:Se 6/7, 78-26773 

Y 4.Ed 8/1:Se 9/3/pt.2, 78-12078 

Y 4.Ed 8/1:Se 9/4, 78-19094 

Y 4.Ed 8/1:St 9/10, 78-5552 


78-2254 
78-19089 


78-3913 


78-24588 


Do not order from index; see indicated entry 





Y 4.Ed 8/1:St 9/11, 
Y 4.Ed 8/1:W 58/4, 
Y 4.Ed 8/1:W 58/5, 
Y 4.Ed 8/1:Y 8/14, 
Y 4.Ed 8/1:Y 8/15, 78-9930 

Y 4.Ed 8/1:Y 8/16, 78-14307 

Y 4.En 2:(Cong./cal.nos.), 78-3914 
Y 4.En 2:95/15/maps, 78-12079 

Y 4.En 2:95-15/v.1, 78-12079 

Y 4.En 2:95-15/v.3, 78-22448 

Y 4.En 2:95-20, 78-1015 

Y 4.En 2:95-25, 78-2259 

Y 4.En 2:95-31, 78-1016 

Y 4.En 2:95-34, 78-1017 

Y 4.En 2:95-41/pt.2, 78-9931 

Y 4.En 2:95-42/pt.2, 78-12080 

Y 4.En 2:95-45/pt.2, 78-22449 

Y 4.En 2:95-46/pt.2, 78-5553 

Y 4.En 2:95-47, 78-1018 

Y 4.En 2:95-49, 78-1019 

Y 4.En 2:95-51, 78-1020 

Y 4.En 2:95-52, 78-1021 

Y 4.En 2:95-53, 78-1022 

Y 4.En 2:95-54, 

Y 4.En 2:95-55, 

Y 4.En 2:95-56, 

Y 4.En 2:95-57, 

Y 4.En 2:95-58, 

Y 4.En 2:95-59, 

Y 4.En 2:95-60, 

Y 4.En 2:95-61, 

Y 4.En 2:95-62/pt.6, 
Y 4.En 2:95-63, 
Y 4.En 2:95-64, 
Y 4.En 2:95-65, 78-5558 

Y 4.En 2:95-66, 78-14309 

Y 4.En 2:95-67/pt.1, 78-8270 
Y 4.En 2:95-67/pt.2, 78-19096 
Y 4.En 2:95-68, 78-8271 

Y 4.En 2:95-69, 78-8272 

Y 4.En 2:95-70, 78-8273 

Y 4.En 2:95-71, 78-9932 

Y 4.En 2:95-72, 

Y 4.En 2:95-73, 

Y 4.En 2:95-74, 

Y 4.En 2:95-75, 

Y 4.En 2:95-76, 

Y 4.En 2:95-77, 

Y 4.En 2:95-78, 

Y 4.En 2:95-79, 

Y 4.En 2:95-80/pt.1-2, 
Y 4.En 2:95-81, 
Y 4.En 2:95-82, 
Y 4.En 2:95-83, 
Y 4.En 2:95-84, 
Y 4.En 2:95-85, 
Y 4.En 2:95-86, 
Y 4.En 2:95-87, 
Y 4.En 2:95-88, 
Y 4.En 2:95-89, 
Y 4.En 2:95-90, 
Y 4.En 2:95-91, 78-16208 

Y 4.En 2:95-92, 78-16209 

Y 4.En 2:95-93/pt.1, 78-22451 
Y 4.En 2:95-93/pt.2, 78-22452 
Y 4.En 2:95-96, 78-19098 

Y 4.En 2:95-97, 78-19099 

Y 4.En 2:95-98, 78-19100 


78-9929 
78-22447 
78-19095 
78-1014 


78-1208 1 
78-5556 
78-5557 


78-9938 
78-16202 
78-16203 
78-9939 
78-19097 
78-16204 
78-22450 
78-16205 
78-16206 
78-14312 
78-16207 





Y 4.En 2:95-100, 78-19101 

Y 4.En 2:95-101, 78-19102 

Y 4.En 2:95-102, 78-19103 

Y 4.En 2:95-103, 78-22453 

Y 4.En 2:95-104, 78-19104 

Y 4.En 2:95-105, 78-24594 

Y 4.En 2:95-106, 78-22454 

Y 4.En 2:95-107, 78-24595 

Y 4.En 2:95-111, 78-22455 

Y 4.En 2:95-112, 78-26774 

Y 4.En 2:95-115, 78-24596 

Y 4.En 2:95-117, 78-22456 

Y 4.En 2:95-118, 78-24597 

Y 4.En 2:95-119, 78-26775 

Y 4.En 2:95-120/pt.1, 78-24598 
Y 4.En 2:95-123, 78-24599 

Y 4.En 2:95-124, 78-26776 

Y 4.En 2:95-125, 78-26777 

Y 4.En 2:95-126, 78-24600 

Y 4.En 2:95-127, 78-24601 

Y 4.En 2:95-128, 78-26778 

Y 4.En 2:95-131, 78-26779 

Y 4.En 2:95-133, 78-26780 

Y 4.En 2:95-134, 78-26781 

Y 4.Et 3/4:K 84/v.1, 78-22457 
Y 4.F 49:(Cong./cal.nos.), 78-3915 
Y 4.F 49:Ag 8/2, 78-1026 

Y 4.F 49:Al 1/7, 78-9940 

Y 4.F 49:C 16/8/977-2, 78-8275 
Y 4.F 49:C 89, 78-22458 

Y 4.F 49:C 96/15, 78-22459 

Y 4.F 49:D 26/978, 78-24602 
Y 4.F 49:D 35/5/977, 78-1027 
Y 4.F 49:D 44/3, 78-8276 

Y 4.F 49:D 63/5, 78-8277 

Y 4.F 49:Em 7/4, 78-9941 

Y 4.F 49:Em 7/5, 78-9942 

Y 4.F 49:Em 7/6, 78-16210 

Y 4.F 49:Em 7/7, 78-19105 

Y 4.F 49:En 2/17/pt.1, 78-1028 
Y 4.F 49:En 2/17/pt.2, 78-5559 
Y 4.F 49:En 2/17/pt.3, 78-9943 
Y 4.F 49:En 2/17/pt.4, 78-22460 
Y 4.F 49:En 2/19/no.2-4, 78-12082 
Y 4.F 49:En 2/20, 78-1029 

Y 4.F 49:F 76/11/978, 78-19106 
Y 4.F 49:F 82/7, 78-1030 

Y 4.F 49:F 82/8, 78-22461 

Y 4.F 49:F 95, 78-2262 

Y 4.F 49:G 21/3, 78-14313 

Y 4.F 49:H 34/10, 78-1031 

Y 4.F 49:H 34/11, 78-19107 

Y 4.F 49:H 34/12, 78-26782 

Y 4.F 49:H 79/4, 78-12083 

Y 4.F 49:H 89, 78-24603 

Y 4.F 49:Im 7/7, 78-26783 

Y 4.F 49:In 2/11, 78-8278 

Y 4.F 49:In 2/12, 78-1032 

Y 4.F 49:In 2/13, 78-22462 

Y 4.F 49:In 2/14, 78-24604 

Y 4.F 49:In 8/12, 78-24605 

Y 4.F 49:In 83/12, 78-9944 

Y 4.F 49:3 35, 78-9945 

Y 4.F 49:M 14, 78-5560 

Y 4.F 49:M 46/11/977, 78-8279 
Y 4.F 49:M 46/14, 78-2263 

Y 4.F 49:M 46/15, 78-5561 

Y 4.F 49:M 46/16, 78-19108 
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Y 4.F 49:M 92, 78-5562 

Y 4.F 49:N 42 y, 78-24606 

Y 4.F 49:01 5/4/976, 78-5563 

Y 4.F 49:P 38/14, 78-5564 

Y 4.F 49:P 38/15, 78-16211 

Y 4.F 49:P 38/17, 78-26784 

Y 4.F 49:P 96/13, 78-9946 

Y 4.F 49:P 96/14, 78-1033 

Y 4.F 49:P 96/15, 78-16212 

Y 4.F 49:R 24, 78-1034 

Y 4.F 49:R 32/19, 78-12084 

Y 4.F 49:R 32/23, 78-19109 

Y 4.F 49:R 66/3/977, 78-5565 
Y 4.F 49:So 1/39/976, 78-9947 
Y 4.F 49:So 1/39/978, 78-22463 
Y 4.F 49:So 1/44, 78-9948 

Y 4.F 49:So 1/44/977-2, 78-14314 
Y 4.F 49:So 1/45, 78-5566 

Y 4.F 49:So 1/46, 78-19110 

Y 4.F 49:So 1/47/977, 78-22464 
Y 4.F 49:St 2/6, 78-14315 

Y 4.F 49:Su 3/15, 78-26785 

Y 4.F 49:T 17/74, 78-8280 

Y 4.F 49:T 17/75, 78-5567 

Y 4.F 49:T 19/49/976-2, 78-12085 
Y 4.F 49:T 19/55/977, 78-9949 
Y 4.F 49:T 19/57, 78-8281 

Y 4.F 49:T 19/58, 78-8281 

Y 4.F 49:T 19/59, 78-8281 

Y 4.F 49:T 19/60, 78-8281 

Y 4.F 49:T 19/61, 78-5568 

Y 4.F 49:T 19/63, 78-19111 

Y 4.F 49:T 19/64, 78-24607 

Y 4.F 49:T 22/2, 78-16213 

Y 4.F 49:T 67/20, 78-19112 

Y 4.F 49:T 67/35, 78-16214 

Y 4.F 49:T 67/39, 78-9950 

Y 4.F 49:T 81/pt.1-2, 78-16215 
Y 4.F 49:Un 2/17, 78-12086 

Y 4.F 49:Un 35/2, 78-19113 

Y 4.F 49:W 31, 78-9951 

Y 4.F 49:W 45/12/pt.1, 78-24608 
Y 4.F 49:Z 5, 78-22465 

Y 4.F 76/2:(Cong./cal.nos.), 78-3916 
Y 4.F 76/2:Af 8/8/978, 78-24609 
Y 4.F 76/2:Af 8/11, 78-1035 

Y 4.F 76/2:Af 8/12, 78-14316 
Y 4.F 76/2:Af 8/12/rev., 78-14317 
Y 4.F 76/2:Ai 7/3, 78-8282 

Y 4.F 76/2:Ar 5/18, 78-1036 

Y 4.F 76/2:Ar 5/19, 78-14318 

Y 4.F 76/2:As 4/20, 78-8283 

Y 4.F 76/2:As 7/977, 78-2264 
Y 4.F 76/2:Av 5, 78-14319 

Y 4.F 76/2:C 16/2/977, 78-5569 
Y 4.F 76/2:C 49, 78-16216 

Y 4.F 76/2:C 73/7, 78-5570 

Y 4.F 76/2:D 35/2, 78-5571 

Y 4.F 76/2:D 48/3, 78-16217 

Y 4.F 76/2:D 62/6, 78-26786 

Y 4.F 76/2:D 63/9, 78-22466 

Y 4.F 76/2:Ec 7/6, 78-5572 

Y 4.F 76/2:Eg 9/2, 78-12087 

Y 4.F 76/2:Ex 3/2/v.6, 78-12088 
Y 4.F 76/2:F 76/43, 78-19114 

Y 4.F 76/2:F 76/44, 78-5573 

Y 4.F 76/2:F 76/45, 78-22467 

Y 4.F 76/2:H 88/8, 78-26787 


Do not order from index; see indicated entry 




















Y.4 F 76/2:In 8/31/977, 78-9952 
Y 4.F 76/2:In 8/48, 78-22468 

Y 4.F 76/2:Ir 2, 78-2265 

Y 4.F 76/2:J 27/5, 78-14320 

Y 4.F 76/2:M 34, 78-12089 

Y 4.F 76/2:M 57/8/977, 78-14321 
Y 4.F 76/2:M 57/12, 78-16218 

Y 4.F 76/2:M 58/13/977, 78-5574 
Y 4.F 76/2:M 58/16, 78-9953 

Y 4.F 76/2:M 58/17, 78-19115 

Y 4.F 76/2:M 58/18, 78-26788 

Y 4.F 76/2:N 88/11, 78-2266 

Y 4.F 76/2:N 88/12, 78-26789 

Y 4.F 76/2:Ov 2/4, 78-5575 

Y 4.F 76/2:P 19/2/pt.1-3, 78-8284 
Y 4.F 76/2:P 19/2/pt.4-5, 78-9954 
Y 4.F 76/2:P 19/3, 78-8285 

Y 4.F 76/2:P 19/4, 78-9955 

Y 4.F 76/2:P 31/3/978, 78-22469 
Y 4.F 76/2:P 96/2, 78-14322 

Y 4.F 76/2:Se 2/11, 78-22470 

Y 4.F 76/2:Se 5/978, 78-22471 

Y 4.F 76/2:So 8 af/3, 78-16219 
Y 4.F 76/2:St 8/2, 78-26790 

Y 4.F 76/2:Su 1/2, 78-26791 

Y 4.F 76/2:Su 3, 78-26792 

Y 4 F 76/2:T 19/10, 78-9956 

Y 4.F 76/2:T 27, 78-16220 

Y 4.F 76/2:T 27/2, 78-24610 

Y 4.F 76/2:T 41, 78-12090 

Y 4.F 76/2:T 71/9, 78-16221 

Y 4.F 76/2:Un 35/35, 78-14323 
Y 4.F 76/2:Un 35/37, 78-19116 
Y 4.F 76/2:W 19/4, 78-2267 

Y 4.F 76/2:W 78, 78-19117 

Y 4.G 74/6:Em 7/2, 78-1037 

Y 4.G 74/6:Ex 3/976/chart, 78-24611 
Y 4.G 74/6:F 31/16, 78-8286 

Y 4.G 74/6:H 34/9/pt.2, 78-8287 
Y 4.G 74/6:Ov 2/2, 78-9957 

Y 4.G 74/7:(Cong./cal.nos.), 78-3918 
Y 4.G 74/7:Ac 2/9, 78-19118 

Y 4.G 74/7:Ai 2, 78-8288 

Y 4.G 74/7:Ai 2/2, 78-8289 

Y 4.G 74/7:Ai 7/12, 78-19119 

Y 4.G 74/7:Ai 7/13, 78-26793 

Y 4.G 74/7:An 8/2, 78-14324 

Y 4.G 74/7:Ap 4, 78-12091 

Y 4.G 74/7:Ar 2/3, 78-12092 

Y 4.G 74/7:Au 2/2, 78-12093 

Y 4.G 74/7:B 96/2, 78-9958 

Y 4.G 74/7:C 16/pt.1-2, 78-12094 
Y 4.G 74/7:C 73/15, 78-19120 

Y 4.G 74/7:C 76/14, 78-1038 

Y 4.G 74/7:C 83/4, 78-22472 

Y 4.G 74/7:C 86/4, 78-19121 

Y 4.G 74/7:C 96, 78-12095 

Y 4G 74/7:D 18, 78-1039 

Y 4.G 74/7:Em 1, 78-26794 

Y 4.G 74/7:En 2/8, 78-1040 

Y 4.G 74/7:F 31/20, 78-9959 

Y 4.G 74/7:F 31/31, 78-26795 

Y 4.G 74/7:G 28 s/2, 78-26796 

Y 4.G 74/7:H 81/7, 78-1041 

Y 4.G 74/7:H 81/8, 78-1042 

Y 4.G 74/7:H 81/9, 78-1043 

Y 4.G 74/7:In 7/2, 78-1044 

Y 4.G 74/7:In 8/26, 78-19122 
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Y 4.G 74/7: 98, 78-12096 

Y 4.G 74/7:J 98/pt.2, 78-24612 

Y 4.G 74/7:L 62, 78-26797 

Y 4.G 74/7:L 84, 78-16222 

Y 4.G 74/7:M 58, 78-19123 

Y 4.G 74/7:N 81/pt.1, 78-12097 

Y 4.G 74/7:N 81/pt.2, 78-22473 

Y 4.G 74/7:N 88/2, 78-12098 

Y 4.G 74/7:N 88/3/pt.1-2, 78-14325 
Y 4.G 74/7:O0c 1, 78-1045 

Y 4.G 74/7:01 5, 78-1046 

Y 4.G 74/7:P 19/2, 78-22474 

Y 4.G 74/7:P 21, 78-14326 

Y 4.G 74/7:P 32, 78-9960 

Y 4.G 74/7:Q 4/2, 78-26798 

Y 4.G 74/7:R 29/3/977/no.1, 78-12099 
Y 4.G 74/7:R 29/3/978/no.1, 78-22475 
Y 4.G 74/7:R 86/977, 78-14327 

Y 4.G 74/7:Su 7/13, 78-12100 

Y 4.G 74/7:Su 7/14, 78-12101 

Y 4.G 74/7:T 19/3, 78-14328 

Y 4.G 74/9:(Cong./cal.nos.), 78-3919 
Y 4.G 74/9:Ac 2, 78-14329 

Y 4.G 74/9:Ac 2/2, 78-5576 

Y 4.G 74/9:Ac 7/pt.4, 78-12103 

Y 4.G 74/9:Ad 9, 78-5577 

Y 4.G 74/9:Ad 9/2/976, 78-8290 

Y 4.G 74/9:Ad 9/3, 78-26799 

Y 4.G 74/9:Ad 9/7/975, 78-8291 

Y 4.G 74/9:Ap 6, 78-8292 

Y 4.G 74/9:B 22, 78-22476 

Y 4.G 74/9:B 43, 78-14330 

Y 4.G 74/9:B 43/2, 78-22477 

Y 4.G 74/9:B 76, 78-14331 

Y 4.G 74/9:B 98, 78-26800 

Y 4.G 74/8:C 49, 78-26801 

Y 4.G 74/9:C 49/app., 78-26801 

Y 4.G 74/9:D 62, 78-22478 

Y 4.G 74/9:D 63/2, 78-1047 

Y 4.G 74/9:D 63/2/pt.2, 78-22479 
Y 4.G 74/9:D 63/3, 78-22480 

Y 4.G 74/9:D 63/977-2, 78-14332 
Y 4.G 74/9:D 84/pt.6, 78-16223 

Y 4.G 74/9:Ed 8/pt.1, 78-14333 

Y 4.G 74/9:El 2, 78-12102 

Y 4.G 74/9:Ex 3/977, 78-24613 

Y 4.G 74/9:Ex 3/977/supp., 78-24614 
Y 4.G 74/9:Ex 3/978/supp., 78-24615 
Y 4.G 74/9:F 31/2, 78-19124 

Y 4.G 74/9:F 51, 78-24616 

Y 4.G 74/9:F 65, 78-16224 

Y 4.G 74/9:In 9/pt.9, 78-16225 

Y 4.G 74/9:L 11/pt.1-2, 78-14334 
Y 4.G 74/9:L 22/2/pt.3, 78-12104 
Y 4.G 74/9:L 22/2/pt.4-5, 78-16226 
Y 4.G 74/9:L 52, 78-14335 

Y 4.G 74/9:L 78, 78-22481 

Y 4.G 74/9:M 18, 78-26802 

Y 4.G 74/9:M 28, 78-26803 

Y 4.G 74/9:M 46, 78-19125 

Y 4.G 74/9:M 59, 78-22482 

Y 4.G 74/9:M 85, 78-19126 

Y 4.G 74/9:N 88/2, 78-5578 

Y 4.G 74/9:N 88/3, 78-19127 

Y 4.G 74/9:P 56, 78-22483 

Y 4.G 74/9:P 84/2, 78-5579 

Y 4.G 74/9:P 91, 78-22484 

Y 4.G 74/9:P 93, 78-5580 
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Y 4.G 74/9:R 24, 78-16227 

Y 4.G 74/9:R 26/v.3-5, 78-8293 

Y 4.G 74/9:R 26/2, 78-26804 

Y 4.G 74/9:R 29/no.1, 78-14336 

Y 4.G 74/9:R 29/2, 78-9961 

Y 4.G 74/9:R 29/3, 78-19128 

Y 4.G 74/9:R 29/977/no.2, 78-16228 

Y 4.G 74/9:R 29/978/no.1, 78-26805 

Y 4.G 74/9:R 31, 78-9962 

Y 4.G 74/9:R 31/2, 78-19129 

Y 4.G 74/9:R 31/3, 78-22485 

Y 4.G 74/9:Sci 2, 78-12105 

Y 4.G 74/9:Sm 1, 78-16229 

Y 4.G 74/9:So 8, 78-2268 

Y 4.G 74/9:St 2, 78-5581 

Y 4.G 74/9:T 22, 78-5582 

Y 4.G 74/9:T 27, 78-22486 

Y 4.G 74/9:Ut 3/4/976, 78-1048 

Y 4.G 74/9:V 94, 78-8294 

Y 4.H 81/3:(Cong./cal.nos.), 

Y 4.H 81/3:El 2/11, 78-8295 

Y 4.H 81/3:P 92/2/976/v.1/pt.1-2, 78- 
16230 

Y 4.H 81/3:V 94/7, 78-1049 

Y 4.H 88:(Cong./cal.nos.), 78-3921 

Y 4.H 88:Ad 7, 78-12106 

Y 4.H 88:Al 1/2, 78-1050 

Y 4.H 88:Al 1/3/977, 78-1051 

Y 4.H 88:Al 1/4/977, 78-19130 

Y 4.H 88:Al 1/5/978, 78-19131 

Y 4.H 88:B 52/2/977, 78-1052 

Y 4.H 88:B 52/2/977/pt.2, 78-5583 

Y 4.H 88:B 52/2/977/pt.3, 78-19132 

Y 4.H 88:B 52/3/977, 78-2269 

Y 4.H 88:C 18/977, 78-5584 

Y 4.H 88:C 43/977, 78-1053 

Y 4.H 88:C 73, 78-22487 

Y 4.H 88:C 82/977, 78-24617 

Y 4.H 88:C 84/977, 78-14337 

Y 4.H 88:D 63/977, 78-12107 

Y 4.H 88:D 84, 78-14338 

Y 4.H 88:D 84/2/977, 78-19133 

Y 4.H 88:Ed 8/2/977, 78-16231 

Y 4.H 88:Ed 8/3/977, 78-12108 

Y 4.H 88:Ed 8/4/pt.1-2, 78-9963 

Y 4.H 88:Ed 8/977, 78-5585 

Y 4.H 88:El 2/977, 78-1054 

Y 4.H 88:Em 7/2/pt.1, 78-26806 

Y 4.H 88:Em 7/977, 78-16232 

Y 4.H 88:F 73, 78-22488 

Y 4.H 88:H 19/977/pt.3, 78-2270 

Y 4.H 88:H 34, 78-12109 

Y 4.H 88:H 34/2/977, 78-22489 

Y 4.H 88:H 34/3/pt.1, 78-24618 

Y 4.H 88:H 34/4/978, 78-24619 

Y 4.H 88:H 79/pt.1-2, 78-5586 

Y 4.H 88:H 88/2, 78-14339 

Y 4.H 88:H 88/977, 78-14340 

Y 4.H 88:In 2, 78-9964 

Y 4.H 88:In 2/2/977, 78-16233 

Y 4.H 88:In 2/3/977, 78-19134 

Y 4.H 88:L 11/pt.1-2, 78-9965 

Y 4.H 88:L 11/2, 78-14341 

Y 4.H 88:L 12, 78-14342 

Y 4.H 88:L 52, 78-5587 

Y 4.H 88:L 52/2/977, 78-16234 

Y 4.H 88:L 52/3/977, 78-12110 

Y 4.H 88:L 61, 78-2271 


78-3920 


Do not order from index; see indicated entry 





Y 4.H 88:M 79, 78-12111 

Y 4.H 88:N 21 i, 78-26807 

Y 4.H 88:N 21 s/2, 78-22490 

Y 4.H 88:N 72/977-7, 78-1055 

Y 4.H 88:N 72/977-11/app., 78-5588 
Y 4.H 88:N 72/977-13, 78-8296 
Y 4.H 88:N 72/977-14, 78-5589 
Y 4.H 88:N 72/977-15, 78-12112 
Y 4.H 88:N 72/977-16, 78-8297 
Y 4.H 88:N 72/977-17, 78-5590 
Y 4.H 88:N 72/977-18, 78-8298 
Y 4.H 88:N 72/977-19, 78-12113 
Y 4.H 88:N 72/977-20, 78-12114 
Y 4.H 88:N 72/977-21, 78-14343 
Y 4.H 88:N 72/977-22, 78-9966 
Y 4.H 88:N 72/977-23, 78-12115 
Y 4.H 88:N 72/977-24, 78-12116 
Y 4.H 88:N 72/977-25, 78-9967 
Y 4.H 88:N 72/977-26, 78-9968 
Y 4.H 88:N 72/977-27, 78-9969 
Y 4.H 88:N 72/977-28, 78-16235 
Y 4.H 88:N 72/977-29, 78-19135 
Y 4.H 88:N 72/977-30, 78-26808 
Y 4.H 88:N 72/977-31, 78-22491 
Y 4.H 88:Ob 7/978, 78-26809 

Y 4.H 88:0c 1, 78-19136 

Y 4.H 88:P 49/pt.4, 78-12117 

Y 4.H 88:P 91/977, 78-1056 

Y 4.H 88:P 94, 78-14344 

Y 4.H 88:R 26/977, 78-8299 

Y 4.H 88:R 88, 78-12118 

Y 4.H 88:Sa 1/977, 78-12119 

Y 4.H 88:V 88, 78-5591 

2/10:Al 1/2, 78-1057 
2/10:R 29/v.2, 78-24620 
2/11:(Cong./cal.nos.), 78-3922 
2/11:Al 1s, 78-26810 
2/11:Am 3/v.1-4, 78-8300 
2/11:Am 3/v.5, 78-22492 
2/11:Ar 4, 78-1058 
2/11:Ar 4i, 78-1059 
2/11:D 71, 78-12120 
2/11:G 76, 78-2272 
2/11:H 31, 78-19137 
2/11:H 31/2, 78-22493 
2/11:H 77, 78-26811 
2/11:In 2, 78-12121 
2/11:In 2/2, 78-22494 
2/11:In 2/4, 78-24621 
2/11:L 22, 78-1060 
2/11:M 37, 78-5592 
2/11:N 73, 78-2273 
2/11:P 26, 78-14345 
2/11:P 96, 78-14346 
2/11:P 96/2, 78-19138 
2/11:R 24, 78-24622 
2/11:R 26, 78-5593 
2/11:R 27, 78-19139 
2/11:R 34, 78-26812 
2/11:Se 4, 78-2274 
2/11:Se 4/978, 78-22495 
2/11:Se 5, 78-19140 
2/11:Si 3, 78-1061 

2/11:T 73, 78-19141 
2/11:Um 1, 78-5594 
2/11:W 18, 78-9970 
2/11:W 29, 78-1062 

3:R 31/pt.2-4, 78-5595 
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Y 4.In 8/4:(Cong./cal.nos.), 
Y 4.In 8/4:As 3/2, 78-1063 
Y 4.In 8/4:B 85/2, 78-8301 
Y 4.In 8/4:B 85/2/978, 78-12122 
Y 4.In 8/4:C 17/8, 78-1064 
Y 4.In 8/4:C 73/21/978/v.1-4, 
Y 4.In 8/4:C 81/2/v.1-2, 
Y 4.In 8/4:El 2/4, 78-8303 

Y 4.In 8/4:En 2/8, 78-1065 

Y 4.In 8/4:En 2/9/976-85, 78-5596 

Y 4.In 8/4:En 2/9/976-85/final, 78-19142 
Y 4.In 8/4:En 2/11, 78-19143 

Y 4.In 8/4:En 2/12, 78-19144 

Y 4.In 8/4:En 2/13, 78-19145 

Y 4.In 8/4:F 49, 78-19146 

Y 4.In 8/4:F 73/11, 78-19147 

Y 4.In 8/4:G 21/21, 78-14347 

Y 4.In 8/4:G 21/22, 78-14348 

Y 4.In 8/4:H 75/2, 78-19148 

Y 4.In 8/4:H 79/5, 78-1066 

Y 4.In 8/4:H 81/7, 78-9971 

Y 4.In 8/4:P 19/27, 78-5597 

Y 4.In 8/4:P 43, 78-5598 

Y 4.In 8/4:P 94/3, 78-1067 

Y 4.In 8/4:P 96/28, 78-16236 

Y 4.In 8/4:R 13/75, 78-12124 

Y 4.In 8/4:R 13/75/977-2, 78-19149 

Y 4.In 8/4:R 31/8, 78-16237 

Y 4.In 8/4:Se 2/22, 78-14349 

Y 4.In 8/4:Se 2/23, 78-19150 

Y 4.In 8/4:Su 7, 78-1068 

Y 4.In 8/4:T 23/16, 78-5599 

Y 4.In 8/4:95-13, 78-1069 

Y 4.In 8/4:95-22, 78-5600 

Y 4.In 8/4:95-23, 78-5600 

Y 4.In 8/4:95-24 a, 78-5600 

Y 4.In 8/4:95-24 b, 78-5600 

Y 4.In 8/4:95-25, 78-2275 

Y 4.In 8/4:95-26, 78-2275 

Y 4.In 8/4:95-28, 78-1070 

Y 4.In 8/4:95-29, 78-1071 

Y 4.In 8/4:95-30, 78-1072 

Y 4.In 8/4:95-31, 78-9972 

Y 4.In 8/4:95-32, 78-12125 

Y 4.In 8/4:95-33, 78-2276 

Y 4.In 8/4:95-34, 78-2277 

Y 4.In 8/4:95-35, 78-5601 

Y 4.In 8/4:95-36, 78-5602 

Y 4.In 8/4:95-37, 78-9973 

Y 4.In 8/4:95-38, 78-5603 

Y 4.In 8/4:95-39, 78-5604 

Y 4.In 8/4:95-40, 78-5605 

Y 4.In 8/4:95-41, 78-5606 

Y 4.In 8/4:95-42, 78-5607 

Y 4.In 8/4:95-43, 78-12126 

Y 4.In 8/4:95-44, 78-9974 

Y 4.In 8/4:95-45, 78-8304 

Y 4.In 8/4:95-46, 78-14350 

Y 4.In 8/4:95-47, 78-12127 

Y 4.In 8/4:95-48, 78-14351 

Y 4.In 8/4:95-49, 78-14352 

Y 4.In 8/4:95-50, 78-9975 

Y 4.In 8/4:95-51, 78-19151 

Y 4.In 8/4:95-52, 78-12128 

Y 4.In 8/4:95-53, 78-9976 

Y 4.In 8/4:95-54, 78-9977 

Y 4.In 8/4:95-55, 78-12129 

Y 4.In 8.4:95-56, 78-14353 


78-3923 


78-12123 
78-8302 





December i978 


Y 4.In 8/4:95-57, 
Y 4.In 8/4:95-58, 
Y 4.In 8/4:95-59, 
Y 4.In 8/4:95-60, 
Y 4.In 8/4:95-61, 
Y 4.In 8/4:95-62, 
Y 4.In 8/4:95-63, 
Y 4.In 8/4:95-64, 
Y 4.In 8/4:95-65, 
Y 4.1n 8/4:95-66, 
Y 4.In 8/4:95-67, 
Y 4.In 8/4:95-68, 
Y 4.In 8/4:95-69, 
Y 4.In 8/4:95-70, 
Y 4.In 8/4:95-71, 
Y 4.In 8/4:95-72, 
Y 4.In 8/4:95-73, 
Y 4.In 8/4:95-74, 
Y 4.In 8/4:95-75, 
Y 4.In 8/4:95-76, 
Y 4.In 8/4:95-77, 
Y 4.In 8/4:95-78, 
Y 4.In 8/4:95-79, 
Y 4.In 8/4:95-80, 
Y 4.In 8/4:95-81, 
Y 4.In 8/4:95-82, 
Y 4.In 8/4:95-83, 
Y 4.in 8/4:95-84, 
Y 4.In 8/4:95-85, 
Y 4.In 8/4:95-86, 
Y 4.In 8/4:95-87, 
Y 4.In 8/4:95-88, 
Y 4.In 8/4:95-89, 
Y 4.In 8/4:95-90, 
Y 4.In 8/4:95-91, 
Y 4.In 8/4:95-92, 
Y 4.In 8/4:95-93, 
Y 4.In 8/4:95-94, 
Y 4.In 8/4:95-95, 
Y 4.In 8/4:95-96, 
Y 4.in 8/4:95-99, 
Y 4.In 8/4:95-101, 
Y 4.In 8/4:95-103, 
Y 4.In 8/4:95-105, 
Y 4.In 8/4:95-106, 
Y 4.In 8/4:95-110, 78-26814 

Y 4.In 8/4:95-113, 78-26815 

Y 4.In 8/10:R 29/v.1, 78-8305 

Y 4.In 8/13:Al 1/27/pt.3, 78-9982 
Y 4.In 8/13:In 2/9/976, 78-8306 
Y 4.In 8/13:L 22/13, 78-16249 

Y 4.In 8/13:M 66/48, 78-14356 
Y 4.In 8/13:P 75/3, 78-9983 
Y 4.In 8/14:(Cong./cal.nos.), 
Y 4.In 8/14:En 2/4, 78-12131 
Y 4.In 8/14:N 88/4, 78-8307 
Y 4.In 8/14:R 22, 78-12132 
Y 4.In 8/14:93-S5, 78-9984 
Y 4.In 8/14:94-72, 78-8308 
Y 4.In 8/14:95-1/pt.2-3, 78-2278 
Y 4.In 8/14:95-1/pt.4, 78-12133 
Y 4.In 8/14:95-2, 78-5608 

Y 4.In 8/14:95-3, 78-26816 

Y 4.In 8/14:95-5/pt.2-3, 78-2279 
Y 4.In 8/14:95-6, 78-26817 

Y 4.In 8/14:95-7, 78-19165 

Y 4.In 8/14:95-9, 78-2280 

Y 4.In 8/14:95-16/pt.1-7, 78-8309 


78-9978 
78-9979 
78-9979 
78-9980 
78-16238 
78-12130 
78-12125 
78-9981 
78-16239 
78-16240 
78-16241 
78-16242 
78-14354 
78-16243 
78-14355 
78-16244 
78-19152 
78-19153 
78-16245 
78-16246 
78-19154 
78-19155 
78-19156 
78-16247 
78-16248 
78-22496 
78-19157 
78-19158 
78-19159 
78-19160 
78-19161 
78-19162 
78-22497 
78-19163 
78-22498 
78-19164 
78-22499 
78-22499 
78-22500 
78-22501 
78-22502 
78-22503 
78-24623 
78-26813 
78-24624 


78-3925 


Do not order from index; see indicated entry 





Y 4.In 8/14:95-16/pt.8, 78-9985 

Y 4.In 8/14:95-16/pt.9, 78-14357 

Y 4.In 8/14:95-16/pt.10-12, 78-9985 

Y 4.In 8/14:95-16/pt.13, 78-16250 
8/14:95-16/pt.14, 78-8309 
8/14:95-16/pt.15, 78-9985 
8/14:95-16/pt.16, 78-8309 
8/14:95-17, 78-8310 
8/14:95-18/pt.1, 78-14358 
8/14:95-19, 78-12134 
8/14:95-20, 78-12135 
8/14:95-21, 78-19166 
8/14:95-23, 78-9986 
8/14:95-24, 78-8311 
8/14:95-25, 78-19167 
8/14:95-26/pt.1-5, 78-19168 
8/14:95-27, 78-24625 
8/14:95-28, 78-22504 
8/16:(Cong./cal.nos.), 
8/16:Ac 8/975-76, 
8/16:Ac 8/978, 
8/16:Af 8/4, 
8/16:Af 8/7, 
8/16:Ai 7/2, 78-26819 
8/16:Am 3, 78-1073 
8/16:Ar 5/4/978, 78-14359 
8/16:B 48, 78-22505 
8/16:C 19, 78-5609 
8/16:C 44/3, 78-5610 
8/16:C 44/4, 78-14360 
8/16:C 76/3, 78-22506 
8/16:C 81, 78-14361 
8/16:C 88, 78-16251 
8/16:D 39, 78-8313 
8/16:D 49/977, 78-8314 
8/16:D 62/2, 78-1074 
8/16:D 69, 78-16252 
8/16:Ec 7/2, 78-12136 
8/16:Ec 7/3, 78-9987 
8/16:Eu 7/5, 78-8315 
8/16:Eu 7/5/977, 78-8316 
8/16:Eu 7/6/978, 78-22507 
8/16:Eu 7/7, 78-8317 
8/16:Eu 7/8, 78-14362 
8/16:Eu 7/9, 78-19170 
8/16:Ex 7/5, 78-14363 
8/16:Ex 7/6/pt.1, 78-12137 
8/16:F 22/976, 78-12138 
8/16:F 73/3, 78-8318 
8/16:F 76/7, 78-9988 
8/16:F 76/8/979/pt.1-2, 
8/16:F 76/8/979/pt.3-8, 
8/16:F 76/8/979/pt.9, 
8/16:F 76/9/978/pt.2, 
8/16:F 76/976, 
8/16:G 76/977, 
8/16:H 88/8/977, 
8/16:H 88/9/977, 78-5611 
8/16:H 88/15, 78-8322 
8/16:H 88/19/977-2, 78-5612 
8/16:H 88/22, 78-1075 
8/16:H 88/23, 78-5613 
8/16:H 88/24, 78-1076 
8/16:H 88/26, 78-1077 
8/16:H 88/27, 78-16255 
8/16:H 88/28, 78-16256 
8/16:H 88/29, 78-24627 
8/16:In 2, 78-12139 


78-3926 
78-8312 
78-24626 
78-19169 
78-26818 


78-16253 

78-16254 
78-22508 
78-8319 
78-8320 
78-14364 

78-8321 
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Y 4.In 8/16:In 3, 78-9989 Y 4.J 89/1:So 8/3, 78-24631 Y 4.J 89/2:In 8/23/pt.1-3, 78-12147 
Y 4.In 8/16:In 8/5/(date), 78-3927 Y 4.J 89/1:95-9, 78-1087 Y 4.5 89/2:In 8/23/pt.4, 78-22527 
Y 4.In 8/16:In 8/12/979, 78-19171 Y 4.J 89/1:95-10, 78-1088 Y 4.J 89/2:Is 7, 78-14376 

Y 4.In 8/16:Is 7/2, 78-22509 Y 4.J 89/1:95-11, 78-5618 Y 4.J 89/2:J 89/26/977, 78-14377 
Y 4.In &/16:It 1, 78-16257 Y 4.J 89/1:95-12, 78-5619 Y 4.5 89/2:3 97/13, 78-14378 

Y 4.In &/16:K 84/3/pt.1-2, 78-5614 Y 4.J 89/1:95-13, 78-12145 Y 4.J 89/2:J 98/51, 78-14379 

Y 4.1In &/16:K 84/3/pt.3, 78-22510 Y 4.J 89/1:95-14, 78-8327 Y 4.J 89/2:J 98/52, 78-19192 

Y 4.In 8/16:K 84/3/pt.4/supp., 78-22511 Y 4.5 89/1:95-15, 78-14372 Y 4.J 89/2:J 98/54, 78-24635 

Y 4.In 8/16:L 41, 78-16258 Y 4.J 89/1:95/16, 78-14373 Y 4.J 89/2:J 98/55, 78-24636 

Y 4.In 8/16:L 52/2/977/v.1-3, 78-9990 Y 4.J 89/1:95/17, 78-9991 Y 4.J 89/2:M 33/4, 78-5625 

Y 4.In 8/16:M 35/2, 78-5615 Y 4.J 89/1:95/18, 78-9992 Y 4.J 89/2:M 35/3, 78-16265 

Y 4.In 8/16:M 58/5, 78-1078 Y 4.J 89/1:95/19, 78-9993 Y 4.J 89/2:0f 2/5, 78-5626 

Y 4.In 8/16:M 58/5/978, 78-26820 Y 4.J 89/1:95-20, 78-9994 Y 4.J 89/2:0m 5/975-76, 78-14380 
Y 4.In 8/16:M 59/4, 78-5616 Y 4.5 89/1:95-21, 78-9995 Y 4.J 89/2:P 19/2/pt.3, 78-12148 
Y 4.In 8/16:N 21, 78-22512 Y 4.J 89/1:95-22/pt.1-2, 78-9996 Y 4.J 89/2:P 19/2/pt.4, 78-22528 
Y 4.In 8/16:N 88/6, 78-14365 Y 4.J 89/1:95-23, 78-16261 Y 4.5 89/2:P 19/3, 78-9998 

Y 4.In 8/16:N 88/7, 78-5617 Y 4.J 89/1:95-24, 78-12146 Y 4.J 89/2:P 93/21, 78-22529 

Y 4.In 8/16:O1 9/984, 78-2281 Y 4.J 89/1:95-25, 78-16262 Y 4.J 89/2:P 93/22, 78-24637 

Y 4.In 8/16:Ov 2/2, 78-8323 Y 4.J 89/1:95/26, 78-16263 Y 4.J 89/2:P 96/4/977/pt.2, 78-8329 
Y 4.In 8/16:Ov 2/4, 78-22513 Y 4.3 89/1:95/27, 78-14374 Y 4.J 89/2:P 96/8, 78-24638 

Y 4.In 8/16:P 19/2, 78-12140 Y 4.J 89/1:95/27/pt.2, 78-22517 Y 4.5 89/2:R 11/2, 78-19193 

Y 4.In 8/16:P 31/4, 78-14366 Y 4.J 89/1:95-28, 78-19181 Y 4.J 89/2:R 26/4/pt.1, 78-12149 
y 4.In 8/16:P 31/5, 78-19172 Y 4.J 89/1:95/29, 78-19182 Y 4.J 89/2:Se 6, 78-24639 

Y 4.In 8/16:P 31/6, 78-24628 Y 4.J 89/1:95/30, 78-19183 Y 4.J 89/2:Sh 2/pt.1, 78-12150 

Y 4.In 8/16:P 43/g/3, 78-14367 Y 4.5 89/1:95/31, 78-22518 Y 4.J 89/2:Su 7/7, 78-22530 

Y 4.In 8/16:P 83, 78-26821 Y 4.5 89/1:95/32, 78-19184 Y 4.J 89/2:T 27/6, 78-1091 

Y 4.In 8/16:P 87/2, 78-1079 Y 4.J 89/1:95/33/pt.1, 78-19185 Y 4.5 89/2:T 63/2/pt.1, 78-22531 
Y 4.In 8/16:R 27/2, 78-1080 Y 4.5 89/1:95/34, 78-19186 Y 4.J 89/2:T 73/3, 78-8330 

Y 4.In 8/16:Sa 1, 78-14368 Y 4.J 89/1:95/35, 78-22519 Y 4.J 89/2:V 88/4, 78-9999 

Y 4.In 8/16:Sci 2/3/v.1-3, 78-8324 Y 4.J 89/1:95-36, 78-19187 Y 4.J 89/2:V 94/6, 78-22532 

Y 4.In 8/16:Sci 2/4, 78-19173 Y 4.5 89/1:95/37, 78-24632 Y 4.J 89/2:W 39, 78-26839 

Y 4.In 8/16:Se 1, 78-1081 Y 4.5 89/1:95-38/pt.1, 78-26828 Y 4.L 11/2:H 19/5/pt.3,  78-10000 
Y 4.In 8/16:Se 1/2, 78-16259 Y 4.J 89/1:95-39, 78-22520 Y 4.L 11/2:H 19/6, 78-8331 

Y 4.In 8/16:Se 1/3, 78-22514 Y 4.J 89/1:95-40, 78-26829 Y 4.L 11/2:W 89/8/976, 78-12151 
Y 4.In 8/16:So 8 a/3, 78-19174 Y 4.J 89/1:95-41, 78-26830 Y 4.M 28:R 26, 78-19194 


53:(Cong./cal.nos.), 78-3932 


Y 4.In 8/16:So 8 a/6, 78-26822 Y 4.J 89/2:(Cong./cal.nos.), 78-3930 Y 4.M 
Y 4.In 8/16:So 8 a/7, 78-26823 Y 4.J 89/2:Ad 6/6/977, 78-5620 Y 4.M 53:94-J, 78-16266 
Y 4.In 8/16:So 8 a/8, 78-26824 Y 4.J 89/2:Ag 8/4/pt.1-2, 78-26831 Y 4.M 53:94-M, 78-12152 
Y 4.In 8/16:So 8/5, 78-19175 Y 4.J 89/2:An 8/23, 78-5621 Y 4.M 53:94-N, 78-8332 
Y 4.In 8/16:T 22/4, 78-12141 Y 4.J 89/2:An 8/24, 78-5622 Y 4.M 53:95-B, 78-2282 


Y 4.In 8/16:T 22/977, 78-12142 Y 4.J 89/2:B 22/18, 78-16264 Y 4.M 53:95-3, 78-5627 

Y 4.In 8/16:T 67/2, 78-1082 Y 4.J 89/2:B 22/19/pt.3, 78-12214 Y 4.M 53:95-4, 78-1092 

Y 4.In 8/16:Ug 1, 78-26825 Y 4.J 89/2:B 22/20, 78-26832 Y 4.M 53:95-5, 78-1093 

Y 4.In 8/16:Un 3 n, 78-1083 Y 4.J 89/2:B 96/2/977, 78-1089 Y 4.M 53:95-6, 78-1094 

Y 4.In 8/16:Un 35/13, 78-14369 Y 4.J 89/2:C 43/6, 78-19188 Y 4.M 53:95-7, 78-1095 

Y 4.In 8/16:Un 35/14/pt.1, 78-12143 Y 4.J 89/2:C 49/21/978, 78-26833 Y 4.M 53:95-8, 78-2283 

Y 4.In 8/16:Un 35/14/pt.2, 78-22515 Y 4.J 89/2:C 49/24, 78-5623 Y 4.M 53:95-9, 78-1096 

Y 4.In 8/16:Un 35/15, 78-16260 Y 4.J 89/2:C 49/25, 78-22521 Y 4.M 53:95-10, 78-1097 
Y 4.In 8/16:Un 35/16, 78-19176 Y 4.J 89/2:C 49/25/pt.2, 78-22522 Y 4.M 53:95-11, 78-1098 
Y 4.In 8/16:Un 35/17, 78-19177 Y 4.J 89/2:C 49/26/pt.1, 78-22523 Y 4.M 53:95-12, 78-5628 
Y 4.In 8/16:W 52/2, 78-26826 Y 4.J 89/2:C 49/27, 78-26834 Y 4.M 53:95-13, 78-5629 
Y 4.In 8/18:C 33, 78-24629 Y 4.J 89/2:C 83/11, 78-24633 Y 4.M 53:95-14, 78-14381 
Y 4.In 8/19:(Cong./cal.nos.), 78-3928 Y 4.J 89/2:C 83/12, 78-26835 Y 4.M 53:95-15, 78-12153 
Y 4.In 8/19:C 19, 78-22516 Y 4.J 89/2:C 86/12/pt.13, 78-5624 Y 4.M 53:95-16, 78-12154 
Y 4.In 8/19:C 56, 78-26827 Y 4.J 89/2:C 86/18, 78-9997 Y 4.M 53:95-17, 78-14382 
Y 4.In 8/19:F 76, 78-19178 Y 4.J 89/2:D 62, 78-19189 Y 4.M 53:95-18, 78-19195 
Y 4.In 8/19:M 69, 78-12144 Y 4.J 89/2:D 63/9/978, 78-26836 Y 4.M 53:95-19, 78-16267 
Y 4.J 89/1:(Cong./cal.nos.), 78-3929 Y 4.J 89/2:El 2/9/supp., 78-8328 Y 4.M 53:95-20, 78-16268 
Y 4.J 89/1:Al 4/8, 78-24630 Y 4.J 89/2:En 2/4/pt.1, 78-14375 Y 4.M 53:95-21, 78-22533 
Y 4.J 89/1:C 49/7/977, 78-14370 Y 4.J 89/2:En 2/5, 78-19190 Y 4.M 53:95-22, 78-16269 
Y 4.) 89/1:C 49/8/974, 78-14371 Y 4.J 89/2:Ex 7/4/pt.1, 78-22524 Y 4.M 53:95-23, 78-19196 
Y 4.J 89/1:C 86/7/977, 78-1084 Y 4.J 89/2:F 31/16/pt.1, 78-26837 Y 4.M 53:95-24, 78-19197 
Y 4.) 89/1:C 99, 78-8325 Y 4.J 89/2:F 95/2, 78-19191 Y 4.M 53:95-25, 78-19198 
Y 4.J 89/1:D 63/24/973/supp.4, 78-19179 Y 4.J 89/2:G 21/4, 78-22525 Y 4.M 53:95-28, 78-24640 
Y 4.J 89/1:D 63/24/973/supp.5, 78-19180 Y 4.J 89/2:Id 2, 78-1090 Y 4.M 53:95-29, 78-26840 
Y 4.J 89/1:P 96/3, 78-1085 Y 4.J 89/2:In 2/18/pt.3, 78-24634 Y 4.M 53:95-30, 78-26841 
Y 4.J 89/1:R 86/978, 78-8326 Y 4.J 89/2:In 3/13, 78-22526 Y 4.M 53:95-31, 78-26842 
Y 4.J 89/1:So 8/2, 78-1086 Y 4.J 89/2:In 7/7/pt.1-2, 78-26838 Y 4.M 53:95-32, 78-24641 
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Y 4.M 53:95-33, 
Y 4.M 53:95-37, 
Y 4.N 16:95-1-2, 
Y 4.N 16:95-1-3, 
Y 4.N 16:95-1-5, 
Y 4.N 16:95-1-6, 
Y 4.N 16:95-1-7, 
Y 4.N 16:95-1-9, 
Y 4.N 16:95-1-14, 
Y 4.N 16:95-1-15, 78-19199 

Y 4.N 95:C 43/2, 78-2284 

Y 4.N 95:D 56/supp., 78-5631 

Y 4.N 95:D 56/977-2, 78-14383 

Y 4.N 95:D 63/no.2/pt.1, 78-5632 

Y 4.N 95:D 63/no.5, 78-2285 

Y 4.N 95:D 63/no.6, 78-5632 

Y 4.N 95:D 63/no.7, 78-10001 

Y 4.N 95:El 2/977, 78-14384 

Y 4.N 95:F 73/13/975/pt.3, 78-10002 
Y 4.N 95:F 73/18/pt.1, 78-8337 

Y 4.N 95:F 73/19, 78-8338 

Y 4.N 95:F 73/20, 78-10003 

Y 4.N 95:F 73/21/pt.1-3, 78-12155 
Y 4.N 95:F 73/22/pt.1-2, 78-12156 
Y 4.N 95:N 95/21, 78-16271 

Y 4.N 95:T 53/977, 78-10004 

Y 4.0u 8/2:Ou 8/pt.3, 78-16272 

Y 4.P 84/10:(Cong./cal.nos.}, 78-3933 
Y 4.P 84/10:F 31/6, 78-10005 

Y 4.P 84/10:F 76/2, 78-8339 

Y 4.P 84/10:L 52/3, 78-24642 

Y 4.P 84/10:P 43/5/976, 78-10006 
Y 4.P 84/10:P 43/8, 78-19200 

Y 4.P 84/10:P 92, 78-14385 

Y 4.P 84/10:R 31/30/978, 78-24643 
Y 4.P 84/10:94-5, 78-14386 

Y 4.P 84/10:94-16, 78-14387 

Y 4.P 84/10:94-34, 78-14388 

Y 4.P 84/10:94-35, 78-14389 

Y 4.P 84/10:95-20, 78-1099 

Y 4.P 84/10:95-21, 78-1100 

Y 4.P 84/10:95-22, 78-1101 

Y 4.P 84/10:95-23, 78-1102 

Y 4.P 84/10:95-24, 78-1103 

Y 4.P 84/10:95-25, 78-1104 

Y 4.P 84/10:95-26, 78-1105 

Y 4.P 84/10:95-27, 78-1106 

Y 4.P 84/10:95-28, 78-5633 

Y 4.P 84/10:95-29, 78-12157 

Y 4.P 84/10:95-30, 78-5634 

Y 4.P 84/10:95-31, 78-5634 

Y 4.P 84/10:95-32, 78-14390 

Y 4.P 84/10:95-33, 78-1107 

Y 4.P 84/10:95-34, 78-5635 

Y 4.P 84/10:95-35, 78-1108 

Y 4.P 84/10:95-36, 78-2286 

Y 4.P 84/10:95-37, 78-12158 

Y 4.P 84/10:95-38, 78-2287 

Y 4.P 84/10:95-39, 78-2288 

Y 4.P 84/10:95-40, 78-2289 

Y 4.P 84/10:95-41, 78-2290 

Y 4.P 84/10:95-42, 78-5636 

Y 4.P 84/10:95-43, 78-5637 

Y 4.P 84/10:95-44, 78-5638 

Y 4.P 84/10:95-45, 78-8340 

Y 4.P 84/10:95-46, 78-8341 

Y 4.P 84/10:95-47, 78-8342 

Y 4.P 84/10:95-48, 78-10007 


78-26843 
78-26844 
78-8333 
78-16270 
78-8334 
78-8335 
78-8336 
78-5630 
78-22534 





December 1978 


Y 4.P 84/10:95-49, 
Y 4.P 84/10:95-50, 
Y 4.P 84/10:95-51, 
Y 4.P 84/10:95-52, 
Y 4.P 84/10:95-53, 
Y 4.P 84/10:95-54, 
Y 4.P 84/10:95-55, 
Y 4.P 84/10:95-57, 
Y 4.P 84/10:95-58, 
Y 4.P 84/10:95-59, 
Y 4.P 84/10:95-63, 
Y 4.P 84/10:95-65, 
Y 4.P 84/10:95-67, 
Y 4.P 84/10:95-68, 
Y 4.P 84/10:95-70, 78-24645 
Y 4.P 84/10:95-71, 78-26848 
Y 4.P 84/11:(Cong./cal.nos.), 
Y 4.P 93/l:7/(nos.), 78-3935 
Y 4.P 93/1:D 44/978, 78-24646 

Y 4.P 93/1:El 2/3, 78-14391 

Y 4.P 93/1:1/95-1/supp., 78-16274 

Y 4.P 96/10:(Cong./cal.nos.), 78-3937 
Y 4.P 96/10:94-H 25, 78-14392 

Y 4.P 96/10:95-H 6/pt.2-3, 78-12160 
Y 4.P 96/10:95-H 9, 78-1109 

Y 4.P 96/10:95-H 23, 78-1110 

Y 4.P 96/10:95-H 24, 78-1111 
Y 4.P 96/10:95-H 25/pt.1-10, 
Y 4.P 96/10:95-H 26, 
Y 4.P 96/10:95-H 27, 78-1113 

Y 4.P 96/10:95-H 28, 78-5640 

Y 4.P 96/10:95-H 28/pt.2, 78-24647 
Y 4.P 96/10:95-H 29, 78-1114 

Y 4.P 96/10:95-H 30, 78-5641 

Y 4.P 96/10:95-H 31/pt.1, 78-12161 
Y 4.P 96/10:95-H 31/pt.2, 78-19206 
Y 4.P 96/10:95-H 32, 78-12162 

Y 4.P 96/10:95-H 33, 78-10009 

Y 4.P 96/10:95-H 34, 78-2291 

Y 4.P 96/10:95-H 35, 78-5642 

Y 4.P 96/10:95-H 36, 78-5643 

Y 4.P 96/10:95-H 37, 78-14393 

Y 4.P 96/10:95-H 38, 78-16275 

Y 4.P 96/10:95-H 39, 78-12163 

Y 4.P 96/10:95-H 40, 78-10010 

Y 4.P 96/10:95-H 41, 78-10011 

Y 4.P 96/10:95-H 42, 78-16276 

Y 4.P 96/10:95-H 43, 78-19207 

Y 4.P 96/10:95-H 44, 78-19211 

Y 4.P 96/10:95-H 45, 78-19208 

Y 4.P 96/10:95-H-46, 78-22537 

Y 4.P 96/10:95-H 47, 78-19209 

Y 4.P 96/10:95-H 48, 78-19210 

Y 4.P 96/10:95-H 51, 78-24648 

Y 4.P 96/10:95-H 53/pt.1-2, 78-24649 
Y 4.P 96/10:95-H 54, 78-22538 

Y 4.P 96/10:95-H 55, 78-26849 

Y 4.P 96/10:95-H 60, 78-24650 

Y 4.P 96/10:95-H 62, 78-24651 

Y 4.P 96/10:95-H 63, 78-26850 

Y 4.P 96/10:95-H 72, 78-26851 

Y 4.P 96/10:95-1, 78-10012 
Y 4.P 96/10:95-2, 78-12164 
Y 4.P 96/10:95-8, 78-14394 
Y 4.P 96/10:95-10, 78-16277 
Y 4.P 96/10:95-11, 78-14395 
Y 4.P 96/10:95-12, 78-14396 
Y 4.P 96/11:(Cong./cal.nos.), 


78-12159 
78-10008 
78-16273 
78-19201 
78-19202 
78-19203 
78-19204 
78-26845 
78-19205 
78-22535 
78-22536 
78-26846 
78-26847 
78-24644 


78-3934 


78-5639 
78-1112 


78-3938 
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78-10013 
78-8343 
78-2292 
78-12165 

78-1115 

78-1116 

78-1117 

78-1118 

78-1119 

78-1120 

78-1121 

78-1122 

78-16278 

78-5644 

78-1123 

78-1124 

78-14397 

78-5645 

78-14398 

78-10014 

78-10015 

78-12166 

78-14399 

78-16279 

78-19212 


Y 4.P 96/11:94-54, 
Y 4.P 96/11:95-1, 
Y 4.P 96/11:95-6, 
Y 4.P 96/11:95-8, 
Y 4.P 96/11:95-14, 
Y 4.P 96/11:95-15, 
Y 4.P 96/11:95-17, 
Y 4.P 96/11:95-18, 
Y 4.P 96/11:95-19, 
Y 4.P 96/11:95-20, 
Y 4.P 96/11:95-21, 
Y 4.P 96/11:95-22, 
Y 4.P 96/11:95-23, 
Y 4.P 96/11:95-24, 
Y 4.P 96/11:95-25, 
Y 4.P 96/11:95-26, 
Y 4.P 96/11:95-27, 
Y 4.P 96/11:95-28, 
Y 4.P 96/11:95-30, 
Y 4.P 96/11:95-31, 
Y 4.P 96/11:95-32, 
Y 4.P 96/11:95-33, 
Y 4.P 96/11:95-34, 
Y 4.P 96/11:95-35, 
Y 4.P 96/11:95-36, 
Y 4.P 96/11:95-37, 78-16280 
Y 4.P 96/11:95-38, 78-10016 
Y 4.P 96/11:95-40/pt.1-2, 
Y 4.P 96/11:95-41, 
Y 4.P 96/11:95-43, 
Y 4.P 96/11:95-44, 
Y 4.P 96/11:95-45, 
Y 4.P 96/11:95-46, 
Y 4.P 96/11:95-47, 
Y 4.P 96/11:95-48, 
Y 4.P 96/11:95-51, 
Y 4.P 96/11:95-52, 
Y 4.P 96/11:95-55, 78-26852 
Y 4.P 96/11:95-93, 78-26853 
Y 4.R 86/1:(Cong./cal.nos.), 7 
Y 4.R 86/1:F 49/2, 78-22543 
Y 4.R 86/2:(Cong./cal.nos.), 7 
Y 4.R 86/2:Af 8, 78-22544 

Y 4.R 86/2:B 69, 78-2293 

Y 4.R 86/2:Ex 7/977, 78-1628 
Y 4.R 86/2:Ex 7/978, 78-1628 
Y 4.R 86/2:M 97, 78-22545 

Y 4.R 86/2:P 94/3, 78-19215 
Y 4.R 86/2:P 94/4, 78-22546 
Y 4.R 86/2:R 86/5, 78-16283 
Y 4.Sci 2:(Cong./cal.nos.), 78- 
Y 4.Sci 2:N 21/2/978, 
Y 4.Sci 2:94-1/F, 78-16284 

Y 4.Sci 2:94-2/HHH, 78-9878 
Y 4.Sci 2:94-2/JJJ, 78-1125 

Y 4.Sci 2:94-2/LLL, 78-14400 
Y 4.Sci 2:94-2/NNN, 78-1126 
Y.4.Sci 2:94-2/PP, 78-8344 

Y 4.Sci 2:94-2/105, 78-1127 
Y 4.Sci 2:95/AA, 78-12167 

Y 4.Sci 2:95/BB, 78-19216 

Y 4.Sci 2:95/C, 78-1128 

Y 4.Sci 2:95/CC, 78-22547 

Y 4.Sci 2:95/D, 78-1129 

Y 4.Sci 2:95/DD, 78-26854 

Y 4.Sci 2:95/E, 78-1130 

Y 4.Sci 2:95/F, 78-16285 

Y 4.Sci 2:95/G, 78-1131 


78-10018 
78-22539 
78-19213 
78-19214 
78-22540 
78-22541 
78-22542 
78-24652 
78-24653 


78-10017 


8-3939 


8-3940 


1 
2 


3941 


78-10019 


Page 1-2909 





Classification Number Index 


Y 4.Sci 2:95/HH, 78-26855 Y 4.Sci 2:95/64, 78-24655 Y 4.Sm 1/2:P 29/977-2, 78-5656 

Y 4.Sci 2:95/I, 78-8345 Y 4.Sci 2:95/65, 78-26857 Y 4.Sm 1/2:P 94/16/978, 78-19236 
Y 4.Sci 2:95/J, 78-10020 Y 4.Sci 2:95/70, 78-26858 Y 4.Sm 1/2:Q0 2, 78-14409 

Y 4.Sci 2:95/L, 78-10021 Y 4.Sci 2:95/71, 78-26859 Y 4.Sm 1/2:Sm 1/14/978, 78-24660 
Y 4.Sci 2:95/M, 78-10022 Y 4.Sci 2:95/74, 78-26860 Y 4.Sm 1/2:Sm 1/18, 78-22560 

Y 4.Sci 2:95/N, 78-8346 Y 4.Sm 1:Am 3/2/pt.1-2, 78-26861 Y 4.Sm 1/2:Sm 1/19, 78-22561 

Y 4.Sci 2:95/0, 78-10024 Y 4.Sm 1:B 29/2, 78-1136 Y 4.Sm 1/2:St 4, 78-26863 

Y 4.Sci 2:95/Q, 78-14401 Y 4.8m 1:C 17, 78-22552 Y 4.Sm 1/2:Su 7/3, 78-26864 

Y 4.Sci 2:95/R, 78-10023 Y 4.Sm 1:C 76/2, 78-24656 Y 4.Sm 1/2:T 19/11, 78-5657 

Y 4.Sci 2:95/S, 78-16286 Y 4.Sm 1:C 86/4, 78-5651 Y 4.Sm 1/2:T 19/12/978, 78-19237 
Y 4.Sci 2:95/T, 78-16287 Y 4.Sm 1:D 63/3, 78-1137 Y 4.Sm 1/2:T 19/13/978, 78-26865 
Y 4.Sci 2:95/U, 78-19217 Y 4.Sm 1:En 2/6, 78-1138 Y 4.St 2/3:K 84/pt.1, 78-5658 

Y 4.Sci 2:95/V, 78-19218 Y 4.Sm 1:En 2/7, 78-1139 Y 4.St 2/3:K 84/pt.2, 78-22562 

Y 4.Sci 2:95/X, 78-16288 Y 4.Sm 1:En 2/7/pt.2-3, 78-12181 Y 4.T 19/4:En 2, 78-19238 

Y 4.Sci 2:95/Y, 78-12167 Y 4.Sm 1:En 2/7/pt.4-5, 78-19226 Y 4.T 19/4:T 19/3, 78-14410 

Y 4.Sci 2:95/Z, 78-12167 Y 4.Sm 1:En 2/7/pt.6-7, 78-22553 Y 4.T 19/4:T 19/4, 78-19239 

Y 4.Sci 2:95/1, 78-2294 Y 4.Sm 1:En 2/8, 78-2297 Y 4.V 64/3:(Cong./cal.nos.), 78-3943 
Y 4.Sci 2:95/5, 78-5647 Y 4.8m 1:Eq 5, 78-5652 Y 4.V 64/3:B 43/6/976, 78-8350 

Y 4.Sci 2:95/6, 78-12168 Y 4.Sm 1:F 31/2, 78-12182 Y 4.V 64/3:C 33/10, 78-14411 

Y 4.Sci 2:95/7, 78-1132 Y 4.8m 1:H 81, 78-14402 Y 4.V 64/3:C 33/17, 78-5659 

Y 4.Sci 2:95/8, 78-2294 Y 4.Sm 1:In 8/2, 78-24657 Y 4.V 64/3:C 33/19, 78-22563 

Y 4.Sci 2:95/9, 78-5648 Y 4.Sm 1:L 11/pt.1, 78-24658 Y 4.V 64/3:D 63, 78-5660 

Y 4.Sci 2:95/10, 78-2295 Y 4.Sm 1:L 61/pt.1, 78-14403 Y 4.V 64/3:Ed 8/28, 78-8351 


Y 4.Sci 2:95/12, 78-1133 Y 4.Sm 
Y 4.Sci 2:95/13, 78-1134 Y 4.Sm 
Y 4.Sci 2:95/14, 78-1135 Y 4.8m 
Y 4.Sci 2:95-15, 78-8347 Y 4.Sm 
Y 4.Sci 2:95/16, 78-2296 Y 4.Sm 
Y 4.Sci 2:95/17, 78-5649 Y 4.Sm 
Y 4.Sci 2:95/18, 78-12169 Y 4.8m 
Y 4.Sci 2:95/19, 78-12170 Y 4.Sm 
Y 4.Sci 2:95/20, 78-5650 Y 4.Sm 
Y 4.Sci 2:95/21, 78-12180 Y 4.Sm 
Y 4.Sci 2:95/22, 78-8348 Y 4.Sm 
Y 4.Sci 2:95/23, 78-12171 Y 4.Sm 


Y 4.Sci 2:95/24, 78-12172 Y 4.Sm 1:Sm 1/24, 78-26862 Y 4.V 64/3:P 56/2, 78-10035 

Y 4.Sci 2:95/25, 78-12173 Y 4.Sm 1:Su 6/977, 78-14407 Y 4.V 64/3:V 64/18, 78-24662 

Y 4.Sci 2:95/26, 78-12174 Y 4.Sm 1:T 19/5, 78-19230 Y 4.V 64/3:W 84, 78-16300 

Y 4.Sci 2:95/27, 78-12175 Y 4.Sm 1:T 73, 78-19231 Y 4.V 64/4:(Cong./cal.nos.), 78-3944 
Y 4.Sci 2:95/28, 78-10025 Y 4.Sm 1:T 76/pt.2-3, 78-22555 Y 4.V 64/4:Ag 4, 78-14413 

Y 4.Sci 2:95/29, 78-10026 Y 4.Sm 1/2:(Cong./cal.nos.), 78-3942 Y 4.V 64/4:Am 3/976, 78-8353 

Y 4.Sci 2:95/30, 78-10027 Y 4.Sm 1/2:Ag 8/pt.1, 78-16293 Y 4.V 64/4:B 43/3, 78-12185 

Y 4.Sci 2:95/31, 78-10027 Y 4.Sm 1/2:Ag 8/pt.2, 78-19232 Y 4.V 64/4:B 85/978, 78-8354 

Y 4.Sci 2:95/32, 78-10028 Y 4.Sm 1/2:Ai 7/4/pt.2, 78-5653 Y 4.V 64/4:D 63/7, 78-12186 

Y 4.Sci 2:95/33, 78-10029 Y 4.8m 1/2:C 17/pt.1, 78-22556 Y 4.V 64/4:Ed 8/7, 78-5661 

Y 4.Sci 2:95/34, 78-12176 Y 4.Sm 1/2:C 73/4, 78-16294 Y 4.V 64/4:Em 7, 78-10036 

Y 4.Sci 2:95/35, 78-12177 Y 4.Sm 1/2:C 76/5, 78-8349 Y 4.V 64/4:G 74, 78-19240 

Y 4.Sci 2:95/36, 78-12178 Y.4.Sm 1/2:D 83/2, 78-5654 Y 4.V 64/4:H 34/6, 78-1146 

Y 4.Sci 2:95/37, 78-10030 Y 4.Sm 1/2:D 84/pt.33, 78-22557 Y 4.V 64/4:H 34/7, 78-10037 

Y 4.Sci 2:95/38, 78-10030 Y 4.Sm 1/2:Ec 7/6, 78-22558 Y 4.V 64/4:H 34/8, 78-10038 

Y 4.Sci 2:95/39, 78-12179 Y 4.Sm 1/2:En 2/pt.3, 78-19233 Y 4.V 64/4:In 7/3, 78-8355 

Y 4.Sci 2:95/40, 78-16289 Y 4.Sm 1/2:En 2/2/app., 78-10031 Y 4.V 64/4:M 46/6, 78-12187 

Y 4.Sci 2:95/41, 78-19219 Y 4.Sm 1/2:Ey 3, 78-1142 Y 4.V 64/4:M 46/7, 78-16301 

Y 4.Sci 2:95/42, 78-22548 Y 4.8m 1/2:F 22/2/pt.3 A-3 B, 78-16295 Y 4.V 64/4:M 46/8/977, 78-24663 

Y 4.Sci 2:95/43, 78-19220 Y 4.Sm 1/2:F 53/3, 78-16296 Y 4.V 64/4:P 38/5, 78-10039 

Y 4.Sci 2:95/44, 78-19221 Y 4.Sm 1/2:F 73/2/pt.1-2, 78-5655 Y 4.V 64/4:P 56/3, 78-10040 

Y 4 Sci 2:95/45, 78-26856 Y 4.Sm 1/2:F 73/2/pt.2/errata, 78-16297 Y 4.V 64/4:So 4, 78-22564 

Y 4.Sci 2:95/46, 78-22549 Y 4.Sm 1/2:H 75, 78-1143 Y 4.V 64/4:St 2, 78-2304 

Y 4.Sci 2:95/53, 78-16290 Y 4.Sm 1/2:H 75/2, 78-2299 Y 4.V 64/4:V 64/(date), 78-3945 

Y 4.Sci 2:95/54, 78-22550 Y 4.Sm 1/2:In 8/4, 78-19234 Y 4.V 64/4:V 64/7/977, 78-12188 

Y 4.Sci 2:95/55, 78-19222 Y 4.Sm 1/2:In 8/5, 78-22559 Y 4.W 36:(Cong./cal.nos.), 78-3946 
Y 4.Sci 2:95/S6, 78-19222 Y 4.8m 1/2:L 11/2, 78-10032 Y 4.W 36:Ec 7/7, 78-12189 

Y 4.Sci 2:95/57, 78-19223 Y 4.Sm 1/2:M 46/pt.5, 78-12183 Y 4.W 36:En 2/21/no.11, 78-24664 
Y 4.Sci 2:95/58, 78-19224 Y 4.Sm 1/2:M 66, 78-16298 Y 4.W 36:En 2/21/no.12, 78-19241 
Y 4.Sci 2:95/59, 78-19225 Y 4.Sm 1/2:M 66/2, 78-19235 Y 4.W 36:In 8/38, 78-5662 
Y 4.Sci 2:95/60, 78-24654 Y 4.Sm 1/2:P 19/2, 78-2300 Y 4.W 36:So 1/48, 78-10041 
Y 4.Sci 2:95/61, 78-22551 Y 4.Sm 1/2:P 27/6, 78-14408 Y 4.W 36:T 19/134, 78-14414 
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:M 46/pt.1, 78-24659 Y 4.V 64/3:Em 7/978, 78-26866 
:-M 86, 78-14404 Y 4.V 64/3:H 34/8/pt.2, 78-8352 
:Oc 1/2, 78-1140 Y 4.V 64/3:H 34/9, 78-16299 

:P 84/2, 78-2298 Y 4.V 64/3:H 35, 78-2301 

:P 94/12, 78-14405 Y 4.V 64/3:H 35/2, 78-2302 

:P 94/13, 78-16291 Y 4.V 64/3:H 81/25, 78-2303 

:R 11/3, 78-19228 Y 4.V 64/3:L 52/11/977, 78-1144 
:-R 32, 78-16292 Y 4.V 64/3:L 52/12/978, 78-14412 
:R 56/977, 78-19229 Y 4.V 64/3:M 46/32, 78-1145 
‘Sm 1/18, 78-1141 Y 4.V 64/3:P 29, 78-12184 

‘Sm 1/20, 78-14406 Y 4.V 64/3:P 38/27, 78-24661 
‘Sm 1/21/pt.1, 78-22554 Y 4.V 64/3:P 56, 78-10034 


l 
1 
1 
1 
1 
l 
1 
1 
1 
1 
H 
1 

Y 4.Sci 2:95/11, 78-2295 Y 4.Sm 1:L 61/pt.3-4, 78-19227 Y 4.V 64/3:Em 7, 78-10033 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
l 
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Y 4.W 36:W 36:2/(nos.), 
Y 4.W 36:W 36/978, 
Y 4.W 36:WMCP 95-5, 
Y 4.W 36:WMCP 95-13, 
Y 4.W 36:WMCP 95-19, 
Y 4.W 36:WMCP 95-35, 
Y 4.W 36:WMCP 95-38, 
Y 4.W 36:WMCP 95-40, 
Y 4.W 36:WMCP 95-41, 
Y 4.W 36:WMCP 95-43, 
Y 4.W 36:WMCP 95-45, 
Y 4.W 36:WMCP 95-46, 
Y 4.W 36:WMCP 95-47, 
36:WMCP 95-48, 
36:WMCP 95-49, 
36:WMCP 95-50, 
36:WMCP 95-51, 
36:WMCP 95-56, 
36:WMCP 95-57, 
36:WMCP 95-58, 
36:WMCP 95-59, 
36:WMCP 95-61, 
36:WMCP 95-62, 
36:WMCP 95-63, 
36:WMCP 95-65, 
36:WMCP 95-67, 
36:WMCP 95-68, 
36:WMCP 95-68 
36:WMCP 95-70, 
36:WMCP 95-71, 
36:WMCP 95-72, 
36:WMCP 95-75, 
/ 36:WMCP 95-77, 
36:WMCP 95-79, 
36:WMCP 95-84, 
/ 36:WMCP 95-85, 
36:WMCP 95-86, 
/ 36:WMCP 95-96, 
/ 36:3/(nos.), 
36:95-17, 
36:95-18, 
/ 36:95-19, 
' 36:95-20, 
36:95-21, 
36:95-25, 
36:95-26, 
36:95-27, 
/ 36:95-28, 
36:95-29, 
36:95-30, 
36:95-31, 
' 36:95-32, 
36:95-33, 
36:95-34, 
/ 36:95-35, 
/ 36:95-36, 
/ 36:95-37, 
36:95-38, 
/ 36:95-39, 
36:95-40, 
36:95-41, 
36:95-42, 
36:95-43, 
36:95-44, 
36:95-45, 
36:95-46, 
36:95-56, 
36:95-57, 


7 


A, 


78-3947 


78-16302 


8-12190 
78-8356 
78-1147 
78-5663 
78-1148 
78-1149 
78-1150 
78-1151 
78-8357 
78-5664 
78-14415 
78-12191 
78-1152 
78-2305 
78-12192 
78-109042 
78-10042 
78-8358 
78-8359 
78-8360 
78-12193 
78-19242 
78-10043 
78-19243 
78-12194 
78-19244 
78-16303 
78-19245 
78-22565 
78-19246 
78-22566 
78-19247 
78-22567 
78-26867 
78-22568 
78-26868 


78-3948 
78-1153 
78-1153 
78-1153 
78-8361 
78-8361 
78-1154 
78-1155 
78-1155 
78-1156 
78-1157 
78-2306 
78-1158 
78-1159 
78-5665 
78-5666 
78-8362 
78-8362 
78-5667 
78-12195 
78-14416 
78-8363 
78-12196 
78-10044 
78-14417 
78-10045 
78-14418 
78-10046 
78-16304 
78-16305 
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Y 4.W 36:95-58, 
Y 4.W 36:95-59, 
Y 4.W 36:95-60, 
Y 4.W 36:95-61, 
Y 4.W 36:95-63, 
Y 4.W 36:95-64, 
Y 4.W 36:95-66, 
Y 4.W 36:95-67, 
Y 4.W 36:95-68, 
Y 4.W 36:95-70, 
Y 4.W 36:95-71, 
Y 4.W 36:95-72, 
Y 4.W 36:95-73, 
Y 4.W 36:95-74, 
Y 4.W 36:95-75, 
Y 4.W 36:95-76, 
Y 4.W 36:95-77, 
4.W 36:95-78, 
4.W 36:95-79, 
4.W 36:95-80, 
4.W 36:95-82, 
4.W 36:95-84, 
4.W 36:95-88, 
4.W 36:95-91, 
4.W 36:95-92, 
4.W 36:95-98, 78-26873 

4.W 36:95-99, 78-26874 

10.2:B 85/2/979/83, 78-14419 
10.2:B 85/2/979-83/tech., 78-14420 
10.2:B 85/8/979, 78-12197 

10.2:B 85/9/pt.1-2, 78-12198 
10.2:B 85/10, 78-19255 

10.2:Ec 7, 78-12199 

10.2:F 22/977, 78-22570 

10.2:In 8, 78-12200 

10.2:M 59/2, 78-19256 

10.2:R 24/3, 78-12201 

10.2:T 11, 78-19257 

10.9:Ai 2, 78-10047 

10.9:Ai 7, 78-19258 

10.9:Ai 7/2, 78-19259 

10.9:Ai 7/3, 78-19260 

10.9:C 83, 78-12202 

10.9:Ec 7, 78-10048 

10.9:Ed 8, 78-12203 

10.9:F 52, 78-19261 

10.9:H 34, 78-10049 

10.9:H 53, 78-19262 

10.9:In 2/2, 78-12204 

10.9:In 8, 78-19272 

10.9:Se 1, 78-12205 

10.9:Ur 1, 78-12206 

10.10:(date), 78-3949 

10.11:C 62, 78-12207 

10.11:In 3, 78-10050 

10.11:L 85, 78-12208 

10.11:M 91, 78-10051 

i0.11:Un 2, 78-12209 

10.12:Ar 5/2, 78-19263 

10.12:F 22, 78-19264 

10.12:F 74/2, 78-19265 

10.12:L 41, 78-16306 

10.12:M 59, 78-12210 

10.12:N 21, 78-19266 

10.12:P 84/2/979, 78-19267 
10.12:R 31, 78-12211 

10.12:T 68, 78-19268 

10.12:W 45, 78-19269 


78-19248 
78-19249 
78-19250 
78-19251 
78-19252 
78-19253 
78-19254 
78-24665 
78-26869 
78-24666 
78-24667 
78-24667 
78-24667 
78-24668 
78-24668 
78-24668 
78-24669 
78-24669 
78-22569 
78-26870 
78-2687 1 
78-24670 
78-24671 
78-24672 
78-26872 


aeeecixi<< 


eedeeexx<< 


< 


“<x<<< 
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Y 10.12:W 78, 
Y 10.12:¥ 8, 7 
93:Cong.Serial, 
94:Cong.Serial, 
94:Cong. Serial, 
94:Cong. Serial, 
94:Cong.serial, 
94:Cong.serial, 
94:Cong serial, 
94-2:H.doc.584, 


94-2:H.doc.661/v.1, 
94-2:H.doc.661/v.2, 


94-2:H.doc.663, 
94-2:S.rp.813, 
95:Cong. Serial, 
95:Cong. Serial, 
95:Cong.Serial, 
95:Cong. Serial, 
95:Cong.serial, 
95:Cong.serial, 
95:Cong.serial, 
95:Cong.serial, 
95-1:H.doc.14, 
95-1:H.doc.30, 
95-1:H.doc.67, 
95-1:H.doc.87, 
95-1:H.doc.88, 
95-1:H.doc.93, 
95-1:H.doc.101, 
95-1:H.doc.103, 
95-1:H.doc.104, 
95-1:H.doc.120, 
95-1:H.doc.124, 
95-1:H.doc.130, 
95-1:H.doc.132, 
95-1:H.doc.133, 
95-1:H.doc.152, 
95-1:H.doc.155, 
95-1:H.doc.160, 
95-1:H.doc.164/ 
95-1:H.doc.164/ 
95-1:H.doc. 


95-1:H doc 
95-1:H.doc. 
95-1:H.doc. 
95-1:H.doc. 


164/ 
164/ 
164/ 


95-1:H.doc.164/pt.9, 
95-1:H.doc.164/pt.10, 
164/pt.11, 


95-1:H.doc. 
95-1:H.doc.164/ 
95-1:H.doc.164/ 
95-1:H.doc.164/ 


95-1:H.doc.164/pt.15, 
164/pt.16, 


95-1:H.doc. 
95-1:H.doc.164/ 
95-1:H.doc.165, 
95-1:H.doc.166, 
95-1:H.doc.168, 
95-1:H.doc.169, 
95-1:H.doc.172, 
95-1:H.doc.173, 
95-1:H.doc.174, 
95-1:H.doc.175, 
95-1:H.doc.176, 
95-1:H.doc.177, 
95-1:H.doc.179, 
95-1:H.doc.180, 


164/pt.3, 
95-1:H.doc.164/pt.4, 
.164/pt.5, 


78-19270 
8-19271 
78-5668 
78-5669 
78-10053 
78-12215 
78-14421 
78-22571 
78-24673 
78-12216 
78-8364 
78-24674 
78-5670 
78-1160 
78-5671 
78-8365 
78-10054 
78-12217 
78-14422 
78-16307 
78-22572 
78-24675 
78-16308 
78-16309 
78-10055 
78-16310 
78-8366 
78-26875 
78-5672 
78-16311 
78-26876 
78-10056 
78-24676 
78-5673 
78-16312 
78-8367 
78-8368 
78-5674 
78-10057 
pt.l, 78-8369 
pt.2, 78-8370 
78-8371 
78-8372 
78-8373 
78-8374 
78-8375 
78-8376 
78-8377 


pt.6, 
pt.7, 
pts, 


pt.12, 
pt.13, 
pt.14, 


pt.17, 
78-5675 
78-8386 
78-10058 
78-8387 
78-10059 
78-5676 
78-10060 
78-10061 
78-10062 
78-10063 
78-10064 
78-8388 


78-8378 
78-8379 
78-8380 
78-8381 
78-8382 
78-8383 
78-8384 
78-8385 
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95-1:H.doc.182, 
95-1:H.doc.183, 
95-1:H.doc.184, 
95-1:H.doc.185, 
95-1:H.doc.186, 
95-1:H.doc.187, 
95-1:H.doc.188, 
95-1:H.doc.189, 
95-1:H.doc.190, 
95-1:H.doc.191, 
95-1:H.doc.192, 
95-1:H.doc.193, 
95-1:H.doc.194, 
95-1:H.doc.195, 
95-1:H.doc.196, 
95-1:H.doc.197, 
95-1:H.doc.198, 
95-1:H.doc.199, 
95-1:H.doc.201, 
95-1:H.doc.202, 
95-1:H.doc.203, 
95-1:H.doc.204, 
95-1:H.doc.205, 
95-1:H.doc.206, 
95-1:H.doc.207, 
95-1:H.doc.208, 
95-1:H.doc.209, 
95-1:H.doc.210, 
95-1:H.doc.211, 
95-1:H.doc.212, 
95-1:H.doc.213, 
95-1:H.doc.214, 
95-1:H.doc.215, 
95-1:H.doc.216, 
95-1:H.doc.217, 
95-1:H.doc.218, 
95-1:H.doc.219, 
95-1:H.doc.220, 
95-1:H.doc.221, 
95-1:H.doc.222, 
95-1:H.doc.223, 
95-1:H.doc.224, 
95-1:H.doc.226, 
95-1:H.doc.227, 
95-1:H.doc.229, 
95-1:H.doc.230, 
95-1:H.doc.231, 
95-1:H.doc.232/v. 
95-1:H.doc.233, 
95-1:H.doc.234, 
95-1:H.doc.235, 
95-1:H.doc.237, 
95-1:H.doc.238, 
95-1:H.doc.239, 
95-1:H.doc.240, 
95-1:H.doc.241, 
95-1:H.doc.242, 
95-1:H.doc.243, 
95-1:H.doc.244, 
95-1:H.doc.245, 
95-1:H.doc.246, 
95-1:H.doc.247, 
95-1:H.doc.248, 
95-1:H.doc.249, 
95-1:H.doc.250, 
95-1:H.doc.251, 
95-1:H.doc.252, 
95-1:H.doc.254, 
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78-5677 
78-10065 
78-24677 
78-10066 
78-8389 
78-5678 
78-10067 
78-8390 
78-10068 
78-5679 
78-10069 
78-16313 
78-8391 
78-8392 
78-10070 
78-10071 
78-10072 


1-2, 78-16318 
78-5682 
78-10086 
78-8404 
78-10087 
78-8405 
78-10088 
78-10089 
78-16319 
78-10090 
78-10091 
78-16320 
78-16321 
78-10092 
78-10093 
78-16322 
78-10094 
78-8406 
78-10095 
78-10096 
78-10097 


Classification Number Index 


95-1:H.doc.256, 
95-1:H.doc.257, 
95-1:H.doc.259, 
95-1:H.doc.261, 
95-1:H.doc.262, 
95-1:H.doc.263, 


78-10098 
78-22574 
78-10099 
78-10100 
78-10101 
78-8407 


95-1:H.doc.264/pt.1, 78-19273 


95-1:H.doc.264/pt.2, 
95-1:H.doc.264/pt.3, 
95-1:H.doc.264/pt.4, 
95.1:H.doc.264/pt.5, 
95-1:H.doc.264/pt.6, 
95-1:H.doc.264/pt.7, 
95-1:H.doc.264/pt.8, 
95-1:H.doc.264/pt.9, 
95-1:H.doc.264/pt.10, 
95-1:H.doc.264/pt.11, 
95-1:H.doc.264/pt.12, 
95-1:H.doc.264/pt.13, 
95-1:H.doc.264/pt.14, 


78-19274 
78-19275 
78-19276 
78-19277 
78-19278 
78-19279 
78-19280 
78-19281 
78-19282 
78-19283 
78-19284 
78-19285 
78-19286 





95-1:H.doc.265, 
95-1:H.doc.268, 
95-1:H.doc.269, 
95-1:H.doc.270, 
95-1:H.doc.271, 
95-1:H.doc.272, 


78-10102 
78-16323 
78-12218 
78-12219 
78-19287 
78-12220 


95-1:H.rp.80, 78-5683 


95-1:H.rp.168, 
95-1:H.rp.169, 
95-1:H.rp.170, 
95-1:H.rp.171, 
95-1:H.rp.172, 
95-1:H.rp.173, 
95-1:H.rp.174, 
95-1:H.rp.178, 
95-1:H.rp.181, 
95-1:H.rp.182, 
95-1:H.rp.183, 
95-1:H.rp.184, 
95-1:H.rp.185, 
95-1:H.rp.186, 
95-1:H.rp.198, 
95-1:H.rp.199, 
95-1:H.rp.200, 
95-1:H.rp.202, 
95-1:H.rp.203, 
95-1:H.rp.204, 
95-1:H.rp.205, 
95-1:H.rp.206, 
95-1:H.rp.207, 
95-1:H.rp.208, 
95-1:H.rp.209, 
95-1:H.rp.216, 
95-1:H.rp.249, 
95-1:H.rp.250, 
95-1:H.rp.251, 
95-1:H.rp.252, 
95-1:H.rp.255, 
95-1:H.rp.256, 
95-1:H.rp.257, 
95-1:H.rp.258, 
95-1:H.rp.259, 
95-1:H.rp.260, 
95.1:H.rp.261, 
95-1:H.rp.262, 


78-1161 
78-1162 
78-1163 
78-10103 
78-1164 
78-1165 
78-1166 
78-5684 
78-1167 
78-1168 
78-1169 
78-10104 
78-1170 
78-1171 
78-5685 
78-1172 
78-10105 
78-5686 
78-5687 
78-10106 
78-5688 
78-5689 
78-10107 
78-10108 
78-10109 
78-5690 
78-1173 
78-1174 
78-1175 
78-1176 
78-1177 
78-1178 
78-1179 
78-1180 
78-1181 
78-1182 
78-1183 
78-1184 


95-1:H.rp.272/pt.2, 78-5691 


95-1:H.rp.278, 
95-1:H.rp.301, 


Do not order from index; see indicated entry 


78-1185 
78-5692 





95-1:H.rp.326, 
95.1:H.rp.327, 
95-1:H.rp.328, 
95-1:H.rp.2.29, 
95-1:H.rp.330, 
95-1:H.rp.331, 


78-1186 
78-1187 
78-1188 
78-1189 
78-1190 
78-1191 


95-1:H.rp.345/pt.2, 78-5693 


95-1:H.rp.357, 
95-1:H.rp.358, 
95-1:H.rp.361, 
95-1:H.rp.364, 
95-1:H.rp.377, 
95-1:H.rp.385, 
95-1:H.rp.389, 
95-1:H.rp.401, 
95-1:H.rp.408, 
:H.rp.409, 
:H.rp.421, 
H.rp.431, 
H.rp.432, 
:H.rp.433, 
:H.rp.434, 
:H.rp.437, 
H.rp.455, 
H.rp.457, 
H.rp.458, 


78-1192 
78-1193 
78-26877 
78-26878 
78-5694 
78-1194 
78-1195 
78-1196 
78-5695 


78-5699 
78-5700 
78-5701 
78-5702 
78-1197 
78-1198 
78-5703 


H.rp.462/pt.1, 78-8408 


H.rp.472, 
H.rp.473, 
H.rp.482, 
:H.rp.483, 
H.rp.484, 
H.rp.485, 
H.rp.486, 


78-1199 
78-2308 
78-1200 
78-1201 
78-1202 
78-1203 
78-5704 


H.rp.488/pt.1, 78-5705 


-1:H.rp.489, 
:H.rp.490, 
H.rp.491, 
H.rp.498, 
H.rp.505, 
H.rp.508, 
H.rp.509, 
:H.rp.510, 
H.rp.511, 
H.rp.514, 
H.rp.515, 
H.rp.517, 
H.rp.521, 
H.rp.523, 
:H.rp.524, 
H.rp.525, 
H.rp.526, 


78-1204 
78-5706 
78-1205 
78-5707 
78-1206 
78-5708 
78-5709 
78-5710 
78-1207 
78-5711 
78-1208 
78-1209 
78-1210 
78-5712 
78-5713 
78-5714 
78-1211 


H.rp.527/pt.1, 78-8409 


:H.rp.530, 
H.rp.531, 
H.rp.532, 
H.rp.533, 
H.rp.534, 
H.rp.540, 


78-1212 
78-5715 
78-5716 
78-5717 
78-5718 
78-1213 


H.rp.545/pt.1, 78-8410 
:H.rp.548/pt.1-2, 78-2309 


:H.rp.549, 
H.rp.550, 
H.rp.551, 
H.rp.552, 
H.rp.553, 
:H.rp.554, 
H.rp.555, 


78-1214 
78-1215 
75-1216 
78-1217 
78-1218 
78-1219 
78-1220 





95-1:H.rp.556, 78-1221 
95-1:H.rp.562, 78-5719 
95-1:H.rp.566/pt.1, 78-5720 
95-1:H.rp.566/pt.2, 78-5721 
95-1:H.rp.567, 78-1222 
95-1:H.rp.568, 78-5722 
95-1:H.rp.569, 78-1223 
95-1:H.rp.570, 78-1224 
95-1:H.rp.572/pt.1, 78-5723 
95-1:H.rp.574, 78-5724 
95-1:H.rp.575, 78-1225 
95-1:H.rp.576, 78-5725 
95-1:H.rp.578, 78-1226 
95-1:H.rp.579, 78-1227 
95-1:H.rp.580, 78-1228 
95-1:H.rp.581, 78-1229 
95-1:H.rp.581/pt.2, 78-5726 
95-1:H.rp.582, 78-1230 
95-1:H.rp.583, 78-1231 
95-1:H.rp.584, 78-1232 
95-1:H.rp.585, 78-1233 
95-1:H.rp.586, 78-1234 
95-1:H.rp.587, 78-1235 
95-1:H.rp.588/pt.1-2, 78-5727 
95-1:H.rp.589, 78-2310 
95-1:H.rp.589/errata, 78-5728 
95-1:H.rp.590, 78-1236 
95-1:H.rp.591, 78-5729 
95-1:H.rp.592, 78-2311 
95-1:H.rp.593, 78-5730 
95-1:H.rp.594, 78-5731 
95-1:H.rp.595, 78-5732 
95-1:H.rp.596, 78-1237 
95-1:H.rp.597, 78-2312 
95-1:H.rp.598, 78-2313 
95-1:H.rp.599, 78-1238 
:H.rp.600, 78-5733 
‘H.rp.601, 78-10110 
:H.rp.602, 78-1239 
:H.rp.603, 78-1240 
‘H.rp.604, 78-5734 
:H.rp.605, 78-2314 
:H.rp.606, 78-5735 
:H.rp.607, 78-2315 
:H.rp.608, 78-10111 
:H.rp.609, 78-1241 
:H.rp.610, 78-5736 
:H.rp.611, 78-5737 
:H.rp.612, 78-1242 
‘H.rp.613, 78-1243 
‘H.rp.614, 78-2316 
:H.rp.615, 78-8411 
‘H.rp.616, 78-5738 
:H.rp.617/pt.1, 78-10112 
:H.rp.618, 78-5739 
‘H.rp.619, 78-10113 
:H.rp.620, 78-5740 
‘H.rp.621, 78-10114 
:H.rp.622, 78-101i5 
:H.rp.623, 78-10116 
:H.rp.624, 78-10117 
‘H.rp.625, 78-5741 
:H.rp.626/pt.1-2, 78-5742 
:H.rp.628, 78-10118 
:H.rp.629, 78-1244 
:H.rp.630, 78-1245 
:H.rp.631, 78-1246 
78-10119 


Umuawnm st 


nw 


cccoooeo fo 
uv wn 
’ 


ececccccecst 
AMAAAaAnwnnn 





December 1978 


95-1:H.rp.633, 
95-1:H.rp.634, 
95-1:H.rp.635, 
95-1:H.rp.636, 
95-1:H.rp.637, 


78-8412 
78-2317 
78-1247 
78-5743 
78-10120 


95-1:H.rp.638/pt.1-2, 78-10121 


95-1:H.rp.640, 
95-1:H.rp.641, 


78-5744 
78-8413 


95-1:H:rp.642/pt.1-2, 78-5745 


95-1:H.rp.643, 
95-1:H.rp.644, 
95-1:H.rp.645, 
95-1:H.rp.646, 
95-1:H.rp.647, 
95-1:H.rp.648, 


78-5746 
78-1248 
78-5747 
78-1249 
78-1250 
78-1251 


95-1:H.rp.649/pt.2, 78-5748 


95-1:H.rp.650, 


78-8414 


95-1:H.rp.651/pt.1-2, 78-10122 


95-1:H.rp.652, 
95-1:H.rp.654, 
95-1:H.rp.655, 
95-1:H.rp.656, 
95-1:H.rp.657, 
95-1:H.rp.658, 
95-1:H.rp.659, 
95-1:H.rp.660, 
95-1:H.rp.661, 
95-1:H.rp.662, 
95-1:H.rp.663, 
95-1:H.rp.664, 
95-1:H.rp.666, 
95-1:H.rp.667, 
95-1:H.rp.668, 
95-1:H.rp.669, 
95-1:H.rp.670, 
95-1:H.rp.671, 
95-1:H.rp.672, 
95-1:H.rp.673, 
95-1:H.rp.674, 
95-1:H.rp.675, 
95-1:H.rp.676, 
95-1:H.rp.677, 
95-1:H.rp.678, 
95-1:H.rp.679, 
95-1:H.rp.680, 
95-1:H.rp.681, 
95-1:H.rp.682, 
95-1:H.rp.683, 
95-1:H.rp.684, 
95-1:H.rp.685, 
95-1:H.rp.686, 
95-1:H.rp.687, 
95-1:H.rp.688, 
95-1:H.rp.689, 
95-1:H.rp.690, 
95-1:H.rp.691, 
95-1:H.rp.692, 


78-5749 
78-10123 
78-8415 
78-1252 
78-1253 
78-5750 
78-1254 
78-5751 
78-5752 
78-5753 
78-8416 
78-1255 
78-5754 
78-1256 
78-5755 
78-1257 
78-5756 
78-1258 
78-5757 
78-5758 
78-2318 
78-2319 
78-2320 
78-2321 
78-2322 
78-2323 
78-2324 
78-2325 
78-2326 
78-2327 
78-2328 
78-2329 
78-5759 
78-5760 
78-5761 
78-5762 
78-5763 
78-5764 
78-5765 


95-1:H.rp.693/pt.1, 78-10124 


95-1:H.rp.694, 
95-1:H.rp.695, 
95-1:H.rp.696, 
95-1:H.rp.697, 
95-1:H.rp.698, 
95-1:H.rp.699, 
95-1:H.rp.700, 
95-1:H.rp.701, 


78-5766 
78-1259 
78-5767 
78-5768 
78-5769 
78-5770 
78-5771 
78-5772 


95-1:H.rp.702/pt.1-2, 78-10125 


95-1:H.rp.703, 


Do not order from index; see indicated entry 


78-1260 





95-1:H.rp.704, 
95-1:H.rp.705, 
95-1:H.rp.706, 
95-1:H.rp.707, 
95-1:H.rp.708, 
95-1:H.rp.709, 
95-1:H.rp.710, 
95-1:H.rp.711, 
95-1:H.rp.712, 
95-1:H.rp.713, 
95-1:H.rp.714, 
95-1:H.rp.715, 
95-1:H.rp.716, 


78-10126 
78-2330 
78-10127 
78-16324 
78-5773 
78-5774 
78-5775 
78-2331 
78-5776 
78-10128 
78-5777 
78-5778 
78-5779 


95-1:H.rp.717/pt.1, 78-5780 


95-1:H.rp.718, 
95-1:H.rp.719, 
95-1:H.rp.720, 
95-1:H.rp.721, 


78-1261 
78-10129 
78-5781 
78-5782 


95-1:H.rp.721/pt.2, 78-5782 


95-1:H.rp.722, 
95-1:H.rp.723, 
95-1:H.rp.724, 
95-1:H.rp.725, 
95-1:H.rp.727, 
95-1:H.rp.728, 
95-1:H.rp.729, 
95-1:H.rp.730, 
95-i:H.rp.731, 
95-1:H.rp.732, 
95-1:H.rp.733, 
95-1:H.rp.734, 
95-1:H.rp.735, 
95-1:H.rp.736, 
95-1:H.rp.737, 


78-5783 
78-5784 
78-5785 
78-8417 
78-5786 
78-5787 
78-5788 
78-5789 
78-5790 
78-5791 
78-5792 
78-5793 
78-5794 
78-5795 
78-10130 


95-1:H.rp.738/pt.1, 78-8418 
95-1:H.rp.739/pt.1-2, 78-5796 


95-1:H.rp.740, 
95-1:H.rp.741, 
95-1:H.rp.742, 
95-1:H.rp.743, 
95-1:H.rp.744, 
95-1:H.rp.745, 
95-1:H.rp.746, 
95-1:H.rp.747, 
95-1:H.rp.748, 
95-1:H.rp.749, 
95-1:H.rp.750, 
95-1:H.rp.751, 
95-1:H.rp.752, 
95-1:H.rp.753, 
95-1:H.rp.754, 
95-1:H.rp.755, 
95-1:H.rp.756, 
95-1:H.rp.757, 
95-1:H.rp.758, 
95-1:H.rp.759, 
95-1:H.rp.760, 
95-1:H.rp.761, 
95-1:H.rp.762, 
95-1:H.rp.763, 
95-1:H.rp.764, 
95-1:H.rp.765, 
95-1:H.rp.766, 
95-1:H.rp.767, 
95-1:H.rp.768, 
95-1:H.rp.769, 
95-1:H.rp.770, 
95-1:H.rp.771, 


78-10131 
78-10132 
78-10133 
78-5797 
78-10134 
78-5798 
78-10135 
78-2332 
78-10136 
78-10137 
78-10138 
78-5799 
78-5800 
78-5801 
78-5802 
78-5803 
78-10139 
78-2333 
78-5804 
78-10140 
78-5805 
78-10141 
78-5806 
78-5807 
78-5808 
78-5809 
78-5810 
78-5811 
78-10142 
78-5812 
78-2334 
78-5813 


Page I-2913 





95-1:H.rp.772, 
95-1:H.rp.773, 
95-1:H.rp.774, 
95-1:H.rp.775, 
95-1:H.rp.776, 
95-1:H.rp.777, 
95-1:H.rp.778, 
95-1:H.rp.779, 


78-10143 
78-10144 
78-10145 
78-2335 

78-10146 
78-2336 

78-10147 
78-10148 


95-1:H.rp.780/pt.1, 78-8419 
95-1:H.rp.781/pt.1-2, 78-5814 


95-1:H.rp.782, 
95-1:H.rp.783, 
95-1:H.rp.784, 
95-1:H.rp.785, 
95-1:H.rp.786, 
95-1:H.rp.787, 
95-1:H.rp.788, 
95-1:H.rp.789, 
95-1:H.rp.790, 
95-1:H.rp.791, 
95-1:H.rp.792, 
95-1:H.rp.793, 
95-1:H.rp.794, 
95-1:H.rp.795, 


78-10149 
78-10150 
78-8420 
78-5815 
78-5816 
78-10151 
78-2337 
78-5817 
78-2338 
78-2339 
78-5818 
78-5819 
78-5820 
78-2340 


95-1:H.rp.796/pt.1, 78-5821 


95-1:H.rp.797, 
95-1:H.rp.798, 
95-1:H.rp.799, 
95-1:H.rp.800, 
95-1:H.rp.801, 
95-1:H.rp.802, 
95-1:H.rp.803, 
95-1:H.rp.804, 
95-1:H.rp.805, 
95-1:H.rp.806, 
95-1:H.rp.807, 
95-1:H.rp.809, 
95-1:H.rp.810, 
95-1:H.rp.811, 
95-1:H.rp.812, 
95-1:F +p.813, 


78-5822 
78-5823 
78-5824 
78-5825 
78-5826 
78-5827 
78-5828 
78-5829 
78-5830 
78-5831 
78-5832 
78-5833 
78-5834 
78-8421 
78-5835 
78-5836 


95-1:H.rp.814/pt.1, 78-5837 


95-1:H.rp.815, 
95-1:H.rp.816, 
95-1:H.rp.817, 
95-1:H.rp.818, 
95-1:H.rp.819, 
95-1:H.rp.820, 
95-1:H.rp.821, 
95-1:H.rp.822, 
95-1:H.rp.823, 
95-1:H.rp.824, 
95-1:H.rp.825, 


78-5838 
78-5839 
78-5840 
78-8422 
78-10152 
78-10153 
78-5841 
78-5842 
78-10154 
78-10155 
78-5843 


95-1:H.rp.825/errata, 78-5843 


95-1:H.rp.826, 
95-1:H.rp.827, 
95-1:H.rp.828, 
95-1:H.rp.829, 
95-1:H.rp.830, 
95-1:H.rp.831, 
95-1:H.rp.832, 
95-1:H.rp.833, 
95-1:H.rp.834, 
95-1:H.rp.835, 
95-1:H.rp.836, 
95-1:H.rp.837, 
95-1:H.rp.838, 
95-1:H.rp.839, 


Page I-2914 


78-10156 
78-10157 
78-5844 
78-5845 
78-10158 
78-10159 
78-8423 
78-8424 
78-8425 
78-8426 
78-10160 
78-10161 
78-8427 
78-8428 





Classification Number Index 


95-1:H.rp.840, 78-10162 
95-1:H.rp.841, 78-16325 


95-1:Pub.Law 47, 
95-1:Pub.Law 55, 
95-1:Pub.Law 56, 
95-1:Pub.Law 60, 
95-1:Pub.Law 64, 
95-1:Pub.Law 66, 
95-1:Pub.Law 67, 
95-1:Pub.Law 71, 
95-1:Pub.Law 72, 
95-1:Pub.Law 73, 
95-1:Pub.Law 75, 
95-1:Pub.Law 76, 
95-1:Pub.Law 77, 
95-1:Pub.Law 78, 
95-1:Pub.Law 79, 
95-1:Pub.Law 80, 
95-1:Pub.Law 81, 
95-1:Pub.Law 82, 
95-1:Pub.Law 83, 
95-1:Pub.Law 84, 
95-1:Pub.Law 85, 
95-1:Pub.Law 86, 
95-1:Pub.Law 90, 
95-1:Pub.Law 92, 
95-1:Pub.Law 98, 
95-1:Pub.Lew 100, 
95-1:Pub.Law 101, 
95-1:Pub.Law 102, 
95-1:Pub.Law 103, 
95-1:Pub.Law 104, 
95-1:Pub.Law 105, 
95-1:Pub.Law 106, 
95-1:Pub.Law 107, 
95-1:Pub.Law 108, 
95-1:Pub.Law 109, 
95-1:Pub.Law 110, 
95-1:Pub.Law 111, 
95-1:Pub.Law 112, 
95-1:Pub.Law 113, 
95-1:Pub.Law 114, 
95-1:Pub.Law 115, 
95-1:Pub.Law 116, 
95-1:Pub.Law 117, 
95-1:Pub.Law 118, 
95-1:Pub.Law 119, 
95-1:Pub.Law 120, 
95-1:Pub.Law 121, 
95-1:Pub.Law 122, 
95-1:Pub.Law 123, 
95-1:Pub.Law 124, 
95-1:Pub.Law 125, 
95-1:Pub.Law 126, 
95-1:Pub.Law 127, 
95-1:Pub.Law 128, 
95-1:Pub.Law 129, 
95-1:Pub.Law 130, 
95-1:Pub.Law 131, 
95-1:Pub.Law 132, 
95-1:Pub.Law 133, 
95-1:Pub.Law 134, 
95-1:Pub.Law 135, 
95-1:Pub.Law 136, 
95-1:Pub.Law 137, 
95-1:Pub.Law 138, 
95-1:Pub.Law 139, 
95-1:Pub.Law 140, 


Do not order from index; see indicated entry 


78-5846 
78-2341 
78-5847 
78-2342 
78-2343 
78-2344 
78-8429 
78-5848 
78-10163 
78-10164 
78-2345 
78-2346 
78-2347 
78-10165 
78-5849 
78-5850 
78-5851 
78-2348 
78-10166 
78-2349 
78-2350 
78-12221 
78-5852 
78-2351 
78-5853 
78-1262 
78-5854 
78-5855 
78-5856 
78-2352 
78-5857 
78-5858 
78-5859 
78-2353 
78-2354 
78-8430 
78-2355 
78-10167 
78-5860 
78-2356 
78-2357 
78-5861 
78-5862 
78-5863 
78-8431 
78-12222 
78-5864 
78-8432 
78-2358 
78-2359 
78-2360 
78-2361 
78-5865 
78-5866 
78-5867 
78-12223 
78-5868 
78-5869 
78-5870 
78-5871 
78-5872 
78-2362 
78-12224 
78-8433 
78-8434 
78-12225 





95-1:Pub.Law 141, 
95-1:Pub.Law 142, 
95-1:Pub.Law 143, 
95-1:Pub.Law 144, 
95-1:Pub.Law 145, 
95-1:Pub.Law 146, 
95-1:Pub.Law 147, 
95-1:Pub.Law 148, 
95-1:Pub.Law 149, 
95-1:Pub.Law 150, 
95-1:Pub.Law 151, 
95-1:Pub.Law 152, 
95-1:Pub.Law 153, 
95-1:Pub.Law 154, 
95-1:Pub.Law 155, 
95-1:Pub.Law 156, 
95-1:Pub.Law 158, 
95-1:Pub.Law 159, 
95-1:Pub.Law 160, 
95-1:Pub.Law 161, 
95-1:Pub.Law 162, 
95-1:Pub.Law 163, 
95-1:Pub.Law 164, 
95-1:Pub.Law 165, 
95-1:Pub.Law 166, 
95-1:Pub.Law 167, 
95-1:Pub.Law 168, 
95-1:Pub.Law 169, 
95-1:Pub.Law 170, 
95-1:Pub.Law 171, 
95-1:Pub.Law 172, 
95-1:Pub.Law 173, 
95-1:Pub.Law 174, 
95-1:Pub.Law 175, 
95-1:Pub.Law 176, 
95-1:Pub.Law 177, 
95-1:Pub.Law 178, 
95-1:Pub.Law 179, 
95-1:Pub.Law 180, 
95-1:Pub.Law 181, 
95-1:Pub.Law 182, 
95-1:Pub.Law 183, 
95-1:Pub.Law 184, 
95-1:Pub.Law 185, 
95-1:Pub.Law 186, 
95-1:Pub.Law 187, 
95-1:Pub.Law 188, 
95-1:Pub.Law 189, 
95-1:Pub.Law 190, 
95-1:Pub.Law 191, 
95-1:Pub.Law 192, 
95-1:Pub.Law 193, 
95-1:Pub.Law 194, 
95-1:Pub.Law 195, 
95-1:Pub.Law 196, 
95-1:Pub.Law 197, 
95-1:Pub.Law 198, 
95-1:Pub.Law 199, 
95-1:Pub.Law 200, 
95-1:Pub.Law 201, 
95-1:Pub.Law 202, 
95-1:Pub.Law 203, 
95-1:Pub.Law 204, 
95-1:Pub.Law 205, 
95-1:Pub.Law 206, 
95-1:Pub.Law 207, 

Pub.Law 208, 

Pub.Law 209, 


78-8435 
78-8436 
78-2363 
78-10168 
78-5873 
78-8437 
78-8438 
78-2364 
78-8439 
78-8440 
78-12226 
78-2365 
78-2366 
78-12227 
78-5874 
78-8441 
78-5875 
78-5876 
78-2367 
78-2368 
78-2369 
78-12228 
78-12229 
78-5877 
78-5878 
78-5879 
78-5880 
78-5881 
78-5882 
78-5883 
78-5884 
78-5885 
78-8442 
78-5886 
78-8443 
78-5887 
78-5888 
78-5889 
78-8444 
78-8445 
78-5890 
78-5891 
78-8446 
78-8447 
78-5892 
78-8448 
78-12230 
78-12231 
78-5893 
78-8449 
78-5894 
78-8450 





95-1:Pub.Law 210, 
95-1:Pub.Law 211, 
95-1:Pub.Law 212, 
95-1:Pub.Law 213, 
95-1:Pub.Law 214, 
95-1:Pub.Law 215, 
95-1:Pub.Law 216, 
95-1:Pub.Law 217, 
95-1:Pub.Law 218, 
95-1:Pub.Law 219, 
95-1:Pub.Law 220, 
95-1:Pub.Law 221, 
95-1:Pub.Law 222, 
95-1:Pub.Law 223, 


78-8459 
78-8460 
78-12237 
78-8461 
78-8462 
78-8463 
78-10170 
78-12238 
78-8464 
78-8465 
78-8466 
78-8467 
78-12239 
78-8468 





95-1:S.doc.1, 
95-1:S.doc.24, 
95-1:S.doc.28, 
95-1:S.doc.31, 
95-1:S.doc.35, 
95-1:S.doc.38, 
95-1:S.doc.39, 
95-1:S.doc.47, 
95-1:S.doc.48, 
95-1:S.doc.51, 
95-1:S.doc.52, 
95-1:S.doc.53, 
95-1:S.doc.55, 
95-1:S.doc.56, 
95-1:S.doc.57, 
95-1:S.doc.58, 
95-1:S.doc.59, 
95-1:S.doc.60, 
95-1:S.doc.61, 
95-1:S.doc.62, 
95-1:S.doc.63, 
95-1:S.doc.64, 
95-1:S.doc.65, 
95-1:S.doc.66, 
95-1:S.doc.69, 
95-1:S.doc.71, 
95-1:S.doc.72, 
95-1:S.doc.73, 
95-1:S.doc.74, 
95-1:S.doc.75, 
95-1:S.rp.30, 
95-1:S.rp.40, 
95-i:S.rp.88, 
95-1:S.rp.152, 
95-1:S.rp.155, 
95-1:S.rp.156, 
95-1:S.rp.157, 
95-1:S.rp.167, 
95-1:S.rp.214, 
95-1:S.rp.218, 
95-1:S.rp.219, 
95-1:S.rp.220, 
95-1:S.rp.221, 
95-1:S.rp.222, 
95-1:S.rp.228, 
95-1:S.rp.232, 
95-1:S.rp.234, 
95-1:S.rp.240, 
95-1:S.rp.241, 
95-1:S.rp.260, 
95-1:S.rp.262, 
95-1:S.rp.264, 
95-1:S.rp.265, 
95-1:S.rp.269, 


78-16326 
78-8469 
78-26879 
78-26880 
78-2688 1 
78-5897 
78-10171 
78-10172 
78-10173 
78-10174 
78-10175 
78-10176 
78-10177 
78-10178 
78-10179 
78-10180 
78-10181 
78-10182 
78-5898 
78-10183 
78-16327 
78-10184 
78-10185 
78-16328 
78-10186 
78-8470 
78-8470 
78-8471 
78-8472 
78-8473 

78-26882 

78-26883 

78-8474 
78-5899 
78-1263 
78-1264 
78-1265 
78-1266 
78-5900 
78-1267 
78-1268 
78-1269 
78-5901 
78-5902 
78-5903 
78-26884 
78-5904 
78-1270 
78-2370 
78-5905 
78-10187 
78-1271 
78-1272 
78-1273 





December 1978 


95-1:S.rp.270, 
95-1:S.rp.271, 
95-1:S.rp.273, 
95-1:S.rp.275, 
95-1:S.rp.286, 
95-1:S.rp.288, 
95-1:S.rp.289, 
95-1:S.rp.290, 
95-1:S.rp.291, 
95-1:S.rp.292, 
95-1:S.rp.293, 
95-1:S.rp.306, 
95-1:S.rp.307, 
95-1:S.rp.308, 
95-1:S.rp.309, 
95-1:S.rp.3 10, 
95-1:S.rp.311, 
95-1:S.rp.312, 
95-1:S.rp.313, 
95-1:S.rp.315, 
95-1:S.rp.324, 


|} 95-1:S.rp.331, 


95-1:S.rp.335, 
95-1:S.rp.339, 
95-1:S.rp.340, 
95-1:S.rp.341, 
95-1:S.rp.343, 
95-1:S.rp.345, 
95-1:S.rp.347, 
95-1:S.rp.348, 
95-1:S.rp.350, 
95-1:S.rp.353, 
95-1:S.rp.355, 
95-1:S.rp.356, 
95-1:S.rp.357, 
95-1:S.rp.358, 
95-1:S.rp.365, 


| 95-1:S.rp.371, 


95-1:S.rp.373, 
95-1:S.rp.376, 
95-1:S.rp.377, 
95-1:S.rp.378, 
95-1:S.rp.380, 
95-1:S.rp.381, 
95-1:S.rp.382, 
95-1:S.rp.383, 
95-1:S.rp.384, 
95-1:S.rp.385, 
95-1:S.rp.390, 
95-1:S.rp.391, 
95-1:S.rp.393, 
95-1:S.rp.394, 
95-1:S.rp.395, 
95-1:S.rp.397, 
95-1:S.rp.398, 
95-1:S.rp.399, 
95-1:S.rp.400, 
95-1:S.rp.400, 
95-1:S.rp.401, 
95-1:S.rp.402, 
95-1:S.rp.403, 
95-1:S.rp.405, 
95-1:S.rp.406, 
95-1:S.rp.407, 
95-1:S.rp.408, 
95-1:S.rp.409, 
95-1:S.rp.410, 
95-1:S.rp.411, 


Do not order from index; see indicated entry 


78-1274 
78-1275 
78-5906 
78-5907 
78-1276 
78-1277 
78-5908 
78-1278 
78-5909 
78-1279 
78-5910 
78-1280 
78-1281 
78-1282 
78-1283 
78-1284 
78-1285 
78-1286 
78-1287 
78-1288 
78-5911 
78-5912 
78-1289 
78-5913 
78-5914 
78-1290 
78-5915 
78-1291 
78-5916 
78-1292 
78-1293 
78-5917 
78-5918 
78-2371 
78-5919 
78-1294 
78-1295 
78-5920 
78-1296 
78-5921 
78-1297 
78-1298 
78-5922 
78-1299 
78-1300 
78-5923 
78-5924 
78-5925 
78-1301 
78-1302 
78-1303 
78-1304 
78-1305 
78-1306 
78-1307 
78-1308 
78-5926 
78-16329 
78-5927 
78-5928 
78-5929 
78-1309 
78-2372 
78-5930 
78-5931 
78-5932 
78-5933 
78-5934 








95-1:S.rp.412, 
95-1:S.rp.413, 
95-1:S.rp.414, 
95-1:S.rp.415, 
95-1:S.rp.416, 
95-1:S.rp.417, 
95-1:S.rp.419, 
95-1:S.rp.421, 
95-1:S.rp.422, 
95-1:S.rp.423, 
95-1:S.rp.424, 
95-1:S.rp.425, 
95-1:S.rp.426, 
95-1:S.rp.427, 
95-1:S.rp.428, 
95-1:S.rp.429, 
95-1:S.rp.430, 
95-1:S.rp.431, 
95-1:S.rp.432, 
95-1:S.rp.433, 
95-1:S.rp.434, 
95-1:S.rp.435, 
95-1:S.rp.436, 
95-1:S.rp.437, 
95-1:S.rp.438, 
95-1:S.rp.439, 
95-1:S.rp.440, 
95-1:S.rp.441, 
95-1:S.rp.442, 
95-1:S.rp.443, 
95-1:S:rp.444, 
95-1:S.rp.445, 
95-1:S.rp.446, 
95-1:S.rp.447, 
95-1:S.rp.448, 
95-1:S.rp.449, 
95-1:S.rp.450, 
95-1:S.rp.451, 
95-1:S.rp.452, 
95-1:S.rp.453, 
95-1:S.rp.454, 
95-1:S.rp.455, 
95-1:S.rp.456, 
95-1:S.rp.457, 
95-1:S.rp.458, 
95-1:S.rp.459, 
95-1:S.rp.460, 
95-1:S.rp.461, 
95-1:S.rp.462, 
95-1:S.rp.463, 
95-1:S.rp.464, 
95-1:S.rp.465, 
95-1:S.rp.466, 
95-1:S.rp.467, 
95-1:S.rp.468, 


78-5935 
78-5936 
78-5937 
78-5938 
78-5939 
78-5940 
78-5941 
78-5942 
78-5943 
78-2373 
78-2374 
78-5944 
78-5945 
78-5946 
78-10188 
78-5947 
78-5948 
78-5949 
78-10189 
78-10190 
78-10191 
78-5950 
78-5951 
78-5952 
78-10192 
78-1310 
78-2375 
78-5953 
78-10193 
78-5954 
78-5955 
78-10194 
78-2376 
78-5956 
78-5957 
78-2377 
78-10195 
78-5958 
78-5959 
78-8475 
78-5960 
78-5961 
78-5962 
78-5963 
78-5964 
78-5965 
78-10196 
78-8476 
78-5966 
78-5967 
78-5968 
78-10197 
78-10198 
78-10199 
78-1311 


95-1:S.rp.468/pt.2, 78-5969 


95-1:S.rp.469, 
95-1:S.rp.470, 
95-1:S.rp.471, 
95-1:S.rp.472, 
95-1:S.rp.473, 
95-1:S.rp.474, 
95-1:S.rp.475, 
95-1:S.rp.476, 
95-1:S.rp.477, 
95-1:S.rp.478, 
95-1:S.rp.479, 
95-1:S.rp.480, 


78-10200 
78-8477 
78-10201 
78-5970 
78-5971 
78-5972 
78-5973 
78-5974 
78-5975 
78-10202 
78-5976 
78-10203 


Page 1-2915 





95-1:S.rp.481, 
95-1:S.rp.482, 
95-1:S.rp.483, 
95-1:S.rp.484, 
95-1:S.rp.485, 
95-1:S.rp.486, 
95-1:S.rp.487, 
95-1:S.rp.488, 
95-1:S.rp.489, 
95-1:S.rp.490, 
95-1:S.rp.491, 
95-1:S.rp.492, 
95-1:S.rp.493, 
95-1:S.rp.494, 
95-1:S.rp.495, 
95-1:S.rp.496, 
95-1:S.rp.497, 
95-1:S.rp.498, 
95-1:S.rp.500, 
95-1:S.rp.501, 
95-1:S.rp.502, 
95-1:S.rp.503, 
95-1:S.rp.504, 
95-1:S.rp.505, 
95-1:S.rp.506, 
95-1:S.rp.507, 
95-1:S.rp.508, 
$5-1:S.rp.509, 
95-1:S.rp.510, 
95-1:S.rp.511, 
95-1:S.rp.512, 
95-1:S.rp.513, 
95-1:S.rp.514, 
95-1:S.rp.515, 
95-1:S.rp.516, 
95-1:S.rp.517, 
95-1:S.rp.518, 
95-1:S.rp.519, 
95-1:S.rp.520, 
95-1:S.rp.521, 
95-1:S.rp.522, 
95-1:S.rp.523, 
95-1:S.rp.524, 
95-1:S.rp.525, 
95-1:S.rp.526, 
95-1:S.rp.527, 
95-1:S.rp.528, 
95-1:S.rp.529, 
95-1:S.rp.530, 
95-1:S.rp.531, 
95-1:S.rp.532, 
95-1:S.rp.533, 
95-1:S.rp.534, 
95-1:S.rp.535, 
95-1:S.rp.536, 
95-1:S.rp.537, 
95-1:S.rp.538, 
95-1:S.rp.539, 
95-1:S.rp.540, 
95-1:S.rp.541, 
95-1:S.rp.542, 
95-1:S.rp.543, 
95-1:S.rp.544, 
95-1:S.rp.545, 
95-1:S.rp.546, 
95-1:S.rp.547, 
95-1:S.rp.548, 
95-1:S.rp.549, 


Page I-2916 


78-10204 
78-5977 
78-5978 
78-5979 
78-10205 
78-5980 
78-5981 
78-5982 
78-5983 
78-5984 
78-5985 
78-5986 
78-10206 
78-5987 
78-5988 
78-5989 
78-2378 
78-5990 
78-10207 
78-10208 
78-5991 
78-5992 
78-5993 
78-5994 
78-5995 
78-5996 


78-10209 
78-6007 
78-6008 
78-6009 
78-6010 
78-6011 
78-6012 
78-6013 
78-6014 
78-6015 
78-6016 
78-6017 
78-6018 
78-6019 
78-10210 
78-10211 
78-8488 
78-6020 
78-6021 
78-6022 
78-8489 





Classification Number Index 


95-1:S.rp.550, 
95-1:S.rp.551, 
95-1:S.rp.552, 
95-1:S.rp.553, 
95-1:S.rp.554, 
95-1:S.rp.556, 
95-1:S.rp.557, 
95-1:S.rp.560, 
95-1:S.rp.561, 
95-1:S.rp.562, 
95-1:S.rp.563, 
95-1:S.rp.564, 


78-6023 
78-6024 
78-8490 
78-8491 
78-8492 
78-6025 
78-6026 
78-6027 
78-6028 
78-2380 
78-6029 
78-6030 


95-1:S.rp.564/errata, 78-6030 


95-1:S.rp.565, 
95-1:S.rp.566, 
95-1:S.rp.567, 
95-1:S.rp.568, 
95-1:S.rp.569, 
95-1:S.rp.570, 
95-1:S.rp.571, 
95-1:S.rp.572, 
95-1:S.rp.573, 
95-1:S:rp.574, 
95-1:S.rp.575, 
95-1:S.rp.577, 
95-1:S.rp.578, 
95-1:S.rp.579, 
95-1:S.rp.580, 
95-1:S.rp.581, 
95-1:S.rp.582, 
95-1:S.rp.583, 
95-1:S.rp.584, 
95-1:S.rp.585, 
95-1:S.rp.586, 
95-1:S.rp.587, 
95-1:S.rp.588, 
95-1:S.rp.589, 
95-1:S.rp.590, 
95-1:S.rp.591, 
95-1:S.rp.592, 
95-1:S.rp.593, 
95-1:S.rp.594, 
95-1:S.rp.595, 
95-1:S.rp.596, 
95-1:S.rp.598, 
95-1:S.rp.599, 
95-1:S.rp.600, 
95-1:S.rp.601, 
95-1:S.rp.603, 
95-1:S.rp.604, 


78-6031 
78-10212 
78-6032 
78-6033 
78-8493 
78-8494 
78-6034 
78-6035 
78-10213 
78-6036 
78-6037 
78-6038 
78-2381 
78-8495 
78-6039 
78-6040 
78-10214 
78-10215 
78-6041 
78-8496 
78-6042 
78-6043 
78-6044 
78-6045 
78-6046 
78-6047 
78-6048 
78-6049 
78-6050 
78-605 1 
78-6052 
78-8497 
78-8498 
78-8499 
78-8500 
78-6053 
78-6054 


95-1:S.rp.604/pt.2, 78-6054 
95-1:S.rp.605/pt.1-2, 78-10216 


95-1:S.rp.606, 
95-1:S.rp.607, 
95-1:S.rp.608, 
95-1:S.rp.609, 
95-1:S.rp.610, 
95-1:S.rp.611, 
95-1:S.rp.612, 
95-1:S.rp.613, 
95-1:S.rp.614, 
95-1:S.rp.629, 
95-2:H.doc.101, 
95-2:H.doc.273, 
95-2:H.doc.274, 
95-2:H.doc.275, 
95-2:H.doc.276, 
95-2:H.doc.277, 


Do not order from index; see indicated entry 


78-10217 
78-10218 
78-6055 
78-10219 
78-16330 
78-10220 
78-10221 
78-10222 
78-10223 
78-1633 1 
78-24678 
78-12240 
78-16332 
78-12241 
78-12242 
78-24679 








95-2:H.doc.278, 
95-2:H.doc.279, 
95-2:H.doc.282, 
95-2:H.doc.283, 
95-2:H.doc.284, 
95-2:H.doc.285, 
95-2:H.doc.286, 
95-2:H.doc.288, 
95-2:H.doc.289, 
95-2:H.doc.290, 
95-2:H.doc.291, 
95-2:H.doc.292, 
95-2:H.doc.293, 
95-2:H.doc.294, 
95-2:H.doc.295, 
95-2:H.doc.296, 
95-2:H.doc.297, 
95-2:H.doc.298, 
95-2:H.doc.299, 
95-2:H.doc.300, 
95-2:H.doc.301, 
95-2:H.doc.302, 
95-2:H.doc.303, 
95-2:H.doc.304, 
95-2:H.doc.308, 
95-2:H.doc.309, 
95-2:H.doc.310, 
95-2:H.doc.311, 
95-2:H.doc.312, 
95-2:H.doc.313, 
95-2:H.doc.314, 
95-2:H.doc.315, 
95-2:H.doc.316, 
95-2.H.doc.318, 
95-2:H.doc.319, 
95-2:H.doc.320, 
95-2:H.doc.321, 
95-2:H.doc.322, 
95-2:H.doc.323, 
95-2:H.doc.324, 
95-2:H.doc.327, 
95-2:H.doc.331, 
95-2:H.doc.332, 
95-2:H.doc.334, 
95-2:H.doc.335, 
95-2:H.doc.338, 
95-2:H.doc.346, 
95-2:H.doc.348, 
95-2:H.doc.350, 
95-2:H.doc.362, 


78-24680 
78-2468 1 
78-12243 
78-12244 
78-12245 
78-12246 
78-12247 
78-12248 
78-12249 
78-16333 
78-12250 
78-24682 
78-12251 
78-12252 
78-12253 
78-12254 
78-12255 
78-24683 
78-12256 
78-16334 
78-24684 
78-19289 
78-16335 
78-16336 
78-19290 
78-26885 
78-22575 
78-16337 
78-24685 
78-26886 
78-16338 
78-19291 
78-24686 
78-24687 
78-24688 
78-24689 
78-26887 
78-24690 
78-24691 
78-24692 
78-19292 
78-16339 
78-19288 
78-24693 
78-24694 
78-24695 
78-24696 
78-24697 
78-24698 
78-24699 


95-2:H.rp.588/pt.3, 78-16340 


95-2:H.rp.842, 
95-2:H.rp.843, 
95-2:H.rp.844, 
95-2:H.rp.845, 
95-2:H.rp.846, 
95-2:H.rp.847, 
95-2:H.rp.848, 
95-2:H.rp.849, 
95-2:H.rp.850, 
95-2:H.rp.851, 
95-2:H.rp.852, 
95-2:H.rp.853, 
95-2:H.rp.854, 
95-2:H.rp.855, 
95-2:H.rp.856, 
95-2:H.rp.857, 
95-2:H.rp.858, 


78-10224 
78-10225 
78-10226 
78-10227 
78-12257 
78-14423 
78-10228 
78-10229 
78-10230 
78-10231 
78-10232 
78-10233 
78-16341 
78-16342 
78-16343 
78-14424 
78-16344 





95-2:H.rp.859, 78-14425 
95-2:H.rp.860, 78-16345 
95-2:H.rp.861, 78-10254 
95-2:H.rp.862, 78-10234 
95-2:H.rp.863, 78-10235 
95-2:H.rp.864, 78-10236 
95-2:H.rp.865, 78-16346 
95-2:H.rp.866, 78-10237 
95-2:H.rp.867, 78-14426 
95-2:H.rp.868, 78-10238 
95-2:H.rp.869, 78-12258 
95-2:H.rp.870, 78-10239 
95-2:H.rp.871, 78-10240 
95-2:H.rp.872, 78-10241 
95-2:H.rp.873, 78-10242 
95-2:H.rp.874, 78-10243 
95-2:H.rp.875, 78-10244 
95-2:H.rp.876, 78-10245 
95-2:H.rp.877, 78-12259 
95-2:H.rp.878, 78-12260 
95-2:H.rp.879, 78-12261 
95-2:H.rp.880, 78-10246 
95-2:H.rp.881, 78-12262 
95-2:H.rp.882, 
95-2:H.rp.883, 
95-2:H.rp.884, 
95-2:H.rp.885, 
95-2:H.rp.886, 
95-2:H.rp.887, 
95-2:H.rp.888, 
95-2:H.rp.889, 
95-2:H.rp.890, 
95-2:H.rp.891, 
95-2:H.rp.892, 78-12269 
95-2:H.rp.893, 78-12270 
95-2:H.rp.894/pt.1-2, 78-24700 
95-2:H.rp.895/pt.1-2, 78-12271 
95-2:H.rp.896, 78-12272 
95-2:H.rp.897, 78-12273 
95-2:H.rp.898, 78-10247 
95-2:H.rp.899, 78-12274 
95-2:H.rp.900, 78-12275 
95-2:H.rp.901, 78-12276 
95-2:H.rp.902, 78-12277 
95-2:H.rp.903, 78-12278 
95-2:H.rp.904, 78-14429 
95-2:H.rp.905, 78-12279 
95-2:H.rp.906, 78-12280 
95-2:H.rp.907, 78-12281 
95-2:H.rp.908, 78-14430 
95-2:H.rp.909, 78-12282 
95-2:H.rp.910, 78-10248 
95-2:H.rp.911, 78-12283 
95-2:H.rp.912, 78-12284 
95-2:H.rp.913, 78-12285 
95-2:H.rp.914, 78-14431 
95-2:H.rp.915, 78-12286 
95-2:H.rp.916, 78-12297 
95-2:H.rp.917, 
95-2:H.rp.918, 
95-2:H.rp.919, 78-10250 
95-2:H.rp.920, 78-10251 
95-2:H.rp.921, 78-12288 
95-2:H.rp.922, 78-12289 
95-2:H.rp.922/pt.2, 78-16349 
95-2:H.rp.923/pt.1, 78-24701 
95-2:H.rp.924/pt.1-2, 78-22573 
95-2:H.rp.925, 78-12290 
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95-2:H.rp.926, 
95-2:H.rp.927, 
95-2:H.rp.928, 
95-2:H.rp.929, 
95-2:H.rp.930, 
95-2:H.rp.931, 
95-2:H.rp.932, 
95-2:H.rp.933, 
95-2:H.rp.934, 
95-2:H.rp.935, 
95-2:H.rp.936, 
95-2:H.rp.937, 
95-2:H.rp.938, 
95-2:H.rp.939, 


| 95-2:H.rp.940, 


95-2:H.rp.941, 
95-2:H.rp.942, 
95-2:H.rp.943, 
95-2:H.rp.944, 
95-2:H.rp.946, 
95-2:H.rp.947, 
95-2:H.rp.948, 
95-2:H.rp.949, 
95-2:H.rp.950, 
95-2:H.rp.951, 
95-2:H.rp.952, 
95-2:H.rp.953, 
95-2:H.rp.954, 
95-2:H.rp.955, 
95-2:H.rp.956, 
95-2:H.rp.957, 
95-2:H.rp.958, 
95-2:H.rp.959, 
95-2:H.rp.960, 
95-2:H.rp.961, 
95-2:H.rp.962, 
95-2:H.rp.963, 
95-2:H.rp.964, 
95-2:H.rp.965, 
95-2:H.rp.966, 
95-2:H.rp.967, 
95-2:H.rp.968, 
95-2:H.rp.969, 
95-2:H.rp.970, 
95-2:H.rp.971, 
95-2:H.rp.972, 
95-2:H.rp.973, 
95-2:H.rp.974, 


| 95-2:H.rp.975, 


95-2:H.rp.976, 
95-2:H.rp.977, 
95-2:H.rp.978, 
95-2:H.rp.979, 
95-2:H.rp.980, 
95-2:H.rp.981, 
95-2:H.rp.982, 
95-2:H.rp.983, 
95-2:H.rp.984, 
95-2:H.rp.985, 
95-2:H.rp.986, 
95-2:H.rp.986, 
95-2:H.rp.987, 
95-2:H.rp.988, 


78-14432 
78-10252 
78-12291 

78-12292 
78-10253 
78-10255 
78-12293 
78-16350 
78-14433 
78-14434 
78-14435 
78-14436 
78-14437 
78-14438 
78-14439 
78-14440 
78-14441 
78-14442 
7178-14443 
78-14444 
78-14445 
78-14446 
78-14447 
78-14448 
78-12294 
78-14449 
78-14450 
78-14451 
78-14452 
78-14453 
78-14454 
78-14455 
78-14456 
78-14457 
78-14458 
78-14459 
78-14460 
78-14461 

78-16351 
78-14462 
78-14463 
78-14464 
78-14465 
78-14466 
78-14467 
78-14468 
78-14469 
78-14470 
78-14471 

78-14472 
78-14473 
78-14474 
78-14475 
78-14476 
78-14477 
78-12295 
78-14478 
78-14479 
78-14480 
78-14481 

78-16352 
78-14482 
78-14483 


95-2:H.rp.989/pt.1-2, 78- 


95-2:H.rp.990, 
95-2:H.rp.991, 
95-2:H.rp.992, 
95-2:H.rp.993, 
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78-14484 
78-14485 
78-14486 
78-14487 





95-2:H.rp.994/pt. 1-2, 


95-2:H.rp.995, 
95-2:H.rp.996, 
95-2:H.rp.997, 
95-2:H.rp.998, 
95-2:H.rp.999, 
95-2:H.rp.1000, 
95-2:H.rp.1001, 
95-2:H.rp.1002, 
95-2:H.rp.1003, 


95-2:H.rp.1004/pt.1-2, 
95-2:H.rp.1004/pt.3, 
95-2:H.rp.1005/pt.1-2, 


95-2:H.rp.1010, 
95-2:H.rp.1011, 
95-2:H.rp.1013, 
95-2:H.rp.1016, 
95-2:H.rp.1019, 
95-2:H.rp.1020, 
95-2:H.rp.1021, 
95-2:H.rp.1023, 
95-2:H.rp.1024, 
95-2:H.rp.1025, 
95-2:H.rp.1026, 
95-2:H.rp.1027, 
95-2:H.rp.1028, 
95-2:H.rp.1029, 
95-2:H.rp.1030, 


95-2:H.rp.1031/pt.1-2, 78- 


95-2:H.rp.1033, 
95-2:H.rp.1035, 
95-2:H.rp.1036, 
95-2:H.rp.1037, 
95-2:H.rp.1038, 
95-2:H.rp.1039, 
95-2:H.rp.1040, 
95-2:H.rp.1041, 
95-2:H.rp.1042, 
95-2:H.rp.1043, 
95-2:H.rp.1044, 
95-2:H.rp.1046, 
95-2:H.rp.1047, 
95-2:H.rp.1048, 
95-2:H.rp.1049, 
95-2:H.rp.1050, 
95-2:H.rp.1051, 
95-2:H.rp.1052, 
95-2:H.rp.1053, 
95-2:H.rp.1054, 
95-2:H.rp.1055, 
95-2:H.rp.1056, 


95-2:H.rp.1057/pt.1-3, 


95-2:H.rp.1058, 
95-2:H.rp.1059, 
95-2:H.rp.1060, 
95-2:H.rp.1061, 
95-2:H.rp.1062, 
95-2:H.rp.1063, 
95-2:H.rp.1064, 
95-2:H.rp.1065, 
95-2:H.rp.1066, 
95-2:H.rp.1067, 
95-2:H.rp.1068, 
95-2:H.rp.1069, 
95-2:H.rp.1070, 


95-2:H.rp.1070/pt.2, 


95-2:H.rp.1071, 
95-2:H.rp.1072, 


78-16354 
78-12296 
78-14488 
78-14489 
78-14490 
78-14491 
78-24702 
78-14492 
78-16355 


78-19295 
78-24704 
78-24705 
78-26888 
78-24706 
78-26889 
78-26890 
78-22576 
78-19296 
78-26891 
78-19297 
78-19298 
78-19299 
78-26892 
78-19300 


78-24707 
78-24708 
78-22578 
78-19301 
78-26893 
78-26894 
78-16357 
78-16358 
78-16359 
78-16360 
78-16361 
78-16362 
78-16363 
78-26895 
78-19302 
78-16364 
78-16365 
78-16366 
78-16367 
78-16368 
78-14493 
78-24709 


78-19303 
78-26896 
78-16369 
78-26897 
78-22580 
78-16370 
78-16371 
78-16372 
78-16373 
78-16374 
78-16375 
78-19304 
78-16376 


78-16377 
78-16378 


78- 
78-24703 
78- 


78-19293 


16356 


19294 


22577 


78-22579 


78-16376 
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95-2:H.rp.1073, 78-16379 
95-2:H.rp.1074, 78-16380 
95-2:H.rp.1075/pt.1-2, 78-19305 
95-2:H.rp.1076, 78-26898 
95-2:H.rp.1077, 78-26899 
95-2:H.rp.1079, 78-22581 
95-2:H.rp.1080, 78-16381 
95-2:H.rp.1081, 78-26900 
95-2:H.rp.1082, 78-26901 
95-2:H.rp.1083, 78-16382 
95-2:H.rp.1084, 78-19306 
95-2:H.rp.1085, 78-16383 
95-2:H.rp.1086, 78-19307 
95-2:H.rp.1087, 78-14494 
95-2:H.rp.1088, 78-26902 
95-2:H.rp.1089/pt.1-2, 78-19308 
95-2:H.rp.1090, 78-14495 
95-2:H.rp.1091, 78-26903 
95-2:H.rp.1092, 78-26904 
95-2:H.rp.1095, 78-19309 
95-2:H.rp.1103, 78-19310 
95-2:H.rp.1104, 78-26905 
95-2:H.rp.1105, 78-19311 
95-2:H.rp.1106, 78-24710 
95-2:H.rp.1108, 78-24711 
95-2:H.rp.1109, 78-16384 
95-2:H.rp.1110, 78-16385 
95-2:H.rp.1111, 78-16386 
95-2:H.rp.1112, 78-26906 
95-2:H.rp.1113, 78-19312 
95-2:H.rp.1114, 78-22582 
95-2:H.rp.1114/pt.2, 78-22582 
95-2:H.rp.1115, 78-24712 
95-2:H.rp.1116, 78-26907 
95-2:H.rp.1118, 78-14496 
95-2:H.rp.1119%, 78-16387 
95-2:H.rp.1120, 78-26908 
95-2:H.rp.1121, 78-26909 
95-2:H.rp.1122, 78-26910 
95-2:H.rp.1124, 78-24713 
95-2:H.rp.1176, 78-19313 
95-2:H.rp.1127, 78-24714 
95-2:H.rp.1129/pt.1-2, 78-22583 
95-2:H.rp.1130, 78-26911 
95-2:H.rp.1131, 78-16388 
95-2:H.rp.1132, 78-16389 
95-2:H.rp.1133, 78-16390 
95-2:H.rp.1134/pt.1-2, 78-22584 
95-2:H.rp.1137, 78-16391 
95-2:H.rp.1138, 78-16392 
95-2:H.rp.1139, 78-16393 
95-2:H.rp.1140, 78-19314 
95-2:H.rp.1141, 78-19315 
95-2:H.rp.1142, 78-16394 
95-2:H.rp.1145/pt.1-2, 78-16395 
95-2:H.rp.1146, 78-26912 
95-2:H.rp.1147, 78-19316 
95-2:H.rp.1148, 78-19317 
95-2:H.rp.1149, 78-26913 
-95-2:H.rp.1150, 78-26914 
95-2:H.rp.1151, 78-16396 
95-2:H.rp.1152, 78-19318 
95-2:H.rp.1153, 78-19319 
95-2:H.rp.1153/pt.2, 78-24715 
95-2:H.rp.1154, 78-22585 
95-2:H.rp.1155, 78-19320 
95-2:H.rp.1158, 78-26915 
95-2:H.rp.1159, 78-26916 
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95-2:H.rp.1160, 78-19321 
95-2:H.rp.1161, 78-26917 
95-2:H.rp.1162, 78-26918 
95-2:H.rp.1163, 78-19322 
95-2:H.rp.1164, 78-26919 
95-2:H.rp.1165, 78-26920 
95-2:H.rp.1166/pt.1-3, 78-26921 
95-2:H.rp.1167, 78-22586 
95-2:H.rp.1167/pt.2, 78-22586 
95-2:H.rp.1168, 78-24716 
95-2:H.rp.1171, 78-26922 
95-2:H.rp.1173, 78-19323 
95-2:H.rp.1174, 78-19324 
95-2:H.rp.1175, 78-26923 
95-2:H.rp.1176, 78-19325 
95-2:H.rp.1177/pt.1-2, 78-26924 
95-2:H.rp.1178, 78-24717 
95-2:H.rp.1179, 78-26925 
95-2:H.rp.1180, 78-16397 
95-2:H.rp.1181, 78-22587 
95-2:H.rp.1182, 78-19326 
95-2:H.rp.1183, 78-26926 
95-2:H.rp.1184, 78-26927 
95-2:H.rp.1185, 78-26928 
95-2:H.rp.1186, 78-26929 
95-2:H.rp.1188, 78-26930 
95-2:H.rp.1191, 78-26931 
95-2:H.rp.1193, 78-26932 
95-2:H.rp.1194, 78-26933 
95-2:H.rp.1195, 78-26934 
95-2:H.rp.1196, 78-26935 
95-2:H.rp.1197, 78-26936 
95-2:H.rp.1198, 78-16398 
95-2:H.rp.1199, 78-16399 
95-2:H.rp.1200, 78-16400 
95-2:H.rp.1201/pt.1-2, 78-24718 
95-2:H.rp.1202, 78-19327 
95-2:H.rp.1203, 78-16401 
95-2:H.rp.1204, 78-16402 
95-2:H.rp.1205, 78-19328 
95-2:H.rp.1207, 78-19329 
95-2:H.rp.1207, 78-22588 
95-2:H.rp.1211, 78-26937 
95-2:H.rp.1211/pt.2, 78-26937 
95-2:H.rp.1212, 78-26938 
95-2:H.rp.1213, 78-16403 
95-2:H.rp.1215, 78-26939 
95-2:H.rp.1216, 78-19330 
95-2:H.rp.1217, 78-19331 
95-2:H.rp.1218, 78-19332 
95-2:H.rp.1225, 78-19333 
95-2:H.rp.1226, 78-19334 
95-2:H.rp.1227, 78-26940 
95-2:H.rp.1228, 78-26941 
95-2:H.rp.1229, 78-26942 
95-2:H.rp.1230, 78-26943 
95-2:H.rp.1231, 78-26944 
95-2:H.rp.1232, 78-26945 
95-2:H.rp.1234, 78-19335 
95-2:H.rp.1235, 78-16404 
95-2:H.rp.1241, 78-22589 
95-2:H.rp.1243, 78-26946 
95-2:H.rp.1246, 78-19336 
95-2:H.rp.1247, 78-19337 
95-2:H.rp.1248, 78-19338 
95-2:H.rp.1249, 78-22590 
95-2:H.rp.1250, 78-19339 
95-2:H.rp.1251, 78-19340 
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95-2:H.rp.1252, 
95-2:H.rp.1253, 
95-2:H.rp.1254, 
95-2:H.rp.1256, 
95-2:H.rp.1257, 
95-2:H.rp.1258, 
95-2:H.rp.1259, 
95-2:H.rp.1261, 
95-2:H.rp.1263, 
95-2:H.rp.1264, 
95-2:H.rp.1265, 
95-2:H.rp.1266, 
95-2:H.rp.1267, 
95-2:H.rp.1268, 
95-2:H.rp.1269, 
95-2:H.rp.1270, 
95-2:H.rp.1271, 
95-2:H.rp.1273, 
95-2:H.rp.1274, 
95-2:H.rp.1275, 
95-2:H.rp.i276, 
95-2:H.rp.1277, 
95-2:H.rp.1278, 
95-2:H.rp.1279, 
95-2:H.rp.1280, 
95-2:H.rp.1281, 
95-2:H.rp.1286, 
95-2:H.rp.1287, 
95-2:H.rp.1290, 
95-2:H.rp.1291, 
95-2:H.rp.1292, 
95-2:H.rp.1293, 
95-2:H.rp.1294, 
95-2:H.rp.1295, 
95-2:H.rp.1296, 
95-2:H.rp.1298, 
95-2:H.rp.1300, 
95-2:H.rp.1302, 
95-2:H.rp.1303, 
95-2:H.rp.1305, 
95-2:H.rp.1306, 
95-2:H.rp.1308, 
95-2:H.rp.1309, 
95-2:H.rp.1310, 
95-2:H.rp.1311, 
95-2:H.rp.1313, 
95-2:H.rp.1315, 
95-2:H.rp.1316, 
95-2:H.rp.1318, 
95-2:H.rp.1319, 
95-2:H.rp.1327, 
95-2:H.rp.1328, 
95-2:H.rp.1329, 
95-2:H.rp.1330, 
95-2:H.rp.1331, 
95-2:H.rp.1332, 
95-2:H.rp.1333, 
95-2:H.rp.1334, 
95-2:H.rp.1335, 
95-2:H.rp.1336, 
95-2:H.rp.1337, 


78-19341 
78-19342 
78-19343 
78-19344 
78-19345 
78-19346 
78-19347 
78-19348 
78-22591 
78-19349 
78-19350 
78-19351 
78-19352 
78-19353 
78-19354 
78-19355 
78-19356 
78-19357 
78-19358 
78-19359 
78-19360 
78-19361 
78-19362 
78-19363 
78-19364 
78-19365 
78-24719 
78-22592 
78-22593 
78-22594 
78-19366 
78-19367 
78-19368 
78-19369 
78-22595 
78-22596 
78-22597 
78-22598 
78-22599 
78-22600 
78-22601 
78-26947 
78-24720 
78-22602 
78-22603 
78-22604 
78-26948 
78-22605 
78-22606 
78-22607 
78-22608 
78-22609 
78-22610 
78-22611 
78-22612 
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December 1978 


95-2:S.rp.829, 
95-2:S.rp.830, 
95-2:S.rp.831, 
95-2:S.rp.832, 
95-2:S.rp.833, 
95-2:S.rp.834, 
95-2:S.rp.835, 
95-2:S.rp.836, 
95-2:S.rp.837, 
95-2:S.rp.838, 
95-2:S.rp.839, 
95-2:S.rp.840, 
95-2:S.rp.841, 
95-2:S.rp.842, 
95-2:S.rp.843, 
95-2:S.rp.844, 
95-2:S.rp.845, 
95-2:S.rp.846, 
95-2:S.rp.847, 
95-2:S.rp.848, 
95-2:S.rp.849, 
95-2:S.rp.850, 
95-2:S.rp.851, 
95-2:S.rp.852, 
95-2:S.rp.853, 
95-2:S.rp.854, 
95-2:S.rp.855, 
95-2:S.rp.857, 
95-2:S.rp.858, 
95-2:S.rp.860, 
95-2:S.rp.861, 
95-2:S.rp.862, 
95-2:S.rp.863, 
95-2:S.rp.864, 
95-2:S.rp.865, 
95-2:S.rp.866, 
95-2:S.rp.867, 
95-2:S.rp.869, 
95-2:S.rp.870, 
95-2:S.rp.871, 
95-2:S.rp.872, 
95-2:S.rp.873, 
95-2:S.rp.874, 
95-2:S.rp.875, 
95-2:S.rp.876, 
95-2:S.rp.877, 
95-2:S.rp.878, 
95-2:S.rp.879, 
95-2:S.rp.880, 
95-2:S.rp.881, 
95-2:S.rp.882, 
95-2:S.rp.884, 
95-2:S.rp.885, 
95-2:S.rp.886, 
95-2:S.rp.887, 
95-2:S.rp.888, 
95-2:S.rp.889, 
95-2:S.rp.890, 
95-2:S.rp.891, 
95-2:S.rp.892, 
95-2:S.rp.893, 
95-2:S.rp.894, 
95-2:S.rp.895, 
95-2:S.rp.896, 
95-2:S.rp.897, 
95-2:S.rp.898, 
95-2:S.rp.899, 
95-2:S.rp.900, 


Do not order from index; see indicated entry 


78-19459 
78-16462 
78-19460 
78-19461 

78-19462 
78-16463 
78-19463 
78-19464 
78-19465 
78-19466 
78-19467 
78-19468 
78-19469 
78-19470 
78-27046 
78-19471 

78-19472 
78-16464 
78-19473 
78-i19474 
78-27047 
78-16465 
78-19475 
78-19476 
78-16466 
78-19477 
78-19478 
78-22630 
78-24816 
78-19479 
78-24817 
78-24818 
78-19480 
78-24819 
78-19481 
78-16467 
78-16468 
78-19482 
78-19483 
78-19484 
78-19485 
78-19486 
78-19487 
78-24820 
78-19488 
78-16469 
78-19489 
78-24821 
78-27048 
78-27049 
78-19490 
78-16470 
78-19491 
78-19492 
78-19493 
78-19494 
78-19495 
78-24822 
78-19496 
78-16471 

78-24823 
78-27050 
78-27051 

78-24824 
78-24825 
78-24826 
78-24827 
78-24828 








95-2:S.rp.901, 
95-2:S.rp.902, 
95-2:S.rp.903, 
95-2:S.rp.904, 
95-2:S.rp.905, 
95-2:S.rp.906, 
95-2:S.rp.907, 
95-2:S.rp.908, 
95-2:S.rp.911, 
95-2:S.rp.912, 
95-2:S.rp.913, 
95-2:S.rp.914, 
95-2:S.rp.915, 
95-2:S.rp.916, 
95-2:S.rp.917, 
95-2:S.rp.918, 
95-2:S.rp.919, 
95-2:S.rp.920, 
95-2:S.rp.921, 
95-2:S.rp.922, 
95-2:S.rp.923, 
95-2:S.rp.925, 
95-2:S.rp.926, 
95-2:S.rp.927, 
95-2:S.rp.928, 
95-2:S.rp.929, 
95-2:S.rp.932, 
95-2:S.rp.933, 
95-2:S.rp.935, 
95-2:S.rp.936, 
95-2:S.rp.938, 
95-2:S.rp.939, 
95-2:S.rp.940, 
95-2:S.rp.941, 
95-2:S.rp.942, 
95-2:S.rp.946, 
95-2:S.rp.949, 
95-2:S.rp.951, 
95-2:S.rp.952, 
95-2:S.rp.953, 
95-2:S.rp.955, 
95-2:S.rp.957, 
95-2:S.rp.958, 
95-2:S.rp.959, 
95-2:S.rp.960, 
95-2:S.rp.961, 
95-2:S.rp.962, 
95-2:S.rp.963, 
95-2:S.rp.964, 
95-2:S.rp.965, 
95-2:S.rp.966, 
95-2:S.rp.969, 
95-2:S.rp.970, 
95-2:S.rp.971, 
95-2:S.rp.972, 
95-2:S.rp.975, 
95-2:S.rp.976, 
95-2:S.rp.977, 
95-2:S.rp.980, 
95-2:S.rp.981, 
95-2:S.rp.984, 
95-2:S.rp.985, 
95-2:S.rp.986, 
95-2:S.rp.988, 
95-2:S.rp.989, 
95-2:S.rp.990, 
95-2:S.rp.991, 
95-2:S.rp.992, 


78-24829 
78-24830 
78-16472 
78-19497 
78-16473 
78-27052 
78-27053 
78-27054 
78-24831 
78-24832 
78-19498 
78-19499 
78-27055 
78-24833 
78-27056 
78-2263 1 
78-16474 
78-16475 
78-19500 
78-16476 
78-27057 
78-27058 
78-24834 
78-24835 
78-24836 
78-24837 
78-22632 
78-19501 
78-27059 
78-27060 
78-24838 
78-24839 
78-22633 
78-22634 
78-24840 
78-2484] 
78-24842 
78-22635 
78-22636 
78-22637 
78-27061 
78-27062 
78-22638 
78-24843 
78-22639 
78-27063 
78-22640 
78-27064 
78-22641 
78-22642 
78-22643 
78-27065 
78-24844 
78-27066 
78-27067 
78-22644 
78-27068 
78-27069 
78-24845 
78-24846 
78-27070 
78-24847 
78-24848 
78-22645 
78-24849 
78-24850 
78-2485! 
78-24852 
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95-2:S.rp.993, 

95-2:S.rp.994, 

95-2:S.rp.995, 

95-2:S.rp.996, 

95-2:S.rp.997, 

95-2:S.rp.998, 

95-2:S.rp.999, 

95-2:S.rp.1000, 
95-2:S.rp.1001, 
95-2:S.rp.1002, 
95-2:S.rp.1003, 
95-2:S.rp.1004, 
95-2:S.rp.1005, 
95-2:S.rp.1006, 
95-2:S.rp.1007, 
95-2:S.rp.1008, 
95-2:S.rp.1009, 
95-2:S.rp.1010, 
95-2:S.rp.1011, 
95-2:S.rp.1012, 
95-2:S.rp.1013, 
95-2:S.rp.1014, 
95-2:8.rp.1015, 
95-2:S.rp.1016, 
95-2:S.7p.1018, 
95-2:S.rp.1019, 
95-2:S.rp.1020, 
95-2:S.rp.1024, 
95-2:S.rp.1025, 
95-2:S.rp.1026, 
95-2:S.rp.1027, 
95-2:S.rp.1028, 
95-2:S.rp.1029, 
95-2:S.rp.1030, 
95-2:S.rp.1031, 
95-2:S.rp.1032, 
95-2:S.rp.1033, 
95-2:S.rp.1034, 
95-2:S.rp.1035, 
95-2:S.rp.1036, 
95-2:S.rp.1039, 
95-2:S.rp.1040, 
95-2:S.rp.1041, 
95-2:S.rp.1042, 
95-2:S.rp.1043, 
95-2:S.rp.1044, 
95-2:S.rp.1045, 
95-2:S.rp.1052, 
95-2:S.rp.1053, 
95-2:S.rp.1054, 
95-2:S.rp.1055, 
95-2:S.rp.1056, 
95-2:S.rp.1057, 
95-2:S.rp.1058, 
95-2:S.rp.1059, 
95-2:S.rp.1061, 


95-2:S.rp.1061 /errata, 


95-2:S.rp.1062, 
95-2:S.rp.1063, 


95-2:S.rp.1063/errata, 


95-2:S.rp.1064, 
95-2:S.rp.1065, 
95-2:S.rp.1066, 


95-2:S.rp.1066/errata, 


95-2:S.rp.1067, 
95-2:S.rp.1069, 
95-2:S8.rp.1070, 
95-2:S.rp.1071, 
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78-24853 
78-24854 
78-24855 
78-24856 
78-24857 
78-24858 
78-24859 
78-24860 
78-24861 
78-24862 
78-24863 
78-24864 
78-24865 
78-24866 
78-24867 
78-24868 
78-24869 
78-24870 
78-24871 
78-24872 
78-24873 
7178-24874 
78-24875 
78-27071 
78-24876 
78-24877 
78-24878 
78-24879 
78-24880 
78-2488 1 
7178-22646 
78-24882 
78-22647 
78-22648 
78-22649 
78-22650 
78-22651 
78-27072 
78-24883 
78-24884 
78-27073 
78-27074 
78-24885 
78-27075 
78-24886 
78-24887 
78-24888 
78-27076 
78-27077 
78-27078 
78-27079 
78-24889 
78-24890 
78-24891 
78-27080 
78-24892 


78-24894 
78-24895 


78-24897 
78-24898 
78-24899 


78-24901 
78-2708 1 
78-27082 
78-24902 





78-24893 


78-24896 


78-24900 





Classification Number Index 


95-2:S.rp.1073, 78-24903 
95-2:S.rp.1074, 78-24904 
95-2:S.rp.1075, 78-24905 
95-2:S.rp.1078, 78-24906 
95-2:S.rp.1079, 78-27083 
95-2:S.rp.1080, 78-24907 
95-2:S.rp.1081, 78-24908 
95-2:S.rp.1082, 78-24909 
95-2:S.rp.1083, 78-24910 
95-2:S.rp.1084, 78-24911 
95-2:S.rp.1085, 78-24912 
95-2:S.rp.1087, 78-24913 
95-2:S.rp.1088, 78-24914 
95-2:S.rp.1089, 78-24915 
95-2:S.rp.1090, 78-24916 
95-2:S.rp.1092, 78-24917 
95-2:S.rp.1093, 78-24918 
95-2:S.rp.1094, 78-24919 
95-2:S.rp.1095, 78-24920 
95-2:S.rp.1096, 78-24921 
95-2:S.rp.1097, 78-24922 
95-2:S.rp.1098, 78-24923 
95-2:S.rp.1099, 78-24924 
95-2:S.rp.1101, 78-24925 
95-2:S.rp.1102, 78-24926 
95-2:S.rp.1103, 78-27084 
95-2:S.rp.1106, 78-24927 
95-2:S.rp.1108, 78-24928 
95-2:S.rp.1111, 78-24929 
95-2:S.rp.1112, 78-27085 
95-2:S.rp.1113, 78-24930 
95-2:S.rp.1116, 78-27086 
95-2:S.rp.1117, 78-24931 
95-2:S.rp.1119, 78-27087 
95-2:S.rp.1125, 78-24932 
95-2:S.rp.1126, 78-27088 
95-2:S.rp.1127, 78-27089 
95-2:S.rp.1131, 78-27090 
95-2:S.rp.1132, 78-27091 
95-2:S.rp.1133, 78-27092 
95-2:S.rp.1134, 78-27093 
95-2:S.rp.1136, 78-27094 
95-2:S.rp.1138, 78-27095 
95-2:S.rp.1139, 78-24933 
95-2:S.rp.1140, 78-27096 
95-2:S.rp.1142, 78-27097 
95-2:S.rp.1143, 78-27098 
95-2:S.rp.1150, 78-24934 
95-2:S.rp.1152, 78-27099 
95-2:S.rp.1155, 78-24935 
95-2:S.rp.1163, 78-27100 
95-2:S.rp.1168, 78-27101 
95-2:S.rp.1169, 78-27102 
95-2:S.rp.1172, 78-27103 
95-2:S.rp.1175, 78-24936 
95-2:S.rp.1177, 78-27104 
95-2:S.rp.1178, 78-27105 
95-2:S.rp.1179, 78-27106 
95-2:S.rp.1179/pt.2, 78-27106 
95-2:S.rp.1180, 78-27107 
95-2:S.rp.1188, 78-27108 
95-2:S.rp.1189, 78-27109 
95-2:S.rp.1190, 78-27110 
95-2:S.rp.1191, 78-27111 
95-2:S.rp.1194, 78-27112 
95-2:S.rp.1195, 78-27113 
95-2:S.rp.1198, 78-27114 
95-2:S.rp.1199, 78-27115 


Do not order from index; see indicated entry 








95-2:S.rp.1201, 78-27116 
95-2:S.rp.1202, 78-27117 
95-2:S.rp.1207, 78-27118 
95-2:S.rp.1208, 78-27119 
95-2:S.rp.1236, 78-27120 
95-2:S.rp.1238, 78-27121 
95-2:S.rp.1240, 78-27122 
95-2:S.rp.1244, 78-27123 
95-2:S.rp.1246, 78-27124 
95-2:S.rp.1257, 78-27125 
95-2:S.rp.1258, 78-27126 
95-2:S.rp.1265, 78-27127 
95-2:S.rp.1272, 78-27128 
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